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PREFACE 


The Title 1. 1st of Documents Made Publicly A vaiiable is a monthly publication. 1 1 contains descriptions of the in* 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
( I ) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information , last published in January 1 979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material, 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DBS and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I . Financial information 

J . Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards { ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences, LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U. Congressional/executive correspondence 

V. Licensing operators and related correspondence 
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W. Decommissioning stage documents and correspondence 

X. Onsite low-level wastes storage 

Appendix A sets forth those categories and describes the materials available in each. Omission of a category in the 
listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the entries in the list are: 


1. 

2 . 

3 . 

4. 


5. 

6 , 

7. 

8 . 
9. 


10 . 

11 . 


12 . 


(T) P. Operating license stage documents & correspondence 

® © 

8203090028 Responds to 820201 hr requesting documents re environ qualification of 
electrical equipment. All nonproprietary repts will be provided to Franklin Research 
Ctr by 820408. Proprietary repts will be provided to NRC by 820510, 

(7) MILLS* L.M, (jP) Tennessee Valley Authority. (T) 82/03/04. (T) VASSALLO, D.B. 
Operating Reactors Branch 2. (T) Ip. 1216:254. 24XFiche: 

- . t i t 

© ® © © 


50,259, 82/03/04* 


8203090028. 


NRC/PDR Document category (see Appendix A). 

NRC Accession Number (year, month, day, and sequence number of item). 

Description of information contained in the document, 

Personal author(s). An asterisk in this position indicates that there is no personal author. 

Corporate, agency or nonindividual source. 

Date of document described. 

Recipient of document and NRC or corporate affiliation. 

Pages in this document. 

The NRC 48X microfiche designation for this document. This five-digit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to48X microfiche files. 
This three-digit portion of this entry is the number of the frame on which this document starts. 

The 24X Fiche designation consists of the docket number followed by the date of the document and the acces- 
sion number for the document. This designation provides the information needed by subscribers to the Na- 
tional Technical Information Service docket microfiche to locate the document fiche. 

If this space is blank, the document is available to the public only in the NRC Public Document Room, 1717 H 
St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for copies of the document. 
The entry may be *' Available at NRC” for sale; “Available at NTIS”; or “Available at GPO, n 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal items. 
Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. In general, 
indented items are not in accession number sequence. If the docketed document has a contract (FIN) number or a 
formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Document 
Room. These categories and their symbols are: 

10CFR — Commission Meeting Records 

ACRS — Advisory Committee on Reactor Safeguards 

COMMISSION — NRC Commissioners 

CONTRACT — NRC Contracts and Modifications 

DISCLOSURE — Financial Disclosure Information 

FOIA — Freedom of Information Act Requests and Releases 

GEN TECH IS — Generic Technical Issues 
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l&E — Inspection and Enforcement 

M1SC — Public Document Room Miscellaneous 

NUREG — NUREG Reports and Related Correspondence 

ORG — Correspondence with Other Organizations 

PR — Proposed Rule 

PRM — Petition for Rulemaking 

PROJ — Projects— Predocket Licensing 

PT21 — Noncompliance Reports and Related Correspondence 

QA999 — Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES — Research and Technical Assistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM — Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG — State Programs 

TOPREP — Vendor Reports and Related Correspondence 
WASH — Regulatory Publications— Pre-NU REG Series 
WASTE MGT — Nuclear Waste Management 
XPORTLIC — Export and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category in the 
listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The 


1 . 

2 . 

3. 


4. 

5. 

6 . 

7. 

8 . 
9. 

10 . 

11. 

12 . 


13. 


principal elements of the nondocketed items are: 

(T) NUREG— NUREG Reports and Related Correspondence 

© ® 

8203090207' NUREG/CR-1672 V02 

' RISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
IN GEOLOGIC MEDIA. Technical Review of Documents 
' NUREG/CR-1262, NUREG/CR-1376, NUREG/CR-1377, NUREG/CR-1397 & 

[ NUREG/CR-1608. ___ — (?) 

(TV STEVENS, C.A., FULLWOOD, R.A., BASIN, S.L. Science ApplicanonsJnc. 


& 


FIN B-6694. SAI-262-8I-PA. 82/02/28, Division of Risk Analysis 

123 p, Available at NRC 

(n) fn) 



Nondocketed category 

NRC Accession Number (year, month, day, and sequence number of item) 

NRC Report Number 

Title and description of information contained in the document 

Personal author(s). An asterisk in this position indicates that there is no personal author. 

Corporate, agency or other nonindividual source. 

Contract or financial (FIN) number (if any). If the document has a secondary report number, it will appear 
following this entry, 

Secondary report number assigned by originator. 

Date of document described. 

NRC organizational recipient. 

Pages in document, 

All NUREG-series documents are available for purchase at NRC, Information on ordering documents is given 
below. All NUREG-series documents are also available at NTIS. Information on ordering from NT1S is also 
given below. 

Price for which NRC sells the document. 
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14. The NRC 48X microfiche designation for this document. This five-digit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files. 

15. This three-digit portion of this entry is the number of the frame on which this document starts. 

The Nondocketed Hems list is arranged sequentially by Accession Number within category. Indented items pre- 
ceded by a dash are enclosures to unindented items. 


NOTES: 

1 . The address for NRC is: 

Director 

Division of Technical Information and Document Control 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO Deposit Ac- 
count holders may charge their orders by calling (301 ) 492-9530. 

2. The address for NT1S is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NT1S, either write to NT1S or call 
the Sales Desk at (703) 557-4650. Specify the NRC report number and title when you place your order. Publica- 
tions can be charged to American Express credit cards; supply the chargecard number when placing your order. 

3. The address for the PDR is: 

1717 H Street, N.W, 

Washington, D.C. 20555 

To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents listed in this 
publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction charges for 
duplication are as follows: (1) paper to paper is $0.05 per page except for oversized documents and engineering 
drawings, which vary from $0.50 to $1 .00 per square foot; (2) microform to paper is $0.05 a page for pages on 
microfiche and is $0.20 a square foot for a full-size print or $0.25 for a reduced-size print ( 18" x 24") of a draw- 
ing on an aperture card; and (3) microform to microform is $0. 1 0 per microfiche and $0.20 per aperture card. 
Orders completed for mailing or for a special delivery service will have an additional fee for the actual mailing, 
shipping, or delivery service rate. Unless a user requests special packing materials, there is no additional charge 
by the contractor for handling and wrapping materials. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders will be pro- 
cessed and mailed with a bill from Literature Research Company. An account may be established with the 
Literature Research Company by calling (703)-94 1-80 1 8. 
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Page 

Docket 
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Page 

Low Level Radwaste Disposal Sites — Docket 27 


40-8724 

Chemetron Corp., Chicago, IL 

3 

27-047 

Barnwell, SC, Chem-Nuclear Systems, Inc. 

1 

40-8743 

Conoco, Inc., Denver, CO 

3 

27-048 

Richland, WA, U.S, Ecology, Inc, 

1 

40-8768 

Kerr-McGee Nuclear Corp., 






Oklahoma City, OK 

3 

Domestic Licensing of Source Material — Docket 40 


40-8829 

Wyoming Fuel Co., Lakewood, CO 

3 

40-0086 

W. R. Grace & Co., Pompton Plains, NJ 

1 




40-0299 

Union Carbide Corp., Grand Junction, CO 

l 

Domestic Licensing of Production and Utilization Facilities— 
Docket 50 


40-0672 

Nuclear Metals, Inc,, Concord, MA 

1 

50-2 

Univ, of Michigan Research Reactor 

4 

40-1341 

Tennessee Valley Authority, Chattanooga, TN 

2 

50-3 

Indian Point Station, Unit 1 

4 

40-2061 

Kerr-McGee Chemical Corp. 

Oklahoma City, OK 

2 

50-5 

Pennsylvania State Univ. Research Reactor 

4 

40-2259 

Pathfinder Mines Corp., Riverton, WY 

2 

50-8 

North Carolina State Univ. Research Reactor 

4 

40-4492 

Fcderal-American Partners, Riverton, WY 

2 

50-10 

Dresden Nuclear Power Station, Unit 1 

4 

40-6264 

Michigan Chemical Corp., St, Louis, MI 

2 

50-13 

Babcock & Wilcox Co. Critical Facility 

5 

40-6500 

Energy, Dept, of, Canonsburg, PA 

2 

50-16 

Enrico Fermi Atomic Power Plant, Unit 1 

5 

40-6659 

Getty Oil Co, - Pctrotomics Co., 

Shirley Basin, WY 

2 

50-20 

Massachusetts Institute of Technology 

Research Reactor 

5 

40-6940 

Kawecki Berylco Industries, Inc,, 


50-25 

Dow Chemical Co. TRIGA Reactor 

5 


Boyertown, PA 

2 

50-27 

Washington State Univ. Research Reactor 

5 

40-8027 

Kcrr-McGee Nuclear Corp., 

Oklahoma City, OK 

2 

50-29 

Yankee-Rowe Nuclear Power Station 

6 

40-8035 

Cotter Corp., Roswell, NM 

2 

50-54 

Union Carbide Research Reactor 

7 

40-8064 

Exxon Minerals Co., USA, Houston, TX 

2 

50-57 

State Univ. of New York Research Reactor 

7 

40-8331 

African Metals Corp,, New York, NY 

3 

50-59 

Texas A&M Univ. Research Reactor 

8 

40-8380 

Rocky Mountain Energy Co., Broomfield, CO 

3 

50-62 

Univ. of Virginia Research Reactor 

8 

40-8452 

Bear Creek Uranium Co., Casper, WY 

3 

50-70 

General Electric Test Reactor 

8 

40-8550 

Holmes & Narver, Inc., Anaheim, CA 

3 

50-72 

Univ. of Utah Research Reactor 

8 

40-8584 

Minerals Exploration Co., Los Angeles, CA 

3 

50-73 

General Electric Nuclear Test Reactor 

8 

40-8585 

Wyoming Mineral Corp,, Lakewood, CO 

3 

50-77 

Catholic Univ, of America Research Reactor 

9 

40-8681 

Energy Fuels Nuclear, Inc,, Denver, CO 

3 

50-83 

Univ, of Florida Training Reactor 

9 

40-8698 

Plateau Resources, Ltd., Grand Junction, CO 

3 

50-87 

Westinghouse Critical Experiment 

9 

40-8714 

Cleveland-CIlffs Iron Co., Cleveland, OH 

3 

50-89 

General Atomic Co, 

9 

40-8722 

Brush Wellman, Inc., Cleveland, OH 

3 

50-97 

Cornell Univ, Zero Power Reactor 

9 




50-99 

Babcock & Wilcox Test Reactor 

9 
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Page 

50-103 

Aerojet General Nucleonics 

9 

50-208 

Columbia Univ. Research Reactor 

18 

50-Ell 

North Carolina State Univ. Research Reactor 

9 

50-213 

Haddam Neck Plant 

18 

50-112 

Univ. of Oklahoma Research Reactor 

10 

50-219 

Oyster Creek Nuclear Power Plant 

19 

50-113 

Univ. of Arizona Research Reactor 

10 

50-220 

Nine Mile Point Nuclear Station, Unit i 

21 

50-116 

Iowa State Univ. Research Reactor 

10 

50-223 

Univ, of Lowell Research Reactor 

23 

50-118 

Aerojet General Nucleonics 

10 

50-224 

Univ. of California Research Reactor 

23 

50-123 

Univ. of Missouri Research Reactor 

10 

50-225 

RPI Critical Experiment 

23 

50-124 

Virginia Polytechnic Institute 


50-228 

Aerotest Radiography & Research Reactor 

24 


Training Reactor 

10 







50-237 

Dresden Nuclear Power Station, Unit 2 

24 

50-128 

Texas A&M Univ. Research Reactor 

10 







50-243 

Oregon State Univ. Research Reactor 

27 

50-131 

Omaha Veterans Administration Hospital 






Research Reactor 

10 

50-244 

Robert Emmet Ginna Nuclear Plant, Unit 1 

27 

50-133 

Humboldt Bay Power Plant, Unit 3 

10 

50-245 

Millstone Nuclear Power Station, Unit 1 

29 

50-134 

Worcester Polytechnic Institute 


50-247 

Man Point Station, Unit 2 

31 


Research Reactor 

11 







50-249 

Dresden Nuclear Power Station, Unit 3 

34 

50-139 

Univ. of Washington Research Reactor 

11 







50-250 

Turkey Point Plant, Unit 3 

37 

50-141 

Stanford Univ. Research Reactor 

11 







50-251 

Turkey Point Plant, Unit 4 

38 

50-142 

UCLA Training Reactor 

11 







50-252 

Univ. of New Mexico Research Reactor 

40 

50-148 

Univ. of Kansas Research Reactor 

12 







50-254 

Quad-Cilics Station, Unit 1 

40 

50-150 

Ohio Slate Univ. Research Reactor 

12 







50-255 

Palisades Nuclear Plant 

42 

50-151 

Univ. of Illinois Research Reactor 

13 







50-259 

Browns Ferry Nuclear Power Station, Unit 1 

44 

50-155 

Big Rock Point Nuclear Plant 

13 







50-260 

Browns Ferry Nuclear Power Station, Unit 2 

47 

50-156 

Univ, of Wisconsin Research Reactor 

15 







50-261 

H. B. Robinson Plant, Unit 2 

49 

50-157 

Cornell Univ. Research Reactor 

15 







50-262 

Brigham Young Univ. Research Reactor 

52 

50-160 

Georgia Institute of Technology Research Reactor 

15 







50-263 

Monticcllo Nuclear Generating Plant 

52 

50-163 

General Atomic Co. 

15 







50-264 

Dow Chemical Co. 

54 

50-166 

Univ. of Maryland Research Reactor 

16 







50-265 

Quad-Cities Station, Unit 2 

54 

50-170 

National Naval Medical Center 

16 







50-266 

Point Beach Nuclear Plant, Unit 1 

56 

50-182 

Purdue Univ, Research Reactor 

16 







50-267 

Fort St. Vrain Nuclear Generating Station 

58 

50-184 

National Bureau of Standards Reactor 

16 







50-269 

Oconee Nuclear Station, Unit 1 

60 

50-186 

Univ. of Missouri Research Reactor 

16 







50-270 

Oconee Nuclear Station, Unit 2 

61 

50-187 

Space Radiation Research Reactor 

16 







50-271 

Vermont Yankee Nuclear Power Station 

63 

50-192 

Univ. of Texas Research Reactor 

16 







50-272 

Salem Nuclear Generating Station, Unit 1 

65 

50-193 

Rhode Island & Providence Plantations AEC 

16 







50-274 

U. S. Geological Survey Research Reactor 

67 

50-199 

Manhattan College Research Reactor 

16 



i 




50-275 

Diablo Canyon Nuclear Power Plant, Unit 1 

68 

50-201 

West Valley Reprocessing Plant 

17 







50-276 

Georgia Technology Research Reactor 

73 

50-206 

San Onofre Nuclear Station, Unit l 

17 
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Page 

Docket 

Name 

Page 

50-277 

Peach Bottom Atomic Power Station, Unit 2 

73 

50-325 

Brunswick Steam Electric Plant, Unit 1 

146 

50-278 

Peach Bottom Atomic Power Station, Unit 3 

75 

50-326 

Univ. of California at Irvine Research Reactor 

148 

50-280 

Surry Power Station, Unit 1 

77 

50-327 

Sequoyah Nuclear Plant, Unit 1 

149 

50-281 

Surry Power Station, Unit 2 

79 

50-328 

Sequoyah Nuclear Plant, Unit 2 

153 

50-282 

Prairie Island Nuclear Station, Unit l 

80 

50-329 

Midland Plant, Unit 1 

153 

50-284 

Idaho State Univ, Research Reactor 

82 

50-330 

Midland Plant, Unit 2 

158 

50-285 

Fort Calhoun Station, Unit 1 

82 

50-331 

Duane Arnold Energy Center 

164 

50-286 

Indian Point Station, Unit 3 

85 

50-333 

James A. Fitzpatrick Nuclear Power Plant 

166 

50-287 

Oconee Nuclear Station, Unit 3 

88 

50-334 

Beaver Valley Power Station, Unit 1 

168 

50-288 

Reed College Research Reactor 

89 

50-335 

St. Lucie Plant, Unit 1 

170 

50-289 

Three Mile Island Nuclear Station, Unit 1 

90 

50-336 

Millstone Nuclear Power Station, Unit 2 

172 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

95 

50-338 

North Anna Power Station, Unit 1 

174 

50-294 

Michigan State Univ. Research Reactor 

97 

50-339 

North Anna Power Station, Unit 2 

177 

50-295 

Zion Nuclear Power Station, Unit 1 

98 

50-341 

Enrico Fermi Atomic Power Plant, Unit 2 

179 

50-296 

Browns Ferry Nuclear Power Station, Unit 3 

99 

50-344 

Trojan Nuclear Plant 

181 

50-297 

North Carolina State Univ. PULSTAR Reactor 

101 

50-346 

Davis-Bcsse Nuclear Power Station, Unit J 

182 

50-298 

Cooper Nuclear Station 

101 

50-348 

Joseph M. Farley Nuclear Plant, Unit l 

185 

50-301 

Point Beach Nuclear Plant, Unit 2 

103 

50-352 

Limerick Generating Station, Unit 1 

187 

50-302 

Crystal River Nuclear Plant, Unit 3 

105 

50-353 

Limerick Generating Station, Unit 2 

192 

50-304 

Zion Nuclear Power Station, Unit 2 

107 

50-354 

Hope Creek Nuclear Station, Unit 1 

197 

50-305 

Kewaunee Nuclear Power Plant 

109 

50-355 

Hope Creek Nuclear Station, Unit 2 

198 

50-306 

Prairie Island Nuclear Station, Unit 2 

110 

50-356 

Univ. of Illinois LOPRA Research Reactor 

198 

50-309 

Maine Yankee Atomic Power Plant 

111 

50-358 

William H. Zimmer Nuclear Station, Unit 1 

198 

50-311 

Salem Nuclear Generating Station, Unit 2 

114 

50-361 

San Onofre Nuclear Station, Unit 2 

201 

50-312 

Rancho Seco Nuclear Generating Station 

116 

50-362 

San Onofre Nuclear Station, Unit 3 

203 

50-313 

Arkansas Nuclear One, Unit 1 

119 

50-364 

Joseph M. Farley Nuclear Plant, Unit 2 

205 

50-315 

Donald C. Cook Nuclear Power Plant, Unit 1 

121 

50-366 

Edwin I. Hatch Nuclear Plant, Unit 2 

207 

50-316 

Donald C. Cook Nuclear Power Plant, Unit 2 

123 

50-367 

Bailly Generating Station 

210 

50-317 

Calvert Cliffs Nuclear Power Plant, Unit 1 

124 

50-368 

Arkansas Nuclear One, Unit 2 

210 

50-318 

Calvert Cliffs Nuclear Power Plant, Unit 2 

127 

50-369 

William B. McGuire Nuclear Station, Unit l 

212 

50-320 

Three Mile Island Nuclear Station, Unit 2 

129 

50-370 

William B. McGuire Nuclear Station, Unit 2 

215 

50-321 

Edwin I. Hatch Nuclear Plant, Unit 1 

132 

50-373 

LaSalle County Station, Unit 1 

217 

50-322 

Shoreham Nuclear Power Station 

134 

50-374 

LaSalle County Station, Unit 2 

221 

50-323 

Diablo Canyon Nuclear Power Plant, Unit 2 

141 

50-382 

Waterford Generating Station, Unit 3 

223 

50-324 

Brunswick Steam Electric Plant, Unit 2 

144 

50-387 

Susquehanna Steam Electric Station, Unit l 

227 
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Page 

Docket 
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Page 

50-388 

Susquehanna Steam Electric Station, Unit 2 

229 

STN-50-457 

Braidvvood Station, Unit 2 

304 

50-389 

St. Lucie Plant, Unit 2 

231 

50-458 

River Bend Station, Unit 1 

306 

50-390 

Watts Bar Nuclear Plant, Unit 1 

234 

50-459 

River Bend Station, Unit 2 

308 

50-391 

Watts Bar Nuclear Plant, Unit 2 

236 

50460 

WPPSS Nuclear Project, Unit 1 

308 

50-395 

Virgil C. Summer Nuclear Station, Unit 1 

238 

50461 

Clinton Power Station, Unit l 

309 

50-396 

Univ. of Virginia Cavalier Reactor 

241 

50-462 

Clinton Power Station, Unit 2 

311 

50-397 

WPPSS Nuclear Project, Unit 2 

241 

50466 

Allens Creek Nuclear Station, Unit 1 

311 

50-400 

Shearon Harris Nuclear Power Plant, Unit 1 

244 

50467 

Allens Creek Nuclear Station, Unit 2 

311 

50-40 L 

Shearon Harris Nuclear Power Plant, Unit 2 

249 

STN-50470 

CESSAR System 80 

311 

50-406 

Tuskegee Institute Research Reactor 

253 

STN-50482 

Wolf Creek Generating Station 

312 

50-407 

Univ. of Utah Research Reactor 

253 

STN-50 483 

Callaway Plant, Unit 1 

314 

50-409 

La Crosse Boiling Water Reactor 

253 

50496 

Montague Nuclear Power Station, Unit I 

316 

50-410 

Nine Mile Point Nuclear Station, Unit 2 

255 

50497 

Montague Nuclear Power Station, Unit 2 

317 

50-412 

Beaver Valley Power Station, Unit 2 

256 

STN-50498 

South Texas Project, Unit 1 

317 

50-413 

Catawba Nuclear Station, Unit 1 

257 

STN-50 49 9 

South Texas Project, Unit 2 

318 

50-414 

Catawba Nuclear Station, Unit 2 

260 

STN-50-508 

WPPSS Nuclear Project, Unit 3 

319 

50-416 

Grand Gulf Nuclear Station, Unit 1 

263 

STN-50-50 9 

WPPSS Nuclear Project, Unit 5 

320 

50-417 

Grand Gulf Nuclear Station, Unit 2 

267 

50-513 

WPPSS Nuclear Project, Unit 4 

321 

50-423 

Millstone Nuclear Power Station, Unit 3 

268 

50-514 

Pebble Springs Nuclear Plant, Unit 1 

321 

50-424 

Alvin W. Vogtle Nuclear Plant, Unit 1 

269 

50-515 

Pebble Springs Nuclear Plant, Unit 2 

321 

50-425 

Alvin W. Vogtle Nuclear Plant, Unit 2 

271 

STN-50-518 

Harlsville Nuclear Plant, Unit 1 

321 

50-433 

UC-Santa Barbara Research Reactor 

273 

STN -50-520 

Hartsville Nuclear Plant, Unit 3 

321 

STN-50-437 

Floating Nuclear Plant 

273 

50-522 

Skagit Nuclear Power Project, Unit 1 

322 

50-438 

Bellefonte Nuclear Plant, Unit 1 

273 

50-523 

Skagit Nuclear Power Project, Unit 2 

322 

504139 

BeUefonte Nuclear Plant, Unit 2 

275 

STN-50-528 

Palo Verde Nuclear Station, Unit 1 

323 

50-440 

Perry Nuclear Power Plant, Unit 1 

276 

STN-50-529 

Palo Verde Nuclear Station, Unit 2 

325 

50-441 

Perry Nuclear Power Plant, Unit 2 

279 

STN-50-530 

Palo Verde Nuclear Station, Unit 3 

328 

50-443 

Seabrook Nuclear Station, Unit 1 

281 

50-537 

Clinch River Breeder Reactor 

331 

50-444 

Seabrook Nuclear Station, Unit 2 

285 

50-538 

Memphis State Univ. Research Reactor 

333 

50-445 

Comanche Peak Steam Electric Station, Unit 1 

288 

STN-50-546 

Marble Hill Nuclear Station, Unit 1 

333 

50-446 

Comanche Peak Steam Electric Station, Unit 2 

291 

STN-50-547 

Marble Hill Nuclear Station, Unit 2 

334 

STN-5G-447 

GESSAR-238 

294 

STN-5 0-553 

Phipps Bend Nuclear Station, Unit 1 

336 

STN-50-454 

Byron Station, Unit 1 

294 

STN-50-554 

Phipps Bend Nuclear Station, Unit 2 

336 

STN-50-455 

Byron Station, Unit 2 

299 

STN-50-556 

Black Fox Station, Unit 1 

336 

STN-50-456 

Brafdwood Station, Unit 1 

303 

STN-50-557 

Black Fox Station, Unit 2 

336 


xii 



Docket 

Name 

Page 

Docket 

Name 

Page 

STN-50-566 

Yellow Creek Nuclear Plant, Unit 1 

337 

70-1308 

General Electric Co., San Jose, CA 

344 

STN-50-567 

Yellow Creek Nuclear Plant, Unit 2 

337 

70-1353 

Deaconess Hospital, Milwaukee, WI 

344 




70-1359 

IRT Corp., San Diego, CA 

344 

Domestic Licensing of Special Nuclear Material — Docket 70 







70-1406 

Veterans Administration Hospital, 


70-0025 

Rockwell International Corp. t 



New Orleans, LA 

345 


Canoga Park, CA 

337 

70-1486 

Butterworth Hospital, Grand Rapids, MI 

345 

70-0027 

Babcock & Wilcox Co., Lynchburg, VA 

337 

70-1703 

Eastman Kodak Co., Rochester, NY 

345 

70-0036 

Combustion Engineering, Inc,, Windsor, CT 

337 

70-1779 

American Steel Foundries, East Chicago, IN 

345 

70-0064 

Stanford Univ., Stanford, CA 

337 






70-2204 

Blodgett Memorial Medical Center, 


70-0115 

Washington, Univ. of, Seattle, WA 

337 


Grand Rapids, Ml 

345 

70-0135 

Babcock & Wilcox Co., Apollo, PA 

337 

70-2319 

Our Lady of Lourdes Hospital, Camden, NJ 

345 

70-0143 

Nuclear Fuel Services, Inc., Erwin, TN 

338 

70-2609 

Commonwealth Edison Co., Chicago, IL 

345 

70-0168 

Nuclide Corp., Stale College, PA 

340 

70-2885 

Commonwealth Edison Co., Chicago, IL 

345 

70-0223 

California, Univ. of, Los Angeles, CA 

340 

70-2926 

Detroit Edison Co., Detroit, MI 

345 

70-0364 

Babcock & Wilcox Co., Apollo, PA 

340 

70-2945 

Union Electric Co., St. Louis, MO 

345 

70-0371 

UNC Naval Products, Inc., Uncasville, CT 

340 

70-2946 

Louisiana Power & Light Co., 






New Orleans, LA 

345 

70-0378 

Army, Dept, of, Adelphi, MD 

341 

70-2947 

Illinois Power & Light Co,, Decatur, IL 

345 

70-0398 

Commerce, Dept, of, Washington, DC 

341 






70-2950 

Washington Public Power Supply System, 


70-0572 

Monsanto Research Corp., Dayton, OH 

341 


Richland, WA 

345 

70-0687 

Union Carbide Corp., Tuxedo, NY 

341 

70-2957 

Florida Power & Light Co., Miami, FL 

346 

70-0698 

Westinghouse Electric Corp., Pittsburgh, PA 

341 

70-2960 

Kansas Gas & Electric Co., Wichita, KS 

346 

70-0734 

GA Technologies, Inc,, San Diego, CA 

341 

70-2973 

Commonwealth Edison Co., Chicago, IL 

346 

70-0754 

General Electric Co M Pleasanton, CA 

342 

70-2974 

North Kansas City Memorial Hospital, 

North Kansas City, MO 

346 

70-0801 

Ohio State Univ., Columbus, OH 

342 






70-2982 

Rochester, Univ. of, Rochester, NY 

346 

70-0820 

United Nuclear Corp., 






Wood River Junction, RI 

342 

70-2983 

Pennsylvania Power & Light Co. , 






Allentown, PA 

346 

70-0824 

Babcock & Wilcox Co., Lynchburg, VA 

342 

70-2988 

Philadelphia Electric Co., Philadelphia, PA 

346 

70-0966 

Ohio State Univ., Columbus, OH 

342 




70-1007 

General Electric Co., San Jose, CA 

342 

Packaging of Radioactive Material for Transport and Transportation 




of Radioactive Material Under Certain Conditions — Docket 71 


70-1100 

Combustion Engineering, Inc,, Windsor, CT 

342 

71-0004 

General Electric Co. 

346 

70-1113 

General Electric Co., Wilmington, NC 

343 

71-0037 

Navy, Dept, of 

346 

70-1143 

Westinghouse Electric Corp., Pittsburgh, PA 

343 

71-0210 

Gulf Nuclear, Inc. 

346 

70-1151 

Westinghouse Electric Corp., Pittsburgh, PA 

343 

71-0231 

Chem-Nuclear Systems, Inc. 

346 

70-1193 

Kerr-McGee Nuclear Corp. 





Oklahoma City, OK 

343 

71-0318 

Marathon Oil Co. 

346 

70-1201 

Babcock & Wilcox Co., Lynchburg, VA 

344 

71-0496 

NUS Corp. 

346 

70-1257 

Exxon Nuclear Co., Inc., Richland, WA 

344 

71-0499 

Kokomo Tube Co. 

347 


xiii 



Docket 

Name 

Page 

Docket 

Name 

Page 

71-0500 

E. I. Du Pont de Nemours & Co., Inc. 

347 

7 J -9035 

Model: 680 & 680E, Technical Operations, 






Inc, 

350 

71-0501 

Scientific Inspection Technology, Inc. 

347 







7 j -9039 

Model: 715, Technical Operations, Inc. 

350 

71-0502 

Vermont Yankee Nuclear Power Corp. 

347 







71-9044 

Model: GE-1600, General Electric Co. 

350 

71-4909 

Model: GE 21PF-1, General Electric Co. 

347 







71-9049 

Model: GE-500, General Electric Co. 

350 

71-5026 

Model: CNS 14-190, Chem-Nuclear 






Systems, Inc. 

347 

71-9070 

Model: N-55, Energy, Dept, of 

350 

71-5450 

Model: RCC -1, -2, -3, -4, Westingthouse 


71-9071 

Model: AP-101, ANEFCO, Inc. 

350 


Electric Corp. 

347 







71-9079 

Model: HN-100, Series 2 & 2A, Hillman 


71-5552 

Model: Gas Cylinder Fire Impact Shield, 



Nuclear & Development Corp. 

350 


Energy, Dept, of 

347 







71-9080 

Model: 9080, Hittman Nuclear & Development 


71-5641 

Model: UNC-2500, United Nuclear Corp. 

348 


Corp. 

350 

71-57-87 

Model: D-28, Energy, Dept, of 

348 

7 J -9088 

Model: NLS-RF, Schlnmberger Well Services 

350 

71-5805 

Model: CNS-3-55, Chem-Nuclenr Systems, Inc. 

348 

71-9089 

Model: HN-100S, Hittman Nuclear & Development 






Corp. 

350 

71-5828 

Model: TREAT, Energy, Dept, of 

348 







71-9096 

Model: CNS 21-300, Chem-Nuclear Systems, Inc 

350 

71-5874 

Model: WAPD-40, Energy, Dept, of 

348 







71-9098 

Model: TJCC-20WC-2 & 2A. Union Carbide 


71-5957 

Model: BMI-1, Battelle Columbus Laboratory 

348 


Corp. 

350 

71-5971 

Model: GE-200, General Electric Co. 

348 

71-9107 

Model: 771, Technical Operations, Inc. 

351 

71-6078 

Model: 927A1 & 927C1, Combustion 


71-9108 

Model: CNS 6-75, Chcm-Nuclear Systems, Inc. 

351 


Engineering, Inc. 

348 







71-9111 

Model: CNS 6-80-2, Chem-Nuclear Systems, Inc. 

351 

71-6272 

Model: 6272, U.S. Ecology, Inc. 

348 







71-9127 

Model: 100, 100 A, 200, 200A Gamma 


71-6286 

Model: CMB-11, Energy, Dept, of 

348 


Industries 

351 

71-6346 

Model: FSV-1, General Atomic Co. 

348 

71-9128 

Model: C-8, Gamma Industries 

351 

71-6400 

Model: 6400, Westinghouse Electric Corp. 

348 

71-9132 

Model: T-3, Energy, Dept, of 

351 

71-6406 

Model: None, Energy, Dept, of 

349 

71-9135 

Model: Century S & SA, Cen. Univ. S & Sa, 






Gamma Industries 

351 

71-6495 

Model: PADUCAH Demonstration Cask, 






Energy, Dept, of 

349 

71-9151 

Model: HN-100, Series 3, Hittman Nuclear & 






Development Corporation 

351 

71-6550 

Model: 6-GS-l, Energy, Dept, of 

349 







71-9156 

Model: IR-50, Industrial Nuclear Co. 

351 

71-6601 

Model: CNS 8-120, Chem-Nuclear Systems, Inc. 

349 







71-9157 

Model: IR-100, Industrial Nuclear Co. 

351 

71-6679 

Model: 6679, U.S. Ecology, Inc. 

349 







71-9162 

Model: GNM-20, Gulf Nuclear, Inc. 

351 

71-6698 

Model: NFS-4, Nuclear Fuel Services, Inc. 

349 







71-9163 

Model: GNG-20, Gulf Nuclear, Inc. 

351 

71-6708 

Model: C-6, Energy, Dept, of 

349 







71-9176 

Model: NUPAC 14/2 10L & 14/2 10H, Nuclear 


71-6771 

Model: SN-1, Metropolitan Edison Co. 

349 


Packaging, Inc. 

352 

71-9006 

Model: 500-SU, Automation Industries, Inc. 

349 

71-9180 

Model: 500-SU, Automation Industries, Inc. 

352 

71-9010 

Model: NLI-l/2, NL Industries, Inc. 

349 

71-9505 

Model: HPG MOD -3, RTG, Energy, Dept, of 

352 

71-9029 

Model: 676 & 67 6E, Technical Operations, Inc. 

349 







Licensing of Independent Spent Fuel Storage — Docket 72 


71-9032 

Model; 650, Technical Operations, Inc. 

350 







72-0001 

Morris Operations, General Electric Co. 

352 

71-9033 

Model: 660 & 660E, Technical Operations, 






Inc. 

350 





xiv 



ALPHABETIC ARRANGEMENT OF DOCKET ITEMS BY FACILITY NAME 


Name 

Docket 

Page 

Name 

Docket 

Page 

Low Level Radwastc Disposal Sites — Docket 27 



Tennessee Valley Authority, Chattanooga, TN 

40-1341 

2 

Barnwell, SC, Chem-Nuclear Systems, Inc. 

27-047 

1 

Union Carbide Corp., Grand Junction, CO 

40-0299 

1 

Richland, WA, U.S. Ecology, Inc. 

27-048 

1 

W. R. Grace & Co., Pompton Plains, NJ 

40-0086 

l 




Wyoming Fuel Co., Lakewood, CO 

40-8829 

3 

Domestic Licensing of Source Material — Docket 40 



Wyoming Mineral Corp. , Lakewood, CO 

40-8585 

3 

African Metals Corp., New York, NY 

40-8331 

3 




Bear Creek Uranium Co,, Casper, WY 

40-8452 

3 

Domestic Licensing of Production and Utilization Facilities — 





Docket SO 



Brush Wellman, Inc., Cleveland, OH 

40-8722 

3 

Aerojet General Nucleonics 

50-103 

9 

Chemetron Corp,, Chicago, IL 

40-8724 

3 

50-118 

10 

Aerojet General Nucleonics 

Clcveland-Cliffs Iron Co,, Cleveland, OH 

40-8714 

3 

50-228 

24 

Aerotest Radiography & Research Reactor 

Conoco, Inc,, Denver, CO 

40-8743 

3 






Allens Creek Nuclear Station, Unit 1 

50-466 

311 

Cotter Corp, Roswell, NM 

40-8035 

2 

Allens Creek Nuclear Station, Unit 2 

50-467 

311 

Energy Fuels Nuclear, Inc., Denver, CO 

40-8681 

3 

Alvin W. Vogtle Nuclear Plant, Unit 1 
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Kerr-McGee Nuclear Corp,, 






Oklahoma City, OK 

40-8768 

3 

Big Rock Point Nuclear Plant 

50-155 

13 

Michigan Chemical Corp., St. Louis, MI 
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50-515 

321 

Memphis State Univ. Research Reactor 

50-538 

333 

Pennsylvania State Univ, Research Reactor 

50-5 

4 

Michigan State Univ. Research Reactor 
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65 
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88 
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Ohio State Univ, Research Reactor 
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12 
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Oregon State Univ. Research Reactor 
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27 
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50-443 
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42 
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Univ. of Michigan Research Reactor 
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4 
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Stanford Univ. Research Reactor 
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State Univ. of New York Research Reactor 
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Univ. of Virginia Research Reactor 

50-62 

8 
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Univ. of Washington Research Reactor 
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11 
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Univ. of Wisconsin Research Reactor 
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63 

Susquehanna Steam Electric Station, Unit 2 

50-388 

229 

Virgil C. Summer Nuclear Station, Unit 1 

50-395 

238 

Texas A&M Univ. Research Reactor 

50-59 

8 

Virginia Polytechnic Institute Training Reactor 

50-124 

10 

Texas A&M Univ. Research Reactor 

50-128 

10 

Washington State Univ, Research Reactor 

50-27 

5 

Three Mile Island Nuclear Station, Unit 1 

50-289 

90 

Waterford Generating Station, Unit 3 

50-382 

223 

Three Mile Island Nuclear Station, Unit 2 

50-320 

129 

Watts Bar Nuclear Plant, Unit 1 

50-390 

234 

Trojan Nuclear Plant 

50-344 

181 

Watts Bar Nuclear Plant, Unit 2 

50-391 

236 

Turkey Point Plant, Unit 3 

50-250 

37 

West Valley Reprocessing Plant 

50-201 

17 

Turkey Point Plant, Unit 4 

50-251 

38 

Westinghouse Critical Experiment 

50-87 

9 

Tuskegee Institute Research Reactor 

50-406 

253 

William B. McGuire Nuclear Station, Unit 1 

50-369 

212 

U. S. Geological Survey Research Reactor 

50-2*74 

67 

William B. McGuire Nuclear Station, Unit 2 

50-370 

215 

UC-Santa Barbara Research Reactor 

50-433 

273 

William H. Zimmer Nuclear Station* Unit 1 

50-358 

198 

UCLA Training Reactor 

50-142 

li 

Wolf Creek Generating Station 

STN-50-482 

312 

Union Carbide Research Reactor 

50-54 

7 

Worcester Polytechnic Institute 



Univ. of Arizona Research Reactor 



Research Reactor 

50-134 

1 1 

50-113 

10 

WPPSS Nuclear Project, Unit 1 

308 

Univ. of California at Irvine Research Reactor 

50-460 

50-326 

148 

Univ. of California Research Reactor 

WPPSS Nuclear Project, Unit 2 

50-397 

241 

50-224 

23 

Univ. of Florida Training Reactor 

WPPSS Nuclear Project, Unit 3 

STN-50-508 

319 

50-83 

9 

Univ. of Illinois LOPRA Research Reactor 

WPPSS Nuclear Project, Unit 4 

50-513 

321 

50-356 

198 

Univ, of Illinois Research Reactor 

WPPSS Nuclear Project, Unit 5 

STN-50-509 

320 

50-151 

13 
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Yankee-Rowe Nuclear Power Station 

50-29 

6 

Yellow Creek Nuclear Plant, Unit 1 

STN-50 -566 

337 

Yellow Creek Nuclear Plant, Unit 2 

STN-50-567 

337 

Zion Nuclear Power Station, Unit 1 

50-295 

98 

Zion Nuclear Power Station, Unit 2 

50-304 

107 
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American Steel Foundries, East Chicago, IN 

70-1779 

345 

Army, Dept, of, Adclphi, MD 

70-0378 

341 

Babcock <fc Wilcox Co., Apollo, PA 

70-0135 

337 

Babcock & Wilcox Co., Apollo, PA 

70-0364 

340 

Babcock & Wilcox Co., Lynchburg, VA 

70-0027 

337 

Babcock & Wilcox Co., Lynchburg, VA 

70-0824 

342 

Babcock & Wilcox Co., Lynchburg, VA 

70-1201 

344 

Blodgett Memorial Medical Center, 

Grand Rapids, MI 

70-2204 

345 

Butterworth Hospital, Grand Rapids, MI 

70-1486 

345 

California, Univ. of, Los Angeles, CA 

70-0223 

340 

Combustion Engineering, Inc., Windsor, CT 

70-1100 

342 

Combustion Engineering, Inc., Windsor, CT 

70-0036 

337 

Commerce, Dept, of, Washington, DC 

70-0398 

341 

Commonwealth Edison Co., Chicago, IL 

70-2973 

346 

Commonwealth Edison Co., Chicago, IL 

70-2609 

345 

Commonwealth Edison Co,, Chicago, IL 

70-2885 

345 

Deaconess Hospital, Milwaukee, WI 

70-1353 

344 

Detroit Edison Co., Detroit, MI 

70-2926 

345 

Eastman Kodak Co,, Rochester, NY 

70-1703 

345 

Exxon Nuclear Co., Inc., Richland, WA 

70-1257 

344 

Florida Power & Light Co., Miami, FL 

70-2957 

346 

GA Technologies, Inc., San Diego, CA 

70-0734 

341 

General Electric Co., Pleasanton, CA 

70-0754 

342 

General Electric Co., San Jose, CA 

70-1007 

342 

General Electric Co. , San Jose, C A 

70-1308 

344 

General Electric Co., Wilmington, NC 

70-1113 

343 

Illinois Power & Light Co., Decatur, IL 

70-2947 

345 

IRT Corp., San Diego, CA 

70-1359 

344 


Name 

Docket 

Page 

Kansas Gas & Electric Co,, Wichita, KS 

70-2960 

346 

Kerr-McGce Nuclear Corp., Oklahoma City, OK 

70-1193 

343 

Louisiana Power & Light Co, 

New Orleans, LA 

70-2946 

345 

Monsanto Research Corp,, Dayton, OH 

70-0572 

341 

North Kansas City Memorial Hospital, 

North Kansas City, MO 

70-2974 

346 

Nuclear Fuel Services, Inc., Erwin, TN 

70-0143 

338 

Nuclide Corp., State College, PA 

70-0168 

340 

Ohio State Univ., Columbus, OH 

70-0966 

342 

Ohio State Univ., Columbus, OH 

70-0801 

342 

Our Lady of Lourdes Hospital, Camden, NJ 

70-2319 

345 

Pennsylvania Power & Light Co., 

Allentown, PA 

70-2983 

346 

Philadelphia Electric Co., Philadelphia, PA 

70-2988 

346 

Rochester, Univ. of, Rochester, NY 

70-2982 

346 

Rockwell International Corp,, Canoga Park, CA 

70-0025 

337 

Stanford Univ., Stanford, CA 

70-0064 

337 

UNC Naval Products, Inc., Uncasville, CT 

70-0371 

340 

Union Carbide Corp., Tuxedo, NY 

70-0687 

341 

Union Electric Co., St. Louis, MO 

70-2945 

345 

United Nuclear Corp., Wood River Junction, RI 

70-0820 

342 

Veterans Administration Hospital, 

New Orleans, LA 

70- 1406 

345 

Washington Public Power Supply System, 

Richland, WA 

70-2950 

345 

Washington, Univ. of, Seattle, WA 

70-0115 

337 

Wcstinghouse Electric Corp., Pittsburgh, PA 

70-1143 

343 

Wcstinghouse Electric Corp., Pittsburgh, PA 

70-1151 

343 

Westinghousc Electric Corp., Pittsburgh, PA 

70-0698 

341 


Packaging of Radioactive Material for Transport and Transportation 
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ChcnvNuclear Syslcms, Inc. 

71-0231 

346 

E. I. Du Pont de Nemours & Co., Inc. 

71-0500 

347 

General Electric Co. 

71-0004 

346 

Gulf Nuclear, Inc. 

71-0210 

346 

Kokomo Tube Co. 

71-0499 

347 
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Docket 

Page 

Marathon Oil Co. 

71-0318 

346 

Model; 100, 100A, 200, 20GA, Gamma Industries 

71-9127 

351 

Model: 500-SU, Automation Industries, Inc. 

71-9180 

352 

Model: 500-SU, Automation Industries, Inc. 

71-9006 

349 

Model: 6-GS-l, Energy, Dept, of 

71-6550 

349 

Model: 6272, U. S. Ecology, Inc. 

71-6272 

348 

Model: 6400, Westinghouse Electric Corp, 

71-6400 

348 

Model: 650, Technical Operations, Inc. 

71-9032 

350 

Model: 660 & 660E, Technical Operations, Inc. 

71-9033 

350 

Model: 6679, U. S. Ecology, Inc. 

71-6679 

349 

Model: 676 & 676E, Technical Operations, Inc. 

71-9029 

349 

Model: 680 & 680E, Technical Operations, Inc. 

71-9035 

350 

Model: 715, Technical Operations, Inc. 

71-9039 

350 

Model: 771, Technical Operations, Inc. 

71-9107 

351 

Model: 9080, Hittman Nuclear & Development 

Corp. 

71-9080 

350 

Model: 927 A 1 & 927C1, Combustion Engineering, 
Inc. 

71-6078 

348 

Model: AP-101, ANEFCO, Inc, 

71-9071 

350 

Model: BMM, Battelle Columbus Laboratory 

71-5957 

348 

Model: 06, Energy, Dept, of 

71-6708 

349 

Model: 08, Gamma Industries 

71-9128 

351 

Model: Century S & SA, Cen. Univ. S & SA, 
Gamma Industries 

71-9135 

351 

Model: CMB-ll, Energy, Dept, of 

71-6286 

348 

Model: CNS 14-190, Chem-Nuclear Systems, Inc. 

71-5026 

347 

Model: CNS 21-300, Chem-Nuclear Systems, Inc. 

71-9096 

350 

Model: CNS 6-75, Chem-Nuclear Systems, Inc. 

71-9108 

351 

Model: CNS 6-80-2, Chem-Nuclear Systems, Inc; 

71-9111 

351 

Model: CNS 8-120, Chem-Nuclear Systems, Inc. 

71-6601 

349 

Model: CNS-3-55, Chem-Nuclear Systems, Inc. 

71-5805 

348 

Model: D-28, Energy, Dept, of 

71-5787 

348 

Model: FSV-I, General Atomic Co, 

71-6346 

348 

Model: Gas Cylinder Fire Impact Shield, 

Energy, Dept, of 

71-5552 

347 

Model: GE 21PF-1, General Electric Co. 

7M909 

347 

Model: GE-1600, General Electric Co. 

71-9044 

350 


Name 

Docket 

Page 

Model: GE-20O, General Electric Co. 

71-5971 

348 

Model: GE-500, General Electric Co. 

71-9049 

350 

Model: GNG-20, Gulf Nuclear, Inc. 

71-9163 

351 

Model: GNM-2G, Gulf Nuclear, Inc. 

71-9162 

351 

Model: HN-100, Scries 2 & 2 A, Hittman Nuclear & 
Development Corp. 

71-9079 

350 

Model: HN-100, Series 3, Hittman Nuclear & 
Development Corp. 

71-9151 

351 

Model: HN-100S, Hittman Nuclear & 

Development Corp. 

71-9089 

350 

Model: HPG MOD-3 RTG, Energy, Dept, of 

71-9505 

352 

Model: IR-100, Industrial Nuclear Co. 

71-9157 

351 

Model: IR-50, Industrial Nuclear Co. 

71-9156 

351 

Model: N-55, Energy, Dept, of 

71-9070 

350 

Model: NFS-4, Nuclear Fuel Services, Inc. 

71-6698 

349 

Model: NLI-i/2, NL Industries, Inc. 

71-9010 

349 

Model: NLS-RF, Schlumberger Well Services 

71-9088 

350 

Model: None, Energy, Dept, of 

71-6406 

349 

Model: NUPAC 14/2 10L & 14/21 OH, Nuclear 
Packaging, Inc. 

71-9176 

352 

Model: PADUCAH Demonstration Cask, Energy, 
Dept, of 

71-6495 

349 

Model: RCC, -1, -2, -3, -4, Westinghouse Electric 
Corp. 

71-5450 

347 

Model: SN-1, Metropolitan Edison Co. 

71-6771 

349 

Model: T-3, Energy, Dept, of 

71-9132 

351 

Model: TREAT, Energy, Dept, of 

71-5828 

348 

Model: UCC-20WC-2 & 2A, Union Carbide Corp. 

71-9098 

350 

Model: UNC-2500, United Nuclear Corp. 

71-5641 

348 

Model; WAPD-40, Energy, Dept, of 

71-5874 

348 

Navy, Dept, of 

71-0037 

346 

NUS Corp. 

71-0496 

346 

Scientific Inspection Technology, Inc. 

71-0501 

347 

Vermont Yankee Nuclear Power Corp. 

71-0502 

347 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 

DOCKET 27-047 BARNWELL# SC# CHEM-NUCLEAR SYSTEMS, INC, 


8307100310 Forward* c 1 ar i f U a t i on of License Condition 26 re standing 
water requirements in dry solid waste. Use of absorbent met! 
not intended as substitute for solidification media. 

PURVIS# J. Chem-Nuc lean Systems, Inc. 83/07/06, WIDMEYER, D. NRC - 
No Detailed Affiliation Given. 2pp 19366: 114. 


DOCKET 27-046 RICHLAND# WA# U. S. ECOLDOY# INC- 


0307200160 Trip rept of 030303-03 site visit to FUchUndrWA to discuss 
closure U stabi 1 1 ration plan for low level waste disposal 
facility w/8t*te of WA. 

8HAFFNER# J. A. Low Level Waste Licensing Branch. 83/06/23. 
HIGGINBOTHAM# L. Law Level Waste Licensing Branch, 3pp. 19670:330. 


0307060401 Forward* IE Waste Packaging Insp Rept 13000046/03-03 
conducted by State of WA on 830317. 

BOOK, H. E. Region 3# Office of Director. 83/06/30 GRELLA, A. 
Safeguards & Materials Program Branch. Ip. 19234; 298, 


■8307060407 IE Waste Packaging Insp Rept 15000046/93-05 on 030317. 
Noncompliance noted; vi olation of DOT/NRC regulations re 
Drum 203 u/open rim 4< lack of strong tight container. 

THOMAS# R. D. i BOOK, H. E, Region 3# Office of Director. FOOTE# A. M 
Washington# State of. 83/06/29. 3pp. 19234:299. 


0307060032 PNO-V-03-O27: on 830627# State of WA notified that shipment 
of low level waste received from Palisades power plant w/one 
drum leaking due to hole caused by corr os i on. Ut i 1 banned 
from using site «# burial permit suspended, e P Pec tive 830621. 

THOMAS# R. D. Region 3, Office of Director. 83/07/01. Ip 

1 *93*4 1 ■ nn 


0307270144 Forwards monthly SNM receipt 4# burial rept far June 1983 !< 
rept of Isotopic activity. W/a ends. 

WRIGHT# 8, V. UB Ecology# Inc. <farmerly Nuclear Engineering). 
83/07/11. HAWKINS# E. Low Level Waste Licensing Branch, lp. 


8307260432 Forwards Waste Packaging Insp Rept 13000046/83-06 on 830621 
Noncompliance noted. 

BOOK# H, E, Region 3# Office of Director. 83/07/19. GRELLA# A. 
Safeguards & Materials Program Branch. lp, 19734; 103. 


—0307260436 Waste Packaging Insp Rept 13000046/83-06 on 830651. 
Noncompliance noted: fa 1 lure to provide strong# tight package 
for Drum 0I-II-4 t« failure to prevent presence of loose 
radioactive matl on trailer floor. 

EL8EN, M. J. # THOMAS, R, D. # BOOK, H. E, Region 3, Office of Director 
83/07/19. 10pp. 19734: 106. 


DOMESTIC LICENSING OF SOURCE MATERIAL 

DOCKET 40-0086 W, R. GRACE 4# CO. # POMPTON PLAINS# NJ 


0307230440 Responds to 830400 ltr forwarding Mar 1983 '*Rad i olog i ca 1 
Survey of Former Thorium/Rare Earths Processing Facility 
CWR Grace Property Wayne#NJ). H NRC studies conclude no 
Immediate hazard from thorium concentrati on. 

°ivi*ion of Engineering 8# Technical Programs. 83/07/19. 
KUHRTZ# S. G. New Jersey, State of. lp, 19701:103. 


—0307230443 Forwards "Radiolog leal Survey of Former Thorium/Rare Earths 
Processing Facility <WR Grace Property Wayne, NJ). " 

Evaluation of area should be based on more stringent environ 
stds# due to possible change in property use. 

KUHRTZ.0 0. New Jersey# State of. 83/04/00, Region 1# Office 
of Director, 2 pp. 19701:104, 


--B307230444 "Radiological Survey of Former Thorium/Rare Earths 
Processing Facility (WR Grace Property Wayne, NJ) . " W/two 
oversi ie figures Aperture cards are available in PDR 
* New Jersey, State oP. 83/03/31. 60pp. 19701 106. 


DOCKET 40-0299 UNION CARDIDE CQRP , GRAND JUNCTION, CO 


0307180393 Ack receipt of 030613 ltr re 830527 const of new pumpback 
we 1 1 # Guardwe 11 3D, Well can be incorporate rf in current 
application for A-9 pit collection sys, provided listed info 
submitted in triplicate. 

LABARGE, F. Wyoming, State of. 03/06/20. LYONS. P. J. Union Carbide 
Corp. 2pp. 19366:361. 


DOCKET 40-0672 NUCLEAR METALS, INC. , CONCORD, MA 


8307280164 Forwards IE Insp Rept 40-0672/03-01 on 830325-27 4# 0606-10. 
Violations Identified during insp will be discussed during 
830727 enforcement conference at Region I ofc.per 830629 
te Icon. 

MARTIN, T. T. Division of Engineering 4# Technical Programs. 83/07/11. 
TUFFIN, WB. Nuclear Metals, Inc. 2pp. 19792 079. 


—8307280170 IE Intp Rept 40-0672/83-01 on B30325-27 4, 0608-10, 
Noncompliance no t ed : f a i l ur e to evaluate It rept apparent 110 
ram extremity exposure 4# exposure to extremities of foundry 
workers, 

ROWE, C. , CD9TELLD, F. # KINNEMAN, J. Region t. Office of Director 
83/07/01. tlpp, 19792:081, 


8307190007 Ack receipt of 020921 ltr re monthly G1 film badge exposure* 
in response to NRC 020721 ltr, 

MARTIN# T. T. Division of Engineering 4# Technical Programs. B3/07/13, 
VUMOACO# F. Nuclear Metals, Tnc. lp. 19635:150 


— S307190091 Forwards corrected 820909 response to NRC 020721 ltr. Several 
handwritten items re exposures vs reported doses 
inadvertently omitted during final preparation. 

ALLARD#D.J. Nuclear Metals# Inc. 02/09/21. MARTIN, T. T. Division 
of Engineering 6t Technical Programs. Ip 19635:151. 


— 0307190093 Corrected response to 020721 request for addl i nf o. Equa t J on 
used to correct gamma dose based on averaging of bast fit 
lines for monthly Q! film badge exposures ( ?0 RVp X-rays) vs 
reported doses. 

ALLARD, D. J. , VUM0ACD# F, J. Nuclear Metals, Inc 82/09/09. 

MARTIN, T. T. Division of Engineering 4* Technical Programs 9po 
19633:132. 


--03O719OO97 ‘’Personnel Dosimetry Performance T e s t i ng , P 1 1 ot Study# 
Results of Test 3. " 

PLATO# P. # MJKICS# J. Michigan, Univ. of, 02/06/10. 12pp. 

19633; 161. 


8307280123 Ack receipt of 030304 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 40-0672/81-02. 

MARTIN, T, T. Division of Engineering !< Technical Programs. 03/07/15. 
TUFFIN, W. B, Nuclear Metals# Inc. lp. 19796:300, 


--8307200129 Responds to NRC 030117 ltr re violations noted in IE Insp 
Rept 40-0672/01-02. Correct ive ac tions: heat th physics program 
revised h bioassay program modified, 

GILMAN, A. R. Nuc 1 ear Me ta 1 s , Inc. 83/03/04, MARTIN# T. T. Division 
of Engineering U Technical Programs. I3pp, 19796:301. 


8307230349 Ack receipt of 830602 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 40-0672/81-03, 

40-0672/02-01 S. 40-0672/82-02. 

MARTTN, T.T, Division of Engineering 4# Technical Programs. 83/07/19. 
TUFFIN# W B. Nuclear Metals. Int. lp. 19703 : 246. 


1 



2 


docketed items 


— 8307250*3 54 Respond* to l*/RC 830 523 ltr 
Kept-* 40-0*72/81-03.40-0672/02-01 h 
actions se 1 f — gr i pp i ng nails used in 
wooden shipping crates 
BARBOUR, D A . WhlJACO.F J Nuclear 
MARTIN. T T. Division of Engineerin 


re violations noted in IE It1, P 
40-04.72/82-02 Corrective 
Fabr i c afcion of all 

beta Is. In* 03/06/02. 
g 4. Technical Programs. Bpp. 


19703: 247 


DOCKET 40-1343 TENNESSEE VALLEY AUTHORITY. CHATTANOOGA. TN 


8307110723 Forwards environ assessment 6 action description memo for 
remedial action activities planned For 100 vicinity 
properties in Fdgemonfc.SD Imp 1 efflen ta 1 1 on oF remedial action 
critical , _ „ 

TUCKEfi.M. « Energy. Dept- of. 83/0 6/06. BAUDL I TZ. J. E. Energy. 
Dept. OF 2pp 19391:248. 


— 6307110726 Action description memo. "Cleanup Activities at Vicinity 
Properties in Edg e mont . SQ. ” 

* Bendii Corp. 83/06/01. 8pp. 19391:250. 

— 8307110727 "Environ Assessment of Cleanup Activities at Vicinity 
Properties in Ed g emon t , SD, " 

* Bendix Corp. 0J-06C93I. 03/06/30. 43pp. 19391:258. 


DOCKET 40-2061 KERR -MCGEE CHEMICAL CORP. , OKLAHOMA CITY. GK 


B307070216 Requests extension until 830801 to file petitions for 
hearing Addl time needed to review FES. Cer t i f i t a t e of 5vc 
enc I . 

RENNELS. A, E West Chicago. IL. 03/07/01. Docketing fc Services 
Branch 3pp 19269:318 


6307110304 Petition for hearing & foT leave to in t e rvene . EIS must be 
prepared re application to decommission thorium billing 
tits Certificate Of Svc end. 

HARTIGAN. N. F. Illinois. State of. 83/07/07 Commissioners. 

12pp 19374:345. 


8307260020 Forwards comments on FES re decommissioning of Rare Earths 
Fac i 1 ity, West Chicago. IL t NUREG-0904 K FES deficient 6 
unresponsive to EPA DES concerns, Rep t does not substantiate 
that onsite waste disposal will be accomplished acceptably. 

ALBERICQ. P. A. Environmental Protection Agency. 83/07/15. 

DAVIS. J. G. Office of Nuclear Material Safety Safeguards. Director. 
5pp 19826.022. 


8307240305 Answer supporting State of IL 830707 petition to intervene & 
motion for scheduling or d er. No t i c e s of appearance U 
Certificate of Svc end- 

RHINELANDER. J Ke rr-fk Gee Chemical Corp. {subs, of Kerr-McGee 
Cotp. ). RHINELANDER, J. Shaw. Pittman- Potts h Trowbridge. 

03/07/22. Commissioners. 10pp. 19726:282 


DOCKET 40-22 59 PATHFINDER MINES CORP . RIVER TON. WY 


— B3O7O0O474 «t 

adequate* t .'protect public from radtoactlv. contaminant, at 

CRDwiw.T. . PAOE. R.O. ^ n ‘“ F “'‘ LU ?!;*‘S' l ^" Ch - a3 '' 0< ‘ /0 ’ 

Uranium Fuel Licensing Branch, 3PP 19383.136 

-B3O7O0O4BD Forward, draft prop. •< { Vl * ’ IVTi tt P1 ' 0P ‘ ,1 • ,, 

restrictions on use to be recorded against title of site. 

RADEMACHER^jV VeUlcol Ch ® mlC ^ 7 ^ rp - j^gg 0 ^ 9 ' PAQE ’ R °* 
Uranium Fuel Licensing Branch. 107pp. 19383.139. 


-B3070Q0484 -Comprehensive Radiological Survey. - W/nine oversiie 
f I gurei. Aperture cards are available in PDR. 

• Dames h Moore. nl "'~’ J 


Bl/07/23. 216pp. 19383:247. 


DOCKET 40-6300 ENERGY. DEPT. OF. CANONS BURGER A 


8307130026 Forwards review 
remedial action plan for 
comments required, 

NIKON. W. A. Uranium Fuel 
Energy. D«pt. of. 5pp. 


team initial comments on review draft of 
Canonsburg, PA » i te. Response to 

Licensing Branch, 03/06/29. BALL. D. M. 
19362: 324. 


9307280029 Forwards final responses to NRC comments on "Remedial Action 
Plan & Site Conceptual Design for Stab i 1 i tation of Inactive 
u Mill Tailings Site at Canonsburg . PA, *' Meeting on 030726 

BALL. D. M. Energy* Dept, of. B3/07/15, NIXON, W, A, Office of 


DOCKET 40-6659 GETTY OIL CQ “ PETROTOMICS CO. , SHIRLEY DASIN^ WY 


8307250299 Responds to 030624 notice of devi a 1 1 on. Quar t er l y spot check 
for personnel contamination conducted 6 documented on B30319 
6 contamination monitor alarm setpoint roset. Implementation 
date* to bn adhered to unless extended by written approval. 

WHITMAN. J.H. Oet ty/Petrotomics Co. 03/06/30. BROWN. 0. D. Region 4, 
Office of Director. 2pp. 19701:352. 


DOCKET 40-6940 KAWECK I DERYLCD IND. , INC. , BOYERTOWN, PA 


0307060493 Ack cooperation extended during 030607-OB site visit. Trip 
rapt re insp i< discussions held and. Action re release of 
facility for unrestricted use cannot be taken until survey 
results submitted. 

COOL, D. A. Uranium Fuel Licensing Branch. 83/06/23. COYCLE.F.T, 
K&I Corp. Ip. 19299:206. 


— 0307060497 Trip rept of 030607-08 site visits In Boy er town r Revere U 
ftaading»PA to accompany Region I inspector on safety insp of 
bioassay program & groundwater conditions. 

COOL. D. A. Uranium Fuel Licensing Branch 83/06/22. Uranium 
Fual Licensing Branch. 2pp. 19299:207. 


8307130442 Forwards request for addl info re 830324 request for 
approval of waste disposal program required by Amend 16 to 
License SUA-672 Info requested within 15 days. 

PETTENG ILL » H. J. Uranium Recovery Licensing Branch. 03/06/29. 
Pathfinder Mines Corp. 4pp. 19510:035. 


DOCKET 40-4492 FEDERAL-AMERICAN PARTNERS. RIVERTON, WY 


8307 1 50452 Forwards plan for windblown tailings contamination cleanup 
in conjunction u/reroute of Willow Springs Draw Project. 

Three overiiie maps enc 1 . ApeT turc cards are available in 
PDR. 

ANDRUS. N J. Federal American Partners. 83/05/23. GILLEN. D 
Uranium Recovery Field Office. 8pp. 19540:050. 


DOCKET 40-6264 MICHIGAN CHEMICAL CORP. . ST. LOUIS. Mil 


DOCKET 40-8027 KERft-MCGEE NUCLEAR CORP., OKLAHOMA CITY. OK 


8307000949 Request* extension of Amend 19 to License SUB-1010 until 
B4Q901 to exempt treated raffinate storage ponds from spare 
ponding requirement* of Condition 13, Amend 22 approving 
deep well injection issued 6 months late, 

SHELLEYiW.J. Ktrr-McGee Corp. 83/06/21. PAGE. R. 0. Uranium Fuel 
Licensing Branch. Ip. 19365:039. 


DOCKET 40-8035 COTTER CORP, , ROSWELL. NM 


8307280165 Provides update of activities re design of containment bldg 
to store radwasta temporarily. 

JARDOE. E. D. Future Coating*. Inc. 03/07/05. R I FAKES. Q. 
Commonwealth Edison Co. 2pp. 19826:273, 


93070B0467 Confirm* 830601 telcon re radioactive contami nation at 
facility Implementation o-F site sta b i I l la t i on plan Imposed 
by consent judgment filed 921227 adequate .Proposed land 
use restriction* acceptable Site evaluation memo end. 

PAGE, R. G. Uranium Fuel Licensing Branch. 83/06/09. RADEttACHER, J. W. 

Vilsicol Chemical Corp. Ip. J 9303: 135- 


DOCKET 40-0064 EXXON MINERALS CO. , USA, HOUSTON, TX 


5307200167 Confirms 830523 & 24 telcon agreements to incorporate 
listed item* pertaining to expanded RM> pilot in situ 
U mine, into 620917 submittal. List of target restoration 
value* encl. 

GILCHRIST, U. E. Exxon Corp. 03/03/24. R0S8, F. Uranium Recovery 

Field Office, Spp. 19670:323. 
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DOCKET 40-8331 AFRICAN METALS CGRP. . NEW YORK, NV 


8307190331 Confirms contract of agreement & settlement under which 
DOE agrees to take title of residues stored at site, 
effective 830701. 

SH1CK. V. Afrimet Indussa, Inc. 83/06/27. CROW, W T. Division of 
Fuel Cycle & Material Safety. Ip. 19654:044. 


DOCKET 40-B3B0 ROCKY MOUNTAIN ENERGY CO. . BROOMFIELD. CO 


B307220009 Forwards "Nino Mite Lake Pattern 4 Restoration Rept.” 

Au thor i i a 1 1 on of well abandonment for carbonate pattern 
requested. 

NEUMANN, MR. Rocky Mountain Energy Ca 03/06/06. SMITH, R, D 
Uranium Recovery Licensing Branch. SUNDIN, R. Wyoming, State of 
2 p p 19692: 169. 


8307180234 Forwards "Nine Mile Lake Pattern 4 Restoration Rept. " 
Author i lat 1 on of well abandonment for carbonate pattern 
requested. 

NEUMANN, M. R. Rocky Mountain Energy Co. 83/06/17. SMITH* R. D. 
Uranium Recovery Licensing Branch. SUNDIN* R Wyoming, State of. 
2pp. 19966:219. 


—0307180256 "Nine Mile Lake Pattern 4 Restoration Rept." 

* Rocky Mountain Energy Co. 83/09/31 93pp. 19366:221, 


DOCKET 40-8432 BEAR CREEK URANIUM CO. , CASPER, WY 


8307100394 Informs of installation of clay liner in remaining 
incremental areas of tailings bas in* comment ing 030703 Rept 
will be submitted upon completion of ins ta 1 lat ion* for 
review, 

MEDLOCK* R. L. Bear Creek Uranium Co. 83/06/27. SMITH. R. D. Uranium 
Recovery Field Office. Ip. 19567:362. 


DOCKET 40-8350 HOLMES * NARVER, INC. . ANAHEIM, CA 


8307260316 Forwards IE Insp Rept 40-05S0/G3-Q 1 on 820310-830422, No 
noncomp 1 iance noted. 

BROWN* G. D. Region 4* Office of Director. 03/06/03. ALVY, R R. 
Holmes & Narver* Inc. 2pp, 19726:082. 


*8307260325 IE Insp Rept 40-8330/83-01 on 82091 B-830422 No none omp l ianc e 
noted. Major areas i ns p e c t e d : rev i ow of transfer *< disposal of 
licensed ma 1 1 s* d ec ontami na 1 1 on activities* surveys 6 
independent measurements. 

SPITZBURG, D. B. , EVERETT, R. j. Region 4, Office of Director 
83/05/24. 3pp. 19726:084 


DOCKET 40-8504 MINERALS EXPLORATION CO. , L09 ANGELES, CA 


8307110762 Forwards corrected Table l to 830412 submittal re Sweetwater 
U Project describing requested changes to contamination 
surveys & radiation protection training. 

KLEIN* T. J Union Minerals, 83/06/10. SMITH, R D. Uranium Recovery 
Field Office. 2pp. 19391:246. 


DOCKET 40-0383 WYOMING MINERAL CORP. * LAKEWOOD* CO 


8307000338 Requests approval to use proposed disposal procedures for 
disposal of waste ion exchange resins containing low levels 
of U & trace quantities of Ra-226 fc Th-230 at Kennocott 
Copper Mine. 

RUTLEDGE, C. Wyoming Mineral Corp. 03/05/10. SMITH* R, D. Uranium 
Recovery Licensing Branch. 3pp, 19365:047. 


DOCKET 40-8601 ENERGY FUELS NUCLEAR* INC. , DENVER* CO 


8307210015 Forwards IE Insp Rept 40-8601/83-01 on 030511-12. No 
noncompliance noted. 

BROWN, G. D. Region 4* Office of Director. 83/06/10. SPARLING, D. K. 
Energy Fuels Nuclear, Inc. 2pp. 19669:213, 


—8307210020 IE Insp Rept 40-8601/03-01 on 830311-12. No noncompliance 
noted. Major areas inspected:U milling operations it radiation 
safety program, inc lud ing organ i xation, mgt it training L 
independent measurements. 

CAIN, C.L. * EVERETT, R. J. Region 4, Office of Director. B3/06/07. 
6pp. 19669:215. 


DOCKET 40-869B PLATEAU RESOURCES, LTD. * GRAND JUNCTION* CQ 


8307130365 Forwards application to amend License 8UA- 137 1 , r ed uc ing 
environ 6 radiological safety monitoring programs on interim 
basis to reflect temporary suspension of processing 
operations. 

GERDEMAN, F. W. Plateau Resources. Ltd. 83/06/20. SMITH. R. D. 
Uranium Recovery Field Office. 2pp. 19309204. 


8307130367 Application for amend of License QUA- 137 1, red uc ing environ fc 
radiological safety monitoring programs on interim basis to 
reflect temporary suspension of operations. 

* Plateau Resources, Ltd 83/06/20. 3Bpp. 19309:206. 


Q3O71B0390 Forwards revised Page 4 to "Interim Surety Estimates for 
Decommissioning 6 Reclamation," correcting Inflation factor. 
GERDEMAN, F. W. Plateau Resources* Ltd. 03/06/20. SMITH* R. D. 
Uranium Recovery Field Office 3pp. 19641:294. 


DOCKET 40-8714 CLEVELAND-CLIFFS IRON CO. * CLEVELAND, OH 


8307090103 Summariies Cl eve 1 and-C li f f s perceptions from 830511 
discussions L agreements concerning fulfillment of 
obligations to State of WY re efforts to effect water 
quality restoration, 

9UNDAHL* J. A. Godfrey L Sundahl. 83/06/14. FREUDENTHAL* N. Wyoming* 
State of, 4pp. 19366:319, 


0307180392 Forwards Guideline 8 results for 6-month sampling of 10 
stability wells in B well f i e 1 d* sup p 1 ement 1 ng partial 030615 
list 

WQDECK, D, J. C leve land-Cl i ffs Iron Co. 83/06/21. FREUDENTHAL* N. 
Wyoming, State Of, 5pp. 19641:287. 


DOCKET 40-8722 BRUSH WELLMAN* INC, * CLEVELAND, QH 


0307260490 Forwards fuel cycle 6 matls LER summary for June 1903. 
BROWN, G. D. Region 4, Office oP Director. 83/07/19- DAVIS* J. G. 
Office of Nuclear Material Safety it Safeguards, Director. 2pp. 
19734; 183. 


DOCKET 40-0724 CHEMETR0N CORP. , CHICAGO* IL 


8307280227 Application f«T renewal of License SUB- 1357* e x tend Ing 
expiration date until 840731. 

DESMAN, R.J. Chemtron Corp. B3/06/2Q. PAGE, R. G. Uranium Fuel 
Licensing Branch, 3pp. 19626:074. 


DOCKET 40-0743 CONOCO, INC., DENVER, CO 


0307130043 Relinquishes 800731 application for source matl license. 
HARVEY, R.C. CONOCO, Inc, (Continental Oil Co, ), 03/06/10. SMITH. D 

Uranium Recovery Field Office, 2pp. 19511:303. 


DOCKET 40-8760 KERR-MCCEE NUCLEAR CORP. , OKLAHOMA CITY, OK 


8307200219 Third semiannual rept covering ALARA audit performed on 
830523 It 24, per License Condition 27, W/030603 Itr, 

SINKEjG J. Kerr-McGee Corp. 83/06/03. Uranium Recovery Licensing 
Branch. 5pp 19670:295, 


0307130006 Forwards addendum to semiannual ALARA review rept dtd 
830603. 

BINKE* G J. Kerr-McGee Corp. 03/06/15. Uranium Recovery Licensing 
Branch 3pp, 19511:289 


8307200209 Addendum to 830603 semiannual ALARA review rept for 1902 & 
First Quarter 19B3 required by License SUA-1307. W/030615 
ltr, 

8INKE# G. J. Kerr-McGee Corp. 83/06/15. Uranium Recovery Licensing 
Branch. 4pp. 19670:300, 


DOCKET 40-8829 WYOMING FUEL CO.* LAKEWOOD* CO 


8307230302 Forwards revised "Aquifer Testing at Crow Butte U Project* 
Wyoming Fuel Co." Rev bated on discussions during 830531 it 
0601 trip to Lincoln, NE. 

WILLIAMS, R. E. R. E. Williams it Associates, Inc. 83/06/13. 

WA8TLER, S. Uranium Recovery Field Office. Ip. 19721:067, 
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“-83072 30306 "'Aquifer Testing at Crow Butte 11 Projec t , Wyoming Fuel Co, “ 
* R E- Williams L Associate*, Inc. 83/03/20. 33pp. 19721:060 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 


DOCKET SO-? UNIV. OF hi CHI OAM RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


0307030532 Summary of 630912 meeting w/univ in Ann Arbor. MI re licensee 
safeguards program & other proprietary Info. 

ROSSGMONDOi C, Fuel Facility Safeguards Licensing Branch. 83703/16, 
BflOWNrW. B Foal Facility Safeguards Licensing Branch. Ip. 

19363; 030. 24X Fiche : 50-002. 83/03/ 16. 6307080332. 


8307060413 Forward* review & evaluation of emergency plan against 
App E to 10CFR50 requirements S < Rev 1 to Reg Guide 2.6. 

Plan acceptable L should be Implemented within 120 days 

THOMAS# C . O. Standard 1 1 ation L Special Projects Branch. 83/06/24 

KERR.W-F- Michigan. Univ. of. 4pp. 19299:331 24X 

Fiche: 30-002. B3/06/24# 8307060413. 


0. Inspection reports# IE Bulletins it correspondence 


DOCKET 50-5 PENNSYLVANIA STATE UNIV. RESEARCH REACTOR 


V. Operator Examinations 


03O7QBO427 Generic Lfcr B3-12A to all nonpower reactor licensees re 
issuance of NF?c Form 390# "Personal Qualifications 
Statement - Licensee, " Svc list end. 

EISENHUT, D. 0. Division of Licensing Q3/07/H. Michigan, Unlv. 
of. 14p p 19963:138 24* Fic he: 30-000. 83/07/ 11 , 8307080427. 


DOCKET 30-8 NORTH CAROLINA STATE UNIV. RESEARCH REACTOR 


J. Insurance h Indemnity Information 


0307000005 Executed Amend 17 to Indemnity Agreement E— 7 . e f f oc t i ve 
630613. Ac c ep ted by univ on 830627, 

SALTZMAN. J. Assistant Director for State & Licensee Relations. 
83/06/27. Ip. 19331:246. 24 X Fi ch e : 30-008. 83/06/ 27 , 0307000003, 


DOCKET 30-10 DRESDEN NUCLEAR POWER STATION. UNIT 1 


F. Security, medical, emergency fire protection plans 


8307200257 Clarifies Page 4. Section 9. a of 830316-18 routine safety 
1 nsp . per NRC 830610 ItT. Section re beam port floor extracted 
from facility Investigative rept under consideration but not 
Imp tenanted as procedure. 

KERR.W. Michigan. Univ. of. 83/07/12. PAPER IELLQ. C. J. Region 3, 
Office of Director. Ip. 1964B: 136. 24X Fi che : 30-002, 83/07/12* 

0307200297. 


V. Operator Examinations 


8307080427 Generic Ltr 03-12A to all nonpower reactor licensees re 
issuance of IYRC Form 398. "Personal Qualifications 
Statement - Licensee. " Svc list end. 

EISENHUT# D. G, Division of Licensing. 03/07/tl, Michigan# Univ. 
of. 14pp. 19363:130. 24X Fichtr 30-000. 83/07/1 1. 0307000427. 


DOCKET 30-3 INDIAN POINT STATION- UNIT I 


P. Operating license stage documents It correspondence 


6306270397 Generic Ltr 83-26 to alt applicants for QLs 6 holders of 
■CPs for power reactors r« c Lar 1 # 1 cation of surveillance 
requirements for diesel fuel impurity. Gvc list end. 

El SENHUT, D. 0. Division of Licensing. 83/07/03. Consol idatetf 
Edison Co. of New York, Inc, 16pp. 19390:317. 24X 

FlChe: 30-000. 83/07/03. 8306270397. 


6307060329 Generic Ltr 83-27 to all licensees 6 applicants for 
operating power reactors tt holders of CPs for power reactors 
re surveillance intervals in 8T9. Svc list end. 

EISENHUT. D. 0. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New YoTk# Inc. 16pp. 19669:234. 24X 

Fiche: SO -000# 63/07/06. 8307060329. 


8307080169 Generic Ltr 83-2B to all licensees of operating reactors, 
applicants for OL & holders of CPs re required actions based 
on generic implications of Salem ATW9 event*. Svc list end. 
EISENHUT. D. G. Divlilon of Licensing. 83/07/06. Consolidated 
Edison Co. of New York. Inc, 30pp, 19667:269. 24X 

Fiche: 30 -000.03 / 07/08. 9307080 169 , 


0307030249 Forwards IE Safeguards Insp Repts 30-010/83-10.30-237/63-13 
fc 30-249/83-24 on 830333-27. 

HIND. J. A. Region 3# Office of Director. 83/06/23. REED. C. 
Commonwealth Edison Co, 2pp. 19190:334, 24X Fi c h e : 30-010. 83/06/23. 

6307030249. 


—8307030262 IE Safeguards Insp Repts 30-010/03-10 30-237/83-14 it 
5Q-249/B3- 1 4 on 830323-27. Noncomp 1 lane e no ted : s ec ur i ty 
violations not reported in required manner or f orma t. Detai la 
withheld (ref 10CFR73. 21). 

PIRTLEpG. L, Region 3# Office of Director. 83/06/23. 2pp. 
19190:356. 24X Fi c h e : 30-0 JO. 03/06/23. 0307030249. 


8307200347 Forwards review of draft Rev 4 to generic portion of 
generating station emergency plan. Plan deficiencies marked. 

Flow chart for general emergency offsite protective 
decisions end, 

PAPER IELLQ* C . J Region 3., Of f i e e o f Dir ec tor. 03/07/26. REED. C 
Commonwealth Edison Co. 10pp. 19709:010, 24X F i c he : 30-000. 

83/07/26. B3072B0347. 


Q. Adjudicatory c ot rasp ondenc a 


0307120593 Advises that time for Commission to review Director's 
Decision DD-83-0 exp i red . Comm i $s ion declined review. 

Decision became Final agency action on 830703. 

CHfLK#5- J. Office of the Secretary of the Commission. 03/07/11, 
□UIGG*C. Pollution L Environmental Problems, Inc. Ip. 19433:076. 
24 X Fiche: 50-000. 03/07/1 1 , 83071 20395. 


J. Insurance $# indemnity information 


0307260430 Forwards Endorsements 146 Zt 147 to NELIA Policy NF-43 U 
Endorsements 123 it 124 to MAELU Policy MF-22, 

Q0TER. J. Commonwealth Edison Co. 83/07/19. SALTZMAN. J. Assistant 
Director for 9tate it Licensee Relations. 5pp, 19734:170. 24X 

Fiche: 30-010# 03/07/19. 8307260430. 


P. Operating license stage documents & correspondence 


Q- Inspection report*. IE Bulletin* it correspondence 


03062 70401 IE Info Notice 83-46* "Common Mods Valve Failures Degrade 
Surry Recirculation Spray Subsystem. ■" Svc list end. 

JORDANrE. L, Division of Emergency Preparedness & Engineering 
Response <Po*t 03G1O3). 83/07/11. Consolidated Edison Co. of New 

York, Inc. 134pp. 19363:293. 24X FI che: 50-000# 63/07/1 I , B306270401, 


0306270404 IE Info Notice 63-47* "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end, 

JORDAN. E.L. Division of Emergency Preparedness it Engineering 
Response <Po»t 8301031. 63/07/12. Consol 1 dated Edison Co. of New 

YoTkr Inc, 141pp. 19363:133. 24X F 1 c h e: 30-000. 63/07/ 12, 0306270404. 


9306270406 IE Info Notice 83-49, "Gaseous Effluent Releases of 
Radioactive 1-123 6 1-131 in Excess of NRC Limits." Svc list 
enc 1 . 


TAYLOR, J. *L Dlvlsl 
6301031. 03/07/14. 

U4pp. 19715:270. 


on of GAi Safeguards L Inspection Programs (Post 
Consolidated Edison Co. of New Yorki Inc. 

24X Fiche: 50-000, 83/07/14# 8306270406. 


0306270397 Qenaric Ltr 83-26 to all applicants For OLa & holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel Impurity. Svc list end, 

EISENHUT* D G Division of Licensing. 03/07/05. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Fiche: 30-000, 63/07/05# 8306270397. 


0307060329 Generic Ltr 03-27 to ail licensees U applicants for 
operating power reactors 6 holders of CPs for power reactors 
re surveillance intervals in STS. Svc list end- 

EISENHUT, D. 0. Division of Licensing. 03/07/06. Consolidated 
Edison Co. op New York# Inc. 16pp. 19669:254. 24X 

FlChe: 30-000, 03/07/06# 8307*060329. 


0307080169 Generic Ltr 83-28 to all licensees of operating reactors# 
applicants for -OL t>. holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list end. 
EISENHUT, D. G. Division of Licensing. 83/07/OB. Consolidated 
Edison Co, of New York, Inc. 30pp. 19669:269. 24X 

Fiche : 30-000, B3/07/0B. 8307080169. 
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Q Inspection reports* IE Bulletins t< correspondence 


0307050249 Forwards IE Safeguards Insp Repts 50-0 10/83*- 10. S0-237/83-13 
i 30-249/03-24 on 030523-27. 

HIND. J, A. Region 3* Office of Director. 03/06/23. REED. C 
Commonwealth Edison Co. 2pp 19198.334, 24X F i r h e 50-01 0, 83/06/23, 

0307030249. 


■0307050262 IE Safeguards Insp Repts 30-010/83-10 30-237/03-14 It 
30-249/03-14 on 030323-27. None omp 1 ianc e no ted : s ecur l ty 
violations not reported in required manner or f ormat. Deta i 1 » 
withheld (ref 10CFR73. 21). 

P IRTLE. 0. L. , KNICEUEY, J. R. , CREED. 3 R . Region 3. Office of 
Director. 83/06/23. 2pp. 19190336 24X F i c h e : 30-01 0. 03/06/23. 

8307030249. 


B306270401 IE Info Notice 03—46. “Common Node Valve Failures Degrade 
Surry Rec irculation Spray Subsystem." Bvc list encl. 

JORDAN, E. L. Division of Emergency Preparedness &>. Engineering 
Response (Post 830103). 03/07/11. Consolidated Edison Co. of New 

York. Inc. 134pp. 19363:293, 24X Fiche ; 30-000, 03/07/11, 8306270401, 


0306270404 IE Info Notice 83-47, “Failure of Hydraulic Bnubbers as 
Result of Contaminated Hydraulic Fluid." Svc list encl. 

JORDAN, E- L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 03/07/12. Consolidated Edison Co. of New 

York, Inc. 141pp. 19363:133, 24X Fi che: 30-000, 83/07/ 12. 0306270404. 


0306270406 IE Info Notice 03-40, "Gaseous Effluent Releases of 
Radioactive 1-123 if 1-131 In Excess of NRC Limits." Svc list 
encl. 

TAYLOR, J. M. Division of QA, Safeguards l< Inspection Programs (Post 
830103). 83/07/14. Consolidated Edison Co. of New York, Inc. 

114pp. 19715:270. 24X Ficho: 30-000. 03/07/14. B3062704Q6. 


8307200207 Forwards IE Insp Repts 50-010/83-11,50-237/83-19 l< 
30-249/83-17 on 830606-10 & 17. No none omp 1 ianc a noted. 

PAPER IELLQ, C, J, Division of Emergency Preparedness it Operational 
Support. 03/07/14. REED.C. Commonwealth Edison Co. 2pp. 
19790:209. 24X FUhe: 50-010, 03/07/14, B3072SQ2B7. 


— 93072B0293 IE InSp Repts 30-010/03-11,50-237/03-19 it 50-249/03-17 on 
830606-10 t* 17. No none omp 1 i anc e noted, Major areas inspected: 
records !< repts of e f f 1 uen ts. e f f 1 uen t control 
instrumentation & procedure for controlling releases, 

PAUL, R. A., OREOER, L. R. Region 3, Office of Director. 03/07/13, 
7pp. 19790; 211. 24X Fi c he: 30-010, 83/07/14. 0307200207. 


8307280084 Confirms 030726 mg t meeting in Chicago, IL to discuss 
licensee regulatory performance if communl cation problems 
between NRC it util, per 830715 discussion. 

NORELIUS, C. E, Division of Project & Resident Programs. 03/07/22. 
REED, C. Commonwealth Edison Co. 2 pp. 19791:167. 24X 

Fiche; 30-000, 83/07/22, 8307200004. 


—8307280102 Confirms request for NRC if util senior mg t meeting on 830726 
in Chicago, IL to discuss licensee regulatory performance & 
relationship te/NRC. 

REED, C. Commonwealth Edison Co. 03/07/11, DAVIS, B. A. Region 3, 
Office of Director. Ip. 19791:171, 24X Fiche: 50-000, 83/07/22, 

0307200084. 


8307280446 Forwards 8ALP Repts 50-010/83-13,30-237/03-18 t 
30-249/83-16 for Jan-Dec 1982, Endorses that assessments are 
indicative of util efforts to improve performance at 
fac i 1 i ties. 

KEPPLER, J. 0. Region 3, Office of Director. 83/07/29. REED, C, 
Commonwealth Edison Co. 2pp. 19797:206, 24X FI che: 50-010, 83/07/25, 

0307200446, 


—8307280450 8ALP Repts 50-010/83-13,30-237/83-18 & 30-249/83-16 for 
Jan-Dec 1902. 

* Region 3, Office of Director. 03/07/25. 27pp. 19797:208. 24X 

Fiche: 50-010, 83/07/23, 0307280446. 


— 0307280434 Discusses upcoming 030312 meeting in Glen Ellyn, IL to 
discuss 8ALP rapt for Jan-Dec 1992. 

HIND, J. A. Division of Radiological it Materials Safety Programs. 
83/04/22. REED, C. Commonwealth Edison Co. 2pp. 19797:236. 24X 

Fiche: 50-010,83/07/25,0307200446. 


■8307200437 Forwards comments on SALP repts based on 830312 meeting. 
Practice of issuing reduced rating to all five operating 
plant sites for same alleged corporate weakness tends to 
overemphaB 1 i e significance of alleged deficiency. 

REED, C. Commonwealth Edison Co 03/03/31. KEPPLER, J. 0. Region 
3, Office of Director. 6pp. 19797:238, 24X Fiche: 30-010, 

83/07/25, 8307200446. 


S. Reportable occurrences, LERs & related correspondence 


0307220446 Part 21 rept re possible discrepancy In variable springs In 
turnbuckle it top plate assemblies bolt Interface. No recorded 
failures or complaints registered against subj products. Enc 1 
list of springs Identified for Comm Ed only, 

LITKA, T J. Elcen Metal Product* Co 03/07/13. KEPPLER, J. G. Region 
3, Office of Director. 26pp. 19606:006. 24X F 1 C h «: 50-000, 03/07/ 1 5, 

8307220446. 


DOCKET 30-13 PABCOCK «< WILCOX CD. CRITICAL FACILITY 


V. Operator Examinations 


8307000427 Generic Lfcr 03-12A to all nonpower reactor licensees re 
issuance of NRC Form 390, "Personal Qua 1 if ications 
Statement - Licensee." Svc list encl, 

EIBENHUT, D. 0. Division of Licensing 03/07/11. Michigan, Unlv. 
of !4pp. 19363:138, 24X Flc h e : 30-000, 83/07/1 1, 0307000427. 


DOCKET 30-16 ENRICO FERMI ATOMIC POWER PLANT, UNIT 1 


R. Periodic operating reports it related correspondence 


8307260435 "Annual Rept for Decommissioned License DPR-?, May 1902 - 
June 1983. W/030711 Itr. 

MAVEALrW. T. i GRIPPING, E. P , ALEXANDERSON, E. Detroit Edison Co. 
03/07/12. STQLZ, J. Operating Reactors Branch 4. 13pp. 19733:241. 

24X Fiche: 90-016, 83/07/12, 8307260435. 


DOCKET 90-20 MASSACHUSETTS INST, OF TECH. RES. REACTOR 


F. Security, medical, emergency it fire protection plans 


8307070313 Forward* evaluation of emergency plan per requirements 
Of App E to 10CFR30 it Rev 1 to Reg Guide 2. 6. Plan 
accep tab 1 e. Imp lamentation should be accomplished within 120 
days. 

THOMAS, C. 0. Standard! lation it Special Project* Branch. 03/06/24. 
CLARK, L, Massachusetts Institute of Technology. 3pp. 19300:339. 
24X Fiche: 30-020, 03/06/24, 8307070313. 


P. Operating license ttage documents it correspondence 


8307280441 Submit* rept on remeasuremenfc of M1TR-II temp coefficient 
if analysis of result*. Core temp coefficient of reactivity 
negative in normal operating range Sc existence of positive 
uniform temp coefficent not safety haiard. 

CLARK, L. Massachusetts Institute of Technology. 03/07/22. 

ALLAN, J, M. Region 1, Office of'Director. 3pp. 19797:114. 24X 

Fiche: 30-020, 83/07/22, 8307200441. 


V. Operator Examinations 


8307000427 Generic Ltr 03-12A to all nonpowtr reactor licensees re 
issuance of NRC Form 390, "Personal Qual if ications 
Statement - Licensee." Svc list encl. 

EISENHUT, D. 0. Dl vl * 1 on of L i c ens i ng . B3/07/11. Michigan, Univ. 

of, 14pp. 19363:130. 24X Fiche: 30-000, 83/07/1 1, B3070B0427. 


DOCKET 50-23 DOW CHEMICAL CO. TRIGA REACTOR 


V. Operator Examinations 


0307000427 Generic Ltr 83-12A to all nonpowtr reactor licensees re 
Issuance of NRC Form 398, "Personal Qua 1 if ications 
Statement - Licensee." Svc list encl. 

EISENHUT, D. 0. Civilian of Licensing. 83/07/11. Michigan* UnW, 
of. I4p p , 19363:138. 24X Fi che : 30-000, 03/07/ 1 1 , 8307000427. 


DOCKET 30-27 WASHINGTON STATE UNIV. RESEARCH REACTOR 


C. Utility Environmental Report <ER>, amends & correspondence 


B307J10621 Clarifies safeguard* licensing policy re inventory 
requirements of 8NM contained in liquid it solid waste metis 
stored at site. Request for exception from 10CFR70. 31 should 
be submitted for storage of holding account waste discards. 

SMITH, C, N. Fuel Facility Safeguard* Licensing Branch. 63/01/13, 
REGAN, N. Dabcock & Wilcox Co, 2pp. 19434:113. 24X 

Fiche: 30-027, 83/01/13, 0307110621. 



6 


DOCKETED ITEMS 


F. Sseurityi medical, emergency it fire protection plans 


9307 1 f 0603 Releasee public version of licensee 030614 request for 
90-day extension to submit add! emergency plan Info. N.RC 
830610 request for addl info also released 

FELTON, J.M. Division of Rules and Records 03/06/24. Document 
Management Branch. Ip. 19391:127. 24X Ft ch« : 50-Q27, 83/06/24, 

83071 10603. 


B307210343 Grants extension until B30915 to respond to NRC questions on 
emergency plan, per 830614 request. 

THOMAS, C. 0. Standard! ration ic Special Projects Branch. 83/07/13. 
WILSON, W. E, Washington State Unlv. ip. 17672:326. 24X 

Fiche: 30-027, B3/07/I3. 8307210343. 


V Operator Eiaminat ions 


8307000427 Qeneric Ltr 83-12A to all nonpauier reactor licensees re 
Issuance of NRC Form 399. “Personal Qualifications 
Statement - Licensee. " Svc list end. 

EISENHUT, 0. 0. Division of Licensing. B3/07/II. Michigan, IMiv. 
of. 14pp. 19363:138. 24X Fi che: 30-000, 03/07/11 , 8307080427. 


DOCKET 30-29 YANKEE- ROWE NUCLEAR POWER STATION 


F. Security, medical, emergency k fire protection plans 


8307010150 Forwards addl corrections to security p lan. Corr sc tiers 
wlthhlld (ref IQCFR73. 21). 

RAY. J. A. Yankee Atomic Electric Co. 83/06/14, HAYNES, fl. C, Region 
t. Office of Director. Ip. 19175:336. 24X Fiche; 50-029, 83/06/14. 

8307010130. 


8307140238 Forwards IE Safeguards Insp Rept 50-Q29/B3-0? on 930613-17. 
No noncampl iance noted. 

MARTIN, T. T. Region 1. Office of Director. 83/06/30 HEIDER, L, H. 
Yanks* Atomic Electric Co. 2pp. 19323: 106. 24X 

Fi Ch e : 30-027, 83/06/30, 8307 1 4023&, 


--8307I40242 IE Safeguards Insp Rept 50-029/83-07 on 830613-1 7. No 
noncomp I Jane e notsd. Major areas inspee ted: physlca 1 barrier* 
(protected U vital area i ), sec ur Ity sy* power supply, 
assessment aids, access control V contingency plan 
SMITH, 0. C. , ODDY, A. T. Region I, Office of Director. 03/06/29. 
3pp. 19523:108. 24X Fiche: 50-029.03/06/30, 8307140230. 


0. Advisory Committee on Reactor Safeguards reports ?< correspondence 


0307090095 Bummariies 276th ACRS meetings on 830414-16 w/utils to 
reviau request for OL. Agenda for 830512-14 meetings end. 
EBEREOLE, J. ACRS - Advisory Committee on Reactor Safeguards, 
03/04/29, PALLADINO, N. J. Commlsf J oner *. 3pp. 19366:058. 24X 

Flcht : SO-QOO. 03/04/29, 9307090095. 


P. Operating license stage documents k correspondence 


0306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants for OLm 1 holders of CPs for Westinghouse PWRs 
re lafety evaluation of '"Emergency Response Guidelines," 

Svc list end. 

EISENHUT, D. G. Division of Licensing 03/06/03. Yankee Atomic 
Electric Co. 10pp. 19563:116. 24X Fich e : 50-000, 33/06/03, 

6306060070. 


9307080259 Forwards bactfit cost figures for addl usven utils per 
original 830208 request, Cost figures for 20 utils 
transmitted 830411. 

TOUftTELLOTTE, J. Regulatory Reform Task Force, 83/06/22 
PALLADINO, N. ■ O IL INSKY, V. , AHEARNE# J, Commissioners. 2pp. 
19363:313, 24X F iche: 50-000, 03/06/22, 8307000239. 


— 0307000366 Forward* summary of backf i ttlng cost* fur facility, per NRC 
request. 

EDWARDS, D. W. Yankee Atomic Electric Co. 03/03/ 1 1. 

TOUR TEL LOTTE, J. Regulatory Reform Task Force. 2pp. 19364:014. 

24X Fiche: 30-000, 83/06 / 22, 830 7080259. 


0306270397 Generic Ltr 83-26 to a 1 1 applicants for OLs ht holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list encl. 

EIBENHUT# D. 0. Division of Licensing. 83/07/03. Consolidated 
Edison Co. of New York, Jnc. 16pp. 17390:317, 24X 

Fiche: 30-000, 93/07 / 05, 0306 2 70397 , 


8307060329 Generic Ltr 83-27 to all licensees t> applicants for 
operating power reactors S< holders of CPs for power reactors 
re surveillance interval* in STS Svc list encl, 

EISENHUT, D. G, Division of Licensing 63/07/06. Consolidated 
Edison Co of New York, Inc. !6pp. 196 69: 234 . 24X 

Ficha 50-000, 93/07/06, 8307060327. 


8307080169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for QL t> holders of CPs re required actions based 
on generic Implications of Salem ATWB events. Svc list encl. 

E I SENHUT , D. G. Division of Licensing 83/07/08. Consolidated 
Edtion Co. of New York, Tnc. 3Bpp 196-67 267 24X 

Fiche: 50-000, 83/07/08, 0307080167. 


8307200416 Application to amend License DPR-3, c ons i s t i ng of Proposed 
Tech Spec Change 180 to modify surveillance testing of 
electrical penetrations U personnel hatch to revise 
containment valve isolation valve listing, Table 3.6-1 
HEIDER, L. H. Yankee Atomic Electric Co. 83/07/17. Office of 
Nuclear Reactor Regulation. Director. 26pp. 19795:313. 24X 

Fiche: 30-029, 03/07/19, 8307280416 


— 0307280423 Proposed Tech Specs 3/4.6, "Containment Sys" & 3/4/6/1, 
"Primary Containment" re containment integrity limiting 
condition for operation, 

* Yankee Atomic Electric Co. 93/07/19. 14pp. 19775:331. 24X 

Fiche: 30-027, 83/07/19, 8307200416, 


0307280462 Application for amend tq License DPR-3, c ons i s t i ng of Suppl 
to Proposed Change 177, changing Tech Specs re cycle 
dependent variable* revising specific values w/symbols or 
blank figures to be generated for each reload core. 

HEIDER, L. H, Yankee Atomic Electric Co 83/07/19. Office of 
Nuclear Reactor Regulation. Director. 9pp. 19797:165. 24X 

Fiche: 50-029, B3/07/19, 8307280462. 


--0307280464 Proposed Tech Specs re routine change in core operating 
limits due to cycle dependent variables. 

* Yankee Atomic Electric Co. B3/07/17 36pp. 19797:170. 24X 

Fiche: 50-027, 83/07/17, 8307280462. 


0, Inspection reports, IE Bulletins U correspondence 


9307 140238 Forwards IE Safeguards Tnsp Rept 50-029/83-09 on 030613-17. 
No noncompliance noted. 

MARTIN, T. T. Region I. Office of Director. 83/06/30. HEIDER, L. H. 
Yankee Atomic Electric Co. 2pp. 19323: 106. 24X 

Fiche: 50-029. 03/06/30, 8307140230. 


— 8307140242 IE Safeguards Insp Rept 50-027/03-09 on 030613-17, No 
none amp 1 1 anc e noted, Major areas inspected: phys i ca 1 barriers 
(protected & vital aTeas), security sys power supply, 
assessment aids, access control & contingency plan, 

SMITH, G. C. , GODYj A. T. Region 1, Office af Director, 83/06/28. 
3pp. 17523:108, 24X Pic h e : 50-029, 83/06/30, 0307 1 40238. 


9306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem. 1- Svc list encl. 

JORDAN. E. L- Division of Emergency Preparedness Engineering 
Response (Post 83OJ03>. 03/07/11. Consolidated Edison Co. of New 

York, Inc. 154 pp. 19563:293. 24X Fi c h e : 50-000, 83/07/ 1 1 , 0306270401 


0306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. " Svc list encl. 

JORDAN, E, L, Division of Emergency Preparedness V. Engineering 
Response (Post 030103). 83/07/12. Consolidated Edison Co. of NenJ 

York, Inc. 141pp. 17563:133 24X F i c h e : 30-000, 83/07/12, 0306270404 


0306270406 IE Info Notice 83-48, "Gaseous Effluent Releases of 
Radioactive 1-125 & 1-131 in Excess of NRC Limits." Svc list 
encl . 

TAYLDR.J. M. Division of GA, Safeguards it Inspection Programs (Post 
030103), B3/Q7/14 Consolidated Edison Co of New York, Inc. 

114pp. 19715:270 24X F i c h e : 30-000, 03/07/ 14, 0306270406. 


0307270344 Advises that no further action required re 800508 analysis 
of main steam line w/continuad feedwater add 1 1 ion, per 
IE Qulletin 90-04. NRC review contained in 030923 safety 
evaluation of SEP Topics VI-3. D & VT-3. 

CRUTCHFIELD, D. Operating Reactors Branch 3, 03/07/26. KAY, J, A. 

Yankee Atomic Electric Co. 2pp. 19767:295. 24X 

Fiche: 50-027, 83/07/26, 0307270344. 


R. Periodic operating reports it related correspondence 


9307220039 Monthly operating rept for May 1983. W/ 83 0607 ltr. 

BATTERSON, Q , HEIDER, L. H. Yankee Atomic Electric Co, 03/06/07. 
Office of Resource Management, Director. 6pp. 17674:073. 24X 

Fiche: 30-029, 83/06/07, 0307220039, 
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S. Reportable occurrences, LERs & related correspondence 


B307010114 LER 83-018/03L-0: on 830310, b od y- tc-b onne t leak found on 
Pacific Valve, Inc valve 3A-V-603, cau s 1 ng 3 h valve t* steam 
generator blowdown monitor 3 i so la t i on. Caus ed by failure of 
body-to-bonnet joint gasket. W/B30617 lfcr. 

MAY, £. L. , AUTIO, H. A. Yankee Atomic Electric Co. 03/06/17. 

ALLAN, J. M. Region 1, Office of Director 8pp. 19169:241. 24X 

F i c h e • 30-029, 83/06/1 7, 83070 10114. 


0307010024 LER 03-O19/O3L-O: on 030323, 1 igh tning strike caused Z-126 
113 kV transmission line at Harriman Hydro Station 
switchyard to open & lock out, r esu 1 t ing in loss of 
continuity of circuit. W/830622 ltr. 

RICE, D- A., AUTIO, H. A. Yankee Atomic Electric Co 83/06/22. 

ALLAN, J. M. Region 1, Office of Director 2pp. 19169:005 24X 

Fiche: 30-029, 03/06/22, 8307010024. 


0307010037 LER B3-020/03L-Q: on 030324, d ur t ng performance of safety 
injection, setpoint of time delay relay 4 found out of 
Tech Spec 1 lmi ts. Caused by setpoint drift Setpoint 
read justed. W/S30623 ltr. 

AUTIO, H. A., FRENCH. L D. Yankee Atomic Electric Co. 83/06/23. 
ALLAN, J.fi. Region I, Office of Director. 2pp 19169:194. 24X 

Fiche: 30-029, 03/06/23, 0307010037. 


9307010127 Supplemental LER 03-012/QtT-l : on 830403, b onne t stud Found to 
have failed on PR-MOV- 19 1 . Caused by sli.ght leakage from 
valve. Valve replaced u/1 1/2-inch Pacific Model 9-31 332-12-X 
gate valve. W/830623 ltr. 

FRENCH, L. D. , AUTIO. H. A- Yankee Atomic Electric Co 03/06/23. 

ALLAN, J. M. Region 1, Office of Director. 3pp. 19173:323. 24X 

Fiche: 30-029, 83/06/23, 8307010127. 


0307130130 LER 83-021 /03L-0: on B3053l,vaWB SA-V-603 had body bonnet 
leak. Caused by failure of valve body-to-bonnet joint gasket 
6 steam cutting of seating surface Gasket rep laced. W/03Q63O 
ltr. 

MAY, E. L. , AUTIO, H. A Yankee Atomic Electric Co 03/06/30. 

ALLAN, J M Region 1, Office of Director 2pp 19333:264. 24X 

Fiche: 30-029, 83/06/30. 8307130130. 


0307150319 LER 03-024: on 830627, error discovered in power level 
calculation. Caused by false boiler feedwater temp input 
used to determine reactor thermal power due to failure of 
resistance temp detector cable. 

AUTIO, H. A. Yankee Atomic Electric Co. 83/06/30. ALLAN, J. M, Region 
1, Office of Director, Ip. 19333:010. 24X Fi cho: 50-029, 03/06/30. 

8307130319. 


B307220327 LER 83-024/0 1T-0: on 030629, wh i 1 e performing OP-7302 to 
determine unexplained 2 F increase in reactor power, 
increased feedwater temp noted. Caused by failure of 12-inch 
RTD jumper c at 1 e. W/0307 1 3 ltr, 

MAY, E.L. , LAURENT, N. N. Yankee Atomic Electric Co, 03/07/13 
MURLEY, T E. Region 1, Office of Director 3pp. 17673:126. 24X 

Fiche: 50-029, 03/07/13, 0307220327. 


8307220295 LER 83-O22/03L-0: on 830614. lightning induced electrical 
disturbance on Z-126 115 kV transmission line resulted in 
plant trip. Caused by lightning strike on transmission line 
Busses 8, equipment returned to svc. W/030714 itr. 

FRENCH, L. D. , ST LAURENT, N. N. Yankee Atomic Electric Co. 03/07/14 
MURLY, T. E. Region i, Office of Director. 3pp. 19604:139, 24X 

Fiche: 50-029, 83/07/14. 0307220295 


DOCKET 50-54 UNION CARBIDE RESEARCH REACTOR 


F. Security, medical, emergency U fire protection plans 


8307010013 Forwards physical security plan for f ac i I i ty, updated through 
Rev 3. Plan withheld, 

VDTH, M. H. Union Carbide Carp. 03/04/21. CARLSON, D. Office of 
Nuclear Material Safety * SaP eguards, Dlrec tor. ip. 19124:362. 24X 

Fiche: 30-054, 03/04/21 , 03070 100 13. 


0307010113 Forwards Rev 4 to physical security plan. Rev withheld. 
VOTH, M. H. Union Carbide Corp. 03/03/17 Office of Nuclear 
Reactor Regulation, Director. Ip. 19169;236, 24X 

Fiche: 30-034, 03/03/19, 8307010113. 


0307070327 Forwards review of emergency plan per App E to 10CFR30 
requirements 6 Rev I to Reg Guide 2. 6. Plan unacceptab le. 

Addl Info identified in end must be provided by 030613. 

THOMAS, C. 0. Standardization 6 Special Projects Branch. 83/06/23. 
MCGOVERN, J. Union Carbide Corp. 5pp. 19300:331, 24X 

Fiche: 50-034, 03/06/23, 0307070327. 


0307210336 Forwards Amend 20 to License R-Ql identifying currently 
approved physical security plan submitted w/830421 ltr. 

Physical security plan should be implemented within 30 days. 
THOMAS, C. 0. Standard i za tier & Special Projects Branch. 03/07/12, 
MCGOVERN, J. Uninn Carbide Corp. 3pp. 19672:327. 24X 

Fiche: 30-034, 83/07/12, 8307210336. 


— 8307210330 Amend 20 to License R-B1 . Incorporating approved physical 
security plan. 

THOMAS, C.O. Standard i iat i on * Special Projects Branch. 83/07/12, 
2pp. 19672:330. 24X Fich e: 50-034, 03/07/ 12, 6307210336. 


P. Operating license stage documents 6 correspondence 


0307080493 Responds to Ryzicka 030602 ltr advising NflC that fuel 
element cladding matl being changed from Series 1100 to 
Series 6061 a 1 uniinum, Agr #e» w/conc lusi on* . Change must be 
reported in annual rept. 

THOMAS, C. D. Standardisation 6 Special Projects Branch 83/06/29. 
MCGOVERN, J. Union Carbide Corp. Ip. 19363:060. 24X 

Fiche: 30-034, 83/06/29, 8307000493, 


8307210336 Forwards Amend 20 to License R-81 identifying currently 
approved physical security plan submitted w/830421 ltr. 

Physical security plan should be implemented within 30 days. 
THQMAS, C, Q. Standardisation & Special Projects Branch. 03/07/12, 
MCGOVERN, J. Union Carbide Corp. 3pp. 19672:327. 24X 

Fiche: 30-034, 33/07/12, 0307210336, 


— 0307210338 Amend 20 to License R-01. Incorporating approved physical 
security plan. 

THOMAS, CO. Standard i z at l on 4, Special Projects Branch. 03/07/12 
2pp 19672:330, 24X Ft ch » : 50-034 , 93/07/ 12, 8307210336. 


V. Operator Examinations 


8307080427 Generic Ltr B3-12A to all nonpower Tractor licensees re 
issuance of NRC Form 390, "Personal Qua i 1 p U* t Ions 
Statement - Licensee. " Bvc list end. 

EI8ENKUT, D. G. Division of Licensing, 03/07/11. Michigan, Unlv. 
of 14pp. 19363; I3B. 24X F ich e : 50-000, 03/07/1 1 , B3070Q0427. 


DOCKET 50-37 STATE UNIV. OF NEW YORK RESEARCH REACTOR 


F. Security, medical, emergency 6 fire protection plans 


0307140079 Forwards IE Safeguards Insp Rept 30-057/03-02 on 030601. No 
noncompliance noted. 

MARTIN, T. T Division of Engineering t* Technical Programs. 03/06/29. 

HENRY, L. G Now York, State Univ. of, Buffalo. 2pp. 19314:179, 

24 X Fiche; 30- 037,83/06/29,0307140079. 


—0307140006 IE Safeguards Insp Rept 30-037/03-02 on 030601 , Nq 
none omp I lance noted, Major areas Inspot tad: ph ys lc nl 
protection measures For protecting 0NM of low strategic 
sign 1 f lcanc e. 

EMITH, 0, C. * OODY, A. T. Region 1, Office of Director, 93/06/27, 
2pp. 19314:101. 24X Fiche: 30-037, 83/06/29, 0307140079. 


0307200305 Forwards Amend IB to License R-77, notice of issuance U 
negative d ec larati on. Tech Specs, SER * E1A. W/o SER. Amend 
renews license for 20 yrs 6 incorporates physical security 
plan, W/o SER, 

EISENHUT, D. Q. Division of Licensing. 03/07/11, HENRY, L. 0. New 
York, State Univ. of, Ouffalo. 3pp, 19672:027, 24X 

Fiche: 30-057, 83/07/11, 0307200503. 


— 8307200510 Amand 18 to License R-77, r enew i ng license for 20 yri 6 
incorporating phyaieal security plan, 

EISENHUT. D. G. Division of Licensing. 83/07/12. 4pp. 1967203Q 
24X Fiche: 30-057, 03/07/1 1, 0307200305. 


—0307200311 Notice of renewal of License R-77 for 20 yrs & negative 
dec larat i on. 

THOMAS, C . 0, Standar dt za tlon & Special Projects Branch, 83/07/11 
4lpp. 19672:034. 24X Fic he : 50-037, 03/07/ 11 , 8307200303. 


— 8307200313 EIA supporting Amend 18 to License R-77, 

a NRC - No Detailed Affiliation Given. 83/07/11, 7pp. 
19672:073. 24X Fi ch e: 90-037, 03/07/ I 1, 0307200303, 
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P. Operating Hearn* stage document* 8, corr*»pocnl*nc» 


8307200303 Forwardi Amend IQ to Licanse R-77, notice of issuance U 
negative d*c larati on, Tech Specs, 6ER & EIA. W/o SER. Amend 
renew* license for 20 yri U incorporate* physical security 
plan. W/o SER. 

EISENHUT, D. 0. Division ef Licensing. 03/07/11. HENRY, L. O. New 
Yorlr State Univ. of, Buffalo. 3pp. 19*72:027. 24X 

F i e h « : 30-0 57, 03 /07 / 1 1 , 0307200 503. 


— 0307200310 Amend 19 to License R-77, renewing license for 20 yrs U 
incorporating physical security plan. 

EISENHUT, D. 0. Division of Licensing. 83/07/12. 4pp. 19672:030. 
24X Fichs: 50-057, 03/07/11 . 8307200303. 


—8307200311 Notice of renewal of License R-77 for 20 yr* L negative 
Jeelarstion. 

THOMAS, C.O. Standardisation & Special Projects Branch. 03/07/11. 
4lpp. 17672:034. 24X Fichs: 30-037, 83/07/11. 3307200303. 


— 03O72OO3t5 EIA supporting Amend IB to License R-77. 

ft NRC - No Detailed Affiliation Given. 03/07/11. 7pp 
19672:073. 24 X Fiche: 30-037, 03/07/ 1 1. 0307200503. 


0. Inspection reports. IE Bulletin* t« correspondence 


8307140079 Fot ward* IE Safeguard* Insp Rapt 50-057/B3-02 on 030601. No 
noncompliance noted. 

MART tffi T. T. Division of Engineering & Technical Programs. 33/06/29. 

HENRY. L. 0. New York, State Univ. of, Buffalo. 2pp. 19314:179. 

24X Fiche: 30-037, 03/06/29, B307L40079. 


—9307140006 IE Safeguard* Insp Rept 5O-037/B3-02 on 030601. No 
noncomp 1 lance noted. Major areas i nipec ted: phy si ca k 
protection measure* for protecting SNrt of low strategic 
significance. 

ErtlTH. O.C., <30DY» A. T, Region 1. Office of Director. B3/06/27. 

2pp. 19314:181. 24X Fiche: 30-037, 03/06/29, 8307140079. 


V. Operator Examination* 


0307030427 Generic Ltr 83-12A to all nonpouer reactor license** re 
1 finance of NRC Form 39B, "Forsonal Qua 1 if i ca tier* 

Statement - Licensee. " Svc list sncl. 

El&ENHUT, D. 0. DtvUion of Licensing. 03/07/11. Michigan. Univ. 
of. I4pp . 19363:139. 24 X Fiche : 30-000, 03/07/1 1 , B3070B0427. 


DOCKET 30-39 TEXAS AfcM UNIV. RESEARCH REACTOR 


F. Security, medical, emergency 3. fire protection plans 


0307070230 Forward* review of emergency plan per requirements of 
App E to 10CFA&0 L Rev 1 to Reg Guide 2. 6 Plan acceptable. 

Imp leraeTita tier should be accomplished within 120 days of ltr 
recelp t. 

THOMAS, C , D. Standard t lation. 6 Special Project* Branch. 03/06/24. 
EftDMAN.C.A. Texas A4M UniV. . College Station, TX. 4pp. 19344:334. 
24 X Fiche: 30-039, 83/06/24.8307070230- 


H. General correspondence 


B3Q7260366 Informs that B WiUite will join * taf f - e f f ec t i ve G3060i,ln 
order to strengthen technical 6 mgt personnel Author will 
»erv* a* acting reactor supervisor until replacement far B 
Wlllit* hired 8c licensed. 

SCHLAPPER, 0. A. Texas A8-M Vnlv, , College Station, TX. 03/05/31. 
COLLINS, J. T. Region 4, Office of Director. Ip. 19731:144. 24X 

Fiche: 30-039, 03/03/31, B307260366. 


V. Operator Examination.* 


0307090427 Generic Hr 03-12A to *U nonpauer reactor licensee* re 
Issuance of NRC Fota 390, "Personal Qualification* 

Statement - License*." Svc list end. 

EISENHUT, D. 0. Division of Licensing. 03/07/11. Michigan, Univ. 
of. Hpp. 19963:130. 24X Fich e: 30-000, 83/07/ 11 , 8307000427. 


DOCKET 30-62 UNIV. OF VIRGINIA RESEARCH REACTOR 


F. Security, medical, emergency 6 fir* protection plans 


B 307210344 Orient* extension until 030913 to respond to NRC question* on 
emergency plan, per 830624 request. 

THOMAS, C. O. Standard! lation fc Special Project* Branch. 03/07/13 
BRENUER, J. fi. Virginia, Univ. of, Charlottesville, VA. Ip. 

19672:329. 24X Fiche: 50-062, 83/07/13, 0307210344. 


0307230514 Releases public version of licensee request for extension 
for responding to emergency plan review. 

FELTON, J.M. Division of Rules and Records. 03/07/19. Document 
Management Branch. Ip. 19725:361. 24X Fiche: 50-062, 83/07/19, 

0307250514. 


— 0307250521 Forward* public version of request for 60-day extension for 
responding to emergency plan review. Extens ion needed to 
allow rewriting, revi ew & approval of SOP* to improve reactor 
op erations. 

BRENI2ER, J. 8. Virginia, Univ. of, Charlottesville, VA. 03/06/24 
THOMAS, C. 0. Standard i xati on h Special Project* Branch. Ip. 
19720:341. 24X F U h e : 50-062, 83/07/ 19, 0307250514. 


S. Reportable occurrences, LERs b related correspondence 


0307120206 Updated RO re 830525 low shutdown margin during criticality. 
Initially reported on 030609, Caused by change in control rod 
reactivity worth curve* due to fuel b umup Proc ed uros for 
shutdown margin 6 reactivity worth determination rewritten. 

BREMIZER, d. s. Virginia, Univ. of, Charlottesville, VA, 03/06/30. 
O'REILLY, J. P. Region 2, Office of Director. 3pp. 19423:289. 24X 

Fiche: 50-062, 03/06/30, 8307120206 


V. Operator Ejamination* 


■0307000427 Generic Ltr S3-12A ta all nonpower reactor licensee* re 
Issuance of NRC Form 390, "Personal Qua 1 i f i cat i ons 
Statement - Licensee." Svc list end. 

EISENHUT, D. 0. Division of Licensing. 83/07/11. Michigan, Univ. 
of 14 pp. 19563:130. 24X Fic he: 50-000, 83/07/ 1 1, 83070B0427. 


DOCKET 90-70 GENERAL ELECTRIC TEST REACTOR 


G. Adjudicatory correspondence 


8307030130 Order extending time until 030710 for Commission to act to 
review ALAH-720 

CHILK, S, J. Office of the Secretary of the Commission. 83/06/30. 
Commissioners. Ip. 19199:311. 24X Fiche : 50-070, B3/06/30, 

0307030130. 


0307210301 Order extending time until B30725 for Commission to act to 
review ALAB-720. 

CHILK, S. J. Office of the Secretary of the Commission. 03/07/10. 
Commissioners. Ip. 19664:206. 24X Fi ch e : 30-070, 03/07/ 1 0, 

0307210301. 


V. Operator Examination* 


03O7OBO427 Generic Ltr 03-12A to all nonpower reactor licensees re 
issuance of NRC Form 398, "Personal Qualifications 
Statement - Licensee. *' Svc list end. 

EISENHUT, D. G. Division of Licensing. 83/07/li, Michigan, Univ. 
of. I4pp, 19363:139. 24X Fiche: 50-000, 03/07/i 1, 0307000427. 


DOCKET 30-72 UNIV. OF UTAH RESEARCH REACTOR 


V. Operator Examinations 


0307000427 Generic Ltr B3-12A to all nonpouer reactor licensee* re 
issuance of NRC Form 390, "Personal Qualifications 
Statement - Lic»ns**. ■* Svc list end. 

EISENHUT, D. &. Di v ision of Licens ing. 83/07/U. Michigan, Univ. 
of 14pp. 19563:130, 24X Fi c he : 50-000, 83/07/ 1 1 , 8307080427. 


DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


F Security, medical* emergency St fire protection plans 


B3 07200027 Forwards Amend 16 to License R-33, ident i f y lng currently 
approved physical security plan. 

THOMAS, C. 0. Standardl xati on & Special Projects Branch. 03/07/11. 
DARMITZEL, R. W. General Electric Co. 3pp. 19670:349, 24X 

Fiche: 30-073, 03/07/11, B307200027. 


--830720003^5 Amend 16 to license R-33- * d ent i f y I ng currently approved 
physical security plan. 

THOMAS, C. 0. Standard 1 xati on h. Special Projects Branch. 83/07/11. 
2pp. 19670:332. 24X Fi ch e : 50-073, B3/07M t , 0307200027. 
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P. Operating license stage documents & correspondence 


0307200027 Forwards Amend 16 to License R-33, identifying currently 
approved physical security plan. 

THOMAS# C . 0. Standard i lat i on «< Special Projects Branch. 63/07/11. 
DARMITZEL, R. W. General Electric Co. 3pp. 17670:349. 24X 

Fiche: 50-073. 03/07/1 1 # 8307200027. 


--8307200035 Amend 16 to License R-33* 1 d en t i f y i ng currently approved 
physical security plan. 

THOMAS. C. Q, Standard! lation 6 Special Projects Branch. 03/07/11 
3pp. 19670:352. 24X Fiche : 50-073. 03/07/1 1 , 8307200027. 


V Operator Examinations 


030700042? Generic Ltr 03-12A to all nonpawer reactor licensees re 
issuance of NRC Form 39B# "Personal Qua 1 1 f i c at i ons 
Statement - Licensee. " Svc list end. 

EISENHUT, D. G, Division of Licensing. 83/07/li. Michigan# Univ. 
of. 14pp. 19563:138. 24X Fi che 50-000# 83/07/ti . 0307000427. 


DOCKET 90-77 CATHOLIC UNIV. OF AMERICA RESEARCH REACTOR 


V. Operator Examinations 


0307080427 Generic Ltr 83-12A to all nonpower reactor licensees re 
issuance of NRC Form 390. "Personal Qualifications 
Statement - Licensee, " Bvc list end, 

EISENHUT. D. G. Division of Licensing 03/07/11. Michigan* Univ. 
of. 14pp. 19563:130 24X Fiche: 50-000, 83/07/11# 8307000427. 


DOCKET 50-03 UNIV. OF FLORIDA TRAINING REACTOR 


F. Security, medical# emergency it fire protection plans 


8307070523 Forwards review of emergency plan par requirement* of 
App E to 10CFR50 6 Rev 1 to Reg Guide 2. 6. Plan unac c *p tab 1 e. 

Addl info identified in end must be provided by 030015 
THOMAS, C O. Standard! lation Special Projects Branch. 03/06/23. 
DIAZ.N.J. Florida# Univ. of# Gainesville. 9pp. 19300:346, 24X 

Fiche: 50-083# 03/06/23, 8307070523. 


V, Operator Examinations 


03O7O8O427 Generic Ltr 03-12A to all nonpower reactor licensees re 
issuance of NRC Form 398* "Personal Qualifications 
Statement - Licensee." Bvc list end. 

EISENHUT, D. G. Division of Licensing. 83/07/11. Michigan# Univ. 
Of. 14pp. 19563:130. 24X F 1 c h 0 : 90-000, 83/07/1 1 # 0307000427. 


DOCKET 50-07 WE8TINGM0UBE CRITICAL EXPERIMENT 


V. Operator Examinations 


0307080427 Generic Ltr 03-12A to all nanpower reactor licensees re 
issuance of NRC Form 398# "Personal Qualifications 
Statement - Licensee. " 8vc list end. 

EISENHUT, D, G. Division of Licensing. 03/07/11, Michigan, Univ, 
Of. 14pp. 19963:138. 24X Fiche: 50-000, 03/07/ 1 1 # 8307080427. 


DOCKET 50-09 GENERAL ATOMIC CO. 


F. Security# medical, emergency it fire protection plans 


0307140200 Requests extension for submittal of any new Info re 
radiological contingency plan#per B30610 request. Ex tension 
to allow for receipt it response to addl questions from NMBS 
re fuel cycle portions of plan requested. 

MQWRY, W, R, GA Technologies, Inc. /General Atomic Co. 83/07/06, 
THOMAS# C. Q. Standard i zation & Special Projects Branch. 1 p . 

19525:098. 24X F l e h e: 50-0B9, 03/07/06, 03071 40288. 


0. Adjudicatory correspondence 


0307140450 Response to UCLA 030630 motion to reopen record to take 
official notice of class of NRC license held by GA 
Technolog i es. NRC does not oppose motion# but motion 
unnecessary since record not dosed. 

WOGDHEAD, C. P. Hearing Drench 4. 83/07/12. Atomic Safety and 

Licensing Board Panel. 2pp. 19521:185. 24X Fiche : 50-000, 83/07/12, 

8307140490. 


’"-0307140457 Amend 21 to License R-3Q. 

SKOVHOLT* D. J. NRC - No Detailed Affiliation Given, 72/01/21. 
3pp. 19521:187. 24X Fiche: 50-000# 83/07/12# 8307140450. 


—8307140462 Amend 21 to License R-67. Cer 1 1 f 1 ca te of Svc and. 
SKOVHOLT, D. J. Atomic Energy Commission. 68/09/27. 6pp. 
19521:190. 24X Fiche: 50-000, 83/07/12, 0307140450. 


V. Operator Examinations 


B3070S0427 Generic Ltr 83-12A to all nonpower reactor licensees re 
issuance of NRC Form 390, "Personal Qua 1 if icat ions 
Statement - Licensee " Bvc list and. 

EISENHUT, D. 0. Division of Licensing. 83/07/11. Michigan* Univ. 
of. I4pp 19563:130. 24X Fiche: 50-000# 83/07/1 1 # 8307060427. 


DOCKET 90-97 CORNELL UNIV. ZERO POWER REACTOR 
F. Security, medical* emergency t* fire protection plans 


8307110369 Forwards IE Safeguards Insp Repts 50-097/B3-02 & 

50-157/03-02 on 030602-03 No noncompliance noted. 

MARTIN# T, T. Division of Engineering it Technical Programs. 83/06/22. 

STREETT , W. B. Cornell Univ. 2pp. 19380:261. 24X 

Fiche: 50-097# 03/06/22# 0307110369. 


8307110372 IE Safeguard* Insp Rept* 90-097/03-02 4# 90-157/03-02 on 
030602-03, No noncompliance noted. Major areas inspected: 
physical protection measures for protecting SNM of low 
strategic significance. 

SMITH# G. C. # QODY , A. T. Region 1, Office of Director, 03/06/21. 
3pp. 19300:263. 24X FlC he : 30-097# 03/06/22# 03071 10369. 


Q. Inspection reports, IE Bulletin* & correspondence 


0307 1 10369 Forwards IE Safeguards Insp Repts 50-097/83-02 4c 
50- 1 37/B3-02 on 030602-03, No noncompliance noted. 

MARTIN# T. T. Division of Engineering it Technical Programs. 93/06/22. 

STREETT , W. B. Cornell Univ. 2pp. 19300:261. 24X 

Fiche: 50-097# 83 /06 /22, 03071 1 0369. 


— 8307 1 10372 IE Safeguards Insp Repts 90-097/03-02 it 90-157/03-02 on 
830602-03, No noncompllanee noted. Major areas inspected: 
physical protection measures for protecting SNM of low 
strategic * i g n i f icanc e. 

SMITH, 0. C. , GODY# A. T. Region 1* Office of Director. 83/06/21, 
3pp. 19300:263. 24X Fic h e : 50-097# 03/06/22, 83071 10369, 


V. Operator Examination* 


8307000427 Generic Ltr 83-12A to all nonpower reactor licensees re 
issuance of NRC Form 398# "Personal Qualifications 
Statement - Licensee." Svc list end. 

EISENHUT# D. G. Division of Licensing. 03/07/11. Michigan* Univ. 
of. 14pp. 19963:130. 24X F iche: 90-000# 83/07/ 1 1# 0307080427. 


DOCKET 30-99 BABCOCK it WILCOX TEST REACTOR 


V. Operator Examinations 


8307000427 Generic Ltr 83-12A to all nonpower reactor licensees re 
issuance of NRC Form 398, "Personal Qua 1 if ications 
Statement - Licensee." Svc list end, 

EISENHUT# D. Q. Dtvliion of Licensing. 83/07/11. Michigan* Univ. 
of. 14pp. 19963:130, 24X Fi c he : 50-000* 83/07/1 1 , 8307080427. 


DOCKET 50-103 AEROJET GENERAL NUCLEONICS 
P. Operating license stage document* it correspondence 


8307060329 Qenerlc Ltr 83-27 to all licensee* & applicants for 
operating power reactor* U holders of CP* for power reactor* 
re surveillance interval* £n STB. Svc list end. 

EISENHUT* D. G. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York# Inc. 16pp. 19669:294. 24X 

Fiche: 50-000, 03/07/06* 0307060329, 


DOCKET 50-111 NORTH CAROLINA STATE UNIV. RESEARCH REACTOR 
J. Insurance it Indemnity information 


0307000005 Executed Amend 17 to Indemnity Agreement E-7* ef f ec tive 
830613. Accepted by univ on 030627. 

BALTZMAN* J. Assistant Director for State & Licensee Relations. 
83/06/27. Ip. 19351:246. 24X FI c he : 50-000* 83/06/27* 83070B0005. 
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DOCKET 30-112 UN IV. OF OKLAHOMA RESEARCH REACTOR 


F. Security medical, emergency b fire protection plans 


830729010-4 Extends submittal date to 930901 for add l emergency plan 
InfQ'par 830701 request. 

THOMAS# C. O. Stand ardiiation b Special Projects Branch. 83/07/15. 
JENSEN. C. Oklahoma# Univ. of. 2pp. 19812:353 2 AX 

flchi: 30-112, 03/07/15, 83Q72B0104 


O. Inspection reports# IE Bulletins 6 correspondence 


6307 130103 Act receipt of 830327 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp ftept 30-1 12/83-01. 

MADSEN. 0. L. Region 4# Office Of Director. S3/07/11. EGLE# D M 
Oklahoma, Univ, of. ip. 19531:034. 24 1C F U h s: 90-1 12, 83/07/ 1 1 , 
03071 SO 185. 


— 8307130192 Responds to NRC B30-517 1 tr re violations noted in IE Insp 
Kept 30-112/93-01 . Corrective ac 1 1 ons : chec k of flow rate for 
water purification sys procedure reviewed for relevance t# 
Implementation. 

JENSEN. C. , EGLE, D, h. Oklahoma, Univ. of 83/05/27 HADSEW, G. L. 
Region 4. Office off Director. 12pp. 19531:053. 24X 

Fiche: 50-112, 83/07/11 , 9307 1 SOS 05. 


V. Operator E rami n a 1 1 ons 


8307260374 Advises that univ operating under approved rev to reactor 
operator r equa 1 if icat ion program, per NRC &30223 ltr 

TERRELL. C.M. Oklahoma, Univ. of. 83/06/17. MADSEN, 0. L. Region 4, 
office of Director. Ip. 19733:166. 247 Fich e: 30- 1 12. 83/06/ 1 7# 

0307260374. 


9307000427 Generic Ltr 83-12A to all nonpower reactor licensees re 
Issuance off NRC Form 39B, ‘''Personal Qualifications 
Statement - Licensee." Svc list end. 

EISENHUT . D. O. Division of Licensing. 03/07/11. Michigan# Univ 
Of. 14pp. 19363:139 24X Fi c he: 30-000, 83/07/11, 8307QB0427. 


DOCKET 30-113 UNIV, OF ARIZONA RESEARCH REACTOR 


V. Operator Examinations 


8307080427 Generic Ltr 03-12A to all nonpouer reactor licensees re 
Issuance of NRC Form 398, “Personal Qualifications 
Statement - Licensee . " Svc list encl. 

EISENHUT, D 0. Division of Licensing. 93/07/11 Michigan, Univ. 

off. 14pp. 19363 : 138. 24 X Fiche: 30-00 0# 83/07/ 1 I # 9307080427 . 


DOCKET 50-116 1QUA STATE UNIV. RESEARCH REACTOR 


F. Security# medical# emergency & fire protection plans 


8307270293 Grants 930704 request for extension of time until 030915 to 
respond to questions on emergency plan. 

THOMAS, C O. Standard i net ion U Special Projects Branch 83/07/13 
HENDRICKSON, R. Iowa State Univ. 2pp. 19812:043. 24X 

Fiche: 50 -116,03/07/13, 9307270293 


V. Operator Examination* 


8307000427 Generic Ltr S3-12A to all nonpower reactor licensees re 
issuance of NRC Form 399, “Personal Qualifications 
Statement - Licensee." Svc list encl. 

EISENHUT, D. G. Division of Licensing. 83/07/11 Michigan, Univ. 

of. 14pp. 19563:13© 24X Fi ch e : 50-000, 83/07/ 11 , 8307000427 


DOCKET 30-118 AEROJET GENERAL NUCLEONICS 


V. Operator Examination* 


8307000427 Generic LtT 93-I2A to all nonpotiier reactor licensees re 
Issuance of NRC Form 398. "Personal Qualifications 
Statement - Licensee* Svc list encl. 

EISENHUT, D. G Division of Licensing. 83/07/11 Michigan# Univ. 

off. i4pp. 19563:139. 24X Fiche: 30-000, 83/07/1 1, 8307000427. 


DOCKET 50-123 UNIV. OF MISSOURI RESEARCH REACTOR 


V. Operator Examinations 


8307000427 Generic Ltr 83-12A to all nonpower reactor licensees re 
issuance of NRC Form 398, “Personal Qualifications 
Statement - Licensee.'' Svc list encl. 

EISENHUT, D. G. Division of Licensing. B3/07/11. Michigan, Univ 
of. 1 4 p p 19563:139 24X F i ch e : 50-000, 03/07/11 # 030 70B0427. 


DOCKET 50-124 VIRGINIA PQLVTECH INST. TRAINING REACTOR 


V. Operator Examlna ti ons 


8307090427 Generic Ltr B3-12A to all nonpouer reactor licensees re 
issuance of NRC Form 399, "Personal Qua 1 i f ica t i ons 
Statement - Licensee." Svc list end. 

EISENHUT# D. G. Division of Licensing. 83/07/11. Michigan. Univ. 
of, 14pp. 19563' 138. 24 X Fiche 50-000, 83/07/1 1, 8307080427. 


DOCKET 50- 1 28 TEXAS A£#M UNIV. RESEARCH REACTOR 


P Operating license stage documents 6 correspondence 


9307260500 Advises of scheduled transfer of irradiated TR1GA fuel to 
ANL West TRIGA facility in Idaho Falls, ID during wk of 
B30B22 Description of fuel loading for each shipping package 
submitted. 

FELTZ.D. E. Texas ALM Univ. # College Station, TX. 83/07/20. 

BERNARD, H. Standardization 6 Special Projects Branch 3pp. 
19731:337. 24X Fi c h e : 30- 128, S3/07/20, 8307260500 


8307260223 Describes procedure change for shipment of irradiated TRI-GA 
fuel from facility to ANL/West. ftesponsib i l i ty for fuel 6 
inventory transfer will occur when fuel is in cask Si cask 
is ready for closure. 

FELTZ.D. E Texas AfcM Univ. , College Station# TX. 83/07/22 
BERNARD# H Standardization & Special Projects Branch. 2pp 
19727:357. 24X Fi c h e ; 50- 120, 03/07/22# B307260223. 


V. Operator Examinations 


83070B0427 Generic Ltr B3-12A to all nonpower reactor licensees re 
issuance of NRC Form 398# “Personal Qua 1 i f icat i ons 
Statement - Licensee. " Svc list encl. 

EISENHUT# D.Q Division of Licensing. 83/07/11 Michigan, Univ 

Of. 14pp. 19563: 130 24X Fi C he : 30-000# 03/07/ 1 1 # 0307090427. 


DOCKET 50- i 31 OMAHA VET ADMIN. HOSP. RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8307270252 Responds to B30624 request for extension to respond to 
questions on emergency p 1 an. Ex tens i on until 030010 granted. 

THOMAS, C O Standard i lation 6 Special Projects Drench. 83/07/13. 
TURCOTTE, R. L. Vet. Admin. Hosp. Omaha, NE. Ip. 19811:176. 24X 

Fiche; 50-131,83/07/13, 0307270252. 


V. Operator Examinations 


8307090427 Generic Ltr 93-12A to all nonpower reactor licensees re 
Issuance of NRC Form 398, “Personal Qua 1 i f i catl ons 
Statement - Licensee." Svc list encl. 

EISENHUT. DG Division of Licensing 83/07/11, Michigan# Univ. 
of 14pp. 19563:130. 24X Fi ch e : 50-000, 83/07/ 1 1 , 8307080427. 


DOCKET 50-133 HUMBOLDT DAY POWER PLANT. UNIT 3 


G. Adjudicatory correspondence 


8307120573 Commits to submittal of decommissioning plan. Updated 19B3 
economic analysis reveals returning plant to operation 
would not be cost b enef i c 1 a 1 . Fi na 1 safety goals ft. 
implementation policy will not be available for 2 yrs. 

CRANE# P. A. Pacific Gas & Electric Co. 83/07/07. LAZO, R. M. » 

SCHINK# D. R. , LINENBERGER, C. Atomic Safety and Licensing Board Panel 
2pp 19433:176. 24X Fiche: 50-133, 03/07/07# 8307120573. 
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P Operating license stage documents It correspondence 


8306270397 Generic Ltr 03-26 to all applicants for OLs bt holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list end 
EISENHUT. D. G Division of Licensing 03/07/05. Consolidated 
Edison Co. of New York* Inc. l&pp. 19390:317 24X 

Fie he: 90-000. 03/07/03. 8306270397. 


0307080169 Generic Ltr 83-20 to all licensees of operating reactors 
applicants for QL It holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list end. 
EISENHUT.D G. Division of Licensing. 83/07/08 Consolidated 
Edison Co of New York. Inc. 38pp 19669:269. 24X 

Fiche: 30-000. 83/07/08. 8307080169, 


DOCKET 30-141 STANFORD UNIV. RESEARCH REACTOR 


J, Insurance indemnity information 


8307000679 Amend 11 to Indemnity Agreement £-19. terminati ng agreement 
effective 030621. 

SALTZMAN. J Assistant Director for State It Licensee Relations. 
03/06/21. Ip. 19364 103 24X Fi che: 30-141 . 83/06/21 . 830700067*?. 


8307060273 Requests change in annual indemnity fee for License R -60, per 
Issuance of Amend 11 on 830621 . Amend terminates license. 

DINITZ, I. Assistant Director for State & Licensee Relations. 

03/06/20. PUGLJ8E, A. S Division of Accounting. Ip. 19299:267. 

24X Fiche 30-141. 83/06/28, 0307060273. 


0307190115 Discusses util decision ta decommission f ac i H ty . Rea c tor 
core will be stored in spent fuel pool until DOE repository 
op e r a t i ana 1 . OL to be amended for “possession only" license. 

Aug 1903 meeting requested to discuss decommissioning plans. 
SCHUYLER. J. O. Pacific Gas l< Electric Co. 83/07/13 E I SENNUT. D G 

Division of Licensing. Ip 19635:006. 24X Fiche: 30-133, 03/07/15! 

83071901 1 9. 


G. Inspection reports. IE Bulletins It correspondence 


8306270401 IE Info Notice 63-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness It Engineering 
Response <Post 830103). 83/07/11. Consolidated Edison Co. of New 

York, Inc 154pp. 19563:293. 24X Fiche: 50-000, 83/07/1 1 , 0306270401 


0306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN, E. L Division of Emergency Preparedness It Engineering 
Response (Post 03OtO3>. 83/07/12. Consolidated Edison Co of New 

York, Inc. 141pp. 19563:133, 24X Fi che: 50-000, 83/07/12, 8306270404 


0306270406 IE Info Notice 03-48, "Gaseous Effluent Releases of 
Radioactive 1-123 8. 1-131 in Excess of NRC Limits," Svc list 
enc 1 . 

TAYLOR, J. M. Division of GA. Safeguards & Inspection Programs iPost 
030103 >. B3/07/14. Consolidated Edison Co of New York, Inc 

ll4pp 1971 3 270. 24X Fiche: 50-000, 83/07/14, 0306270406. 


R. Periodic operating reports b related correspondence 


0307220492 Monthly operating ropt for May 1903 W/B3O6O0 ltr. 
DERKS.P. S , WEEKS, E D. Pacific Gas It Electric Co. 83/06/08. 
Office of Resource Management, Director. 5pp 19683:220 24X 

Fiche: 30-133,83/06/08, 0307220492. 


DOCKET 30-142 UCLA TRAINING REACTOR 


0. Adjudicatory correspondence 


0307 110133 Forwards proposed findings of fact It conclusions of law re 
special proceeding on Contention II re univ application for 
wrong class of license. 

CORMIER, W. H. California, Univ. of, Los Angeles. 83/06/23. 
LAURENBON, J. A. Atomic Safety and Licensing Hoard Panel. Ip. 
19373:097, 24X F it h e : 30-142, 83/06/23, 8307 1 10133 


0307110130 Proposed findings of fact It conclusions of law re hearings 
on Contention II re univ application for wrong class of 
license. Certificate of Svc end. 

CORMIER, W. H California, Univ. of, Los Angeles, 63/06/23. 27pp 
19373 098. 24X Fiche: 30-142, 83/06/23, 03071 10133. 


0307010121 Reply to Committee to Bridge the Gap B30623 proposed 
findings of fact It conclusions of law. Certain arguments, 
proposed findings b erroneous transcript refs opposed 
Certificate of Svc end, 

WOODHEAD, C, p. Hearing Branch 4. 03/06/30. 12pp. I916B 330 

Fiche: 30-142, 83/06/30, 0307010121. 


24X 


8307030133 Towards NRC 030621 corrected proposed findings of fact It 
conclusions of law.W/o end. 

WOODHEAD, C. P. Hearing Branch 4. 83/06/30, FRYE, J. H. , LUEBKErE.A. , 

BRIGHT, G O. Atomic Safety and Licensing Board Panel. Ip. 

19199:164. 24X Fi ch e : SO- 1 42, 83/06/30, 83070301 33. 


8307060363 Forwards response It objections to NRC It util proposed 
findings of Pact It conclusions of law 

HIRSCH, D. Committee to Bridge the Gap. B3/06/30, LAURENBON, J. A. 
Atomic Safety and Licensing Doard Panel. Ip. 19234:004. 24X 

Fiche: 30-142, 83/06/30, 8307060363. 


S. Reportable occurrences, LERs b related correspondence 


8307060007 PN0-V-83-026: on 830627, util notified Region V of intention 
to decommission f ac 1 1 1 ty. Dec 1 s ion based on restart costs. 

Licensee expected to apply for "possession only" license. 

Facility shut down since Jul 1976. 

KIRSCH, D. F. , MORRILL, P. J. Region 3, Office of Director. 83/06/27. 
Ip. 19251:014. 24X Fi che: 30-133, 03/06/27, 8307060007, 


DOCKET 30-134 WORCESTER POLYTECH INST. RESEARCH REACTOR 
V. Operator Examinations 


8307000427 Generic Ltr 03-12A to all nonpower reactor licensees re 
issuance of NRC Form 399, "Personal Qualifications 
Statement - Licensee." Svc list end 

EISENHUT, D. Q. Division of Licensing, 83/07/11. Michigan, Univ. 
of. 14pp 19563:130. 24X Fi che: 30-000, 83/07/1 1 , 0307080427, 


DOCKET 30-139 UNIV. OF WASHINGTON RESEARCH REACTOR 
V. Operator Examinations 


—8307060369 Responses ?< objections to proposed findings of fact it 
conclusions of law. Declaration of Svc encl. 

HIRSCH, D. Committee to Bridge the Gap 83/06/30. 32pp. 

19234:003 24X Fiche: 30-142, 83/06/30, 0307060363, 


8307060412 Forwards proposed findings of fact It conclusions of law re 
special proceeding on Contention II 5< motion to reopen 
record to take official notice that GA Techno 1 og 1 es , I nc 
licensed as Class 104c RS<D facility. 

CORMIER, W. H, California, Univ. of, Los Angeles, 03/06/30, 
LAURENSON, J A Atomic Safety and Licensing Board Panel. ip. 
19236:349, 24X Fiche: 30-142, 83/06/30, 0307060412 


8307060417 Motion to reopen special proceedings on Contention 11. to 
take official notice of Commission licensing records re 
GA Technolog lesi Inc license class. 

CORMIER, W. H. California, Univ. of, Los Angeles, 03/06/30. 

Atomic Safety and Licensing Board Panel, 3pp. 19236:330. 24X 

Fiche: 30-142, 83/06/30, 0307060412. 


8307060419 Reply to Committee to Bridge the Gap proposed findings of 
fact & conclusions of law re Contention II. Certi Ficate of 
Svc encl. 

CORMIER, W, H. California, Univ, of, Los Angeles. 83/06/30, i«?pp 
19236:393. 24X Fiche : 30-142, 83/06/30, G3070604 12, 


8307000427 Generic Ltr 83-I2A to all nonpower reactor licensees re 
issuance of NRC Form 398, "Personal Qual i f ications 
Statement - Licensee." Svc list end. 

EISENHUT, D. G. D l v 1 s i on o f L i c en$ l ng . 03/07/11. Michigan, Univ. 

of. 14pp. 19363:138. 24X Fi che: 50-000, 83/07/ 11, 8307000427 


8307060193 Notice of 830719 evidentiary hearing in Lo* Angeles, CA re 
proposed renewal of license. 

FRYE, J. H, Atomic Safety and Licensing Board Panel, B3/07/01. 2pp. 
19249:312, 24X Fiche: 30-142, 83/07/01, 8307060193 


8307060390 Memorandum It order confirming 030630 tele on w/City of Santa 
Monica, UCLA, Commi ttee to Bridge the Gap b NRC re schedule 
for 830719 hearings t, outstanding pending procedural 
matters. 

FRYE, J. H. Atomic Safety and Licensing Board Panel. 83/07/01. 3pp. 
19236:000 24X F t c h e : 30- J 42. 83/07/01 , 9307060390 
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8307130555 R»p 1 *j opposing util 03063-0 motion to reopen Contention II 
proceed injjv floti on unt iffiely* u/q proper foundation b 
unnec c stary . Prof « v r id matter irrelevant- Dec larat lan of Svc 
• nc 1 . 

HIRSCHi D. Committee to Bridge the Gap. 03/07/06 Atomic Safety 

and Licencing Board Panel. Bpp, 19432- 067. 24X 

Flche: 30-142, 03/07/06, ©307120355. 


0307120034 Advises of schedule to appear as NRC witness on 030601-06. 
WOQDHEAD, C. P. Hearing Branch 4. 03/07/11 NEOGY, P. Srookhaven 

National tabor at otv- lp. 19423:131. 24X Fi c he: 30-142, 83/07/1 1 , 

6307120054. 


8307120057 Advises of schedule to appear as NRC witness on B3D801-06. 
W30DHEAD, C, P, Hearing Branch 4. 03/07/11. CGRT,E. Los Alamos 

Scientific Laboratory. lp. 19423: 114. 24X Fich *: 50-1 42* 03/07/ 1 1, 

8307 1 20057. 


930712006! Advises of schedule to appear a* HRC witness o-n S30B01-06. 
WOQDHEAD, C . P. Hearing Branch 4. 83/07/11. HAULEY, S, Battel le 

Memorial Institute, Pacific northwest Laboratory. lp 19423:140. 
24X Flche; 30-142, 03/07/11. B307120061. 


8307140430 Response to UCLA 830630 motion to reopen record to take 
official notice of class of NRC license held by QA 
Techno log ies- NRC does not oppose motion, but motion 
unnecessary since record not closed. 

WOODHEAO, C. P. Hearing Branch 4. 03/07/12. Atomic Safety and 

Licensing Board Panel. 2pp. 19521:185 24X F tche : 30-000, 03/07/12. 

83071404 50. 


--8307140437 Amend 21 to License R-3B, 

9K0VH0LT « D. J. NRC - No Detailed Affiliation Given. 72/01/2! 
3pp. 19521:107. 24X FI c he: 30-000, 83/07/12, 8307140450. 


8307140452 FoTuards Region V 030708 1 tr to GELD re physical inventory 
of strategic 03NM at facility. 

WOODHEAD, C. P. Hearing Branch 4. 03/07/12. FRYE, J, H. , BRIGHT. 0.0., 

LUEBHE, E. A. Atomic Safety and Licensing Board Panel 2pp. 
19521:244. 24X F t C h «: 30-1 42. 63/07/ 12, 0307 1404 52 


— B3O7140433 Forwards insp rept per 030331 request for SNM inventory 
insp. Current Inventory of 4921.13 g U-235 6 32 g Pu 
available from nuclear energy lab. 

MARTIN, J. B. Region 3, Office of Director. 83/07/05. 
CKRIBTENBURY. E. Hearings Division. 3pp. 19521:246 24X 

Flche: 50-142, 03/07/12, 0307140452. 


8307140468 Recommended decision re contention on use of reactor far 
commercial, educational 6 research purpose*. If license 
granted, c ottmerc ial use should not exceed 50JJ of annual 
reactor use. 

LAURENSCM, J. A Atomic Safety and Licensing Board Panel. 03/07/12 
37pp. 19520:283. 24X Ftch* : 50-142. B3/07/12, ©307140468. 


0307290134 Forwards IE Insp Rept* 50-142/03-02 k 70-0223/83-01 re 
recent SNM inventory. 

WOQDHEAD, C. P, Hearing Branch 4 B3/07/2B. FRYE, ■J H. , BRIGHT. G. 0. , 

LUE8KE, E. A. Atomic Safety and Licensing Board Panel. 6pp. 

19022:134. 24X Fi Ch e : 50-142, 03/07/20. 0307290 1 34 


0. Inspection reports. IE Bulletins 6 correspondence 


6307260521 Forwards IE Insp Repts 50-142/03-02 6 70-0223/63-01 on 
830620. Ho noncompliance noted. 

NQRDERHAUQ. L. R. Region 5, Office of Director. 03/07/00 O'NEIL, R. 
California, Unlv. Of. Los Angeles. 2pp. 19734:156 24X 

Flche: 30-142. 83/07/08, 9307260521. 


— 0307260328 IE Insp Repts 50-142/63-02 & 70-0223/03-01 on B3062B 
No noncompliance noted. Major areas inspected: SSNM Inventory. 
NELSON, 0. B. * HORDE RK AUG , L. R. Region 5, Office of Director. 
83/07/00. 3pp. 19734:158 24 X Fi c h •: 50-1 42, 03/07/08, 0307260521 


8307260442 Forwards modified Page 2 to IE Insp flepti 50-142/03-02 & 
70-0223/03-01 suuimar 1 1 ing SNM physical inventory. 

NORDERHAl/G, L. ft. Region, 5, Office of Director. 83/07/20. O'NEIL, R 
California, Unlv. of. Los Angeles. lp. 19731:284 24X 

Flche: 50-142. 83/07/20, 0307260442. 


— 9307260444 Modified Page 2 to IE Insp Repts 50-142/03-02 S* 
70-0223/03-01 on 630 62B. 

e Region 3, Office of Director. 83/07/20. Ip. 19731:285 24X 

Flche: 50-142. 83/07/20, 0307260442. 


6307290134 Forward s IE Insp Repts 50-142/83-02 b. 70-0223/83-01 re 
recent SNM inventory. 

WOODHEAD, C, P. Hearing Branch 4. 83/07/29. F;RYE. U. H, , BRIGHT, GO., 

LUEBKE, E. A. Atomic Safety and Licensing Board Panel. 6pp 
1 9022: 134. 24X Flche: 50- 142, 03/07/28, 0307290 134 


T. Hearing transcripts on non-ant i trust matters 


B306 170403 Testimony of L Wayne, D DuPont, B Norton, M Kaku.M Pulido, 

R Kohn, D Hirsch.5 Plotkin,S AFtergood, as Panel II re 
chemical reac t i oils. Reactor not inherently protected against 
severe core damage from fire 

WAYNE, L. , DUPONT, D, NORTON, B. Committee to Bridge the Gap. 
83/06/14 42pp 18879:176. 24X F i c h e : 50-142, 83/06/ 1 4, 8306 1 70403. 


0307250417 Transcript of 030719 hearing in Los Ang « 1 e s < CA. Pp 991-1*169. 
* Atomic Safety and Licensing Board Panel 83/07/19. I79pp 
19704:051 24X F i c h e ; 50- 1 42. 03/07/ 19, 03072504 1 7 


0307250414 Transcript of 030720 hearing in Los Ang e 1 e s , C A. P p 1,170- 
1. 359. 

* Atomic Safety and Licensing Board Panel. 83/07/20 190pp. 

19702:177 24X Fi ch e SO- 1 42, 83/07/20. 0307250414. 


8307270015 Transcript of 830721 hearing in Los Angel es, CA. Pp 1,360- 
1,577. 

* Atomic Safety and Licensing Board Panel 03/07/21. 220pp. 

19766:183 24X F i che : 50- 1 42, 03/07/2 1 . 03072700 1 5. 


B307270007 Transcript of 030722 hearing in Los An g e 1 e a , CA Pp 
i, 378-1, 616, Supporting documentat ion end. 

* Atomic Safety and Licensing Board Panel 93/07/22. 230pp. 

19746:161 24X F 1 C he : 30- l 42, 83/07/22, 8307270007 


B307270010 Transcript of 030723 hearing in Los Angeles, CA Pp 1,817- 
2, 000. Sup p ort ing documentation enc 1 

* Atomic Safety and Licensing Board Panel 03/07/23. 200pp 

19763:334 24X F i c he ; 30- 1 42, 03/07 /23, 03072700 1 0 


83072S0215 Transcript of 030725 hearing in Los Angeles, CA Pp 2.001- 
2, 113. 

* Atomic Safety and Licensing Board Panel 83/07/25. 12Bpp 
19794:010 24X F I che : 50-1 42, 83/07/23. 830720021 3 


V. Operator Examinations 


0307080427 Generic Ltr 03-12A to all nonpower reactor licensees re 
issuance of NRC Form 398, "Personal Qualifications 
Statement - Licensee." Svc list encl. 

E ISENHUT, D. G. Division of Licensing. 83/07/11. Michigan, Unlv 
of. 1 4pp 19363:130. 24X Fi c h e : 50-000, 83/07/ 11 . 8307000427. 


DOCKET 50-148 UN IV. OF KANSAS RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8307270233 Grants 830701 request for extension of time until 830930 to 
respond to questions on emergency plan. 

THOMAS, CO, Standard iati on 6 Special Projects Branch. 83/07/13. 
ME5LER.R. Kansas, Univ. of- 2pp 19811:199. 24X 

Flche: 30-L48, 83/07/13, 8307270235. 


0, Inspection reports, IE Bulletins & correspondence 


0307120553 Responds to NRC 830325 ltr re violations noted in IE Insp 
Rapt 50-148/83-01 Corrective ac t ions: nuc 1 ear engineer will 
be appointed member of committee on radiation sources by 
030301. 

KRAFT, 0. C. Kansas, Unlv. of B3/04/14 MADSEN, G L. Region 4, 
Office of Director. lp. 19432:127. 24X F i c h e : 30- 148, 03/04/ 1 4, 
0307120553. 


V. Operator Exam i na t i ons 


8307000427 Generic Ltr 83-I2A to all nonpower reactor licensees re 
issuance of NRC Form 390, "Personal Oua 1 i f I c a t i ons 
Statement - Licensee. " Svc list end. 

E ISENHUT, D. G. Division of Licensing. 83/07/11. Michigan, Unlv. 
of. i 4pp , 19563:130 24X F i c h e : 50-000, 03/07/ 1 1 . 8307000427. 


DOCKET 50-150 OHIO STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency b fire protection plans 


8307280432 Forwards IE Safeguards Insp Repts 50-150/03-01,70-0801/03-01 
& 70-0966/83-01 on 830412-13 & notice of v i o 1 a t i on Enc 1 s 
withheld (ref I0CFR2. 790). 

MILLER, J.R. Region 3, Office of Director. 03/05/09. REDMOND, R. F, 
Ohio State Unlv, 2pp. 19797:258. 24X Fiche: 30-1 50, 03/05/09, 

8307200452. 
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G Inspection reports# IE Bulletins & correspondence 


8307200452 Forwards IE Safeguards Insp Repts 50- 1 50/03-01 # 70-0001 /B3-01 
& 70-0766/83-01 on 030412-13 it notice of v i o 1 a t i on. Enc 1 s 
withheld (ref 10CFR2. 790) 

HILLER# J. R Region 3, Office of Director. 03/05/09. REDMOND# R. F. 
Ohio State Univ 2pp 19797:250 24X F i c he ; 50- 1 SO. 03/05/09# 

8307280452 


8307060085 Ac k receipt of 830607 Ur informing NRC of steps taken to 
correct violations noted in IE lnsp Repts 50-130/03-01# 

70-0801/83-01 & 70-0966/83-01 . R e sponse withheld (ref 
10CFR2 790). 

MILLER. J. R Region 3# Office of Director 03/06/30. CRAMBLETT# H G 
Ohio State Univ. Ip. 19237:240. 24X Fj che : 30- ISO, 03/06/30# 

8307060085 


V. Operator Examinations 


83070S0427 Generic Ltr 03-12A to all nonpower reactor licensees re 
issuance of NRC Form 398# "Personal Qualifications 
Statement - Licensee. 41 Svc list end. 

EISENHUT# D. G. Division of Licensing 83/07/11 Michigan# Univ. 

of. I4pp- 19363:130 24X Flche: 50-000# 03/07/11 , 0307000427. 


DOCKET 30-131 UNIV. OF ILLINOIS RESEARCH REACTOR 


V. Operator Examinations 


0307080427 Qeneric Ltr 83-12A to all nonpower reactor licensees re 
Issuance of NRC Form 398. "Personal Qualifications 
Statement - Licensee. " Svc list encl. 

E ISENHUT # D G. Division of Licensing 83/07/11. Michigan. Univ. 
of. |4pp 19563:138. 24X F i c h e ; 50-000, 03/07/ 1 1 # 8307000427, 


DOCKET 50-155 BIG ROCK POINT NUCLEAR PLANT 


F, Security# medical# emergency Z* fire protection plans 


0307130167 Forwards memo supplementing 830322 findings on adequacy of 
remedial actions taken by util resulting from 820914 order. 

Order required applicant to demonstrate that six deficient 
areas in offsite emergency planning it preparedness remedied. 

KRIMM. R.W. Federal Emergency Management Agency, 03/06/17. 

JORDANiE. L, Division of Emergency Preparedness & Engineering 
Response (Post 030103). 2pp. 19330.246. 24X Fiche 30-1 55. 03/06/17, 

0307130167. 


8307100402 Releases public version of revised emergency plan 
implementing procedure. 

FELTON# J. M. Division of Rules and Records. 83/06/24. Document 
Management Branch. Ip. 19641:268. 24X Flche : 30- 1 55, 83/06/24, 

0307180402. 


8307100404 Public version of Rev 26 to Emergency Plan Implementing 
Procedure EPIP 6J, "Communications Tests." W/8304 11 ltr U 
receipt form. 

* Consumers Power Co. 83/04/06. 15pp. 19641:269. 24X 

Fiche: 30-135, 03/06/24# 0307180402. 


6307060102 Ac k receipt of 030613 ltr describing exercise scenario I# 
sequence of events for 030723-26 emergency exercise Scenario 
adequate. Comp 1 ele package requested at least 20 days prior 
to exercise. 

PAPER IELLO# C. J. Region 3, Office of Director. 83/06/29. 

DEWITT# R. D. Consumers Power Co. ip 19251:361 24X 

Ftche; 30-135, 03/06/29# 8307060102. 


0307220106 Forwards complete control 1 or /promp ter packages for emergency 
plan exercise scheduled for 830725 it 26. Exercise will 
involve both state it local ag enc 1 es Enc 1 scenario not 
considered credible sequence of events. W/o end. 

BQRDINE# T C. Consumers Power Gn. 03/07/01. KEPPLER, J. C. Region 3# 
Office of Director. 2pp. 19603.347 24X Fiche: 50-155# 83/07/01# 

8307220106. 


030 72001 OB Forwards FEMA 030617 comments on intervenor comments re 
licensee response to deficiencies identified in A8LB 020914 
emergency preparedness order. FEMA original position that 
licensee comments adequate unchanged. 

GODDARD# R. J. Hearing Branch 3. 83/07/15. BLOCH# P. B < SHON# F. J, , 

PARIS, G-H. Atomic Safety and Licensing Board Panel |8pp. 
19646:030. 24X F i e h e : 50- 1 33# 83/07/ 1 5, 8307200 108. 


0. Adjudicatory correspondence 


0307030130 Order extending time until 030805 for Commission to act to 
review ALAB-723. 

CHILK. 6. J. Office of the Secretary of the Commission. 83/07/01. 
Commissioners Ip. 19199:165 24X Fiche: 50-133, 03/07/01, 

8307030150. 


8307070250 Advises that time for Commission to review Director's 
Decision DD-83-07 e xp i red . Commi ss i on declined review. 

Decision became final agency action on 830630. 

CHILK, S J. Office of the Secretary of the Commission. 03/07/06 
BIER,J Affiliation Unknown ip 19269:312. 24X 

Fiche: 50-135, 03/07/06, 8307070250 


0307070232 Advises that time for Commission to review Director's 
Decision DD-83-07 e xp i red . Commi ss i on declined review. 

Decision became final agency action gn 830630. 

CHILK.S. J Office of the Secretary of the Commission. 83/07/06- 
CHR ISTA-MAR I A Christa-Marla. tp. 19293-361 24X 

Fiche: 30-135, 03/07/06, 8307070252. 


0307000432 Order extending time until 030722 for Commission to act to 
review Director's Decision DD-83-09. 

CHILK, G. J. Office of the Secretary of the Commission. 83/07/06 
Commissioners. Ip. 19346:362 24X F 1 c h e : 50-1 35, 03/07/06, 

0307000432. 


0307120391 Forwards util 830623 memo re sighting of military aircraft 
over plant. Dates of incident b identity of aircraft 
unknown. 

GALLO, J. Isham, Lincoln Beale. GALLO# J. Consumers Power Co 
03/07/08. BLOCH# P. B. , PARIS, O H. , SHQN.F J, Atomic Safety and 
Licensing Board Panel 2pp. 19432:146 24X Fiche 30-155# 03/07/00# 

8307120591 


0307200108 Forwards FEMA 830617 comments on intervenor comments re 
licensee response to deficiencies Identified in ASLB 020914 
emergency preparedness order. FEMA original position that 
licensee comments adequate unchanged. 

GODDARD# R. J Hearing Branch 3. 03/07/15. DLOCH# P. B. # SHDNr F. J. , 

PARIS, Q. H. Atomic Safety and Licensing Board Panel lQpp. 
19646:030. 24X F iche; 50-J 53# 83/07/15, S30720010B. 


0307260344 Application For subpoenas directing HP Hickey U 
JV Lycikowsfci to testify re plant safety from haiards due to 
flyovers from military aircraft 6 small p lanes, Proposed 
subpoenas 6 Certificate of Svc encl 

COPELAND, V, G. Consumers Power Co COPELAND# V. G. Isham# Lincoln fc 
Beale. 03/07/19 Atomic Safety and Licensing Board Panel, 12pp. 
19726:334. 24 X F i ch a : 30-1 35# 83/07/ 19# B307260344 


0307230326 Forwards util analysis of structural .adequacy of overhead 
crane to withstand ground motion resulting from seismic 
event to serve as testimony re O'Neill Contention 1IC. 

CALLO, J. Isham# Lincoln 6 Beale. GALLO# J, Consumers Power Co, 
83/07/21. BLOCH, P.0,, PARIS# 0. H. , SHON# F. J. Atomic Safety and 
Licensing Board Panel. 70pp 19703:043. 24X Fi c he : 30- 1 53# 83/07/21 , 

0307230326, 


p. Operating license stage documents it correspondence 


8307010006 Notification of 030706 meeting w/utll t< engineering 
consultant in Oethesda#MD to discuss thermal analysis of 
spent fuel pool. 

EMCH# R. L. Operating Reactors Branch 3. 03/06/29. CRUTCHFIELD. 0, 

Operating Reactor* Branch 5. 3pp, 19124:330, 24X 

Flche: 50-153, 03/06/29# 0307010006 


8307030007 Forwards FR notice of consideration of issuance of amend to 
License DPR-6 5# proposed no significant haiards 
consideration determination it opportunity for hearing 
neutron source strength procedure. 

CRUTCHFIELD# D Operating Reactors Branch 3. 03/06/29. 

VANDEWALLE# D, J, Consumers Power Co. 3pp. 19192:103 24X 

Fiche: 50-1 39, 83/06/29# 0307030007 


— B307030012 Notice oF consideration of Issuance of amend to License 
DPR-6 proposed no significant haiards consideration 
determination it opportunity for hearing re neutron source 
strength procedure 

CRUTCHFIELD# D. Operating Reactors Branch 3, 83/06/29. 7pp, 

19192:106 24X Fich e : 30-1 35, 83/06/29# 8307030007 


8307060175 Forwardi FR notice of consideration of Issuance of amend to 
License DPR-6 b proposed no significant haiards 
cons ideration determination 8« opportunity for hearing re min 
critical power ratio# In response to 821220 application. 

CRUTCHFIELD# D Operating Reactors Branch 3. 03/06/29. 

VANDEWALLE# D. J, Consumers Power Co, 3pp. 19230-206 24X 

Fiche: 30-153# 83/06/29, 0307060173, 
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— 8307060294 Notice of consideration of issuance of amend to 
OPR --6 t- proposed no- significant haiards consideration 
determination & opportunity for hearing re min critical 
power ratio. 

CRUTCHFIELD, D. Operating Reactors Branch 5 83/06/29 

1983B 289. 24JC F 1 c he : 50-1 35. B3/06 /29. 83070601 73. 


License 


8pp 


9307220174 Forwards page inadvertently omitted from 030715 submitta 
of r»v to response on control of heavy loads (Generic Ltr 
81-07) Page 4 of Attachment 1 to 810701 submittal should be 
replaced w/entl. „ 

BORDiNErT C Consumers Power Co 83/07/10 CRUTCHFIELD, D. 
Operating Reactors Branch 5 2pp 19684:033 24X 

Fiche: 50-1 55, 83/07/10, 8307220174. 


9307050-248 Notification of B3D630 meeting w/NUS Corp in German town. MD 
to discuss thermal analysis of facility spent fuel pool 
EMCK. R- L. Operating Reactors Branch 5. 83/06/30. CRUTCHF IELD. D 

Operating Reactors Branch 5. 3pp. 19198:351 24X 

Fiche: 30-133, 93 / 06 / 30. 8307030240. 


8306270397 Generic Ltr 93-26 to all applicants For OLs V holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impu-r i ty Svc list end. 

E I SENHUT i D. 0. Division of Licensing 93/07/03. Consolidated 

Edison -Co. of Hew York, Inc. 16pp. 19390:317. 24X 

Fiche: 30-000, 83/07/05, 8306270397. 


B 307120485 Forwards FRA evaluations for SEP Topics 111-2* "Wind h 
Tornado Loadings." U 1 1 1 -4. A. "Tornado Missiles, 1 ’ per 
B30601 commitments. Cost/benefi t analysis on proposed mod to 
Install portable pumps performed, 

TONER. K. A. Consumers Power Co. 83/07/05. CRUTCHFIELD, D. Operating 
Reactors Branch 3. 32pp 19424:233. 247 Fiche: 50-155,83/07/05. 

8307 120493. 


0307060329 Generic Ltr 93-27 to all licensees U applicants for 
operating power reactors 6 holders of CPs for power Teacton 
re surveillance intervals in STS. Svc list end 

EISENHUT. D. Q. Division of Licensing. B3/07/06 Consolidated - 

Edison Co. of New York, Inc. 16pp 19669: 254. 24 X 

Fiche: 30-000, 93/07/06. B3070 60329. 


0307110030 Summary of 930706 meeting w/util, MUS Corp fc I sham, Lincoln L 
Beale in Bethesda.MD re th e rma I /% true t ur a 1 analysis of spent 
fuel pool. 

EMCH.R-L. Operating Reactors Branch 5 63/07/07 Operating 

Reactors Branch 5. 4pp. 19374 198. 24X Fiche 50-1 55. B3/Q7/07, 

6307 110030 


B 307080169 Generic Ltr B3-20 to all licensees of operating reactors, 
applicants for OL fc holders of CPs r» required actions based 
oh generic implications of Salem AT14S events. Svc list enc 1 
EISENHUT, D. G. Division of Licensing. 83/07/08 Consolidated 

Edison Co of New York. Inc. 30pp 19669 269 24X 

Fiche: 50-000 , B3/07 /0 8, 9307080 169 


B30718B3O2 Discusses supplemental evaluation in response to NRC 
concerns re Amend III to "Spent Fuel Rack Addition 
Consolidated Application. " 

90RDINE, T. C- Consumers Power Co 83/07/12. CRUTCHFIELD, D 
Operating Reactors Branch 5 3pp 19556: 056 24 X 

Fiche: 50-153, 93/07/12, E3071B03&2. 


— 9307 IB 0307 "Seismic Safety Evaluation of Reactor Bldg Crane, Big Rock 
Paint Plant, Ch«T 1 evo j x , Ml. 11 

BA NO Mi H- * CAMPBELL. R D- , WESLEY, D A. Structural Mechanics 
Associates. SMA 13703 01R0O3 R03 93/07/31 46pp. 19556060 

24 X Fiche: 30-135, 03/07/12. 8307190302. 


— 3307 1 9031 1 "Assessment of Annual Frequency of Occurrence of Reactor 
Bldg Crane Over Spent Fuel Storage Pool 

BEACHUM, 5. □. Consumers Power Co. 93/06/30 16pp 19556:105. 
24X Fiche: 50-135. 83/07/ 12. 8307 1BO302. 


B3Q7270-434 Forwards notice of consideration of issuance of amend to 
License DPR-6 V proposed NSHC determination & opportunity 
fur hearing re 821220 application concerning admi n i s tra t i ve 
controls for second auxiliary operator ** overtime limits. 
CRUTCHFIELD, D Operating Reactors Branch 5 83/07/19. 

VANDEWALLE, D. J. Consumers Power Co. 3pp 19767 189 24X 

Fiche 50-135, 83/07/19, B307270434 


--8307270436 Notice of consideration of issuance of amend to License 
DPF1-6 >, proposed NSHC determination V opportunity for 
hearing re rev of administrative controls section of Tech 
Specs. 

WAMBACH. T V. Operating Reactors Branch 3 83/07/1? 6pp. 

19767 192 24 X F i c h e 50-1 55, 83/07 / 1 9, 8307270434. 


0307250146 Summary of B30719 meeting w/util in Bethesda.MD re pressure/ 
temp limits for reactor vessel. Util will submit proposed 
change supporting matl 

EMCH.R.l Operating Reactors Branch 5 83/07/21. Operating 

Reactors Branch 5. 3p p 19706 101. 24 X F i c h e 30- 1 35, 83/07/21 , 

8307250146. 


03O72SO 1 35 Advises that 780609 request for Tech Spec change re radwaste 
monitor incorporated into review of proposed radiological 
effluent Tech Specs to implement 10CFR30, App I 
CRUTCHFIELD, D Operating Reactors Branch 3 83/07/21 

VANDEk’ALLE. D. J. Consumers Power Co 3pp 19706 105 24X 

fiche 30-153, 03/07/21, B307250153 


B307250326 Forwards util analysis of structural adequacy of overhead 
crane to withstand ground motion resulting from seismic 
event to serve as testimony re O'Neill Contention IIC 
GALLO. J. Isham, Lincoln V Beaie. GALLO, J Consumers Power Co 
83/07/21. BLOCH. F . B , PARIS, OH , SHON, F J Atomic Safety and 
Licensing Board Panel. 70pp 19703: 043 24X Fiche 50-155,83/07/21, 

9307230326. 


9307260499 Notification of B3072B meeting w/util b Nuclear Utils Svc 
in Germantown, MD ta discuss thermal analysis of spent fuel 
pool- 

EMCH.R L. Operating Reactors Branch 3 93/07/22. CRUTCHF IELD, D. 

Operating Reactors Branch 3 3pp. 19731:334 24X 

Fiche: 30-133. 83/07/22. 0307260499 


0307270373 Forwards notice of consideration of issuance of amend to 
License DPR-6 it proposed NSHC determination 6 opportunity 
for hearing re 020720 application concerning admin i s trat i ve 
controls. 

CRUTCHFIELD, D Operating Reactors Branch 5 83/07/2 2 

VANDEWALLE, D J. Consumers Power Co 3pp 19767:299 24X 

Fiche 50-1 55, 83/07/22, 9307270373 


— 8307270370 Notice of consideration of issuance of amend to License 
DPR-6 5 proposed NSHC determination S- opportunity for 
hearing re administrative controls 

WAKBACH. T V Operating Reactors Branch 5 83/07/22, 6pp 

19767:302 24X Fi che : 30-155- 83/07/22. 8307270373 


Q. Inspection reports, IE Bulletins 6 correspondence 


— 0307 1 30315 "Annual Frequency of Dig Rock Point Spent Fuel Pool Damage 
Resulting From Seismic Failure of Overhead Crane. 11 
« Structural Mechanics Associates 83/07/31. 4pp 19536 121. 

24 X Fiche: 30-1 35, 93/07/L2, 8307160302. 


3307 180020 Notification of 830719 meeting u/util in Bethasda,MD to 
discuss reactor vessel p res 9 ure/ temp limits. 

EMCH, R L. Operating Reactors Branch 5. 83/07/15. CRUTCHFIELD, D 

Operating Reactors Branch 5. 4pp. 19560:134. 24X 

Fiche: 30-155, 83/07/15. 63071B0020- 


0307200073 Responds to Generic Ltr Bl-07 d td 810701 re control of heavy 
loads. Original submittal did not distinguish "load" from 
"heavy load. " Page 4 of Attachment l to 810701 submittal 
should be replaced u/encl.W/o enc 1 

SORDINE, T. C. Consumers Power Co. 83/07/13. CRUTCHFIELD, D 
Operating Reactors Branch 5. Ip. 17647: 113 24 X 

Fiche: 30-135.83/07/13, 8307200073. 


0307210032 Updates 820924 response to SEP Topic VI-4, "Containment 
Isolation Sys. " Also corrects inaccuracy in NRC 821209 SER 
All test, vent 4c drain va Ives, except feedwater sample root 
valve, c 1 used b placed undeT administrative controls. 

TONER. K. A. Consumers PoweT Co 63/07/15 CRUTCHFIELD, D Operating 
Reactors Branch 5 4pp. 19668:343. 24X Fi-che 50-155,03/07/13, 

830721 0032. 


6307080446 Forwards IE Insp Rept 50-155/83-09 oh B30309-12 No 
noncompliance noted. 

STREETER, J F. Region 3, Office of Director. 83/06/22 DEWITT, R B 
Consumers Power Co, 2pp 19347: 24B. 24X Fiche: 50- J 55, 03/06/22, 

S3070DD4 46. 


__q 3070 B 0450 IE In«p Rept 50-155/B3-09 on 830509-12 No noncompliance 
noted Major areas i nspec ted : nonl i censed operator training, 
licensed operator requa 1 i f i cat i on training 6 resolution of 
previously identified insp items 

SUTPHIN. R. N. , HDLZMER.M M . HAWKINS, F. C Region 3. Office of 
Directo-r. 83/06/2 2. 6pp. 19347 250. 24X F i c h e 50- 1 55. 03/06/22, 

B307080446- 


6307180125 Forwards IE Insp Rept 50-155/03-1 
noncompliance notBd 

SHAFER. U 0. Region 3, Office of Director 
Consumers Power Co. 2pp. 19336: 236 24X 

B307 100125 


on B3D610. No 

03/06/29 DEWITT, R. B. 
Fiche 50-155,83/06/29, 
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—0307180129 IE Insp Rept 50-155/03-11 on 030305-0610 No none omp 1 i anc e 
noted. Major areas inspected operational s af ety , ma i ht, 
surveillance, new fuel receipt, preparation for refueling & 
independent insp 

WRIGHT, G C , PARKER, ME., BOYD, D C. Region 3, Office of Director. 
83/06/29 4pp 19556’ 230 24X F i ch e 50- ! 35, 83/06/29, 8307 l 00 1 25 


0307110249 Remits Class III fee for eiemp t ion from inservice insp 
requirements of 10CFR50. 551 g ) 

BORDINE, T C Consumers Power Co 03/07/01 MILLER. W O License 
Fee Management Branch 2p p 19374 20 ] 24X Fic he 30- 1 55 , B3/O7/01 , 

B3071 10249 


B306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list end 
JORDAN. E L- Division of Emergency Preparedness h Engineering 
Response (Post 830103). 83/07/li Consolidated Edison Co of New 

York, Inc. 154pp. (9563:293. 24X F i c h e : 30-000, 83/07/ 1 1 , 030627040 1 


0306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid " Svc list one 1 
JORDAN, E L. Division of Emergency Preparedness ft Engineering 
Response (Post 830103) 03/07/12 Consolidated Edison Co of New 

York, Inc 14lpp 19563: 153 24X Fiche 50-000.83/07/12,0306270404. 


9306270406 IE Info Notice 83-40, "Gaseous Effluent Releases of 
Radioactive 1-125 V 1-131 in Excess of NRC Limits. " Svc list 
enc 1 . 


TAYLOR, J M. Divisio 
030103) 83/07/14. 

114pp. 19715:270 


n of QA, Safeguards h Inspection Programs (Post 
Consolidated Edison Co of New York, Inc. 

24X Fiche: 50-000, 83/07/14, 8306270406 


DOCKET 50-156 UNIV OF WISCONSIN RESEARCH REACTOR 
V Operator Examinations 


8307080427 Generic Ltr 83-12A to all nonpouter reactor licensees re 
issuance of NRC Form 390, "Personal Qualifications 
Statement - Licensee " Svc list end. 

EISENHUT.D.G Division of Licensing. 03/07/11. Michigan, Univ. 
of 14pp. 19563 130. 24 X Fiche: 50-0 00> 03/07 /II, 0307000427. 


DOCKET 30-137 CORNELL UNIV. RESEARCH REACTOR 
F. Security, medical, emergency L Fire protection plan* 


8307110369 Forwards IE Safeguards Insp Rcpfcs 30-097/03-02 & 
50-157/83—02 on 030602-03. No nnncofitp 1 lance noted. 

I 1 T ’ DiWsion Engineering L Technical Programs. 03/06/22. 
8TREETT, W. Q. Cornell Univ 2pp 19360:261 24X 

Fiche: 30-097, 03/06/22, 8307 1 | 0369. 


0307110372 IE Safeguards Insp Repts 30-097/83-02 30-137/Q3-02 on 

B30602-03. No none ompl iance noted. Major areas Inspected: 
physical protection measure* for protecting SNM of low 
strategic significance. 

SMITH, G. C. Region 1, Office of Director 83/06/21. 3pp 
19300:263. 24X F iche: 30-097, 03/06/22. 93Q7 1 10369. 


Q Inspection reports. IE Bulletins t* correspondence 


R. Periodic operating reports L related correspondence 


0307220219 Monthly operating rept for May 1983 W/030606 ltr. 
AMSTUTZ,S , HOFFMAN, D. P Consumers Power Co 03/06/03. 
Director's Office, Office of Inspection and Enforcement. 
19673: 332 24X F i c h e : 50- 1 55, 03/06/03, 83072202 1 9 


5pp 


S Reportable occurrences, LERs «, related correspondence 


8307050076 LER 03-OO2/O3L-O- on 030523, duv i ng routine calibr of low 
level trip sensor LT 3101, for reactor depreasur i za t i on sys. 
trip found to operate below Tech Spec setpoint Cause not 
* ed. Transmitter ad jus ted. W/030622 ltr 


determ 
BORDINE, T C 


Consumers Power 


t Co 03/06/22 KEPPLER, J. G. Regions, 

0307030076 2pp 19193137 24X Fiche : 50-1 33, 83/06/22, 


8307050105 LER 83-003/03L-0: on 830323, dur i ng routine calibr of reactor 
low level trip sensor Lt 3180, sensor did not operate Caused 
ferentifl l pressure cell in Westlnghuus* 

Model 39DP4D99-7054 un 1 t . W/S30622 ltr 

BORDINE. TC. Consumers Power Co 83/06/22. KEPPLER, J. G. Region: 
03O7O5OIO3 r IPP 19199. 341 24X Flch,; 30-1 95, 83/06/32. 


8307110369 Forwards IE Safeguards Insp 
50-137/03-02 on 830602-03, No noncomp 
MARTIN, T. T. Division of Engineering 
9TREETT,W. B Cornell Univ 2pp. 
Fiche: 30-097, 83/06/22, 8307 1 10369. 


Repts 30-097 / 03-02 L 
1 lance noted 
h Technical Programs. 
19380 261. 24 X 


83/06/22. 


8307110372 IE Safeguard* Insp Rept* 30-097/03-02 L 
030602-03. No noncompliance noted Major areas ins 
physical protection measures for protecting SNM 
strategic significance 

SMITH, G. C, i OODY > A. T Region 1, Office of Direc 
3pp 19380:263 24K Fi c ho : 30-097, 83/06/22, 0307 


30-157/93-02 on 

P acted 

of low 

tor 03/06/21. 
110369. 


V Operator Examinations 


8307000427 Generic Ltr 83-12A to all nonpower reat 
Issuance of NRC Form 398, "Personal Qua 1 i f 1 c at 1 o 
Statement - Licensee," Svc list one 1 . 
EISENHUT.D.G, Division of Licensing, 83/07/11. 
of. 14pp 19363:130, 24X F i c h a : 30-000, 03/07/ l 


tor licensees 
n* 


Mich l garw 
l , 83070D0427. 


re 


Un i v. 


DOCKET 50-160 GEORGIA IN9T OF TECH. RESEARCH REACTOR 
V. Operator Examinations 


9307060443 LER 
4092 t 93 in 
in excess of 
tolerance pal 
BORDINE, T. C. 
Office of Dir 
8307000443. 


83-004/03L-0: on 830604, c on ta i nmon t isolation valves CV 
cleanup sys resin sluice line exhibited leakage 
Tech Spec. Caused by minor seat ac ra t c hes. C 1 os e 
yfill seat matj i n s ta 1 1 ed . W/830629 ltr 
Consumers Power Co 83/06/29. KEPPLER, J. G. Region 3, 
ector, 2pp. 19346:337. 24X Fiche. 30- 153, 83/06/29, 


03O7OBO427 Generic Ltr 83-I2A to all nonpowor react 
issuance of NRC Form 390, "Personal Guo 1 i f tea t ion 
Statement - Licensee " Svc list end. 

E18ENHUT/D G. Division of Licensing. 03/07/11, 
of. 14pp. 19563:130. 24X Fiche: 30-000, 03/07/1 1 


or licensees 


Michigan, 
, 8307000427. 


r e 


Univ. 


T Hearing transcripts an non-ant l true t matters 


B307250407 Transcript 
Pp 2. 606-2, 719. 

* Atomic Safety and 
19704:013 24X Fich 


of 830721 telephone conference in 

Licensing Board Panel 03/07/21 
e: 50-155. 83/07/21 , 8307230407 


Washing ton, DC 
3pp. 


V. Operator Examinations 


B3O7O0O446 Forwards IE Insp Rept 30-155/03-09 
noncompl lane e noted. 

STREETER, J. F Region 3, Office of Director 
Consumers Power Co. 2pp. 19347 240 24X F 

0307000446. 


on 830309-12. No 

83/06/22 DEWITT, R B 
iche 50-133, 03/06/22, 


nl?!? 2 P P 50-135/03-09 on 030509-12. No nonconp llano 

noted Major areas Inspected nonlicensed operator training, 
licensed operator r equa 1 i f i cat ion training V resolution of 


previously identified Insp items. 
SUTPHIN. R. N. , HOLZMER, M M . HAWKINS, F C 
Director. 83/06/22. 6pp. 19347 250 
8307080446 


Region 3, Office of 
24X Fiche: 50-155, 83/06/22, 


DOCKET 30-163 GENERAL ATOMIC CO. 

* ' emergency L Pi re protection plain* 


radiological contingency plan, per 030610 request Extension 

™ fiil U, cI"le r inm?* * TT” 10 19*«tlons from NHBfl 

re tuei cycle portions of d Ian rn^nm 


----- w response- co addl q 

DSimliM ‘ ycle P ortlon » of pi*n requested 

MOWRYaW R GA Technologies, Inc. /General Atomic Co. 03/07/06 
Standard! xatton 6 Spocial Project* Branch. |p. 

24X Fiche: 50-089,83/07/06,8307140280. 


THOMAS, C. 0. 
19323: 098. 


Adjudicatory corr eapondenc * 


83 omcJf? naJirT e a t0 i UCLA ? 306a0 "° tlon *« record to take 

af Clas * of NRC held fty GA 

unn»r»^2 leS ? RC d ° 05 nDt oppo,je motion, tut motion 
unnecessary since record not closed, 

WOODKEAD, C^F. Hearing Branch A 83/07/12 Atomic flafetu 

Licensing Board Panel So a ionqi. <□«-. atomic tiafety and 

0307140430. PP 1,321105 24X F i c he : 30-000, 83/07 / 1 2* 
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V. Op-arat'or Exam i nat i on* 


03O7OBO427 Generic Ltr 83-12A to a 1 l nonpower reattor licensee* Te 
issuance of NRC Form 398* "Personal Qualif icationi 
Statement - Licensee. ■* Svc list end. 

EISENHUT. D. C. Diviiion of Licensing. 93707/11, Michigan# Un*v. 
of 1 4 pp 19363M3B 24X Fiche 50-000. 83/07/ l l, 0307000427 


DOCKET 30-184 NATIONAL BUREAU OF STANDARDS REACTOR 
V. Operator Eliminations 


B3 07080427 Generic Ltr 83-12A to ail nonpouer reactor 
issuance of NRC Form 399. "Personal Qualifications 
Statement - License*. " Svc list encl. 

EISENHUT# D. G. Division of Licensing. 03/07/11. 


Michigan. Univ. 


of. I4pp 19563:130 24X Fiche: 30-000# 03/07/ 11# 0307080427. 


DOCKET 30-166 UNIV. OF MARYLAND RESEARCH REACTOR 


F. Security# medical, emergency U fire protection plans 


030721 0345 Responds to 830620 request foT extension of time to respond 
to questions re emergency plan. Extension until 030930 
granted. 

THOMAS. C.0. Standard i latlcn 6 Special Projects Branch. 93/07/13 
TOLL.J S Maryland# Univ. of. ip 19672 324 24X 

Fiche 50-666.83/07/13. 0307210343 


DOCKET 30-196 UNJV. OF MISSOURI RESEARCH REACTOR 


H. General correspondence 


0307200 1 07 Advises that all correspondence to NRC re License R-103 
should be addressed to author. 

THOMAS. CO. Standard i ration b Special Project* Branch. 

BRUOGERpR.M. Missouri# Univ. of# Columbia. 2pp. 19012.350. 24X 

FtChe 30-106. 33/07/13# B307280I07. 


<3. Inspection reports. IE Bulletins 6 correspondence 


V. Operator Eliminations 


03Q7I 10397 Forwards IE Insp Rept 50-166/83-01 on 
noncompliance noted. 

5TAR0STECKI. R. Division of Project 4: Resident 
KERR.F. Maryland. Univ. of. 2pp 19300:312. 
Fithe. 50-166. 03/06/23.8307110397. 


830525-27. No 

Programs. 03/06/23 
24X 


B307080427 Generic Ltr 83-12A to all nonpower reactor licensees 
issuance of NRC Form 393. "Personal Qualifications 
Statement - Licensee. u Svc list encl. 

EISENHUT. D Q, Division of Licensing B3/07/U. Michigan# 
of. 14pp. 19563:130. 24X F ic h e : 50-000# 83/07/ 11 . G3070B0427. 


r# 


Univ. 


— 0307 l 1040 S IE Insp Rept 50-166/B3-O l on 030325-27 No none omp 1 i anc e 
noted Major areas inspected fact l i ty op erat ions ■ separation 
of potentially contaminated water from water supply# logs b 
records 6 reviews 6 audits. 

KINNEY# W W. * EL0ASSER. T. C. Region 1. Office of Director 
03/06/21. 9pp. 19300 314. 24X Fi c h a : 30- 1 66# 83/06/23# 8307 L 10397. 


V. Operator Examinations 


0307080427 Generic Ltr 83-12A to all nonpowar reactor licensees re 
issuance of NRC Form 390# "Personal Qualifications 
Statement - License*. " Svc list encl 

EISENHUT, D. 0. Division of Licensing. 83/07/11 Michigan# Univ 

Of. 14pp. 19563 130 24X F i ch e : 50-000* 93/07/ l 1 . B307Q80427. 


DOCKET 50-IB7 SPACE RADIATION RESEARCH REACTOR 
V. Operator Examinations 


0307080427 Generic Ltr 93-12A to all nonpower reactor licensees re 
issuance of NRC Form 390# "Personal Qualifications 
Statement - Licensee." Svc list encl 

EISENHUT# D Q. Division of Licensing 83/07/11 Michigan, Univ. 

of I4pp 19563 130. 24 X F i c he : 30-000# 03/07/ 1 1 #0307080427. 


DDCKET 30-192 UNIV CF TEXAS RESEARCH REACTOR 

E. NRC Safety Evaluation Report ISERJ# suppls 4. correspondence 


DOCKET 30-170 NATIONAL NAVAL MEDICAL CENTER 
F. Security, medical# emergency !# fir* protection plans 


8307030263 Discusses evaluation of emergency plan against 
of App E to 10CFR5Q. Plan a ccep tab 1 « . Farwar d a Suppl I to 
CNUREG-0882). W/d end. 

THOMAS# C 0, Standard i ia t i on 6 Special Projects Branch 
ADCOCK# B. Defense# Dept. of, Defense Nuclear Agency 
19261 021. 24X F i C h *: 50-1 70# 83 /06/ 1 4, 0307050263 


r e q.uir e ffient s 
SER 

83/06/14. 

2PP- 


G. Ad judicatory correspondence 


8307110313 SAFETY EVALUATION REPORT RELATED TO THE RENEWAL OF THE 
OPERATING LICENSE FOR THE RESEARCH REACTOR AT THE UNIVERSITY 
OF TEXAS. Docket No 50- 1 92, (Un i vers i ty of Texas, et al.l 
* Division of Licensing. NUREG-0903 03/06/30. 100pp. Avaiietbl* 

at NRC *4 75. 19305:239 24 X Fiche; 50-192, 83/06/30, B307 1 10313. 


F Security# medical, emergency 6 fire protection plans 


0307050092 Forwards revised physical security plan Rev withheld. 
DAUER.T L Texas, Univ. of, Austin, TX. 03/06/30. THOMAS# C 0 
Standard 1 ration b Special Project* Branch. Ip. 19199:320. 24X 

F U h e : 50- i 93, 83/ 06 /30, 0307050002. 


B3Q707020H Requests answer to 030616 ltr re issues of concern to 
Montgomery County 6 extends invitation to attend county 
council transportation L environ committee 830712 meeting. 

MCKENZIE. 5. Montgomery County# MD 03/D7/O1 Maryland, State of. 

Ip. 19293:362 24X Fi che: 50-170. 03/07 /Ot # 8307070209 


9307070215 Forward* State of MD House of Delegates representative . ML 
Koss# 830622 ltr endorsing Montgomery County Council position 
on rslice-nslng Bethesda nuclear reactor. 

SCULL. D L Montgomery County# MD. 83/07/01. PALLADINO. H. J. 
Commissioners. GR IFF I TH. G. A. Defense. Dept, of- Defense Nuclear 
Agency 2pp. 19293 359 24 K Fich e : 30- 1 70. 83/07/0 1 , 83070702 15. 


V. Operator Examination* 


0307000427 Generic Ltr 93-I2A to all nonpower reactor Licensees re 
issuance of NRC Form 390. "Personal Qua lificatlons 
Statement - Licensee." Svc list encl. 

EISENHUT# D. G. Division of Licensing 83/07/11. Michigan, Univ. 
of. 14pp. 19563:133. 24X Fiche : 50-000# 83/07/11. 03O7OBO427. 


V. Operator Examinations 


B3O708O427 Generic Ltr 03-I2A to all nonpower reactor license** re 
issuance of NRC Form 390, "Personal Qualification* 

Statement - Licensee. " Svc list encl. 

EISENHUT, D O. Division of Licensing 83/07/11. Michigan# Univ. 
of 14pp. 19563: 13B, 24X Fiche: 50-000# 83/07/1 1 , 03O7OBO427. 


DOCKET 30-193 RHODE ISLAND 6 PROVIDENCE PLANTATIONS AEC 


V. Operator Examination* 


9307080427 Generic Ltr 83-12A to all nonpower reactor licentet* r* 
Issuance of NRC Form 398, "Perional Qua 1 i f lea t i ons 
Statement - Licensee. " Svc list encl. 

EISENHUT, D. G. Division of Licensing 03/07/11. Michigan# Univ, 
of. t4pp 19563:138 24X Fiche; 50-000, 03/07/1 1, B3070B0427. 


DOCKET 30-102 PURDUE UNtV. RESEARCH REACTOR 
V. Operator Examination* 


DOCKET 50-199 MANHATTAN COLLEGE RESEARCH REACTOR 
Q. Inspection reports# IE Bulletins 6 correspondence 


03 0708 0427 Generic Ltr 03-12A to ail manpower reactor licensees re 
issuance of NRC Fot* 398# "Personal Oua I i f xcatxons 
Statement - Licensee u Svc list encl 

EISENHUT. D.G. Division of Licensing 03/07/11 Michigan, Univ. 

of- 14pp. 19563:130. 24X Fiche : 50-000, 03/07/1 I. 0307000427. 


B30728018B Forwards IE lnsp Rept 50-199/03-01 on 830606-OB 
of viola tlon. 

STAROSTECKI. R. Division of Project b Resident Program*. 
KANE, D Manhattan College. 2pp 19791:231. 24X 

Fiche: 50-199. 83/07/11, 83O72BO100 


b notice 
83/07/11. 
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- -8307200 1 94 Notice of violation from insp on 930606-00 

* Region i, Office of Director 83/07/11. Ip 19791:233 24X 

F i che 50-199, 83/07/11. 0307200100 


--03O72SO2OO IE Insp Rept 50-199/S3-01 on 030606-00. None omp 1 i anc e 
noted failure to implement operator requalification 
program 

KINNEY, W. W. , ELSASSER, T. C. Region 1. Office of Director 
03/06/27. 7pp 19791:234 24X Fi c he ; 50-1 99, 83/07/1 1 , 03O72GO10B. 


V Operator Examinations 


830708042? Generic Ltr B3-12A to all nonpower reactor licensees re 
issuance of NRC Form 390, "Personal Qualifications 
Statement - Licensee." Svc list end. 

EISENHUT, D. G. Division of Licensing. 03/07/11. Michigan. Univ 
of. 14pp. 19563:130. 24X Fi che 50-000, 03/07/ 1 1 . 8307000427 


DOCKET 30-201 WEST VALLEY REPROCESSING PLANT 


F. Security, medical, emergency b fire protection plans 


8307060075 Forwards revised Pages 7.8 b 31 from 030607 1 tr clarifying 
location of proposed App R mods at 231-ft elevation of 
reactor coolant pump bays 0 h C. Mods will bo performed at 
231-ft elevation. 

Z IMMGRMAN, 8. R. Carolina Power l< Light Co 83/06/29. VARGA, S, A. 
Operating Reactors Branch 1. 4pp. 19291:330 24X 

Ficho: 30-201, 03/06/29, 0307060073. 


P Operating license stage documents 6 correspondence 


0307200495 Forwards "Analysis of Terminal Waste Form Selection for 
West Valley Demonstration Project." 

COFFMAN, FE Energy. Dept, of 83/06/14 NRC - No Detailed 
Affiliation Given lp. 19672:001. 24X Fiche ; 90-201 , 83/06/14, 
0307200493. 


8307110632 Trip rept of 830613-14 visit to West Valley site to tour 
burial ground area & discuss site hydrology issues w/USGS b 
030619 visit to NY State Geological Survey in Albany, NY re 
geology of West Valley area. 

HURT.R.D Advanced Fuel & Spent Fuel Licensing Branch. 83/06/30, 
ROUSE. L. C. Advanced Fuel & Spent Fuel Licensing Branch. 2pp. 
19391 354. 24 X F i c h e : 30-20 1 , 03/06/20, 8307 1 1 0632, 


0307140313 Notification 03-48 of 03O7U mg t meeting uj/DOE in King of 
Prussia. PA to discuss statue of West Valloy Demonstration 
Project b DOE/NRC inter fac es. Proposed agenda end. 

RGTH.J. Region 1. Office of Director. 03/06/30. Region li Office 
of Director. 2pp 19327:343. 24X Fiche : 50-201 , 83/06/30. 8307140313. 


8307200190 Notification of Significant Meeting 83-4B Rev 1 on 830711 
w/DOE at Region I ofc to discuss status of West Valley 
Demonstration Project 4< DOE/NRC interfaces Proposed meeting 
agenda encl. 

ROTH.J. Region 1. Office of Director. 83/07/08 Region 1. Office 

Of Director. 3pp. 19670:304. 24X F i che: 90-201, B3/O7/O0, 8307200190 


0307250036 Notification of contract execution, Mad 8 to "Geologic 
Study of Low Level Raduaste Burial Site at West Valley.NY. 11 
Contractor: Sta te Univ of NY. 

8ILVIS.R.M. Technical Assistance Contracts Branch. FIN B-6008. 
83/07/14. BATSON, W. Office of Nuclear Regulatory Research. 
Diractor. HELD, E. NRC - No Detailed Affiliation Given Ip. 

19 723:307. 34X Fi c h e : 90-20 1 , B3/07/ 1 4 , 8307290026 


—0307230030 Requests ack of Mod 8, deob 1 i ga 1 1 ng funds, to "Geologic Study 
of Low Level Radwaste Burial Site at West Valley, NY. " 

Signed by univ on 8304B9. 

GUSTAVE. R. P, Technical Assistance Contracts Branch, FIN B-6008, 
83/04/13, THOMPSON. J, New York, State Univ, of. (Albany). Ip, 
19723:308. 24X F i ch e : 30-20 1 , 03/07/ 1 4, 8307290026, 


DOCKET 90-206 BAN DNOFRE NUCLEAR STATION, UNIT 1 
F. Security, medical, emergency V fire protection plans 


BJ07130215 Ack receipt of 830619 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-206/03-10, 
30-361/83-19 b 90-362/03-17. 

BISHOP, T. W. Region 5. Office of Director, 03/07/11. PAPAY.L. T. 
Southern California Edison Co Ip. 19930:269. 24X 

Fiche 30-306. 83/07/ U . 8307 1 903 1 5. 


— 8307150222 Responds to NRC 830516 Itr re violations noted in IE Insp 
Repts 50-206/03-10,30-361/03-19 6 30-362/03- E 7. Correc t i ve 
ac tions: f i xed emergency lighting ays tested & instructions 
revised. Six addl lights will be installed. 

PAPAY.L T Southern California Edison Co. 03/06/13. MARTIN. J. B. 
Region 5. Office of Director 4pp. 19530:270. 24X 

Fiche: 50-306. 83/07/11 , 8307190215 


8307260033 Forwards IE Safeguards Insp Rept 30-206/03-14 on 
No noncomp 1 lane e noted Rept withheld (ref 10CFR2. 790). 
NORDERHAUG, L, R, Region 9, Office of Director. 83/07/14. 

Southern California Edison Co. 2pp. 19727:263. 34X 

Fiche: 30-206. 03/07/14. 9307260053. 


830606-10. 
PAPAY. L. T. 


8307270029 Forwards Rev 10 to physical security plan. Rev withheld 
(ref 10CFR73. 21). 

BASKIN, K. P. Southern California Edison Co. 03/07/21. Division of 
Licensing lp. 19749:359. 24X Ficfi e : 30-206, 03/07/21 , Q307270029, 


0307260135 Discusses review of emergency operations facility (EOF) 
ventilation sys d e s l gn , Po t en 1 1 a 1 problem w/alr leakage from 
EOF equipment will be corrected. 

BASKIN, K. P, Southern California Edison Co 03/07/22, E1SENHUT, D. 0. 

Division of Licensing. ip. 19727:209 24X Fiche: 50-206, 03/07/22, 

0307260133, 


P Operating license stage documents L correspondence 


B306060070 Generic Ltr 03-22 to all operating reactor licensees, 
applicants for OLs b holders of CPs for Westinghouse PWRs 
re safety evaluation of "Emergency Response Guidelines." 

Svc list encl. 

EISENHUT.D. O Division of Licensing. 83/06/03. Yankee Atomic 
Electric Co IQpp. 19963:116 24X Fiche : 50-000, 03/06/03, 

0306060070. 


0306270397 Generic Ltr 03-26 to all applicants for QLs b holders of 
CPs for power reactors re c lar i f ication of surveillance 
requirements for diesel fuel impurity. Svc list encl. 

EISENHUT.D 0. Division of Licensing 83/07/05. Consolidated 
Edison Co of New York, Inc. 16pp. 19390:317. 24X 

Ficho: 30-000, 83/07/03, 8306270397 


8307060329 Generic Ltr 03-27 to all licensees b applicants for 
operating power reactors S< holders of CPs for power reactors 
re surveillance intervals In STS. Svc list encl. 

E1SENHUT, D, G. Division of Licensing S3/07/06, Consolidated 
Edison Co of New York, Inc. 16pp. 19669:294. 24X 

Fiche: 30-000, 03/07/06, B307Q60329. 


8307130240 Discusses evaluation of lift rigs for reactor coolant pump 
motors 6 equipment hatches per NUREG-0612. Eva luat ion 
comp 1 e te. Rigs will be constructed by Westinghouse. 

BASKIN, K. P. Southern California Edison Co. 83/07/06. 

CRUTCHFIELD, D, Operating Reactors Branch 9. Ip, 19474:361, 24X 

Fiche: 90-206, 83/07/06, B30713024B 


8307110232 Forwards response to request for addl info re NUREQ-0737, 
Items II. F. 1.4, II. F, i 3 4» II, F, 1.6, re containment pressure, 
water level b hydrogen monitors to complete 
post-implementation review. 

BASKIN, K. P. Southern California Edison Co. 03/07/07. 

CRUTCHFIELD, D, Operating Reactors Branch 9. I3pp, 19300:018. 24X 

Fiche; 90-206, 03/07/07, B307 110232. 


8307080169 Generic Ltr 03-2B to all licensees of operating reactors, 
applicants for QL b holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list end. 
EISENHUT, D, G, Division af Licensing. 03/07/08. Consolidated 
Edison Co, of New York. Inc. 30pp 19669:269. 24X 

Fiche: 30-000, 83/07/00, B 307080169 


8307250490 Submits info obtained to date b expected completion dates of 
work re adequacy of PORV block valves per TMJ Item II, D. 1. 
Verification of Anchor/Dar ling assumptions will be submitted 
by 031001 

BASKIN, K. P. Southern California Edison Co. 83/07/13. 

CRUTCHFIELD, D, Operating Reactors Branch 3. 4pp 19702:064. 24X 

Fiche; 90-206, 03/07/1 3, 8307290450. 


8307230379 Forwards application for Amend 112 to License DPR-13 
consisting of Proposed Change 120 to Tech Specs. Change to 
boron concentration will result In positive roactlvity 
changes when containment integrity not intact, 

FOGARTY, D. J. Southern California Edison Co, 83/07/20. DENTON', H, R. 
Office of Nuclear Reactor Regulation, Director. Ip. 19701:334, 24X 

Fiche: 90-206, 83/07/20, 9307230379. 
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-9307250393 Application For Amend 112 to License DPR-13* cons isting of 
Prop o 4 ed Change 120 to Tech Specs re boron concentration. 

Amend will result in positive reactivity changes when 
containment integrity not intactmertificete o Svr 
FOGARTY. D. J, Southern California Edison Co. 03/07/19 PP 
19701: 339. 24* Fi che : 50-206, 83/07/20. 8307250379 


8307260443 Requests calculations of seismic adequacy of as loaded spent 
fuel storage rac k s, r ef er enc e d in 830630 prompt rapt re bent 
upper lateral braces in spent fuel pool Response requested 

within 30 days. 0 ^/ 07/22 D! ETCH* R 

CRUTCHFIELD, D. Operating Reactors Branch *■ , 

Southern California Edison Co. 2pp. 19734:117 *4X 

FI the: 50-206*83/07/22*8307260443. 


fl. Inspection reports. IE Bulletins t« correspondence 

9307120008 Forwards response to IE Bulletin B2-04 re defict ancles in 
primary containment electrical penetration assemblies mfg 
bu Bunker Rama. Insp conducted on 330215 verified each 
conductor continued into epory w/no evidence of JP 1 *'”- . 

HAYNES. J.Q. Southern California Edison Co. 83/03/03. MARTIN* J. D. 
Region 5* Office of Director. 5pp. 19423:171. c.4X 
FiChe : 50-206* 03/03/03* 9307120009. 


&306270401 IE Info Notice 03-46. “Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem.” Sve list enci. . 

JORDAN* E. L. Division of Emergency Preparedness^ Snginfe r ;^ 
Response (Post 830103). 03/07/11. 

York* Inc. 154pp. 19563:293- 


_ Consolidated Edison Co. of New 

24X Fiche: 50-000. 03 / 07 /i 1 * 830627040 1 


0307 1 30215 Ack rec.ipt of B304.13 ltr iof NRC of ktep, toker, to 
correct violations noted in IE Insp Repts 50-206/83-10, 

50-361/83-19 6 50-362/83-17. , , , DAD . VI T 

BISHOP, T. W. Region 5, Office of Director^ 03/07/11. PAPAY, L. T. 
Southern California Edison Co. Ip 19530:269, 24X 

Fiche: 30-206, 93/07/ 1 1 , 83071 302 15. 

—9307130222 Responds to NR.C 830316 ltr re violations noted in IE Insp 
Rut* 50-306/93-10*30-361/83-19 6 50-3 63/83-17. C orrec 1 1 v 
ac t ions: f i i«d emergency lighting sys tested t* tnstructio s 
revised. Si x addl lights will be installed. M . BTIW j n 

PAPAY* L. T. Southern California Edison Co. 83/06/15. MARTIN* J D 
Region 5* Office of Director- 4pp. 19330:270 247 

Ft Che: 50-206. 03/07/t 1* 9307130215. 

B306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid.” Svc list end 
JORDAN* E L. Division of Emergency Preparedness 6 Engineering 
D (Post 830103) 83/07/12. Consolidated Edison Co. of New 

YoJk? Inc. 141pp. 19563:133. 24X F i che : 50-000, 03/07/12* B306270404. 

9306270406 IE Info Notice B3-48* -Gaseous Effluent Releases of 
Radioactive 1-123 h 1-131 in Excess of NRC Limit*. Svc list 

TAYLOR, J. M. Division of GA* Safeguards 6 Inspection Pro 9r*m* < Po 4 fc 
030103). 93/07/14. Consolidated Edison Co New York* Inc. 

114pp. 17715:270. 24X F t ch e : 50-000* 03 /07/ 1 4, 9306270406. 

0307260053 Forwards IE Safeguards Insp Rept on B3t>i06 i0 

NO noncompliance noted Rept withheld <ref ^ oc . „ . PAPAY L T 

NORDERHAUGj L. R. Region 5, Office of director 83/07/14. PAPAY* L. T. 

Southern California Edison Co 2pp 19727:^63. e.ox 
Fiche: 30-206, 93/07/14*8307260053. 

r. Periodic operating Teports U related correspondence 


9307220306 Monthly operating rept for May 1983_W/03O613 lt !*_ 

FRANCIS* J. M. . RAY, H. B Southern Cdlif °™ila 93/06/ 13 

Management Information Branch. 6 pp 
Fiche: 50-206. 03/06/15* 9307220506 


19605:266. 24X 


DOCKET 50-20B COLUMBIA UNIV, RESEARCH REACTOR 
V Operator Examinations 


0307080427 Generic Ltr 83-12A to all nonpower reactor licensees re 
issuance of NRC Form 390, "Personal Qualifications 
Statement - Licensee. “ Svc list end. 

E ISENHJT* D. G. Division of Licensing 
of. 1 4pp. 19 563: 139. 


ur *.. a 03/07/11. Michigan, 

24X Fiche: 50-000* 03/07/ 1 1 . 8307000427. 


DOCKET 50-213 HAODAM NECK PLANT 

F. Security, medical* emergency & fire protec tion plans 

3307,30351 Forwards IE ln.p Rept 50-2,3/83-13 on 83041,-0522. No 

srAROSTECM.R. ^Division of Project *. Ro.id.nt Pro„ra*,.. |^/07/01 
CQUNSIL.W. G. Connecticut Yankee Atomic Power Co. ~PP 195JB 
24X F t che: 50-2J3, 83/07/01* 8307150351. 

-0307150332 IE inop Rep t 30-213/83-13 on 8304 1 1 -0322 No noncomp 1 . one « 
noted Major areas inspec ted p lant operations, revieu o 


S°MoOU J t r .p«"a,‘riJto.'»MM'log.'4. op.rotinp records 
s ur vex J 1 anc e activities t* physical security 
REBELDWSKI# T A Region 1. Office of Director 
Division of Project 6 Resident Programs 
19530 2S9 24X F i che : 50-21 3. 83/07/01 < 8307 1 5039 1 


elsasser* t C. 

03/06/30. 12PP- 


p, Operating license stage documents h. correspondence 

9306060070 Generic Ltr 03-22 to all operating reactor licensees* 
applicants for OLs 6 holders of CPs for Westinghouse PWRs 
re safety evaluation of "Emergency Response Guidelines. 

ei8EMHUT.D n 0. 1 ’ Division of Hc.n.tn, B^06/03. Yank«. Atonls 
Electric Co. 10pp. 19563: 116, 24X Fiche: 50-000* 83/06/03, 

0306060070, 

030701006? Forward s info rept re unlatched control rod drive shaft 
problems encountered during Core 12 refueling ou 
CRAVES* RH. Connecticut Yankee Atomic Power Co. 03/06/07^ 

ALLAN. J M. Region 1* Office of Director. I 6 pp 19124.295. 24X 

Fiche: SD-213* B3/06/07* 0307010067. 

0306270397 Generic Ltr B3-26 to all applicants for OLs * holders of 
CPs for power reactors Te clarification oF surveillance 
requirements for diesel fuel impurity Svc list end ... 

EtSENHUT.D G. Division of Licensing 83/07/05 Consolidated 

Edison Co. of New York* Inc. I 6 pp 19390:317 
Fiche: 50-000* 83/07/05, 8306270397 


24 X 


S. Reportable occurrences* LERs 6 related correspondence 


B307060329 Generic Ltr 03-27 to all licensees t, applicants for 
operating power reactors S< holders of CPs for power reactors 
re surveillance intervals in STS. Svc list end. 

E ESENHUT, D. G. Division of Licensing. 83/07/06. Consolidated 
Edison, Co. of Now York* Inc. 16pp. 19669 254. 24X 

Fiche: 50-000* 83/07/06, 9307060329. 


9307220290 RO: on 030530* two spent fuel pit upper lateral braces found 
bent t not in contact w/ua 1 1 .Invest i 1 ")? iri9 lM . BXtw . n 

RAY* H 9 Southern California Edison Co & 3 / 06 / 30 . HART IN, J, D 

Region 5* Office of Director 2pp. 19675:355. 24X 

Fiche : 50-206* 03/06/30* 0307220290. 

8307250433 LER 03-OO27QIT-O : on 830530, while inspecting spent fuel pit 
for debris* two upper lateral braces of storage racks found 
bent 4* not in contact w/east wa 1 1. Caused by items suspended 
from bridge crane during pit evolut i oni M/ ®30713 ltr 
RAY* H, B. Southern California Edison Co. 93/07/13. MARTIN, J. B 

Region 5, Office of Director. 4pp- 19701:186 24X 

Fiche: 50-2D6, 03/07/ 13. 9307230433. 


0307190253 Forwards "Analysis of Capsule D from Connecticut Yankee 
Reactor Vessel Radiation Surveillance Program, 11 per 10CFR50 
App H. confirming past predictions of low rate of 
embrittlement as function of radiation fluence 
COUNSIL* W, G. . SEARS* C. F Connecticut Yankee Atomic Power Co. 
83/07/06 DENTON, H R Office of Nuclear Reactor Regulation* 
Director: 2pp. 19628:168. 24X F L c h e : 50-2 1 3, 03/07/06* 8307 190253. 

—9307190257 "Analysis of Capsule D From Connecticut Yankee Reactor 
Vessel Radiation Surveillance Program ° 

YANICHKA.S.E., ANDERSON, S. L. , SHOGAN,R.P. Wes t i ng h ouse E 1 ec tr i c 
Corp WCAP-10236. 03/01/31 03pp. 19620:170. 24X 

Fiche 50-213, 83/07/06, 8307190253. 


0307250333 Part 21 rept re potential defect in high pressure fuel 
injection line of DSR or D5RV standby diesel generator. 

Removal of random sample of lines to be internally borescope 


inspected recommended. 

BOYER. R. E Traniamerica Delaval* Inc. 03/07/20 
Office* Office of Inspection and Enforcement 2pp, 
Fiche: 30-000. 83/07/20, 0307230335. 


Director ' s 
19703: Oi l. 


0307000169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for DL V holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list end. 
E13ENHUT, D. G. Division af Licensing. 83/07/OB. Consolidated 
Edison Co of New York* Inc. 3Qpp. 19669:269. 24X 

Fiche: 50-000. B3/07/0S* 0307080169. 
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0307190131 Submits revs to Corporate Organization for Nuclear Incidents 
Procedure Manual, per 10CFR30.App E. Section V 

COUNSIL, W 0. Connecticut Yankee Atomic Power Co COUNSIL, W G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

COUNSIL. W Q Northeast Utilities. 03/O7/S4 E ISENHUT, D O. 

Division of Licensing. Ip. 19636:074. 24X Fi che 50-000, 83/07/M. 

8307190)31 


8307310145 Forwards safety evaluation of util 021101 analysis 
of post-accident sampling sys per NUREG-0737. r t em II. 0. 3 
Resolution of three remaining criteria requested within 90 
days. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 03/07/10 COUNSIL, W. G. 

Connecticut Yankee Atomic Power Co. 9pp 19666:120 24X 

FI che: 30-213.83/07/18. B307210143 


8307260524 Summary of 030707 meeting u/util re NULAP/5 it NUFRAP 
computer programs used in small break LOCA analysis per TMI 
Action Item II. K. 3. 30. Viewgraphs end. 

ER ICKEON, P. □. Operating Reactors Branch 5 03/07/22, Operating 

Reactors Branch 3 23pp. 19734:132 24X Fi c he : 30-2 1 3, 63/07/22, 

8307260324. 


8307270299 Forwards safety evaluation supporting plant shielding design 
& corrective actions per TMI Item I J. B. 2. 2. Requirements 
met I tern c losed. 

CRUTCHFIELD, D. Operating Reactors Branch 3. 03/07/26. COUNSIL, W. G, 

Connecticut Yankee Atomic Power Co. 3pp 19769:026. 24X 

FI c h e : 50-21 3, 03/07/26, 0307270299 . 


8307270306 Advises that response to Generic Ltr 01-21, "Natural 
Circulation Cooldown." accep tab le, Requests confirmation 
within 60 days of receipt of ltr that training program 
addresses items identified in safety evaluation. 

CRUTCHFIELD, D. Operating Reactors Branch 5 03/07/26. CDUN5IL, W. G. 

Connecticut Yankee Atomic Power Co. 3p p 19760:347 24X 

F i c h c : 30-213, 83/07/26, 8307270306. 


— 8307270312 Safety evaluation supporting response to Qoneric Ltr 01-21, 
"Natural Circulation Cooldown" & requesting add I info re 
training program. 

* Office of Nuclear Reactor Regulation, Director 83/07/26. 8pp. 

1 976B: 330. 24X F i c h e : 50-2 13. 83/07/26, 8307270306. 


G. Inspection reports. IE Bulletins & correspondence 


8307140400 Comments on IE Performance Appraisal Imp Rept 
SQ-213/B2-23 conducted during Oct ft* Nov 19B2. Concurs 
w/rec ammendat ion to strengthen mgt control over plant 
operations. 

COUNSIL, W O. Connecticut Yankee Atomic Power Co. 83/07/01. 

TAYLOR, J. M. Division of QA< Safeguards !< Inspection Programs (Post 
030103). 30pp. 17914:018. 24X F 1 c h e : 50-2 1 3, 83/07/01 , 83071 40400 


0307130331 Forwards IE Insp Rept 50-213/83-13 on 0304 11 -0322. No 
noncompliance noted 

STAR03TECKI, R. Division of Project ft< Resident Programs. B3/07/OI, 
COUNSIL, W G, Connecticut Yankee Atomic Power Co 2pp. 19338-207 
24X Fi che: 50-213, 83/07/01 , 8307 1 30391 . 


—0307130352 IE Insp Rept 50-213/B3-13 on 030411-0922, No noncompl ( anc e 
noted. Major areas i nsp ec te d ; p lan t opera t i ons , rovi ew of 
periodic & special repts. shift logs 6 operating records, 
surveillance activities ft, physical security. 

REBELGWSKI, T. A. Region 1, Office of Director. ELBABSER, T. C. 
Division of Project b Resident Programs 83/06/30 I2pp. 

19538 2B9. 24X Fi che : 30-2 13, 03/07/01 , 83071 30351 . 


8306270401 IE Info Notice 83-46. "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem, " 8vc list end. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

York, Inc. 134pp. 19563:293, 24X Fiche: 30-000. 83/07/1 1 , 8306270401 . 


8306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end, 

JORDAN, E, L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/07/12. Consolidated Edison Co. of New 

York, Inc. 141pp. 19963:133. 24X Flche: 50-000, 83/07/12, 8306270404. 


83071-90206 Advises that violations cited in IE Insp Repts 50-243/82-24, 
50-336/82-26 b. 30-213/03-02 re GA program for transport 
packages will be changed to unresolved items until firm 
criteria established. 

MARTIN., T. T. Division of Engineering 6 Technical Programs. 83/07/13, 
COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Nor theast 
Utilities). 2pp. 19632:113. 24 X F icho : 50-000, 83/07/ 13, B3071 90206 


8306270406 IE Info Notice 83-48, "Gaseous Effluent Releases of 
Radioactive 1-123 h 1-131 in Eicess of NRC Limits. " Svc list 
enc 1 . 

TAYLOR. J. M. Division of GA, Safeguards & Inspection Programs (Post 
030103). 83/07/14, Consolidated Edison Co. uf New York, Inc, 

1 14pp. 19713:370. 24X Fic he : 50-000, B3/07 / 1 4, 8306270406. 


8307200312 Ac k receipt Df 030622 ltr informing NRC of steps taken to 
correct violations -noted in IE Insp Repts 30-213/82-06 L 
50-2 j 3/02-16. 

MARTIN, T.T. Region 4, Office of Director. 83/07/19. COUNSIL, W. 0. 
Connecticut Yankee Atomic Power Co. 7pp 19789:2)3 24X 

Fi ch e ; 50-213, 83/07/19, 8307200312. 


— 8307280326 Advises that commitments made In B210Q6 b 0427 Itrs Te 
violations noted in IE Insp Repts 30-213/82-06 b 
5Q-213/B2-16 Implemented beyond dates spec if 1 etf . Correc t ed 
dates listed 

COUNSIL, W.G Connecticut Yankee Atomic Power Co. 83/06/22, 
MARTIN, T. T. Division o-f Engineering V. Technical: Programs, Ip. 
19789:214 24X FI c h e : 30-2 1 3, 83/07 / 19, 03072803 1 2. 


R. Periodic operating reports ft* related correspondence 


B307120262 "Semiannual Radioactive Effluent b. Waste Disposal Rept. 
Ju 1 -Dec 1902. 11 

GRAVES, R. H. Connecticut Yankee Atomic Power Co. 83/02/14. 
Director's Dfflce, Office of Inspection and Enforcement. 33pp. 
19422:233 24X F le he : 50-2 13, 83/02/ 14 , 8307120262. 


8307220367 Monthly operating rept for May 1903. W/B306I4 ltr. 

ELM3.A. , GRAVES, R. H. Connecticut Yankee Atomic Power Co. 83/06/14. 

Office of Resource Nana percent. Director. 10pp. 19675- 261 24X 

Fiche: 30-213, 83/06/14, 8307220367. 


S, Reportable occurrences, LERs ft* related -correspondence 


8307030148 LER 03-0 i 3/0GL-0 : on 030601, emergency diesel generator EQZA 
failed to attain normal idle speed within specified time. 

Cause undetermined. Unit restarted. 

BOUCHARD, 0 H, , GRAVES, R. H. Connecticut Yankee Atomic Power Co. 
83/06/27, ALLAN, J, M. Region l, Off ice of Direc tor 2pp- 
19199:166 24X F i c he : 50-213, 03/06/27, 8307030 1 4B. 


DDCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 


F. Security, medical, emergency ft* fire protection plans 


8307010016 Forwards IE Insp Rept 50-219/03-14 on 830303-0608. No 
noncompliance noted. 

STAR08TECKJ , R. Division of Project 6 Resident Programs. 03/06/17. 
FIEDLER, P.B. General Public Utilities - CPU Service Corp. 2pp 
19169:006 24X Fiche: 30-219, 83/06/17, 8307010016. 


—8307010023 IE Insp Rept 30-219/83-14 on 830303-0608. No none orcp 1 lane » 
noted. Major areas 1 ns p ec ted : f o 1 1 nwup of previous Insp 
f ind ings, revi ew of plant ope r a 1 1 ons > 1 og ft* record review, 
plant tour = , p hy s i c a 1 security b radiation protection. 

CO WQ ILL, C . , THOMAS, J. , CONNER, E. L. Region 1, Office of Director. 
B3/06/16. 11pp. 19169:090. 24X F i c h e : 30-2 l 9, 83/06 / L7, B 3070 100 1 6. 


0307010052 Ack receipt of 030606 itr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Rept 
50-219/83-03. 

STAROSTECKJ , S, Division of Project b Resident Programs. 83/06/58. 
FIEDLER, P.B. Oeneral Public Utilities - GPU Service Corp. Ip. 
19166:311. 24X Fic he: 50-219, B3/Q6/2B. 8307010052, 


— 8307010056 Responds to NRC 830503 ltr re violations noted in IE 
Safeguards Insp Rept 50-21 9/83-08. Cor rac tl v» actions 
withheld (ref I0CFR73. 21), 

FIEDLER, P. B. General Public Utilities - GPU Service Corp. 

83/06/06. STAROSTECK I , R. Division of Project 8< Resident Program*. 
2pp. 19168:312. 34 X F i c he : 50-21 9, 83/06/28, 0307010032. 


8307080424 Forwards "Program Plan For Control Room Human Factors Review 
at Oyster Creek Nuclear Generating Station, " per emergency 
response capabilities. 

FIEDLER, P,B. General Public Utilities - GPU Service Corp. 83/07/01. 

EISENHUT, D. O. Division of Licensing. 2pp. 19347:288. 24X 

Fiche; 50-219, 83/07/01, 83070B0424, 


'8307080426 "Program Plan For Control Roam Human Factors Review at 
Oyster Creek Nuclear Generating Station, « 

* General Pub 1 ic Ut 1 1 i 1 1 e s - GPU Service Corp. 83/06/30. 96pp 
19347:290. 24X Fi che: 30-219, 83/07/01 , B307080424. 
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8307230231 Responds to Generic Ltr 82-33 tNUREQ-0737r Supp 1 
amergancy raapqti*e cagab 1 1 i t ies. Opera tion* support ctr 
approved hi# Region I. Addl time required for safety parame 
d i < p lay ays completion. 

FIEDLER. P.B. ■General Public Utilities - -GPU Service Carp 
EIQENHU-T* D. 0. Civilian of Licensing 3pp. 19705:360. 

F 1 c he: 50-219. 03/07/10. B307250231. 


l> re 
ter 

83 / 07 / te. 
24 X 


P. Operating license stage documents fc cn-r respondents 


— 030726021 1 Proposed Tech Spec for Section 3. 9. D re 
containment integrity. 

* General Public Utilities - GPU Service Corp. 
19727:257. 24X F i che: 50-219, 83/07/ 18* B307260202. 


loss of secondary 
03/07/18. 4pp. 


0307260432 Forwards fee for License Change Request 100. in response to 
NflC B3Q613 request. 

KNUSELr J. General Public Utilities - GPU Service Corp. 03/O7/2U. 
DIGQSiH M. License Fee Management Branch. 2pp, 19734:175 
Fiche: 30-219. 83/07/20. 8307260432 . 


8307010143 Submits info identifying electrical equipment Important to 
safety per 1 OCFR30. 491 g ) . Also submits schedules far 
qualification or replacement of remaining electrical 
equip mint. 

FIEDLER.PB. General Public Utilities - GPU Service Corp. 83/06/23. 

CRUTCHFIELD. D. Operating Reactor* Branch 5. 13pp. 19169:239. 24X 

Flche: 50-219*, 83/06/23. 83070 10143. 


03070-60008 Forwards prop r i et a ry "Per* ormanti Evaluation of Oyster 
Creek Core Spray Sparger. " comprising formal response to 
021012 request for addl assessment -of existing core spray 
sys. Rept withheld. 

FIEDLER. P.D. General Public Utilities - GPU Service Corp 
EIBENWT. D.O. Division of Licensing. 2pp. 19237:170. 

Fi che: 30-219. 03/06/30. 8307060000. 


83/06/30. 
24 X 


G. Inspection reports. IE Bulletins 6 correspondence 


B3Q701Q016 Forwards IE Insp Rept 3G-2I9/B3-14 on 030303-0600. No 

noncompliance noted. , /17 

STAROSTECKI. R. Division of Project Resident Programs. 

FIEDLER. P.B. General Public Utilities - GPU Service Carp. 2pp. 
19169:000 24X Fiche: 30-219. 83/06/1 7. 8307010016. 


— 8307010025 IE Insp Rept 30-219/03-14 on 830503-0600. No noncomp 1 i* nc B 
noted. Major areas inspected followup of previous insp 
f tntflngs. review of plant operations* log & record review, 
plant tours, physical security U radiation protection. 

CQWC1LL, C. i THOMAS. J.. CONNER. E. L. Region 1. Office of 

B3/06/16. 11pp. 19169:090. 24 X Fiche: 30-219. 03/06/17. 830701001 6. 


8307060139 Forwards addl info on. mild environ, per NUREO-0737 j 
tl.F-i.4 re containment pressure monitor. II I. 5 re 
containment water Level monitor & II.F. 1.6 re containment 
hudTOgen monitor, in response to 830601 telecopy ltr. 
FIEDLER, P- B, General Public Utilities - GPU Service Corp. 

CRUTCHFIELD. D. Operating Reactor* Branch 5. 5pp. 19230: 
Fiche: 50-219. 83/06/30, B3Q7060139. 


I terns 


03/06/30. 
195. 24X 


B 307010143 Submits info identifying electrical equipment important to 
safety per 10CFR50. 4?(g >. Also submits schedules for 
qualification or replacement of remaining electrical 
equipment. 

FIEDLER. P-D. General Public Utilities - GPU Service Corp. 83/0*/^- 
CRUTCHFIELD, D Operating Reactors Branch 5. I3pp 19169:239. 20* 

Fiche: 50-2 19, 03/06/23. B307O1O143 


B 307080010 Summer 1 re* results of analyses for hydrostatic loading I* 
floatation resistance for reactor, turbine, diasel generator 6 
nsw raduesta bldgs. per SEP Topic UI-3A. "Effects of High 
Water Level an Structures* M 

FIEDLER. P.B. General Public Utilities - GPU Service Corp. 83/07/01. 

■CRUTCHFIELD*©. Operating Reactors Branch 5. 3pp. 19351:221. 24X 

Fiche: 30-219* 83/07/01 , 03Q7O0OO1 0. 


8307010052 Ac It receipt of 830606 ltr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Rept 

50-219/B3-0B a , /nt/5tJ 

BTAR05TECKI, R. Division of Project & Resident Programs. 03/06 /^h. 
FIEDLER. P.B. Genera l Public Utilities - GPU Service Corp. ip. 
19168 311 24 X Fiche: 50-219. 83/06/28. 0307010052. 


0306270397 Generic Ltr B3-26 to all applicants for OLs 6 holders of 
CP* for power reactor* re clarification of surveillance 
requirement* for diesel fuel impurity. Svc list end. 

EISENHUTi D. C, Division of Licensing. 03/07/05. Consolidated 

Edison Co. of New York. Inc. 16pp. 19390:317. 24X 

Fiche: 30-000. 83/07/05,8306270397. 


•8307010056 Responds to NRC 030305 ltr re violations noted in IE 
Safeguards Insp Rept 30-319/83-00 Correc t ive actions 
withheld <ref 10CFR73. 211. 

FIEDLER, P. B. General Public Utilities - GPU Service Corp. 

83/06/06. STAR0STECK1 j R. Division of Project 6 Resident Programs. 
2pp. 1 916B: 312, 24X F iche: 50-219, 83/06/28. B307010032. 


8307040329 Generic 1-tr 03-27 to all licensees 4, applicants for 
operating power reactor* holders of CP* for power reactor* 
re surveillance intervals in STS. Svc list end. 

EISENHUT, D. Q. Division, of Licensing. B3/07/06. Consolidated 
Ediion Co. of New York. Inc. 16pp- 19669:234. 24X 

Fiche: 50-000, 83/07/06* 8307060329. 


8307060309 Forwards results of NRC review of relief requests from 
requirements cf Section XI of A5ME Boiler 6 Pressure 
Vessel Code SER 6 FR not ic e, grant ing In part & denying In 
part, relief requests. 

CRUTCHFIELD, D. Operating Reactors Branch 3. 83/06/28. FIEDLER, P.8. 

General Public Utilities - GPU Service Corp. 3pp. 19234:244. 24X 

r k a ■ sn-? 1 17. 0307060309. 


B3070B0169 Generic Ltr 03-20 to all licensees of operating reactor*, 
applicant* for OL fc holder* of CPs re required actions based 
on generic Implications of Salem ATW9 event*. Svc list end, 
EISENHUT. D, 0. Division of Llc*n*lng. 83/07/00. Consolidated 
Edison Co. of New York. Inc. 3Bpp 19669:269. 24X 

Fiche: 50-000, 63/07/08, 8307000169. 


■8307060318 SER, granting in part U denying in par t» reques ts for relief 
from inservice insp requirement* of ASME Code Section XI. 

« Office of Nuclear Reactor Regulation. Director. 83/06/28. Opp. 
19234:247. 24X Fiche : 30-21 9, 83/06/20, 8307060309. 


0307200006 Application for amend to License DPR-lfr consisting of Tech 
Spec Change Request 119 revising Section 3. 1, "Scram Sy* 
Reliability.'" Cheng# effective on completion of mod 
scheduled for Cycle 10 refueling outage. 

FlEDLEft, P.B. General Public Utilities - GPU Service Corp. 83/07/13. 

Office of Nuclear Reactor Regulation, Director App. 19647:116, 
24 X F 1 c h e : 50- 2 19. 83 / 07/ 13 , 0307200006 


— 3307200007 Proposed Tech Spec Change Request 119 revising Section 3. 1, 
"Scram Sy i Reliability." 

* General Public Utilities — GPU Service Corp. 83/07/13. 5pp- 
19447:122. 24X Fiche: 30-219, 03/07/ 13. 8307200006 


8307260202 Forwards application for amend to License DFR-16. consisting 
of Tech Spec Change Request 103 revising Section 3. 5. B to 
include action statement* applicable to las* of secondary 
containment integrity. 

FIEDLER* P. B. General Public Utilities - GPU Service Corp. 33/07/IB. 

Office of Nuclear Reactor Regulation* Director. ip. 19727:250. 
24X Fiche: 30-219,63/07/10.8307260202. 


— B30726020B Tech Spec Change Request 103 revising Section 3.5.8 to 
inc Lude action statement* applicable to loss of lec-ondary 
containment Integrity. Cert If Icate of Svc encl. 

FIEDLER. P.B. General Public Utilities - GPU Service Corp. 
83/07/18. 6pp. 19727:251. 24X Fiche: 9-0-219., 03/07/ IB. 9307260202. 


—0307040322 Notice of granting in part V denying in part, relief from 
ASM£ Code Section XI inservice insp requirements. 

CRUTCHFIELD. D. Operating Reactors Branch 3. 83/06/20. 2pp. 

19234:233. 24X Fiche: 50-219* 83/06/2B, 0307060309. 


— 02100401 BO "Oyster Creek Nuclear Generating Station Inservice Insp 
Program," technical evaluation rept. 

* Science Applications, Inc. NRC-O3-02-O96. SAI - 186-028-34. 
02/09/30. NRC - No Detailed Affiliation Civen. 32pp. 
66336:140. 24X Fiche : 30-219, 83/06/20, 8307060309. 


0306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surry Rec iTCUlatlon Spray Subsystem. " Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 03/07/11. Consolidated Edison Co. of New 

York* Inc. 134pp. 19363:293. 24X F 1 c h e : 30-000, 83/07/ II , 9306270401 . 


8306270404 IE Info Notice 03-47* "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list encl. 

JORDAN, E. L. Divi sion of Emergency Preparedness & Engineering 
Response (Post 030103). 03/07/12. Consolidated Edison Co. of New 

York, Inc. 141pp. 19363:133. 24X Fiche: 30-000, 83/07/12, 8306270404. 


8306270406 IE Info Notice 83-40, "Gaseous Effluent Releases of 
Radioactive 1-125 !< 1-131 in Excess of NRC Limits." Svc list 
encl. 

TAYLOR, J. M. Division of QA, Safeguards U Inspection Program* (Post 
030103). 83/07/ 1 4. Consolidated Edison Co. of New York* Inc. 

114pp. 19713:270. 24X Fiche: 30-000, 83/07/14, 8306270406. 
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03072101*9 Responds to NRC 830*OB request for addl Info re IE Bulletin 
90-11, "Masonry Wall Design M Assistance from consultants 
necessary to prepare response to several 1 terns. Responses 
uill be submitted by 030729 h 1030 

FIEDLER, P. B- General Public Utilities - GPU Service Corp 83/07/13 
CRUTCHFIELD, D. Operating Reactors Branch 5. Ip. 19*69 08* 24X 

Flche: 30-219, 83/07/15, 8307210169 


Q3072G0431 DiBCusse* 830419 BALP rept B30617 ltr re actions L 
comments on rept. Overall performance found ac cep tab 1 e. Rep t 
modiflediper 830617 ltr Identifying design error as opposed 
to procedural inadequacies during integrated leak rate test, 

HURLEY, T. E. Region 1, Office of Director. 83/07/20. FIEDLER, P . B. 
General Public Utilities - GPU Service Corp 3pp 19797- 121 24X 

Fi che: 30-219, 03/07/20, 8307200431. 


— 8307200433 SALP rept for Feb 1902 - Jan 1903. 

-* Region t« Office of Director. B3/04/19. 3*pp. 19797 124 24X 

Fiche; 30-219, 83/07/20, 0307280431. 


— 0307280438 Advises of 830312 meeting re SALP on 830419 W/0 end rept. 
5TAR03TECKI, R. Division of Project & Resident Programs. B3/04/29. 
FIEDLER, P. B. General Public Utilities - GPU Service Corp 2pp 
19797:1*0, 24X Fl c h e : 30-2 1 9, 03/07/20, 83072BQ43 1 , 


— 0307280443 Responds to 030427 ltr re results of SALP rept tt 830312 
followup meeting. Rep t statement that procedural inadequacies 
during integrated leak rate test resulted in valving error 
incorrect. Error caused by design deficiency. 

FIEDLER, P. 0. General Public Utilities - GPU Service Corp. 
03/06/17. STAROSTECKI, R. Division of Project & Resident Programs 
3pp. 19797:162. 24X Flche : 30-21?, 03/07/20, 8307280431 . 


R, Periodic operating reports & related correspondence 


8307140313 Forwards IE Insp Rept 50-220/83-10 on B3050 1-0606 No 
none omp 1 lane e noted 

STAROSTECKI, R Division of Project 6 Resident Programs. 83/06/27. 
RHODE, G K Niagara Mohawk Power Corp 2pp 19325: 101. 24X 

Fiche: 30-220, 03/06/27, 8307J40313. 


—8307140315 IE Insp Rept 30-220/83-10 on 030501-0606 No noncompUance 
noted Major areas inspected licensee action on previous insp 
f 1 nd ing s , p h y s i ca 1 security, survei 1 lante te s t s, ma i n t, shutd own 
margin determinat ion, Mar k I torus mod, startup U LERs. 

HUDSON, S, D , MCBREARTY, R A , KISTER, H 0 Region 1, Office of 
Director. 83/06/23. ltpp 19525:103. 24X Fiche: 50-220, 03/06/27, 
B307 140313. 


8307120308 Discusses control room design review summary rept, per 
requirements of St/ppl 1 to NUREG-0737 Rept will provide 
results of efforts to identify human engineering 
discrepancies to resolve emergency response capabilities. 

MANQAN, C.V, Niagara Mohawk Power Corp B3/07/07. VASSALLO, D B. 
Operating Reactors Branch 2 lp. 1942* 313. 24X 

Fiche : 50-220, 83/07/07, 8307120388 


B3072504B9 Release* public version of revised emergency plan 
implementing procedures 

FELTON, J. M. Division of Rules and Records 03/07/19 Document 
Management Branch. lp 19724; 225. 24X F i c h e 50-220, 83/07/ 19, 

0307230-109. 


-8307230495 Forwards public version of revised emergency plan 
implementing procedures, inc lud ing Procedure EPP-2 re fire 
fi gh ting, EPF-3 re search 6 rescue & EPP~4 re personnel 
injury or illness. 

MANGAN, C. V. Niagara Mohawk Power Corp. 03/07/01 Document 
Management Branch. Ip 19724 22*. 34X Fiche: 50-220, B3/07/19, 

830723048?. 


8307220100 Monthly operating rept for May 1 983, W/03061 3 ltr. 

BARAN, R, , FIEDLER, P . B. General Public Utilities - GPU Service Corp. 
83/06/03. Office of Resource Management, Director. 7pp 
19*83; 338. 24X F i c he : 30-2 i 9, 83/06/03, 83072201 00. 


8. Reportable occurrences, LERs & related correspondence 


830721019* LER 83-004/03L-0: on 830331, dur ing preventive ma 1 n t, c ontr o 1 
rod drive feed pump NC08A circuit breaker mechanically 
closed per procedure. Invest igati on revealed breaker should 
not have c losed. Caused by binding trip shaf t. W/830707 ltr. 

CUSTODID, D. B. , FIEDLER, P.D. General Public Utilities - GPU Service 
Corp. 03/07/07. Region 1, Office of Director. 4pp, 19*63 172 
24 X Fiche; 30-219, 83/07/07, 0307210196 


-■"•830725049? Public version of revised emergency plan implementing 
procedures, inc lud ing Procedure EPP-2 re fire f i gh t ing, EPP-3 
re search 6 rescue b EPP-4 re personal injury h illness 
PERKINS, T. J, , ROMAN, T. W. , RAYMOND, R. L Niagara Mohawk Power Corp. 
03/06/01. 240pp. 19724:227 24X F 1 c h o : 30-220, 03/07/ 1 9, 

0307250489. 


K Utility Final Safety Analysis Report (FSAR ) b. amends 


0307120190 Forwards Rev l to updated FSAR. Table listing FSAR mods 
one 1, 

MANGAN, C. V, Niagara Mohawk Power Corp B3/07/01. DENTON, H. Office 
of Nuclear Reactor Regulation, Director. 3pp. 19430:018 24X 

Fiche: 30-220, 03/07/01 , 8307120190. 


8307200333 PNO- I -03-077: on 830720, two employees discharged for 
cheating on QC certification exam taken by one employee. 

Other employee, cor tif led GC inspector & personal friend of 
new • mp 1 oy ee, prov 1 d ed questions L answers on exam. 

CONNERrE. , KEIMIG, R. Region 1, Office of Director. 83/07/21. lp 
19790:094. 24X Fi c he : 30-2 1 9, 83/07/2 1 , 8307200333. 
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F. Security, medical, emergency fire protection plans 


0307010040 Forwards IE Insp Rept 50-220/83-12 on 030516-20. No 
nancomp Uance noted. 

KAfITINiT. T. Division of Engineering It Technical Programs. 03/06/16. 

RHODE, 0- K. Niagara Mohawk Power Corp, 2pp. 17169:030, 24X 

Fiche: 50-220, 03/06/16, 8307010040. 


—8307010048 IE Insp Rept 30-220/83-12 on 830316-20. No noncompllance 
noted. Major areas inspec ted: emergency preparedness Items 
from prior appraisal performed on 010017-20. 

COHEN, I. , GORDON, C. Z. , CROCKER, H. W. Region 1, Office of Director. 
03/06/13. 14pp. 191*9:040. 24X Fiche : 30-220, 83/06/16, 03O7O1OO4O 


83071104*3 Forwards IE Safeguards Insp Rept 50-220/03-11 on 030509-13, 
No nan compliance noted. 

MARTIN, T.T. Division of Engineering t- Technical Programs. 83/06/24. 

SUNBER, J. J. Niagara Mohawk Power Corp. 2pp. 19300:096. 24X 

Flche: 50-220, 03/06/24, 83071104*3. 


—8307110469 IE Safeguards Insp Rept 50-220/83-11 on 830509-13. No 
noncompUance noted. Major areas inspec tad: phys i cal barriers, 
security tys power supp ly, lighting, assessment aids L access 
control. Proprietary details deleted Cref 10CFR73. 21). 

BAILEY, R. J. , CODY, A. T. Region 1, Office of Director. 03/06/21. 
»pp. 19300:098. 24X Flche: 30-220, 83/06/24, 03071104*3, 


—0307120205 Rev 1 to updated FSAR. 

* Niagara Mohawk Power Corp 03/06/30. 103pp 19430: 023. 24X 

Fiche: 50-220, 03/Q7/O1 , 0307 120198 


P. Operating license stage documents & correspondence 


8307140144 Forwards safety evaluation of BWR Owners Group response to 
NUREG-0737, Item II K. 3. 18, "Mod of Automatic 
Depressor! xation Sys Logic..,." Two acceptable options 
include elimination of high drywell pressure permissive. 

VASSALLO, D. B. Operating Reactors Branch 2 03/06/03. RHODE, □. K. 

Niagara Mohawk Power Corp. 2pp. 19540:001. 24X 

Fiche: 50-220, 83/06/03, 0307140144. 


0307140506 Forwards confirmatory order verifying 801015.010401,1009 6 
021213 commitments to Install permanent scram discharge sys 
mods by 840930, or prior bo Cycle 8 op ora 1 1 on. Prop ose d model 
Tech Specs end for guidance. 

VASBALLO, D B. Operating Reactors Branch 2. 03/06/24. RHODE, G. K. 

Niagara Mohawk Power Corp. 2pp. 19329:200. 24X 

Fiche : 30-220, 03/06/24, 8307140506. 


—8307140515 Confirmatory order verifying 801015,810401,1009 U 021213 
commitments to install permanent scram discharge sys mods by 
040930, or prior to Cycle 0 operation. 

EISENHUT, D, G. Division of Licensing, 03/06/24. Niagara Mohawk 
Power Corp 5pp. 19329:202, 24X F i c h e : 30-220, 83/06/24, 

8307140306. 


8307070030 Advises that no further mods to primary containment vent L 
purge sys warranted to preclude large diameter vent Kt purge 
valve operation for post-LOCA venting. Poss ib i li ty of minor 
procedural changes under investigation. 

MANGAN, C. V. Niagara Mohawk Power Corp. 03/07/Oi. VASSALLO, D. J). 
Operating Reactors Branch 2. lp. 19293:251. 24X 

Fiche: 50-220, B3/07/01, 8307070038. 
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8307070099 Advises, that review by Site Operations Ra-vlew Committee 
re post-accident sampling procedures addressing sample 
storage considerations will be conducted by 830708 Revs 6 
draft procedures completed. 

MANOAN-C.V. Niagara Mohawk Power Carp. 03/07/01. VASSAL!- 0* D O 
Operating Reactors Branch 2. Ip 19269 359 24X 

Fiche: S0-220, 03/07/01,0307070099. 


6307290204 Forward* safety evaluation resolving NUREQ-0737, Items 
It. F. 1.4, "Containment Pressure Monitor." II. F. 1.5. 

"Containment Water Level Monitor" it II. F. 1,6. "Containment 
Hydrogen Monitor. " 

VASSALLD, D. B. Operating Reactors Branch 2. 03/07/18. RHODE, 0. K. 

Niagara Mohawk Power Corp. 2pp. 19057:049. 24X 

Fiche: 50-220, 83/07/ 1 Sr 8307290204. 


6307120294 Informs that review of 811231 shielding design concluding 
that NUREG-0737, I tem II. 0.2 requirements met erroneous. 

Reexam in process 

KANSAN, C. V. Niagara Mohawk Power Corp. 03/07/01. VASSALLO, 0. 0. 
Operating Reactors Branch 2. Ip. 19424:070. 24X 

Fich e: 30-220, 03/07/01 . 9307 1 20294 . 


0306270397 Generic Ltr 63-26 to all applicants for OLs & holders of 
CPs far power reactors re c 1 ar i f i ca t l on of surveil lahee 
requirements for diesel fuel impurity. Svc list encl. 

EI8ENHUT, D. 0. Division of Licensing 03/07/03. Consolidated 
Edison Co of New York. Inc. 16pp. 19390:317, 24 X 

Fiche: 50-000, 03/07/03.0306270397, 


0307060329 Generic Ltr 83-27 to all licensee* 6 applicants for 
operating power reactors & holders of CPs for power reactors 
re surveillance Intervals in STS Svc list end 

ElSENHUTr D, 0. Division of Licensing. 03/07/06. Consolidated 
Edison Co of New York, Inc. 16pp. 19669:254. 24X 

Fiche: 50-000, B3/G7/06. 8307060329. 


8307290302 Forwards safety evaluation re motor starting voltages during 
diesel generator load sequence tes t ing. Genera tor maintains 
voltages to motors within specified limits during load 
sequencing to accelerate to rated speed fc torque. 

VASSALLD, D. B. Operating Reactors Branch 2. 83/07/18. RHODE, G. K. 

Niagara Mohawk Power Corp. 2pp. 19038:349. 24X 

Fiche: 30-220, 03/07/10, 8307290332. 


— 0307290387 Bafety evaluation re motor starting voltages during diesel 
generator load sequence testing. 

* NRC - No Detailed Affiliation Given. 83/07/18. 7pp. 

19038:331 24 X Fi c h »; 50 - 220 , 03 / 07 / 18 . 8307290302 . 


B307260155 Responds to Generic Ltr 83-08 re potential failure mode of 
vacuum breakers during chugging condensation oscillation 
phases of blowdown to torus during LOCA No mods to valves 
required. 

LEMPQE8, T E. Niagara Mohawk Power Corp. 83/07/23. VABSALLO, D. B. 
Operating Reactors Branch 2. Ip. 19727:113. 24X 

Fiche: 50-220, 63/07/224 8307260153. 


8307080169 Generic Ltr B3-28 to all licensees of operating reactors, 
applicants for OL & holders of CPs re required actions based 
on generic implications of Salem ATWS events. Eve list end. 

El SENHUTi D. 0 Division of Licensing 83/07/08. Consolidated 
Edison Co. of New York, Inc. 30pp. 19669:269. 24X 

Fiche: 30-000. 83/07/08, 03O7OBO169. 


0307140309 Provides addl info to suppl 6 clarify 770713,1216 L 790100 
proposed license amends re HPC I , au gmen t ed inservi ce tnsp 
program fc continuous leak monitoring 

MANOAN.C, V. Niagara Mohawk Power Corp. 03/07/08. VABSALLO, D, B, 
Operating Reactor* Branch 2. 2pp. 19323:309. 24X 

Fiche: 50-220, B3/07/0B, 8307140309. 


B307 140348 Forwards "Nine Mile Paint l Pipe Crack Task Force Rept," 
documenting results of in t ergra nuia r stress corrosion 
cracking phenomena investigation, per B3Q32B request 
MANOAN.C. V. Niagara Mohawk Power Corp. 03/07/DB. VA3SALLQ, D. 9, 
Operating Reactors Branch 2. ip. 19324:061. 24X 

Fiche: 30-220, 03/07/08, 0307140349. 


-9307140350 "Nine Mile Point i Pipe Crack Task Force Rept." One oversiie 
photograph one 1 . Aperture card available in P DR. 

DELUICHE, D. E. • GORDON, G. M. Niagara Mohawk Power Corp. 83/07/00 
363pp. 19324:062. 24X Fiche; 30-22Q, B3/07/-09, 0307 140-34B, 


B307190046 Notification of 030725 meshing w/uti 1 in Bethesda, MO to 
discuss structural & criticality aspects of proposed spent 
fuel pool expansion. 

HERMANN. R. A Operating Reactors Branch 2. 83/07/00. VASSALLCL D. 0, 

Operating Reactor* Branch 2. Ip. 19636:256, 24X 

Fiche: 30-220. 63/07/08. B3Q7 190046. 


B307190047 Notification of 030725 meeting u//util in Bethesda.MD to 
discuss crack in reactor bldg wall. 

HERMANN, R A. Operating Reactor* Branch 2, 03/07/00. VABSALLO* D, B 

Operating Reactor* Branch 2. 2pp. 19636:234 24X 

Fiche; 50-220, 83/07/00. 8307190047. 


9307190409 Notification of 830719 meeting w/util in E3e frh e sda, MD to 
discuss emergency core spray noule p er f ormanc u . 

HERMANN, R. A. Operating Reactors Branch 2. 03/07/06 VASSALLD, D 0 

Operating Reactors Branch 2. Ip. 19644:350 24X 

Fiche: 30-220*83/07/08, 8307190409. 


8307290210 Forwards request for addl t'nfe needed for NRC assessment 
reactor bldg crack. Meeting on 030725 would be most 
expeditious method of providing info & discussing problem 
VABSALLO* D. B. Operating Reactor* Branch 2. 03/O7/OB. RHODE, G. K. 

Niagara Mohawk Power Corp. 4pp, 19626:312. 24X 

Fiche; 50-220, 83/07/00, 030 72902 1 0. 


of 


8307290217 Forward* request for addl info needed for NRC assessment of 
reactor bldg crac k. Meeting on 030725 would he most 
expeditious method of providing info 6 discussing problem. 

VASSAL LO, D. B. Operating Reactors Branch 2, 03/07/15. RHODE, G. K 

Niagara Mohawk Rower Corp, 4pp. 19026:317. 24X 

Fiche: 50-220, 03/07/13, 83072902 17. 


Q. Inspection reports, IE Bulletin* & correspondence 


8307010102 Sup pis 810513 response to IE Bulletin 00-13 re core spray 
spargers U associated Internal p ip ing. Vitua 1 1 n » p found no 
addl ind icati on*. No corrective actions required. 

MANOAN.C. V. Niagara Mohawk Power Corp. B3/06/10. ALLAN, J. M, 
Region 1, Office of Director !p. 19124:317. 24X 

Fiche: 50-220,83/06/10. 8307010102. 


8307010033 Responds to IE Bulletin 83-03 re check valve failures in raw 
water cooling sys of diesel generators. Ghee k valves 
disaisemb 1 ed* inspected, reassembled V tested satisfactorily. 

Inservice insp program will be revised. 

LEMFGEB, T. E. Niagara Mohawk Power Corp. 03/06/14. DEYOUNG, R. C, 
Region i. Office of Director. 2pp. 19172:257. 24X 

Fiche: 50-220, 03/06/14, 8307010033. 


8307010154 Responds to IE Bulletin 83-05 re defective Hayward Tyler 
Pump Co pumps k part*. Pumps 6 parts not used at plant. 

LEMPGES.T. E. Niagara Mohawk Power Corp. 03/06/15. DEYOUNG, R. C. 
Region i, Office of Director. 2pp. 19124:333. 24X 

Fiche: 30-220, 03/06/15* 0307010134. 


8307010040 Forwards IE Insp Rept 50-220/03-12 on 030516-20. No 
noncomp lUnce noted. 

MARTIN, T. T, Division of Engineering 6 Technical Programs. 03/06/16. 

RHODE, G, K. Niagara Mohawk Power Corp. 2pp. 19169:030. 24X 

Fiche: 50-220, 03/06/16, 0307010040. 


—0307010048 IE Insp Rept 50-220/83-12 on B30516-CO. No none omp 1 ianc e 
noted. Major areas i n spe c ted; e merg tncy preparedness items 
from prior appraisal performed on 010617-20. 

COHEN, I,. GORDON, C. 2., CROCKER * H. W. Region I, Office of Director. 
03/06/13. 14pp. 19169:040. 24X Flch e : 30-220, 83/06/ 1 6, 03070 10040. 


8307110259 Forward* IE Insp Rept 50-220/83-13 on 830516-19 8< 23-25. 

No noncomp lienee noted. 

MARTIN,!. T. Division of Engineering 6 Technical Programs. 93/06/22. 

RHODE, O. K. Niagara Mohawk Power Corp. 2pp. 19379:163. 24X 

Fiche: 30-220, 83/06/22, 8307110259, 


—0307110266 IE Inip Rept 30-220/83-13 on 030316-19 8, 23-23. No 
noncompliance noted. Major areas insp acted : containment 
leakage testing program, lnclud i ng witnessing sys integrated 
leakage rate test & local penetration testing. 

REKI TO, W. A, , BETTENHAUSEN, L. Region l, Office of Director. 
83/06/15, 10pp. 19379:163. 24X F i c h e: 50-220, 03/06/22, 83071 10259. 


03071 10463 Forwards IE Safeguards Insp Rept 30-220/83-U on 830509-13. 
No noncomp 1 iance noted. 

MARTlNrT.T. Division of Engineering & Technical Programs. 83/06/24. 

6UNSER, J. J. Niagara Mohawk Power Corp. 2pp. 19380:096. 24X 
FIchf : 50-230, 03/06/24, 8307110463. 


-8307110469 IE Safeguard* Imp Rept 50-220/83-U on 930509-13. No 
noncompliance noted, Major areas inspected: physical barriers, 
security sys power supp 1 y, 1 J ghting, asse ssment aids 4c access 
control Proprietary details deleted <ref 10CFR73. 21 ) . 

BAILEY,R. J. i OODY, A. T. Region 1< Office of Director. 83/06/21. 
5pp. 19300: 098. 24X Fi che : 50-220, 83/06/24, 0307 1 10463. 
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0307140313 Forward* IE Insp Rept 30-220/03-10 on 830301-0606. No 
noncomp 1 iance noted. 

8TAR0STECKI* R. Division of Project 6 Resident Programs. 83/06/27. 
RHODE, O, K. Niagara Mohawk Power Corp. 2pp. 17323:101. 24X 

Fiche 30-220. 03/06/27. 0307140313 


--0307 1 40313 IE Insp Rept 30-220/83-10 on 830301-0606. No none omp 1 i anc e 
noted. Major areas inspected : 1 icensee action on previous insp 
f ind ing s, phy » i cal securl ty* survel 1 lance tests. maint* shutdown 
margin determination! Mar k ! torus mod. startup t* LERs. 

HUDSON, S. O. i MCBREARTY* R. A. * KISTER* H. D. Region 1, Office of 
Director. 83/06/23. 11pp. 19523:103 24X Fiche : 30-220. 03/06/27* 

0307140313. 


0307140309 Provides addl info to suppl fc clarify 770713. 1216 fc 790100 
proposed license amends re HPC I . augmen ted inservice insp 
program It continuous leak monitoring. 

MANQAN, C-V. Niagara Mohawk Power Corp. 83/07/00. VASBALLQ* D 0. 
□pirating Reactors Branch 2. 2pp. 19323:309 24X 

Fiohe: 50-220. 83/07/08* 0307140309. 


8306270401 IE Info Notice 03-46* "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem.” Svt list encl. 

JORDAN* E, |_. Division of Emergency Preparedness & Engineering 
Response (Post 630103). 03/07/11, Consolidated Edison Co. of New 

York, Inc. 134pp. 19363:293. 24X Fiche: 30-000. 83/07/11* 0306270401. 


0306270404 IE Info Notice 03-47* "Failure of Hydraulic Snubber* as 
Result of Contaminated Hydraulic Fluid." Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 030103). 03/07/12. Consolidated Edison Cp. of New 

York* Inc. 141pp. 19363:133. 24X Fi c h e : 30-000, 83/07/ 1 2* 0306270404. 


0307100141 Confirmatory Action Ltr 03-07 identifying potential for 
compromise of containment spray sys seismic integrity. 

Actions taken or to be taken listed. 

BTAR0STECK1 . R. Division of Project & Resident Programs 83/07/13. 
RHODE. 0, Niagara Mohawk Power Corp. 2pp 19337:049, 24X 

Fiche: 30-220. 03/07/13. 0307100141. 


0306270406 IE Info Notice 03-49* "Gaseous Effluent Releases of 
Radioactive 1-123 & 1-131 in Excess of NRC Limits." Svc list 
■ nc 1. 

TAYLOR. J. M, Division of OA. Safeguards S, Inspection Programs (Post 
030103). 03/07/14. Consolidated Edison Co. of New York. Inc. 

1 14pp. 17713:270. 24X Fi c h e : 30-000. 03/07/ 1 4* 8306270406. 


8307200334 Ac k receipt of 030421 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-220/83-02. 

8TAR08TECKI* R. Division of Project 1* Resident Programs 03/07/19- 
RHODE* 0. K, Niagara Mohawk Power Corp. 2pp. 19789:003, 24X 

Fiche: 30-220. 03/07/ 1 9. 8307200334. 


— 0307280309 Responds to NRC B30323 ltr re violations noted In IE Insp 
Rept 30-220/03-02. Correc t ive action*: util engineering will 
only direct work to const company through use of contract 
change safety-related work will be done per OA program. 
LEMPOES.T. E. Niagara Mohawk Power Corp, 83/04/21. MARTIN. T. T, 
Division of Engineering 5t Technical Programs, 3pp. 19789:007 
24X Fiche: 30-220,03/07/19,0307200334. 


0307230436 Ac k receipt of 030711 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-220/03-08. 

8TARDSTECKI, R. Division of Project & Resident Programs. 83/07/20 
RHODE* 0, K. Niagara Mohawk Power Corp. 2pp. 19701:179 24X 

Fiche: 30-220, 83/07/20* 8307230436. 


— 0307230438 Responds to NRC 030323 ltr re violations noted In IE Insp 
Rept 30-220/03-00. Correc t ive ac t ions: jump er/b 1 oc k log 
procedures reviewed w/indi viduals involved k all safety- 
related sys performed prior to startup evaluated. 

LEMP0E8* T. E. Niagara Mohawk Power Corp, 83/07/11. STAROSTECK I * R. 

Division of Project fc Resident Programs. Ip. 19701:181. 24X 

Fiche: 50-220, 03/07/20* 0307230436. 


R. Periodic operating reports & related correspondence 


8307190243 Forwards revised "Annual Environ Operating Rept, 1902. " Rev 
corrects typograph leal errors in interpretative section of 
rept & on Table 7 re tritium strontium concentrations. 

PERKINS* T. J. Niagara Mohawk Power Corp. 83/06/23. MURLEY, T. E 
Region i* Office of Director, Ip. 19629:281. 24X 

Fiche: 30-220* 03/06/23* 0307190243. 


— 0307190249 "Annual Environ Operating Rept* 1902. " 

* Niagara Mohawk Power Corp. 03/06/23. 123pp. 19629:202. 24X 

Fiche: 30-220* 03/06/23* 0307 190243. 


8307130080 Monthly operating rept for June 19B3, W/030700 ltr. 
ROMAN* T. W. » LEMPGES* T. E. Niagara Mohawk Power Corp. 63/07/00. 
Director's Office* Office of Inspection and Enforcement 3pp, 
19336:163. 24X Fiche: 30-220, 03/07/00, 03071 30080. 


S, Reportable occurrences, LERs, & related correspondence 


8307110263 LER 83-011/03L-0 on 830604, e l ec troma t i c relief va)ve 121 
failed to open Caused by dirty pilot due to oxide buildup 
during extended outage Pilot cleaned & retested * normal 
shutdown initiated . W/B30628 ltr. 

0URCMEIER. M. J. , LEMPGES* T E. Niagara Mohawk Power Corp 03/06/16. 
MURLEY* T. E. Region 1, Office of Director 3pp. 19374:263 24* 

Fiche 30-220, 03/06/16, 8307110263. 


0307130014 LER 03-O13/O3L-O on 8306 10, dur i ng routine surveillance, lock 
found missing from outside inlet valve 40-12 for core spray 
sys. Valve S< breaker in open position Loci missing for no 
more than 15 days. Lock replaced W/03O7OB ltr. 

KESEL, D T. * LEMPGES, T. E. Niagara Mohawk Power Corp. 03/06/16. 
MURLEY* T E. Region 1, Office of Director. 2pp 19340:206. 24X 

Fiche: 30-220, 03/06/16, 0307130014 


B3071 10363 LER 03-0 10/03L-0: un 030324* core topping pump 121 removed 
from svc to replace pac k i ng . Caus ed by air leaking due to 
ILTR pressure introduction in pump Packing replaced & pump 
returned to svc withih 22 h, VJ/B30621 ltr. 

KESEL. D T. * LEMPGES* T E. Niagara Mohawk Power Corp. 03/06/17. 
MURLEY* T. E. Region 1, Office Of Director. 3pp. 19380:231. 24X 

Fiche: 30-220* 03/06/17. 03071 10360. 


8307130113 LER 03-01 2/03L-0: on 030609,10 s time delay relay 1 1 K62 stuck 
in energiied position & failed to time out & initiate 
emergency cooling sys Caused by dirty clutch plunger 
Periodic cleaning of plunger in i t iated W/030623 ltr. 

BURCMEIERi M. J. ■ LEMPGES, T. E. Niagara Mohawk Power Corp. 03/06/17. 
MURLEY, T E Region 1. Office of Director. 3pp 19336:218 24X 

Fiche 30-220* 03/06/17, 030715011 3 


0307220325 LER 03-O14/O3L-O: on 03061 5, 1 6* 1 7, 20 t* 21*ll5-fcV offsite 
power line removed from svc Par 10 h each day. Caused by need 
to allow const of 113 kV line fo-r Unit 2, currently under 
const Line returned to svc each day . W/030712 ltr. 

BURGMEIER* LEMPGES, T, E Niagara Mohawk Power Corp 83/07/11. 
MURLEY, T. E Region l, Office of Director. 2pp. 19673:124. 24X 

Fiche: 30-220* 03/07/ 1 t , 830722032 5 


DOCKET 30-223 UNIV. OF LOWELL RESEARCH REACTOR 


V. Operator Examinations 


0307080427 Generic Ltr 83-12A to all nonpower reactor licensees re 
issuance of NRC Form 39B, "Personal Qua 1 i Fications 
Statement - Licensee." Svc list encl. 

EISENHUTiD 0 Division of Licensing. B3/07/U. Michigan, Univ 
of. 14pp 19363:139 24X F i c he : 30-000, 03/07/ 1 1 * 0307000427 


DOCKET 30-224 UNIV. OF CALIFORNIA RESEARCH REACTOR 


Q. Inspection reports* IE Bulletins & carr espondance 


8307060236 Forwards IE Insp Rept 30-224/83-01 on B30324-29. No 
noncompliance noted. 

BOOK* H E. Region 3, Office of Dtrector. 83/06/17. PISTER*C. 
California, Univ. of* Berkeley. 2pp. 19249:001. 24X 

Fiche; 30-224* 03/06/17, 0307060236. 


—0307060243 IE Insp Rept 30-224/03-01 on 030324-23. No noncompliance 
noted. Major areas Insp ee t e d : e rgan i »a t i on* p ersonne 1 
monitoring* survey s* effluent r el eases* 1 nstrumenfc calibr V 
environ monitoring program. 

SHERMAN* C. I. Region 5, Office of Director. WENSLAWSK1 , F, , 

DODK, H. E Division of Radiological Safety Si Safeguards Program. 
03/06/17, 9pp 19249:003. 24X F i c h e ; 30-224, 83/06/ 1 7* 0307060236, 


V, Operator Examinations 


0307000427 Generic Ltr 83-12A to all nonpower reactor licensees re 
issuance of NRC Form 390, "Personal Dual i f ications 
Statement - Licensee " Svc list encl, 

El SENHUT , D. G, Division of Licensing, 83/07/11. Michigan* Univ. 

of. 14pp. 19363:138. 24X FJc he: 50-000, 83/07/11* 0307080427. 


DOCKET 30-223 RPI CRITICAL EXPERIMENT 


F. Security, medical, emergency & Fire protection plans 


0307 1 S043B Forwards Amend 4 to License CX-22 identifying currently 
approved physical security plan. 

THOMAS, C.O, Standard! xation U Special Projects Branch. 03/07/07. 
HARRIS, D R. Rensselaer Polytechnic Inst. 3pp. 19340:203. 24X 

Fiche: 30-223, 83/07/07, 03071504 30, 
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•8307 1 30439 Amend 4 to License 
physical security plan. 
THOMAS, C O. S t anda r d i i a 1 1 on 
2pp 19540:206. 24X Fiche 


CX-22 Identifying currently 

4c Special Project* Branch. 
30-325. 33/07/07. 0307130430. 


app roved 
83/07/07. 


stage documants 1 correspondence 


Ba «Jro«d A * ,n V ta Llc ' , '* e cx - sa “i.neifying current!,, 

approved physical security plan. * 

Harris' D R dl Special Projects Branch. 03/07/07. 

HARRIS, D. Rensselaer Polytechnic Inst. 3pp. 19340- 203 24X 

Fiche; 30-225, 03/07/07. 0307150438. *** 


0. Adjudicatory correspondence 


8307120395 Advises that time for Commission to review Director's 
Decision DD-B3-8 expired. Comm! tii on declined review. 

Oflcisiun became final agency action on 830703. 

CHILKiS. J. Office of the Secretary of the Commission. B3/07/11. 
OUTGO, C. Pollution 4< Environmental Problems, Inc. Ip. 19433:076. 
24X Fiche: 30-000, 03/07/1 l , 8307120393. 


K, Utility Final Safety Analysis Report (FSAR) 4c amends 


e307i50 4 39 Amend 4 to License CX-22 identifying currently 
physical security plan. v 

THOMAS, CO. Standard i * at i on 6 Special Projects Branch. 
2pp. 19540-206. 24X Fiche: 30-225, 83/07/ 07, 83071 5043B. 


approved 

03/07/07. 


V. Operator Examination* 


B307Q1019S Forwards amends to updated FSAR for facilities. 

STIEDEiW, L. Commonwealth Edison Co. 83/06/27. BENTON, H. R. Office 
of Nuclear Reactor Regulation. Director. 2pp. 19123:001, 24X 

Fiche: 30-000, B3/06/29, 0307010195, 


—8307010196 Rev 1 to updated F8AR for Zion Station 1 & 2. 

* Commonwealth Edison Co, 82/12/31, 66pp. 19153:003. 24X 

Fiche; 50-000, 83/06/29, 8307010195. 


8307000427 Generic Ltr 03-12A to all nonpou.r reactor licensees re 
issuance of NRC Form 398, "Personal Qualifications 
Statement - Licensee.'* Svc list end. 

EifiENHUT, D Q Division of Licensing, 83/07/11. Michigan, Unlv. 
of. 14pp. 19563:138. 24X Fi c he : 50-000, B3/G7/1 1 , 83O70BO427. 


* ER0TEST ftADlOCRAPHV & RESEARCH REACTOR 
V. Operator Examinations 


— 830701019a Amend to updated FSAR for Quad Cities 1 5, 2. 

* Commonwealth Edison Co, 83/06/59. 308pp. 19123:069, 24X 

Fiche: 50-000, 83/06/29, 0307010193. 


— 8307010201 Rev 1 to updated FSAR for Dresden Station 2 & 3. 

'* Commonwealth Edison Co, 83/06/30. Ipp. 19123:245. 24X 

Fich*: 50-0 00, 83/06/29, 0307010193. 


P. Operating license stage document* & correspondence 


B3O7O0O4B7 O.n.rlc Ltr B3-12A to >11 nonpcu.r r.«lor Hen..., rr 
ijjuanes of NRC Form 3?a. "Personal BualiFUatioM 
Statement - Licensee." Svc list end. 

EI8ENHUT, ». G Division of LicensJiifl. 83/07/U. Michigan, Univ 
of- 14pp. 19563:130. 24X Fich e; 50-000, 03/07 / 1 1 . 83070S0427. 


8307260213 "Dresden Unit 2 Reactor Containment Bldg Integrated Leal 
Rate Test. " W/030707 ] tr. 

SCOTT, D. J. Commonwealth Edison Co. 83/04/17. DENTON. H. fl. Office 
of Nuclear Reactor Regulation, Director. 74pp. 19720:263, 24X 

Fiche: 30-237.03/04/17. 8307260213, 


DOCKET 30-237 DRESDEN NUCLEAR POWER STATION, UNIT S 
F, Security, medical, emergency 6 fire protection plans 


830703024? Forward* IE Safeguards Insp Repts 
4r 30-249/83-24 on 830523-27. 

HIND, J. A. Region 3, Office of Director. 
Commonwealth Edison Co. 2pp. 19190-334 
8307050249. 


50-010/83-10, 50-237/03-13 

83/06/23. REED, C. 

54X Fiche: 50-01 Q, 03/06/23, 


--8 307050262 IE Safeguards Insp Rept* 50-010/83-10 30-237/83-14 «t 
30-249/83-14 on 030523-27. None omp 1 1 a n c e noted : s «c ur i ty 
violations not reported In required manner or forma t. Details 
withheld Cref 10CFR73. 21). 

F IRTLE, G. L. Region 3, Office of Director. 83/06/23. Sop 
19193 356. 24X Fiche: 50-010, 83/06/23, 8307050249. 


03 ™Jl?i a& objectives tt scope of participation proposed for 

030913 small-scale emergency exercise. 

BLACKMON. T, 0. Commonwealth Edison Co 03/06/27. HIND, J. Division 
of Project & Resident Programs. 3pp 19249:290 24X 

Fiche: 50-237.83/06/27, 0307060186. 


8307220425 Ac k receipt of 830627 ltr transmitting scope of util 
participation «< objectives for station 830913 emergency 
exercise. 

PAPER IELLD, C, J. Region 3, Office of Director. 03/07/19. REED, C 
Commonwealth Edison Co. ip. 19607:269. 24X Fich e : 50-237, 83/07/ 19, 

n n 


8307260018 Submits supplemental response to NUnEO-0737, Supp I 1 (Generic 
Ltr 82-33J. Bescr i p tion of parameter selection criteria to be 
submitted by 831231. Human factors it safety parameter display 
sys verification to be performed w/verif ication program. 

SWARTZ, E, D. Commonwealth Edison Co. 83/07/20. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 19727:177 24X 

Fiche: 50-000, B3/07/20. 8307260010. 


8307070176 Forwards plant-unique analysis r»pts,Vol* 1-7, demonstrating 
primary containment sys design adequacy £< restoration of 
original design safety margins per NURE0-06A1. 

RYBAK, 0 Commonwealth Edison Co. 83/06/27. DENTON, H R. Office of 
Nuclear Reactor Regulation, Director. 2 pp. 19540:242. 24X 

Fiche: 50-000, 03/06/27, 0307070176. 


•0307070101 Rev 0 to "Dresden Nuclear Power Sta tion, Uni ts 2 & 3,Plant- 
Unlque Analysis ReptrVot 1. General Criteria & Loads 
Methodo logy. " 

WIBE.RE,. K03T , E. 0. t MASBEYr J. V. NUTECH Engineer*. Inc. 
COM-02-O41-1 ROD, 03/05/31. 225pp. 19540:244. 24X 

Fiche: 50-000,03/06/27. 8307070176. 


m Y nev u so oucuiriunni * * w, 

Unique Analysis R*pt,Vol 2, Sup p res si an Chamber Analysis. ri 
HOWARD, 0. L. , ADAMSi R. H. , MCINNE8, l.D. NUTECH Engineers, Inc. 
COM- 02-04 1-2 ROO. 03/05/31. 183pp. 19549: 117. 24X 

Fiche: 50-000, &3/06/27, 030 7070176. 






' - *7 ^ r wwi otoviunruiugi < 

Unique Analysis Rspt.Vol 3, Vent Sys Analysis. " 

SHAMSIAD, P. E. , ADAMS, R. H. , MCINNEB, I.D. NUTECH Engineers, Inc. 

C0M-02-041-3 ROO. 03/05/31. 210pp. 19549:302. 24X 

Fiche: 50-000,03/06/27, 8307070176 


~bjo7O7Ob. 10 Rev 0 to "Dresden Nuclear Power Stati on. Uni ts 2 it 3, Plant- 
Unique Analysis Rept,Vol 4, Internal Structures Analysis," 

I£h B 2 I T «?' C ' ADAM5,:R ’ H. , MCINNE 9 , I. 0 , NUTECH Engineers, Inc. 
C0M-O2-O41-4 ROO. 03/05/31. 33pp. 19550:160. 24X 

Flcbe: 50-000,03/06/27, 0307070176 


1 . — - ■ “ * ~ ruumr avaxion, unifl * Plant 

Analysis Rep t, Vo 1 SiSafety Relief Valve Discharge Piping 
Analysis, " 

a Sargent 4 Lundy, Inc. 03/06/27. 138pp. 19550:194 

F lehe: 50-000, B3/06/27, 8307070176. 


B3 07200347 Forwards review of draft Rev 4 to generic portion of 
generating station emergency plan. Plan deficiencies marked. 

Flow chart Far general emergency offsite protective 
decisions tncl. 

PAPER IELLO. C. J, Region 3, Office of Director. 83/07/26, REED.C- 

Commonwealth Edison Co. 10pp. 19789:018. 24X Fich *: 50-000, 

83/Q7/26, 8307280347. 


1.7 miciear rower station, Unit 2, PI 

Ana 1 !? 11 * R.pt'VoI 6, Torus-At tached Piping & Suppression 
Chamber Penetration Analyses. " 

■IS L S A 5i?‘ !‘n^ ARL0W,E ' V> ' OAVULA,J. A. NUTECH Engineers, 
CDM-02-04i-6 ROO, 83/05/31. 172pp. 19350:332 24X 

Fiche: 50-000, 63/06/27# 8307070176. 


Inc. 


~ B3 An.[!! 2 ? 9 2 <V .°u t ? " Dr#fd * n Nuclear Power Station, Unit 3, Plant-Unique 
Analysis R #p t,Vol 7, Torus-At tached Piping U Suppression * 

Chamber Penetration Analyses. " 

^S L ^ A ^ A ' S ' HAR,L 0W, E. V, , OAVULA, J. A. NUTECH Englneersi Inc 

R0 °- « 

Fiche: 50-000, B3/06/27 b 8307070176, 
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— 8307180152 "Quad Cities Nuclear Power Station Unit* 1 It 2 Plant Unique 
Analysis Rept.Vol 3. Vent 3ys Analysis." 

5HAMBZAD, h. , ADAMS, R . H. , MCINNE9,! D. NUTECH Engineers, Inc. 
CQM-02-039-3 ROO. 03/05/31. 221pp. 19553:016. 24 X 

FlChe: 30-000, 03/06/27, 0307070176 


--0307180130 '‘Quad Cities Nuclear Power Station Units 1 1* 2 Plant Unique 
Analysis ReptiVol 4, Internal Structures Analysis." 

TALBOTT, D. C. , ADAMS, R. H. , MCINNES,I.D. NUTECH Engineers. Inc. 
CCJM-02-039-4 ROO. 03/05/31. 34pp. 19533:237. 24X 

Fiche: 50-000, 03/06/27,0307070176. 


--03O716O16B “Quad Cities Station Units 1 L 2 Plant Unique Analysts Rept. 
Vol 3, Safety Relief Valve Discharge Piping Analysis " 

* Sargent & Lundy, Inc. 83/06/27. 134pp. 19553:272. 24X 

Fiche: 50-000, 03/06/27, 0307070176. 


— 8307100179 "Quad Cities Nuclear Power Station Units 1 h 2 Plant Unique 
Analysis Rapt, Vol 6, Unit 1 Torus Attached Piping it 
Suppression Chamber Penetration Analysis." 

PANDEV.P. j WALLACH, 0. , GAVULA, J. A. NUTECH Engineers. Inc. 
C0M-02-O39-6 ROO. 83/03/31. 176pp. 19554:046 24X 

Fiche: 50-000, 03/06/27, 8307070176. 


— 0307180106 "Quad Cities Nuclear Power Station Units I it 2 Plant Unique 
Analysis Rept, Vol 7, Unit 2 Torus Attached Piping & 

Suppression Chamber Penetration Analysis ° 

PANDEY,P., WALLACH, 0. , GAVULA, J. A, NUTECH Engineers, Inc. 
CDM-02-039-7 ROO. B3/03/3I, 173pp. 19534:222. 24X 

Fiche: 50-000, 03/06/27, 0307070176- 


— 0307180130 "Quad Cities Nuclear Power Station Units 1 it 2 Plant-Unique 
Analysis Rept, Vol 1, General Criteria V. Methodology. " 

WISE, RE., KOBT,E.G., MASBEY, J. V. NUTECH Engineers, Inc. 

CDM-02-039-1 ROO. 03/03/31, 234pp 19331:317. 24X 

Fiche: 50-000, 83/06/27, 8307070176, 


— B307180147 "Quad Cities Nuclear Power Station Units 1 h 2 Plant Unique 
Analysis Rept,Vol 2, Suppression Chamber Analysis." 

HOWARD, G. L. , ADAMS, R. H. , MCJNNES, I. D. NUTECH Engineers, Inc. 
CDM-02-039-2 ROO. 03/03/31. 105pp. 19332:191. 24X 

Fiche: 30-000, 03/06/27, 0307070176. 


0306270397 Generic Ltr 63-26 to all applicants for OLs & holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity, Bvc list unci. 

EI5ENHUT, D. 0. Division of Licensing. 83/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390 317. 24X 

Fiche: 30-000, 83/07/03, 8306270397. 


8307060329 Generic Ltr 03-27 to all licensees b applicants for 
operating power reactors St holders of CPs for power reactors 
re surveillance intervals in STS. Bvc list end. 

EISENHUT, D. 0. Division of Licensing. 83/07/06, Consolidated 
Edison Co. of New York, Inc. 16pp 19669:254. 24X 

Fiche: 30-000, 83/07/06, 8307060327. 


0307080169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL It holders of CPs re required actions based 
on generic implications of Salem ATWB events. Svc list end. 
EISENHUT, D. G. Division of Licensing. 03/07/08. Consolidated 
Edison Co. of New York, Inc. 38pp. 19669:269. 24X 

FI Ch a : 30-000, 83/07/08, 0307000 1 69. 


8307130265 Forwards mod of 010113 order as revised by 030119 order. 
Order continues exemption 8, extends completion date for 
installation of plant mod required by App A of NUREG-0661 
to 830920. 

CRUTCHFIELD, D. Operating Reactors Branch 5 03/07/11. FARRAR, D. L. 

Commonwealth Edison Co. 3pp. 19508:248. 24X Fi c he : 30-237, 83/07/ 1 1 , 

8307130263. 


— 8307130269 hod of 030113 order extending completion date to 830928 for 
installation of plant mod required by App A to NUREG-0661. 

PURPLE, R. A. Division of Licensing. 83/07/Ii. Commonwealth 
Edison Co. 3pp. f 950B: 25 1 . 24X F i c h e : 30-237, 03/07/ 1 1 , B30713O265. 


8307130303 Forwards safety evaluation b Franklin Research Ctr technical 
evaluation rept re Phase I of response to NUREG-0612, 

"Control of Heavy Loads at Nuclear Plants. " Phase I 
acceptable. 

CRUTCHFIELD, D. Operating Reactors Branch 3. 03/07/11. FARRAR, D, L. 

Commonwealth Edison Co. 2pp. 17505:001. 24X Fiche: 50-237, 03/07/U , 

8307130303. 


■8307130308 5afety evaluation accepting util Phase I response to 
NUREG-0612, "Control of Heavy Loads at Nuclear Plants," 
acceptab 1 e. 

e Office of Nuclear Reactor Regulation, Director. 03/07/11 2pp. 
19305:003. 24 X Fiche: 50-237, 83/07/1 1 , 0307130303. 


— 0306100 1 46 "Control of Heavy Loads, Comm Ed Dresden Nuclear Power 
Station, Units 2 b 3." revised technical evaluation rept. 

BQMBEftGER, C. Franklin Insti tute/Frant l in Research Center, 

NR C— 03-01-130 TER-C5506-350/35J Rl. 83/06/00 SINGH, A. NRC - 

No Detailed Affiliation Given 33pp. 19505:005. 24X 

Fiche 50-237. 03/07/ 11 . 0307 1 30303. 


03O719O1B7 Notifies that West inghause info- re environ qualification of 
electrical equipment detailed in 030513 ltr determined 
nonprop r ietary 

RYBAK, 0 Commonwealth Edison Co 03/07/11 DENTON. HR. Office of 
Nuclear Reactor Regulation, Director 2pp. 19630:142. 24X 

Fiche 50-000, 03/07/1 1. 0307190187 


0307190062 Forwards ‘'Dynamic Analysis of We tuie l l - to-Dr y we 1 1 Vacuum 
Breakers" & "Improved Dynamic Vacuum Response," in response 
to Generic Ltr 83-08. Rosul ts demonstrate that as-built 18- 
inch A&M vacuum breaker valves meet ASME Code criteria 
RYBAK, 0. Commonwealth Edison Co 03/07/12. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 7pp 19633:173. 24X 

Fi ch a : 50-000, 03/07/12, B307190062. 


—0307190067 Rev 0 to "Dynamic Analysis of Wet we ) 1 -to-Dr ywe 1 1 Vacuum 
Breakers for Quad Cities Station, Uni ts I fc 2," 

MOGNKA, A. K. , CHEW.GP., MASSIE.HW, NUTECH Engineers, Inc 
COM-08-023 ROO. 01/09/29. 100pp. 19633:100 24X 

Fiche: 50-000, 03/07/12, B307190062 


— B30719D074 Rev 1 to "Improved Dynamic Vacuum Breaker Valve Response for 
Goad Cities 1 i< 2 , '■ 

B I LAN IN, A. J. Continuum Dynamics, Inc. 02-7 R01. 82/09/30. 29pp. 

19633:292. 24X F i che: 30-000, 83/07/12, 0307190062 


8307190178 Forwards "Dresden Unit 2 Cycle 9 Startup Test Summary," per 
NRC request & Tech Specs. 

RYBAK, D. Commonwealth Edison Co. B3/07/12. DENTON, H. ft. Office of 
Nuclear Reactor Regulation, Director. Ip 19630: 174 24X 

Fiche: 50-237. B3/07/12, 03O719O17B. 


— 0307190100 "Dresden Unit 2 Cycle 9 Startup Test Summary 11 

* Commonwealth Edison Co. 03/07/12 Ip. 19630:175 24X 

Fiche 50-237, 03/07/12, B3O719O170. 


--8307190103 "Dresden Unit 2 Cycle 9 Startup Test l, Coro Verification t* 
Audit. “ 

# Commonwealth Edison Co. B3/07/12 lp. 19630:176. 24X 

Fiche: 50-237, 03/07/12, 0307 1 90170. 


— 0307190109 "Dresden Unit 2 Cycle 9 Startup Test 2, Control Rod 
Operability it Sub c r 1 tica 1 1 ty Check " 

» Commonwealth Edison Co B3/07/J2. 2pp. 19630:177. 24X 

F i c h d : 50-237, 03/07/12, 8307 1 901 70 


--8307190192 "Dresden Unit 2 Startup Tost 3, Transversing In-Coro Probe 
By s Symmetry - Uncertainty." 

* Commonwealth Edison Co, 83/07/13. 5pp 19630:179, 24X 

Flo ha: 50-237, 83/07/12, 0307190170. 


— B3G719D195 "Dresden Unit 2 Cycle 9, Initial Criticality Comparison. " 
* Commonwealth Ed i son Co. 03/07/12, 2pp 19630: 1B4 24X 

Fiche: 50-237, 03/07/12, B3O719O170 


*0307190201 "Dresden Unit 2 Startup Tost 5, Exxon Lead Test Assembly 
<9i9> Local Stability Test. " 

* Commonwealth Edison Co. 83/07/12. 6pp. 1963Q: 106. 24X 

Fiche: 50-237,03/07/12,8307190170. 


8307220495 Discusses status op proposed mods to automatic 
depressurl jation sys, per NUREG-0737, I tom 1 1 . K. 3. 10. Qpt i on 
4 re timer installation described in GE BWR Owners Group 
response, selected for implementation. Mods listed 

RYDAK, 0 Commonwealth Edison Co. 83/07/10. DENTON, H. R. Office of 
Nuc tear Reactor Regulation, Director. 2pp J?605:tnt 24X 

Fiche: 30-000, 03/07/ 18, 8307220495. 


0307260020 Forwards Sargent b Lundy thermal growth analysis repts for 
main steam line snubber failure, per 030527 !* 0606 
c ommi tments. 

RYBAK, R. Commonwealth Edison Co, B3/07/19. KEPPLEK, J. G. Region 3, 
Office of Director, lp. 19727:124. 24X Fiche: 50-237. 83/07/19, 

B30726Q020. 


— B307260024 Rev 00 to "Dresden 2 Main Steam Sys Moni tor i ng: Revi eu of 
62-Day Outage Data. " 

MCFARLAND, D. M. • QHATTI, M. H. , OLSON, 0 E. Sargent U Lundy, Inc. 
03/07/13. lOpp 19727:125 24X F lc h e : 50-237, 83/07 / 1 9. 0307260020. 


— B30726003B Rev 00 to "Dresden 2 Main Steam Monitoring Procedure Test- 
Analyai* Correlation." 

AZZAZY, S. E. j MCFARLAND, D M, , OLSON, D. E. Sargent & Lundy, Inc. 
83/06/ 1 B. 39p p , 19727:135. 24X Fiche 50-237, 93/07 f 19, 0307260020. 
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Forwards notice of consideration of issuance of license 
amands h opportunity for hearing re 030*13 application 

snubbers" 9 * Umlt!, for ^ops^ab i l ity of ECCS ring header 

. 0p e r a k * " * Reactors Branch 3. 63/07/20. FARRAR, D. L. 

0307270390 Edlflon Co 2PP 197*7 308 24X F ich e : 50-23 7, 83/07/20. 


9307200287 Forwards IE Insp Repts 50-010/03-11,30-237/03-19 & 
30-249/03-17 on 830606-10 it 17. Mo noncompliance noted. 

PAPER IELLO. C. J. Division of Emergency Preparedness & Operational 
Support 03/07/14. REED# C. Commonwealth Edi son Co. 2pp. 
19790:209. 24X Fiche: 30-030# 03/07/ Hi 0307200287. 


, 0F con * 1 dera t tan of issuance aceads to Licenses 
. . R-23 h proposed NSHC determination 4c opportunity 

for hearing r» snubbers 

| I S5S5 C 5 , .I' V ' °P* r ***«S Reactors Branch 5. 83/ 07/20 . 7pp. 

L 97*7. 310. 24X Fiche: 30-237# 83/07/20, 0307270390. 


- -03072 80293 IE Insp Repts 50-010/83-11,30-237/03-19 30-249/03-17 on 

830*06-10 & 17. No none amp 1 lance noted. Major areas inspected: 
records tr repts of ef f 1 nor ts. ef fluent control 
Instrumentation * procedure for controlling releases. 

PAUL. R. A. > GREGERj L R. Region 3, Office of Director. 03/07/13. 
7pp. 19790:211. 24X Fi cb e : 50-010. 83/07/ 14, 0307280207. 


83 «eelr 0 ^ D ei^“",?^ li i d “ VO ' r ' vk ’" to •'«»>> of b.lloe 

° n fafei 9 ufc life of bel lows . flepa ir being applied will 
last for remainder of plant L 4 f e Mor « refined analysis will 
be performed. 

5™*'* rs Co ^ m °nuieal th Edison Co. 83/D7/2J. DENTON, H, ft. Office of 
Nuclear Reactor Regulation, Director. 2 pp 19701 340 24X 

F Uhe: 30-237, 03/07/21, 0307230304 

93 ?!?i t),t4a ^T? V k de * COfrrai tments on leakage mon i toring. Floor drain 
leakage will be measured once eve*ry 4 h when reactor is at 
operating pressure. NRC will be notified within 24 h if 
action points exceeded. 

REED, C. Commonwealth Edison Co. 03/07/21. Office of the 
Secretary of the Commission. 2 pp. 19701:176 2 ax 
Fic he: 30-000, 83/07/21, S3O725O440. 

6307250400 Grants ejtamption from requirements of lOCFRBOiApp J re Type 
A leak test following containment boundary repairs. Type A 
pressure tes t not required for weld repair performed on 
/'mV" 1 ** 0 " bBj,ou ’ 5 for vacuum breaker 2-1601-320, 

R "‘* ct<>r » Branch 3 . 03/07/21. FARRAR, D. L. 

0307230400 irtf|son Co - 3 PP 19701:207. 24X F 1 c he : 50-237, 03/07/21 , 

— B3072S0484 Exemption from lOCFftSO.App J, Section IV. A requirements re 
rype A leak testing following containment boundary repairs. 

Test need not be performed until next scheduled test 

PURPLE-R. A, Division of Licensing. 83/07/21. Commonwealth 

Edison Co 4pp. 19701:210. 24X Fic he: 30-237, 83/07/21 , 8307290480. 


83072002 07 Ac k receipt of 030608 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-237/83-06, 

30-249/03-03, 30-254/03-04 U 30-2*5/83-04. 

EPESSARD, R. L. Division of Engineering. 83/07/13 REED, C 
S™£«2!™ th Edi%on Co ‘ 2 PP 19651:026. 24X Fiche; 30-000,83/07/15, 

ooO 72002 07 , 

—830720021* Responds to NRC 030403 ltr re violations noted In IE Insp 
Repts 30-237/03-06, 3 0-249/83 -03, 30-234/83-04 b 30-2*9/83-04. 

Nl/TECH quality engineering procedures it util project unloue 
instructions revised. H 

REED, C. Commonwealth Edison Co. 83/06/08, 6 PES 8 ARD, R, L 
Division of Engineering. I31pp. 19*31*02? 24X 

Fiche: 30-000, 03/O7/1S, 8307200207. 

6307220463 Ac k receipt of 830714 ltr informing NRC of steps taken to 
correct violations noted £n IE Insp Repts 50-237/03-12, 
30-249/03-10,50-234/03-13 t< 30-2*3/63-11. 

LITTLE, W. 8 , Region 3, Office of Director. 83/07/19 REED, C 

EdUon Co - l P- 19*84 : 323. 24X Fiche: 30-000, 83/07/19, 

—8307220476 Responds to NRC 830616 ltr re violations noted in IE Insp 
Repts 30-237/83-12, 50-249/63-10, 30-234/83-13 * 30-263/83-11 P 

Corrective actions: existing support configuration for pipe 
anchor R133 modified. K 

FARRA9, D. L. C-ommonuea 1 th Edison Co. 03/07/14, LITTLE, W 8 
Region 3, Office of Director. 4pp. 19684*326 24X 

Fiche: 50-000, 03/07/19, 83072204*3. 


rep * rts ' * E Bulletins U correspondence 


0303240296 Ack 
corpse t viola 
50-2 49/82- 2 1 , 
KEPPLEft, J. O. 
Commonwoa 1 th= 
0309240296, 


receipt of 030413 ltr informing NRC of steps taken to 
tions noted in IE Insp Repts 50-237/02-20, 

30-254/02-16 * 50-263/82-10 
Region 3, Office of Director. B3/03/13. REED, C 
Edison Co. Ip. 18340:067. 24X Fiche: 30-000, 63/05/13, 


0307050249 Forwards IE Safeguards 
U 30-249/83-24 on 830523-27. 
HIND# J, A. Region 3, Office of 
Commonwealth Edison Co. 2 ao 
8307030249. 


Insp Repts 50-010/83- 10 , 30-237/83- 1 3 

Director 83/06/23. REED, C. 

19196:334, ?4X Fic he; 30-010# 83/06/23, 


-03070502*2 ^ safeguards Insp Repts 30-010/03-10 30-237/83-14 it 
30-249/83-14 an 630923-27. Nencompl ianc e noted security 

r< ^ utrBd manner er Format Details 

withheld <*ref IOCFR/3. 21J. 

PIRTLr, G. L. , KNlCELEr, J, R. , CREED, J. R. Region 3, Of fits of 
8307030249. 83/06/23 3pP 19198 :35A 24X Fi chr : 50- 010, 83/06/23 


8307060181 Ach receipt of 830520 ltr 
correct violations noted in IE Insp 
50-249/83-07 


informing NRC of steps 
Repts 30-237/83-08 it 


taken to 


HIND, J. A. Division of Radiological U Materials 
83/06/30. REED, C. Cofitmonuea I fch Edison Co ip 
F i < h e : 50-2 37, 83/06/30. B3Q7060 1 0 | 


Safety Programs. 
19249:204. 24X 


0306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
R !V r ‘“ lat " > '’ Sf,ra '> S« M,t one 1 . a "* 

JORDAN, EL Division of Emergency Preparedness b Engineering 

(P^t BaOIML 83,07,11. Co*,. Ed, Jon q^ of 

VorS, Inc ,54pp. 19343:893. 84X Ff Che. 50-000, 83,07/ 1 1 , 8304870401 


S 3 £f!???°Vr ‘? f ° N0 ‘ ice 83 '‘' 7 ' " F “ lw ' ° F Hydraulic Soobkap, Js 
Contaminated Hydraulic Fluid." Svc list end 
JORDAN, E. L^ Division of Emergency Preparedness b Enoineerino 
Response IPost 030103). 83/07/12. Consolidated EdUnn c" 2 of New 

rk, Inc. 141pp. 195*3; 153. 24X Fiche: 50-000, 03/07/12, 3306270404 


8307200084 Confirms 930726 mg t meeting in Chicago, 1L to discuss 
licensee regulatory performance «< communication problems 
between NRC b util, per 830713 discussion. 

N0RELI U 9,C. E Division of Project 4, Resident Programs. 83/07/22. 

REED, C. Commonwealth Edison Co. 2pp 19791* 169 24X 

Fiche: 30-000, 03/07/22.0307290004. 

--8307290102 Confirms request for NRC b util senior mg t meeting on 83073* 
* n Chicago, IL. to discuss licensee regulatory performance it 
relationship w/NRC. 

REEfr.G. commonwealth Edison CD, 83/07/11. DAVIS, B. A. Regions, 
83072 a 00 e 4 Dir0CtDr ' IP ' I9791:171 * 24 * Fiche: 50-000, 83/07/22, 


830728044* Forwards 8 ALP Repts 90-010/83-13,50-237/83-10 8 * 
30-249/83-i* for Jan— Dec 1982, Endorses that assessments are 
indicative of util efforts to improve performance at 
fac i lit ies. 

KEPFLER, J, 0 . Region 3 , Office of Diractor. 03/07/23 REED, C 

Edison Co. 2 pp. 19797:206. 24X Fi q h e : 30-010, 03/07/23, 

0307200-0 / I6. 


“83072804 30 BALP Repts 90-010/03-13,50-237/83-10 U 50-249/83-16 for 
Jan-Dee 1982, 


* Region 3, Office of Director. 83/07/23. 
Fiche: 50-010, 83/07/23, 0307260446. 


27pp. 19797:208. 


— 0307280434 Discusses upcoming B3Q512 meeting in Glen Ellyn, IL to 
discuss 8 ALP rept for Jan-Dec 19B2 

HIND, J, A. Division of Radiological & Materials Safety Programs. 
63/04/22, REED. C. Commonwealth Edison Co. 2 pp. 19797:236. 24X 

Fiche: 90-010, 83/07/23, 830728044* 


83072B0437 Forwards comments on SALP repts based on 830312 meeting. 
Practice of issuing reduced rating to all five operating 
plant sites for same alleged corporate weakness tends to 
over # mphas 1 1 e significance of alleged deficiency. 

REED, C. Commonwealth Edison Co. 83/03/31, KEPPLER, J. O. Region 
3, Office of Director. 6 pp. 19797:238. 24X Fiche; 50-010, 

83/07/23. 6307200446, 


R. Periodic operating repeats 6 related correspondence 


6306270 40* IE 
Radioactive 


Info Notice 83-48, "Gaseous Efflusnt Reis 
I-17« * iei Ere,.,* 0 f Limits. " E 


of 

1st 


■gua-rds * Inspection Programs iPost 
«d Edison Co. of New Vork# Inc 
03/07/ 1 4, 830*270406, 


93 2rio2i C?4 Moi; i*hW operating repts for June 1983, W/830701 ltr. 
SCHROEDER, B, A. , SCOTT , D, J. Commonwealth Edison Co. 83/07/01, 
Director's Office, Office of Inspection and Enforcement. 24pp. 
19531:068 24X Fiche: 90-337# 93/07/01 , 83071 50194, 
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Reportable oc curr enc e s, LERs It related correspondence 


37060239 Updated LER 93-071 /03L—1 : on 030426. operator observed narrow 
[-■ang# Oemat t2-640-29A> it wide range Yarway 12-263-106A) 
r*actor water level indicator! pegged high. Caused by loose 
packing nut on pressure switch 2-263-1 IA. W/830617 ltr. 

~OYLE, L. M. , SCOTT, D. J. Commonwealth Edison Cq. 03/06/14 
4EPPLER, J. 0. Region 3, Office of Director 3pp. 19239:263. 24X 

Richer 30-237. 83/06/14, 8307060239. 


>7080496 Updated LER 83-010/03X-1 : on 830129. HPCI turbine exhaust 
switch 23680 tr 1 p p ed. Caus ed by incorrect reconnection of 
ilire dislodged during ground chec kv Procedure developed to 
focument wire movement. W/830623 ltr. 

*NAN0APPA, A. . SCOTT, D. J. Commonwealth Edison Co 83/06/23. 

tEPPLER,J. 0. Region 3, Office of Director. 3pp 19346:334. 24X 

riche: 30-237. 83/06/23. 8307080496. 


>7110189 Updated LER 82-053/03X- 1 : on 821215, while performing LPCl 
operability surve i 1 lance, 2A LPCI HX bypass valve 
position identi f ication lost. Breaker trip setting found to 
>■ one setting too low. Cause unknown. W/030624 ltr. 

kTA, H. , BCOTT, D.J. Commonwealth Edison Co. 83/06/24. KEPPLER, J. 0. 
tag ion 3, Office of Director. 3pp. 19373:010. 24X 

riche: 30-237, 03/06/24. 83071 10109. 


>7080243 LER 63-043/03L-0: on 030331 , hal f-scram signal received while 
resting MSIVs 10 *, 2B. Relay 390-102H found dropped out. 

;*u»ed by misalignment of actuating arm on ID MSIV limit 
[Witch. W/830629 ltr. 

1C00WAN, J. J. , SCOTT, D. J. Commonwealth Edison Co. 03/06/29, 

IEPPLER, J. 0. Region 3, Office of Director. 4pp. 19392:046. 24X 

’ i c he : 30-237, 03/06/29, 0307000243. 


►7110339 LER 83-045/03L-0; on 830608. during normal opera t i on. C ire u i t 
ireaker for core spray injection valve MQ2-1402-23B tripped. 

;«utad by Incorrect setting on circuit breaker. due to 
i enonnel error. Breaker set correct ly. W/830629 ltr. 

:OYLE. L. M. . BCOTT. D. J. Commonwealth Edison Co. 83/06/29. 
iEPPLER, J. 0. Region 3, Office of Director. 4pp. 19380:249, 24X 

• l ch e : 30-237, 83/06/29, 8307110339. 


1 71101 13 LER 03-O44/O3L-O: on 830603, review dP Area X temp showed 
ncreaee of approx 23 F due to crack in test tap on M8IV 2C. 

:-*used by fatigue due to improper support of 3/4-inch test 
onnection. Steam line cut & capped. W/830630 ltr. 

IAXWELL, D- I SCOTT, D. J. Commonwealth Edison Co. 03/06/30 
.EPPLER, J. G. Region 3, Office of Director. 3pp. 19373:130. 24X 

' l che: 30-237, 03/06/30. 8307110115. 


720016B Updated LER 83-020/G3X-1 : on 830320. core spray injection 
-alve MO 1402-25B remained open when close signal given. 

«us«d by breaker incorrectly set due to procedure 
inadequacy, Breaker res b t. W/030703 ltr. 

OYLEj L. , SCOTT, D. J, Commonwealth Edison Co. 03/07/05. 

EPPLER, J. 0. Region 3, Office of Director 3pp. 19647:277. 24X 

i Che : 30-237, 03/07/03. 8307200160. 


7200174 LER B3-046/03L-0: on 030613, after using LPCl sys to lower 
u p press 1 on pool level, MO 2-13QL-13A failed to reopen upon 
PCI sys shutdown. Caused by valve motor operator mounting 
olts snapping off. Bolts replaced U retorquad, W/03071 1 ltr. 
HRISTEL, 0. , BCOTT, D, J. Commonwealth Edison Co. 83/07/11. 

EPPLER, J. 0. Region 3. Office of Director. 3pp. 19647:303, 24X 

i che: 30-237, B3/07/ 1 1 , 8307200174. 


7200302 LER 03-O49/O3L-Q: on 030616, while attempting to equal lie 
OTus/drywell differential pressure, va Ives 2-1601-60 t 61 
Quid not open. Caused by inadvertent closure of air supply 
* elation valve 2-4713-312. Valve opened. W/03071 1 ltr. 

AND WEE, D. , SCOTT, D, J. Commonwealth Edison Co. 03/07/1 1, 

EPPLER, J. 0. Region 3, Office o-f Director. 3pp. 19648:060, 24X 

1 Che : 30-237, 83/07/ 1 1 , 8307200302. 


7200191 LER 03-O48/O3L-O: on 030616, during reactor vessel low water 
*vel ECCS initiation (DI0-3OO-3), 1 evel indicating switch 
’"263-72B tripped at 111.3 Inches delta P. Caused by setpoint 
rift, Setpoint ad justed. W/030712 ltr. 

□YLE, L. , SCOTT# D. J. Commonwealth Edison Co, 83/07/12, 

EPPLER, J. 0. Region 3, Office of Director, 3pp. 19647:312. 24X 

t c h e ; 30-237, 83/07/ 1 2, 8307200 191. 


7220231 LER 83-030/03L-0: on 030617, snubber 42 on steam line A found 
a have loose pipe clamp which had dropped 2 inches from 
armal position. Probab ly caused by inadequate tightening of 
l.amp bolts during original insta 1 let ion. W/830714 ltr. 

3HR0EDER, B, A, , SCOTT, D. J, Cleveland Electric Illuminating Co. 
3/07/14. KEPPLER, J. 0. Region 3, Office of Director. 3pp, 
7604:247. 24X Flche: 30-237, 83/07/ 14, 0307220231 . 


8307230452 Discusses hole discovered on 030719 on expansion bellows for 
torus vacuum breaker 2-1601-3211. Caused by inadvertent arc 
strike while welding on adjacent piping Hole to be repaired 
by welding over area . Exempt ion requested. 

RYBAK, B Commonwealth Edison Co. 03/07/20. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 3pp. 19701: 172. 24X 

Fiche: 50-237, 03/0-7/20, 0307250452. 


8307260541 PN0-1I I-B3-064 on B30719, 1/0-inch diameter hole found in 
metal bellows in primary containment drywe 1 1-to-tor us 
vacuum breaker. Caused by welding strike during Hark I torus 
mods. Unit placed In cold shutdown. 

MADISON, A , SHAFER, U. Region 3. Office of Director. 83/07/20. Ip 
19732:027 24X F i che: 50-237, 03/07/20, 830726054 1 


DOCKET 30-243 OREGON STATE UNIV. RESEARCH REACTOR 
P. Operating license stage documents If correspondence 


8307260434 Application to amend License R-106. revi sing surve i 3 1 ance 
intervals to be consistent w/ANB/ANSI 15. i-1902 std, "Tech 
Specs for Research Reactors.” 

MONO, C.H. , PARSONS, T. D. Oregon State Univ. 83/07/19. CARTER, R. 
Standard i lation I* Special Projects Branch. 5pp 19734 039 24X 

Fiche: 30-243, 03/07/19,8307260454. 


— 8307260450 Marked-up revised Tech Spec Section 4 re surveillance 
requirements, 

a Oregon State Univ. S3/07/19. 5pp. 19734:044. 24X 

Fiche: 50-243, 03/07/19, 8307260454. 


03O72BO169 Forwards Amend 0 to License R-1G6, reduc ing authorized amount 
of U— 233, 

THOMAS, C, 0. Standard 1 lation |< Special Projects Branch. 83/07/20. 
WAN®, C.H. Oregon State Univ. 3pp. 19026:268, 24X 

Fiche: 50-243, B3/07/20, 0307280168 


— 03O72DO179 Amend 8 to Liconse R-106, roduc 1 ng authoriied amount of 
U-233. 

THOMAS, CO. Standard i iat Ion 6 Special Projects Branch. 03/07/20. 
2pp. 19026:271 24X Fi c h e : 50-243, 83/07/20, S3072B0 168. 


V, Operator E* am ina t i ons 


8307080427 Generic Ltr 83-12A to all nonpoiuer reactor licensees re 
issuance of NRC Form 398, "Personal Qua l i f l ca t i ons 
Statement - Licensee.' 1 Svc list end. 

EISENHUT, D. G, Division of Licensing. 83/07/11. Michigan! Univ. 
of. 14pp 19563:130 24X Fic he : 50-000, 83/07/ 1 1 , 8307000427. 


DOCKET 30**244 ROBERT EMMET QINNA NUCLEAR PLANT, UNTT I 


F. Security, medical, emergency & fire protection plans 


03071 10536 Forwards IE Insp Rept 30-244/B3-14 on 830607-09. No 
noncompliance noted. 

MARTIN, T. T. Division of Engineering & Technical Programs. 83/06/22. 

MALER, V. E. Rochester Ga* It Electric Corp. 2pp, 19300:134, 24X 

Fiche : 50-244, 83/06/22, B3071 10336. 


—8307110539 IE Insp Rept 30-244/03-14 on 030607-09. No noncomp Uance 
noted. Major areas inspec ted: public prompt notification 
sys. 

COHEN, T. , CROCKER, H, W. Region 1, Office of Director. 83/06/21. 
3pp. 193B0: 136. 24X Fi c h e : 50-244, 83/06/22, 8307 1 10336. 


8307120025 Release* public version of revised emergency plan 
implementing procedures. 

FELTON, J. M. Division of Rules and Records, 83/06/24. Document 
Management Branch. Ip. 19309:001. 24X Fiche: 50-244, 03/06/24, 

8307120025, 


— 8307120031 Forwards public version of revised emergency plan 
implementing p roc e dures, i nc 1 ud ing Procedure* SC-233 re 
search & rescue operation, SC-703 re plant status rept & 

8C-704 re safeguard status form. 

MA I ER, J. E. Rochester Qas U Electric Corp, B3/05/31. ALLAN, J, M. 
Region 1, Office of Director. Ip. 19309:003. 24X 

Fiche: 30-244, 83/06/24, 0307130025. 


■0307120037 Public version of revised emergency plan implementing 
procedures, I nc 1 ud I ng Procedures SC-233 re search Ik rescue 
operation, SC -703 re plant status rept it 8C-7Q4 re safeguard 
status form. 

* Rochester Oas «< Electric Corp. 83/05/18, 110pp. 19309:003. 

24X Fiche: 50-244, 83/06/24, 8307120023. 
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8307M037I Forward! IE Insp Rapt 50-244/03-1 
notice of violation. 

STARQSTGCK 1 . R. Division of Project tt Rest 
MAIER, J E. Rochester Qa* 6 Electric Carp. 
Fiche; 50-244. 83/06/27, 9307140371 . 


3 on 830309-0616 U 

dent Programs 03/06/27. 
2pp. 19314:001 24X 


“*8307140396 Notice of violation from insp on 930509-0616. 

* Region 1, Office of Director. 83/06/27. 2pp, 19514:003 24X 

Fie he: 50-244, 83/06/27, B30714Q371. 


-“8307140403 IE Insp Kept 30-244/03-13 on 830300-06 1 6, Non c omp 1 i anc e 
noted: failure to Follow operating & surveillance test 
procedures h failure to identify hatch door lea* rata 
exceeding surveillance test acceptance criteria. 

ZIMMERMAN. R. P Region 1. Office of Director. K ISTERi H. B. 
Division of Project h Resident Programs B3/06/27 7pp 
19514:005 24X Fi c he 30-244. 03/06/27, 8307 M0371 . 


8307270465 Releases public version of revised emergency plan 
Implementing procedure*. 

FELTON. J M. Division of Rules and Records. 83/07/19. Document 
Management Branch. Ip. 19786:246. 24X F kche : 50-244, 83/07/ 19, 

83 07270465 


'830727046a Fo-rwards public version of revised emergency plan 
implementing proc erfures. i he 1 ud i ng Procedures SC-605 re site 
contingency call list. SC-420 re estimating offsite doses L 
SC-323 re emergency offsite radiation survey teams, 

MAIER. J.E. Rochester Oa * b Electric Corp. 93/06/24. MURLEY, T. E. 
Region i, Office of Director Ip. 19769247 24X 

Flche. 50-244.63/07/19, 8307270465 


"830727047 f Public version of revised emergency plan implementing 
procedures, inc luding Procedures SC-605 re site contingency 
call list. SC-420 re estimating offsite doses 6- SC-323 re 
emergency offsite radiation survey team*. 

* Rochester ©a* b Electric Corp. 63/06/21. B6pp. 19788 240. 
24 X Fiche: 50-24 4. 83/07/19. 830727046 5 


0 Adjudicatory correspondence 


8307050163 Forwards 830628 notice of avail 
application for full-term OL El A evaluat 
supporting conversion of provisional OL 
YCJUNC.M A. Nearing Branch 4 83/06/30 

C0LE.R.F. Atomic Safety and Licensing 0 
24X Fiche. 50-244, 93/06/30.8307030163. 


abl lity of NRC El A re util 
ed Dec 1973 FES 
to full -teT-m OL. 

GROSSMAN, H, , LUE0KE, E. A. . 
oard Panel. 2pp. 19199: 162. 


8307190004 Response to ASLB 830613 order requesting further status 
rept. Recommends ASLB establish 2-month period for 
interverior to file new or amended contentions after issuance 
Of conversion SER s upp I . C e r t i f i cate of Svc end. 

YOUNO. M A. Hearing Branch 4. 03/07/13. Atomic Safety and 

Pan,>1 ,4 ^ 19635: 016. 24X Fl c he : 90-244, 83/07/15. 


8307190270 Response to ASLB B30615 orde r. roc ommend i n g that period of 
discovery not commence until all future issuances re 
Integrated plant safety assessment rep t <NUREG-O0?1 ) 
ava 1 Lab 1 e 

VOIGT, H H Rochester Gas lr Electric Corp. VOIGT, H. H. LeBoeuf. 
Lamb, Leiby fr MacRae 83/07/15. 3pp. 19620 304 24X 

Fiche: 30-244.83/07/15, 0307190270. 


--03O7 1 9027 J Memorandum of lat if supporting licensee position re need tc 
renotice opportunity to intervene ASLB should not order 
renati ce. s ( nee neither law nor policy counsel favor 
renotice. Certificate of 8vc end 

VOIGT, HR Rochester Gas U Electric Corp. VOIGT. H. R LeDoeuf, 
83/07/15. Atomic Safety tlc.n,ll, 9 
0307^90^70 ,PP 1? * 2S -30? 24X F i ch e . 30-244. 83/07/ 1 5, 

0307200227 Status rept as of 030715. Util has no further issuances. NRC 
Ills* !/IIV C ” ejected by 030901 Author expects to file 
content tons. Prehearing conference unnecessary. 

Svc encl ‘ Related correspondence. 

«^ L ^- AFFillaUon Unknown 03/07/ IS 7pp. 1964B: 033 24X 

Flche: 50-244. 03/07/15, 0307200227. o. uaa. *4* 


operating license stage documents & correspondence 


8306060070 Generic Ltr 
applicants for OLs it 
re safety evaluation 
Svc list end 
E I SEN HUT , D. G oi vis i 

Electric Co. lOpp 
8306060070. 


33-22 to all operating reactor licensees, 
holders of CPs for Wes t i nghous a pwRs 
of "Emergency Response Guidelines " 

J" Ucens ‘"a 83/06/03. Yankee Atomic 
19563 116 24X Flche 50-000. 03 / 06 / 03 . 


0307060184 Forwards SER accepting corrective actions proposed in 
830316 U 0422 submittal* for resolving leakage detection sys 
issues raised in integrated plant safety assessment rept 
{NUREG-082U, Sec t ion 4.13 

CRUTCHFIELD, D Operating Reactors Branch 5. 03/06/20. MAIER, J. E, 

Rochester Gas b Electric Corp, 3pp. 19236: 056. 24X 

Flche: 50-244, 03/06/20, 03O7O6O1S4. 


6307060107 SER accepting licensee actions proposed in 630316 t» 0422 
submittals to resolve leakage detection sys issues raised In 
integrated plant safety assessment rept <NURE0-0821) . Section 
4 13. 

* Office of Nuclear Reactor Regulation, Director. 03/06/20. 3pp 
19236:059. 24 X FJ c h e : 50-244, 83/06/28, 0307060184. 


8307060263 Forwards safety evaluation of SEP Topic III-i re Integrated 
plant BAR (NUREG-092I ) , Sec t ion 4.7, "Classification of 
Structures,Sy» U Components." Info supplied 030124 
acceptable to rasolve open item* in Section 4.7 

CRUTCHFIELD, D. Operating Reactors Branch 5. 03/06/28, MAIER, J E 

Rochester Gas b Electric C«orp. 9pp. 19239:294 24X 

Flche: 30-244, 83/06/28, 8307060263. 


8307060269 Advise* that 820426 response to re*tart SER (NUREQ-0916) 
Item 17 re early operation of loose parts monitoring sys 
reviewed It installation St operation of sys should assure 
continued safe operation of plant, Item 17 resolved. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 83/07/01. MAIER, J E 

Rochester Gas 6 Electric Corp. 2pp 19239:182 24X 

Fichs: 50-244, 03707/01 , 8307060269, 


8306270397 Generic Ltr 83-26 ta all applicants for DLs St holders of 
CP* for power reactors re clarification of surveillance 
requirements for diesel fuel imp url ty. Svc list end 
EISENHUT, D. 0. Division of Licensing. 83/07/05. Consolidated 
Edison Co. of New York. Inc. 16pp. 17390-317. 24X 

Fiche: 30-000, 83/07/03, 0306270397. 


8307060329 Generic Ltr 03-27 to all licensees U applicants for 
operating power reactors U holders of CPs for power reactors 
re surveillance intervals In STS Svc list encl. 

CJEENHUT, D G. Division of Licensing 83/07/06 Consolidated 
Edison Co. of New York, Inc 16pp. 19669:234. 24X 

Fiche: 30-000, B3/07/06, 8307060329. 


0307120490 Responds to NRC 830531 Ur 
qua! i f 1 cat i on of electrical aquipmen 
830201,0408 & 0319 adequately addres 
info required, 

MAIER, J. E. Rochester Ga* b Electric 
Operating Reactor# Branch 5. Ip 
Fiche: 50-244, 03/07/06. 0307 120490. 


clarifying 821213 SER re environ 
t. Previous responses on 
s 10CFR50. 49. No addl 

Corp. B3/07/06. CRUTCHFIELD, D. 
19425:028. 24 X 


B307090169 Generic Ltr 83-28 to all licensee* of operating reactors, 
applicants for OL h. holder* of CPs re required actions based 
on generic implications of Salem ATWB events. Svc list encl. 
EISENHUT, D- Q. Division of Licensing. 83/07/08. Consolidated 
Edison Co. of New York., Inc. 38pp. 19669:269. 24X 

Fiche; 50-000, 83/07/00, 83070B0169. 


8307130011 Forwards evaluation of 8304U * 0616 responses to integrated 
plant SAR UP5AR) Section 4.25.3, "Flooding Due to Failure 
of Tanks " Issue resolved. 

CRUTCHFI ELD, D. Operating Reactors Branch 5. 03/07/00. MAIER, 3. E. 

Rochester Oa # 6 Electric Corp. 3p p , 19474:204. 24X 

Fiche: 30-244, 03/07/03, 830713001 i. 


0307180417 Advises that, based on review of 830524 b 0609 submittal* re 
mod to steam generator tube sleeving p roc ess, C las* II fee 
applicable. 

DIGGS, R h License Fee Management Branch 83/07/12, MAIER, R. E, 
Rochester Gas b Electric Corp. Ip. 19566:355 24X 

Fiche: 30-244, 93/07/13, B3071B0417- 


B307260445 Proposes mod 
III-5.B to protect ma 1 
effects of block wall 
Integrity. 


MAIER, J. E. Rochester 
Operating Reactors Dr 
Fi Che: 50-244, 83/07/20, 


to commitment made in NUREG-0021 per SEP Topic 
n steam safety b relief valves from 
failures. Mod would ensure structural 

Gas & Electric Corp. 83/07/20. CRUTCHFIELD, D. 

anch 9. 2pp. 19734:207. 24X 

0307260445. 


8307260449 Forwards nonproprietary version of safety evaluation 
supporting pre t *n* i on i ng mod* to steam generator sleeving 
process Proprietary version issued 830616. 

CRUTCHFIELD, D. Operating Reactor* Branch 5. 83/07/25. MAIER, U. E, 

Rochester Gas b Electric Corp. 2pp. 19731:199. 24X 

Fiche: 30-244, 83/07/25* 8307260449 


0307260450 Nonp r op r i e t ary version of safety evaluation supporting 
pretensioning mod* to steam generator sleeving process. 

* Office of Nuclear Reactor Regulation, Director. 03/07/25. 
llpp 19731:201. 24X F 1 c h e : 50-24 4, 03/07/25. 8307260449. 
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0. Inspection reports, IE Bulletins & correspondence 


8307060022 Forward* IE Insp Rept 50-244/83-12 on B3QS09-13. Wo 
noncampl lance noted. 

MARTIN* T. T. Division of Engineering b Technical Programs. 83/06/20. 

MAIER, J. E, Rochester Gas b Electric Corp. 2pp 19251:337 24X 

Flche: 50-244* B3/06/20, 0307060022. 


— 8307060029 IE Insp Rept 50-244/83-12 on 830309-13- No noncompliance 
noted. Major areas i nsp ec te d : BbW steam generator braied 
sleeves b double explosively welded tube sheet sleeves* 
feedwater ring J tube replacement b maint welding. 

REYNOLDS, 8. D > DURR, J. Region 1* Office of Director. 83/06/17. 
10pp. 19251:339. 24X F 1 c h e : 50-244* 83/06/20* 8307060022. 


B307110536 Forwards IE Insp Rapt 30-244/83-14 on 830607-09. No 
noncompliance noted. 

MARTIN, T. T. Division of Engineering b Technical Programs. 03/06/22. 

MALER, J. E. Rochester Gas b Electric Corp. 2pp. 19380:134. 24X 

Flche: 30-244* 83/06/22* 8307110336. 


-**0307 1 10539 IE Insp Rept 50-244/B3-14 on 830607-09. No noncompliance 
noted. Major areas inspected : publ ic prompt notification 
SYS- 
CO HEN, T * CROCKER, H. W. Region 1* Office of Director. 03/06/21. 
5pp. 19300:136. 24X F ich e : 30-244* 03/06/22* 0307 U0336. 


B307140371 Forwards IE Insp Rept 50-244/83-13 on 030500-0616 * 
notice of violation. 

QTARQSTECKl* R. Division of Project b Resident Programs. 83/06/S7. 
MAIER, J, E. Rochester Gas 8* Electric Corp. 2pp. 19914:001, 24X 

Fiehe; 50-244, 03/06/27* 8307140371. 


— 8307140396 Notice of violation from insp on 030500-0616. 

* Region 1, Office of Director. 03/06/27. 2pp. 19314:003. 34X 

Flche: 50-244, 03/06/27, 6307140371. 


— 0307140403 IE Insp Rept 30-244/83-13 on 830500-061 6. None omp 1 1 anc e 
noted: fal lure to follow operating b surveillance test 
procedures b failure to identify hatch door leak rate 
exceeding surveillance test acceptance criteria. 

ZIMMERMAN, R. P. Region 1* Office Of Director, KI8TER, H. B. 
Division of Project b Resident Programs. 83/06/27. 7pp. 
19514:005. 24X F 1 the : 30-244* 83/06/27, 8307 140371 . 


8306270401 IE Info Notice 63-46* “Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem, " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

York. Inc. 134pp. 19363:293. 24X Fi c h e : 90-000* 83/07/ 11 , 830627040 1 . 


9306270404 IE Info Notice B3-47, “Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid," Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Poet 830103). 03/07/12. Consolidated Edison Co. of New 

York, Inc. 141pp. 19963:153. 24X Flche; 50-000, 03/07/12, 0306270404. 


8307220160 Notification of Significant Licensee Meeting 03-50 w/util 
on 830721 in OntarioiNY to discuss results of SALP. 

KI8TER.H. Region 1, Office of Director. 03/07/13. Region i* 
Office of Director. Ip. 19692:354. 24X F 1 Che : 50-244, 83/07/13, 
8307220160. 


8306270406 IE Info Notice 03-48, "Gaseous Effluent Releases of 
Radioactive 1-125 b 1-131 In Excess of NRC Limits." Svc list 
encl. 

TAYLOR, J, M. Division of GA. Safeguards b Inspection Programi (Post 
830103). 83/07/14. Consolidated Edison Co. of New York, Inc, 

114pp. 19715:270. 24X Fi c h e ! 30-000, 83/07/ 1 4, 0306270406. 


8307190164 Ac k receipt of 830630 itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-244/83-10. 

8TAR09TECKI, R. Division of Project b Resident Programs. 83/07/13. 
MAIER,J. E. Rochester Oat b Electric Corp. Ip. 19636:261. 24X 

Fiche; 50-244, 03/07/13, 8307190164. 


--8307 190169 Responds to NRC 830531 ltr re violations noted In IE Insp 
Rept 50-244/03-10. Corrective actions: new Test Procedure 
PT-2. 2Ai "RHR Syi Shutdown Operability Test*" written b 
performed on 030302. 

MAIER, J. E. Rochester Gas b Electric Corp, 83/06/30. ALLAN, J. M. 
Region 1, Office of Director. 2pp. 19636:262. 24X 

Flche: 50-244. 83/07/13, 8307190164. 


8307280337 Responds to NRC Hr re violations noted in IE Imp Rept 
30-244/83-16. Correc t ive actions : maint procedures revised to 
require verbal notification b documentation. 

MAIER, J. E. Rochester Gas b Electric Corp. 83/07/21. MUftLEY, T. E. 
Region 1, Office of Director. 3pp, 19789:053. 24X 

Flche: 30-244, B3/07/21, 8307280337. 


R. Periodic operating reports b related correspondence 


8307220170 Monthly operating rept for May 1903. W/830 600 Hr. 

MCNAMARA. A. E. * SNOW. B, A, Rochester Gas b Electric Corp. 63/06/OB. 

Office of Resource Management, Director. 7pp. 19684:019. 24X 

Fiche: 50-244, 83/06/08. 83G722017B. 


8. Reportable occurrences. LERs b related correspondence 


8307150379 RO: on 030609, dur i ng safety injection functional test, when 
safety Injection signal Initiated by simulating high 
containment p r * % su r e, c harg 1 ng pump 1C did not trip, 
causing operation of reactor overpressure protection syt. 

MAIER. J. E Rochester Gas b Electric Corp. 83/07/08 MURLEY, T. E. 
Region 1* Office of Director 3pp. 19339:159. 24X 

Fiche: 50-244, 03/07/00, 0307150379 


8307220262 LER 03-O19/O3L-Q: on 830613, while changing from cold to hot 
shutdown* containment spray pumps found in pull-stop position 
at 207 F. Caused by changes in Tech Spec interpretation. 

Pumps placed in au t o. W/B30713 Hr. 

BEATTY. E. J. , MAIER* J. E. Rochester Oas b Electric Corp. 03/07/13. 
MJRLEY.T, E. Region 1. Office of Director. 2pp. 19684:173. 24X 

Fiche: 30-244, 83/07/13. 8307220262. 


8307220377 LER 83-02 0/03L-0: on 030613* dur 1 ng startup from refueling 
outage, RC3 chloride concentration exceeded 13 ppm at greater 
than 230 F Caused by Increased chloride solubility due to 
increasing RGB temp b contamination. W/B30713 ltr. 

FILKIN8. D , MAIER, J. E. Rochester Gas b Electric Corp. 83/07/13. 
MURLEY, T. E. Region 1. Office of Director. 3pp. 19673:249. 24X 
Fiche: 50-244* 83/07/13, 0307220377. 


8307200366 LER B3-OE3/03L-0: on 830619, fol 1 owing manual turbine trip due 
to Ion of electro-hydraulic turbine control, block valve 
MOV 516 closed due to indicated leakage through pressuriitr 
PGRV-430, Caused by high pressuriier pressure. W/B30719 ltr, 

LARIZZA, G. F. , MAIER, J. E. Rochester Oas b Electric Corp. B3/07/19. 
MURLEY, T. E. Region 1* Office of Director. 3pp. 19796:118. 24X 

Fiche: 30-244* 83/07/19* 0307200366. 


DOCKET 50-245 MILLSTONE NUCLEAR POWER STATION. UNIT 1 


F. Security, medical, emergency b fire protection plans 


8307010074 Forwards Rev 17 to modified amended security plan. Rev 
Withheld (ref 10CFR2, 790). 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL. W. 0. Northeast Ut 1 1 Ities. 83/06/09. 

MURLEY, T. E. Region 1, Office of Director. Ip. 19124:339, 24X 

Fiche: 50-245* 83/06/09. B307010074. 


8307010135 Forwards IE Imp Repts 50-243/83-00 b 50-336/03-10 on 
030500-0604. No none omp 1 iance noted, 

STARQSTECKJ , R. Division of Project b Resident Programs. 03/06/14. 
COUNSIL* W. G, Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities), 2pp. 19170:086. 24X Fi ch e : 50-245, B3/06/ 14* 030701 01 59. 


—8307010167 IE Insp Repts 50-245/83-08 b 50-336/83-10 on 830508-0604. No 
noncomp 1 iance noted. Major areas inspected: evaluations of 
plant operat i ons, star tup testing* equt pment alignments b 
r ead lness, phy s 1 c a 1 security b fire protection. 

8HEDL0SKY, J. T. *• LIPINSKI, D. R. Region 1. Office of Director. 

EL8AS8ER* T. C, Division of Project b Resident Programs. 03/06/10. 
ilpp. 19170:008, 24X Fiche: 50-243, 83/06/14*8307010135. 


0307010072 Forwards IE Imp Rept* 50-245/83-10 b 50-336/03-12 on 
030516-19. No noncompliance noted. 

MARTIN* T. T. Division of Engineering U Technical Program*. 03/06/15. 

COUNSIL, W. 0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 19168:132. 24X Flc h e : 50-245, 03/06/1 5* 8307010072. 


—0307010090 IE Insp Repts 50-245/03-10 b 50-336/03-12 on 030516-19. No 
noncompliance noted. Major areas inspec ted: followup of 
emergency preparedness items from IE In*p Rfpt* 50-245/02-01 
b 50-336/82-01 on 820104-14, 

MILLER, M. , SMITH. R. , CROCKER, H. W. Region 1* Office of Director. 
83/06/15, 17pp. 19160:134. 24X Fi c he : 30-245* 03/06/ 1 5, 8307010072. 


0307110019 Forwards Rev 1 to sul tabil i ty, training b qua I if lea t ion plan. 
Rev withheld <ref 10CFR2. 790). 

COUNSIL, W. Q. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G, Northeast Utilities. 03/06/24. 

MURLEY, T,E, Region 1, Office of Director. ip. 19374:202. 24X 

Fiche: 50-245* B3/06/24. 0307110019. 
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9307260346 Application for amend to License DPR-21, p-ropos i ng Tech Spec 
changes to correct typographical errorsi promo te clarity 4; 
standardize testing on carbon dioxide b Haion 1301 firs 
control sy$. Class II amend fee encl. 

COUNSEL* W. G. Northeast Nuclear Energy Co. (subs. of Northeast 
Utilities). COUNSEL* W 0. Northeas t Ut i ) i ties. 63/07/15 
CRUTCHFIELD, D Operating Reactors Branch 9. 2pp. 19733:024 24 X 

F i c fi e . 50-243. 33/07/15. 330726 0346 . 


— 8307260351 Proposed Tech Spec 3/4 12-7 & Table 3 12 2 re carbon 
dtoilde h Haion 1301 *ys b fire protection instruments. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
33/07/ 1 5 2pp. 19733:026. 24X Ft c he 50-245, 83/07/ 1 5. 8307260346 


J. Insurance b indemnity Information 


□30720011 1 Forwards Secondary Financial Protection Certificates N-IS 
b N-16 to NELIA Policy 1 fc Secondary Financial Protection 
Certificates M-15 & M-16 to MAELU Policy l 

Marsh 5, McLennan. Inc. 83/07/12. SALT ZNAN, J. D. 
Assistant Director for State b Licensee Relations 29pp 19646:001. 
24 X Fiche: 90-24 5. B3/07/12. G307200UI 


P. Operating license stage documents t* correspondence 


0307110616 Monthly notice of amends to £3L« involving NSHC issued since 
830923 

CLARK, R A Operating Reactors Branch 3 83/06/14. 26pp. 

19391:152. 24X F iche: 90-000. 03/06/1 4. B3071 10616. 


03O7O6OOB2 Advises that undervoltags setpoint of 84-volt ac chosen to 
prevent spurious trips due to voltage transients caused by 
starting large loads white remaining conservatively above 
dropout relay voltages 

COUM51L.W, 0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL. W.G. Northeas t Ut i l l fci es . 03/06/24 

CRUTCHFIELD, D. Operating Reactors Branch 5 Ip. 19251:356. 24X 

Fiche: 30-245. 83/06/24, 8307060002. 


BSOTOSOIB 1 ? Forwards ‘‘Integrated Plant Safety Assessment Rept," for 
Sac tions 4.9. 4102 b 4.16.1 re effects o-n pipe break on 
components inside containment U jet impingement criteria 
outside containment. Requests Tech Spec amend within 90 day#, 

SHEA, J. Operating Reactors Branch 5. 03/06/29. COUNSEL, W. G. 

Northeast Nuclear Energy Co. (subs of Northeast Utilities). 9pp. 
19199:197 24K f i che : 30-243. 83/06/29, 83070301G9. 


0306370397 Generic Ltr 03-26 to all applicants for OLs h holders of 
CPs for power reactors re c 1 ar i f ication of surveillance 
requirements for diesel fuel impurity Syc list encl. 

EISENHUT, 0. 0, Division of Licensing 03/07/05. Consolidated 
Edison Co . of New York, Inc. 16pp. 19390:317. 24X 

Fiche: 30-000, 83/07/05,0306270397 


0307080434 Forwards safety evaluation of util 021203 response to 
integrated plant safety assessment rept (NUREG-00 24), Section 
4. 3 2, on ventilation s y t. Los s-of-ven tl lat i on tests & 
proposed procedural b design mods acceptable 

SHEA, J. J. Operating Reactors Branch 5 83/07/03, COUNSEL, W G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 
19346:152. 24X Fiche : 30-245, 83/07/05, 8307000434 


— 83 07080439 Safety evaluation accepting util 821203 response to 
integrated plant safety assessment rept < NUREG-0824 ) , Bee t i on 
4,3.2 re ventilation sys, based on listed procedural b 
hardware mods 

* Office of Nuclear ReactdT Regulation, Director, 03/07/05 5pp. 
19346 .154. 24 X Fi ch e : 50-24 5, 03/07/05, 6307GB04 34. 


83070-60329 Generic Ltr 03-27 to all licensees b applicants for 
operating power reactors *< holders of CPs for power reactors 
re surveillance intervals in STS Svc list encl. 

EISENHUT. 0. 0. Division of Licensing. 03/07/06. Consolidated 
Edison Co of New York, Inc. 16pp. 19669:234. 24X 

Fiche: 50-000, 03/07/06.8307060329 


8307130282 Forwards evaluation re response to integrated plant 5AR 
Section 4.20, "C onta inmen t Isolation Sys " Design mod 
ac cep tab 1 <? 

SHEA, J. J. Operating Reactors Branch 3. 83/07/07. COUNSEL. W G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 
1 9308: 209 . 24 X F i c h e : 50- 245, 8 3 / 07 /07 , 8307 1 302B2 . 


--8307 13Q2B9 Evaluation concluding info L proposed corrective action re 
integrated plan SAP! Section 4 20, ‘’Containment Isolation 
Sys” acceptabla. 

* Dpnra ting Reactors Branch 3 83/07/07. 3pp. 19308:211. 24X 

Fiche. 50-245, 83/07/07, G307 130282. 


8307130193 Application for amend to Licenses DPR-21 6 DPR-63, r sv i s 1 ng 
Section 6 of adminis trat ive Tech Specs bo reflect updated 
util policies 6 practices. 

COUNSIL. W, G. , SEARS, C. F. Northeast Nuc 1 ear Energy Co. (subs, of 
Northeast Utilities) COUNSIL, W. Q Northeast Utilities. 03/07/07. 
CLARK. R. A. Operating Reactors Branch 3. CRUTCHFIELD, D. Operating 
Reactors Branch 3. 2pp, 19330:030. 24X Fi c h e : 50-245, 83/07/07, 

8307130193. 


— 8307130197 Proposed rev to administrative Tech Specs reflecting updated 
util policies b practices. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
83/06/30. 32pp. 19530 032- 24X Flc h e : 30-245, 03/07/07, 0307 1 50193. 


S3070B0169 Generic Ltr 93-20 to all licensees of operating reactor*, 
applicants for OL b holders of CPs to required actions based 
on generic implications of Salem ATW8 events. Svc list encl. 
EISENHUT, D. 0. Division of Licensing. 83/07/00. Consolidated 
Edison Co. of New York, Inc 30pp, 19669:269. 24X 

Fiche: 30-000, 03/07/08, 0307000169. 


8307190131 Submits revs to Corporate Organixation for Nuclear Incidents 
Procedure Manual, per 10CFR30, App E< Section V. 

COUNSIL, W. G Connecticut Yankee Atomic Power Co. CGUNBIL, W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

CDUNSfL.W G. Northeast Uti 1 ities. 83/07/14. EISENHUT, D. G. 

Division of Licensing. ip. 19636:074. 24X Fiche: 30-000, 93/07/14, 

B307I90131. 


B307260346 Application for amend to License DPR-2 1 , prop os i ng Tech Spec 
changes to correct typographical errors , p remote clarity 6 
standardize testing on carbon dioxide 6 Haion 1301 fire 
control sys. Class II amend fee encl. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, M. 0. Northeast Utilities. 03/07/15. 
CRUTCHFIELD, D. Operating Reactors Branch 5. 2pp. 19733:024. 24X 

Fiche: SO-243, B3/07/1 3, 8307260346, 


—8307260351 Proposed Tech Spec 3/4 12-7 b Table 3.12.2 re carbon 
dioxide 6 Helen 1301 sys b Fire protection instruments. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
83/07/ 1 5, 2pp. 19733:026 24X Fich e : 50-243, 83/07/ 1 5, 8307260346, 


0307230524 Notification of 030009 meeting ui/u t i 1 s, Fran k 1 i n Research & 
Teledyne Engineering Svc in Fram i ngham. MA to discuss Mark I 
long-term program implementation b unresolved questions re 
structural integrity. 

SHEA, J. tj, Operating Reactors Branch 3. 83/07/20. CRUTCHFIELD, D. 

Operating Reactors Branch 3. Ip, 19782:240. 24X 

Fiche: 30-000, 03/07/20, 0307250524. 


0307260453 Notifies that gas turbine preventative maint program will bo 
revised to require eallbr of control circuit timers during 
each refueling outage, per SEP Topic VIJI-2, “Onsite 
Emergency Power Sys, " 

COUNSIL, W G. Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities). COUNSIL, W. G. Northeast Utilities. 83/07/20. 

CRUTCHFIELD, D. Operating Reactors Branch 3. Ip. 19734:049. 24X 

Fiche: 50-245, 03/07/20, 8307260453. 


8307260522 Forwards “Responses to NRC Request for Info: Mark 1 Torus 
Program Plant-Unique Rep t,Mi 1 lstone 1 , “ in response to NRC 
830420 request. Info will be included in torus attached 
piping plant-unique analysis rept to be submitted B30801, 

COUNSIL, W-G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities), COUNSIL, WG. Nor th eas t Ut il i t i es 83/07/20. 

CRUTCHFIELD, D, Operating Reactors Branch 5. Ip 19733:315. 24X 

Fiche: 30-245,83/07/20, 0307260522. 


— 0307260527 "Responses to NRC Request for Info: Mark 1 Torus Program 
Plant-Unique Rep t, Mi 11 stone 1,“ 

* Teledyne Engineering Services. 93/07/31. 19pp 19733:316, 
24X Fiche: 30-245, 83/07/20, 8307260522. 


G. Inspection reports, IE Bulletins & correspondence 


8307010155 Forwards IE Insp Repts 50-245/S3-08 50-336/03-10 on 

830300-0604. No none omp 1 i ante noted. 

9TAROSTECK I , R Division of Project b Resident Programs. 83/06/14. 
COUNSIL, W. G, Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities), 2pp. 19170:006. 24 X Fiche: 50-245, 03/06/14, 83070101 55. 


— '0307010167 IE Insp Repts 50-245/83-08 b 50-336/83-10 on 830508-0604. No 
non comp 1 1 anc e noted. Major areas inspec led : eva luat ions of 
plant operations, s tartup testing, equ 1 pment alignments & 
read iness. physica 1 security & fire protection. 

SHED105KY, U. T, , LIP TNBKI, D. P, Region 1, Office of Director. 

ELSASSER, T, C. Division of Project 5c Resident Programs. 93/06/10 
11pp. 19170:000, 24X Fiche: 50-245,83/06/14, 8307010155. 
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8307010072 Forwards IE Insp Repts 90-245/03-10 & 50-336/83-12 qn 
830516-19. No none omp 1 lane e noted. 

MARTIN* T, T. Division of Engineering 4< Technical Programs. 83/06/15 
COUNSIL, W. G, Northeast Nuclear Energy Co (subs, of Northeast 
Utilities). 2pp. 19168:132. 24X Fi che: 50-249. 03/06/15* 8307010072. 


— 0307010080 IE Insp Repts 50-245/83-10 30-336/03-12 on 030516-19 No 

noncamp 1 lance noted. Major areas inspected followup of 
emergency preparedness items from IE Insp Repts 30-243/82-01 
St 50-336/02-01 on 820104-14. 

MILLER, M. , SMITH, R. * CROCKER* H. W. Region 1. Office of Director. 
83/06/15. 17pp. 19168:134. 24X Fi che: 30-243, 83/06/13, 8307010072. 


0307120429 Ac k receipt of 030620 ltr informing NRC of steps taken to 
correct violation* noted in IE Insp Repts 30-245/83-06 & 
30-336/83-08. 

STAROSTECKI, ft. Division of Project S« Resident Programs. 83/07/03. 
COUNSIL* W. O. Northeast Nuclear Energy Co. (subs of Northeast 
Utilities). Ip. 19423:236. 24X F t ch e : 30-243* 03/07/09* 8307 120429. 


— 8307120432 Responds to NRC 830523 ltr re violations noted in IE Insp 
Repts 90-245/03-06 8t 30-336/83-08. C orrec t ive ac t i ons : l ogg 1 ng 
requirement Implemented for periodic verification of 
computer updating. 

COUNSIL, LI. 0. Northeast Nuclear Energy Co. (subs of Northeast 
Utilities). COUNSIL, W. <5. Northeast Utilities. 83/06/20. 
STAROSTECKI* R. Division of Project 6 Resident Programs. 2pp. 
19425:237. 24X Fi ch e : 90-245. 83/07/05* 0307 1 20429. 


8306270401 IE Info Notice 03-46, “Common Mode Valve Failures Degrade 
Burry Recirculation Spray Subsystem " 5vc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/07/U. Consolidated Edison Co. of New 

York, Inc, 194pp. 19563:293, 24X F 1 c h e : 50-000* 83/07/ 11 * 8306270401 . 


8306270404 IE Info Notice 83-47, “Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid.” Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response <Post 830103). 83/07/13. Consolidated Edison Co, of New 

York, Inc. 1 4 1 p p 19363:133, 24X Fi che: 90-000, 83/07/12* 8306270404 


6307190206 Advises that violations cited in IE Insp Repts 90-245/82-24, 
50-336/82-26 & 90-213/83-02 re 0A program for transport 
packages will be changed to unresolved items until firm 
criteria established. 

MARTIN, T. T. Division of Engineering * Technical Programs. 83/07/13 
COUNSIL, W. 0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 19632:115. 24X F i c h e; 50-000, 83/07/ 13* 8307 190206 


8306270406 IE Info Notice 83-48. “Gaseous Effluent Releases of 
Radioactive 1-123 &< 1-131 in Excess of NRC Limits." Svc list 
■ nc 1. 

TAYLOR* J. M. Division of QA, Safeguards b Inspection Programs (Post 
830103). 83/07/14. Consolidated Edison Co. of New York* Inc. 

114pp. 19715:270. 24X Fi che: 30-000* 83/07/14* 8306270406. 


R. Periodic operating reports St related correspondence 


8307220104 Monthly operating rept for May 1983. W/030615 ltr. 

HARRAN,G. , MROCZKA.E. J. Northeast Nuclear Energy Co. (subs of 
Northeast Utilities). MROCZKA.E. J, Northeast Utilities 03/06/07 
Office of Resource Management* Director 7pp. 19683:354 24X 

Fiche: 50-243, 03/06/07, 8307220104. 


8. Reportable occurrences* LERs S< related correspondence 


8307010122 LER 83-01 8/03L-0: on 830317* gas turbine started !« achieved 
ready to load status within 30.74 s. Tech Specs require 40 s. 

Caused by natural snd-of-llfe of components. One ignitor 
rep laced. Second to be replaced later. W/830614 ltr. 

THULL* T. B. , MROCZKA* E. J. Northeast Nuclear Energy Co. (sub*, of 
Northeast Utilities). MROCZKA, E.J. Northeast Utilities. 03/06/M. 
HURLEY* T. E. Region l* Office of Director. 4pp. 19169:233. 24X 

Fiche: 50-243* 03/06/14, Q307010122. 


8307060343 Updated LER 82-023/03X-2: on 021003* while performing local 
leak tests* atmosphere control valves found leaking in excess 
of Tech Specs limit. Caused by packing leaks & worn seat. 

Packing rep laced. U/630618 ltr. 

THULL.T-8., MROCZKA* E. J. Northeast Nuclear Energy Co. (sub». of 
Northeast Utilities). THULL* T, 3. Northeast Uti 1 i t ies . 83/06/18 

HURLEY, T* E. Region 1. Office of Director. 6pp. 19234:170. 24X 

Fiche: 30-245, 83/06/18* 0307060343. 


8307010027 LER 83-020/01 T-0: on 830607, while performing cleanup sys 
rounds* crack Indication identified on weldolet weld. Caused 
by vibration & fatigue during blowdown through relief valve. 
Weldolet* to be visually i nsp ec ted. W/83062 I ltr. 

THULL, T. S. * MROCZKA* E. J, Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). MROCZKA, E. J. Northeast Utilities. 83/06/21. 
MURLEY. T.E. Region 1* Office of Director. 3pp. 19169:200. 24X 

Fiche: 30-243,83/06/21* 0307010027 


8307120409 RO on 030512, reactor protection sys master scram contactor 
390-1000 burned out Caused by end-of - 1 i f e-c y 1 e Con tat tor 
rebuilt w/new core , armature L col) 

MROCZKA, E. J. Northeast Nuclear Energy Co. (subs of Northeast 
Utilities) MROCZKA*E.J. Northeast Utilities 03/06/24. 

MURLEY* T.E Region 1. Office of Director. 2pp. 19430 130 24X 

Fiche: 30-245, 03/06/24* B307 120409 


8307060027 PNS-I-03-O1SA updates 830616 marijuana cigarette discovery 
reported qn 830617. Seven contract security personnel 
terminated because of accusations or admissions of usage 
DUNLOP, J.* GODY. A Region 1* Office of Director. 83/06/30 ip. 
19231:349 24X Fiche: 30-245, 03/06/30. 0307060027 


8307110281 LER 83-022/03L-0: on B30603, time delay relay 590-125D tripped 
during turbine control valve fast closure function \ calibr 
test. Caused by low tolerance Tolerance bank increased & 
setpoints d e c r eas ed . W/030701 ltr 

THULL* T. 5. * MROCZKA* E. J. Nor th eas t Nuc 1 ear Energy Co (subs of 
Northeast Uti 1 ities). MROCZKA.E J. Northeast Ut i H t ies. 83/07/01. 
MURLEY, T. E. Region 1* Office of Director 4pp. 19379:132. 24X 

Fiche: 50-245, 83/07/01 * B30711 0281 


0307190193 LER 83-023/03L-0: on 030616, d i s covered acoustical valve 
monitor function test not performed since 821123 Caused by 
test inadvertently left off production maint mg t sgs 
schedule p r i ntout. Surve i 1 lance performed W/030711 ltr. 

THULL, T. 8. , MROCZKA, E.J. Northeast Nuclear Energy Co (subs of 
Northeast Utilities}- MROCZKA. E. J. Nn r theas t Ut i L i t i e s. 83/07/11 
MURLEY. T.E. Region 1. Office of Director. 3pp. 19630: 138. 24X 

Fiche: 30-245* 83/07/11. 030/190193. 


0307190130 LER 03-O24/O3L-O: on 030612, while performing round* on gas 
turbine generator, EGR oil pump motor discovered hot to touch 
*/. fa 1 led* rendering generator Inoperable Caused by motor 
natural end of life Motor replaced W/030712 ltr. 

THULL* T 5 * MROCZKA.E J. Northeast Nuc loar Energy Co. (subs of 
Northeast Uti Ilties). MROCZKA, E. J Nor thea s t Ut l I i t i e s 83/07/12. 
MURLEY* T.E. Region 1* Office of Director. 3pp. 19636 106 24X 

Fiche: 90-245* 83/07/12, 8307190138. 


DOCKET 30-247 INDIAN POINT STATION* UNIT 2 


F, Security, medical* emergency t* fire protection plans 


8307010129 informs that addl QA audit repts for transport packages did 
not fulfill appropriate criteria, per IE In*p 
Rept 30-247/83-03 Branch technical position will bo 
developed For similar fire protection packages 

MARTIN* T. T. Division of Engineering h Technical Programs. 03/06/24 
0 ' TDDLE* J. D. Consolidated Edison Co. of New York, Inc 2pp 
19169:270 24X F i c he : 50-247* 03/06/24, 83070 1 0129 


8307140004 Forwards preliminary views on 830623 questions re strike at 
facility & impact of strike on emergency planning & 
preparedness. 

PALLADINO.N J. Commissioners B3/06/2B 0TT1NGER.R L House of 
Rep. * Energy & Commerce. 3pp 19656 267. 24X Fiche: 50-247, 

03/O6/2B, 8307140004. 


— 0307140007 Requests answers to listed questions re employee strike at 
facility * impact of strike on emergency planning I* 
preparedness* by 030620 

0TTINGER,R. L. House of Rep , Energy h Commerce 63/06/23 
PALLADIND* N. J. Commissioners Ip 19636.270 24X 

Fiche: 50-247* B3/06/2a, 8307140004 


8307230070 Forwards draft SER re 0301 10 App R exemption requests 
Corrections to SER 6 proposed actions on denied exemptions 
requested within 3 wks. 

EISENHUT* D. G. Division of Licensing. 03/06/2? O'TDOIE.JD. 

Consolidated Edison Co of New York* Inc. 46pp 19724:094. 24X 

Fiche: 30-247, 03/06/29* 0307230070. 


8307120231 Ac k receipt of 030613 ltr informing NRC of steps taker to 
correct violations noted in IE Insp Rept 50-247/83- 1 1 . 

STAROSTECK I , R. Division of Project h Resident Programs. B3/07/01 
O'TOOLE. J O Consolidated Edison Co of New York. Inc 2pp 
19423:200 24X Fiche: 50-247, 03/07/01 . 8307120231 . 


—0307120235 Responds to NRC B30516 ltr re violations noted in IE Insp 
Rept 50-247/03-1 1 Safeguards info deleted <Tef 1 0CFR2 790 & 

73 21) 

O'TOOLE, J D. Consolidated Fdison Co of New York, Inc. 83/06/15 
STAROSTECKI, R Division of Project V Resident Programs. 2pp 
19423:210 24X Fi che 50-247, 03/07/01 * B307120231 . 


0307210007 Forwards IE Insp Rept 30-247/03-14 on 030323-27. No 
none omp li anc a noted 

STAROSTECKI » R. Division of Project & Resident Programs. 03/07/05 
O'TOOLE, J D Consolidated Edison Co of New York, Inc, 2pp. 
19669:221. 24X Fiche: 30-247, B3/07/05* 03072)0007 



32 


DOCKETED ITEMS 


— 930721001*1 IE Irisp Rep t 50-247/03 - 1 4 on 030523-27 No noncomp I lance 
noted Major areas inspected licensee actions taken to comply 
w/requi renienls described in NUREG-0737, I tern II R 2 re 
desig-ri of plant shielding fe vital area assessment 
QAUNACK, IrJ H , EAPEN.P.R , H.ISTER.H 11 Region 1- Office of 
Director 03/06/30. Bpp. 19669-223. 24X Pic h *. 50-247. 63707/05, 

8307210007 


8307270221 Forwards NRC draft SER re exemptions requested from 10CFR5O, 
App R. 

MOORE, JE Hearing Branch J. 83/07/22 GLEASON, J P. , PARIS- D.K., 
SHOW. F J Atomic Safety and Licensing Board Panel 45pp 
19749 :124 24X F i c h e : 50-247 , 83/07 /22. 8307270221 


0. Adjudicatory correspondence 


0307120563 Memo r and irm opposing P IHG of New York (not i -on for 
reconsideration of Commission 030610 order. P IRQ should not 
be permitted to relitigate arguments fully considered & 
ruled upon by Commission 

BRANDENBURG, o Consolidated Edison. Co. of New York, Inc. 83/07/07, 
Commissioners. 3pp. 19433:131. 24X Fiche ; 50-247, 03/07/07, 

9307120563. 


— 9307120567 Confirms 830630 telcon w/D MeCloskey re info on util program 
to assist State of NY in performing emergency response 
activities detailed In radiological emergency response 
interim plan for implementing compensating measures 
0 ■'TOOL E< J D Consolidated Edison Co. of New York, Inc. 83/07/01 

CROCKER, H. W, Region l, Office of Director. 2pp. 19433:134 24X 

Fiche 50-247, 03/07/07, 9307120563 


0307120565 Response opposing PIflG of New York motion for 

r econs i derat i on Of Commission 030610 order. Motion untimely, 
identifies no matters of fact or law St improperly raises new 
issues. Certificate of Svc encl. 

MORGAN, C Rower Authority of the State of New York. MORGAN- C, 
Morgan Associates 83/07/07. Commissioners. 10pp. 19433:136. 

24X Fiche. 50-247, 03/07/07, 8307120565. 


8307120546 Order approving util & NRC 830615 transcript corrections, 
uj/ 1 istsd exceptions 

GLEASON, J. P. Atomic Safety atitf Licensing DoaTd Panel 83/07/08. 
Office of the Executive Legal Director. Bpp. 19433- 33B. 24X 

Fiche: 90**247 , 03/07/08, 8307120546. 


03O7J2OD35 Proposed findings of f ac t. c one lus i ons of law, opinions It 
r ecammeii dat ions re Commission Questions 1-6 LVols- l-3> 

MORGAN, C. Power Authority of the State of New York tfORQAN. C. 
Morgan Associates 83/07/it ?67pp 19420001 24X 

Fiche 30-247, 03/07/11, 8307120035 


0307130077 Proposed findings of fact t conclusions of law. Cer 1 1 f Icate 
of Svc encl 

a Union of Concerned Scientists. * Public Interest Research Group, 
New Vork » Nest Branch Conservation Association. 83/07/11 
□23pp. 19472.323. 24X Fiche: 53-247, 83/07/1 1, 0307 130077. 


0307130234 Proposed op 1 nlon. findings of fac t , c one lus 1 ons of law U 
recommendations Certificate of Svc end 

MOORE, J E. , HASSELL. D F. . MCGUflREN. M. J. Hearing Branch 1. 83/07/ i I 

362pp 1 9505. -030 24X F i t he : 50-247, 03/07/ 1 1, 03071 30234 


0307180060 Proposed findings of fact r» Commission Questions 1-4 l< 
proposed opinion, conclusions of law % recommendations. 

Certificate of Svc encl 

BRANDENBURG, n. Consolidated Edison Co of New York. Inc. 83/07/11 
994pp. 19557 091, 24 X Fiche: 50-247, 03/07/ I 1 ■ 0307 1 00060 


830719007] Forwards proposed findings of fact K conclusions per 930422 
memo. 

O'ROURKF. A. P. Westchester County, NY. 03/07/11 GLEASON, J. P 
Atomic Safety and Licensing flnard Panel Ip 19560: 161. 24X 
Fiche: 50-247, 03/07/11 . 0307100071 


— 8307100074 Proposed findings of fart % c unc 1 us i ons. C er ti f l cate of Svc 
enc 1 

* Wostchestcr County, NY 83/07/11 37pp 19560:162 24X 

Fiche 50-247, 03/07/ l 1 , 8307 10007 1 . 


0307210051 Forwards two corrected pages to NRC proposed opinion, 
findings of fac t» cone lus ions to law 6 recommendations 
MC&URREN.H. J. Hearing Branch 1 03/07/13. OLEASON, J P , SHDN, F. U- . 

PARIS, 0. K. Atomic Safety and Licensing Board Panel. Ip. 19660:274. 
24 X Fiche. 50-247, 83/07/13, 0307210051 


— 0307210061 Two corrected pages to NRC proposed opinion, findings of 
fact. cone lusi-on* of law k rcc ammendations. 

* Office of the Executive Legal Director. 83/07/13. 2pp. 

19668 27 5. 24X F i chc ; 50-24 7 . 03/07 / J 3- D3072IC05 l 


0307270221 Forwards NRC draft SER rs exemptions requested from 10GFR50, 
App R. 

MOORE, J. E Hearing Branch l 03/07/22. GLEASON, J. P. , PARIS, 0. H. , 
SKCN.F. J Atomic Safety and Licensing Board Panel. 45pp. 

19749:124 24X F i< h e : 50-247 , 03/07/22, 030727032 1 


9307270117 Order extending time until 030024 for Commission to act to 
review 830629 Director's Decision. 

CHILK.S.J Office of the Secretary of the Commission. 03/07/25. 
Commissioners. Ip 19749:346. 24X FI c h e : 50-247, 83/07/23, 

03072701 1 7. 


0307290094 Memorandum re PJ Ami cq, ASLD con s u 1 tant, 030624 rept on 
testimony on Commission Question 5. No need exists for 
further testimony or party comments on rept. 

GLEASON. J P Atomic Safety and Licensing Board Panel. 83/07/27. 

2pp, 19822:214. 24X Fi che : 50-247, 03/07/27, 8307290094. 

— 83072901D9 Presents results of -review of testimony on Commission 
Question 5. Testimony on Question 3 is as complete as 
possible but suffers from same deficiencies re relative 
risk, 

AMICOrP.J. Applied Risk Technology Corp. 03/07/01. GLEASON, J, P. . 
SHON, F. J. , PAR IS* □. H. Atomic Safety and Licensing Board Panel, 

7pp. 19022:216. 24X F I th e : 50-247, 03/07/27, 8307290094 , 


H General correspondence 


8307050100 Forwards Rockland County Legislature Resolution 389 
requesting plants cease operation until County radiological 
plan approved. 

SAMUELS, P. Rockland County, NY. 83/06/27. PALLADINO, N. J. 
Commissioners. 3pp, 19199:344. 24X F i c he : 50-247, 83/06/27 , 

0307090100. 


“*-03070501 1 0 Forwards Roc k land County Legislature Resolution 390 
requesting State of NY Legislature to pass legislation 
regulating nuclear power i ndu* try . b a s « 6 on economic 
consequences of radiological accidents lx nuclear waste. 
SAMUELS- P. Rockland County, NY. 83/06/27. PALLADINO, N. 

Commissioners 3pp. 19199:347. 24X F i c h e : 50-247, 83/06/27. 

0307030100, 


— 0307050116 Forwards Rockland County Legislature Resolution 391 
authuriiing County atty to take legal action if NRC does not 
Shut down plants on &30609. 

SAMUELS, P Rockland County. NY. 83/06/27. PALLADINO. N. J. 

Commissioners. 4pp. 19199:350. 24X F i ch e : 50-247, 03/06/27. 

0307050100. 


K- Utility Final Safety Analysis Report (F3AR> h, amends 


8307250493 Forwards Rev 1 to updated FSAR . 

SCHQPPMAN. M. NUS Corp, B3/07/22. POLK, P. NRC - No Detailed 
Affiliation Given. Ip. 19710:203. 24 X FU he: 50-247. 03/07/22, 

8307250493. 


— 0307230302 Rev 1 to updated FSAR. 

* Consolidated Edison Co. of New York, Inc. 83/07/22. 604pp. 

19710:204 24 X Fi C h e : 50-24 7, 83/07/22, 8307250493. 


P Operating license stage documents & correspondence 


8307050152 Forwards application for amend bo License DPR-26, chang lng 
Tech Specs to revise operability requirements 6 limiting 
conditions for operation for reactor cavity level monitoring 
instrumental 1 on. 

O'TOOLE, J D. Consolidated Edison Co. of New York, Inc. 03/05/03. 
VARGA, E A Operating Reactors Branch 1 Ip. 19199:151. 24X 

Fiche: 50-247. 03/05/03- 0307050152. 


— 0307050162 Application for amend to License DPR-26, chang lng Tech Specs 
to revise operability requirements k limiting conditions for 
operation for reactor cavity level monitoring 
instrumentation. 

0 'TOOLE, J. D. Consolidated Edison Co of New York, Inc. 83/05/04. 
2pp. 19199:152 24X Fi ch e : 50-247, 03/05/03, 0307030152. 


— 9307050169 Proposed Tech Specs revising operability requirements & 
limiting conditions for operation for reactor cavity level 
monitoring instrumentation. 

* Consolidated Edison Co. of New York, Inc. 03/05/04. 8pp. 
19199:154. 24X Fi< h o: 50-247, 83/05/03, 83070301 52. 


8306060070 Generic Ltr 83-22 to all operating reactor licensee*, 
applicants for DLs It holders of CPs for Westinghouse PWR* 
re safety evaluation of "Emergency Response Guidelines." 

Svc list enc 1 . 

EISENHUT, IX G. Division of Licensing. S3/06/03, Yankee Atomic 
Electric Co. lOpp 19563 116 24X F i c he; 50-000, 83/06/03, 

8306060070. 
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0307060325 Staff r ®qu i reman t a memo re 030617 briefing on impending 
strike by util employees. Commission requested that Region I 
determine if personnel that util intends to use in control 
room meet regulatory requirements. 

CHILK, S J. Office of the Secretary of the Commission. 03/06/27. 
Office of the Secretary of the Commission. lp. 19299276 24X 

FI chs: 30-247# 03/06/27. 0307060325. 


—0307110300 IE Ihsp Repfc 30-247/03-13 on 030317-20. No non c Offlp 1 ianc e 
noted Major areas inspected: effluent control in radwaste mgt 
programs, including administrative control of effluent 
releases S< rad iochecni ca 1 analyses of samples. 

WHITE, J R. , MCBRIDE, M. H- , SHANDAKY, M. Region I, Office of 
Director, 03/06/23- 3pp. 19300:279. 24X Fi ch e : 30-247, 03/06/24, 

0307 1 1 0306. 


8306270397 Generic Ltr 03-26 to all applicants for QLs 6 holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity Svc list encl. 

EI8ENHUT, D, 0. Di vi sion of Li cens ing. 03/07/03 Consolidated 
Edison Co. of New York, Inc. 16pp. 19390 317 24X 

Fiche: 30-000, 83/07/03, 0306270397. 


0307060295 Advises of Nov 1903 completion date of analytical study 
needed to resolve IE Bulletin 00-04, "PWR Main Steam tine 
Break W/Continued Feedwater Addition " 

Q'TDQLE, J. D. Consolidated Edison Co. of New York, Inc. 03/06/30. 
VARGA, S. A. Operating Reactors Branch 1. Ip 19230-341 24X 

Fiche: 90-247, 03/06/30, 8307060293. 


B 307060329 Generic Ltr 83-27 to all licensees tt applicants for 
operating power reactors & holders of CPs for power reactors 
re surveillance intervals in STS. Svc list end. 

EISENHUT, D. G. Division of Licensing 83/07/06. Consolidated 
Edison Co of New York, Inc. 16pp. 19669:254 24X 

Fiche: 50-000. 83/07/06, B307060329, 


8307060303 Forwards response to 030512 request for adtfl info rt 830B16 
response to I£ Bulletin 80-11, "Masonry Wall Design " 

Brick wall shear stresses discussed 

O'TOOLE, J D. Consolidated Edison Co. of New York, Inc. 03/06/30. 
VARGA, S. A. Operating Reactors Branch 1 7pp. 19230- 324 24X 

Fiche: 50-247, 03/06/30, 8307060305, 


8307230126 Forwards Amend 04 to License DPR-26, safety evaluation & 
notice of issuance & ava 1 lab j 1 i ty. Amend permits one-time 
40 h e« tension to current 24 h limitation of operation w/ 
containment spray pump 2i out of svc. 

VARGA, 0. A. Operating Reactors Branch 1 03/07/06 O'TOOLE, J. D. 

Consolidated Edison Co. of New York, Inc 3pp. 19738 119 24X 

Fiche: 50-247. 83/07/06, 0307230126. 


—8307250128 Amend 04 to License DPR-26, perrol tt Ing one-time 48 h 
extension to current 24 h limitation of operation w/ 
containment spray pump 21 out of svc 

VARGA, S. A. Operating Reactors Branch 1. 83/07/06 4pp, 

19738:122 24X Fi che: 50-247, 03/07/06, 0307250126 


830712023] Ac k receipt of 030615 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-247/83-11. 

STAROSTECKI , R. Division of Project * Resident Programs. 03/07/01. 
0 TOOLE, J. D. Consolidated Edison Co. of New York, Inc. 2pp. 
19423:200 24X Fiche: 30-247, 03/07/01, 0307120231 


a3Q7 1 20235 Responds to NRC 030516 ltr re violations noted in IE Insp 
Rept 50-247/03-11. Safeguards info deleted (ref 10CFR2 790 fc 
73.21}, 

0 'TOOLE, J. D. Consolidated Edison Co, of Now York, Inc. 03/06/15. 
9TAR03TECKI, R. Division of Project b Resident Programs. 2pp. 
19423:210, 24X F i c he : 50-247, 03/07/01 , B307120231 . 


0307230136 Safety evaluation supporting Amend 04 to License DPR-26 
* Office of Nuclear Reactor Regulation, Director 83/04/20, 4pp 
19738126. 24X F i ch e : 50-247, 63/07/06, 0307250 1 26 


■8307230141 Notice of issuance h availability of Amend 04 to 
License DPR-26. 

VARGA, S. A, Operating Reactors Branch 1, 03/07/06 2pp. 

19738:130. 24X F 1 c h e : 30-247, 83/07/06, 8307230 1 26 


0307080169 Generic Ltr 83-20 to all licensees of operating reactors, 
applicants for OL it holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list encl. 
EISENHUT, D. Q. Division of Licensing. 83/07/00, Consolidated 
Edison Co of New York, Inc. 30pp, 19669:269. 24X 

Fiche: 30-000, 83/07/00, 0307000169. 


8307290023 Advises that due to inactivity re 740313 rpquest for 
change to Tech Spec to permit under frequency trip setpoint 
on reactor coolant pump to be lowered to 55.0 Hz, issue 
c losed. Application must be resubmitted to pursue issue, 

VARGA, 0, A, Operating Reactors Branch l. 83/07/21. 0 'TOOLE, J. D. 

Consol Ida ted Edison Co. of New York, Inc. 2pp 19026 333 24X 

Fiche; 30 - 247 , 83 / 07 / 21 , 8307290023 . 


0. Inspection reports, IE Bulletins tt correspondence 


8307030449 Forward SER granting, In part, fc denying in, part relief from 
Inservice Insp exam requirements. LI cense amend request to 
update Tech 0pec Section 4.2 reflecting SER required within 
43 days of receipt of ltr. 

VARGA, Q. A. Operating Reactors Branch 1. 83/06/17. O'TOOLE, J. D. 

Consolidated Edison Co. of New York, Inc. 2pp. 19262 209 24X 

Fiche: 30-247, 03/06/17, 0307030449. 


8307210007 Forwards IE Insp Rept 50-247/83-14 on 030323-27. No 
noncompliance noted. 

BTARQBTECKI, R. Division of Project fc Resident Programs. 03/07/05. 
Q 'TOOLE, J, D. Consolidated Edison Co. of New York, Inc. 2pp. 
19669:221, 24X Fiche : 30-247, 03/07/03, 0307210007. 


—0307210014 IE Insp Rept 30-247/03-14 on 030323-27. No none omp 1 i anc t 
noted, Major areas I nipuc ted : 1 icensoe actions taken to comply 
w/requi rements described in NUREG-0737, Item II. B, 2 rt 
design of plant shielding & vital area assessment 
DAUNACK, W, H , EAPEN, F. K. , KI5TER, H. B. Region 1, Office of 
Director. B3/06/30 8pp 19669:223 24X Fiche: 30-247, B3/07/O3, 


0306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness U Engineering 
Response (Post 030103), 83/07/11. Consolidated Edison Co. of New 

York, Inc 134pp. 19363:293, 24X F i t he : 50-000, 03/07/ 11 , 0306270401 . 


0306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness fc Engineering 
Response (Post 830103). 83/07/12 Consolidated Edison Co, of New 

York, Inc. 141pp. 19363 133, 24X Fiche; 50-000, 03/07/12, 0306270404. 


0306270406 IE Info Notice 83-48, "Gaseous Effluent Releases of 
Radioactive I-I23 & 1-131 in Excess of NRC Limits." Svc list 
*nc 1. 

Division of QA, Safeguards 6 Inspection Programs (Post 
030103), 03/07/14 Consolidated Edison Co, of Neu Yorkr Inc. 

114pp 19715:270 24X F 1 c h e : 30-000, 03/07/ 1 4, 0306270406. 


R. Periodic operating reports & related correspondence 


•0307030433 Safety eval uat ion, grant ing in part, tt denying in part, relief 
from inservice insp exam requirements 

» Office of Nuclear Reactor Regulation, Director. 03/06/17. 

13pp. 19262:291. 24X Fi q h e ; 50-247, 83/06/ 1 7, 0307050449. 


0307220365 Monthly operating rept for May 1983. W/830613 ltr. 

EICH, E. F. , 0 ' TOOLE, J. D, Consolidated Edison Co. of New York, Inc, 
03/06/06. MCDONALD, W. O. Office of Resource Management, Director, 
11pp. 19676:109. 24X Fi che: 30-247, 03/06/06, 8307220363. 


830701012? Informs that addl GA audit repts for transport packages did 
not fulfill appropriate eriteria,per IE Insp 
Rept 30-247/83-03. Branch technical position will be 
developed for similar fire protection packages, 

MARTIN, T. T. Division of Engineering t* Technical Programs. 83/06/24 
O'TOOLE, J. D. Consolidated Edison Co. of New York, Inc. 

19169:278. 24 X Fi ch e : 30-247, 03/06/24, 83070101 29. 


2pp 


8307220429 Monthly operating rept for June 1983. W/030713 ltr. 

EICHi E. F. , O'TOOLE, J, D. Consolidated Edison Co. of New York, Inc, 
03/07/05. MCDONALD, W. 0. Office of Resource Management, Director. 
7pp. 19607:275. 24X Fi che ; 50-247, 03/07/05, 0307220429 . 


S Reportable occurrences, LERs & related correspondence 


83O7UO306 Forwards IE Insp Rept 30-247/03-13 on 830317-20. No 
noncompliance noted. 

MARTIN, T. T. Division of Engineering Technical Programs. 83/06/24. 
O'TOOLE, J. D, Consolidated Edison Co. of New York, Inc, 2pp. 
19380:277. 24X F i c he : 30-247, 83/06/24, 0307 1 1 0306, 


8307010136 LER B3-023/03L-0: on 830317, during normal operation, motor 
operator would not close valve 203 in charging line to RC8. 

Cause unknown, Motor tested w/valve linkage disconnected. 

Closing torque switch ad j us ted. W/03061 6 ltr. 

HINR I CHS, G, , O'TOOLE, J. D. Consolidated Edison Co. of New York, Inc. 
83/06/16, ALLAN, J, M, Region 1, Office of Director, 2pp. 

19124:333 24X Fiche: 30-247, 03/06/16, 0307010136. 



34 


DOCKETED ITEMS 


3307130061 LER 93-034/03L-0' on 630527. jur i rg normal operation, bOTon 
injection tank level channel 94 4F became i nop e rab 1 e. Caus ed 
by erroneous level indication due to solidification of boric 
acid in instrument l i ne . A f f ec t ed line c 1 e a-red . W/930626 Itr. 

□ TOOLE, J. D. Consolidated Edison Co. of New York, Inc. 83/06/26. 
MLlRLE Y , T . Region 1, Office of Director. 2pp 19346 200. 24X 

Fiche: 50-247, 93/06/26, B30715G061. 


3307130119 Part 31 rept re deviation in ins tal la t i on of A5C0 302A1264C 
transfer sui tches. Evalua t i on in progress Neit rept will be 
submitted within 60 days of Itr date 

flANNA.F J Automatic Switch Co. 83706/27 Region 4, Office of 

Director Ip 19336 227. 24 X Fi c h e: 50-247, 83/06/27, 83071301 19. 


3307180 1 5 1 LER 83-023 /03L-0 : on 830601. flew control valve 604A on 
auxiliary feeduater pump 21 discharge line to steam 
generator 21 did not open when required during surveillance 
teat Caused by chipped cage on va 1 ve. U/B307G1 Itr 

HINRICHS.G. » O'TOOLE, J. D Consolidated Edison Co, of New York. Inc 
83/07/01 MURLEY. T.E Region 1, Office of Director. 3pp. 
19336:252 24 X F j c h e : 50-247. 83/07 /Ol , 8307180 1 3 1 . 


3307220203 LER 83-022/03L-0: on 830310. valve 850A in safety injection 
pump discharge header could not be fully closed Cause 
unknown Valve closed by hand to clear seat of solidified 
boric ac id. W/ 93070.5 Itr. 

HINRICHS, G. . D'TODLE, J. D, Consolidated Edison Co. of New York, Inc. 
93/07/05 HURLEY. TE Region 1. Office of Director. 2pp 
19684 :033. 24X Fiche: 30-247 . 83/07/05, 8307220203. 


33 07220275 Updated LER 82-043/0 1 X-l : on 021 LOB, re vi eu of Video tapes 
obtained during Cycle 5/6 refueling U maint outage indicated 
four Region 5 6 one Region 6 fuel assemblies w/clad 
degradat i on. Caused by hydr id ing . W/03071 1 Itr. 

LIMOGES, C. • O 'TOOLE. J P. Consolidated Edison Co-. of New York, Jnc 
83/07/ 1 1 . HURLEY, T. E. Region l, Office of Director. 4pp. 
19684:127. 24X Fiche: 30-247, 83/07/ 1 1 , 830 7220273. 


B3O722O20O Updated LEft 83-003/0 1 X- 1 : on 8302 13, i nc r ease in RCS leakage 
1 dent i f i ed. RHR valve 731 peeling leaked through controlled 
leakoff collection sys to- reactor coolant drain tank Caused 
by failed valve gland pac fc ing. Valve repac k ed. M/83071 1 Itr. 

HI NR ICHS, G. , O'TOOLE, U D. Consolidated Edison Ce. of New York, Inc. 
33/07/11. HURLEY. T. E. Region I, Office of Director. 3pp 
19684:151 24 X Fiche: 50-247,63/07/1 I, 8307220280. 


B307220355 Updated LER 82-026/03X-1 r o r> 820618, essentia] sve water sys 
supplied by sve water pumps 21.22 % 23 declared inoperable 
due to low pump head values Caused by excessive wear of pump 
impe 1 1 er. Pumps re p 1 ac ed . U/8307 1 1 Itr 

HINR TCHS, G. , O'TOOLE. J. Consolidated Edison Co. of New York, Inc. 
03/07/ 1 1 . HURLEY. T. E. Region 1. Office of Director 2pp. 
19696:057 24X F i c he : 30-247, 83/07/ 11 , 8307220333. 


Hearing transcripts on non-an t I tru 5 t matters 


8307090237 Transcript of ACflS Combined Subcommittees on Indian Point 6 
Reliability & Probabilistic Assessment B307D6 meeting in 
Wa sh i njton. DC Pp 1 -253. Suppor 1 1 ng documentation entl 
* ACR5 - Advisory Committee on Reactor Safeguards 83/07/06 
320pp. 19333:122. 24X FI Che : 30-247, 93/07/06, 83-07000287. 


8307250-678 Forwards Commission determination statement releasing 
transcript of B30319 briefing on enforcement matter. 

CHILK.S. J. Office of tlhe Secretary of the Commission 83/07/19 
Public Document Branch. 2pp. 19738:106 24X F I c h e: 30-247, 03/07/ ! 9, 

83072 50678. 


— 8307250681 Transcript of Comm l 5 s i on 830319 closed meeting re 
enforcement actions based on emergency planning deficiencies 
in Mashing ton, DC, Pp 1-30. 

■* Commissioners 93/07/19. 31pp. 19716: 108. 24X 

Fiche 50-247, 83/07/19- 8307250678 


U. Congressional/Executive Correspondence 


8307140004 Forwards preliminary views on 830623 questions re strike at 
facility 6 Impact of strike on emergency planning & 
preparedness. 

PALLADfNQ.N J. Commissioners. B3/06/28. UTTINGER, ft. L. House of 
Rep., Energy & Commerce. 3pp, 19636:267. 24X Fkhi; 30-247, 

93/06/29, 8307140004. 


— 8307140007 Requests answers to listed questions re employee strike at 
facility & impact of strike on emergency planning it 
preparedness, by 830628 

OTT INGER. R. L. House of Rep , Energy 4 Commerce 83/06/23. 
PALLADINO. N. J. Commissioners. Ip 19636:270 24X 

Fiche 30-247. 03/06/28, 8307140004. 


B307270054 Responds to 830620 Itr re plant s fca tus. ad dr e ss i ng special 
p roc e« d i ng > emer g ency preparedness 6 plant operational 
status . 

DIRCKS.W . J. Office of the Executive Director For Operations. 
93/07/13. LUNDINE, S House of Rep. 6pp. 19011:043. 24X 

Fiche: 30-247, 83/07/13, 8307270034. 


— 8307270033 Requests info re status of facility on behalf of 
const! tuent 

LUNDINE* S. House of Rep. 93/06/20. K AMMERER, C. C Office of 
Congressional Affairs. 2pp. 19011:030. 24X Fiche: 30-247, 

83/07/13, 9307270034. 
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F. Security- medical, emergency &t fire protection plans 


8307030249 Forwards IE Safeguards Insp Repts 50-010/83-10,30-237/83-13 
tc 30-249/83-24 on 930323-27. 

HIND.J'.A Region 3* Office of Director. 03/06/23. REED, C. 
Commonwealth Edison Co, 2pp. 19199:354. 24X F i C h e : 30-010, 83/06/23, 

9307050249. 


— B3Q703D262 IE Safeguards Insp Repts 30-01O/B3-10 30-237/83-14 8- 
30-249/03-14 on 030323-27. Non comp 1 i a nc e noted ; s etur i ty 
violations not reported In required manner or f ormat. Deta 1 Is 
withheld (ref 10CFR73. 21 > 

PIRTLE, G. L. Region 3» Office of Director. 03/06/23. 2pp. 
19190:336 24X Fiche; 5-0-0 1 0, B3/06/ 23, ©307030249- 


0307060106 Forward » objectives U scope of part Ic ipation proposed for 
930913 small-scale emergency exercise, 

BLACKMON, T. O. Commonwealth Edison Co. B3/06/27. HIND, J. Division 
of Project Sc Resident Programs. 3pp. 19249:290. 24X 

Fiche: 50-237, B3/06/27, 0307060106. 


8307220425 At* receipt of 830627 Itr transmitting scope of util 
participation 6 objectives for station 030913 emergency 
s rare iso 

PAPER 1 ELLD, C , J. Region 3, Office of Director, 83/07/19. REED, C. 
Commonwealth Edison Co. Ip. 19687:269. 24X Fiche: 30-237, 83/07/19, 

8307220425. 


03072600 1 8 Submits s upp 1 amenta 1 response to NUREO-0737, Supp 1 I (Generic 
Ltc 82-331. Description of parameter selection criteria to be 
submitted by B3 1231 . Human Factors 6 safety parameter display 
ays verification to be performed w/ve r i f i ca t i on program, 

SWARTZ, E D. Commonwealth Edison Co. 83/07/20. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 19727:177. 24X 

Fiche: 30-000, B3/O7/20, 03O726OO1B. 


0307280347 Forwards review of draft Rev 4 to generic portion of 
generating station emergency plan. Plan deficiencies marked. 

Flow chart for general emergency offsite protective 
decisions end. 

PAPER IELLO, C. J. Region 3, Office of Director. 83/07/26. REED, C. 
Commonwealth Edison Co. 10pp. 19709:019, 24X Fi C h e : 50-000, 

83/07/26, 0307200347. 


Q, Adjudicatory correspondence 


0307 l 20595 Advises that time for Commission to review Director's 
Decision DD-03-8 ex*p 1 red . Commi s » i on declined review. 

Decision became final agency action on 830705. 

CHILK. S. J. Office of the Secretary of the Commission. 83/07/U. 
GUIQGi C Pollution 6 Environmental Problems, Inc. ip. 19433:076. 
24 X Fiche* 50-000, 03/07/11, 8307120393. 


H. General correspond ence 


8307220430 Comments on Bangor Daily News V. MTV repts of NRC order to 
shut down five facilities for insp of cooling pipes. 

Subsequent rescission considered under pressure from private 
owners of p 1 ants. Requests stronger enforcement. 

HEINRICH, D C. Affiliation Unknown. 83/07/13. DENTON, H. R. NRC - No 
Detailed Affiliation Given, 2pp. 19606:002. 24X 

Fiche: 30-000, 03/07/13, 0307220430. 


K. Utility Final Safety Analysis Report ( F BAR ) & amends 


0307010195 Forwards amends to updated FSAR For facilities. 

5TIEDE* W, L Commonweal t-h Edison Co, 83/06/29. DENTON, H. R. Office 
of Nuclear Reactor Regulation,, Director. 2pp, 19123:001. 24X 

Fiche: 30-000, 83/06/29, B307010193. 


—0307010201 Rev 1 to updated FQAR for Dresden Station 2 V 3. 

* Commonwealth Edison Co, 03/06/30. 1pp. 19123:243. 24X 

riche : 30-000* 83/06/29, 3307010193. 
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P. Operating license stage documents & correspondence 


8307070 176 Forward a plant-unique analysis repts.Vols 1 -7 . d emons t ra t i ng 
primary containment sys design adequacy t y restoration of 
original design safety margins per NUREG-0661 

RYBAK, B Commonwealth Edison Co. 03/06/27 DENTON. HR Office of 
Nuclear Reactor Regulation. Director 2pp 19540:242. 24X 

FI che 30-000. 83/06/27. 0307070176 


■03O7O7O1B1 Rev 0 to "Dresden Nuclear Power Sta t i on. Un j ts 2 3>Plant- 
Unique Analysis Rept.Vol 1. General Criteria 6 Loads 
Methodology, “ 

WISE. RE., KOST.EC. MASSEY. J. V NUTECH Engineers. Inc. 
CGM-Q2-041-1 ROO. 83/03/31. 225pp J954B 244. 24X 

FiChe. 50-000. 83/06/27 , 83070701 76- 


-0307070184 Rev O to "Dresden Nuclear Power Stat ion. Uni fcs 2 h 3. Plant- 
Unique Analysis Rept.Vol 2. Sup p res s l on Chamber Analysis." 

HOWARD. G, L. . ADAMS. R.H., MCINNES.I.D- NUTECH Engineers. Inc. 
COM-02-041-2 ROO. 03/03/31. 195pp. 19549:117. 24X 

Flche: 50-000. 83/06/27. 8307070176. 


— 0307070211 Rev 0 to "Dresden Nuclear Power Stat ion. Uni ts 2 6 3. Plant- 
Unique Analysis Rept.Vol 3. Vent Sy s Analysis." 

SHAM3ZAD, P E, , ADAMS. R. H. . MCINNES.I.D NUTECH Engineers, Inc. 
CGM-02-041-3 ROO- 83/05/31. 218pp 19549:302 24X 

Flche: 50-000. 83/06/27. 0307070 1 76. 


— 8307070218 Rev O to "Dresden Nuclear Power Stat ton. Uni ts 2 !< 3. Plant- 
Unique Analysis Rept.Vol 4. Internal Structures Analysis." 

TALBOTT, D. C ., ADAMS, R. H. . MCINNES.I.D NUTECH Engineers. Inc. 
CQM-02-041-4 ROO. 83/05/31 33pp. 19550160 24X 

Fiche: 50-000. 03/06/27. 0307070176. 


— B3Q7070223 "Dresden Nuclear Power Stat ion. Uni ts 2 £c 3, P 1 an t-Uni que 
Analysis Rept.Vol 5. Safety Relief Valve Discharge Piping 
Ana ly s Is." 

* Sargent h Lundy. Inc. 83/06/27. 13Bpp 19550: 194 24X 

Fiche 50-000, 83/06/27. 8307070176 


— 0307070239 Rev 0 to “Dresden Nuclear Power Station, Unit 3. Plant-Unique 
Analysis Rept.Vol 7, Torus-Attached Piping & Suppression 
Chamber Penetration Analyses." 

HERLEKAR, A, 5. , HARLOW, E. V. . GAVULA. J A. NUTECH Engineers, Inc. 
CBM-02-041-7 ROO. 03/05/31. 173pp. 19551144. 24X 

Fiche: 50-000. 83/06/27. 8307070176 


8306270397 Generic Ltr 83-26 to all applicants for OLs 6 holders of 
CPs for power reactors re c lar 1 f i cat ion of surveillance 
requirements for diesel fuel impurity. Svc list encl 
E1SENHUT, D. G. Division of Licensing 03/07/05. Consolidated 
Edison Co of New York, Inc. 16 pp 19390:317. 24X 

Fiche: 50-000. 83/07/05, 0306270397. 


8307060329 Generic Ltr 83-27 to all licensees S- applicants for 
operating power reactors h holders of CPs for power reactors 
re surveillance Intervals in STS. Svc list encl. 

EISENHUT. D. G. Division of Licensing 83/07/06. Consolidated 
Edison Co of New York, Inc. 16pp 19669:254 24X 

Fiche: 50-000, 83/07/06. 8307060329. 


8307000306 Forwards safety evaluation supporting util 830425 request 
to extend deadline for Cycle B confirmatory calculations 
of MAPLHGR fuel rod internal pressure fc fuel centerline 
temp. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 03/07/07. FARRAR, D. L. 

Commonwealth Edison Co. 2pp. 19350:165. 24X Fi ch e : 30-249. 83/07/07, 

0307080306. 


— 0307080311 Safety evaluation supporting util 830425 request to extend 
deadline For Cycle 9 confirmatory calculations of MAPLHGR 
fuel rod internal pressure & fuel centerline temp. 

* Office oF Nuclear Reactor Regulation, Director 83/07/07 lp. 
19350:167. 24X F i ch e : 30-249, 83/07/07 . 0307080306 


8307000169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL & holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list encl. 
EISENHUT, D. 0. Di v i s i on o f L i c ens 1 ng . 83/07/00. Consolidated 

Edison Co. of New York. Inc, 38pp. 19669- 269 24X 

Fiche; 30-000. 03/07/00, 0307080169 


0307130303 Forwards safety evaluation h Franklin Research Ctr technical 
evaluation rept re Phase I of response to NUREG-G612. 

"Control of Heavy Loads at Nuclear Plants. " Phase I 
acceptab le. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 83/07/11. FARRAR. D, L. 

Commonwealth Edison Co 2pp, 19505: 001. 24X Fi che: 90-237, 83/07/1 1 , 

0307130303- 


— 8307130308 Safety evaluation accepting util Phase I response to 
NUREG-0612, "Control of Heavy Loads at Nuclear Plants," 
accep tab 1 e 

* Office of Nuclear Reactor Regulation, Director B3/G7/11. 2pp. 
19305 003. 24X F i c h e : 50-237, 93/07/ 1 1 , 8307130303. 


— 8306100146 "Control of Heavy Loads, Comm £d Dresden Nuclear Power 
Stat ion. Units 2 & 3, “ revised technical evaluation rept. 
BOMBERGER.C. Franklin Institute/Franklin Research Center. 
NRC-03-81-130. TER-C53O6-350/351 Rl. B3/06/0B. SINGH, A, NRC - 

No Detailed Affiliation Given, 33pp. 19303:005. 24X 

Fiche 50-237, 03/07/1 1 , 6307 130303. 


0307190107 Notifies that Wes ti nghouse Info re environ qualification oF 
electrical equipment detailed in 830313 ltr determined 
nonpropr i etary . 

RYBAK, 0 Commonwealth Edison Co. 83/07/11. DENTON, H. R. Office of 
Nuclear Reactor Regulation., Director. 2pp 19630:142. 24X 

Fiche: 30-000, 03/07/11, 0307190107 


0307190062 Forwards "Dynamic Analysts of Wetwe 1 1-to-Drywe 1 1 Vacuum 
Breakers" & "Improved Dynamic Vacuum Response," in response 
to Generic Ltr 03-OB. Resu 1 ts demonstrate that as-built 18- 
inch A&M vacuum breaker valves meet ASME Code criteria. 

RYBAK, B, Commonwealth Edison Co. 83/07/12. DENTON. H. R. Office of 
Nuclear Reactor Regulation., Director. 7pp 19633:173. 24X 

Flche: 50-000, 03/07/12, 0307190062. 


8307220306 Application for amend to License DPR-25 to allow use of 
eight A5EA-Atom CA-A) control rod blades plannod for testing 
by use during Cycle 9. Blade design performance verification 
rept withheld (ref 10CFR2, 790). 

RYBAK, B Commonwealth Edison Co. 03/07/lB. DENTON, H. R. Office Of 
Nuclear Reactor Regulation. Director. 2pp. 19673:206. 24X 

Fiche; 30-249, 03/07/18, 8307220306. 


—0307220309 Proposed Tech Spec changes re use of ASEA-Atom control rod 
drive b lades. Eval uat ion of significant hazards consideration 
L application to withhold blade design performance 
verification encl. 

* Commonwealth Edison Cd. 03/07/lB. 9pp. 19675:280. 24X 

Fiche: 30-249, 03/07/10, 0307220306. 


8307220495 Discusses status of proposed mads to automatic 
depressurization sys, per NUREG-0737, Item I r K. 3. 18. Op t ion 
4 re timer installation described in GE BWR Owners Group 
response, sel ec ted for imp 1 ementat ion. Mods listed. 

RYBAK, B Commonwealth Edison Co. 83/07/18 DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 196B3;181. 24X 

Fiche: 30-000,83/07/18, 8307220493 


0307270398 Forwards notice af consideration of issuance of license 
amends 6 opportunity for hearing re 830613 application 
concerning time limits for Inoperability of ECC5 ring header 
snubbers. 

CRUTCHFIELD. D Operating Reactors Branch 3 03/07/20. FARRAR, D. L. 

Commonwealth Edison Ca 2pp. 19767:300. 24X Fi c h e : 30-237, 03/07/20, 

0307270398, 


— 8307270404 Notice af consideration of issuance of amends to Lie 
DPR- 19 6 DPR-25 4 proposed N9HC determination 8c opportunity 
for hearing re snubbers. 

WAMBACH, T V. Operating Reactors Branch 5. 83/07/20. 7pp. 

19767:310 24X F 1 ch e : 50-237, 83/07/20, 0307270398. 


0307250440 Provides c omm i tment s on leakage moni tor i ng . F 1 oor drain 
leakage will be measured once every 4 h when reactor is at 
operating pressure. NRC will be notified within 24 h if 
action points exceeded. 

REED, C. Commonwealth Edison Co. 03/07/21. Office of the 
Secretary of the Commission, 2pp. 19701:176, 24X 

Fiche: 30-000, 83/07/21, 0307250448 


0. Inspection reports, IE Bulletins 6 correspondence 


8305240296 Ack receipt of 830413 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-237/82-20, 
30-249/02-21,50-254/02-16 & 50-265/02-18. 

KEPPLER, J. 0. Region 3. Office of Director. 83/05/13, REED, C. 
Commonwealth Edison Co. lp. 10548:067. 24X Flc he: 30-000, 83/05/13, 

0305240296. 


0307050249 Forwards IE Safeguards Insp Repts 50-010/03-10,30-237/83-15 
5,. 30-249/03-24 an 030523-27. 

HIND, J. A Region 3, Office of Director. G3/06/23. REED, C. 
Commonwealth Edison Co. 2pp. 19198:354. 24X Fi che: 30-010, 03/06/^3, 

8307030249. 
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--9307030263 IE Safeguard* Insp Repts 50-010/93-10 30-237/83-14 6 
30-249/83-14 on 030523-27. Noncomp l i ane e n oted : $ *cur 1 1 y 
violations not reported in required manner or format Details 
withheld (ref 10CFR73. 21>. 

PIRTLE, G. L. , KNJCELEYj J. R. , CREED* J. ft. Region 3, Office of 
□ irsctor. 03/06/23. 2pp. 19198:336, 24X FI c h e : 30-01 0, 83/06/23, 

8307030249. 


—8307280102 Confirms request for NRC 6 util senior mgt meeting on 030726 
in Chicago, IL to discuss licensee regulatory performance & 
relationship uj/NRC. 

REED, C Commonwealth Edison Co. 83/07/11. DAVIS. B. A. Region 3, 
Office of Director lp. 19791:171. 24X Fiche: 50-000, 03/07/22, 

8307280084. 


8307060101 Ack receipt of 830520 ltr informing NRC of step, taken to 
correct violations noted in IE Insp Repts 50-237/83-08 h 
50-249/83-07. 

HIND, J. A Division of Radiological 6 JfafceriaH Safety Programs. 
83/06/30. REED. C. Commonwealth Edison Co. lp 19249- 2B4 24X 

Fiche: 30-237. 83/06/30, 8307060101, 


8307260446 Forwards SALP Repts 50-010/83-13,50-237/83-16 6 
30-249/03 -l 6 for Jan-Dec 1 982. End or a e s that assessments are 
indicative of util efforts to improve performance at 
facilities 

KEPPLER. J. O. Region 3, Office of Director 83/07/23. REED, C 
Commonweal th Edison Co. 2pp. 19797:206 ?4X Fi che 50-010, 83/07/23. 

8307280446. 3l 


8306270401 IE Info Notice 83-46, “Common Mode Valve Failures Degrade 
Sorry Ree irculat i on Spray Subsystem. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ^.Engineering 
Reiponie IPost 830103). 83/07/11. Consolidated Edison Co. of New 

York, Inc. 134pp. 19363:293. 24X Flth a : 50-000, 83/07/i i, 8306270401 . 


—6307200450 SALP Repts 50-010/83-13,50-237/83-18 fc 50-249/03-16 fo 
Jan-Dec 1982. 


* Region 3. Office of Director 83/07/25. 
Fiche: 50-010, 83/07/29, 8307230446. 


27pp. 


19797:208. 24X 


8306270404 IE Info Notice 83-47, “Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. Svc list ancl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response IPost 030103). 83/07/12. Consolidated Edison Co of New 

York* Inc. 14-lpp. 19563:193. 24X Fiche: 50-000, &3/07/12, 0306270404 , 


-8307280434 Discusses upcoming 830512 meeting in Glen Ellyn, IL to 
discuss 8ALP rept for Jan-Dec 1902, 

HIND, J. A. Division of Radiological 6 Materials Safety Programs, 
03/04/22. REED, C, Commonwealth Edison Co. 2pp. 17797' 236 24 X 

FlChe: 50-010,83/07/25,8307280446. ™ 


0306270406 IE Info Notice 83-49, "Gaseous Effluent Releases of 
Radioactive 1-125 & I-J31 In Excess of NRC Limits. " Bvc list 
a n c I. 

, DW< * lon of <JA# Safeguards U Inspection Programs (Post 
830103). B3/07/14. Consolidated Edison Co, of New York, Inc 

114pp. 19715:270. 24X Fiche; 50-000, 83/07/14, 8306270406. 

83 2Z 2 5? a87 F(>rw * r < ls > E ID*P Ktpfc* 50-010/83-1 Ij 50-237/83-19 U 
° n a30&0 ^“ 10 * 17. No noncomp 1 lance noted. 
paper lELLQiC. j. Division of Emergency Preparedness & Operational 
03707/ 1 4. REEDiC. Commonwealth Edison Co 2pp. 

19790:209. 24X FI Che: 50-010, 83/07/ 1 4, B3072BQ2B7. 

“■ 83 2 7 “?2?” ^ 50-010/83-11, 50-237/B3-19 * 30-249/83-17 on 

B306Q6-10 1c 17. No noncompliance noted Major areas inspected 
records 6 repts of effluents, effluent control 

fomentation 5c procedure for controlling releases. 

PAUL, R. A. i GREGER , L, R. Region 3, Office of Director. 83/07/13. 
7pp. 19790:211. 24X Flcha : 30-010, 83/07/ 14 , 8307200287. 

*'{ T«* 5 I>‘ 630400 Hr infer*!,,, NRC of Hop, taken, to 

Violations noted In IE Insp Rents 50-237/03-06, 
30-249/03-05,50-254/03-04 5e 30-265/83-04. 

BPE58ARD, R. L. Division of Engineering. 83/07/19. ReeDj C 
8307200207 th C ° 2|>P ' l763|:026 ‘ 24x * ic ^ = 50-000, B3/07/1 5, 

-0307200316 NRC 030403 ltr r. violations noted in IE In.p 

NUTFrH S ?o a ??^ M '° 4 ' 5(> ' a<, ‘ ? '' B: '" 0S ' 50 '' :iS ‘ ,/B3 ‘ M 4 *0-263/03-04. 

YnlSUct?:^' r, " S HOj.ct unique 

REED, C. Commonwealth Edison Co. 83/06/08. SPE8SARD, R L 
Division of Engineering. I3ipp. 19651:029 24X 

Fiche: 50-000, 83/07/15, B3Q72O0207. 

8307220463 Ack receipt of 830714 ltr informing NRC of steps taken to 

50-249/e3 1 in*ii°Sia/£ t * d 1 n IE Inap 50-237/83-12. 

50 249/83-10,30-234/83-13 fc 50-265/03-11, 

LrTTLEiW. S Region 3, Office of Director. 83/07/19, REED, C . 

0307320443 ’°" C ”' 1,,6B4:32S - 2 « Flcha: 30-000, 03/07/10, 


—8307280457 Forwards comments on 5ALP rept* based on 030512 meeting 
Practjc* of issuing reduced rating to all five operating 
plant sites fqr came alleged corporate weakness tends to 
overemphas i i e significance of alleged deficiency. 

REEDrC. Commonwealth Edison Co 83/05/31. KEPPLER, J. 0 Region 
3, Office of Director. 6pp. 19797:238. 24X F i cb e : 50-0 1 0, 

03/07/25, 0307200446. 

Periodic operating reports *< related correspondence 

£J3 ?Ji2Si™ M £ r, ! hlg °P erati "g repts for June 1983. W/830701 ltr. 
oCnRutDER. D A. , SCOTT, D. J, Commonwealth Edison Co 83/07/01 
OffUe of Inspection and Enforcement. 24 pp. 
19931:068. 24X Fic.he: 50-237, 83/07/01, 8307150194. 

™^! ep °!! ta ^!lf_ DCCW^^ * nce5, LERs & Telfl * ed correspondence 

8307060084 LEU 03-023/01 T-0 : on 930615, while performing LPCI sus valve 
operability to* t , c on t a 1 nme n t spray valve 1501-28A failed to 
open. Caused by faulty auxiliary contact in valve circuitry 
Contact replaced. W/B30623 ltr, 


CHRISTEL,Q. , SCOTTi D. J. Consolidated Edison Co. of New Yorki 

83/06/23 KEPPLER. J. 0. Region 3. Office of Director. 4pp. 

Fiche: 30-249.83/06/23(8307060004. 


19291: 357, 


8307110409 Updated LER B2-04Q/03X- 1 : on B21i26,durlng normal operation, 
oxygen analyier unit failed w/higf, oxygen alarm up in P 

control r o om. Caused by failed light bu lb, tripping photo 
electric cell, Bulb replaced, W/830623 ltr. 

ATA. K, < SCOTT, D. J. Commonwealth Edison Co, 83/06/23. KEPPLER, J G 
Region 3. Office of Director, 3pp. 19302:283, 24 X 

Fiche: 30-249, 63/06/23.03071 10409. 

83 ^ 2 ?? 219 UER B ^~ 02 4/D3L-0: on 8306L5,while performing component 
UJater P« m P test, pressure regulating valve 
MD 3 1501-30 could not be opened past SOX using differential 
^ OTVtroJ ler - Caused by high resistance. M/030707 ltr. 
utnmPB '■ A J SCOTT, D. J. Com monw e a 1 1 h Edison Co. 83/07/07, 

KEPPLER, J_0. Region 3, Office of Director. 3pp. 19651:023 24X 

Fiche: 50-249, B3/07/07, 8307200218. 


iSyi^'i-sS-SSS,!;, ,E tn ‘ p 
,*xv ,i " p<>rt «"f* su r . P . • 

E ’ d£ *° r C0 ‘ b 3/07/J4. LITTLE, N. 3- 

Rsglon 3 , Office of Director. 4 pp, 196 B 4'326 24 X 

Fi Che: 90 - 000 , 83 / 07 / 19 , 8307220463 . 

0307840550 R.iu.H. Hdl („,o b V 03 OBO 4 r. ..t.nt of lnt.rfr.n. 1 ., 
ol#j n ® in r * c < r c Ulat ion sy* Si RHR sys 

E18ENHUT*n * "Si 1 ?*!"* 1 << 93-02. 

fclBENHUTiD 0 . Division of Licensing. 83 / 07/21 FARRAR, D I 

B 307 W 0 M 7 CO ' SpP 1,7:52:004 ! 4 * Flcfte: S 0 -Z 49 . 83707 / 21 , 


e3 ^2 240 t LER H B3 ' 0 ? 5 '' 03 '-‘ 0: Q '’ 030623 * a 4 ' 30 ">aln H»m 1 in, radiation 
monitor found reading low, Caused by weak electrometer tubes 
Monitor repaired 6 ca 1 i br . W/B3Q712 ltr. 

LEAHY, M. , SCOTT, D. J. Commonwealth Edison Co. 03/07/12. 

KEPPLER,J^a Region 3, Office of Director. 4pp. 19604:213, 24X 

Fiche: 30-249, 03/07/12, 0307220260. 

r ? l>t rC P <)59ible discrepancy in variable springs in 
turnbucUe 6 top plate assemblies bolt Interface, No recorded 
failures or complaints registered against subj pr oducts. Enc 1 
list of springs identified for Comm Ed only. 

£ ,T £2iT , Blc ® n M »tal Proaueti Co. 03/07/13. KEPPLER, Jo. Region 
B3073B0446 ^,Tect,,, ■ 26 <’< l 19*06:006 34X Fiche: 90-000. 03/07/13. 


™!!T 8M7a * »••**»» 1" Chicago, IL to dl.cuoe 

i^&f? prok,om! 

03/07/22 

Fiche: 90-000.03/07/23, 8307800084. ‘ 
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DOCKET 30-290 TURKEY POINT PLANT. UNIT 3 

F. Security, medical, emergency h fire protection plans 


0307140170 Discusses understanding of 030323 Itr re emergency exercise. 
Real time manning of emergency operations facility will not 
6e demonstrated during exercise, but will be accomplished at 
support ctr. 

8TQHR, J. P. Division of Emergency Preparedness & Materials Safety. 
03/04/21. UHRIG, R.E. Florida Power & Light Co ip 19523:206 
24X Fiche: 30-250.03/04/21.0307140170. 


0307140339 Discusses 1904 full-scale emergency exercise per B30426 
meeting. Exercise will extend over 3-day period. Emergency 
operations facility will operate at reduced level after 
first day. 

Q 'REILLY. J. P. Region 2. Office of Director. 03/03/26 UHRIG, R.E. 
Florida Power & Light Co. 2pp. 19523:325 24X 

Fiche: 30-000. 03/05/26. 0307140339. 


0307140270 Informs that Boise Interagency Fire Ctr contracted to 
perform surveys of radiof raquency & electromagnetic 
interference. Ass I stance requested. 

VERRELLI, D. M, Division of Project It Resident Programs 03/03/31. 
UHRIO. R.E. Florida Power b Light Co. 22pp. 19322: 297 24X 

Fiche: 30-000. 83/05/31. 0307140278. 


B307110337 Releases public version of rev to emergency plan 
implementing procedures. 

FELTON. J. M. Division of Rules and Records 83/06/24 Document 
Management Branch, ip. 193B4: 196. 24X Fiche: 50-230, 83/06/24. 

8307110337, 


- 0307110361 Forwards public version of revised emergency plan 
implementing procedures, inc lud ing Procedures 20101 re duties 
of emergency coord inator. 20103 re classif ication of 
emergencies b 20104 re emergency roster. 

UHRIO. R.E. Florida Power L Light Co. 03/06/13. □ 'REILLY, J. P. 

Region 2. Office of Director. Ip. 19304: 197. 24X 

Fiche: 50-230, 83/06/24. 8307U03S7. 


0307110360 Public version of revised emergency plan implementing 
procedures, including Procedures 20101 re duties of emergency 
coord inator, 20103 re classification of emergencies b 20104 
re emergency roster. 

HAYS. J. K. Florida Power b Light Co. 03/03/24. S9pp 19304 1 190 
24X Fiche: 30-230, 03/06/24 , 0307110337. 


0307280090 Forwards addl info to util 830413 response to NUREQ-0737. 
Buppl 1 re safety parameter display sys, detailed control 
room design review 6 Reg Guide 1.97. 

UHRIO. R.E. Florida Power b Light Co. 83/07/23. VARGA, S, A. 
Operating Reactors Branch 1. 4pp. 19791:179 24X 

Fiche: 30-250, 03/07/23. 0307280090. 


J, Insurance b indemnity information 


0307130107 Forwards Endorsement 67 to NELIA Policy NF-1B3 b 
Endorsement 37 to MAELU Policy MF-35 

DUCK, J. R, Marsh L McLennan, Inc. 03/07/03, SALTZMAN, J. Assistant 
Director for State t Licensee Relations 3pp. 19465:344. 24X 

Fiche*. 30-250. 83/07/03, 0307130187 


P. Operating license stage documents 8, correspondence 


8306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants for OLs 6 holders of CPs for Westinghouse PWRs 
re safety evaluation of '’Emergency Response Guidelines. 1 ' 

Svc list end. 

EISENHUT, D. Q. Division of Licensing, 03/06/03. Yankee Atomic 
Electric Co. 10pp. 19563:116. 24X F i c h e: 30-000. 03/06/03, 

8306060070. 


8307140063 Concurs in 030516 request for extension until 030627 to 
submit call-in drills Istaff augmentat ion/t lme saving 
measures >, 

DANCE, H. C, Division of Project b Resident Programs. 03/06/20. 
UHRIO. R.E. Florida Power b Light Co. Ip. 19314:071 24X 

Fiche: 30-000, 03/06/20, 0307140063, 


0307060070 Forwards fee for 830603 proposed Class 1 6c III amends to 
Licenses DPR-31 6 DPR-4I re optlmiied fuel assembly b wet 
annular burnable absorber. 

UHRIO, R.E. Florida Power it Light Co. 83/06/30. EISENHUT, D, G. 
Division of Licensing, Ip. 19251:336. 24X Fiche: 30-230, 03/06/30. 

0307060070. 


0307060209 Forwards revs to inservica test program for pumps b valves. 
Inservice test program for valves. w/remo te indicators, 
revised to provide verification that valve operation 
accurately indicated 

UHRIO, R E Florida Power & Light Co. 83/06/30 VARGA, S. A. 

Operating Reactors Branch 1. 2pp. 19239 044 24X 

Fiche: 30-250, 03/06/30, 8307060209 


■0307060213 Revs to inservtce test program for pumps fc valves 

* Florida Power i< Light Cd 83/06/30 73pp 19239: 046. 24X 

Fiche 50-230. 83/06/30, 8 307060209 


8307060216 Notifies that interim core damage assessment guidelines will 
be provided 630708, per post-TMI requirements for 
post-accident sampling sys. 

UHRIG, R.E Florida Power t* Light Co 83/06/30. VARGA, S. A. 

Operating Reactors Branch l Ip 19230.351. 24X 

Fiche: 30-230, B3/06/30. 8307060216. 


8307250233 Forwards safety evaluation of util 000111.020107 1* 0427 
responses to NUREG-0737, 1 tern II. D. 2. 2, ’’Plant Shielding Modi 
for Vital Area Access. " Guidance 6 criteria met. 

VARGA, S. A Operating Reactors Branch 1. 03/06/30. UHRIG. It. E. 

Florida Power tc Light Co. 4pp. 19723:330 24X 

Fiche. 30-230, 83/06/30. 0307250233, 


0307070034 Advises that mode to reduce potential radiological exposure 
of control room operator following postulated LOCA complete. 

Addl work to remove b replace 4-inch blocks will extend 
completion of block wall repair to 030729. 

UHRIG, R.E Florida Power b Light Co 03/07/01. VARGA, S. A, 

Operating Reactors Branch 1. 2pp. 19269- 353. 24X 

Fiche: 30-250,03/07/01, 0307070004. 


0306270397 Generic Ltr 83-26 ta all applicants for OLs b holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list end. 

EISENHUT, D. G, Division of Licensing. 03/07/05 Consol Ida tad 

Edison Co. of New York, Inc. I6pp 19390:317. 24X 

Fiche: 30-000,83/07/05, 0306270397. 


8307060329 Generic Ltr 83-27 to all licensees U applicants for 
operating power reactors b holders of CFs for power reactors 
re surveillance intervals in 3T0. Svc list end. 

EISENHUT, D. G. Division of Licensing 33/07/06. Consolidated 
Edison Co, of New York, Inc. 16pp 19669:254 24 X 

Fiche: 30-000, 03/07/06*8307060329. 


0307120469 Requests meeting to discuss future submittal of Tech Specs 
& supporting safety analysis to resolve pressurized thermal 
shock issues for Cycle 9 1 1 c ens 1 ng. Up da ta meeting 
requested first wk in Aug, 

UHRIG, R.E Florida Power it Light Co 03/07/06, E I SENHUT, D. <5. 

Division of Licensing, 3pp. 19424:191. 24X Fiche: 30-250, 03/07/06, 

8307120469, 


0307130434 Forwards request to amand Licenses DPR-31 % DPR-4I. 
Preliminary evaluation determined that proposed amends do 
not involve significant hazards cons iderat ion. M/o end. 

MCDONALD, D. G. Operating Reactors Branch 1 83/07/07. CLARK, U. 

Florida, State of. Ip. 19340:202. 24X Fiche: 30-230, 83/07/07, 
8307 1304 34. 


8307080169 Generic Ltr 83-2B to all licensees of operating reactors, 
applicants for OL b holders of CPs re required actions based 
on generic implications of Salem ATW8 events. Svc list end. 
EISENHUT. D. Q. Division of Licensing. 03/07/00. Consolidated 
Edison Co. of New York, Inc, 38pp 19669:269. 24X 

Fiche: 50-000, 03/07/08, 8307080169. 


8307140190 Forwards Interim rept. "Guidelines for Determination of 
Extent of Core Damage,*’ to be implemented at facilities. 

Rept submitted in response to post-TM! requirements covering 
post-accident sampling sys. 

UHR IG, R. E. Florida Power b Light Co 83/07/00. VARGA, S. A. 
Operating Reactors Branch 1. 7pp. 19322:053. 24X 

Fiche: 30-230, 03/Q7/OB. 8307140190, 


8307130216 Rev to 020910 application for amend to Licenses DPR-31 ?< 
DPR-4J , revi sing proposed radiological effluent Tech Specs in 
response to NRC comments. Li s t of exemptions from NUREG-0472 
requirements end. 

UHRIO, R.E, Florida Fewer b Light Co 83/07/tl. EISENHUT, D, G. 
Division of Licensing. 3pp. 19330:274. 24X Fiche: 30-230. 83/07/ 11, 

0307130216. 


— 030715052 l Revised pages to proposed radiological effluent Tech Specs. 
* Florida Power b Light Co. 83/07/11. 64pp. 19330:277. 24X 

Fiche: 30-230. 03/07/11, 0307150216. 
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docketed items 


B307190031 Alvins that SO-lav publl. aot i f i cat period ra, U ir B d for 

630502 applications for amend to Licenses DPR □! £i DPR . 

Bases for 030601 amend issuance is operational flexibility* 
which is insufficient reason not to require notice. 

VARGA* S A. Operating Reactor* Branch 1. 83/07/11. 

Florida Power fc Light Co 2pp. 19636:262. 24X 

Fiche: 50-230. 83/07/ 1 1 . 8307190031 . 


B307m02B Advises tOat.Paood » ravlro, of B30505 r.quas t f or dolotioo 
pf terrestrial & other monitoring programs fc S30603 req.ues 
for optimiierf fuel assembly Tech Specs, two Class III fc Class 

DIGGS, R. « P License Fee Management Branch. B3/07/12 Jibin' R> E ' 
Florida Power fc Light Co lp. 19369:333. 24X F i c h e : 50-230. 

83/07/12. 8307190029. 


&307190132 Application for amend to Licenses DPR-31 fc DPR-41 cha g g 
Tech Specs to allow continued operation by accommodating 
expected increase In iiwentnry of spent fuel assemblies 
above existing storage capacity. 

UHRIO. R E. Florida Power * Light Co. 

Division of Licensing. 8pp. 

0307190132. 


03/07/13,. EI8ENHUT* 0. G. 
J9627: 195. 24X Fi c h e : 30-230* 83/07 / 1 5, 


— 8307190133 Proposed Tech Epees allowing continued operation by 
accommodating expected increase in inventory of ft,el 

assemblies above capacity of ttlstin? storage 24X 

* Florida Power fc Light Co. 03/07/13. 4pp. 19627.203. 24X 

Fiche: 50-230, 83/07/15.8307190132- 


-B307I-10I4I IE Insp Repts S0-250/B3-2a «. 30-281/03-23 on B30426 0523. No 
a3 noncoio!donc. ■ *./*.*«• or... m.f.ot.d: oUojoup of E 

bul let i ns, meint ac t tvi t ies, p lent operations, ourvoi l lanco 

VOGr-LOHEi.L. 1 R l> * AGUES, J. A. Region 2. Office of D ^’ C g% T / ob , S i l 
JULIAN. C. Division of Pro J e 4 t *< Resident Programo. 03/06/24. 


0306270401 IE Info Notice 93-44, "Cannon Mod. Valve Failures Degrade 
fiurru Recirculation Spray Subsystem. Svc list ancl. 

j0 RDAN* E .L p Division of Pre J*;;^” t e d Edison Co’ of New 

Response <P ost 0301 03> = y F ,, h . : 5O ~000, 83/07/ 1 1 . B30627040 1 


B3O627O404 IE Info Notice 03-47, “Fa lure of Hydraulic Snubben as 
Result of Contaminated Hydraulic Fluid. 3vc list p n ^| no , nn 
JORDAN. E L Division of Emergency Preparedness fc Engineering 
“ . mnimi 03/07/12 Consolidated Edison Co. of New 

?”{? n !nc MlJJ ?9363MM. 24X Fich e: 30-000. 03/07/ i 2, 8306270404. 


0306270406 IE Info Notice 03-4B. "Gateau. 1 

Radioactive 1-123 fc 1-13* *" Excess of NRC Limits. Bvc list 

linn R . M Division of QA, Safeguards fc Inspection Programs (Post 


R. Periodic operating reports fc related 


— 8307190134 "Spent Furl Storage Facility Hod." 

* Florida Power fc Light Co, 03/07/13. 37pp. 

Fiche: 30-230. 83/07/13,0307190132- 


19627: 207. 24X 


9307220329 Monthly operating repts for May 
PACE < P. L . , WILLIAMS* J. W, Florida Power 
Office of Resource Management, Director 
Fiche: 30-000, 03/06/18, 8307220329. 


19B3, W/030613 ltr. 

& Light Co, 83/06/13. 
17pp. 19673:132. 24X 


B3072S0173 Forwards Class I St I II fees in payment of proposed license 
amend re spent fuel storage facility eipansion. 

UHR1G.R.E. Florida Power fc Light Co. E io E 25O T 03/O7/19, 

Division of Licensing. lp. 19706:110- 24X Fiche. 30-250, 93/07/19. 

93072301 73. 


Q Inspection reports, IE Bulletins fc correspondence 


8307140229 Requests that liquid samples spiked w/rad i onuc 1 i rf as h 
analyzed for tr i t 1 um* Sr-89 fc Sr-90 content within 60 days of 
receipt of spiled samp 1 e» Sa mp 1 a s will be sent annually as 


receipt of spiled samp 
part of routine insp program. 

LEWIS, R.C. Division of Project fc Resident Program* 

UHR10. R E Florida Power fc Light Co lp. 19924:060. 24X 

Fiche: 30-000. 03/02/07. 0307140229. 


03/02/07. 


9307140131 Forwards IE Insp flepts S0-250/B3-2 1 6 30 231/83-21 on 
830326-27. No n on camp 1 i ant e noted. 

DANCE. H-C. Division of Project fc Resident Programs. ^3/06/17. 
UHRIG.R-E Florida Power fc Light Co. 2pp. 19314:247. 24X 

FI the: 50-250. 03/06/17. 8307140151. 

8-307140136 IE Insp Kept* 50-250/93-21 fc 30-231/83-21 on B30526-27. No 

noncem-p l lance noted. Ma jor areas inspected : followup on LERs . 

LENAHAN, J. J. , CONLON. T. E. Region 2, Office =>«* WOA/ih. 

5pp. 19314:249. 24X Fiche : 50-250-1 93/06/ 17, 0307140 1 5 1 . 


0307140191 Forwards IE Insp Kept* 30-250/83-20 fc 30-231/80-20 on 
830317-20. No noncomp Uanc e noted. 

DANCE, H. C. Division of Project fc Resident Programs. 03/06/20. 
UHRtO, R. E. Florida Power fc Light Co. 2pp. 19522:067. 24X 

Fiche: 30-250, 83/06/20.8307140171. 


3l Reportable occurrence*. LERs fc 


B307150266 LER 03-OO7/O3L-O: on B30610, d ur ing operability test of 
auxiliary feedwater pump A, pump failed to come up to spee 
n0 flow delivered. Caused by failed differential pressure 
transmitter. Transmitter rep lac o d . W/B3071 1 ltr 33/07/11 

DERRY, Z, E. , WILLIAMS, J. W. Florida Power fc *-l»ht Co. 

O'REILLY, J. P. Region 2* Office of Director. 

Fiche: 50-250, 03/07/ 1 1 , 0307150266. 


2pp, 19330:089. 24X 


307220478 LER 03-OOD/O3L-O; on 030614, C end u i t for future safety 
parameter display sys accidentally damaged 

installation. One containment spray pump C * U d by 

incorrect drawing. Repair* Initiated. W/8307H ltr . Q3/Q7/li 

BERRY, Z E.* WILLIAMS, J. W. Florida Power fc Light Co 83/07/11. 
D 'REILLY, J. P- Region 2, Office of Director. 3pp. I96B3 10 • 


0307260134 Recommends mods to proposed AO writeup of 
auxiliary feedwater event, per 030624 request. 
DENTON, H, R- Office of Nuclear Reactor Regulation, 
03/07/20. HGLTEHEB. C. J. D i r »c tar ' * Of f I C a - Ip. 

FUbe: 30-230, 03/07/20, 8307260134. 


830417 loss 

Director. 
17707: 310. 


of 

24X 


FR notice re 


-83D7140009 Forwards draft Commission paper w/propostd 
potential AO concerning loss of all three auxiliary 
feedwater pump* at fac i 1 i ty. Comments fc concurrences 

HELTEMES.C. J. Director's Office. 03/O6/24_ DENTON^H, 
of Nuclear Deactor Regulation., Director. 10pp. 19707,311. 24X 

FlChe: 50-230, 03/07/30, 0307260134. 


Office 


- -9307 140200 IE Insp Kept* 50-250/03-20 fc 50-251/03-20 on 830517-20. No 
nuncompliance noted, Major area* inspected: radioactive 
effluent releases, reac tor coolant qua U ty , tes t i ng of filter 
sys fc calibr fc functional test of effluent release monitors. 

HOSEY, C.M. Region 2, Office of Director. 03/06/17. 6pp. 
19922:069. 24X Fiche: 30-230, 83/06/20* 8307140191 


9307140083 Forwards IE Insp Repts 50-250/83-12 fc 50-251/83-12 an 
030601-03. No noncompliance noted. 

DANCE, H. C Division of Project fc Resident Programs. 83/06/24. 

UHRIOiR.E. Florida Power & Light Co. 2pp. 19514:103. 24X 

Fiche: 50-250. 83/06/24* 9307140083. 


— 8307140088 IE Insp Repts 50-250/83-12 fc 50-251/03-12 on B30601-03. No 
non comp 1 lance noted. Major areas 1 nspectfld: tnservice insp. 
KLEINSDFIGEbW.P. , BLAKE, J, J. Region 2. Office of Director. 

83/06/22. 5pp. 19514:185. 24X Ftche : 50-250* 83/06/24, 83 07140083. 


0307140131 Forwards IE Insp Repts 50-250/83-22 fc S0-25I/93-22 on 
630426-0525. No noncqmp 1 lance noted. 

DANCEjH. C. Division of Project fc Resident Programs 03/06/24, 
UHfUO.ft.E. Florida Power fc Light Co 2pp. 19514:153. 24X 

F l c h « : 5 0-250* 83/06/24 , 8307 140131. 


DOCKET 50-251 TURKEY POINT PLANT, UNIT 4 
F. Security, modical, emergency fc fire protection 


0307140170 Discusses ond or s tand Ing of 830323 ltr re ^^gency exer 
Real time manning of emergency operations facility will not 
be demonstrated during exercise. but will bo accomplished at 

BTOHr!'j. P. Division of Emergency Pr oparedness fc M J tor 1 ?l! a a?aoA y * 
03/04/21. UNRIG, R.E. Florida Powor fc Light Co. lp. 19523.^06. 
24X Fiche: 50-250, 03/04/21. 0307140170. 


7140339 Discusses 1994 full-scale emergency exercise per B30426 
oeting. Exercise will extend over 3-day per i od. Emergency 
perations facility will operate at reduced level after 

'REILLY? J. P. Region 2* Office of Director. 83/05/26. UHR10. R.E. 
loTida Power fc Light Co. 2pp. 17523:329. 24X 

iche: 50-000, 03/05/26, 0307140337. 
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0307140278 Inform* that Boise Intcragenty Fire Ctr contracted to 
perform surveys of radiofrequency 6 electromagnetic 
interference. Assistance requested. 

V ERR ELL I , D. H- Division of Project & Resident Programs. 03/05/31 

UHRIG, R. E. Florida Power 6 Light Co. 22pp. 19322: 297. 24X 

Fiche; 50-000. 03/05/31. S3071 40270 


8307110337 Releases public version of rev to emergency plan 
implementing procedures. 

FELTON. J. M. Division of Rules and Records 03/06/24. Document 
Management Branch. Ip. 19304:196 24X Fiche 50-230, 03/06/24, 

8307110357. 


—8307110361 Forwards public version of revised emergent^ plan 
implementing proc ed ure s, i nc 1 ud i ng Procedures 20101 re duties 
of emergency coord inator, 20103 re c lass 1 f i cat 1 on of 
emergencies & 20104 re emergency roster. 

UHRIO, R.E. Florida Power & Light Co. 03/06/13. 0 'RE ILLY. J. P. 

Region 2. Office of Director. Ip. 19304: 197 24X 

Fiche: 50-250. 83/06/24. 0307110337. 


— 5307110368 Public version of revised emergency plan implementing 
pr ocedur e*, inc lud ing Procedures 20101 re duties of emergency 
coord ina tor, 20103 re C lassi f icati on of emergencies 6 20104 
r* emergency roster. 

HAYS. J. K. Florida Power * Light Co. 03/05/24 59pp 19304:198. 
24 X Fiche: 50-250. 83/06/24. 0307110357. 


8307200090 Forwards addl info to util 830415 response to NUREG-0737, 
Sup p 1 I re safety parameter display sys, detailed control 
room design review & Reg Guide 1.97. 

UHRIO, R.E. Florida Power & Light Co 03/07/25. VARGA, 5. A. 
Operating Reactors Branch 1. 4pp. 19791:179. 24X 

Fiche: 50-250, 03/07/25. 8307280090 


J. Insurance & indemnity information 


8307130187 Forwards Endorsement 67 to NELIA Policy NF-103 6 
Endorsement 57 to MAELU Policy MF-35 

DUCK.J.R, Marsh b McLennan, Inc. 83/07/05. SALTZMAN, J. Assistant 
Director for State 6 Licensee Relations 3pp. 19465:344. 24X 

Fiche: 30-250, 03/07/03, 8307130107. 


P. Operating license stage documents 6 correspondence 


8306060070 Generic Ltr 03-22 to all operating reactor licensees, 
applicants for OLs & holders of CPs for Westinghouse PWRs 
re safety evaluation of "Emergency Response Guidelines." 

Svc list end. 

EISENHUT, D. 0. Di vt s i on o F L i cen s l ng . 03/06/03. Yankee Atomic 

Electric Co. iOpp. 19563:116. 24X Fi cho : 30-000, 83/06/03. 

8306060070. 


0307140065 Concurs in 030516 request for extension until 830627 to 
submit call-in drills (staff augmentation/ttme saving 
measures ) . 

DANCE, H. C. Division of Project t* Resident Programs. 03/06/20. 
UHRIO, ft. E. Florida Power S< Light Co. Ip. 19514:091. 24X 

Fiche: 50-000. 83/06/20, 8307140063. 


0307060070 Forwards fee for 830603 proposed Class I «c III amends to 
Licenses DPR-31 & DPR-4 1 re optimiied fuel assembly 6 wet 
annular burnable absorber. 

UHRIO, R.E. Florida Power 6 Light Co. 03/06/30 EISENHUT, D. G. 
Division of Licensing. ip. 19231:336. 24X Fiche: 30-250, 83/06/30, 

8307060070. 


0307060216 Notifies that interim core damage assessment guidelines will 
be provided 630708, per post-Tlil requirements for 
post-accident sampling sys. 

UHRIO, R, E. Florida Power tt Light Co. 03/06/30. VARGA. S A. 

Operating Reactors Branch 1. ip. 19230:331. 24X 

Fiche: 50-230, 83/06/30, 0307060216. 


8307230239 Forwards safety evaluation of util 000111,820107 5, 0427 
responses to NUREG-0737, Item II. B 2. 2, "Plant Shielding Mods 
for Vital Area Access." Ouidance 6 criteria met, 

VARGA, 8. A. Operating Reactors Branch J 83/06/30. UHRIO, R.E 
Florida Power it Light Co. 4pp. 19725:330. 24X 

Fiche: 30-230, 03/06/30. 6307230233. 


0307070004 Advises that mods to reduce potential radiological exposure 
of control room operator following postulated LQCA complete. 

Addl work tD remove & replace 4-inch blocks will extend 
completion of block wall repair to 030729. 

UHRIO, ft. E. Florida Power U Light Co. 03/07/01. VARGA, S A. 
Operating Reactors Branch 1. 2pp. 19269:335. 24X 

Fiche: 30-230, 83/07/01, 0307070004. 


03062703-97 Generic Ltr 03-26 to all applicants for OL s if holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity Svc list end , 

EISENHUT, D. G. Division af Licensing 93/07/05. Consolidated 

Edison Co of New York, Inc 16pp 19390:317 24X 

Fiche 50-000, B3/07/05. 8306270397 


8307 1 1 01 53 Application for amend to License DPR-4 1 , pr op os i ng Tech Spec 
changes for 4 h extension of Limiting Condition for 
Operation 3.0.1 as result of B30705 Incident involving vent 
valve leakage on accumulator 4R Amend requested by 030703 
UHRIO, R E. Florida Power & Light Co. 03/07/03. EISENHUT* D. G. 
Division of Licensing 2p p 19373:032. 24X F i c h e : 50-251 <■ 63/07/03,- 

0307110133 


8307060329 Generic Ltr 83-27 to all licensees it applicants for 
operating power reactors it holders of CPs for power reactors 
re surveillance intervals in STS. Svc list end 

EISENHUT, D. G. Division of Licensing 83/07/06. Consolidated 

Edison Co. of New York, Inc. 16pp 19669:254. 24X 

Fiche: 30-000, 83/07/06, 0307060329. 


0307 120469 Requests meeting to discuss future submittal of Tech Specs 
St supporting safety analysis to resolve pressurised thermal 
shock issues for Cycle 9 I icons ing Update meeting 
requested first wk in Aug 

UHRIG, R.E Florida Power It Light Co. 83/07/06. EISENHUT, D.G 
Division of Licensing. 3pp. 19424:191. 24X Fiche ; 30-250. 83/07/06, 

0307120469, 


B307130434 Forwards request to amend Licenses DPR-31 6 DPR-41. 
Preliminary evaluation determined that proposed amends do 
not involve significant haiartfs consid eration. W/o end. 

MCDONALD, D. G. Operating Reactors Branch 1. B3/07/07. CLARK, U. 

Florida, State Of. Ip. 1954 0:202. 24X Fiche : 50-230, B3/07/07, 

8307150434. 


83070B0169 Generic Ltr 03-2Q to all licensees of operating reactors, 
applicants for DL it holders of CPs ro required actions based 
on generic implications of Salem ATWS events Svc list end. 
EISENHUT, D. 0. Division of Licensing B3/07/08 Consolidated 

Edison Co. of New York, Inc. 3Bpp. 19669:269. 24X 

Fiche: 50-000. 03/07/00, B3O7O0OL69 


8307140198 Forwards interim rapt, "Guidelines for Determination of 
Extent of Core Damage," to be implemented at facilities. 

Rept submitted in response to post-TMI requirements covering 
post-accident sampling sys. 

UHRIO, R.E Florida Power b Light Co B3/07/0B. VARGA, S. A 
Operating Reactors Branch 1. 7pp, 19322:035. 24X 

Fiche: 50-290, 03/07/OB, 0307140198 


8307130216 Rev to 020910 application for amend to Licenses DPR-31 «< 
DPR-41 , tevis ing proposed radiological effluent Tech Specs in 
response to NRC comments. List of exemptions from NUREG-0472 
requirements enc 1. 

UHRIO, R.E Florida Power b Light Co. B3/07/tl. EISENHUT , D. G. 
Division of Licensing. 3pp 19530:274. 24X Fi c ho 50-250, 83/07/1 1 , 

0307150216. 


— 0307130221 Revised pages to proposed radiological effluent Tech Specs 
s Florida Power It Light Co. 83/07/11 64pp 19330:277. 24X 

Fiche: 30-230, 03/07/ 1 1 , 0307 1 30216. 


0307190031 Advises that 30-day public notification period required for 
030502 applications for amend to Licenses DPR-31 6 DPR-41 
Bases for 830601 amend issuance is operational flexibility, 
which is insufficient reason not to require notice 
VARGA, S A Operating Reactors Branch 1. 83/07/1 i UHRIG, R. E 

Florida Power 6 Light Co. 2pp. 19636:262. 24X 

Fiche: 30-230, 03/07/11. B30719003I. 


8307190028 Advises that, based on review of 830503 request for deletion 
of terrestrial V other monitoring programs it 830603 request 
for optimiied fuel assembly Tech Spec#, two Class III it Class 
I fees appropriate 

DIGGS, R. M License Fee Management Branch. Q3/07/12. UHRIG, R.E. 
Florida Power 6 Light Co. Ip. 19569:333. 24X Fich e- 30-230, 
83/07/12, 0307190020 


0307190132 Application for amend to Licenses DPR-31 h DPR-41 changing 
Tech Specs to allow continued operation by accommodating 
expected increase in inventory of spent fuel assemblies 
above existing storage capacity. 

UHRIG, R.E Florida Power Light Co. 83/07/15. EISENHUT, D.G 
Division of Licensing. 8pp. 19627:193. 24X Fich e: 30-230. 03/07/15, 

0307190132 


■0307190133 Proposed Tech Specs allowing continued operation by 
accommodating expected Increase in inventory of spent Fuel 
assemblies above capacity of existing storage facility, 
e FlQTida Power it Light Co. 83/07/13. 4pp. 19627:203. 24X 

Fiche: 50-230, 83/07/13. 0307 190132 
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--S 10 M?t -1 j 4 ■a = #r.t Fl« 1 Storage Facility Mod." 

* Fla- ;tfi =!.r t Light Co 03/07/13 57pp 19627.207. 24X 

f i: k « 53 / 07 / 15 . 23071*70132 


*>3072501 ?3 firuirdi Clais I b III r'«es m payment of proposed license 
a-nerJ t 0 »nt fuel itcrage facility eipansion 

ifURIC.* £ Florida Pautr /„ Light Co 03/07/19 EISENHUT, D. G. 
Division cjf Licensing lp. 19706 110 24X Fiche 50-250,03/07/19, 

G 3-372501 73 


G tr.j-eru-n r«ccru, IE Bulletins b correspondence 


□30714022* Requests that liquid sample* spiled w/ra d i onuc li d e s be 
enal-gied far tr 1 tn-n. Sr-89 b S'r-90 content within 60 days 0 # 
receipt <?f spited tanplet Samples will be sent annually as 
part zt r-.jtm* imp program. 

LEWIS. R C Division of Project 6 Resident Program*. 83/02/07. 

L‘HR ZGi R E Florida Power 6 Light Co lp. 19524:060 24X 

Fiche 30-000. 23/02/07. 0307140229 


0307140131 Forward* IE In*p Rept* 50-250/03-21 b 50-251/83-21 on 
830326-27 Wo nontemp 1 lance noted. 

DANCE. H C Division of Project l Resident Programs. 83/06/17. 

UHR1G.R C Florida Power b Light Co 2pp 19314:247 24X 

Fieht 30-220, 03/06/17. 6307140131. 


--8107140156 IE Insp Reptt 50-250/83-21 b 50-231/83-21 on 830526-27, No 
ngncc^p 1 lance noted Major area* inspected: fol louup on LERs. 

LSNAHAN. j J . CCNLON,T. E Region 2, Office of Director. 83/06/16 
3pp 19514 249 24X F i eh 9 : 50-250, 83/06/ 17, 03071 40151 . 


0307220318 Forwards "Steam Generator Repair Program for Turkey Point 
Unit 4" Final Radiological Progress Rept A for 021010 - 
630316. 

UHR IG, R. -E. Florida Power St Light Co. 03/07/13. VARGA, S. A. 
Operating Reactors Branch 1 lp. 19603: 228. 24X 

Fiche: 30-251, 83/07/1 3, B3O722O510. 


—8307220323 "Steam Generator Repair Program for Turkey Point Unit A," 
Final Radiological Progress Rept 4 for 821010 - 830316. 

* Florida Power St Light Co, 83/07/13. 37pp. 19603:229. 24* 

FI che: 30-251, 63/07/19,6307220510. 


8 . Reportable occurrences, LERs & related correspondence 


B307120424 LER 83-004/03L-0: on 830526, valve M0V-4-1405 failed to apon 
during routine test of auxiliary feedwater pump D. Caused by 
high resistance across contacts inside motor operator. 

Contacts cleaned & valve tes tod . W/030623 ltr. 

BERRY, z. E. • WILLIAMS, J. W, Florida Power U Light Co. 03/06/23, 

□ 'REILLY, J. P. Region 2, Office of Director, 2pp. 19425:224, 24X 

Fiche: 50-251,83/06/23, B307120424, 


B307110153 Application for amend to License DPR-4 1, propo* Ing Tech Opoc 
change* for 4 h extension of Limiting Condition for 
Operation 3,0.1 a* result of 830705 incident involving vent 
valve leakage on accumulator 40. Amend requested by 030705, 

UHRIO.R.E. Florida Power b Light Co 83/07/05. EIBENHUT, D, O, 
Division of Licensing. 2 pp. 19375:032. 24X F i C he ; 50-25 i , 03/07/03, 

8307110153. 


£ 3071 40191 Forward* IE |n»p Repts 50-250/03-20 b SO-251/03-2O on 
830317-20 No ncnccjitp 1 iance noted. 

DANCE. H C Division of Project b Resident Programs. 03/06/20. 

UNRIG, R E Florida Pcuer L Light Co 2pp 19522:067. 24X 

Ft che 30-220. S3/06/20. 83071401 91 . 


B307140C33 Forward* IE In*p Repts 30-250/83-12 b 50-251/83-12 on 
030601-03 No noncamp 1 iance noted 

H Division of Project b Resident Programs 83/06/24 

UHRIO.r e Florida Power b Light Co. 2pp 19514 183 24X 

Fiche 50-250. 83/06/24. 8307140083 


DOCKET 50-232 UNIV. OF NEW MEXICO RESEARCH REACTOR 
R. Periodic Operating reports b related correspondence 


0307230310 “Rept on Facility License R-102,Unlv of New Mexico ACN-201H 
Reactor, Jul 1982 - June 1903 " W/830715 ltr. 


WHAM, 0. A. New Mexico, Univ. of. 03/06/30. 
Office of Inspection and Enforcement. 3 pp. 
Fiche: 50-252, 03/06/30, 0307250310. 


Director ' t Of f ic », 
19701:344, 24X 


V. Op sra tor Examinat Ions 


~-e307l4_.C=3 IE Insp Rept* 50-230/83-12 b 50-251/03-12 on 830601-03 
nofct<1 *«-•** inspected, inservice insp. 
B3/C4/* - - ’ BLAKE<J J R«gion 2, Office of Director. 


3pp 19514:183 24X Fiche 30-250, 83/06/24, 0307 1 4O0B3. 

S 3 M04a4-OV3 T Mf r ^. IE I ? ,,, B>|ltS 30 - 250/B3 -SS ‘ 30-351/33-32 on 
fcU'jeaa 05«.5 No noncij^|j incB noted 

UHRIC n F Project & Resident Programs 83/06/24 

U=HR1C/R E Florida Power b Light Co 2pp 19514 133 24 

Fiche 30-250,83/06/24.8307140131. 9? 24X 

Mum « o t.vities. plan t operation*, surveillance 

S?IlSi C ¥ ELL ; R ‘ AGLESlJ A «« 9 ion 2 . Office of Director 
3 p p 19514 iss* iC 34 ? f F Pr k * * Reslrfent Programs 83/06/24 

PP 195 S 4 153 24X Fiche: 50-250. 83/06/24, 8307140131 


B3070B0427 Generic Ltr 03-12A to all nonpower reactor licensees re 
issuance of NRC Form 390, “Personal Qua 1 i f i cat 1 oni 
Statement - Licensee." Svc list end. 

EISENHUT, D, 0. Division of Licensing. 03/07/ii. Michigan, Univ. 
of, 14pp. 19363:138 24X Fiche: 90-000, 03/07/11, 0307080427. 


DOCKET S0-2D4 QUAD-C I T I Efi STATION, UNIT 1 

emergency b. fire protection plans 


Section III.G re fire protection of „fe shutdown 
T ' 0 S P° n, « t0 320701 b 0923 requests. 

VAS 6 ALLQ, D. B. Operating Reactors Branch 2. 03/06/23 FARRAR D I 

“o? 37 . th ea,,on co 3pp - ,9<35:,B8 ' Fich 2 ?ao 4 S 2 fS 5 >SiVi 3 - 


19363.293 24 X Fi c he : 50-000, 83/07/1 1 , 03062 704 ( 

€31306270404 IE Info Notice 83-47 nr.,, 

»«tdt of Contaminated Hydraulic F lijlVi ^? raul U Snubbers a, 
JQRCAff, E L Division Fl “ id Bvc Hst end 

ftespenie (Post 830103 ) 83/07/?^ p r »P»»’ ^dnes s b Engineering 

Yon. Inc 141pp. 19563 153 _ C ° nao1 » «»* Edison Co. of Ni 

1” Fich » 50-000, 03/07/12, 83062704C 

01306270406 IE Info Notice 63-48 

Radioactive 1-125 & j-int c ^ a6BOus Effluent Releases of 
mntl 1 131 ln of NRC Limits." Svc list 

B301W| J M B 3 /Si;JV 6n * ^P«tion Program, (Rost 

a4 , ?;,a^x y r k - ," c 

ft Firioiic operating reports b roio* j 
— — — “^related correspondence 

0 30722032? Mcnthlu oaeratinn » 

PACE-P L . WILLIAMS, J.i F | H * V W/8306IG ltr. 

OFfice af Resource Manaoem.n? ^ P0{J9T h Li 9 hi Co 03/06/15 

Fi<h f M-w.w/P 6 /T;r!BSSiia 5 ir,ct<,F * 1706 l5 ^ 


*7pp 19675: 132. 24X 


nio far fiTIi*!? fr0m r, ^ lr0rnont » ^ App R to IOCFRSO, Sect Ion 
ll ,‘i. 0 L f0r filed fire suppression associated w/oanels, 
switchgear b motor control ctr* ^P«neis, 


0307120062 Release* public 
implementing procedures 
FELTON, J. M. Division of 
Management Branch. In 
3307120062. 


version of rev to emergency plan 


Rules and Record 
19435:260. 24X 


ill, . - including Procedures QEP 330-0 re asses* m 
“! ; n ; ** 0EP W-lt r. estimation of 1-131 rJw"IT 
rr,ea »« r »^ents Revised index encl. * tg 

?9435 R 26l' K 34 J C 2 'i T h J ' Cc3mmor » Wia »*h Edison Co. 03/06/30 
19435 261 . 34X Fiche: 50-254, 03/06/24, 0307120062. 


6 pp, 


■SSffiaSSSBKTsaSW 

8 WARrz r E f D Cat r° n be 1 p,rfarmed w/verif icat ion progra m IP 
- ^ Commonwealth Edison Co. 83 / 07/20 DPNTnu u a 

FJrhi C in a ^S eact ° r neflulatlon ' Director. 2 pp 19727 m 77 ’ R ' 

Fiche: 30 - 000 , 03 / 07 / 20 , 0307260018 . PP lv /« 7 . 1 / 7 , 


Office 

24X 
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8307200347 Forwards review of draft Rev 4 to generic portion of 
generating station emergency plan. Plan deficiencies marked 
Flow chart for general emergency offsite protective 
decisions end. 

PAPER IELLO, C. J. Region 3. Office of Director. 83/07/26. REED. C. 
Commonwealth Edison Co. 10pp. 19709:010 24X Fiche 50-000. 

03/07/26, 0307200347 


K. Utility Final Safety Analysis Report (FSAR ) t. amends 


0307010199 Forwards amends to updated FSAR for facilities. 

STIEDEi W. L. Commonwealth Edison Co. 03/06/29. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director 2pp, 19123:001. 24X 

Fiche: 30-000, 03/06/29, 0307010193. 


—0307010190 Amend to updated FSAR for Quad Cities 1 it 2. 

a Commonwealth Edison Co. 03/06/29 300pp. 19123’ 069. 24X 

Fiche: 50-000, B3/06/29, 0307010199. 


— 8307180179 “Quad Cities Nuclear Power Station Units i it 2 Plant Unique 
Analysis Rept,Vol 6, Unit 1 Torus Attached Piping 8t 
Suppression Chamber Penetration Analysis, " 

PANDEY , P i WALLACH.O i GAVULA, J. A. NUTECH Engineers, Inc. 
CGM-02-039-6 ROO 03/05/31. 176pp. 19334:046. 24X 

Fiche: 30-000* 03/06/27, 8307070176. 


— 0307100138 "Quad Cities Nuclear Power Station Units 1 & 2 Plant-Unique 
Analysis Rept*Vol 1, General Criteria & Methodology." 

WI8E.R.E., HOST , E. 0. , MASSEY, J. V. NUTECH Engineers, Inc. 

CQM-02-039-1 ROO. 03/05/31. 234pp. 19991:317. 24X 

Fiche: 30-000,03/06/27, 0307070176, 


— 8307190147 "Quad Cities NucLear Power Station Units 1 V 2 Plant Unique 
Analysis Rept.Vol 2, Suppression Chamber Analysis." 

HOWARD, Q L. , ADAMS, R. H. * MCINNES, l.D. NUTECH Engineers, Inc. 
CDM-02-D39-2 ROD. B3/03/31. 109pp, 19952:191. 24X 

Fiche: 90-000, 03/06/27 , 83 07070176. 


P. Operating license stage documents 6 correspondence 


8307250498 Rev 3, to "Process Control Program for Solidification of 
Rad was te. 11 

* Commonwealth Edison Co. 03/03/31. 9pp. 19701:220 24X 

Fiche: 50-254, 83/03/31, 0307290490. 


0305260240 Informs that beta spectra measurements will be conducted 
on 830926 for NRC project, "Beta Particle Measurement S, 

Dosimetry Requirements at NRC-Lieensod Facilities 11 
RATHBUN, L. A. Batteile Memorial Institute, Pacific Northwest 
Laboratory. FIND-2440. 03/05/20. KEPPLER, J. 0. Region 3, Office 

of Director. ip, 10599:337. 24X Fiche: 90-294, 03/05/20, 0305260240, 


0307120192 Forwards response to BWR Owners Group study of alternatives 
to NUREG-0737. Item II.K. 3. 10, "Automatic Depressur i tation 
Sys Logic Mod " Two of seven alternatives acceptable. 

Implementation schedule should be provided within 45 days. 

VASSALLO, D. 0. Operating Reactors Branch 2. 03/06/03, FARRAR, D, L. 

Commonwealth Edison Co. 9pp 19439:179. 24X Flc h e : 90-294, B3/06/03, 

8307120192. 


0307140914 Advises that requirements of TM1 Item II K. 3. 13, "HPCl/RCIC 
Initiation Level, 1 * met. Item resolved 

VASSALLO, D. 0. Operating Reactors Branch 2. 03/06/17, FARRAR, D. L. 

Commonwealth Edison Co. 2pp 19527:345. 24X F 1 c he : 90-254, 03/06/ 17, 

0307140314, 


0307120123 Forwards confirmatory order re util 810115 lc 820316 
commitments to install permanent scram discharge sys modi 
prior to startup after 030901 re fue 1 ing. Mod* l Tech 8pecs 
end as guidance for use in preparing Tech Spec changes. 

VASSALLO, D. B, Operating Reactors Branch 2. 03/06/24. FARRAR, D. L. 

Commonwealth Edison Co. 2pp. 19433:097. 24X Fiche: 30-294, 83/06/24, 

6307120123. 


— 0307120120 Confirmatory order re util 01OU3 it 020316 commitments to 
Install permanent scram discharge sys mods prior to 
startup after 840901 refueling, 

EISENHUT, D. G. Division of Licensing. 03/06/24. Commonwealth 
Edison Co. 35pp. 19435:099. 24X Fiche : 90-234, 03/06/24, 

0307120129. 


8307070176 Forwards plant-unique analysis repts,Vols 1-7, demonstrating 
primary containment sys design adequacy & restoration of 
original design safety margins per NURE0-0661. 

RYBAK, B Commonwealth Edison Co, 03/06/27. DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 19540:242. 24X 

Fiche: 30-000, 83/06/27, 8307070176, 


— 8307180192 “Quad Cities Nuclear Power Station Units 1 & 2 Plant Unique 
Analysis Rept.Vol 3, Vent 8ys Analysis." 

SHAMSZAD, M. , ADAMS, R. H. , MCINNES, I. D, NUTECH Engineers, Inc. 
C0M-02-O39-3 ROO. 03/09/31. 221pp. 19933:016. 24X 

Fiche: 50-000, 03/06/27, 0307070176. 


— 0307100190 "Quad Cities Nuclear Power Station Units 1 it 2 Plant Unique 
Analysis Rept,Vol 4, Internal Structures Analysis." 

TALBOTT, D, C. , ADAMS, R. H. , MCINNES, I. D. NUTECH Engineers, Inc. 
COM-02-037-4 ROO. 03/03/31. 34pp. 19993:237, 24X 

Fiche: 90-000, 83/06/27, 8307070176. 


—0307180160 "Ouad Cities atation Units 1 5 2 Plant Unique Analysis Rept, 
Vol 9, Safety Relief Valve Discharge Piping Analysis." 

* Sargent it Lundy, Inc. 83/06/27. 134pp. 19353:272. 24X 

Fiche: 50-000, 03/06/27, B307070I76, 


0307100026 Forward i SER re NUREQ-0612, "Control of Heavy Loads" * 
technical evaluation rept. Phase I acceptable. 

VA8SALL0, D B. Operating Reactors Branch 2. 03/06/27. FARRAR, D. L. 

Commonweal th Edison Co 2pp. 19367:301. 24X FI Che: 50-284, 83/06/27, 

8307100026. 


— 8307160030 Safety evaluation of util 001222 responses to NUREQ-0612, 
"Control of Heavy Loadi. Phase I acceptable, 
a NRC - No Detailed Affiliation Given. 03/06/27. Spp. 

19967:303. 24X Fiche: 30-294, 83/06/27, B307 100026. 


—8306060299 "Control of Heavy Loads (C-10>,Quad Cities Station Units i it 
2," technical evaluation rept. 

BOMBERGER, C, , BARQENT. I. H. Franklin Initi tute/Frenk 1 in Research 
Center. NRC-03-81-13O. TER-C59O6-306/397. 83/06/01. 9IN0H,A. , 

CHANiT. NRC - No Detailed Affiliation Given. 31pp. 19967:305. 

24X Fiche: 90-254, B3/06/27, 0307100026 


0307200324 Forward* order modifying 010113 fc 020119 orders re 
installation of plant mods in compliance w/acceptance 
criteria of NUREQ-0661 . Comp L et ion date extension to Spring 
1984 outage, requested in 830615 ltr, granted. 

VASSALLO, D. B, Operating Reactors Branch 2, B3/06/3O. FARRAR, D. L. 

Commonwealth Edison Co. 2pp, 19671:344. 24X Fi che: 30-254, 83/06/30, 

8307200524. 


—8307200331 Order modifying B10U3 h 020119 orders re installation of 
plant mods in compliance w/NUREQ-0661 requirements. 

Completion date extended bo Spring 1904 refueling outage. 

PURPLE, R. A Division of Licensing. B3/06/30. Commonwealth 
Edison Co. 4pp, 19671:346. 24X Fiche : 30-254, 03/06/30# 0307200524. 


0306270397 Generic Ltr B3-26 to all applicants for OLs & holders of 
CP» for power reactors re c larif icatlon of surveillance 
requirements for diesel fuel impurity. 8vc list end. 

EISENHUT, D. G. Division of Licensing. 83/07/03. Consolidated 
Edison Co. of New York, Ire. i6pp. 19390:317. 24X 

Fiche: 50-000, 03/07/03, 8306270397. 


B3O706O329 Generic Ltr 83-27 bo all licensees & applicants for 
operating power reactors it holders of CPs for power reactors 
re surveillance Intervals In STS. Svc lilt end. 

EISENHUT, D. 0. Division of Licensing. 03/07/06. Cons ol 1 dated 

Edison Co. of New York, Inc. 16pp. 19669:254. 24X 

Fiche: 30-000, 03/07/06, 0307060329. 


B3O7O0O169 Generic Ltr B3-28 to all licensees of operating reactors, 
applicants for OL & holders of CPs re required actions based 
on generic implications of Salem ATW8 events. Svc lilt end. 
EISENHUT, D. G. Division of Licensing. 03/07/00. Consolidated 
Edison Co. of New York, Inc. 30pp. 19669:269. 24X 

Fiche: 30-000, 83/07/09, 0307080169. 


8307190107 Notifies that Westinghouse info re environ qualification of 
electrical equipment detailed in 030913 ltr determined 
nonpropr letary. 

RYBAK, B Commonwealth Edison Co. 03/07/11. DENTON# H. R. Office of 
Nuclear Reactor Regulation# Director. 2pp. 19630:142. 24X 

Fiche: 50-000, 03/07/11, 03071 90107. 


8307190062 Forwards "Dynamic Analysis of Wetwe 1 1-to-Drywel 1 Vacuum 
Breakers" it "Improved Dynamic Vacuum Response," in response 
to Generic Ltr 03-00. Res ul ts demonstrate that as-built 18- 
inch AStM vacuum breaker valves meet ASME Code criteria. 

RYBAK, B. Commonwealth Edison Co. 83/07/12. DENTONrH. R. Office of 
Nuclear Reactor Regulation# Director. 7pp. 19633:173. 24X 

Fiche: 90-000, 03/07/12, 03071*70062. 


—8307190067 Rev 0 to "Dynamic Analysis of Wetwel 1- to-Drywel 1 Vacuum 
Breakers for Quad Cities Station, Un Its 1 &t 2. ■* 

MQDNKA, A. K. , CHEW,G.P., MABSIE, H W. NUTECH Eng i neers, Inc. 
CQM-00-023 ROO. 01/09/29. 100pp. 19633: 100. 24X 

Fiche: 50-000, 03/07/iS, 0307190062. 
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--8307190074 Rev 1 tD “Improved Dynamic Vacuum Breaker Valve Response for 
Quad Ci ties 1 h 2. “ 

B t LANIN. A. J. Continuum Dynamics, Inc. 02-7 ROJ B2/Q9/3Q. 29pp. 

19633:293 24X Fiche: 50-000* 83/07/ 1 2> 8307 1 90062. 


9307220495 Discusses status of proposed mods to automatic 
depressor i lotion sys.per NUHEG-Q737. Item II. K 3. 18. Option 
4 re timer installation described in CE BWR Ounera Group 
rosporue, selected for i <np I ementat i on. Mod s listed. 

RYBAK, 0 Commonwealth Edison Co. Q3/O7/10. DENTON. H R. OffiCB of 
Nuclear Reactor Refutation. IHrector. 2pp, 19603: 101. 24X 

Flche: 30-000. 03/07/18. 0307220495. 


8307250440 Provides commitments on leakage monitoring. Floor drain 
leakage util be measured once every 4 ft when reactor is at 
operating pressure. NRC will be notified within 24 h if 
action paints exceeded. 

REED-C. Canunomuea 1 fch Edison Co. 93/07/21. Office of the 
Secretary of the Commission 2pp. 19701:176, 24X 

Flche: 30-000. 03/07/21, 8307250440. 


G. Inspection reports. IE Bulletins L correspondence 


0305240296 Ac k receipt of 830413 1 fcr informing NRC af stops taken to 
correct violations noted in IE Insp Rept* 50-237 /B2-20, 

30-249/02-21, 50-254/02—16 h 50-265/62-10. 

KEFPLER, J ©. Region 3, Office of Director. 03/05/13. REED. C. 
Commonwea 1 th Edison Co. Ip. 19348:067. 24X F i c he : 30-000, 83/05/13, 

8309240296. 


Q 30706 0276 Ack receipt of 030603 ltr informing NRC of steps taken to 
correct violations tinted in IE Insp Repfcs 50-254/80-16 L 
50-254/03-12. Response withheld (ref 10CFfl2.7?Q>. 

HILLER, JR Region 3, Office Df Director. 93/06/13. REED, C. 
Commonwealth Edison Co. tp. 19237:241. 24X Fic he: 50-254. 83/06/1 5, 

8307060270. 


-0307200216 Responds to NRC 030405 ltr re violations noted in IE Insp 
Rapt* 30-237/03-06, 30-249/83-05r 50-234/03-04 h. 50-265/03-04. 

MUTECH quality engineering procedures It util project unique 
instructions revised. 

REED, C. Commonwealth Edison Co. 83/06/00. SPE88ARD, R. L, 

Division of Engineering. 131pp. 19631:029. 24X 

Fiche 50-000, 03/07/15. 8307200207. 


6307220463 Ac k receipt of 030714 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rep ts 50-237/83-12, 
50-249/83-10,50-254/03-13 8c 50-265/83-11. 

LITTLE. W. S. Region 3, Office of Director. 03/07/19. REED, C. 
Commonuea Ith Edison Co. ip. 19684:325 24X Fi c h e : 30-000, 03/07/ 1 9, 

0307220463, 


•0307220476 Responds to NRC 030616 ltr re violations noted in IE Insp 
Repts 50-237/83-12, 30-249/33-10, 50-254/03-13 h. 50-263/83-11. 
Corrective ac ti one : ex isting support configuration for pipe 
anchor R133 modified. 

FARRAR, D. L. Commonwealth Edison Co. 83/07/14. LITTLE, W. 8. 

Region 3. Office of Director, 4pp. 19684-326 24X 

Richer 50-000, 83/07/19, 0307220463 


B3O72BOO04 Confirms 830726 mgt meeting in Chicago, IL to discuss 
licensee regulatory performance 8, communication problem* 
between NRC t, util, per B30713 discussion. 

nr^« LIW9 ’ C ' E ' D lvl u i on of Project & Resident Programs. 03/07/32. 
REED.C. Commonwealth Edison Co. 2pp. 19791:169 24X 

Flche: 50-000,03/07/22,0307280034. 


03072001 02 Confirms request for NRC V. util senior mgt meeting on B30726 
in Chicago, 1L to discuss licensee regulatory performance b 
relationship w/NRC. 

REED, C. Commonwealth Edison Co. 03/07/11. DAVIS, B. A. Regions, 
Office of Director. Ip. 19791:171. 24X Fiche: 50-000, 83/07/22, 

03O728OOB4. 


B307250478 Forwards IE Insp Rept 50-254/03-li on 030311-29 Si 
enforcement conference summary on 030329 K 0400 

KEPPLER. J. G Region 3, Off tee of Director 03/06/21. O'CONNOR, J. J, 
Commonwealth Edison Co. 2pp 19701:200 24X Fiche 50-254, 

03/06/21,0307250470. 


--0307250481 JE Insp Rept 30-254/03-11 on 030311-29 V enforcement 
conference summary on 830329 t 0408 None omp 1 i ance noted: 
failure to follow shutdown p roced tires, admin is trat l ve 
procedures 6 to maintain accurate plant shutdown records. 
CHHISSOriHUS, N . WALKER, R. D. Region 3, Office of Director. 
03/05/10. 7pp 19701:290. 24X Fiche : 30-254 , 03/06/21 , 0307250470. 


0307060044 Respond* to IE Bulletin 03-03 Action Item 5 re diesel 
generator cooling water pump discharge check valve 
1-3999-06. Valve found free to suing Fully open 6 closed. Pin 
area warn New check valve 1* gaskets installed. 

BARNES,P.L. Commonweal th Edison Co. 03/06/28 KEPPLER, J. G. Region 
B3»704004,“ f Dir "‘ :t0r 3PP 19231:327. Sit Fit,,: 30-234. 03/OA/SB, 


6307110331 Informs that Action Itom 3 o, IE Bulletin 63-03 re 41e*el 
generator coaling water pump completed New check valves 6 
gaskets installed. 


? AR iSf /’ L ‘ * £ lfch EdUon Co S3'°6/20 KEPPLER, J. G. Region 

3, Office of Director. 3p p 19300 QB6 - - -- — 

0307110531 


24X FiChe: 50-254, 03/06/28, 


8306270401 IE Info Notice 03-46, ''Common Hade Valve Failures Degrade 
s “j' r V Ret i,r cwlat i on Spray Subsystem " Svc list end, 


JORDAN, E L. Division of Emergency Preparedness 6 Engineering 
Response (Post B3DJ03J. B3/07/1I. Consolidated Edison Co of New 
154pp. 19563:293. 24X Fi ch e : 50-OOD, 83/07/ 1 1 , 0306270401 . 


York, Inc. 


R. Periodic operating reports L related correspondence 


8307130219 Monthly operating rapt for June 1983. W/830701 ltr. 
MISAK, A. r KALIV IANAK IS, W. Commonwealth Edison Co. 03/07/05. 
Director's Office, Office of Inspection and Enforcement. 21pp. 

19508:029. 24X Ft ch e : 50-254 , 83/07/05, 0307 1302 19 . 


S. Reportable occurrences, LERs *t related correspondence 


0307110061 LER 93-024/O3L-O: on 830610, d ur 1 ng monthly exercise 
QOS 1600-1, Div 1 position indication lights for vacuum 
breaker 1-1601-33F indicated valve not fully c l os ed . Caused 
by malfunctioning limit swi t c h , R epa i rs p lanned . W/830620 ltr. 
KIMLER, D. , KALI VI ANAKIS, N. Commonwealth Edison Co. 03/06/20. 
KEPPLER, J, G, Region 3, Office of Director. 3pp, 19375-141 
Fiche: 50-254,83/06/20,0307110061. 


B3Q7220234 LER 83 Q23/03L— 0:on 830621, maint dept observed valve yoke 
pulled away from valve bonnet & valve steam bent. Caused 
by bolts vibrating loose. Dent stem straightened S-. locking 
tabs installed on yoke-to-bonnet bolt ing . W/830707 ltr. 

CAREY, G, Cleveland Electric Illuminating Co. KAL I VI ANAKIS, N. 
Commonwealth Edison Co. 03/07/07, KEPPLER, J. C. Region 3, Office of 
Director. 3pp. 19604:242, 24X Fiche: 50-254, 03/07/07, 0307220234. 


0307220446 Part 21 rept re possible discrepancy in variable springs in 
turnbucklo Sc top plate assemblies bolt interface. No recorded 
failures or complaints registered against subj products Enel 
list of springs identified for Comm Ed only. 

LITKA, T. J. EUen Metal Products Co. 03/07/15. KEPPLERi J. 0. Region 
3, Office of Director. 26pp. 196B6: 006. 24X Fi c h e: 50-000, 03/07/ 1 5, 

8307220446. 


0306270404 !E Info Notice 03-47. "Failure of Hydraulic Snubbers as 
Contan »mated Hydraulic Fluid.** Svc list end. 

JORDAN, E. L Division of Emergency Preparedness U Engineering 

?: r n |' <PO ! , B30,0 ^ a ?i 07/,a - c ""“' ‘dated Ed 1 son Cd of He, 

rlc, Inc. 141pp. 19563 193. 24X Fi Che 50-000, 83/07/ 12, 830627040' 


83 |Udi!!« fcl '• ! n r^i“ S3 " 4a ' Effluent Releases of 

Radioactive 1-125 X, 1-131 in Excess of NRC Limits." Svc list 

e^lM)' 1 °r QA \ S *J 8#Uard5 * I^pection Programs (Po 

77* 3 Consolidated Edison Co af New York, Inc 

I14pp 1 97 1 5 : 270 24K F ic he 50-000, 03/07/ 1 A , 0306270406, 


S3 c^rec? 7 v?o5aUons P !S l ' * **?' *?! J tr infarff<i "S of step* taken to 

co rc c<r violation^ noted in IE (n?p ts 

30-249/63-05. 50-234/03-04 «, 3o4I!j'b!m4 

SPESSARD, ft. L Division of Engineering 03/07/15 reed c 
SSwSoSo} R,5l50n C ° ,,A51 026 2J?X the: 50-000,03/07/1 


DOCKET 50-235 PALISADES NUCLEAR PLANT 

F. Security, medical, emergency *< fire protection plans 


8307060296 Forwards IE Insp Rept 50-253/03-11 on 030524-27. No 
noncomp 1 iance noted. 

PAPER IELL-D, C. J. Region 3, Office of Director. 83/06/20. 
DEWITT i R. C . Consumers Power Co. 2pp. 19230:300. 24X 

Fiche: 50-253,83/06/20, 8307060296. 


-0307060303 IE Insp Rept 50-255/03-11 on 830524-27. No none omp 1 ianc e 
noted. Major area* i nsp ec ted: emery ency preparedness 
exercise f< emergency shift augmentation program b 
observations of key functions. 

PLOSKI.T, , SNELL, W. , AXELS0N, W. L. Region 3, Office of Director. 
03/06/10, 21pp 19238-302. 24K Fiche: 50-255, 03/06/20, 8307060296 
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8307120033 Releases public version of revised emergency plan 
Implementing procedures. 

FELTON, J. M. Division of Rules and Records. 03/06/24. Document 
Management Branch- Ip. 19438:342. 24X FUhe; 50-233, 03/06/24, 

0307120033. 


— -8307 1 20040 Forwards public version of revised emergency plan 
implementing procedures, inc lud ing Procedures El-4. 1 re 
technical support ctr,EI-3 re communications t 
notifications it El 7.2 re post-accident analysis 

* Consumers Power Co. 03/03/23. NRC ** No Detailed Affiliation 
Given. 23pp. 19438:343. 24X Fiche: S0-23S, 83/06/24, 8307120033. 


0307120044 Public version of revised emergency plan implementing 
procedures, inc lud ing Procedures El-4.1 re technical 
support ctr,EI-3 re communications & notifications 6 
El-7, 2 re post-accident analysis, 

KRICH, R. M. Consumers Power Co. 83/03/23. 227pp. 19439:006. 24X 

Fiche: 30-233, 83/06/24, 8307120033. 


8307120049 Releases public version of rev to emergency plan 
implementing procedure. 

FELTON, J. M. Division of Rules and Records. 03/06/24. Document 
Management Branch. Ip. 19439:339. 24X Fiche: 50-233, 83/06/24, 

8307120049. 


— 8307120030 Public version of Rev 3 to Emergency Plan Implementing 
Procedure El-4. 2. "Operational Support Ctr Activation." 
MONTROns, R. W. Consumers Power Co, 82/11/04. 2pp. 19439:360. 
24X Fiche: 30-233, 03/06/24, 0307120049 


6307140412 Forwards IE Insp Rept 30-235/83-13 on 030613-17 * notice 
of violation. 

STREETER, J. F. Region 3, Office of Director. 83/06/30. DEWITT, R. B. 
Consumers Power Co. 2pp. 19321:111. 24K Fiche: 30-253, 03/06/30, 

8307140412, 


— 0307140413 Notice of violation from insp on 830613-17. 

STREETER, J. F. Region 3, Office of Director. 83/06/30. Ip, 
19321:113. 24X F i c h e: 30-235, 83/06/30, 03071 404 12 


—8307140417 IE Insp Rept 50-233/03-13 on 030613-17 Noncompliance 
noted: inadequate procedures for recording pilot cell 
specific gravity L temp, hydrometer serial number 8, use of 
callbr stop watch during emergency generator surveillance. 
FARRELL, R. E. , HAWKINS, F. C. Region 3, Office of Director. 

83/06/30, 4pp. 19321:114. 24X FI c h e : 30-233, 83/06/30, 83071 404 12 


0307080303 Responds to 821103 1 tr transmitting Rev 6 to security plan. 
Changes acceptable w/eiceptions identified in end. Enel 
withheld < ref 1GCFR73.2U. 

CRUTCHFIELD, D. Operating Reactors Branch 3. 83/07/07. 

YANDEWALLE, D. J. Consumers Power Co. 2pp. 19350,101. 24X 

Fiche: 30-233, 83/07/07, 8307080303. 


H. General correspondence 


0307210242 Requests available nontechnical info re problems w/ 
engineering design/specs & or implementation of engineering 
work for plants. 

WAGNER, C. W. Michigan, State of. 83/07/08. KEPPLER, J. G. Region 3, 
Office of Director. ip. 19664:164. 24X Fi c h e : 30-000, B3/07/08, 

B307210242. 


P. Operating license stage documents << correspondence 


0307110616 Monthly notice of amends to OLs involving NSHC issued since 
030323. 

CLARK, R. A. Operating Reactors Branch 3. 83/06/14. 26pp. 

19391:152. 24X FI the: 30-000, 83/06/14, 8307110616. 


0307000239 Forwards backfit cost figures for addl seven utils per 
original 830208 request. Cost Figures for 20 utils 
transmitted 830411. 

TOURTELLOTTE, J, Regulatory Reform Task Force. 83/06/22. 
PALLAD1N0,N. Commissioners. 2pp. 19363:313. 24X 

Fiche: 30-000, 83/06/22, 8307080239. 


— 8307080321 Forwards backfit cost info for facility, per NRC 030208 
request. Category 1 Imposed by NRC regulations/or ders. 

Category 2 Imposed by NRC bulletins * NUREG-0737 
requirements & Category 3 initiated by util, 

SELBY, J. D. Consumers Power Co. 83/04/14. TOURTELLOTTE* J. 
Regulatory Reform Task Force. 3pp. 19363:313. 24X 

Fiche: 30-000, 03/06/22, 8307080239. 


9307060138 Forwards C-E Owners Group program description for resolving 
TMI Action Item II. K. 3.3, "Automatic Trip of Reactor Coolant 
Pumps," in response to Generic Ltr 83-1 OB, per util 830323 
comml tment. 

JOHNSON, D. D. Consumers Rower Co. 83/07/01 EISENHUT, D. G. Division 
of Licensing 7pp 19230:272. 24X Fi ch e : 30-235, 83/07/0 i , 

03070601 38. 


8306270397 Generic Ltr 83-26 to alL applicants for OLs & holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity Svc list end. 

EISENHUT, D. 0. Division of Licensing. 83/07/05. Consolidated 
Edison Co. Of New York, Inc. I6pp 19390 317, 24X 

Fiche: 30-000, 83/07/05, 0306270397. 


8307060329 Generic Ltr 83-27 to all licensees L. applicants for 
operating power reactors 6 holders nf CPs for power reactors 
re surveillance intervals in STS. Svc list end. 

EISENHUT, D, 0. Division of Licensing. 83/07/06. Consolidated 
Edison Co. Of New York, Inc. 16pp. 19669:254. 24X 

Fiche: 30-000, 83/07/06,8307060329. 


8307080387 Forwards Amend 77 to License RPR-20 1* safety evaluation. 
Amend permits extension until Aug 19B3 refueling outage, to 
perform IB-month surveillance tests 

CRUTCHFIELD, D Operating Reactors Branch 9. 83/07/07. 

YANDEWALLE, D. J. Consumers Power Co 3pp 19347:276. 24X 

Fi che: 30-233, 83/07/07, 8307080387. 


— 0307080396 Amend 77 to License DPR-20, permi tting extension until Aug 
19B3 refueling outage to perform 18-month surveillance 
tests. 

CRUTCHFIELD, D. Operating Reactors Branch 5, 03/07/07. 3pp. 

19347:279. 24X F i ch B : 3Q-233, 03/07/07, 83070803B7. 


--8307000399 Safety evaluation supporting Amend 77 to License DPR-20. 

* Office of Nuclear Reactor Regulation. Director. 83/07/07. 3pp. 
19347:282. 24X Fiche: 30-255, B3/07/07, 83070B03B7. 


8307080169 Generic Ltr B3-2B to all licensees of operating reactors* 
applicants for OL 8, holders of CPs re required actions based 
on gonertc Implications of Salem ATWS events. Bvc list end. 
EISENHUT, D, G, Division of Licensing. 83/07/08. Consolidated 
Edison Co of New York, Inc 30pp. 19669:269. 24X 

Fiche: 30-000,83/07/08, 0307080169. 


8307 1 301 02 Requests response to three unresolved items in Section 3, 1 
of NUREG-0612, "Control of Heavy Loads at Nuclear Power 
Plants, " TER-C3306-379 & guidelines for NUREG-0612 
compliance forwarded. 

CRUTCHFIELD, D. Operating Reactors Branch 3. 83/07/14 

YANDEWALLE, D. J. Consumers Power Co. 3pp 19331:013. 24X 

Fiche: 30-235,83/07/14,0307130102. 


O. Inspection reports. IE Bulletins ts correspondence 


8307060296 Forwards IE Insp Rept 30-253/03-11 on 030324-27. No 
noncompliance noted. 

PAPER IELLO, C. J. Region 3, Office of Director. 83/06/20, 
DEWITT, R. 0. Consumers Power Co. 2pp. 1923B 300. 24X 

Fiche: 30-233, 03/06/20, 0307060296. 


—8307060303 IE Insp Rept S0-2S3/B3-U on 030324-27. No none omp 1 £anc e 
noted. Major areas inspected : emergency preparedness 
exercise & emergency shift augme ntat i on program & 
observations of key functions. 

PLaSKI,T, , SNELL, W. , AXELSON. W. L. Region 3, Office of Director. 
83/06/18. 21pp. 1 9238: 302. 24X Fi Che 30-253, S3/06/20* 0307060296, 


8307140412 Forwards IE Insp Ropt 50-235/83-15 on 030613-17 & notice 
of violation. 

STREETER, J, F. Region 3, Office of Director. 03/06/30. DEWITT, R. 0. 
Consumers Power Co, 2pp. 19521:111. 24X Fiche: 30-233, 03/06/30, 

8307140412. 


— 03071404 1 S Notice of violation from insp on B30613-I7. 

STREETER* v). F. Region 3, Office of Director. 83/06/30. Ip. 
19521:113. 24X Fiche: 30-233, 83 /06/30, 8307140412. 


—0307140417 IE Insp Rept 30-255/03-15 on 030613-1 7. Noncomp 1 ianc e 
noted: inadequate procedures For recording pilot cell 
specific gravity & temp, hydroroe ter serial number ?< use of 
calibr stop watch during emergency generator suvvei 1 lance. 

FARRELL, R. E. , HAWKINS, F. C. Region 3, Office of Director. 

83/06/30. 4pp. 19321:114. 24 X Fi-c he . 30-233, 83/06/30, 8307 1 4041 2. 


8306270401 IE Info Notice 83-46, ’’Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem. * Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 83/07/1 1. Consolidated Edison Co. of New 

York, Inc. 154pp. 19563:293 24X Fi che. 30-000, 83/07/1 1 , 830*270401 
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0306270404 IE r nfo N „ t , S347 ( 

’ po,t ■sx'JE' p, 'j:sSuj: t ; d ^j}:” r *;' 


York, Inc I41pp 19363 133 


= r- tu»*vn WO, O# N*W 

24X Firhe: 30-000- B3/07/12- 8306270404 


Ssr^r^p’ -?;;*%« »'««* ««*«.**. „ MIOfl 3 . 

8307300251. P J 9 *3 1-<W2. 24X Fiche : 30-333, 83/07/13, 

^Sl&actii* I- 12 'S N J t S!i 3 f : 3 T^ e l : EffJu.nt RaUate, of 

end. * J 131 in El «» of NRC Limits," Svc list 

8301 03 M e3/07/14 l£,n °C 0 n% d f rfa 1 e d *Ed * 4 Inipoctlon Proq**m* CPost 

m ”- 19715 c sr;s:? ssisSofSi;s;^f;; lnc - 


arrespond en.ce 


I Periodic operating reports ft related c 

PETERSON, D°^ I 1 * KeSNEDV^H ^ JUn ® 1983 W /030709 Itr. 

No Detailed Aff ? Uat?I , D o? v Co "* umHr * Po^er Co. 83/07/09 
FlcHe: 30-233, ««33: 2 37. 24X 


— ”®^r^?i!; ) .! CCOrrttnc *^ LERs ^ related C o 


rreipondenc e 



JOHNS QM i D. O 

Office of i 

0307030 MO. 


34X Fiche: 50-253, B3/06/23, 


1 O 7 OQO 401 LER 83 - 042 / 017-0 nr» n'inmi •. 

lis * ts 

W/930629 Itr. 1 * 0 1 cir c u l try. Fuses replaced. 

OfHce^? Sir C ct?r^ ? 2 ^ P 0 W f 5 3 4 fi: 32 3 : 3 /C ^ 9 p. J^-ER, J. G. R S g £oj1 3j 
G3O7OBO401. PP 1-9346. 323 . 24X Fich e: 50-233. 83/06/29, 

JOHNSON- 0 D. Consumers Potigr Co. 83/07703 hepplfb i r „ - 

Office af Director 2r D keppler, J. G. Region 3 , 

330719 Q 0 I 2 . * P P 19635 048 3A * F 1 ch* 50 - 253 . 03 / 07 / 00 , 

SSrEFrrr K“5‘iw:rKj.r" — 


"?r;rr, e ::« T r 8ao - is “ ,c °" b, “"* n ja »«■’• «■ fs c«*r.u r . 

fire door Insp ft maint program at facility. Util will 

" - * Vl9Ual insp 4 semiannual maint tn*p program 

doors as outlined in 810403 ltr 

PARRIS Vra D l vlslor ' o# Project ft Resident Programs, 03/03/25 
PARRIS, H. 0. Tennessee Valley Authority ip 19323 330 o 4 v 
Fiche: 50-239, 83/03723,8307140360. 19323.328. 24X 

24 X p-i x Reactor Regulation, Director. 2 pp 19647' 176 

24X Fiche: 30-259, 83/07/13, 8307200093 P 

— 8307200100 Proposed Tech Spec revs for Reload 5, Cycle 6 operation 

'h'Iszsz. ‘ - 

£.rrr?c«:^ t,p ’ “‘ ,n to 

| 5 ?u?ro 0 ?" l5 ' S °^ fiO/0:3 " 15 4 30-296/03—1 3. P 

■^^SrSS^?Saai=sr 

PAU£.k!g"l O, R. 0 to UU 3 V D«H S d,, S ,nS Unl,: 3 cvcle 

,96 03 o 2O ; „? r,l s^u. ^ j^awsssr 1 10 7pp - 

a3 °*p?°mentini e p”J e 5u^J| C ' r »> , *t<>n of revise- emerj.net, plan 

SSH; Dr " P " 10 > p6f > ™. R *l^ d ^eh^- 7 ^; 83/07“;r nt 
cJr?:p^m“; 1 ^ p iroie- t i^s pro ” du7 " ‘ K„..i;;j. p ::" s . nc , 

5JiifL L „? w T f nnB * see Valley Authority. 83/05/02 DENTON H R 

gssas V "“ *■ 

Ji 9 pt '° <: * dur «» «» Knorville emergency ?tr ^ 
implementing procedures. y 

* Pdwer Co. 83/04/18 21 Op p 19717- 20' 1 34 V 

Fiche: 00—239.83/07/19,8307250626. 7. 20^. 24X 

information 

w Ss^"?"« ; 5 ?:: , skcs%s 1 ;/^" , - ,a po,u * NF - a * 


DUCK, J. Marsh ft 


cy MF- 66 . 

_, , - McLennan, Inc. 83/07/05 

S T !j; Stat ' *“ ‘•‘ c '" 5 .e Relations. 

FI the . 30-3 59. 03/07/05. 03071 30257. 


SALTZHAN, j. 
3pp. 19507:339, 


As » 1 s ban t 
24 X 


FERf?yr NUCLEAR POWER STATION. UNIT 1 
If 1 cn, ® r ? ff ncy V fire protection plans 


Fo J'^rds emergency preparedness evaluation rept from 
?OHR J P m J f preparedness appro, sal 

3/02/07 pI SV frnn**""' Fr ;f arB< "’‘” * Materials Eafet V . 
j; c *' J?I 8 l2 ,,c - Tennoasee Valley Authority * V 

IX Fi Che: 50-259, B3/02/07, 8307140390 S 


Ip. 19323:075. 


fop aie,,Fi ‘ p 
PAOANO,FO. Emergency Preparedness Drench. 82 / 12/20 BTohr ip 

?i»S SV* 5;:7? n f v :rsir dne ^ & ?I°r 

19525.076. 24X FlcAe: 30-259, 83/02/07, 8307140390. 

t ' ,a * NR ? >■ f Inal lecl.l.n B30201 

quest to change current fire door insp program to reouire 
"mJith ? oaily. visual insps ft main? insps at 

u^l 1 ntervals. e*pec ted within 30 tfays. 

RRtR R n C n D i v ' t * jDri of Project & Resident Programs. B 3 / 02 /I 7 
°K S' Tennesiee Valley Authority. Ip. 19514 121 ->4x 
Che: 50 - 259 . 03 / 02 / 17 , 8307 J 40062 . UL *** 


83 57 2 ?o'm E [S^^ c \ E ^ir™" , ‘ 63 t0 NEL,A PPU "' NF “’ 8 R horseman 

Dl^ractpr f.T^state "'[it^n^e'Soat?^ 771 ? SALTZM ^'^ A..i.,a nt 

F,«h.: 50-25,. B3 / o ;/? S |-B3552oSMl ,aUO " 5 3PP 19451:0 <> 8 . 

,ta 9 e documents & corresponds* 


24X 



Tennessee ValUy Authority. 2 pp 
Fiche: 50 - 259 , 03 / 06 / 03 , 8307140150 


PARRIS, H. G. 


“llims 1 ?? F "y“ , 5 '- d > «fatj evaluation coneludlnj r.eulr.mants of TMr 
II Ft. 4, "Con tal nmen t Prassur. HoPitee?" II F ! J, Mt 

'Containment Water Level Monitor" ft n F t V J , 5l ' 

met. ll^^ljj 1 " U< Containment 

VASSAL LO, 0, D. Operating Reactors Drench 2 . 83/06/16 Parrif « n 

Tennessee Valley Authority. 7 pp, 19540 041 ?dx RRXSrH.O. 

Fiche: 50-259, 03/06/16, 8307140153. 19540 041 24X 

- 

PALLADmo 7 ^’ ^r *f 9uUtor ¥ Reform Task Force. 83/06/22 
PALLADJNP.W Commissioners. 2 pp 19363:313. 24X 

Fiche: 50-000. 83/06/22, 8307080359. 
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— 83070S0358 Forwards backfit cost estimates for fac i I i t i ei . p ar NRC 
□30315 Itr, Casts do not reflect extending scheduled outages 
due to bachfits & mods. 

PARRIS, H, G. Tennessee Valley Authority 83/03/02. 

TOURTELLOTTE, J. Regulatory Reform Task Force. 5pp. 19364:009. 
24X Fiche: 30-000,83/06/22,8307080239. 


8307070122 Application for amend to Licenses DPR-33, DFR-52 b DPR-6B, 
requesting changes to Tech Spec Table 3. 7. A to reflect 
correct valve positions for operating pressure suppression 
head tank sys. Justification encl.No fees necessary. 

MILLS, L. M. Tennessee Valley Authority. 83/06/24. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director 2pp. 19294:130. 
24 X Ficho: 30-299. 83/06/24, 8307070122. 


— 8307070124 Proposed changes to Tech Spec Table 3. 7. A, re f 1 ec ting 
correct valve positions for operating pressure suppression 
head tank sys. 

* Tennessee Valley Authority. 03/06/24. 6pp. 19294:132. 24X 

Flche 50-239. 83/06/24, 8307070122 


8307060218 Informs that NUTECH analysis indicated that low-flow control 
mod b reactor water cleanup sys crosstie mod detailed in 
NUREC-0619, not requited at f ac 1 1 i ty . Vendor rept will be 
submitted by 830816, 

MILLS, L. M. Tennessee Valley Authority. 83/07/01. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 19240:361. 

24X Flche: 30-239, 83/07/01 , 83070602 1 B 


0306270397 Generic Ltr 83-26 to all applicants for DLs b holders af 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. 8vc list end. 

EI6ENHUT i D. G. Division of Licensing. 83/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Ficho: 30-000, B3/07/0S, 8306270397. 


0307210030 Confirms 030701 discussion re processing of B30613 request 
for license amends modifying required surveillance interval 
for standby gas treatment sys te s t i ng . No t i c e of 
consideration of issuance will bo issued. 

VASSALLO, D. D. Operating Reactors Branch 2. 83/07/03. PARR IB, H. G. 

Tennessee Valley Authority, 2pp 19672:339. 24X 

Flche: 30-239. 03/07/05, 8307210030. 


8307060329 Generic Ltr 03-27 to all licensees b applicants for 
operating power reactors b holders of CPs for power reactors 
re surveillance intervals in STS. 8vc list end. 

EISENHUT, D. G. Division of Licensing. 03/07/06, Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:234. 24X 

Ficho: 30-000. 83/07/06. 8307060329. 


0307000169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for QL b holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list end. 
EISENHUT, D. 0. Division of Licensing. 83/07/08. Consolidated 
Edison Co. of New York, Inc. 38pp. 19669:269. 24X 

FiChe: 30-000. 83/07/08, 0307000169. 


8307120373 Forwards response to 030311 request for addl info re 
NUREG-0737, Item II. K, 3. 28, "Gua 1 i f lcat ion of Automatic 
Depressurization 8ys (ADSl Accumulators, " ADS valves b 
equipment capable of performing function described in FBAR. 

MILLS, L, M. Tennessee Valley Authority. B3/O7/O0, DENTON, H. R, 
Office of Nuclear Reactor Regulation, Director. 3pp. 19433:193. 
24X Ficho: 30-239, 83/07/08, 8307120373. 


8307230378 Submits more recent results of pipe cracking at DWR* to 
update Table 1 of BECY-83-267. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
SECY-B3-267A. 83/07/11. 4pp. 19716:347. 24X Fic h e: 30-000, 
03/07/11, 8307250370. 


8307200093 Application for amend to License DPR-33, chang Ing Tech Specs 
for Reload 3, Cycle 6 operation. Change reflects mads 
performed during refueling outage. Approva 1 needed by 830929, 

MILLS, L. M. Tennessee Valley Authority. 83/07/13. DENTON, M. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19647: 176. 

24X Fi c h e ; 30-259, 83/07/ 1 3, B307200095. 


— 0307200100 Proposed Tech Spec revs for Reload 3, Cycle 6 operation. 

* Tennessee Valley Authority. 83/07/13. 69pp. 19647:170. 24X 

Flche: 30-239, 83/07/13, 8307200093. 


— 8307200105 Rev 0 to “Supplemental Reload Licensing Submittal for 
Browns Ferry, Unit 1, Reload 3." 

ELLIOTT. P, E. , HILFiC.L., CHARNLEY, J. 6. General Electric Co. 
22A0359 ROO, 03/03/31. 30pp. 19647:247. 24X 

Flche: 50-239, B3/07/13, 8307200093. 


0307260032 Application for amend to Licenses DPR-33, DPR-52 & DPR-6B, 
revising Tech Specs to clarify plant staffing b propose use 
of senior reactor operator trained in fuel handling for 
refuel ing 

MILLS, L. K. Tennessee Valley Authority. 83/07/IB. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19727:116. 
24X Ficho: 30-239, 83/07/10, 8307260032. 


—8307260041 Proposed revs to Tech Specs, c 1 ar 1 fy ing plant staffing & 
proposing use af senior reactor operator trained in fuel 
handling far r ef ue 1 ing. Evaluet ion of significant hazard* 
consideration end. 

* Tennessee Valley Authority. 03/07/18. 6pp. 19727:118. 24X 

F i c h e : 50-259. 83/07/10, 0307260032. 


0307260270 Forwards NEDO-24056, Rev 1, “LOCA Analysis for Browns Ferry, 
Unit 1," to support 830713 amend request. LOCA rept revised 
to reflect addition of new fuel type & to differentiate 
between most limiting assumed breaks. 

HAMMER, D. S. Tennessee Valley Authority. 83/07/21. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director 2pp. 19726:141. 

24 X Flche: 50-259, 83/07/21, B307260270. 


—8307260279 Rev 1 to “LOCA Analysis for Browns FerryrUnit 1. M 
* General Electric Co. NEDO-24036 R01. 83/03/31. 47pp. 

19726:143. 24X F 1 che : 50-259, 83/07/21 , 8307260270. 


0307290109 Forwards results of tests verifying analyses performed to 
demonstrate adequacy of electrical distribution sys 
voltages. Measured data not more than 390 below analytically 
predicted resu 1 t s. Ac t i ons complete. 

KAMMER, D. 5. Tennessee Valley Authority 83/07/22. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 4pp, 19822:033. 
24X Flche: 50-259, 83/07/22, 8307290109. 


0307290206 Forwards response to 830603 request for addl info r* 
NUREG-0737, Item II. K. 3. 10, “Automatic Dep r e* sur i * a t ion Sy# 

Logic Mod." Proposed changes can be accomplished w/no loss 
of plant safety fac tor . Ex i s t ing »ys adequate. 

HAMMER, D. B, Tennessee Valley Authority. 03/07/22. DENTON, H, R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19821:144. 
24X Flche: 30-259, 83/07/22, 8307290206. 


G. Inspection reports, IE Bulletins & correspondence 


0307140062 Advises that NRR b Region II final decision on 030201 
request to change current fire door insp program to require 
monthly, instead of dally,visual insps b maint Insps at 
18-month Interval s, expec ted within 30 days. 

LEWIS, R. C. Division of Project b Resident Programs. 83/02/17. 
FARRIS, H. G. Tennessee Valley Authority. tp. 17514:121. 24X 

Flche: 30-259, 03/02/17, 8307140062. 


0307140360 Confirms 830316 telcon between JA Domer & FS Cantrell re 
fire door lnsp b maint program at f ac i 1 i ty . Ut 1 1 Will 
continue daily visual imp b semiannual maint Insp program 
of all fire doors as outlined in 810403 ltr. 

LEWIS. R. C. Division of Project b Resident Programs. 03/03/25. 
PARRIS, H. C. Tennessee Valley Authority. ip 19523:320. 24X 

Flche; 50-239, 83/03/25, 0307140360, 


0307140035 Forwards IE lnsp Repts 50-259/03-20,50-260/83-20 b 
30-296/03-20 on 830324-27. No noncompliance noted. 

VERRELLI , D. M, Division of Project b Resident Prngrams. 83/06/16. 
PARRIS, H. G, Tennessee Valley Authority, 2pp. 19314:211. 24X 

Ficho: 30-239, 03/06/16, 0307140033. 


— 8307140041 IE lnsp Repts 50-259/03-20,30-260/83-20 b 50-269/03-20 on 
830324-27, No none omp 1 1 anc e noted. Major areas inspected: 
lnservice lnsp work b work ac tJvi ties, data b evaluations, 

IE Bulletin 83-02 fc licensee event followup. 

COLEY. J. L. , BLAKE, J. J. Region 2, Office of Director. 83/06/10. 
6pp. 19314:213. 24X Fiche: 50-259, 83/06/16. 8307140033. 


0307140046 Forwardi IE Insp Repts 30-239/03-21,50-260/83-21 b 
30-296/83-21 on 030602-03. No nancomp 1 ianc e noted. 

VERRELLI , 0. M. Division of Project b Resident Programs. 83/06/23. 
PARRIS, H. G. Tennessee Valley Authority. 2pp. 19514:220. 24X 

Fiche: 30-239,83/06/23, 8307i40046, 


—8307140033 IE Insp Repts 50-239/03-31,30-260/83-21 b 50-296/83-21 on 
030602-03, No noncompliance noted. Major areas Inspected: 
licensee program for keeping radiation e*po*ure ALARA. 

HOBEY, C. M. , WRAY, J. R. , BARR, K. P, Region 2, Office of Director. 
03/06/23. 3pp. 19514:222. 24X Fiche: 30-239, 83/06/23, 8307140046. 


0307110639 Notification of 830706 meeting w/util in Bethesda,MD to 
discuss results of licensee lnsp of recirculation sys piping 
b proposed analysis b repair program. 

CLARK, D. Operating Reactor* Branch 2. 83/06/30. VASSALLO, D. B. 

Operating Reactori Branch 2. Ip. 19391:338. 24X 

Fiche: 30-259, 03/06/30, 03071 10639. 
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8307220155 Forwards response to IF Bulletin 30-13* "Cracking in Core 
Spray Spargers M Wo a b norma I i t i e s found in core spray 
sparger & pip in-g 

MILLS. L M Tennessee Valley Authority G3/07/08. 0 'REILLY. J P, 

Region 2. Office of Director 2p p 19684 076 24* 

Fiche 30-259, B3/07/0B, 0307220155 


B 3 072202 1 1 Responds to IE Bulletin 90-07 re jet pomp beam holddown bolt 
assembl ies. Si nc e assemblies will be replaced during current 
Cycle 5 out a ge, bu 11 et i n no longer applicable. Required insps 
will be discontinued 

MILLS. L M. Tennessee Valley Authority B3/07/08 0 'REILLY, J, P. 

Region 2, Office of Director. Ip 196B4.330. 24X 

F Lche: 30-239. 93/07/09* 630722021 1 . 


B306270401 IE Info Notice 93-46, "Common Mode Valve failures Degrade 
Surry Recirculation Spray Subsystem." Svc list end. 

JORDAN. E L Division of Emergency Preparedness 5* Engineering 
Response (Post 8301031. 83/07/Ji Consolidated Edison Co. of New 

York. Inc lS4pp. 19363 293. 24X Fi the; 50-000. 83/07/1 1 , B306270401. 


8306270404 IE Info Notice 83-47. "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic fluid " Svc list end 
JORDAN. E L. Division of Emergency Prepared ness tc. Engineering 
Response fPost 6301031. 83/07/12. Consolidated Edison Co of New 

York. Inc 141pp. 19363 133 24X Fi ch e: 50-000, 93/07/ 12, 8306270404 


5. Reportable occurrences! LERs & related c orre 9 pande nc i 


8307120219 Telecopy RO: on 030613 14, train Q discovers 

& operability of standby gas treatment sys trains eici 
Tech Specs for approx 6 h. Caused by malfunc tioning sq.i 
root converter Plant instruction rev in progress. 
COFFEY, J. A. Tennessee Valley Authority. 83/06/29. 
Office of Director, 2pp. 19423:241. 24X Fiche: 50-21 

8307120219 


9307120470 LER B3-029/Q3L.-0: on 830604, d ur i ng standby gas 
operability test, train D found 1 nopeT ab I e. Cause d by er 
McDonnel & Miller AF- 1 flow stai t the s. Damp e r 0-65-503 
adjusted W/830630 ltr. 

SOLLEY.S W. , GREEN. H. J. Tennessee Valley Authority. 
O'REILLY, J. P. Region 2, Office of Director. 3pp, 19 
Fiche; 30-259, 93/06/30,0 30712 0470. 


0307120501 Updated LER 83-007 /03X- 1 : on 630203, fq 1 1 owl ng 
main steam relief valve l~l~22 failed to close & drywe 
unidentified leakage exceeded 3 gpm. On 830203, dur i ng r 
h eatup , leakage exceeded 3 gpm. W/B30630 Itr. 

HOLDER, E. T. , GREEN, H. J. Tennessee Valley Authority. 

0 'REILLY, J. P. Region 2, Office of Director. IBpp. I 
Fiche: 30-259, 03/06/30,8307120501. 


8306270406 IE Info Notice 83-48, "Gaseous Effluent Releases of 
Radioactive J-12S I-I31 In Excess of NRC Limits . « Svc list 

end 

TAYLOR, J. M. Division of QA, Safeguards 6 Inspection Programs (Post 
8301031 B3/07/I4. Conso 2 i da ted Edison Co of New York, Inc. 

114pp. 19715:270 24X F iche 50-000, 83/07/ t 4 ■ 830627040&. 


B307 120344 LER 03-O20/O3L-O: on B30602, stack gas radiatla 
RM-90-147 6 1 4B found inoperable due to sample pump fa 
Caused by broken glass oil filter bowl on sample pump , 
mechanical failure of pump 0. Bowl rep laced. W/830630 It 
BURTON, J. W . GREEN, H. J. Tennessee Valley Authority. 1 
□ 'REILLY, J. P. Region 2, Office of Director. 3pp 19' 
Fiche: 50-239, 03/06/30, 030 7120544. 


B307220528 Ack receipt of 830701 Itr informing NRC of steps taken to 
correct violations 4 deviation noted in IE Insp Repts 
50-239/03- J 5, 50-260/83-15 b 50-296/03-15 

LEWIS. R C Division of Project 6 Resident Programs 83/07/15. 
PARR1 S, H. G Tennessee Valley Authority Ip. 19685’ 009 24X 

Fiche: 30-259, 83/07/1 5, 8307220528 


•8307220333 Responds to NRC B30326 Itr re violations & deviation noted 
in IE Insp Repts 50-239/83-15.50-260/03-15 % 50-296/83-15 
Corrective ac t i ons : s c had u 1 e sys 6 plant procedures will be 
revised & mechanical maint instructions will be reviewed, 

MILLS. L M Tennessee Valley Authority. B3/O7/01. O'REILLY, J.P 
Region 2, Office of Director. 6pp 19683:010 24X 

Fiche 50-259, 83/07/15, 8307220528. 


0307220266 Telecopy RO 50-259/B3D36: o n 830703. seven tnro-i 
Rock relief valves tested at Wyte Labe for as-found sel 
pressure failed to lift within allowable range. Caused i 
evaluation. Valves will be reset & retested. 

COFFEVjJ.A Tennessee Valley Authority. 83/07/06. 
Office of Director. 2pp. 19604.179. 24X Fiche:50-23* 

0307220266. 


0307110252 PNO-I I-B3-033: on 030705, uior k ?rs removed cohere 
shielding to perform maint on va 1 ve» 1 savin g unguarded a 
path to reactor containment Guard observed sleeping at 
post Security evaluated incidents during 030706 * 07 in 
CLARKiK.K.» OILL ILAND. J, T Region 2, Office of Directo 
2pp. 19374:270. 24X Fi ch e : 30-239, 83/07/08. 8307 1 1 0232. 


9307220538 Forwards IE Insp Repts 50-259/83-15,50-260/83-15 & 
50-296/83- 1 5 on B303?6— 0415 fj notice of violation. 

Description of actions to improve effectiveness of mgt 
control sy s re mechanical maint area required 

LEWIS, RC. Division of Project 6 Resident Programs. 83/05/26 
PARRIS, H- G . Tennessee Valley Authority. 2pp 19685 016 24X 

Fiche 50-259. 03/07/15, 0307220520 


83071 10307 PND- II -83-052 : d ur i ng insp? per IE Bulletin 03- 
identifletf in 33 of 9i pipe weld? in rec Ifcu latter sys 
of 32 pipe welds in RHR *ys. Caused by intergranular str 
corrosion crac king. Eva 1 uatiofi ongoing. 

CANTRELL. F. S. . VERRELLI . DM. Region 2, Office of Direc 
03/07/00 Ip, 19370:329. 24X F i die i 50-259, 03/07/08, 0 


8307230340 Notice of violation from 
• Region 2, Office of Director 
Fiche 50-259. 03/07/15., 0307220520. 


snsp on 030326-0425. 
83/03/26. Ip 19605 OIS. 


24 X 


--0307220543 Notice of deviation from 
* Region 2, Office of Director 
Fiche: 30-259. 83/07/15, &30722052B 


insp on 830326-0423. 
03/05/26 Ip. 19603:019 


24X 


--B307220547 IE Insp Repts 50-259/83-15,50-260/83-15 V 50-296/83-15 on 
030326-0423. Noncomp l ianc e no t ed : f a i 1 u r e to follow procedures 
for RHR svc water functional test *, to conduct insp of RHR 
svc water air vacuum valves during Unit 2 operating cycle 
PAULK, GL. Region 2, Office of Director CANTRELL, F. S Division 
of Project 8, Resident Programs. 03/05/10. 7pp. 19605:020. 24X 

Fiche: 50-259,03/07/13. 8307220328 


8307250 J 27 Forwards Rev 3 to integrated schedule re IE Bulletin 00-11, 
Masonry Wall Design" mods Rev 4 will be submitted in 
Jan 1984 

™i* l r S ' L H Tennessee Valley Authority 83/07/10. DENTON, H. R 

? f *f uclear Reactor Regulation. Director. 13pp. 19706.083 

34X Fiche: 50-259. 63/07/ 10, 0307250127. 


B307220217 LER B3-035/01 T-0: on 9306 1 4. s tan d b y gas treatmei 
flows adjusted w/faulty instrument read ings. Caused by 
component Pai lure. Instrument repaired 6 ca k ibr. M/8307 1 L 
CHAMBERS, G, T. , GREEN, II J. Tennesiee Valley Authority. 
O'REILLY. J. P. Region 2, Off ice of Director. 3pp. 176' 
Fiche: 30-259. 03/07/1 1 , 03072202 1 7. 


0307220435 LER 03-O3O/O3L— 0 : on 030612, during refueling oui 
sample pump & tripped making both stack monitoring chanr 
inop era b l e. Caused by over c urren t. Pump D rep l acod , Fat lun 
being investigated. W/03071 1 Itr. 

SOLLEYi S. W. , GREEN, H. J Tennessee Valley Authority. B£ 
O REILLY, J. P. Region 2, Office of Director. 3np 1966 

Fiche: 50-259, B3/07/1 1,8307220433. 


alarm came in for control bay elevation 593 fire protect 
panel 1-25-325, zone J4 Caused by power loss to seme amok 
detectors due to loose wfr o s . W/8307 1 1 Itr. 

SOLLEY.S. W. , GREEN, H, J. Tennessee Valley Authority 03 
□ REILLY, J. P. Region 2, Office of Director. 3pp. 1968 

FI c he: 50-259, 03/07/1 1 , 0307220440. 


R. Periodic operating reports U related correspondence 


0307220313 Monthly operating repts for Mar 1903 
THOM, T Tennessee ValUy Authority. 03/04/01 
24X Fiche: 50-259. 63/04/01 , 0307220313. 


45pp. 


19674: 233. 


. n , ’ 1 ; 1 1 « jj scanoey ga 

train 0 declared inoperable. Caused by increased damper 
closure since measurements made in. May 1903 Dampers retU 
to preset position. 

GREEN, H^J. Tennessee Valley Authority. 03/07/12. O'flE 
Region 2, DPfice of Diroctar. 6pp. 19684- Oja 24X 
Fiche: 50-259, 03/07/ 12, 83072201 1 1 ! 


a3 ?^nM°^ 33 J)“’ lt hli | operating repfca for May 1983 W/030610 Itr. 
nt£i*' J - ■A Tennessee Valley Autho.rity 83/06/01, 

Office of Resource Management, Director 4lpp 19607 204 24] 

Fiche : 50-259. 03/06/01, 0307220433. 


B 307220529 LER 03-034 /O3L-0: on S3061 3, s tan d b y 
inoperable due to heaters being unavailable 
mSSiS.i 9 , ; ncorrect damper adjustment Damper 

w/uju/is l tr. 


gas treatment 
in automatic^ 
readjusted. j 


VAILiH W , GREEN, H. J. 

O 'RE ILLY, J. F, Region 
Fiche: 30-259, 03/07/12, 


Tennessee Valley Authority. 
2, Office of Director. 3pp. 
0307220329. 


03/Oi 

I960J 

r 
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•7220544 LER 03-031 /03L-0. on 630614, during performance of instrument 
hecks & observations, nitrogen level transmitter LI-04-2A 
ound indicating 1007,. Caused by leak in sensing line of 
ranimitter, resulting in false high readings W/830712 Itr. 

RBY> 0. J. . GREEN. K. J Tennessee Valley Authority 03/07/12. 
i 'REILLY. J. P. Region 2. Office of Director. 3pp. 19696:038 24X 

iche: 50-259. 03/07/12. 0307220544. 


7220261 LER 83-036/01T-0: on 830630. during Cycle 5 refueling outage, 
aven of 13 two-stage relief valves tested for as-found set 
ressure Initially failed to lift within allowable iy. 
olerance Cause being eva 1 ua ted . W/830713 ltr 

ORHAM. J. E- . GREEN. H. J, Tennessee Valley Authority 83/07/13 
'REILLY. J. P. Region 2. Office of Director 3pp. 19684:193 24X 

lche: 30-259. 03/07/13, 8307220261, 


7290230 NPDES noncompliance not i fl cat ion: on 8306 19, samp l e i from 
emergency equipment cooling water sys contained excessive 
otal residual chlorine cone en tra t 1 ons . Caused by misaligned 
alve In chlorination Injection sys 

L-A8HRY, M. T. Tennessee Valley Authority. 83/07/26. 3pp. 

"9822: 020. 24X Fiche : 50-259, 83/07/26. 8307290230. 


Operator Examinations 


7140269 Confirms 830506 telcon re Region II Interpretation of 
•dlcal restrictions explicitly entered on operator & senior 
perator licenses. Interpretation based on definition in 
NS! N456-1976 (ANS-3. 4>. 

EWIS.fl. C. Division of Project U Resident Programs. 83/03/1 1 
ARRIS. H. 0. Tennessee Valley Authority. 2pp. 19522:331- 24X 

iche: 50-259. 03/03/1 1, 03071 40269. 


— 8307250633 Forwards public version of revised emergency plan 
Implementing proc edures, inc lud ing div of nuclear power 
emergency ctr implementing procedures Knoxville emergency 
ctr implementing procedures. 

MILLS. L. M, Tennessee Valley Authority. 03/05/02 DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. Ip. 19717:201. 
24 X Fiche: 30-259. 83/07/19. 8307250626 


--B307250639 Public version of revised emergency plan implementing 
procedure s , inc lud ing div of nuclear power emergency etr 
implementing procedures & Knoxville emergency ctr 
implementing procedures 

* Duke Power Co. B3/04/1S 2l0pp S9717:202. 24X 

Fiche 50-259. 83/07/19, 8307230626 


J. Insurance & indemnity information 


8307 130257 Forwards Endorsements 66 6 67 to NEL1A Policy NF-198 U 
Endorsements 55 It 56 to MAELU Policy MF-66. 

DUCK, J R Marsh i, McLennan, Inc. 03/07/05. SALTZMAN. U- Assistant 
Director for State 4c Licensee Relations 5pp. 19507:339. 24X 

Fiche: 50-239, 83/07/05, 8307130257. 


8307200146 Forwards Endorsement 69 to NELIA Policy NF-19B fc Endorsement 
37 to MAELU Policy MF-66. 

DUCK, J. R. harsh h McLennan, Inc. 83/07/15 SALTZMAN, J, Assistant 
Director for State 6 Licensee Relations. 3pp 19651:008. 24X 

Fiche: 50-239, 03/07/13, 8307200146. 


P. Operating license stage documents U correspondence 


0307140150 Forwards safety evaluation of BWR Owners Group response to 
NUR£C , ~0737, J tern 1 I K. 3. 10, "Mod of Automatic 

KET 50-260 DROWNS FERRY NUCLEAR POWER STATION, UNIT 2 Depre ssur i i a 1 1 on Sys Logic ■ Two acceptable options 

~ — include elimination of high drywell pressure permissive. 

Security, medical, emergency L fire protection plans VASSALLO, D. B. Operating Reactors Branch 2 83/06/03. PARRIS, H. G. 


Tennessee Valley Authority. 2pp. 19529:334. 24X 

Fiche: 50-259, 83/06/03. 03Q7L4OI3O. 


7140390 Forwards emergency preparedness evaluation rept from 
ay 1901 - Mar 1982 emergency preparedness appraisal. 

TOHRrJ. P. Division of Emergency Preparedness 4 Materials Safety 
3/02/07. PARRIS, H. C. Tennessee Valley Authority. Ip. 19525:075- 
4X Fiche: 50-239, 83/02/07, 8307140390. 


307140393 Forwards emergency preparedness evaluation rept, as followup 
to implementation ap pra i sa 1 . Emer gency plan provides adequate 
planning basis for acceptable state of emergency 
preparedness. 

PAGANO, F. 0. Emergency Preparedness Branch. 82/12/28. BTOHR, J. P. 
Division of Emergency Preparedness h Materials Safety. 16pp 
1 9323: 076. 24X Fiche: 50-259, 83/02/07, 0307 1 40390. 


7140062 Advises that NRR h. Region. II fjnal decision on 03C2O1 
tquest to change current fire door insp program to require 
>nthly, instead of daily, visual insps h. mainfc insps at 
3-month intervals, expec ted within 30 days. 

IWIS,R.C. Division of Project 6 Resident Programs. 83/02/17. 

0. Tennessee Valley Authority. ip. 19514:121. 24X 

lche: 30-239, 83/02/ 1 7, 0307 1 40062. 


40360 Confirms 830316 telcon between JA Domer 4s FS Cantrell re 
Ire door insp & maint program at fae i 1 i ty . Ut i 1 will 
jntinue daily visual insp 4« semiannual maint insp program 
* all fire door* as outlined in 810403 ltr. 

iWlS,R.C. Division of Project 4, Resident Programs. 03/03/25. 
iRRIS, H, 0. Tennessee Valley Authority. Ip. 19323:323, 24X 

■ Che: 50-259, 83/03/25,0307140360. 


'220520 Ack receipt of 830701 ltr informing NRC of steps taken to 
•rrect violations 6 deviation noted in IE Insp Rept* 
1-239/03-13,30-260/83-13 & 50-296/83-15. 

IWJS, R. C. Division of Project & Resident Programs 83/07/15. 
iRRIS. H. G. Tennessee Valley Authority. Ip. 19683 009. 24X 

che: 30-239, 83/07/15, 8307220328. 


8307140133 Forwards safety evaluation concluding requirements of TMl 
Items II F. 1.4, "Containment Pressure Mon i tor > " 1 1 . F. 1 . 3, 
"Containment Water Level Monitor" J, II. F. 1.6, "Containment 
Hydrogen Monitor," met. Items resolved. 

VASSALLD, D. Q. Operating Reactors Branch 2. 83/06/16 PARRIS., H. G. 

Tennessee Valley Authority. 7pp 19540:041. 24X 

Fiche: 50-259, 83/06/ 16, 9307140133. 


B3070S0259 Forwards backfit cost figures fur add l seven utils per 
original 330209 request. Cost figures for 20 utils 
transmitted 03041 l. 

TQUR7ELL0TTE, J. Regulatory Reform Task Force. 83/06/22 
PALLAD INO, N, Commissioners. 2pp 19363 313, 24 X 

Fiche: 50-000, 83/06/22, B3G70BO259 


— 8307080358 Foruards backfit cost estimates for fac i 1 i t i es, p er NRC 
030315 ltr. Costs do not reflect extending scheduled outages 
due to bacfcflt* & mods. 

PARRISiH.G, Tennessee Valley Authority. 03/05/02 

TOUR TELLOTTE, J. Regulatory Reform Task Force. 3pp. 19364‘009 

24X Fiche: 30-000,83/06/22,8307080239. 


8307070122 Application for amend to licenses DPR-33, DPR-32 * DPR-6B, 
requesting changes to Tech Spec Table 3. 7. A to reflect 
correct valve positions for operating pressure suppression 
head tank sys. Just i fi cat ion end. No fees necessary. 

MILLS, L. M. Tennessee Valley Authority. 83/06/24. DENTON, H. R, 
Office of Nuclear Reactor Regulation, Director. 2pp 19294:130 
24 X Fiche: 30-259,83/06/24,8307070122. 


— 0307070124 Proposed changes to Tech Spec Table 3. 7. A, reflecting 
correct valve positions for operating pressure suppression 
head tank sys, 

* Tennessee Valley Authority. 83/06/24. 6pp. 19294:132. 24X 

Fiche: 30-259, B3/06/24, B307070122. 


107220347 IE Insp Repts 50-239/83-15,50-260/03-15 4< 50-296/03-13 on 
G30326-0423. Noncomp 1 1 anc e no ted : fa i 1 ur e to follow procedures 
for RHR sve water functional test fc to conduct insp of RHR 
sve water air vacuum valves during Unit 2 operating cycle. 

FAULK, G. L. Region 2, Office of Director. 83/05/10. 7pp. 
19605:020. 24X Fiche : 30-259, 03/07/ 1 5, 8307220528. 


250626 Releases public 
j> 1 ement ing procedures, 
LTON, J. M. Division of 
nagement Branch. ip. 
07230626. 


version of revised emergency plan 

Rules and Records. 83/07/19. Document 
19717:200. 24X Fiche: 50-259, 83/07/19, 


0307070079 Confirms understanding reached during B30224 joint 
TVA/We s 1 1 hgbaus g demo licensing meeting re licensing 
submittals for QUAD+ demonstration assemblies far NRC review 
of Cy e 1 q 6 reload. 

RAHE, E. P. Wostinghouse Electric Corp 83/06/27. 5ISENHUT, D. Q 
Division of Licensing, lp. 19293:137. 24X F l c he : 30-260, 83/06 /27, 

8307070079. 


0307060218 Informs that NUTECH analysts indicated that low-flow control 
mod Zi. reactor water cleanup sys crosstie mod detailed in 
NUREG-0619, not required at fac i 1 i ty. Vendor rept will be 
submitted by S3 OS 16. 

MILLS, L. M. Tennessee Valley Authority. 83/07/01, DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director 2pp 19240 361 
24X Fiche: 50-259, 03/07/01, B30706021S 
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030637039? Generic Ltr 83-26 to all appl,cant* for GLs ft holders of 
CPs for power reactors re clarification of surveillance 
requ i remem t & for diesel fuel impurity Svc list enc 1 
eiSENHUl.D G Division of Licensing 63/07/05. Consolidated 
Edison Co of New York. Inc. I6pp 193*1*0 317 24X 

Ft che: 50-000, 83/07/03. 0306270397. 


8307210030 Confirms 830701 discussion re processing of 830613 request 
foT license amends modifying required surveillance interval 
for standby gas treatment sys testing Notice of 
consideration of issuance will be issued 

VASEALLO. D. B . Operating Reactors Branch 3 03/07/05, PARRIS.H 0. 

Tennisiee Valley Authority ?pp. 1 9672 359 24X 

Fiche: 30-259. 83/07/05. 0307210030 


8307060329 Generic Ltr 83-27 to all licensees ft applicants for 
op«T a t ir.g power Tjactorj ft holders of CPs far power reactors 
re surveillance intervals in &TS. Svc list end 

EI3ENHUT, D. 0. Division of Licensing- 03/07/06. Consolidated 
Edison Co of New York. Inc I6pp 19669 254 24X 

Fiche: 50-000, 83/07/06,83070*0329 


8307000169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL ft holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list end 
EISENHOT, D. Q. Division of Licensing 83/07/OB Consolidated 

Edison Co of New York. Irsc. 38pp 1 9**9 269 24X 

Fiche: 50-0C0. 83/07/00. B3070B0169 


8307120375 FoTuards response to 830511 request for addl info re 
NUREG-0737. 1 1 em I IK. 3. 28, "'Qua 1 1 f i c a ti on of Automatic 
Depressor* la t ion Sys CADS) Accumulators. " ADS valves ft 
equipment capable of performing function described in FSAR. 

M£LLS< L. M Tennessee Valley Authority 03/07 /OB DENTON, H. R. 

Office of Nuclear ReactcT Regulation. Director 3pp, 19433:193 
24X F ) Che 50-259, 83/07/OH, 8307 | 20575 


8307260Q32 Application For amend to Licenses DPR-33, DPR-52 ft DPR-69, 
revising Tech Specs to clarify plant staffing ft propose use 
of senior reactor operator trained in fuel handling for 
ref ue ling 

WILLS. L M Tennessee Valley Authority 93/07/10. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19727:116 
24X Fiche: 50-2&9, 83/07/ JB, 9307260032 


—0307260041 Proposed revs to Tech Spec s, c )ar i fy ing plant staffing ft 
proposing use of senior reactor operator trained in fuel 
handling for refueling Evaluation of significant hazards 
consideration enc 1 

* Tennessee Valley Authority. 83/Q7/J8 6pp 19727' 119 24)C 

Fiche: 50-259, 93/07/18,9307260032 


9307290109 Forwards results of tests verifying analyses performed to 
d enons tr a te adequacy of electrical distribution sys 
voltages Measured data not more than 390 below analytically 
predicted results. Actions complete 

MMMER.D 3. Tennessee Valley Authority 83/07/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp. 19822 033 

24X Fiche 50-259, 83/07/22,-0307290109 


0307290206 Forwards response to 830603 request for add) info re 
NUREG-0737, I tem 11 K 3 18, ’‘Automatic Depr essun za tkon Sys 
Logic Nod.” Proposed changes can be ac c omp 1 i shed w/no loss 
of plant safety factor, Emtlng sys adequate 

HAMMER, P P. Tennessee Valley Authority 03/07/22. DENTQN, K R 
Office of Nuclear Reactor Regulation. Director. 2pp 19821144 
24 X Fiche: 50-239,03/07/22,0307290206 


G Inspection reports* IE Bulletins ft correspondence 


0307140062 Advises that NRR ft Region, U Final decision on 830201 
request to change current fire doo-r i»i$p program to require 
mon th 1 y r i nstead of dally, visual insps ft maint insps at 
|8-month i nterva l t, e jpected within 30 days, 

LEWIS. R C Division of Project ft Resident Programs 83/02/17 
PARR IS, HO Tennessee Valley Authority lp 19514: 121 2*JX 
Fiche: 50-259. 03/02/17*9307140062 


8307H0360 Confirms 830316 telcon between »<A Domer ft FS Cantrell re 
fire door Insp ft maint program at facility Util will 
continue dally visual insp ft semiannual maint insp program 
of all fire doors as outlined in 010403 ltr 

LEWIS, R, C Division of Project ft Resident Pro-grams. B3/03/25-, 
PARRIS.H. G Tennessee Valley Authority ip. 19523 328. 24X 

Fiche: 50-239, 83/03/25. 0307140360. 


0307140033 Forwards IE Insp Repts 30-239/83-20.50-260/83-20 ft 
50-296/B3“20 an 830524-27 No n onco/np | ianc e noted. 

VERRELLlrD ft Division of Project ft Resident Programs S3/06/16. 
PARRIS.HC. Tennessee Valley Authority 2pp 19314: 2M 24X 
Fiche; 50-259. B3/06/16.8307I40035 


— 9307140041 IE Insp Repts 50-259/93-20,50-260/83-20 ft 30-269/83-20 on 
830524-27 No n o nc cm p t da nc e noted Major areas inspected: 
inservice insp work ft work ac ti v i ti es , da ta ft evaluations, 

IE Bulletin B3-02 ft licensee event followup. 

COLEY. J L , BLAKE. J J. Region 2, Office of Director. 03/06/10. 
6pp. 19514:213. 24X Fiche : 50-259. 03/06/ 16. 83071 40035. 


B307140046 Forwards IE Insp Repts 50-259/83-21,30-2*0/83-21 ft 
50-296/03-21 on 930602-03. No noncompliance noted. 

VERRELLIiD.fi. Division of Project ft Resident Programs. 83/06/23. 
PARRIS. H G. Tennessee Valley Authority. 2pp 19514:220. 24X 

Fiche: 50-239, B3/06/23, 0307140046 


— B307I40053 IE Insp Repts 50-259/83-21,50-260/83-21 ft 30-296/83-21 on 
030602-03. No noncompliance noted. Major areas inspected: 
licensee program for keeping radiation exposure ALARA. 

H0SEY . CM. , WRAY > J. R . BARR, K . P. Region '2, Office of Director. 
93/06/23. 3 pp. 19514:222. 24X FI c h e : 50-259, 03/06/23, 8307 1 40046. 


0307110639 Notification of 83070* meeting w/util in Bethe»da,MD to 
discuss results of licensee insp of ree irculation sys piping 
ft. proposed analysis ft repair program. 

CLARK, D, Operating Reactors Branch 2. 03/06/30. VASSALLO. D. B. 

Operating Reactors Branch 2. lp. 19391 33B 24X 

Fiche: 30-239, 03/06/30, 83071 10639. 


B306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ft Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

York, Inc 154pp. 19563:293. 24X Fich e: 50-000, 83/07/U , 8306270401. 


8306270404 IE Info Notice 83-47, '"Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN, E L. Division of Emergency Preparedness ft Engineering 
Response (Post 830103). 83/07/12. Consolidated Edison Co, of New 

York, Inc 14lpp. 19563:153 24X F ich e : 50-00Q, B3/07/I2, 8306270404 


8306270406 IE Info Notice 03-48, "Gaseous Effluent Releases of 
Radioactive 1-125 ft 1-131 in Excess of NRC Limits." Svc list 
enc 1 . 

TAYLOR, J. M. Division of QA, Safeguards ft Inspection Programs (Post 
830103). 03/07/14. Consolidated Edison Co. of Now York, Inc. 

!£4pp 19715:270. 24X Fi Che : 50-000* 83/07/1 4, 0306270406. 


B30722032B Act receipt of 030701 ltr informing NRC of steps token to 
correct violations ft deviation noted in IE Insp Repts 
50-259/83-13,50-260/03-15 ft 50-396/83-15. 

LEWIS, RC. Division of Project ft Resident Programs. 83/07/13. 
PARRIS, H O Tennessee Valley Authority. Ip. 19685 009 24X 

Fiche: 30-259, 83/07/15, 8307220528. 


—0307220533 Responds to NRC 83032* ltr re violations ft deviation noted 
in r E Insp Repts 50-259/83-15,50-260/83-15 ft 50-296/83-13. 
Corrective actions; schedule sys ft plant procedures will be 
revised ft mechanical maint Instructions will be reviewed. 

MILLS. L. M. Tennessee Valley Authority. B3/07/01. 0 "REILLY, J. P, 

Region 2, Office of Director. 6pp. 19603:010, 24X 

Fiche: 50-259, 83/07/15, 8307220528 


— B30722033Q Forwards IE Insp Repts 50-259/83-15,50-260/83-13 ft 
90-296/83-15 on 830326-0415 ft. notice of violation. 

Description of actions to improve effectiveness of mgt 
control sys re mechanical maint area required, 

LEWIS, ft. C. Division of Project ft Resident Programs. 83/05/26, 
PARR IS, H. G. Tennessee Valley Authority. 2pp. 19685' 016 24X 

FUhe 50-259, 83/07/15, 8307220 520. 


— B307220540 Notice of violation from insp or 830326-0425. 

* Region 2, Office of Director 83/05/26. lp. 19685:018. 24X 

Fiche 50-259, 83/07/15, 8307220528- 


— B 307220343 Notice &F deviation from insp an B30326-0425. 

* Region 2, Office of Director 83/05/26. lp 19683:019. 24X 

Fiche: 50-259, 03/07/13, 8307220 520. 


—8307220547 IE Insp Repts 50-259/83-15,50-260/83-15 ft 50-296/83-15 on 
830326-0425. Nancompl lance not e d : f a i l ur e to follow procedures 
for RHR svc water functional test ft to conduct Insp of RHR 
svc water air vacuum valve* during Unit 2 operating cycle, 

PAULK, GL Region 2. Office of Director CANTRELL, F. 5. Division 
of Project ft Resident Programs B3/05/k0. 7pp 19689:020. 24X 

Fiche 50-259, 83/07/13, B30722052S. 


8307230 J 27 Forwards Rev 3 to integrated schedule re IE Bulletin 80-11, 
"Masonry Wall Design" mods, Rev 4 uj l) be submitted in 
Jar 1984 

MILLS, LM Tennessee Valley Authority. 03/07/18 DENTON, H, R. 
Office of Nuclear Reactor Regulation. Director 12pp. 19706:003. 

24X Fiche. 30-259, 83/07/18, 8307250127. 
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R. Periodic operating reports £< related correspondence 


0307220313 Monthly operating repts for Mar 1903 

THOM# T. Tennessee Valley Authority. 83/04/01 45pp. 19674:233 

24X Fi c h e : 30-259# 03/04 /01 # 8307220313. 


8307220433 Monthly operating repts for May 1983. W/030610 ltr. 

THQM# T. . COFFEY, J. A Tennessee Valley Authority. 03/06/01. 
Office of Resource Management# Director. 41pp 19687:204 24X 

FUhe; 50-239# 03/06/01# 8307220433 


S Reportable occurrences# LERs & related correspondence 


8307120091 LER 03-03 l /3L-0: on 830605# d ryue 1 1 leak detection radiation 
monitor RM-90-236 sample pump tripped Caused by blown fuse. 

Fuse replaced & CAM iodine channel found inoperable Iodine 
channel r epa ir ed. W/830701 ltr. 

NORWOOD# D. W. # GREEN# H. J. Tennessee Valley Authority. 03/07/01. 

O 'REILLY# J. P. Region 2# Office of Director, 3pp. 19423:041. 24X 

Fiche: 30-260. 03/07/01, 03071 2009 1 


0307120410 LER 83-030/03L-0: on 030607, torus exhaust valve FCV-64-34 
bypass to standby gas treatment sys failed to operate within 
3 s time limit. Caused by indicating limit switches being 
out of adjustment. Switches adjusted W/030706 ltr. 

HENRY, G. D. , GR£EN#H.J. Tennessee Valley Authority. 03/07/06. 

Q 'REILLY# J. P. Region 2# Office of Director. 3pp, 19423:079 24X 

Fiche: 30-260, 63/07/06# 83071204 10. 


9307130021 LER B3-032/03L-0: on 8306 10# numb er of offsite power sources 
available reduced to one when main transformer 2B removed 
from svc for maint. Caused by inadequate braiing of low 
voltage coil connec tions. Connec t ions repaired. W/830707 ltr. 

VAIL# H. W. » GREEN. H. Tennessee Valley Authority. 63/07/07. 
O'REILLY, J. P. Region 2# Qffico of Director. 3pp 19348:203. 24X 

Fiche: 30-260# 83/07/07# 8307 1 3002 1 . 


6307220229 LER B3-034/03L-0: on 830615, dur ing normal operation# HPC1 
sys declared inoperab le. Caused by blown inverter fuse FI. 

Fuse rep laced Fal lure considered random W/830713 ltr. 

CARTER. S. < GREEN# H. J. Tennessee Valley Authority. 83/07/13. 
O'REILLY# J. P. Region 2# Office of Director. 3pp 19684:238, 24X 

Fiche: 30-260# 03/07/13# 0307220229, 


0307220268 LER 83-033/03L-0: on B3061 4# f o 1 1 ow i ng rod adjustment !< 
preconditioning during normal operation, c or e max fraction of 
limiting power density % CMAPR greater than Tech Spec 
1 iml ts. Caused by xenon tram i ent. FI ou roduc ed . W/0307 13 ltr. 

POPPELL# F. Q. , GREEN# H. J. Tennessee Valley Authority, 83/07/13. 

0 'REILLY# J. P. Region 2# Office of Director, 3pp. 19684:254. 24X 

Fiche: 30-260# 83/07/13# B30722026B. 


0307260364 LER 83-035/03L-0; on 83062 1 « d ur i ng local power range monitor 
ca 1 lbr# ca lc ulated R fat tor# MAPLHOR & linear heat generation 
rata limits exceeded. Caused by uncalibr range monitor 
distribution due to set up of new rod pa ttern. W/8307 1 9 ltr. 

HENRY, 0, D. # GREEN, H, J. Tennessee Valley Authority. 03/07/19. 

0 'REILLY# J. P. Region 2, Office of Director. 3pp. 19732:002, 24X 

Fiche: 30-260# 63/07/19, 0307260364. 


0307290230 NPDES none omp 1 i anc e no t i f 1 c a t i on : on 830619# samp 1 ri from 
emergency equipment cooling water sys contained excessive 
total residual chlorine concentrati on*. Caused by misaligned 
valve in chlorination injection sys. 

EL-A0HRY# M. T. Tennessee Valley Authority. 03/07/26, 3pp. 
19022:028. 24X Fi c he : 50-239, 03/07/26# 8307290230 


V, Operator Examinations 


8307140269 Confirms 030506 telcon re Region II interpretation of 
medical restrictions explicitly entered on operator fc. senior 
operator licenses. Interpretation based on definition in 
ANSI N436-1976 iANS-3. 4). 

LEWIS# R. C. Division of Project 5# Resident Programs. 83/03/1 1. 
PARR IS# H. 0, Tennessee Valley Authority. 2pp 19522:331. 24X 

Fiche: 30-259# 03/05/ 1 1 # 8307 140269. 


DOCKET 50-261 H. 8. ROBINSON PLANT# UNIT 2 


F. Security, medical# emergency & fire protection plans 


0307100090 Forwards IE Safeguards Insp Rept 50-261/03-19 on 830620-24 h 
notice of vi o 1 a 1 1 on, Correc t i ve actions to prevent recurrence 
completed prior to conclusion of insp. Notice of violation 4i 
insp rept details withheld <ref 10CFR73, 21). 

VERRELLI.D. Division of Project it Resident Programs. 03/07/13, 

UTLEY# E. E. Carolina Power it Light Co, 2pp. 19556:320, 24X 

Fiche: 30-261. 83/07/ 13# 8307100090. 


—8307100094 IE Safeguards Insp Rept 30-261/03-19 on 030620-24. 
Noncompliance noted in area of access c ontrols, Detai Is 
withheld <ref 10CFR73. 21). 

TOBIN# W. J. Region 2# Office of Director. MCGUIRE# D. R. Division 
of Emergency Preparedness & Materials Safety. 83/07/11. Ip. 
19336:330. 24X F i ch e : 30-261, 03/07/ 13# 8307 100090. 


B3072S0300 Releases public version of revised emergency plan 
implementing procedures. 

FELTON, J. M. Division of Rules and Records. 03/07/19. Document 
Management Branch. Ip. 19721:100. 24X Fiche: 30-261# 03/07/19# 

8307250500. 


— 0307250304 Forwards public version of revised emergency plan 
implementing procedures# inc lud ing Procedures PEP-2. 3 re 
emergency control - alert, PEP-2. 3 re emergency control - 
general emergency it PEP-2.6.21 re emergency communicator. 

ZIMMERMAN, 0, R. Carolina Power it Light Co. 03/06/23. 

O'REILLY, J. P. Region 2, Office of Director. Ip. 19721:101. 24X 

Fiche: 50-261 # 83/07/19, 0307250300 


--8307250510 Public version of revised emergency plan Implementing 
prac ed ures# inc 1 ud i ng Procedures PEP-2. 3 re emergency 
control - a 1 er t# PEP-2. 5 re emergency control - general 
emergency fc PEP-2,6.21 re emergency c ommun i cat ion. 

ZrMMERMAN# 3. R. Carolina Power & Light Co. 83/06/14. 27pp. 

19721:102. 24X Fi c he: 50-261, 03/07/19, 8307250500, 


0. Adjudicatory correspondence 


8307050231 Response to interrogatories it requests for documents. Rdattd 
correspondence. 

MATTHEWS# B, A. Hartsville Group. 03/06/27. Office of the 
Executive Legal Director. 8pp. 19190:333. 24X 

Fiche; 50-261 # 03/06/27# 0307050231 , 


— 0307030236 Response to first set of i n t er roge tor i e s. AFf i davi t of Svc 
end. 

MATTHEWS# B, A. Hartsville Group. 83/06/27. Carolina Power «. 
Light Co. 6pp. 19190:343. 24X Fiche: 30-261 , 03/06/27# 0307030231. 


0307060191 Answers to first set of interrogatories & requests to 
produce documents re admin 1 s tra 1 1 ve orgeni lation. Certi fi cat# 
of Bvc end. Related correspondence. 

COATS# R.M.# WILSON# L, 0. # 0ANK6# H. R. Carolina Power & Light Co. 
83/06/30 Hartsville Group 1 10pp. 19249;07i. 24X 

Fiche: 30-261 , 83/06/30# B3Q7060191. 


0307060207 Forwards objections to Hartsville Group first set of 
interrogatories 6 request* to produce.Svc lift end. 

TROWBRIDGE# G. F, 0haw, Pittman# Potts U Trowbridge. TROWBRIDGE, G. F. 
Carolina Power it Light Co. 03/06/30. MARGULI ES# M. B. # KLINE# J. R. » 
HETRICK# D. L. Atomic Safety and Licensing Board Panel. 3pp, 
19249:037 24X Fi ch e ; 30-261 , 03/06/30# B307060207. 


— 8307060212 abjections to Hartville Group first set of interrogatories 
it requests to prod uce. Cert i f icate of Svc end. 

TROWBR IDQE# 0. F. Carolina Power It Light Co. TROWBRIDGE, G. F. 8haw# 
Pittman, Potts it Trowbridge. 03/06/30. Atomic Bafety and 
Licensing Board Panel. 12pp. 19249:040. 24X 

Fiche: SO-261# 83/06/30# 8307060207. 


8307110037 Response to interroga tor i as . Pro F qualification* U 
Certificate of Svc end. 

LOISiL. Core Performance Branch. VIBSIN0,G. , REGUA, G. Operating 
Reactors Branch 1, 03/07/07. Hartsville Oroup. 97pp. 19374:004. 

24 X Fiche: 50-261 , 03/07/07, 0307110037. 


0307130346 Motion to compel applicant response* to interrogator ies it 
requests to produce documen ts. Util objections assert 
numerous insubstantial & unwarranted objections. Affidavit 
of Svc end. 

MATTHEWS, B. A. Hartsville Group. 03/07/11. Atomic Safety and 
Licensing Board Panel. 22pp. 19330:305. 24X Fiche: 50-261# 83/07/1 1# 

8307150346. 


0307190294 Notifies of VR Harding employment at law firm. Harding will 
not participate in any case currently pending before NRC. 

TROWBR IDGE, 0. F. Shaw, Pittman# Potta U Trowbridge. 83/07/13. 
MAROULIEB, M. B. , KLINE, J. R. # HETRICK# D. L. Atomic 0afety and Licensing 
Board Panel. Ip. 19641:304. 24X Fiche: 50-261# 83/07/13, 0307190294. 


— 8307190299 Notifiei of employment at law f irm, VR Harding will not 
participate in any case pending before NRC. Svc list end. 
HARDINQ#V. R. Shaw# Pittman# Potts & Trowbridge. 83/07/13. 
MARGULIES.M B # KLINE, J. R, , HETRICK, J, R. Atomic Safety and 
Licensing Board Panel. 3pp. 19641:305. 24X Fiche: 50-261. 
83/07/13, 8307190294. 
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6307220352 Request for extension until 9300 1 5 to file status rept Qti 
proceed ing. Hear ing cannot be held in Sept 1 ?Q3 since NRG has 
not issued DES or safety evaluation. Hartsville Gtoup i util 
are to confer on in t errog a tor l e *. Cer t i f i t a t e of Svc end 
TROWBR I DGE* G . F . Carolina Power U Light Co. TROWBRIDGE, G. F. Shaw, 
Pittman. Potts it Trowbridge 03/07/20 Atomic Safety and 

Licensing Board Panel. 5pp 19676:093 24X Fiche 50-261*83/07/20, 

9307220352. 


8307220393 Request to erfcend until 830815 filing date for responding to 
HartsvtJle Group 030711 motion to compel applicant response 
to Hartsvllle 930516 InteTT ogat or i e s. Ap p 1 i c ant & Hartsvllle 
are to discuss ma t i a n s Cer t i f i ca te of Svc enct 

TROWBRIDGE. G„ F. Carolina Power U Light Co. TROWBRIDGE. G„ F. Shaw. 
Pittman. Potts V Trowbridge 93/07/20. Atomic Safety and 
Licensing Board Panel 5pp. 19676:099 24X Fiche; 50-261* 83/07/20, 

0307220353. 


8307250290 Supp 1 to answer* to Interrogatory i -35. Certificate of Svc 
end. 

7 IMMERMAN, 5. R. Carolina Power 6 Light Co. B3/07/20. Hartsvllle 
Group. 4pp. 19705:309. 24 X Fiche: 50-26 1 , 93/07/20, 8307230290, 


8307250375 Forwards util 8307 14 1 tr to SA Varga u/correct attachment. 
W/o Itr or attachment W/svc list. 

FLYNN, S. F. Carolina Power U Light Co. 83/07/20. HAflGUUES, M. 9. , 
HETRICK. D. L. * KLINE. J. R. Atomic Safety and Licensing Board Panel. 
3pp. 19704:010. 24 X FI c h e : 50-261 , 03/07/20, 8307290375 , 


8307250393 Order granting util request for ei tension until 03OB13 to 
file status rept. Good cause shown. 

MARGUL IES. M. B. Atomic Safety and Licensing Board Panel. 83/07/21. 

Carolina Power i< Light Co. Ip. 19701:326. 24X 

Fiche: 50 “261* 83/07/2 1 . 8307230393. 


8307230492 OrdeT granting util request for eitension until 030915 to 
respond to HaTtsville Group motion to c ompe 1 . Good cause 
shown. 

KARGULIE3, M. B. Atomic Safety and Licensing Board Panel. B3/07/21. 

Carolina Power L Light Co. Ip 19701:273. 24X 

Fiche: 30-261. B3/07/2I, 8307230492. 


83 07 2 8002$ Forward* fully executed affidavits of preparation for NRC 
030707 -response to Hartsvlllo interrogatories, 

KAFMAN.M. Hearing Branch 1. 83/07/26 MARGULIE9, H. B. * 

HETRICK, 0. L. . KLINE, J. R. Atomic Safety and Licensing Board Panel. 
Bp p. 19791:223 24X Fi ch e : 30-261 , 83/07/26, 330728002$ 


P. Operating license stage documents it correspondent e 


B3071 40207 Confirms 830208 telcon re NRC approval of request for 24 h 
extension to maint periodrper Tech Spec 3. 3. 7. Extension 
allows plant to remain in power operation mode while repairs 
completed on svc water booster pump 13. 

O'REILLY, J. P. Region 2, Office of Director. 03/02/11. UTLEY, E. E 
Carolina Power it Light Co. ip. 19525:074 24X 

Fiche: 50-261. 83/02/ 1 1, 8307 140207. 


8307140049 Extends invitation to attend 030628 mgt meeting in Atlanta* 
GA to discuss r eplac emant/repair of steam generators, per 
030606 telcon. 

O'REILLY, J, P. Region 2, Office Of Director. 83/06/09 UTLEY, EE. 
Carolina Pow«t 6 Light Co. Ip. 19314:141. 24X 

Fiche: 50-261*83/06/09, 8307140049 


8307270350 Forwards corrected order confirming commitment* on post-TMI- 
r elated issues in Item III. D. 3 4, “Control Room 
Habitability. « 

VARGA, S. A. Operating Reactors Branch J. 83/06/21. UTLEY. E, E 
Carolina Power U Light Co. 3pp. 19708 336 24X 

Fiche; 50-261, 63/06/21, 8307270350. 


--B307270356 Corrected order confirming licensee commitment* on post-TMI- 
related issues per Item III.D. 3. 4, “Control Room 
Hab i tab i llty. 11 

EISENHUT, D. G. Division of Licensing 93/06/21. Carolina Power 
L Light Co. Ip. 19730:33 b, 24X Fiche ; 90-26 1 , 03/06/21 , 830727 0350 


— B30707G175 Rev O to "HO Robinson Steam Electric Plant, Unit 2 , 10CFR50, 
App J, Testing Program, " 

FARMER, S. W. Carolina Power & Light Co, S3/04/30. 67pp. 

19267; 341, 24X Fi che ; 50-261 , 83/06/30, 8307070172. 


B307U005B Forwards final repts on evaluation of qualification of 
Weafcinghouse containment fan cooler motors 4c RHR pump motor 
to clarify util 830428 response to environ qualification 
SER, 

ZIMMERMAN* S. R. Carolina Power fc. Light Go, 83/07/01. VARGA, S. A. 
Operating Reactors Branch 1, 3pp. 19374:293. 24X 

Fiche: 50-261, B3/07/01, 83071 1005S. 


— 8307110064 “Final Rept on Evaluation of Qua l i f l cat i on of Model 685.55 
Reactor Containment Fan Cooler (HCFC ) Motors Provided by 
Westlnghouse Electric Corp for Use in. HB Robinson - Unit 

2 . « 

ROY, F. L. Patel Engineers, PEI-TR-03-6-8A. 83/06/22. 22pp. 

19374:286. 24X F l ch e : 50-261 , 03/07/01 , 8307 1 10098. 


--83071 10077 "Final Rept on Evaluation of Qualification of Model S06UPZ 
RHR Pump Motor Provided by Westinghouse Electric Corp for 
use in HQ Robinson - Unit 2. 

RDY,F. L. Patel Engineers. PEI -TR-03-6-0D . 83/06/24. !7pp. 

19374:308. 24X Fi ch a : 50-26 1 , 83/07/01 . 8307 1 10058. 


B306270397 Generic Ltr 83-26 to all applicants for OL* it holders of 
CPs for power reactors r* clarification of surveillance 
requirements foT diesel fuel impurity. Svc list end. 

EISENHUT , D, G , Division of Licensing. 63/07/03. Consolidated 

Edison Co of New York* Inc. 16pp. 19390:317. 24X 

Fiche: 50-000, 83/07/05, 8306270397 


8307060329 Generic Ltr 83-27 to all licensees & applicants for 
operating power reactors it holders of CPs for power reactors 
re surveillance Intervals in STB. Svc list and. 

EISENHUT, D. O. Division of Licensing. 03/07/06. Consolidated 
Edison Co, of New York, Inc. 16pp. 19669:254. 24X 

Fiche: 50-000, 83/07/06, 8307060329 


0307 14 0251 Confirms schedule for 830700 mgt meeting at Rale lgh-Durham 
Air port* Rale i gh. NC to discuss statue of outstanding 
regulatory Isaupt, Proposed meeting agenda end. 

□ 'REILLY , J. P. Region 2, Office of Director. 83/07/06. UTLEY, E. E. 
Carolina Power k Light Co, lp. 19523:044. 24X 

Fiche: 50-000* 83/07/06, 8307140251 


8307080169 Generic Ltr B3-20 to all licensees of operating reactors, 
applicants for OL it holders of CP* re required actions based 
an generic implication* oF Salem ATW9 event*. Svc list end. 
EISENHUT* 0. G. Division of Licencing. 83/07/08 Consolidated 

Edison Co of New Yor*< Inc. 38pp. 19669:269. 24X 

Fiche; 50-000, B3/07/08, 8307080169. 


8307180430 Notification of B30715 meeting w/util in Dethe*d*,MD to 
discus* results of steam generator tube eddy current tests it 
justification for continued operation for greater than thrs* 
EFPM- 

REGUA* G, Operating Reactor* Branch 1. 83/07/08, VARGA, S. A. 

Operating Reactors Branch 1. 2pp 19566:344. 24X 

Fiche; 50-261, 83/07/08, B307 180430, 


8307140063 Respond* to NRC 830511 request for add! info re final steam 
generator repair rept. Polar crane to be modified to make 
special heavy lifts required during steam generator 
rep lac ament, 

ZIMMERMAN, B R Carolina Power it Light Co, 83/07/11. VARGA, 9. A. 
Operating Reactors Branch l. 4pp. 19514:117. 24X 

Fiche: 30-261, 03/07/11, 8307140063 


8307200301 Forwards request for add! info re application for amends to 
allow repaiT of steam generators by replacement of major 
components. Info Will be used in preparation of EI8 for tubj 
app l icat i on. 

VARGA, 8. A, Operating ReacfcoT* Branch 1. 83/07/11. UTLEY, E. E. 

Carolina Power 6 Light Co. 4pp, 19669:343, 24 X 

Fiche: 50-261 , 03/07/ 1 1, 8307200381. 


8307270320 Responds to G30401 request for review of ach I evab 1 1 i ty of 
flu« reduction action plan for Cycle 10 care reload 
s c hedu le . Schedg 1 e acceptable t< achievable provided proposed 
ac ** ons submitted on time it. w/Lom-pIefce content. 

VARGA* S. A. Operating Reactor* Branch l. 03/06/27. UTLEY. E. E. 
Carolina Power h Light Co. 3pp. 19812:021. 24X 

Fiche: 50-261, 83/06/27* B307270320. 


Rbv 0 tD ” HB Robinson Rteam Electric Plant* Unit 
PrD 9 ran <* " in response to IE Insp Rept 
1 1 e*»4iptiQH request* end 

zifinERnAN, B. R. Carolina Power 6 Lighl Co. 03/06/30. VARGA. S. A. 
Operating Reactors Branch 1 . 3pp, 19267:330, 24X 

Fiche: 50-261, 03/06/30, 8307070172 


0307220570 Forwards add l info re Final steam generator repair rept, to 
assist in EI5 preparation, per request 

ZIMMERMAN, S. R. Carolina Power it Light Co. 83/07/14. VARGA, S. A. 
Operating Reactors Branch I. 19pp. I96B4: 2B6, 24X 

Fiche: 30-261 , 83/07/14, 8307220578- 


0307220322 Forwards revised response to request for addl info re 
final steam generator rept discussed during 630506 meeting. 
Responses to telecopied questions an 030323 also end. 

ZIMMERMAN. 9 R. Carolina Power ?< Light Co. 63/07/15. VARGA, 8. A. 
Operating Reactors Branch 1. 22pp 19675:098. 24X 

Fiche: 50-261, 03/07/ 15* 8307220322 
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0307290120 Responds to NRC 030620 request for participation in NRC 
rasearch program addressing Unresolved Safety Issue A-47, 

•'Safety Implications of Control Sys. " Participation 
declined due to lack of resources. 

EURY, L. W. Carolina Power & Light Co. 83/07/19. E ISENHUT, D. G. 
Division of Licensing. 2pp. 19706:072. 24X Fi the 50-261 1 83/07/ 1 9, 

8307230120. 


8307280364 Forwards proprietary Rev O to XN-NF-71 1 < P ) < "Extension of 
XNQ Correlation to PWR Fuel Assembly Designs W/Spacer Pitch 
Greater Than 22 Inches. " Withholding of proprietary rept 
requested per 10CFR2. 790. Af f idavi t enc 1 

ZIMMERMAN, 8. R. Carolina Power l< Light Co. 83/07/23. EISENHUT . D. 0. 
Division of Licensing. 7pp. 19797:243. 24X Fiche: 50-261, 03/07/25, 

8307200364. 


0307200411 Forwards add 1 info, for EIS, on util 030714 response to NRC 
questions re steam generator r ep lacement, per NRC 030718 
request. 

ZIMMERMAN, 8. R. Carolina Power It Light Co. 83/07/25. VARGA, S. A. 
Operating Reactors Branch 1. 9pp. 19797:352. 24X 

Fiche: 50-261 1 03/07/23. 0307200411. 


8307290174 Provides status of program re prossurlied thermal shock 
Issue would be resolved if NRC screening criteria 
conservative & if critical weld will not reach criteria 
prior to OL expiration. 

UTLEYiE. E. Carolina Power & Light Co. 03/07/26. DENTON, H. R 
Office of Nuclear Reactor Regulation, Director. 2pp. 19021:190. 
24X Fiche: 30-261,03/07/26, 0307290174. 


G. Inspection reports, IE Bulletins 6 correspondence 


8307140314 Responds to NRC 021203 ltr re violations noted in IE Insp 
Rept 90-261/02-40. Corrective actions: all unusual waste 
shipments suspended. 

UTLEY, E. E. Carolina Power fc Light Co. 03/01/03 □ 'RE ILLY, J. P. 

Region 2, Office of Director. 4pp. 19525:208. 24X 

Fiche: 30-261, 03/01/03. 0307140314. 


— 0307140316 Forwards IE Insp Rept 90-261/02-40 on 821110 L notice of 
violation. 

O'REILLY, J. P. Region 2, Office of Director. 82/12/03. UTLEY, E. E. 

Carolina Power 6 Light Co. 2pp. 19525:212. 24X 

Fiche: 30-261, 03/01/03, 8307140314. 


— 8307140317 Notice of violation from insp on 021110. 

* Region 2, Office of Director. 02/12/03. 2pp. 19525: 214 24X 

Fiche: 50-261, 03/01/03, 0307140314. 


— 8307140321 IE Insp Rept 30-261/02-40 on 02 1 1 10. None omp 1 ianc a noted: two 
33-gallon drums containing radioactive matl.not specified 
per 10CFR30. 41. found leaking black sludge upon arrival at 
waste facility. 

ALBRIGHT, R, H. Region 2, Office af Director. BARR, K. P. Division 
of Engineering & Radiological Safety Programs. 02/11/30. 5pp. 
19323:216. 24X Fi c h e : 30-261 , 83/01 /05, 0307 1 403 1 4. 


0307140392 Informs that liquid samples spiked w/rad 1 onuc 1 i d es will be 
sent to facilities for radiochemical analyses as part of NRC 
confirmatory measurements program. Samp 1 e s should be analyzed 
for tr i t ium, Br-89 6 Sr-90 content within 60 days. 

LEWIS, ft. C. Division of Project fc Resident Programs. 83/02/07. 

JONES, J. A. Carolina Power Light Co. Ip. 19323:334. 24X 

Fiche; 30-000, 03/02/07, 8307140392, 


0307140060 Forwards IE Insp Rept 50-261/83-14 on 030503-06. No 
noncompliance noted. 

VERRELLI, D. M. Division of Project & Resident Programs 03/06/13, 
UTLEY, E. E. Carolina Power Light Co. 2pp. 19314:122. 24X 

Fiche: 90-261, 83/06/13, 0307140060. 


— 8307140066 IE Insp Rept 50-261/83-14 on 03O9Q3-O6. No none omp 1 i anc e 
noted, Major areas inspec ted: T»sp iratory profcec tion, surveys, 
external exposure control, radiation work permits fc posting, 
labeling & control. 

ALBRIGHT, R. H. , BARR, K. P. Region 2, Office of Director. 03/06/09. 
9pp. 19514:124. 24X Fiche; 90-261 , 83/06/ 13, 8307140060. 


8307140081 Forwards IE Insp Rept 50-261/63-16 on 030602-03. No 
n one omp 1 lane e noted. 

O'REILLY, J. P. Region 2, Office of Director. 83/06/24. UTLEY, E. E. 
Carolina Power & Light Co. 2pp. 19323:227, 24X 

Fiche: 30-261, 03/06/24* 0307140001. 


6307140089 IE Insp Rept 30-261/83-16 on 030602-03. No noncompliance 

noted. Major areas inspec ted: ex ternal exposure control. 

ALBRIGHT, R. H. Region 2, Office of Director. 03/06/21. 4pp. 
19523:229. 24X FI ch *: 30-261 , 03/06/24, 83071 4000 1 . 


0307070172 Forwards Rev 0 to "HB Robinson Steam Electric Plant, Unit 2, 
10CFR50. App J, Testing Program," in response to IE Insp Rept 
30-261/82-22. Detailed exemption requests end. 

ZIMMERMAN, S. R Carolina Power fc Light Co 03/06/3 0 VARGA, S. A 
Operating Reactors Branch 1 3pp 19267:330 24X 

Fiche; 30-261 . 83/06/30, 8307070172 


--8307070175 Rev 0 to "HB Robinson Steam Electric Plant. Unit 2. 10CFR50, 
App J, Testing Program " 

FARMER, S. W Carolina Power V Light Co 83/04/30. 67pp. 

19267.341. 24X Fi che: 50-261 , 83/06/30. 83070701 72. 


8307120337 Forwards "HB Robinson Unit 2 1983 Interim Cycle Steam 
Generator Insp Rept " 

STARKEY, ft D Carolina Power 6 Light Co 83/07/06 VARGA, 8. A. 
Operating Reactors Branch 1. 2pp. 19429:140. 24X 

Fiche: 50-261, 53/07/03. 8307120337 


— 0307120339 "Hb Robinson Unit 2 1983 Interim Cycle Steam Generator Insp 
Rept " 

PAINE. E V Carolina Power & Light Co 83/06/30 16pp. 

19429 150 24X Fiche: 90-261. 83/07/08, 8307120337. 


8306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem . " Svc list encl. 

JORDANiE, L. Division of Emergency Preparedness t Engineering 
Response (Post 830103) 83/07/11. Consolidated Edison Co. Of New 

York, Inc 154pp. 19563:293. 24X Fi q h e 50-000, 03/07 / 11 , 830627040 1 . 


8306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid " Svc list end. 

JORDAN, EL. Division of Emergency Preparedness h Engineering 
Response (Post 830103) 03/07/12 Consolidated Edison Co of New 

York, Inc I4lpp 19563 153. 24X Fiche 50-000, 83/07/12, B306270404. 


8307100090 Forwards IE Safeguards Insp Rept 50-261/83-19 on 030620-24 It 
notice of violation Corrective actions to prevent recurrence 
completed prior to conclusion of insp. Notice of violation & 

Imp rept details withheld (ref 10CFR73.21). 

VERRELLI. D Division of Project ** Resident Programs 83/07/13, 

UTLEY, E E. Carolina Power Light Co. 2pp 19556.328 24X 

Fiche; 50-261. 83/07/13. 83071B0090. 


— 0307180094 IE Safeguards Insp Rept 30-261/83-19 on 830620-24 
Noncompliance noted In area of access controls Detai is 
withhold (ref 10CFR73. 21). 

TOBIN. W. J. Region 2, Office of Director MCGUIRE, DR Division 
of Emergency Preparedness 6 Materials Safety. B3/07/U ip 
19556:330. 24X F 1 c h e : 50-26t . B3/07/ 1 3 . 0307 100090 


8307220001 Ack receipt of 030622 ltr informing NRC of steps taken to 
correct violations noted in IE In9p Rapt 50-261/03-08. 

LEWIS. R. C Division of Project St Resident Programs 83/07/13 
UTLEY.E.E. Carolina Power & Light Co tp 19673:344. 24X 

Fiche: 50-261 , 83/07/ i3, B30722000 1 . 


— 8307220002 Responds to NRC 030523 ltr re violations noted in IE Insp 
Rept 30-261 /83-OB. Corret tive ac t ions : proc edur e 4 revised re 
hand 1 ing , seg rega t i on, i nsp S, packaging of compac t ib la. dry 
active waste 

STARKEY. RB. Carolina Power 6 Light Co 83/06/22. O'REILLY, J. P 
Region 8, Office of Director. 3pp 19673:345. 24X 

Fiche: 50-261 , 83/07/ 1 3, 8307220001 


— 8307220003 Forwards IE Insp Rept 50-261/83-08 on 830322-29 it notices of 
violation b deviation. 

LEWIS, R. C. Division of Project ti Resident Programs. 83/03/23. 

UTLEY, E E. Carolina Power * Light Co. 2pp. 19673:340. 24X 

Fiche: 50-261 , 83/07/1 3. 830722000 1 


— B307 220004 Notice of violation from insp on 830322-23. 

» Region 2, Office of Director. 83/05/23. Ip. 19673:350. 24X 

Fiche: 30-261. 83/07/13. 8307220001- 


— 8307220005 Notice of deviation from insp on B30322-25- 

* Region 2, Office of Director. 83/05^23, Ip. 19673:351. 24X 

Fiche: 50-261 , 03/07/ 1 3, 0307220001, 


— 8307220006 IE Insp Rept 30-261/03-08 on 830322-25 . Non c omp 1 i anc e noted: 
unauthorized person disposed of liquid waste containing 
licensed mat! it individuals not trained in requirements of 
packaging radioactive matls, per IE Bulletin 79-19. 

ALBRIGHT » R. H. Region 2, Office of Director. BARR, K. P. Division 
of Engineering It Radiological Safety Programs. 03/04/29, f>pp. 
19673:352. 24 X Fiche: 50-261 . 03/07/ 13, 8307220001 


8306270406 IE Info Notice 83-49, "Gaseous Effluent Releases of 
Radioactive 1-125 tt 1-131 in Excess of NRC Limits. " Svc list 
encl . 

TAYLOR, J. M. Division of QA, Safeguards e< Inspection Programs (Post 
030103). 83/07/14 Consolidated Edison Co. of New York, Inc. 

114pp. 19715:270. 24X F i c h e : 30-000, 03/07/ 1 4, 8306270406. 
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8307220445 A C k receipt of 830724 Itr informing NRC of steps taken to DOCKET 50-263 MDNTICELLO NUCLEAR OENERATINO PLANT 

correct violations noted in IE Ins p Rep t 50-261/83-13 — — — • — — ■ - 1 — * — ----- 

LEWIS, fl C Division of Project h Resident Programs. B3/07/1 5. F Security! medicals emergency 1* fire protection plans 

UTLEY. E E. Carol ma Pcuer & Light Co ip. 19604.331. 24X 

Fiche 50-261. S3/07/15. 8307220445 


— E30722Q459 Responds to PlflC B30526 Itr re violations noted in IE Insp 
Rept 50-261/G3-12 Corrective actions, increas ed emphasis 
placed on closing out old nods, safety-related instrument 
busses cleared ?r methods of checking for leaks discussed 
STARKEY. R B. Carolina Power 6 Light Co. 83/06/24 O'REILLY, J. P. 

Region 2, Office of Director 4pp. 19684:33? 24X 

Ficho 50-261, 63/07/15. B307220445 


■0307220469 Forwards IE Insp Rept 50-261/03-12 on 830411-0509 & notice 
of violation 

LEWTS, R C Division of Project 6 Resident Programs. 03/07/15, 
UTLEY. E E. Carolina Power 6 Light Co 2pp 19684:336 24X 

Fiche 30-261, 03/07/15. 0307220443. 


--B307220471 Notice of violation from insp on 83041 1-0309 

♦ Division of Project 6 Resident Programs. 03/07/13. 2pp 
19604 330 24X Fi c h e : 50-261 , 03/07/ 1 5, 03072204 4 3. 


0307190339 Forwards exemption from requirements of Section III.G of 
App R per 820630 Ik 1020 requests. Requests for intake 
structure pump room, structural steel & control room denied. 
EISENHUT) D. 0. Division of Licensing. 83/06/16. MUSOLF. D. M. 
Northern States Power Co. 3pp. 19651:257. 24X 

Fiche: 50-263, 83/06/16, 8307190359. 


— 0307190361 Exemption from requirements of Section III. 0.2 of App R to 
10CFR50 for automatic suppression pool area (Fire Zone TF). 

PURPLE. R. A. Assistant Director for Licensing, 03/06/16. 

Northern States Power Co. 4pp. 19631:260. 24X 

Fiche: 50-263, 83/06/16, 8307190359. 


- -0307 190370 Safety evaluation supporting exemption from Section III.G of 
App R for suppression pool & recommending denial of 
exemption from Section III.G of App R re structural steel, 
intake structure 8, control room. 

* Office of Nuclear Reactor Regulation. Director. 03/06/16. 

19pp. 19651:264. 24X Flc he: 50-263. 03/06/ 16, 0307190339. 


■8307220479 1£ Insp Rept 50-261/83-12 on 8304 U-0509. None emp I iahee 
noted: failure to adequately estab 1 i s h. imp 1 emen t 1* maintain 
operations wort procedure <« administrative It maint 
instr uc tiens. 

WEISE. 5 Region 2. Office of Director. 83/03/23. 13pp. 

19684 340. 24X F i ch e. 50-261 , 03/07/ 1 5, 83072204 43 


0307010170 Forwards Rev 3 to security force training U qualification 
plan. Rev withheld (ref 10CFR73. 21). 

HUSQLF. D. M. Northern States Power Co. 03/06/24. Office of 
Nuclear Reactor Regulation, Director. 2pp. 19172:261. 24X 

Fiche: 30-000, 03/06/24, 0307010170. 


8307290169 Forwards response to 830617 request for addl info re IE 
Bulletin EO-ll, “Masonry Wall Design " Effects of higher 
modes can be neglected in considering total seismic shear 
Loadings as masonry walls assumed to be relatively stiff 
ZlhMERKAN, 3 R, Carolina Power & Light Co 83/07/23- VARGA, 5 A 
Operating Reactors Branch 1. 4pp. 19921:030 24X 

Fiche: 50-261. 03/07/25. 0307290169. 


R Periodic operating reports 6 related correspondence 


B30712033B Forwards IE Tnsp Rept 30-263/03-09 an 830316-20 St notice of 
violation. 

PAPER IELLO. C. J. Region 3. Office of Director. 03/06/20. 

CARSON, C. E, Northern States Power Co. 2pp. 19434:011. 24X 

Fiche: 50-263,83/06/28, 8307120338, 


—8307120542 Notice of violation from insp on 030316-20. 

PAPERIELLD, C. J. Region 3, Office of Director. 03/06/27. Ip. 
19434:013. 24X Fich e: 30-263, 03/06/20, 8307120938. 


0307130059 Monthly operating rept for June 1903 W/8307DB Itr. 

NORRIS. HR , 5TARKEY, R B Carolina Power fc Light Co. 03/07/08 
DEYOUNG, R. C, Director's Office, Office of Inspec t i on and 
Enforcement. 4pp. 19474:212. 24X F i c he : 50-261 . 03/07/09, 8307 130059. 


S Reportable occurrences, LERs 6 related correspondence 


8307110294 LER 03-01 1/03L-0: on 830605, q ire l)i t breaker for boron 
injection tank heater channel B tripped Caused by component 
failure due to normal end of life Failed heater replaced. 
W/830703 Itr. 

COX, H. T. . SFARKEY, R. B Carolina Power S, Light Cq. 

0 REILLY, J. p Region 2, Office of Director. 3pp 
Fiche: 50-261, 63/07/05,8307110294. 


83/07/03, 
19374: 239. 


24X 


6307260493 LER 03-01 4/01T-0: on 030704, sve water leak discovered 
containment fan cooler HVK-2, resul t ing in degradation of 
containment boundary per IE Bulletin 80-24. Caus e J bu 
corrosion / erosion, of cooler tub ing. W/8307 18 Itr. 

COX,H T . * STARKEY, R. B. Carolina Power & Light Co. 

0 ' REILLY., J. P. Region 2, Office of Director. 

Fiche: 50-261, 93/07/18, 0307260493 


3PP 


03/07/10. 

19733:354. 


03 ?nfI?'I?, l ' £R “-'“‘J'OIT-O: <"> 830623. u/un 1 t at 80* pou.r, l„ 

*° 1.19 gpm identified Caused by 
d sensing line fitting Abnormal degradat i on of RCPB 

declared q-n 030703. Fi tt 1 ng rep 1 aced, W/0307 1 ? itr 

O'Reilly' j & f ARK r Y '? 8 o C ^ litia Pow#r * Li9ht Co 0 3/O7/i9. 

J: * ^ P Region 2. Office of Director. 4pp. 19821- 152 24X 

Fiche: 50-261, 03/07/19,8307290179 


e3 ?I^? 10t LER , a3 -°l='03L-0 en 830621, ae, 1 | l„y feedbfater pump 

pi?'odtc e ir«st 1 0 C t ‘ rc ‘ i i T performance o? 

uVLWr V 2?_1C. Cause unknown. C i rc u i t breaker for 

X H T & VaWe ^ded.W/030721 Itr. 

0 'RFlriv' B C *™ llna Power fc Light Co. B3/C 


ReSl ° n 2 ' Dir e c tor* 

Fiche 50-26 1 , 83/07/2 1 . 8307290 1 06. 


3pp. 


53/07/21. 
19B22: 039. 


Y0UN0 UNIV - RESEA RCM REACTOR 
V. Operator Examinations 


8307120347 IE Insp Rept 50-263/83-09 on 8305 1 6-20. None omp 1 1 anc • noted: 
failure to rept unusual event within 15 minutes, per 
10CFR50, App E, Section IV. D. 3. 

PATTERSON, J. P. , GLOERSEN, W, D. , AXELBON, W. L. Region 3r Office of 
Director. 03/06/27. 13pp. 19434:014. 24 X F i c h e : 50-263, 83/06/20, 

8307120530. 


0307220461 Responds to NRC 030207 Itr re Rev 12 to security plan. 
Previously approved wording re 1 nst i tuted , p er NRC request. 

Security guard force procedures remain unchanged. 

Mt/aQLF, D. Northern States Power Co, 03/07/13. Office of Nuclear 
Reactor Regulation, Director. Ip. 19606 : 112 . 24X 

Fiche: 50-263, 03/07/13, 0307220461, 


8307250632 Releases public version of revised emergency plan 
implementing procedures. 

FELTON, J. M. Division of Rules end Records. 83/07/19. Document 

n^n»« Dnt flra " ch - !P- 19710: 1 44, 24X Fi cb e : 50-000, 03/07/ 1 9, 

S 30/230632, 


—8307230642 Forward* public version of revised emergency plan 
implementing p roc edures, inc luding Procedures EPIP 1.1.1 re 
corporate emergency response plan, EPIP 1.1.2 re 
notifications t EPIP 1.1.3 re public info. 

WARD.E. C. Northern States Power Co. 83/03/20 Region 
«P- 17718: 149. Z4X Pich.: 30-000,83/07/19. 


3, 


Office 


procedures, including Procedures EPIP 1 . 1.1 re corporate 9 

emergency response plan, EPIP 1 , 1.2 re notifications fc EPIP 
iimqnu r £ 12 t0 tat >le of contents and. 

North ern States Power Co. 83/05/20. 145pp. 

19710.146. 24X Fiche: 50-000, B3/07/19, 8307230632. PP 


J. Insurance & Indemnity information 


^"uuraemencs t>D 5, 66 to NELIA Policy NF-174, 

I L 5 n"n 3 t0 NELIA Policy NF - ,<?7 * Endorsements 
” i h U FoUclBi MF - S1 *< MF-68, respectively. 

JOHNSON, R. G. Northern States Power Co. 03/07/10. DINITZ, I. 

1973^56 Branch ‘Utility Finance). 7pp. 

19731 , 1 56. 24X Fiche: 50-000,03/07/10, 0307260475. 


B307080427 Generic Lfer B 3 — _ _i , 

s\iz\i of W' “ * - 

FfSffSr.! ^"« LiCen, * Be SVC li5t ®0C|. 

EISCN1UT.D 0, ,, u £ ,„ sins a3/07/u Mlchlj™, U,, v . 

PP- 19563. 13B. 24X Fiche: 50-000. 03/07/1 1, 8307-080427. 


M to MAELU Foilcy MF-M ” NELIA NF “ 147 ^ End 
Divl!?qn R nf m N ? rthe ^ States Power Co. 03/07/Sl. DINITZ) I. 
83/07/21, 8307260477^*"° ' ^ l,734:a09 - Flch.: 30-BM, 
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P, Operating license stage documents &■. correspondence 


0200060366 Hoard Notification 02-70: not i f i es of differing prof opinion 
re sens lti lation of BWR stainless steel weldments 
EI8ENHUT, D. Q, Division of Licensing. 82/07/20. PALLADINO, N. J. 
Commissioners, 4pp, 17043:001. 24X Fiche: 50-000, 02/07/20, 

0200060366. 


8307110079 Forwards safety evaluation re BWR Owners Group response to 
TMI Item II. K. 3, IB. “Mod of Automatic Depressuri lat ion 
Sys. 41 Elimination of high dryweli pressure permissive & 
bypass after sustained low water level acceptable, 

VASBALLO, D. B. Operating Reactors Branch 2. 83/06/03. MUSQLF, D . M. 

Northern States Power Co. 2pp. 19306:275. 24X 

Fiche: 50-263. 03/06/03. 8307110099. 


0307100173 Forwards safety evaluation concluding that seven of eight 
equipment items environmentally qualified & require no 
justification for continued operation. 

VASBALLO . D. 0. Operating Reactors Branch 2. B3/06/16. MVSDLF# D. M 

Northern States Power Co. 2pp. 19567:340. 24X 

Fiche: 50-263, 63/06/16, 8307100173. 


— 0307100100 Safety evaluation supporting continued operation per environ 
qualification review. 

* Office of Nuclear Reactor Regulation, Director. 83/06/16. 6pp, 
19567:330. 24X Fiche: 50-263, 83/06/16, 8307180173. 


8307130153 Informs that TMI Action Plan Item II. K. 3. 13 re HPCI/RCIC 
initiation level resolved. per 830421 notification of 
adherence to 830316 approved design. 

VASSALLQ, D. B. Operating Reactors Branch 2 83/06/17. MUSOLF, D. M, 

Northern States Power Co. 2pp. 19562:001. 24X 

Fiche: 30-263,83/06/17, 8307130153. 


8307010104 Application to amend License DPR-22, c hang i ng Tech Specs to 
comply w/NUREO-0737. Items 1 1. F. 1.1 - II.F. 1.6 ri accident 
monitoring Instrumentation, per Generic Ltr 83-02. 

MUSOLF, D. Northern States Power Co. B3/06/24. Office of Nuclear 
Reactor Regulation, Director. 3pp. 19169:211. 24X 

Fiche: 30-263, B3/06/24. 0307010104. 


— 8307010123 Proposed Tech Spec chang es , r estr ic t ing employee overtime, 
requiring saf ety /rel 1 ef valve failures U challenges to be 
reported & adding limiting condition for operation & 
surveillance requirements for ROIC sys suction transfer. 

* Northern States Power Co. 03/06/24. 44pp, 19160:214 24X 

Fiche: 50-263, 83/06/24, 0307010104. 


0307000030 Forwards response to NRC 830311 ltr requesting add! info re 
TMI Item II. K. 3. 28, "Qualification of Automatic 
Depress ur t iati on Sys <ADS>.“ Designated allowable leakage 
criteria for ADS is iero. 

Ml/SOLF, D. Northern States Power Co. 83/06/20. Office of Nuclear 
Reactor Regulation, Director. 6pp. 19351:316, 24 X 

Fiche: 50-263, 03/06/28, 8307080030. 


0306270397 Generic Ltr 83-26 to all applicants for OLs & holders of 
CPs for power reactors re clarification of surveillance 
requirement* for diesel fuel impurity. Svc list end. 

EISENHUT, D. 0. Division of Licensing. 83/07/03. Consolidated 
Edison Co. of New York, Inc, i6pp 19390:317. 24X 

Fiche: 30-000, 83/07/03, 0306270397, 


8307060329 Generic Ltr 83-27 to all licensees V applicants for 
operating power reactors & holders of CPs for power reactors 
re surveillance intervals in ST9. Svc list end. 

EISENHUT, D. G. Division of Licensing. 03/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp, 19669:254. 24X 

Fiche: 50-000, 83/07/06, 8307060329. 


8307000169 Generic Ltr 03-2B to all licensees of operating reactors, 
applicants for OL & holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list end. 
EISENHUT, D. Q. Division of Licensing. 03/07/08. Consolidated 
Edison Co. of New York, Inc. 30pp. 19669:269. 24X 

Fiche: 30-000, 83/07/08, 8307080169. 


Q. Inspection reports, IE Bulletins & correspondence 


8307080021 Forward* IE Insp Rept 30-263/03-1 i on 830316-20 & 24-27 «* 
notice of violation. 

STREETER, J. F. Region 3, Office of Director. 83/06/24, LARBON, C, E. 
Northern States Power Co. 2pp. 19331:324. 24X 

Fiche: 30-263, 83/06/24, 830700002 1 . 


—8307080023 Notice of violation from insp on 830516-20 *< 24-27, 
8TREETER, J. F. Region 3, Office of Director. 83/06/24. 2pp. 
19391:326. 24X Fiche: 30-263, 83/06/24, 8307000021. 


— 8307000026 IE Insp Rept 50-263/83-11 on 030516-20 l 24-27. Noticomp 1 i arc e 
noted; fa i lure to approve temporary changes to procedures !< 
follow procedures re drawing control, 

CHOULES. N. C. , HAWKINS, F.C. Region 3, Office Of Director. 

03/06/24. 12pp. 19331:328 24X Fiche 30-263, 03/06/24, 0307080021, 


8307 1 20006 Forwards IE Insp Rept 50-263/03-10 on 830524-26 Si 0601. No 
noncompliance rvoted. 

PAPERIELLQ* C. J. Region3, Office of Director 03/06/27. 

LARSON, C E. Northern States Power Co. 2pp. 19423:176. 24X 

Fiche: 50-263, 83/06/27. 3307120006. 


— B30712Q007 IE Insp Rept 50-263/83-10 on 030324-26 6 0601. No 
noncompliance noted Major areas inspec ted confirmatory 
measurements V. radiological environ monitoring programs 
RQZAK, S , 0E3TMANN, M. J. . SCHUMACHER, M. Region 3, Office of 

Director. 03/06/24. 0pp. 19423:170. 24X F i c h e : 50-263, 83/06/27, 

0307120006. 


8307180011 Forwards IE Insp Rept 30-263/83-12 on 830502-0601 . No 
noncompliance noted. 

SHAFER, W D, Region 3, Office of Director. 03/06/27. LARSON, C. E. 
Northern States Power Co 2pp 19560:294 24 X 

Fiche: 50-263, 03/06/27, 0307180011. 


— 0307100013 IE Insp Rept 30-263/83-12 on B30302-0601 . No noncompliance 
noted. Major areas 1 nspec ted : opera 1 1 ona 1 safety verification, 
monthly malnt db servat ion, ons i te review c ommi ttee* month 1 y 
surveillance observation & outage for maint. 

BROWN, G.H, , WALKER, R. D. Region 3, Office of Director. 83/06/24. 
5pp. 19360:296 24X Fi e h e ; 30-263, 03/06/27, 0307 100011 


030712053a Forwards IE Insp Rept 50-263/83-09 on 030516-20 & notice of 
violation. 

PAPER IELLO, C. J. Region 3, Office of Director. B3/06/26. 

CARSON, C E. Northern States Power Co. 2pp 19434:011. 24X 

Fiche: 30-263, 03/06/28, 8307120330. 


— 0307120542 Notice of violation from Insp on 830516-20. 

PAPER IELLO, C. J. Region 3, Office of Director. 03/06/27. Ip, 
19434 013. 24X F i c he : 30-263, 03/06/28, 8307 1 20338. 


— 0307120947 IE Insp Rept 90-263/83-09 on 830516-20. None omp 1 i anc e noted: 
failure to rept unusual event within IS minutes, per 
10CFR50, Ap p E, Section IV. 0, 3. 

PATTERSON. J, P. , GL0ER3EN, kl. B. , AXELSON. W, L. Region 3, Office of 
Director. 83/06/27. 13pp. 19434:014 24 X Fiche: 30-263, 83/06/20, 

0307120338. 


Q307180127 Forwards IE Insp Rept 90-263/83-13 on 830606-09 * notice 
of violation. 

PAPER IELLO, C. J. Region 3, Office of Director. 83/07/01. 

LARSQN, C , E. Northern States Power Co 2pp. 19336:224. 24X 

Fiche; 30-263, B3/07/01 , Q307 100127. 


— 8307100130 Notice of violation from insp on 030606-09. 

PAPER 1 ELLQ, C, J. Region 3, Office of Director. B3/06/30. Ip. 
19396:226. 24X Fi ch e : 50-263, 03/07/01 , 8307180127. 


—0307180133 IE Insp Rept 30-263/03-13 on 030606-09. None omp 1 ianc e 
no ted : unauth ori 2 ed temporary shielding added to Model F8V-1 
shipping cask. 

GRANT, W, B. , GREGER, L. R. Region 3, Office of Director. 03/06/30. 
9pp. 19956:227, 24X Fiche: 50-263, 03/07/01, 8307180127. 


0306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem. " Svc list end, 

JORDAN, E.L. Division of Emergency Preparedness h Engineering 
Response (Post 030103). 03/07/11 Consolidated Edison Co. of New 

York, Inc, 134pp. 19563:293, 24X Fiche: 30-000, B3/07/1 1, 0306270401 . 


0306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers a* 
Result of Contaminated Hydraulic Fluid," Svc list end. 

JORDAN, EL. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 03/07/12, Consolidated Edison Co. of New 

York, Inc, 14ipp. t9563; 153, 24X Fiche: 50-000, 83/07/12, 8306270404. 


0306270406 IE Info Notice 83-48, "Gaseous Effluent Releases of 
Radioactive 1-125 * 1-131 in Excess of NRC Limits." Svc list 
end. 

TAYLOR , J. M. Division of GA, Safeguards 6 Inspection Programs CPost 
030103). 03/07/ 1 4. Consolidated Edison Co. of New York. Inc. 

i 1 4pp. 19715:270. 24X F i ch 0 : 50-000, B3/07/ 14, B3062 70406. 


03O72SO331 Ack receipt of 830710 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-263/83-11. 

STREETER, J. F. Regions, Office of Director. 03/07/26. LARSON. C, E. 
Northern States Power Co. Ip. 19789:010, 24X Fi che: 90-263, 

83/07/26, 8307280351 . 
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— 8307380353 Rctpondi to NRC B30624 Itr re violations noted in IE In«p 
Rapt 5 0-263 /S3— 11, Corrective actions; no notes will be placed 
on procedures being used In work sequence unless actual 
temporary changes 6 closer surveillance will be maintained, 

LARSON* C . E. Northern States Power Co. 83/07/ IB. STREETER, J. F. 
Region 3, Office of Director. 3pp 19789:011. 24X 

Fiche: 30-363, 03/07/26, B3O73B0351. 


R. Periodic operating reports U related correspondence 


03O7OSO363 Provides June 1983 status rept an seismic Category I 
piping & supports per 810606 commi fcment. Mods being 
installed in emergency svc water sys, so that models used for 
dynamic analysis conform to current modeling techniques. 

LARSON, C.E Not t tern States Power Co. B3/06/29. KEPPLER, J 0 
Region 3* Office of Director. 3pp. 19330:303. 24X 

Fic h e ; 30-2 63, 83/06/39, 0307000363- 


H, General corraspdndence 


8307220450 Comments on Bangor Daily News 4i MTV repta of NRC order to 
Shut down five facilities for insp of cooling pipes. 

Subsequent rescission considered under pressure from private 
owners of p lent?. Requests stronger enforcement. 

HEINfUCK, B- C. Affiliation Unknown. 83/07/13. DENTON, M. R. NRC - No 
Da tailed Affiliation Given. 2pp. 19606:082. 24X 

Fiche: 30-000, 03/07/15, 8307220430. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8307010195 Forwards amends to updated F8AR for facilities. 

8TIEDE, W. L. Commonwealth Edison Co. 83/06/29. DENTON, H, R. Office 
of Nuclear Reactor Regulation, Director. 2pp, 19123:001. 24X 

Fiche: 50-000,93/06/29, B307010193. 


S. Reportable occurrences, LERs related correspondence 


6307060252 LER B3-0 1 5/0 l T-O: on 030613, investigation ®f 250-volt dc 
battery fault revealed grounded HPCI Woodward Governor EDR 
hydraulic actuator coil. Caused by out-of-spec nonhomogoneous 
lube oil. Lube all rep laced. W/030627 Itr. 

W0JCH0USK1, A. V. . -MUSGLF. D. Northern States Power Co, 83/06/27. 
Region 3, Office of Director. 2pp. 19239:311, 24X 

Fiche: 50-263, 83/06/27. 6307060232, 


DOCKET 30-264 ODW CHEMICAL CO. 


V. Operator Examinations 


B3070B0427 Generic Ltr 83-12A to all nonpcwer reactor licensees re 
Issuance of NRC Form 398, “Personal Qualifications 
Statement - Licensee, *' Eve list encl. 

EISENHUT, D. G. Division of Licensing. 83/07/11. Michigan, Unlv. 
of. I4pp 19363: 138 24X F 1 che: 50-000- 83/07/ 1 1 , B307DQ0427 . 


DOCKET 50-263 Ol/AD-CItrEB STATION, UNIT 2 


F_ Security, medical, emergency U fire protection plans 


8307120137 Fox-uards exemption from requirements of App R to IOCFR30, 
Section III.G re fire protection of safe shutdown 
-capabl li ty, in response to 820701 & 0923 requests. 

VASSALLO, D. D. Operating Reactors Branch 2. B3/06/23. FARRAR, D. L. 

Commonwealth Edison Co. 3pp. 19433:188 24X Fiche: 50-234, B3/06/23, 

B 307 120 137. 


— 83-07010198 Amend to updated FSAR for Quad Cities 1 & 2. 

» Commonwealth Edison Co. 83/06/29. 508pp. 19123:069. 24X 

Fiche: 30-000, B3/06/29. 8307010195. 


P, Operating license stage document* 6 correspondent® 


8307230498 Rev 3, to “Process Control Program for Solidification of 
Radwaste. " 

* Commonwea 1th Edison Co. B3/03/31. 9pp. 19701:220. 24X 

Fiche: 50-254,83/03/31, 0307230498. 


8303260240 Informs that beta spectra measurements will be conducted 
on 830326 for NRC project. “Beta Particle Measurement & 

Dosimetry Requirements at NRC-Licansed Facilities," 

RATHBUN, L. A. Dattetle Memorial Institute, Pacific Northwest 
Laboratory, FIND-2448. 83/05/20. KEPPLER, J. G. Regions, Office 

of Director, ip 18599:337. 24X Fic h e : 50-254, B3/03/20. 8305260240. 


8307120192 Forwards response to BUR Owners Group study of alternatives 
to NUREG-0737, I tern II.K. 3. 10, "Automatic Depressurization 
Sys Logic Mod." Two of seven alternatives acceptable, 

Implementation schedule should be provided within 45 days. 

VASSALLO. D. B. Operating Reactors Branch 2. 83/06/03. FARRAR. D. L. 

Commonwealth Edison Co. 9pp. 19435:179. 24X Fi c h e: 50-254, 83/06/03, 

B307120152. 


8307140514 Advises that requirements of THI Item II.K. 3, 13, "HPC1/RCIC 
Initiation Level," met. Item resolved, 

VASSALLO, D.B Operating Reactors Branch 2. 83/06/17. FARRAR. D. L. 

Commonwealth Edison Co. Kpp. 19527:345. 24X Fiche: 50-254, 03/06/17, 

8307140514, 


—8307120145 Exemption from requirements of App R to 1 OCFfi 50, Bee t i on 
UI.G for fixed fire suppression associated w/panels, 
switchgear 6 motoT control ctrs. 

EISENHUT, D. G. Division of Licensing 03/06/23. Commonwealth 
Edison Co. 6pp. 19435:191, 24* FI che; 50-254, 03/06/23, 8307 120137. 


8307120125 Forwards confirmatory order re util 810115 6 B20316 
commitments to Install permanent scram discharge sys mods 
prior to startup after 830901 ref ue 1 ing. Model Tech Specs 
end as guidance for use In preparing Tech Spec changes. 

VA39ALLO, D. □. Operating Reactors Branch 2. 83/06/24. FARRAR, D. L. 

Commonwealth Edison Co. 2pp. 19435:097. 24X F iche : 50-254, 83/06/24, 

8307120125, 


6307120062 Releases public version of rev to emergency plan 
Implementing procedures. 

FELTON. J, II. Division of Rule* and Records. 63/06/24. Document 
Management Branch. Ip. 19435:260 24X Fi ch o : 30-254 , 83/06/24 , 

B307120062. 


8307120068 Pub i ic version of revised emergency plan Implementing 
procedures, inc lud ing Procedures GEP 330-0 re assessment 
actions 6 QEP 330-11 re estimation of 1-131 release by 
field team measurements, Rev! sed index end, 

GERNER, L. , KOVACKr T. -J. Ccmmonujea 1 th Ed lion Co. 83/06/30, 6pp. 
19435:261. 24X Fich e : 30-234, 83/06/24, 8307120062. 


83 ?r?*22 l ^ U S,' Mt ’ »upplemental response to Nl/REO-0737, Suppl 1 (Generic 
Tir 33 DB * cr *Pt=*on of parameter selection criteria to be 
submitted by 831231, Human Factors 6 safety parameter display 
* Cfl tlon b ® performed w/ver If i ca t ion program 


SWARTZ, E. D. 


_ — _ . — program. 

- Wiw , a Commonwealth Edison Co. B3/07/20. DENTON, H. R. Office 
of Nuclear Reactor Regulation. Director. 

Fi Ct e : SO-OOO, 03/07/20. 03072600 1 8 


2pp. 19727:177. 24X 


—8307120128 Confirmatory order re util 810115 & Q20316 commitments to 
Install permanent scram discharge sys mods prior to 
startup after 840901 refueling. 

EISENHUT. D. Q. Division of Licensing. B3/06/24. Commonwealth 
Edison Co. 35pp , £9433:099, 24X Fi < h a : 50-254, 83/06/24, 

3307120123. 


0307070176 Forwards plant-unique analysis reptiVols 1-7, demonstrating 
primary containment sys design adequacy 1* restoration of 
original design safety margins per NUREG-0661. 

RYBAK, B. Commonwealth Edison Co. 83/06/27. DENTON, H. R. Office of 
Nuclear Reactor Regulation,. Director. 2pp. 19290:001. 24X 

Fiche: 50-000, 83/06/27, 0307070176. 


— B3071BQ132 "Quad Cities Nuclear Power Station Units 1 & 2 Plant Unique 
Analysis Rept, Vol 3, Vent Sys Analysis. " 

8HAM6ZAD, M. , ADAMS, R. H. , MC INNES, l . D. NUTECH Engineers, Inc. 

C Dtl-02 - 039 - 3 ROO. 03/05/31, 221pp. 19533:016. 24X 

Fiche: 50-000, 83/06/27. 8307070176. 


T * yi * U ° f draPt Rev 4 t0 3«nerlc portion of 
•"‘■rgency plan. Plan deficiencies marked. 

dicujjns encl. 0<,neraI oPf5i ^ protective 

c™!!iSi?+h Region 3, Office of Director. 83/07/26. REE 
‘ 0|>P ‘ ,709 <>,a Fic*.: SO-OOO, 


— 9307100159 "Ouad Cities Nuclear Power Station Units I 4< 2 Plant Unique 
Analysis Rept, Vol 4, Internal Structures Analysis." 

TALBOTT, D. C. , ADAMS, R. H. , MC INNES. I. D. NUTECH Engineers, Inc. 
COM-02-039-4 ROO. 83/03/31. 34pp. 19353:237. 24X 

Fiche: 50-000, 83/06/27, 8307070176. 


— B3071BD16B "Quad Cities Station Units 1 Sc 2 Plant Unique Analysis Rept, 
Vol 3, Safety Relief Valve Discharge Piping Analysis. " 

« Sargent & Lundy. Inc. 83/06/27. 134pp. 19553:272. 24X 

Fiche: 50-000, 83/06/27, 8307070176. 
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— 0307180186 ''Quad Cttle* Nuclear Power Station Unit* 1 & 2 Plant Unique 
Analysis Rept,Vol 7, Unit 2 Torus Attached Piping & 

Suppression Chamber Penetration Analysis." 

PANDEY, P. , WALLACHiO, f OAVULA, J A. NUTECH Engineers# Inc. 
COM-02-039-7 R00. 03/09/31. 173pp. 19334:222, 24X 

Fiche: 30-000, 83/06/27, 0307070176, 


—8307100138 "Quad Cities Nuclear Power Station Units 1 h 2 P 1 ant~Un i que 
Analysis Rept.Vol 1, General Criteria h Methodology " 

WISE, R. E. , K03T, E. 0. , MASSEY, J. V. NUTECK Engineers. Inc. 

COM-02-039-1 R00. 03/03/31. 234pp. 19351:317. 24X 

Fiche: 50-000, 03/06/27. 8307070176 


— 0307100147 "Quad Cities Nuclear Power Station Units 1 * 2 Plant Unique 
Analysis Rept#Vol 2, Suppress i on Chamber Analysis." 

HOWARD, G. L. , ADAMS, R. H. , MCINNES.I D NUTECH Engineer*. Inc 
CDM-02-039-2 ROD. 03/05/31, 185pp. 19552:191. 24X 

Fiche: 50-000, 03/06/27, 8307070176. 


0307180026 Forwards SER re NUREG-0612. "Control of Heavy Loads" L 
technical evaluation rept. Phase I acceptable. 

VASSALLO, D, 0. Operating Reactors Branch 2. 83/06/27. FARRAR, D. L. 

Commonwealth Edison Co. 2pp. 19367:301. 24X Fi c h e : 30-234, 03/06/27, 

0307100026. 


— 8307100030 Safety evaluation of util 001222 responses to NUREG-0612, 
"Control of Heavy Load*." Phase I acceptable. 

* NRC - No Detailed Affiliation Given. 03/06/27. 2pp 
19367:303. 24X Fiche: 30-234, 83/06/27, 0307180026. 


— 0307190067 Rev 0 to "Dynamic Analysis of Wetwe U-to-Dr ywel 1 Vacuum 
Breakers for Quad Cities Stat 1 on, Un i t* 16 2." 

MOONKA, A. K. , CHEW, G P, . MA5SIE, H W. NUTECH Engineers, Inc. 
CGM-0B-023 ROO. 01/09/29. 100pp. 19633:100. 24X 

Fiche: 30-000, 03/07/12, 0307190062. 


— 0307190074 Rev 1 to "Improved Dynamic Vacuum Breaker Valve Response for 
Quad Cities 112" „ 

B [LANIN. A J. Continuum Dynamics. Inc. 02-7 R01. 02/09/30. 29pp. 

19633:292. 24X Flc h e : 30-000, 03/07/ 12. 0307 1 90062, 


0307210030 Application to amend Licence DPR-30, c hang i ng safety relief 
actuating setpoint of Target Rock valve to 1,135 psig 6 
electromagnetic relief valves to 1,115 psig 

RYBAK, B Commonwealth Edison Co. 03/07/13. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 19668 277. 24X 

Fiche: 30-265, 83/07/13, B307210030. 


— 0307210052 Proposed Tech Spec Pages 1.2/2. 2-1 6 3 6/4. 6-4 re RC6. 
Evaluation of significant haiards consideration end. 

* Commonwealth Edison Co, 83/07/15. 4pp. 19660:279. 24X 

Fiche: 30-265, 03/07/13, 0307210050 


8307220499 Discusses status of proposed mods to automatic 
depre* suri i at ion *ys,per NUREB-0737, I tem 1 1 . K. 3, IB. Op t i on 
4 ro timer installation described in GE BWR Owners Group 
response. selected for imp lamentation. Mod s listed. 

RYBAK, B. Commonwealth Edison Co. 03/07/18. DENTON, H, R. Office af 
Nuclear Reactor Regulation, Director. 2pp 19605:101. 24X 

Fiche: 30-000, 03/07/10, 0307220493. 


—0306060293 "Control of Heavy Load* (C~10),Quad Cities Station Units 1 U 
2, " technical evaluation rept. 

BOMBERGER, C. , BARGENT, I. H. Franklin I n* 1 1 tu te/Fran k 1 i n Research 
Center. NRC-03-81-130. TER-C 3306-386/387 03/06/01. SINGH, A. , 
CHAN,T. NRC ~ No Detailed Affiliation Given. 31pp. 19367:305. 

24 X Fiche: 30-254,03/06/27, 0307100026 


0306270397 Generic Ltr 83-26 to all applicants for OLs 8* holders of 
CP* for power reactor* re c lar 1 f icat Ion of surveillance 
requirement* for dleeel fuel impurity. Svc list end. 

EISENHUT, D. 0. Civilian of Licensing. 83/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Fiche: 30-000, 03/07/03, 8306270397. 


0307120435 Application to amend License DPR-30, c hang i ng Tech Specs to 
reduce max critical power ratio operating limit fc to clarify 
labeling of one MAPLHQR curve. 

0 CHROEDER, C. W. Commonwealth Edison Co. 83/07/05. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19423:248. 
24X Fiche: 30-263, 03/07/03, 8307120433. 


— 8307120430 Proposed Tech Spec change re 

KAPHLGR limits. 

# Commonwealth Edison Co. 03/07/05 
Fiche: 50-263, 83/07/03, 8307120433. 


max critical power ratio 
6pp. 19425:250. 24X 




— 8307120446 Rev 0 to "Supplemental Reload Licensing Submittal for Quad 
Cities Nuclear Power Station,Unit 2, Reload 6 (Cycle 7)." 

ELLIOTT, P. E. , HILL, R.T. , CHARNLEY, J .8. General Electric Co. 

22A8S60 ROO. 83/03/31. 10pp. 19423:256. 24X 

Fiche: 50-265, 03/07/05, 0307120433. 


0307060329 Generic Ltr 83-27 to all licensee* h> applicant* for 
operating power reactor* & holders of CPs for power reactor* 
re surveillance interval* in STS, Bvc list end. 

EISENHUT, D. 0. Division of Licensing. 03/07/06. Consolidated 
Edison Co. of New York, Inc. i6pp. 19669:234. 24X 

Fiche: 30-000, 83/07/06, 8307060329. 


83070B0169 Generic Ltr 03-20 to all licensee* of operating reactor*, 
applicant* for OL 8t holder* of CP* re required actions based 
on generic implication* of Salem ATWB event*, 8vc list end. 
EISENHUT, D. G. Division of Licensing. 03/07/00. Consolidated 
Edison Co. of New York, Inc. 38pp. 19669:267. 24X 

Fiche: 30-000, 83/07/00, 8307000169. 


0307190107 Notifies that Westinghouse info re environ quali 
electrical equipment detailed in 830513 ltr determined 
nonproprietary. 

RYBAK, B. Commonwealth Edison Co. 83/07/11. DENTON, H R. 
Nuclear Reactor Regulation, Director. 2pp. 19630:142. 
Fiche: 30-000, 03/07/1 1, 0307190187. 


ft cat ion 


Office 

24X 


of 

of 


0307190062 Forward* "Dynamic Analysis of We twel 1-to-Drywel 1 Vacuum 
Breaker*" * "Improved Dynamic Vacuum Response," in response 
to Generic Ltr 03-08. Results demonstrate that as-built 10- 
inch AfcM vacuum breaker valve* meet ASME Cods criteria. 

RYBAK, B. Commonwealth Ediion Co. 83/07/12. DENTON, H. R, Office of 
Nuclear Reactor Regulation, Director. 7pp. 19633:173. 24X 

Fiche: 50-000, 83/07/12,8307190062. 


0307230440 Provide* commitments on leakage moni toring. FI oor drain 
leakage will be measured once every 4 h when reactor is at 
operating pressure, NRC will be notified within 24 h if 
action points exceeded. 

REED»C. Commonwealth Edison Co. 03/07/21, Office of the 
Secretary of the Commission 2pp. 19701:176. 24X 

Fiche: 50-000, B3/07/21, B30725044B. 


Q. Inspection reports, IE Bulletins S, corr espendetice 


0303240276 Ack receipt of 030413 ltr informing NRC of step* taken to 
correct violations noted in IE In*p Repfcs 30-237/02-20, 

30-249/82-21, 50-254/B2-16 U 30-265/82-18 

KEPPLER, J. G. Region 3, Office of Director 83/05/13. REED, C. 
Commonwealth Edison Co. Ip 10540:067, 24X Fich e: 30-000. 03/03/13, 

0305240296. 


0306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list end, 

JORDANpE. L. Division of Emergency Preparedness & Engineering 
Response <Po*t 830103) 03/07/11 Consolidated Edison Co. of New 

York. Inc 134pp. 19363:293. B4X Fiche: 50-000, 03/07/1 1, 0306270401. 


0306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of contaminated Hydraulic Fluid. " Bvc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/07/12. Consolidated Edison Co. o-f New 

York, Inc. 141pp. 17363:153. 24X Fiche: 50-000, 83/07/12, 0306270404. 


0306270406 IE Info Notice 83-40, "Gaseous Effluent Releases of 
Radioactive 1-123 & 1-131 in Excess of NRC Limits, " Svc list 
end. 

TAYLOR, J. M. Division of GA. Safeguards 6 Inspection Program* (Post 
030103) 03/07/14. Consolidated Edison Co. of New York, Inc. 

1 1 4p p. 19715:270, 24X Fiche: 50-000, 03/07/14, B306270406. 


8307200207 Ack receipt of 030608 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept* 30-237/83-06, 

50-249/03-05, 30-234/83-04 U 50-263/03-04. 

8PE3SARD, R L. Division of Engineering. 03/07/13. REED, C. 
Commonwealth Edison Co. 2pp. 19651:026. 24X Fiche: 30-000, 33/07/15, 

0307200207. 


—0307200216 Responds to NRC 030405 ltr re violations noted in IE In«p 
Repts 50 - 237 / 03 - 06 , 50-249/03-05, 50-2 54/83-04 U 30-265/03-04. 

NUTECH quality engineering procedures 4t util project unique 
instruction* revised. 

REED, C. Commonwealth Edison Co. 03/06/00. SPESSARD, R, L. 

Division of Engineering 131pp. 19631:029. 24X 

Fiche: 50-000, 83/07/ i 3, 0307200207. 


8307220463 Ack receipt of 030714 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-237/03-12, 
30-249/83-10,50-254/03-13 tc 90-265/03-11. 

LITTLE, W. S. Region 3, Office of Director. 83/07/19. REED, C. 
Commonwealth Edison Co tp. 19694:325. 24X Fiche: 50-000, 83/07/ 17, 

8307220463 . 
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—030722047* Respond % to NRC 930616 It 
Rept* 30-237/03-12, 30-249/83- 1 o. 30 
Corrective actions: existing suppor 
anchor R133 modified. 

FARRAR, D. L. Comrnonuea 1 th Edison C 
Region 3, OFFice of Director 4pp 
Fiche; 50-000, 03/07/19, ©307220463. 


r re violations noted in !E 
-254/83-13 h 30-265/&3-I l. 
fc configuration for pipe 

o 03/07/14- LITTLE, W 5. 
19604:326 24X 


In sp 


8307280034 Confirms 830726 mg t meeting in Chicago, IL to discus, 
license# regulatory performance b communita tion problems 
between NRC lr util, per B30715 discussion 

E ^ivi s I on of Project b Resident Programs B3/07/22. 
REED. C Commonwealth Edison Co. 2pp 19791 169 24X 

Fiche: 50-000. ©3/07/22, 8307200084. 


--03O72BO1O2 Confirms request for MRC 
in Chicago, IL to discuss licensee 
relationship w/NRC. 

REEO,C. Commonwealth Edison Co. 
Office of Director. Ip. 19791 
0307230004. 


& util senior mg t meeting on 930726 
regulato-ry performance b 

03/07/1 i . DAVIS, B. A. Region 3, 

171. 24X Fiche: 50-000,03/07/22, 


S_ Reportable occurrences, LERs b related correspondence 


0307220236 LER B3-009/0 1 T-0: on 830630, i so 1 a tion valve, to core spray 
discharge pressure switches PS-2-1462C b PS-2-1462D for 
automatic depressuri lation sys low pressure pomp running 
permissive found Isolated b sealed W/030712 Itr. 

L I-HOU, H. j. KALIVI ANAHIS, N. Commonwealth Edison Co. 03/07/32, 
KEPPLER. J. Region 3* Office of Director. 4pp 196B4 - 207 
F l Che: 50-263, B3/07/12, 9307220238, 


24 X 


0307220446 Part 21 repfc re possi 
turnbucHs b top plate assembJ 
failures or complaints registe 
list of springs identified for 
LUKA, T J. Elcen Metal Produc 
3« Office of Director. 26pp. 
0307220446, 


tie discrepancy In variable springs in 
ies bolt interface. No recorded 
red against subj pr od uc t s . Enc 1 
Comm Ed only. 

ts Co. 03/07/15 KEPPLER, J. 0, Region 
19606:086 24X F U h e : 50-000, 93/07/1 3, 


DOCKET 50-266 POINT BEACH Nl/CLEAR PLANT, UNIT 1 
F. Security, medical, emergency !< fire protection plans 


8307110339 Releases public version of revised emergency plan 
implementing procedures. 

FELTON, J. M. Division of Rules and Records 03/06/24. Document 
Management Branch. Ip, 19304:262. 24X Fiche : 50-266, 83/06/24, 

8307110339. 


0307110343 Forwards public version of revised emergency plan 
implementing procedure*,, including Procedures EPIP 1,3 re 
estimation of iooTCe term b BP IP 1.4 re radiological dose 
evaluation. Receipt form end. 

FAV*C.U. i KNCftR, J. E, Wisconsin Electric Power Co. 83/06/15. 
DENTON, H. R r Office of Nuclear Reactor Regulation, Director. 
CLARK, fi. A, Operating Reactors Branch 3. 3pp. S 9304: 263 24X 

Fiche : 5Q-266, 03/06/34, B307UQ339 


0 Adjudicatory correspondence 


0307120349 Memorandum b order requesting NRC assessment of eddy current 
testing techniques to ensure early detection b repair of 
significant degradation. 

SHOEMAKER, C, J. Atomic Safety and Licensing Appeal Panel. B3/07/08. 

Office of the Eiecutive Legal Director 4pp. 19432:133. 24X 

Fiche: 30-266, 83/07/08, 0307120543 


0307120307 Order extending time until 030807 for Commission to act to 
review ALAB-719. 

CHILH.B. J. Office of the Secretary of the Commission. 03/07/08. 
Commissioners, lp. 19432:141. 24X Fl c h e : 50-266, 03/07/08. 

0307120597 


0307100176 Notifies of VR Harding employment at law firm per 
Disciplinary Rule 9-102 Harding will not participate in any 
case currently pending before NRC. 

RIDOWAY, D. A, Shaw, Pittman, Potts b Trowbridge. 83/07/13, 

MOORE, T. 3 , JOHNSON, W. R. , GDTCHY, R. L. Atomic Safety and Licensing 
Appeal Panel. lp. 19553:069. 24X Fic h e : 50-266, 83/07/ 1 3, 83071801 76. 


--03Q7 1BQ 1 83 Notifies of author employment at law firm per Disciplinary 
Rule 9-102. Author will not participate in any case currently 
pending before NRC. 

HARDING, V, R. Bhaui, Pittman, Potts 6 Trowbridge. 03/07/13. 

MOORE, T. S. , JOHNSON, W. R. , COTCHY, R.L. Atomic Safety and Licensing 
Appeal Panel, 3pp. 19353:069. 24X F i cha : 30-266, 03/07/ 13, 

B3071B0176. 


0307100200 Notifies of VR Harding employment at law firm per 
Disciplinary Rule 9-102. Har d i ng will not participate in any 
case currently pending before NRC. 

R IDGWAY, D A. Shaw, Pittman, Potts V Trowbridge. RIDGWAY, D. A. 
Wisconsin Electric Power Co 83/07/13. MQQRE, T. S. , JOHNSON, W, R. * 
OOTCHY, R.L. Atomic Safety and Licensing Appeal Panel. lp. 
19555:141. 24 X F 1c h e : 50-266, 03/07/ 13 , 8307100200. 


0307180205 Notifies of author employment at law firm per Disciplinary 
Rule 9-102, Author will not participate in any case currently 
pending before NRC . 

HARDING, R. &haw, Pittman, Pott* 8, Trowbridge. 83/07/13. 

MOORE. T. 8. * JOHNSON, U. P. , GQTCHY, R.L. Atomic Safety and Licensing 
Appeal Panel. 4pp. 19555 142. 24 X F i Che ; 30-266, 83/07/ 13, 

0307 100200. 


3307100218 Inform* that VR Har d ing , formerly of GELD, wi 1 1 be 
associate In law firm general corporate pract ic a. Hard ing 
will not participate In any cases now pending before NRC, 

R IDGWAYr D A. Shaw, Ptttmani Pott* b Trowbridge. 83/07/13. NRC - 
No Detailed Affiliation Given 2pp. 19355:101. 24X 

Fiche: 30-266, 83/07/13, 8307100218. 


8307100229 Informs that author will be associate In law firm general 
corporate practice & will not participate in any cases now 
pending before NRC. Cer ti f i cate of 3ve end. 

HARDING, V. R„ Shaw, Pittman, Potts b Trowbridge. 03/07/13. NRC 
- No Detailed Affiliation Given, 4pp. 19555:102. 24X 

Fiche - 50-266. 83/07/13, 83071 B02 19. 


B3O711O340 Public version of revised emergency plan implementing 
p rocedures, Inc lud ing Procedures EPIP 1.3 re estimation of 
source term b EPIP 1.4 re radiological dose evaluation. 

* Wisconsin Electric Power Co, 03/03/27. 64pp 19304- 266 
F 1 c h * . 5 0-266, 03/06/24 , 8307 1 1 0339. 


24 X 


8307110490 Act receipt of 830620 Itr amending B3012I ltr Informing NRC 
of steps taken to correct violation* noted in, IE Jnsp fiepts 
50-266/82-17 t< 30-301/82-17. 

SPE5SARD. R. L, Division qp Engineering, 03/07/06, BTJRNSTEIN, S. 
Wisconsin Electric Power Co Ip. 19300:169. 24X 

Fiche; 30-266, 83/07/06, 03071 10400, 


K. Utility Final Safety Analysis Report IFSAR) b amends 


8307260439 Forwards Rev 1 to updated F5AR. 

FAY, C. W, Wisconsin Electric Power Co. 83/07/18. DENTON, H. R. 

Office of Nuclear Reactor Regulation. Director. lp, 1977B’ 320 24X 

Fiche: 30-266, 03/07/18, 8307260439. 


— 0307270302 Rev 1 to updated FSAR. 

* Wisconsin Electric Power Co. 83/06/30, 436pp. 1977B: 329. 24X 

Fiche: 30-266, 03/07/18, B3O7260439. 


83071104B7 Sup p | * response to NRC 821130 Itr re violations noted 
in IE Insp Rep ts 50-266/02-17 b 30-30 1 /02-17. Correc tive 
ac t I ons- transient combustible control procedure developed, 
however implementation delayed until 030930. 

FAY,C. W. Wisconsin- Electric Power Co. 03/06/28. KEPPLEfl, J. 0 
Region 3, Office of Director. 3pp, 19300:170. 24X 

Fiche; 50-266, 83/0 7/06, 0307110480, 


8307S&0333 Itemlit* c lar if tea 1 1 bn of end to 830428 ltr re request for 
App R fire protection exemptions! including revised 

ti°n of proposed plant mod* to Fire Zones 1-4 

Wisconsin Electric Power Co, 83/07/20, DENTON, H. R 
Office of Nuclear Reactor Regulation, Director CLARK, R, A. 

Operating Reactor* Branch 3 2pp. 19726:090 24X 

Fiche: 3D -266* 83/07/20. 0 307260333 


P, Operating license stags documents b correspondence 


0306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants for QLs b holders of CPs for Westinghouse PWRs 
re safety evaluation of "Emergency Response Guidelines." 

Svc list end. 

EISENHUT, D, O Division of Licensing. 93/06/03. Yankee Atomic 
Electric Co 10pp. 19563:116 24 X F i c h e ; 30-000, B3/06/03, 

8306060070. 


8307070021 Advises that Installation b cailbr of SA-ll monitor* 
complete b monitors fully operational per TMI Item II, F. 1. 1. 
Integration of instruments into other plant operating b 
emergency procedure* b operator training incomplete. 

FAViC. tf Wisconsin Electric Power Co. 83/06/29. DENTGN, H. R. 
□ fflcs of Nuclear Reactor Regulation, Director. CLARK, R. A. 
Operating Reactors Branch 3. 2pp. 19293:232. 24X 

Fiche: 50-266, 83/06/K9, B307070021 . 



DOCKETED ITEMS 


57 


03070701 13 Informs of no significant changes to electrical distribution 
ays described in FSAR which would affect degree of 
conformance w/GDC- 1 7 Ava i i ab 1 e info adequate to determine 
intent of GDC-17 re offsite power distribution sys. 

FAY. C W Wisconsin Electric Power Co 83/06/30 DENTON. H. R . 

Office of Nuclear Reactor Regulation. Director. CLARK* R A. 

Operating Reactors Branch 3 Ip 19294:094. 24X 

Fiche: 30-266, 03/06/30. B307070U3 


8307130393 Forward* for review & comments, "Control of Heavy Loads 
< C — 1 0 > . Point Beach Units 1 b 2, " updated draft technical 
evaluation rept 

CLARK. R. A Operating Reactors Branch 3 83/06/30 FAY, C. W 

Wisconsin Electric Power Co. 2pp. 19340:103. 24X 

Fiche: 30-266, 03/06/30, 0307130393 


— 0307070582 ’’Control of Heavy Loads (C-1Q), Point Beach Nuclear Plants 
Units L ?< 2," draft final technical evaluation rept, 

BONBEROER, C. * AHMED* N. Franklin Institute/Franklin Research 
Center. NRC-03-81 - 130 TER“C55O6*302/383 DR 83/06/17. 

SINGH, A., CHAN, T. NRC - No Detailed Affiliation Given. 56pp. 
19340:105 24X Fiche: 50-266, 83/06/30, 0307130395. 


0306270397 Generic Ltr 83-26 to all applicants for QLs b holder* of 
CP* for power reactors re clarification of surveillance 
requirements for diesel fuel i mp ur i ty . Svc list encl, 

EtSENHUT, D, G. Division of Licensing 03/07/03. Consolidated 
Edison Co. of New York, Inc. t6pp. 19390:317. 24X 

Fiche: 30-000* 83/07/05, 0306270397. 


8307120364 Mod to application to amend License OPR-24 consisting of 
Tech Spec Change Request 70 re steam generator repair/ 
rep lac ement. 

FAY, C. W. Wisconsin Electric Power Co 03/07/03 DENTON* H. R 
Office of Nuclear Reactor Regulation, Director. CLARK* R. A. 
Operating Reactors Branch 3. 2pp. 19429:096 24X 

Fiche: SO-266* 03/07/05, 0307120364 


— 0307120369 Proposed Tech Spec re repair/replacement of steam 
generators. 

» Wisconsin Electric Power Co 03/07/05 3pp 19429:098. 24X 

Fiche: 50-266, 03/07/05, 8307120364 


8307060329 Generic Ltr B3-27 to all licensees b applicants for 
operating power reactor* k holder* nf CPs For power reactors 
re surveillance intervals in STS. Svc list encl. 

E ISENHUT , D. 0, Division of Licensing. 03/07/06. Consolidated 
Edison Co of New York, Inc. 16pp 19669:234. 24X 

Fiche 50-000, 03/07/06, 0307060329 


8307250157 Confirms B30627 telcon re result* of heat balance 
calculations of containment atmosphere temp calculations. 
Post-accident containment sampling procedure will be 
modified to include 10 minute sampling period. 

FAY. C.W Wisconsin Electric Power Co. 83/07/L2. DENTON, H. R. 
Office of Nuclear Reactor Regulation* Director, CLARK, R. A. 
Operating Reactors Branch 3. 2pp. 19706:108. 24X 

Fiche: 30-266,83/07/12, 0307230137 


8307220356 Forward* "Nuclear Environ Qualification Test Program an 
Foxboro N-E10 Series Pressure Transmitters," Vols I — 1 1 1 . 

Results should be reviewed per qua 1 i f icat ion requirements of 
NUREG-058B b 10CFR5Q.49, 

FAY, C.W. Wisconsin Electric Power Co. 03/07/15. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director, NOONAN, V S. 
Equipment Qualification Branch. 2pp. 19676:120. 24X 

Fiche- 50-266, 33/07/13, 0307220336 


— 0307220359 "Nuclear Environ Qualification Test Program on Forboro N-ElO 
Series Pressure Transmitters," Vols I — I II, 

GAMBLIN, L. , JOHNSON, F R , ROBERTS, W. B. Wy 1 c Labor a tor i e i. 

45392-4 83/05/10. 1620pp. 19676:123. 24X FI cha : 50-266, 

83/07/15,0307220356. 


8307270027 Forwards DES (NUREG-1011) re steam generator repair & notice 
of availabl 1 ity. Comments due within 49 days following FR 
pub 1 lcation. W/o DES 

CLARK, R. A. Operating Reactors Branch 3. 03/07/13. Wisconsin, 

Univ. of, Green Day. 1 P . 19811:201 24X Fiche: 50-266, 03/07/15. 

0307270027. 


—0307270030 Notice of availability of DES (NUREG-1011) r* steam 
generator repair, 

CLARK, R. A. Operating Reactors Branch 3. 03/07/15. 7pp. 

1901 1:202, 24 X F i c he : 50-266, 83/07/ 1 3, 0307270027. 


0307270245 Forwards DES (NUREO-lOil) b re repair of steam generator* & 
notice of ava i 1 ab i 1 1 ty , DES not end. 

CLARK- R. A Operating Reactor* Branch 3. 83/07/13. FAY, C. W. 

Wisconsin Electric Power Co. 3pp 19812:013. 24X 

Fiche : 30-266, 03/07/13, 0307270243 


0307270333 Forwards DE8 (NUREG-lOlH re steam generator ropa ir, not i c e 
of availability & request for comment* by interested 
persons Notice of availability only encl. 

CLARK, R. A, Operating Reactors Branch 3. 03/07/15. PERRIN, S, 

Environmental Protection Agency. 2pp. 19012:000. 24X 

Fiche: 50 - 266 * 83/07/13, 8307270333. 


8307130226 Requests extension until 030930 to complete response to 
questions from 820602 l 03 meeting* re development of final 
radiological effluent Tech Specs submittal using meeting 
summary b draft Rev 3 to NUREG-0472 a* guidance. 

FAY* C.W Wisconsin Electric Power Co. 83/07/06 DENTON, H. R. 
Office of Nuclear Reactor Regulation* Director. CLARK, R. A, 
Operating Reactors Branch 3 2pp. 19473:200 24X 

Fiche: 30-266, 03/07/06, 0307130226 


0307130220 Provide* correction to Table 1.8-1. Item 13 of 030610 rev to 
Section IB of updated F8AR re GA p rog ram, C omm i ts to follow 
Reg Guide 1 . 1 46 for audits of In-plant activities per 
Generic Ltr 81-01 

FAY, C.W. Wisconsin Electric Power Co, 83/07/07. KEPPLER, J, G 
Region 3, Office of Director. ip 19474:346. 24X 

Fiche: 30-266* 03/07/07, 0307130220. 


0307290464 Forward* safety evaluation re steam generator major 
component rep 1 at ement. NRC environ review in progress. 

CLARK, R A. Operating Reactor* Branch 3. 83/07/15. FAY* C. W. 

Wisconsin Electric Power Co. 2pp 19856:320, 24X 

Fiche: 30-266, 03/07/19, 0307290464. 


— 0307290469 Safety evaluation re steam generator major component 
rep lacement. 

* Office of Nuclear Reactor Regulation, Director. 83/07/15, 
30p p 19896:322. 34X Fiche: 50-266, 83/07/15, 0307290464. 


8307250323 DRAFT ENVIRONMENTAL STATEMENT RELATED TO STEAM GENERATOR 
REPAIR AT THE POINT BEACH NUCLEAR PLANT UNIT ND. 1. 

Docket No 50-266. (Wisconsin Electric Power Company) 

COLBURN, T, G, Division of Licensing. NUREG-1011. 83/07/31. 43pp, 

19725:284 24X Fi che: 30-266, 83/07/31* 8307250323. 


0307140260 Forwards responses, per 830706 b 0623 requests for further 
technical ?< economic info, re replacement of steam 
generator s. Conf Irma tlon that listed documents provided to 
NRC during 830623 meeting provided 

FAY, C.W. Wisconsin Electric Power Co 03/07/07. DENTON. H. R. 
Office of Nuclear Reactor Regulation* Director. CLARK* R. A. 
Operating Reactors Branch 3, 19pp. 19524:001. 24X 

Fiche: 50-266, 03/07/07* 0307140260. 


G. Inspection reports, IE Bulletin* b correspondence 


83071B0044 Forwards IE Insp Rept* 50-266/B3-0B b 30-301/03-08 
030509-11 b 0609 b notice of violation, 

PAPER IELLO* C. J. Region 3, Office of Director. 03/07/01. 
BURSTE IN* S. Wisconsin Electric Power Co. 2pp. 19560:234. 
Fiche: 50-266, B3/07/01* 0307180044. 


— 0307140268 "Present Status b Projected Future Progression of Steam 
Generator Tube Corros ion/Degradafc l on at Point Beach Unit 1, 
Wisconsin Electric Power Co* Two Creeks.WI." 

MYERS, J. R. JRM Associate*. 03/06/08. 37pp 19524:020. 24X 

Fiche 50-266, 03/07/07, 8307140260. 


0307000169 Generic Ltr 03-20 to all licensees of operating reactors, 
applicant* for QL U holder* of CPs re required actions based 
on generic implications of Salem ATMS events. Svc list encl. 

E ISENHUT , D. G. Division of Licensing. 03/07/00 Consolidated 
Edison Co of New York* Inc 30pp, 19669:269. 24X 

Fiche 50-000* 83/07/08, 8307000169 


— 83071B0045 Notice 
PAPER IELLO, C. J. 
19560:236. 24X 


of violation from insp on 830509-11 0609. 

Region 3, Office of Director. 63/06/30. 2pp, 
Fiche: 50-266, 83/07/01, B307180044. 


—0307100047 IE Insp Repts 50-266/03-00 b 30-301/83-00 on 030509-1 1 b 
0609. Noncomp 1 lance noted: fai lure to collect air samples on 
030331 during reactor vessel head removal b cavity flood 
operations b to install 8A-11 main steam line monitors. 

LQVENDALE* P, C. „ GREGER, L. R. Region 3, Office of Director. 

03/06/30. Spp 19560:230 24X Fiche: 50-266* 63/07/01, 8307100044. 


83071 10480 Ack receipt oF 030628 1 tT amending 030121 ltr informing NRC 
of steps taken to correct violations noted In IE In«p Repts 
30-266/02-17 b 50-301/82-17. 

SPESSARD, R. L. Division of Engineering. 03/07/06, DURNSTE1N, S. 
Wisconsin Electric Power Co Ip, 19380: 169. 24X 

Fiche: 90-266*03/07/06, 8307110400. 
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to NRC 621130 ltr re violation* noted 

FAV.C H. 3?pi 19330: 170. #« 

f" t { t?90-s*** aa/oT/ot. 8307 1 loteo. 

. m tic. 33-46, -Coemoo «... V.W. W"'” D,srad ' 

e3 ^^upci»e«. : ; o s P;VE s6-^- 

»/«m 4t PJ =;r^rl3,07/n, 330637040.. 

York, Inc 154pp 

— ..FailuT. of Hydraulic Souti6er» a. 

a «n»"i^.sur ot 

S^ D ^^ 1 ^ 63 e 51 S 7,, ^ X Fl ^nii^:a3%7”S.3306«0404. 

"K!SS,S KS»"S“.5 

0307250371 Ack receipt 7 f B 3050 fe ltr * ‘ 30 - 266 / 33-03 fc 
cocr.ct vtoUtloo. •»*•« « t u.J « 5 ,»t fc M**'"!*::'”" 

HINO.O.A S,^iUmS SiK™5‘»«« trUP, " ,T 
Uh. "^^«/i>7/M- 330725037. 

„. opo.ot.o, 


B3O7150066 Monthly °P%fU"?lc'poo.r 
,. v r U Wi-*con*ln tiecvnt >■ 

R .actor Relation. Direct 


->• ^■■ysr”s<:5,- 

1934B; IB7. 24* 


Pici“ M-266. M/07/07, 3307 .90066. 


Co 

tor 


9pp- 


DOCKET =0-367 FORr^T^VRAni^OCOEAB^OE^OAT^^T^Ofl 

«•>* — „ 

Hencoop Ivan, a noted f Director. 33/06716. LEEiD. 

MADSEN, 0. O- Be ? lon J' c “"«;o SPP. MX 

p'ich^ 30-267^83/06/16, 6307270137 

n^nai 8-22 No noncomp 1 ianc « 

— 630727014 1 IE Insp R'pt .« u^lUen.err ad i at i°n P r “tectl“^ 

"nclut^r^ran.lncludln, ™4t .on.r.l.,e«po.or. n « rijmB , 

8307290137. 

ii, S2-33 re emergency 

8307360216 Clarifies B304 14 d isplay W*J* F 

I"5n%7 a iiU^^ntat.nn, control 

ac tlv * k lea dll be cm;!. ted b; J foerth Dec COLUNS, J. T. . 

qreYi H- v jNhiu ■"Sm.S o. , J|5«SJ. if- «"»:»«. 24X 

FU6f90-267!e3/07/0 5 , 3307260218. 

8307260333 Forwards controlrocnda.l9nr«^e^F' , ' ri 7 3 p iiI1 t 1( , 

::,ssr*rs a»si; ".2U «».<!.. «»*•«•* - 

830414 ltr. c 0 p Colorado B3/07/13. CDLUN3. J. T. 

BREV.H.1-. Public Service Co . of l9726: 0il. 24X 

K!ir^i55o5J.£SJ5S«S' 


—0307260343 "Control B °°”' ^’colorado^^aS/o’/lS. 53pp. 
^/Filde: 50-267* 33707713, 3307260338. 


19726; 012. 


Insurance 8< ind amni iy ^Inform* tUn 


„p lnYeot I gation of clreuFatanc.a 
«107190103 Discusses results ll/10 cFR30. 341W) re property 
^surround tog -til c.npl U^O »*“ “ 

aS»fc»E&rer.*sr jt~ 

?u! C B e W-267?B3/07/07. 8307190103. 

of 10 CFR 50 . » 41 W) re 

ss '™ ~ 

Ftchef 50-267* B3707/07, 8307130133 
, operating ” 

^ ^ |iivolvlna NSHC U.uad tine. 

8307110616 Monthly notice a 

ST-* ' 

e am.nds to OLs involving NBHC. 

U F^I^: 5 O- 000 P 837 il/ .=, 8307180446 . 

■ . n» - involving NBHC. 

-9307190001 Monthly notice of * h 3 . 83/06/07. 13PP- 

" 3 49. ?r X r p“ be-"“^” 3 ” 06 ' 19 ' “ Q7ia0,4i ' 

B3O7O 60256 AdYlaoa that receipt progr.a.ed^a Inc Id.nt, per 330620 

»on 0 . 8 .» R Public B --“„* 0 f Dl ^ct^° ra if'. 19239: 291. 24* 

Flchi N 50-267, 83/06720, 83070602=6. 

a * 9 « rt p BS «#d «J/o Incident per 830622 
8307060244 Advlaea that matl ret. P Ba/ 0 6/22 

£»'» » R 0 PM c a*of °81r actor 0 ** Ip' 19239:274. 24* 

1^50-267' 83706722 4 B307060244. 

, e «nr review of 830320 application to 
9307030069 Forwards payment of • 

aa.nd T.ch Bp.c B.ctien. 4 . S^S; 3 ^ Co|or , d a 3 / 0 b/ 23 . 

MAnEMBOURQ.D P" 1 “ 3 0( , lc0 of Director. 2pP- 19220. 

C F ^"1o-2l7,8 R 37Si? n 23?83 0 o5o30069. 

notice of consideration of 

s;?-?; “ Ta^gr'We.. 

MADSEN, 0 . L. «f 9 i0 % 4 ' spp 19252 : 240 . 24 X 

FI Che ^30-267*83706/28, 8307060132. 

.lipanti for OUs holders of 

8306270397 Generic *; 3 ^ 6 c urt f ica t i on of surveillance 

^ 5 u!?amSStrfSr“dlessl ^S/oi/OS*"* Consol id.t.d 

eiSENHUTfD.O, niv ^J n j^ c L lbp9 19390 : 317 . 24 X 

^:*h:-5O-O0S: Q 37^O^D30627O3,7 PP 

0307060329 Generic LtT J lulW irS?s*fo? power reactors 

EISENHUT. D. G. Inc 1 16PP- 3 19669:234 . 24X 

f Iche^ 50-000^83707/06, 0307060329 
8307080169 ^^.‘^“cP.'te'rlau’reli «]{*"* 

r;in:ri: -u:.tr ^jss 

EISENHUT, D.O Dlv '“°'' ?L L "Spp 19669 : 269 . 24 X 

FlchP^* 50 - 00 of 83 / 07 / 00 , 8307080! 69 

0307180273 Forward. .tpolnt. f « ?at5n S o° n rSviiw of 

a5S , jtt::Ks , K 9 -^0, ««/«,. — 

MADSEN, O.U. "•J 10 " J* 6 PP W 336 : 162 . 

^?::*3 8 o:2^B3%7/?t,^?^«73. 


8307260494 Advlaea that 030328 > ^ 

-» ««■»* 

in needless addl Cet af Colorado. 83/06/30. Office 

WAflEMBOUROtD. W. Service • t 9733:352 24X 

_ t iko Stcretary of the Comihisaion. 

F Ich*^ 30-267, 83/06/30, 8307760494. 


24X 
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8307190156 Discusses status of facility licensing ac tions. Cons iderab le 
amount of time devoted to Suppl 1 to NUREG-Q737 during 
last reporting period. 

WAGNER, P. C. Region 4, Office of Director. 03/07/11. MADSEN. G. L. 
Region 4i Office of Director. 2pp. 19636:256. 24X 

Fiche; 50-267, 03/07/1 1, 8307190136 


Q. Inspection reports, IE Bulletins & correspondence 


8307120235 Forwards IE insp Rept 50-267/03-06 on 030220-0304 No 
noncomp 1 lance noted. 

MADSEN, O. L. Region 4, Office of Director. 03/05/23. LEE, 0. R 
Public Service Co. of Colorado. 2pp 19419:343. 24X 

Fiche: 30-267. 03/03/23, 0307 1 20233. 


—8307120239 IE Insp Rept 30-267/83-06 on 83022B-0304. No noncomp 1 1 ant e 
noted. Major areas ins pec tad : radwaste program, inc 1 ud ing 
Liquid t* gaseous radioactive effluent releases, records St 
rapts of radioactive effluent St solid radwaste. 

HOLLEV, W. L. , MURRAY, D. , WESTERMAN, T. F. Region 4, Office of 
Director. 83/03/13, 13pp 19419:345. 24X Ficho: 30-267, 03/05/23, 

8307120233. 


0307120400 Responds to IE Bulletin 83-03 re check valve failures in raw 
water cooling eys of diesel genera tor s. Proc ad ur es 
incorporated into annual preventive maint program, No check 
valves in discharge sy* meeting bulletin criteria 

LEE, O. R. Public Service Co. of Colorado 03/06/00. COLLINS, J. T. 
Region 4, Office of Director. 4pp. 19429:339. 24X 

Fiche: 30-267, 83/06/00. 8307120400. 


8307030119 Forwards IE Insp Rept 50-267/03-12 on 830516-20 fc notice 
of violation. 

MADSEN. 0. L. Region 4, Office of Director. 03/06/16. LEE, □ fl. 
Public Service Co. of Colorado 2pp. 19220:033 24X 

Fiche: 30-267, 03/06/16. B3070301 19. 


—0307030121 Notice of violation from insp on 030516-20. 

* Region 4. Office of Director. 03/06/16. 2pp. 19220:037. 24X 

Fiche: 30-267, 03/06/16, 8307050119. 


—8307030129 IE Insp Rept 50-267/03-12 on 030516-20. None omp 1 i anc e 
noted: fal lure to follow Procedure SR5. 4. 3-M, failure to 
review access control procedures 5 < failure to follow 
Procedure Q-13. 

REDANO, R. T. . MCCRAY, 8. L. , WESTERMAN, T. F. Region 4, Office of 
Director. 03/06/14. 13pp. 19220:039, 24X Fi c h a : 30-267, 83/06/ 16, 

8307030119. 


8307290137 Forwards IE Insp Rept 50-267/03-11 on 830410-22. No 
noncompliance noted. 

MADSEN, G. L Region 4, Office of Director. 83/06/16. LEE, 0. R. 
Public Service Co. of Colorado. 2pp. 19021:061. 24X 

Fiche: 30-267, 03/06/16, 8307290137. 


—0307290141 IE Insp Rept 30-267/03-11 on 830418-22. No noncomp liance 
noted. Major areas inspected: 1 icensee radiation protection 
operation program, inc lud ing mgt c ontrols, exposure control, 
respiratory protection program h health physics instruments, 
W1LB0RN, L. » MURRAY, 0, , WEBTERMAN, T. F. Region 4, Office of 
Director. 03/06/08, 13pp. 19021:063. 24X F i c he : 30-267, 03/06/ i 6, 

8307290137. 


0307 130 133 Forwards IE Insp Rept 30-267/03-13 on 030301-31 & notice of 
violation. 

MADSENrO. L. Region 4, Office of Director. 83/06/24 LEE, □. R. 
Public Service Co. of Colorado 2pp 19335:213 24X 

Fiche: 30-267, 03/06/24, 8307130133. 


—8307130135 Notice of violation from insp on 830301-31, 

* Region 4, Office of Director. 83/06/24. 2pp. 19333:213 24X 

Fiche: 30-267, 83/06/24, 8307150133. 


— B3071S0140 IE Insp Rept 50-267/03-15 on 830501-31. Noncomp 1 lance noted: 
failure to follow preventative maint procedures on emergency 
diesel generator breakers. 

DICKERSON, M. W. , PLUMLEE, 0. L. , WESTERMAN, T. F. Region 4, Office of 
Director. 03/06/16. 13pp. 19533:217, 24X Fich e : 50-267, 83/06/24, 

0307130133. 


8307140157 Forwards response to IE Bulletin 83-03, ‘'Check Valve 
Failures in Raw Water Cooling Sys of Diesel Generators," 
for reproduction & distribution. 

WAREMBOURG, D. Public Service Co, of Colorado. 83/06/27. NRC - No 
Detailed Affiliation Given. Ip. 19314:234. 24X 

Fiche: 30-267, 83/06/27, 8307140157. 


8307120390 Ac k receipt of 830607 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-267/83-09, 

MADSEN, 0. L. Region 4, Office of Director. 83/06/28. LEE, 0. R. 
Public Service Co. of Colorado. Ip. 19426:314. 24X 

Fiche: 30-267, 83/06/20, 8307120390. 


0306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list end 
JORDAN, E. L. Division of Emergency Preparedness ty Engineering 
Response (Post 830103). 83/07/11 Consolidated Edison Co. of New 

York, Inc. 154pp. 19363:293 24X Fiche: 50-000, 83/07/ U, 0306270401. 


0306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN, EL. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/07/12. Consolidated Edison Co. of New 

York, Inc 14|pp. 19563:153 24X F i ch e ; 30-000. 83/07/ 12, 0306270404. 


0307230390 Responds to NRC 030616 ltr re violations noted in IE Insp 
Rept 50-267/83-12. Correc tive act i ons : responsibi 1 1 ty for 
recording temps in warehouses assigned to senior 
storekeeper. 

WAREMBOURG, D. W. Public Service Co. of Colorado. 03/07/13. 

COLLINS, J. T. Region 4, Office of Director. 3pp. 19705:140. 24X 

Fiche: 50-367, S3/07/13. 0307230398. 


8306270406 IE Info Notice 03-48, "Gaseous Effluent Releases of 
Radioactive 1-125 * 1-131 in Excess of NRC Limits." Svt list 
enc 1. 

TAYLOR, J. M. Division of QA, Safeguards S< Inspection Programs (Post 
830103), 83/07/14. Consolidated Edison Co. of New York, Inc. 

t t4pp , 19715:270 24X Fi c h * : 50-000, 03/07/ 1 4, 8306270406. 


R. Periodic operating reports k related correspondence 


8307050002 Forwards "Fort St Vrain Initial Approach to Power Tests 
(D-Series), " Interim Startup Rept 27 far 030223-0322. 

WAREMBDURG. D, Public Service Co of Colorado. B3/06/21. 

COLLINS, J. T, Region 4, Qffica of Director. ip. 19192:121. 24X 

Fiche: 30-267, 83/06/21 , B3Q703D002. 


— 8307030000 "Fort St Vrain Initial Approach to Power Tests (B-8erles>, 
Interim Startup Rept 27 for 830223-0322. 

* Public Service Co. of Colorado. 03/03/22 10pp. 19192:122. 

24X Fiche: 30-267, 03/06/21,0307050002. 


3. Reportable occurrences, LERs t> related correspondence 


0307010041 Updated LER 00-04 1 /03X -2 : on 000724, one of 12 helium 
circulator seal malfunction pressure differential switches 
discovered w/trtp point outside Tech Spec 1 imits . Caused by 
dirt accumulation in electrical switches. W/830622 ltr. 

WAREMBDURG, D. Public Service Co. of Colorado. 03/06/22. 

COLLINS, J. T. Region 4, Office of Director, Bpp 19169:030. 24X 

Fiche: 50-267, 83/06/22, 030701004 1 


8307030106 Revised LER 83-013/Q3L-1 : on 030309, p has e-to-ground fault at 
unit auxiliary transformer rendered transformer inoperable. 

Caused by arcing of transformer bushing due to leaking 
cooling water tube in isolated phase bus due t. W/830624 ltr. 
WAREMBDURG, D. Public Service Co. of Colorado. 83/06/24. 

COLLINS, J. T. Region 4, Office of Director 6pp 19199:336. 24X 

Fiche: 30-267, 83/06/24, 8307030106. 


8307120087 LER 83-020/03L-0: on 030604, emerg enc y feedwater header supply 
to Loop I helium circulator turbine water drive Isolated & 
bearing water make up pump taken out of svc. Caused by 
flexitallic gasket failure due to normal wear. W/830701 ltr. 

WAREMBOURG, D. Public Service Co. of Colorado. 83/07/01. 

COLLINS, J. T. Region 4, Office of Director. 3pp. 19423:001. 24X 

Fiche: 30-267, 03/07/01,0307120087 


0307190010 LER B3-032/03L-0: on 030610, Class I hydraulic shock 
suppressor found inoperable Censed by faulty rod seal 
allowing gradual loss of operating fluid. Snubber replaced. 
W/S30708 ltr. 

N0VACHEK, F. J. , WAREMBDURG, D, Public Service Co. of Colorado. 
03/07/08 COLLINS, J. T. Region 4. Office of Director. 5pp. 
19633:049 24X F iche: 50-267, B3/O7/O0, 8307190010 


U. Cangresslonal/Ex-ecutive Correspondence 


0307270047 Forwards monthly FR notice of consideration of issuance of 
amends to QLs involving NBHC determination & opportunity 
for hearing, 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
83/06/22. STAFFORD, R. T, , SIMPSON, A. Senate, Environment i Public 
Works. UDALL, M. K House of Rep. , Interior & Insular Affairs. 2pp. 
19011:018 24 X F iche: 30-000, 83/06/22, 8307270047. 


— B307B70050 Monthly notice of consideration of issuance of amend* to OLs 
involving NSHC determination & opportunity for hearing. 

CLARK, R A, Operating Reactors Branch 3. B3/Q6/07. 13pp. 

19011:020. 24X Fiche: 30-000, S3/06/P2, 030737004'?. 
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DOCKET 502*9 OCONEE NUCLEAR STATION. UN I X 1 


f medical. emergency h fire protection plans 


03O7J4OL64 Advises that objectives b s r erijrio For emergency exercise 
scheduled for Apr 1983 discussed w/C Jenn ing». per util 
8301 IS l, 0214 Hrs 

ST0HR. J P Division oF Emergency Preparedness b Materials Safety. 
00/03/29 TUCKER, H S Duke Pouer Co lp 19523:102 24X 

Fiche 30-269, 03/03/2?. 0307140164 


S307M0244 Refers to 030324 conversation re emergency exercise 
training requirements far NRC b contract p er sonne 1 . Tr a t n ing 
4 experience for evaluation team members documented 
STOHR , J P Division of Emergency Preparedness b Materials Safety 
03/03/29 TUCKER, JH 0 Duke Pouer Co 2pp 19323 059 24)( 

Fiehe : 30-269, 63/03/2?. 0307 J 40244 


0307140232 Advises that LASL u-i 1 1 revisit facilities to gather add 1 
info in identifying plant vital areas. per mods to NRC vital 
area analysis programs Safeguards info gathered ui 1 J be 
protected per 10CFR73 21 . 

LEWIS. R C Division of Project & Resident Programs 03/06/29 
TUCKER. H D Duke Power Co lp 19523:043 24 X 

FiChe. 30-269, 83/06/29, 63Q7J40252 


Q30714004B Forwards fees for amends to Licenses OPR-30, DPR-4 7 . DPR- 55 
b HPF-9 re location of emergency operating facility b 
addition of license cor.dittopi for verifying acceptability of 
Model 02 steam generator design mod. r espec tivel u 


pectively. 

Du I e Power Co 83/07/00. DIGGS. H M. License Fee 
Management Branch lp. 19514 227 24X Fiche 50-000. 83/07/00. 


RUTHERFORD. M. A 
Manag ement 
0307140048 


S 3 ?p?J 0:3 ? 0 HBque * U exemption from standby shutdown facility fire 
p Ot sc 1 1 on requirements re iaurc* range monitors b steam 

Pr ! 5 ’ yre ln «*i«ti*fi. per 630608 rule Design meets 
^ n P fljS * ctl0T ' ”1 = 34 Ill.L requirements 
TUCKER. HD Duke Power Co 03/07/15. DENTON. H. R , Office of 

R **‘ toT Rpgulaticn, Director ST0L2.JF Op era t Ing Reactor 
Branch 4 t p p 19701:330 24* Fiche: 50-269, 03/07/15, 0307230300 


— 0307180269 Notice of consideration of issuance of amond to Litonse 
DPR-30 b proposed NfiHC determination & opportunity for 
hearing re Cycle 6 reload 

STGLZi J F Operating Reactors Branch 0. 83/06/27. Opp 

19566:211. 24X F i c h e: 30-269. 03/06/27, 8307 1 B0262. 


0307110226 Advises that info re proposed reactor coolant pump trip 
crt terlon per TMI Action Plan Item M.K 3 5, wi 1 I be provided 
by end of Jul 1903. 

TUCKER. HO. Duke Pouer Co. 03/06/29. DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director. 8T0LZ, J. F. Operating Reactors 
Branch 4. lp. 19380:033 24X Fiche 30-269, 83/06/29. 0307110226. 


B3O7O0O362 Forwards eight ovorsiie d raul ng s, 1 nad ver ten 1 1 y omitted from 
util 030624 response to NRC 830323 request for addl info re 
proposed reracking of spent fuel pool . Aperture cards are 
available in PDR. 

TUCKER, H.D. Duke Power Co. 03/06/30. DENTQN, H. R. Office of 
Nuclear Reactor Regulation, Director. 5T0LZ. J. F. Operating Reactors 
Branch 4 2pp. 19347:246. 24X Fiche: 50-269, 03/06/30, 03O7OQO362, 


B306270397 Generic Ltr 83-26 to all applicants for OLs 6 holders of 
CPs for pouer reactors re clarification of surveillance 
requirements for diesel fuel Impurity 9ve list cncl. 

El EENHUT, D. G. Division of Licensing 83/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp 19390:317. 34X 

Fiche 30-000, 83/07/03, 0306270397 


8307060329 Generic Ltr 83-27 to ail licensees b applicants for 
operating power reactors 6 holders of CPs for power reactors 
re surveillance intervals in STS Svc list end 

EISENHUT, D. G. Oi v 1 s i on of L i c ens 1 ng , 03/07/06. Consolidated 

Edison Co. of New York, Inc, 16pp. 19669-234. 24X 

Fiche: 30-000, 83/07/06, 0307060329 


wawuauiov generic Ltr 83-20 to all licensees of operating reactors, 
applicants for OL b holders of CPs re required actions bated 
on generic implications of Salem ATWS events. Svc list end 
EIGENHUT. D. 0. D i vi s i on o f L l cent ing 03/07/08. Consolidated 
Edison Co of New York, Inc. 3Spp 19669 269 24X 

Fiche: 30-000, 83/07/0B, 8307000169 


B3Q72301Q1 Releases public 
nuclear stations. 

FELTON. J. M Division of 
Management Branch ip 
8307250101 


version of revised crisis ungt plan for • 

Rules and Records 03/07/19 Document 
19737 207. 24 X F i che 50-000, 83/07/19, 


'' 63 sIau"s.W/a3oU e ui 0n RPV ’ tri5iS fflJt pUn # ° r nucle - 

Office I/ S w‘ T UCKE "* H ' B - Duke Power Co 63/06/13 DENTON, H R 
I HlJ tlear Reactor Regulation, Director 127 bd 19737 ^ 

24X Fiche 30-000.03/07/19. 0307250101 PP l ’ 737 2 


03072507 [ 7 Releases public 
implementing procedures 
FELTON. J- n Division of 
Management Branch. | p 
03O723O717. 


version of revised crisis -n>g t plan 


Rules and Record 
19719:314 24 X 


s 83/07/19 Document 
F»ch« 50-000. 83/07/19, 


luppart ° 9 roup <dUr * S 3 3 r ' Iv. * 

Er ai w 

Fiche 50-000, B3/07/19. B3Q72S0717 1 ' 13 2A * 


V 'l r 'cT„V n *1 1 t0 CrlS,S Mst PU " «•»!— ««■"» 

Procedure 5 3 3 II III! ?r0Mp pIan & R »v 5 to 5 

. r ,^, 3 cV ! 

Fithe 50-000, 83/07/ 19, B3O7230717 




3 TUCKE°fN D SAH D*I 8S pouer t Co f Or a3/07/0| Ur, *nc 1,2 1 3 M/ 830i>30 ltr 
Branch 4 200pp. 19290:201 


24* p™"/' Operating Reactors 
54 X Ficha 50-269. 83/07/01 , 0307070007 




correspondent e 



83071002*2 


Fiche 50-269. 83/06/27, 


8:3 & 7 wp?- 9 a Fo y ujard ’ fees f0l> amend* to Licenses OPR-30, DRn-47, DPR-SS 
re . 1 ° c ^ tlon of emergency operating facility b 

Modil D 2 Itnl 1Cen,e C : ndi i Un f0r VBrl ^‘ n 9 acceptability of 
Sn?uLeL« te 3 ener<a,Jor d «»ign mod, respectively. 

RUTHERFORD, N. A Duke Power Co 03/07/08, DIGGS, R, K, License Fee 
SSSJmmm. !P l931 ' ,:227 - 2« Fieh. : 30-000, 03,07/00^ 


r igures 


Of Tables 3.9-35 through 3. 9-30, Table 3 9 
3.9-15 through □. 9-17 

five lead test assemblies w/12 gado 1 1 na-b ear i ng fuel rods to 
?Iyu2?3 H 111 1 / fnf, Withh ^d (ref 10CFR2%9^ , 

rri 0 ,i 5 o R " aCtPr ^ °Di^ctor 3 / 0 8 pi S 1953 S M 23 U' * ' U * ° f 

Fiche: 50 - 269 , 83 / 07 / 12 , 0307150244 ^ 32 . 234 . 24 X 


h4 3 ” *’«*•=«»■ »* rt.i-: 5 SS*U^S>»?? 5 rSai?S«SlSI. Mr “ 

"' S3 "M°j 3 Cv"!:‘e' d pr °‘ , °” d T ' Ch S Mc...uppor t ,n 9 fuH-r.l., p 0W .r 

?u"rs: 8 ^ 7 /?s? TO1 ^ pp ,9634o7B =« 


xs&'zr ----- ^ d i? 


*w«w nape. 


83/07/13. 7pp. 19636:090. 


KKK^V"""** 54 ^ 1 * -. source ran » 8 f,u ‘ 

DIMKEL.R, A, Licensing Branch 4 83 / 07 /ia , , 

33PP 19697 045 Ftch, 5O-000.B3/O77I5.83072MM2!’ 4 
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8307260304 Forwards proposed response dotes to concerns in NRC 830608 
ltr providing approval of proposed wide-range hot Leg level/ 
reactor vessel head monitoring concept for coolant inventory 
tracking w/pumps off. 

TUCKER, H. 3. Duke Power Co. 83/07/18 DENTON. H. R. Office of 
Nuclear Reactor Regulation, Director STQLZ, J F. Operating Reactors 
Branch 4. 6pp 19726:070. 24X F iche : 50-269, 03/07/ 10. 8307260304. 


8307230117 Advises that mods to relief t* safety valve discharge piping 
will be implemented during next refueling outage scheduled 
for early 1983, per 030121 ltr re NUREG-0737. Item II D. 1, 

"Performance Testing of Reactor Relief t. Safety Valves." 

TUCKER. H. B. Duke Pouer Co 03/07/19. DENTON, H R, Office of 
Nuclear Reactor Regulation, Director STQLZ, J. F. Operating Reactors 
Branch 4. Ip. 19706:071. 24X Fiche . 30-269, 83/07/19. 83072301 1 7. 


8307260412 Forwards response to 830309 request for addl info re natural 
circulation cooldown procedures V. supporting analytical 
bases, Natural circulation cooldown unlikely undertaking at 
facility Procedures b training provide appropriate guidance 
TUCKER, H. 3. Duke Power Co, 83/07/19. DENTON, H. R Office of 
Nuclear Reactor Regulation, Director. STOLZ, J. F. Operating Reactors 
Branch 4. 3pp. 19733:138. 24X Fi che : 30-269, 83/07/19, 83072604 12. 


— 8307260417 "Planned Initiation of Natural Circulation b Natural 
Circulation Cooldown." 

* Duke Power Co. 01/12/22. 17pp. 19733: 143. 24X 

Fiche; 30-269, 03/07/19, 8307260412 


G. Inspection reports, IE Bulletins t correspondence 


8307140336 Informs that liquid samples spiked w/rad 1 onuc 1 i d e s will be 
sent to facilities for radiochemical analyses as part of NRC 
confirmatory measurements program Samples should be analyred 
for tr it ium, Sr-89 & 9r-90 content within 60 days. 

LEWIS, R C. Division of Project St Resident Programs. 83/02/07. 
TUCKER* H. B. Duke Power Co. Ip. 19323:120. 24X 

Fiche: 30-000, 03/02/07, 0307140336. 


8303270612 Ac k receipt of 030406 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-269/03-06, 
30-270/03-06 6 30-287/83-06. 

DANCE, H. C. Division of Project S< Resident Programs 83/04/25. 
TUCKER, H. B. Duke Power Co, Ip, 10646 248 24X 

Fiche: 90-269, 03/04/23. 8303270612. 


— 8303270627 Responds to NRC 830307 ltr re violations noted in IE Insp 
Repts 30-269/03-06,30-270/83-06 St 50-287/83-06. Correc t ive 
act ions; c 1 ted door locked closed immediately after being 
found open. 

TUCKER, H. B. Duke Power Co. 03/04/06. O'REILLY, J.P Region 2, 
Office of Director. 2pp. 18646:249 24X Fiche : 30-269, 03/^4/23, 

8303270612, 


—0303270630 Forwards IE Insp Rept 90-269/83-06.30-270/83-06 Sc 
50-287/83-06 on 830U1-0210 * notice of violation 
DANCE, H. C. Division of Project 6 Resident Programs. 03/03/07, 
TUCKER, H. D. Duke Power Co. 2pp 18646:231. 24X 

Fiche: 30-269, B3/04/23, 0305270612 


—8303270636 Notice of violation from insp on 830111-0210. 

« Region 2. Office of Director. 03/03/07 Ip 18646:233. 24X 

Fiche: 30-269, 83/04/23, 8303270612. 


—8303270643 IE Insp Repts 50-269/83-06,30-270/03-06 U 50-287/83-06 on 
0301 1 1-0210. Noncomp 1 lane e noted : unescorted entrance to high 
radiation area, 

BRYANT, J. , FALCONER, D, Region 2. Office of Director 
IONATON IS, A. J. Division of Project b Resident Programs. 83/03/04. 
10pp. 10646:234. 24X FI c h e : 30-269, 83/04/23, 8303270612. 


8307140067 Responds to IE Bulletin 83-03 re check valve failures in 
diesel generator water cooling sys. Valve CCW-284 in standby 
shutdown facility only affected valve per Item 4. Item 5 
response will be submitted within 90 days of checkout. 

TUCKER, H, 0. Duke Power Co 83/06/20, O'REILLY, J. P. Region 2, 
Office of Director. 4pp. 19314:097. 24X F ic h e : 30-269, 03/06/20, 

0307140067. 


9307140026 Forwards IE Insp Repts 30-269/03-13,30-270/83-15 b 
50-207/03-15 on 83041 1-0510. No noncomp 1 lance noted, 

DANCE, H. C. Division of Project b Resident Programs 83/06/22. 
TUCKER, HD. Duke Power Co. 2pp. 19914:196, 24X 

Fiche: 50-269, 03/06/22, 8307140026. 


— 8307140030 IE Insp Repts 30-269/03-15,30-270/83-15 b 30-287/83-15 on 
83041 1-0510. No noncompliance noted. Major areas inspected: 
operations, ma int activities, surveillance b LER review. 

BRYANT, J. , FALCONER, D. Region 2, Office of Director. 

BROWNLEE, V. L. Division of Project & Resident Programs. 03/06/21. 
4p p , 19514: 19B. 24X Fiche: 50-269. 03/06/22, 8307140026. 


8307060275 Responds ta 030602 ltr re violations b proposed imposition 
of civil penalties noted in I£ Insp Repts S0-269/B3- 1 l , 

30-270/83-11 6 50-207/83-11 Corrective ac 1 1 on : pr oc ed u res 
per TMI Item I. C 6 reviewed. 

TUCKER, H. B. Duke Power Co 83/07/01 Director's Office, Office 

of Inspection and Enforcement 21pp 19238:352. 24X 

Fiche 30-269, 83/07/01, S307060273 


0307130263 Forwards revised request for relief from ASME Section XI 
inservice insp requirements (hydrostatic) supplementing 
02)004 request No arjdl license fees provided 

TUCKER, H D. Duke Power Co. 03/07/06. DEN7DN, H. R Office of 
Nuclear Reactor Regulation, Director STOLZ, J. F. Operating Reactors 
Branch 4 2pp 1950B246. 24X Fi che : 30-269, 83/07/06, 0307 130263 


G3D6270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem " Svc list end 
JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 030103). B3/07/11 Consolidated Edison Co of New 

York, Inc 154pp. 19363.293. 24X F i c h p : 50-000, 83/07/ 1 1 , 030627040 1 


0306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid " Svc list end 
JORDAN, 6, L. Division of Emergency Preparedness b Engineering 
Response (Post 030)03). 63/07/12 Consolidated Edison Co. of New 

York, Inc. 1 4 1 p p 1V963: 153. 24X Fiche 50000, S3/07/L2, 030*270404. 


0306270406 IE Info Notice 03-48, "Caseous Effluent Releases of 
Radioactive 1-123 & 1-131 in Excess of NRC Limits. rt Svc list 
encl. 

TAYLOR, J. M. Division of GA. Safeguards b Inspection Programs (Post 
030103). 83/07/14 Consolidated Edison Co of New York, Inc 

114pp. 19713:270. 24X F i che: 30-000, 03/07/14, 0306270406. 


S Reportable occurrences, LERs b related correspondence 


8307120613 LER 83-011/031.-0 on 030525. lockout indication received for 
startup transformer CT3. Cause unknown CT3 energised. 

W/B3D624 Hr. 

PETTY, J.C., TUCKER, H. 0 Duke Power Co. 03/06/24. O'REILLY, J P. 
Region 2, Office of Director 3pp. 19433:014. 24X 

Fiche: 50-269, B3/06/24, 0307120613. 


8307120209 RO: on 030623 , vtsua 1 insp revealed three broken holddown 
springs. Investigation incomplete RO 269/03-13 will be 
submitted by B30721. 

TUCKER, H. B Duke Power Co 83/07/01. Q'ftEILLV, J. P. Region 2, 
Office of Director lp 19424 03B 24X Fiche 90-269, 03/07/01, 

0307120289. 


8307120609 RO: on 030523, fire barrier penetrations found nonfunctional 
Caused by design def 1 c lenc y F (re watch pos ted, pemetra tions 
repaired & procedures revised 

TUCKER, HO. Duke Power Co B3/07/01. 0 'REILLY. J. P. Region 2, 

Office of Director, 2pp. 19433:012. 24X Fiche : 50-269, 83/07/01, 

8307120609. 


0307290054 LER 03-014/0 1 T-0: on 830705. while determining water influx, 
valves ICCW-1 b CCW-8 opened, render mg emergency condenser 
circulating water sys inoperab le. Caused by personnel error 
Valves closed. W/030719 ltr. 

PETTY, J. C , TUCKER, H. B. Duke Power Co. 83/07/19 0 ' REILLY, J. P. 

Region 2, Office of Director. 3pp (9021:010. 24X 

Fiche: 30-269, 03/07/19, 8307290034 


3307290033 LER 83-0 13/0 I T-0 : on 030623, d ur 1 ng video insp of fuel 
assemb 1 ies, three or four broken hold-down springs found 
Caused by component failure due to fatigue induced cracking 
at existing flaw Springs will be replaced. U/B30721 ltr 
PETTY, J. C , TUCKER, H. D. Duka Power Co. 83/07/21. O 'RE ILLY, 0. P. 
Region 2, Office of Director. 4pp 19B15 337. 24X 

Fiche: 50-269, B3/07/21, B3D739Q033. 


DOCKET 90-270 OCONEE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency l>. fite protection plans 


0307140164 Advises that objectives b scenario for emergency exercise 
scheduled for Apr 1903 discussed w/C Jennings, per util 
830110 6 0214 Itrs. 

STOHR, J. P Division of Emergency Preparedness h Materials Safety. 
83/03/29 TUCKER. H, B. Dirke Power Co Ip, 19323:182 24X 

Fiche: 30-269,83/03/29, 8307140164. 


8307140244 Refers to 830324 conversation re emergency exercise 
training requirements for NRC b contract personnel . Tr a in ing 
& experience for evaluation team members documented. 

STOHR, J, P Division of Emergency Preparedness b Materials Safety 
83/03/29. TUCKER, H. D. Duke Power Co 2pp 1 9323: 059. 24X 

Ft che: 30-269. 03/03/29, 0307140244 
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830714035 * Advises that LASL will revisit facilities to gather add! 
info in identifying plant vital areas, per aods to NRC vital 
area analysis programs Safeguards info gathered wit) be 
protected per IQCFR 73 . SI 

LEWIS. R C Division of Project {' Resident Programs 83/0£»/29. 
TUCKER. H G Dole Power Co lp 19523 043. 24X 

Fi c h e S0-2&9, 83/06/29, 8307 1 40252. 


8307060329 Generic Ltr 03-27 to all licensees 4t applicant* for 
operating power reactors & holders of CPs for power reactors 
re surveillance intervals in STS. Svc list end. 

EISENHUT, 0. O, Division of Licensing 83/07/06. Consolidated 
Edison Co of New York, Inc. 16pp. 19669: 234. 24X 

Fichu; 50-000, 83/07/06, 0307060329 


8307140043 Forwards fees for amends to Licenses DPR-38, OPR -47, DPR-53 
& NP.F-9 re location of emergency operating facility 6 
addition of license condition for verifying acceptability of 
Model D? steam generator design mod . resp ec t ivs 1 y . 

RUTHERFORD. N A Ouke Power Co 83/07/00. DIGGS, RM License Pea 
Management Branch. Ip 19514: 227. 24X Fiche 50-000, 83/07/00, 

83071 4 004S 


0307250300 Requests exemption from standby shutdown facility fire 
protection requirements re source range monitors 6 steam 
generator pressure ind i c a 1 1 on, per 830603 rule Design meet* 

10CFR30 App R. Section III G. 3 h. IJ1.L requirements 

TUCKER. H. G Duke Power Co 83/07/15 DENTON. H R Office of 

Hue leaT Reactor Regulation, Director STOLZ, J. F Operating Reactors 

Branch 4 2pp 19701:350. 24X Fit he: 50-269, 83/07/15, 8307230300. 


8307250101 Releases public version of revised crisis mgt plan for 
nuclear stations 

FELTON. J M. Division of Rules and Records B3/07/19. Document 
Management Branch. Ip 19737 287 24* F i ch e : 50-000, 83/07/ 1 9, 

8307230101 


•03072501 1 0 Public version of Rev 9 to crisis mgt plan fm nuclear 
stations. W/030630 ltr. 

VAUGHN, T. S. , TUCKER, H. B. Duke Power Co- S3/Q6/15, EENTQN, H. R. 
Office of Nuclear Reactor Regulation, Director. i27pp 19737 208 
24X Fiche: 50-000, 83/07/19, Q307250101 


B307250717 Releases public version of revised crisis mgt plan 
implementing procedures. 

FELTON, J M Division of Rules and Records. B3/07/19. Document 
Management Branch. tp 19719:314. 24X Fi che : 50-000, 83/07/t9, 


8307080169 Generic Ltr 93-28 to all licensees of operating reactors, 
applicants for OL t< holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list encl, 
EISENHUT, D. G. Division of Licensing. 83/07/0a. Cons o 1 i da t a (I 

Edison Co of New York, Jnc. 38pp. 19669:269. 24X 

F 1 che : 50-000, 03/07/08, 03O7OBO169. 


B3Q714004B Forwards fee* for amends to Li cense* DPR-38, DPR-47, DPR-53 
V. NPF-9 re location of emergency operating facility & 
addition of license condition for verifying acceptability of 
Model D2 steam generator design mod, r espec ti vol y . 

RUTHERFORD, N. A. Duke Power Co. 63/07/08. DIGGS, R. M. License Foe 
Management Branch. lp, 1 9314:227. 24X Fi c he : 90-000, 83/07/08. 

6307140049. 


3307190267 Requests corrections to updated FSAR , c on* 1 * 1 1 ng of deletion 
of Tables 3.9-35 through 3. 9-38. Table 3.9-44 & Figures 
3.9-13 through 3.9-17, 

REAVI8, J Duke Power Co. Q3/07/11. NRC - No Detailed Affiliation 
Given. Ip 19629:275. 24X F i c he : 30-269, 83/07 / i 1 , 8307 1 90267. 


8307230636 Summary of 83D6O0 appeal mooting w/utlls 8, flochtel ro 
standby shutdown sy s monitor* for source range flue ftr steam 
generator pressure. VI euigraphs cncl. 

B IRKEL, R. A, Li censing Branch 4. 83/07/15. Licensing Branch 4, 

32pp. 19697:043. 24 X F i c h U i 30-000, 03/07/ 1 5, 8307220636. 


B307260304 Forwards proposed response date* to concerns in NRC 830600 
ltr providing approval of proposed wide-range hot log level/ 
reactor vessel head monitoring concept for coolant inventory 
tracking w/pumps off. 

TUCKER, H. B. Duke Power Co 83/07/16 DENTON, H R. Office of 
Nuclear Reactor Regulation, Director. STOLZ, J. F, Operating Reactors 
Branch 4. 6pp 19726:070. 24X Ficho: 50-269, 83/07/18, B307260304. 


-8307250730 Forwards public version of Rev 1 fca Crisis Mgt Plan 
Imp ] ement itig Procedure 5. 3 2 re crisis news group plan he 
Rev 5 to Procedure 5 3.3 re admi n 3 * t ra t a v e it logistics 
support group. 

TUCKER, HD. Ouke Power Co 83/05/02 DENTON. HR Office of 
Nuclear Reactor Regulation, Director. 2pp 19719:315 24X 

Fiche 50-000, 83/07/19,8307250717. 


B3072301 1 7 Advises that mads to relief t* safety valve discharge piping 
will be implemented during next refueling outage scheduled 
for early 1983, per 830121 ltr re- NUflEG-0737, I tom II. D 1, 

"Per f ormance Testing of Reactor Relief & Safety Valves." 

TUCKER, HO Duke Power Cd. 03/07/19, DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. STOLZ, J. F, Operating Reactor* 
Branch 4. ip. 19706:071. 24X Fi che: SO-269, 83/07/19, 630725011 7. 


— B307230744 Public version of Rev 1 to 
Procedure 5. 3 2 re crisis news group 
Procedure 5.3.3 re administrative ?„ 

* Ouke Power Co 83/03/16 166pp 

Fiche 30-000, 83/07/19. 6307250717 


Crisis Mgt Plan Implementing 
plan fe flev S to 
logistics support group, 
19719:317 24X 


1 Saf,ffc y Analysis Report (FSAR > abends 


6307260412 Forwards response to 630509 request for add! info re natural 
circulation cooldown procedures & supporting analytical 
bases. Natural circulation cooldown unlikely undertaking at 
procedures b training provide appropriate guidance. 

TUCKER, H. B. Duke Power Co, 83/07/19. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 6T0LZ, J. F, Operating Reactor* 
Branch 4. 5pp 19733:133 24X Fiche: 50-269, 63/07/1 9, 03072604 12. 


83 TUCKER 3 H p SAR D i? 82 p Upddt ! f0r 0con ” Unit ^ 1 ‘ 2 * 3. W/B30630 ltr 
TUCKER, He. Duke Power Co. 03/07/01. DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZ, J. F. Goeratino R^rtn 
ranc 4. 200pp. 19298:231. 24X Fi che 50-269, 83/07/01, 6307070087 


Circulation Cooldown." 

* Duke Power Co, 31/12/22. 17pp. 

Fiche. 50-269, 03/07/ 1 9. 83072604 1 2 


19733: 143, 


Na tural 


d0cumi!n ^ * correspondence 


sar.-rSSr sraE 

D ? 3 / 0 y 30 «„« „ 

Branch 4 2 PP 19347 246 # J ' F Operating Reactors 

PP 1^347 246. 24X Fiche 50-269, 83/06/30,0307080362 

B306270397 Generic Ltr 03-2A §•_ . 

CPs far power reactors 1! app,,c * nt * for* OLs U holders of 

requiremenU for dJesel Le ^ Ca , °2 ° F 5Urv « 4 1 »-nc. 

EISENHUT, D g Division * 1 * mpur 1 ■ Svr l**t end. 

Edison Co. of till ill™ ?nc UC f 2 S,n9 IO S /07/05 Consolidated 

F.ch.: 9 a - 000 . 63 ^ 07 , M, k M 0427039 ? BP 193,0 3,7 2 «* 


r * p0Tt *' rE Bulletins U correspondence 

a3 «nt°t2 4 f«nrtl.! h ?!! U ““! d ’ ampU f w/ratf 1 onuc 1 1 d«« will bo 

sent to facilities for radiochemical analyses as part of NRC 

confirmatory measurements program. Samp les should be analuied 
for tritium* Sr -09 h Sr-90 content within 6D days. U 

TUCKERED D iuJp 1 p n ° f ^ ro}e< : t & " e *‘ d ® nfc Programs, 03/02/07. 
iuuKfc.Fi, H, D. Duke Power Co. Ip. 19525:120. 24X 

Fiche: 50-000, 83/02/07 . 03 07 1 40336. 

S3 ?“ 7 °f! a *'} :«•*<“ ° f 830406 ltr Informing NRC of .top, Ukon to 
i0T15 notod In IE I ns p Repts 50-269/83-06, 

30-270/83-06 *< 50-2B7/83-06 

TUCKEfl H H C B D n V !* 1 2" *< R«7id 9 nt Pro S ra™>5. B3/04/S9, 

FUCKER, H. D Duke Power Co, lp. 18646 248 24X 

Fiche: 50-269, 03/04/23, 0303270612. 

—8303270627 Responds to NRC 630307 ltr re violations noted in IF Tn.« 
Repts 50-269/83-06, 50-270/83-06 * 50-297/03-06 SlrJJctJvi * 

found n op dD ° r lQCkcd c|o5e,d ^mediately after being 

TUCKER, H. B. Duke Power Co. 83/04/06. □ 'RE ILLY, J P 

s 0 6 ^ D, ” ctar ibm4:2 ‘' 9 


DAN?rH S c'°V" 8301 "-*=“> * "«H«. of violation. 

TucKeri H B z ci 'US "rsisrs.T-'ssr- 

Fiche: 50-269, 93/04/25, 8303270612. 


83/03/07. 
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8303270636 Notice of violation from insp on 830111-0210. 

* Region 2, Office of Director. 03/03/07. Ip. 18646 233 24X 

Fiche 30-269, 83/04/23, 0303270612 


DOCKET 30-271 VERMONT YANKEE NUCLEAR POWER STATION 
F— Security , medical, emergency V fire protection plans 


— 8303270643 IE Insp Repts 30-269/03-06,50-270/83-06 8. 30-207/03-06 on 
0301 1 1-0210. Noncomp 1 lance no ta d : unese or t e d entrance to high 
radiation area. 

BRYANT, J. , FALCONER, D. Region 2, Office of Director. 

IONATONIS, A. J. Division of Project & Resident Programs 03/03/04 
10pp. 18646:234, 24X Fiche: 30-269, 03/04/23, 0309270612. 


B3070700SB Forwards Rev 0 to physical security plan. Rev withheld 
(rof 10CFR73. 21). 

SINCLAIR, J. D. Vermont Yankee Nuclear Power Corp. 83/06/16. 
ALLAN, J. M. Region 1, Office of Director. 2pp. 19293-209 24X 

Fiche: 30-271 , 83/06/ 16, 0307070030. 


8307140067 Responds to IE Bulletin 83-03 re check valve failures in 
diesel generator water cooling sys. Valve CCW-204 in standby 
shutdown facility only affected valve per Item 4. Item 5 
response will be submitted within 90 days of checkout. 

TUCKER. M. 0, Duke Power Co. 03/06/20- O'REILLY, J P Region 2, 
Office of Director 4pp. 19314:097. 24X F i c h e : 30-269, 83/06/20. 

8307140067. 


* ------ ■ Iir re temporary Change Notification 03-1 

to physical security plan. Change Sc compensatory measures to 
be applied 030711-13 while temporary change in effect 
acteptab 1 e, 

D 1 1 / 1 ® ion of Engineering S, Technical Programs. 83/07/09, 
MURPHY. W P. Vermont Yankee Nuclear Power Corp 3pp. 19666 092 
24X Fiche : 50-271, 83/07/09, 8307210130 


8307140026 Forwards IE Insp Repts 30-269/83-13,50-270/83-13 & 
30-287/83-13 on 8304 1 1 -0310. No noncompliance noted 
DANCE, H. C. Division of Project it Resident Programs. 93/06/22. 
TUCKER,*!. B, Duke Power Co. 2pp. 19314 196 24X 

Fiche: 30-269, B3/06/22, 0307140026 


■0307140030 IE Insp Repts 50-269/83-13,50-270/83-15 4- 30-287/03-13 on 
83041 1-0310. No noncompliance noted. Major areas inspected: 
operations, maint ac ti vl ties, survei llanc e it LER review 
BRYANT, J., FALCONER, D. Region 2. Office of Director. 

BROWNLEE. V. L. Division of Project 6 Resident Programs. 83/06/21. 
4pp. 19514:198. 24X F 1 ch e ; 30-269, 83/06/22, 8307 1 40026. 


0307060275 Responds to 830602 Itr re violations U proposed imposition 
of civil penalties noted in IE Insp Repts 30-269/03-11, 

30-270/83-11 *, 30-287/03-1 1 . Corrective ac t i on : proc ed ur e s 
per TMI Item I. C. 6 reviewed. 

TUCKERrH. B. Duke Power Co. 03/07/01. Director's Office, Office 
of Inspection and Enforcement. 21pp. 19238' 332 24X 

Fiche: 30-269, 03/07/01 . 0307060273. 


8307130263 Forwards revised request for relief from ABME Section XI 
inservice insp requirements {hydrostatic) supplementing 
021004 request. No addl license fees provided. 

TUCKER, HU. Duke Power Co. 83/07/06. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director 5TCLZ, J. F. Operating Reactors 
Branch 4. 2pp. 19508:246, 24X Fi ch e : 30-269, 83/07/06, B3071 30263. 


- -- r * ~ tiirarming wm, Oh seeps taken to 

correct violation* noted in IE Insp Rept 30-271/83-00. 

Attachment A of Itr will not be placed in PDR per 
10CFR73. 21. 

Tmp!iv T u T D Division of Engineering t* Technical Programs. 83/07/14, 
MURPHY, W. P. Vermont Yankee Nuclear Power Corp. Ip 19675' 177 
24X Fiche: 30-271,03/07/14,0307220393. 


I ixv re Violations noted in IE Ins 
Rept 50-27 1 /03-O8, Re tpons e to violation re security-related 
activities withheld (ref 10CFR73 21), 

MURPHY, W. P. Vermont Yankee Nuclear Power Corp 83/03/29. 

MARTIN, T. T. Region 1, Office of Director. Ip. 19673:170. 24X 

Fiche' 50-271, 03/07/14, B307220393 


K, Utility Final Safety Analysis Report (FSAR ) it amends 


dju,££juhou forwards Rev 1 


«,L> UP 


u cu rimn , 


lenounj cnanges aunng 


820120-B30 120. 

HEIDER,L. H. Vermont Yankee Nuclear Power Corp. 83/07/20. 
™TON,KR. Office of Nuclear Reactor Regulation, Director. Ip. 
19734:212 24X Fic h e : 30-271 , 03/07/20, 83O726O4B0. 


-0307260401 Rev 1 to updated FSAR. 

* Vermont Yankee Nuclear Power Corp. 83/07/20. 201pp 

19734:213. 24X F i che : 30-27 1 , 03/07/20. 0307260400. 


9306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem " Svc list end 
JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 030103). 03/07/11. Consolidated Edison Co. of New 

York, Inc. 134pp. 19363:293. 24X Fiche: 30-000, 03/07/1 1, 0306270401. 


0306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Eve list end. 

JORDAN, F. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 03/07/12, Consolidated Edison Co. of New 

York, Inc. 141pp. 19363:193. 24X Fiche: 50-000, 83/07/12, 8306270404 


8306270406 IE Info Notice 83-48, "Gaseous Effluent Releases of 
Radioactive 1-123 & 1-131 In Excess of NRC Limits " Svc list 
end. 

Division of OA, Safeguards it Inspection Programs (Post 
930103). 83/07/14. Consolidated Edison Co. of New York, Inc. 

114pp. 19713:270. 24X F i c h e : 30-000, 83/07/ 1 4, 8306270406. 


S. Reportable occurrences, LERs related correspondence 


□307120093 LER 83-008/03L-0: on 830531, motor driven emergency feedwater 
pump became inoperable when power removed from circuitry for 
repair of automatic Initiation switch 2PS-3B0 Caused by 
component f ai lur e. Swi tch replaced fc ratal i br. W/B30630 Itr. 

PETTY. J. C. . TUCKER, H. B. Duke Power Co 83/06/30. □ 'RE ILLY, J. P 

Region 2, Office of Director. 3pp. 19423:070 24X 

Fiche: 30-270, 83/06/30, B307 120093. 


8307220272 LER 83-007/03L-0: on 830607, HPI pump 2F removed from svc to 
repair oil leak at sight glass tap into motor hous ing. Caused 
by component failure due to failure of threaded sealant. 

Pump motor repaired & returned to svc. W/830707 Itr 

QUILL, P. F. , TUCKER, H. 0. Duke Power Co 83/07/07 0 'RE ILLY, J, P. 

Region 2, Office of Director. 3pp. 19684:239 24X 

Fiche: 50-270, 03/07/07, 0307220272. 


license stage documents fc correspondence 


03 Jl, 7 ,i^ 160 ForL,ards safety evaluation of 0WR Owner* Group response to 
NUREO-0737, Item II, K, 3. 10, "Mod of Automatic 
Depressurization Sys Logic ..." Two acceptable options 
include elimination of high drywell pressure permissive. 

VA5SALLD, D. B. Operating Reactors Branch 2. 83/06/03. SINCLAIR, J. D. 

Vermont Yankee Nuclear Power Corp 2pn 19340' 032 24X 

Fiche: 50-271, 03/06/03, 0307140160. 


0307120049 Forwards request for addl info re review of structural 
aspects of plant-unique analysis rept for Mark I containment 
long-term p rogram. Mee t i ng should be held to expedite review. 

VA88ALL0, D B. Operating Reactors Branch 2. 03/06/09. SINCLAIR, J 0 

Vermont Yankee Nuclear Powor Corp 0pp. 19500 303 24X 

Fiche: 50-271 . 03/06/09, 8307120045. 


83071 1 0072 Authorize* plant restart based on 830615 commitment* & 
acceptability of corrective actions re unacceptable 
ultrasonic indication* in p ip ing. Commi tments will be 
addressed by confirmatory order. 

VA8SALL8, D. D, Operating Reactors Branch 2. 83/06/16. S INCLAIR, J. B. 

Vermont Yankee Nuclear Power Corp. 2pp. 19306:300 24X 

Fiche: 50-27! , 03/06/16, 8307U0072. 


8307130162 Forward* mod of 810113 order, revi sod by 011125 it 020114 
order*. Order continues exemption i. extends completion date 
for Ins to 11a t ion/mod of support to toru* piping of Mark 1 
containment to not later 90 days after Fuel Cycle 1 G. 

VASSALLO, D. B. Operating Reactors Branch 2, 03/06/17. SINCLAIR, J. 

Vermont Yankee Nuclear Power Corp. 2pp. 19542 356 24X 

Fiche: 30-271, 03/06/17, B307I50162. 


" ■ — - “ ' w*w**w. oeunt omen extending completion 

to not later than 90 days after start of Fuel Cycle 10 for 
installation of support to torus piping of Mark I 
containment required by App A of NUREG-0661 . 

PURPLE, R^A. Division of Licensing 03/06/17. Vermont Yankee 
Nuclear Power Corp. Spp, 19542 338, 24X Fi che: 50-271, 03/06/17, 

□30 / 1 301 62. 
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BjOt i 1 02”'* Generic Hr 3 3-2h t a all applicants for DLs $ holders of 
CPs for issuer reactors re 1 1 ar i 1 1 c at i or, of surveillance 
re^virenenti for aiesei fuel impurity Svt list end 
E1SENHU7. £} G Oivisian of Licensing £3/07/03 Consolidated 

Ednsn of Vori, Inc Ifapp 19370 3J7 24 < 

Fieri* 50 - COO. 63/07/03, 0306270397 


■93071)0503 IE Insp Rept 30*-37 1 /G3- i 6 on 030606- 10. No nuncomp L lance 
noted Major areas inspec ted: eiw i ran monitoring program for 
operat ionSi dC of analytical m aa* ureme-n t s ■> 1 i c on s ee action on 
previous insp Findings & meteorological monitoring. 

STRUCKMEYER* JANG, C, , PAECIAK.W. J. Region l, Office of Director. 
83/06/23 4pp, i 9300: 147. 24X Fiche: 30-271^03/06/24,83071 104 90. 


&30->070lCl Sufcnit* supporting info or. Lifting devices to be used in 
transporting activated nactor components to licensed 
dispflal site Design of proposed lifting device adequate to 
withstand dyr.a-nic loads imposed by overhead handling sys, 

SINCLAIR, JB Vermont Yankee Nuclear Pouer Corp 83/07/05 

VASSAL L D. 0 D Operating Reactors Branch 2 2pp 19294: 115 24X 

Fiche 30-271, 8-3/07/05, 8307070103 


0307060329 Generic LtT 93-27 to all licensees 6 applicants for 
operating power reactor* 1 holders of CPs for pouer reactors 
re surveillance intervals in STS Svc list end 

eiSENH«J7.DG Division of Licensing 03/07/06 Consolidated 

Edison o of New York. Ire 16pp I9fc69:254 24* 

Fjcr.e 30-r.Qo. S3 / 07/06, 0307060329 


8307010089 Ac k receipt of 630613 1 fcr informing NRG of steps taken to 
correct violations noted in IE Insp flept 90-371/83-23 
ST AROSTECK 1 , R. Division of Project k Resident Program*. 83/06/27. 
MORPHY, UP. Vermont Yankee Nuclear Power Corp jp 19169:210, 24X 

Fiche; 30-271,03/06/27, 6307010009. 


--03O7O1OO98 Responds to NRC 830401 Itr re violations rioted in IE insp 
Wept 50-271/62-23. Correc tive- ac tions ; Admin i str at i vo 
Procedure 0020 for temporary electrical jump e r B , 1 L f t ed 
leads & mechanical bypasses will be revise! 

MURPHY, W. P. Vermont Yankee Nuclear Pouer Corp 03/06/13 
S7ARQSTECK1, R Division of Project V Resident Programs. 3i»p 

19169:211 24X Fiche: 30-271 , 83/06/27, 03070 100S9. 


t»307ua0i6f ^enem Ltr 83-28 to all licensees of Operating reactors, 
applicants for OL t holders of CPs re required actions based 
c»cl e . ri * ri< in Pl lc **iors of Salem ATW5 events Svc list encl. 
EJS^NHUT.D G Division of Licensing, 63/07/09 Consolidated 
Edison Co of New York. Inc. 36pp 19669 249 24x 

F*ch • . 50-000, 83/07/08.6307020169 

D2&7250541 Notification of rescheduled B30726 meeting u/utiltBNL, 
Print* ten Umv T, Teledyn* in Framing han, MA to discuss 
questions re Hark I program plant-unique analysis rept 
* r ‘ Q ‘' 1 GNL - PO*t-t*iplercen tat i on, audit revieu 
RQON_Y, V L Operating Reactors flranch 2 33/07/15 VASSALLD- D D 

Operating Reactors Branch 2 Jjtp 19725:359 247 

Ficha 50-271. 83/07/15. 0307250341. 

; it>tlflC4t » cn ** 830309 meeting u/u t i 1 s. Fr ank | » n Research t 
Engineering Svc in Framingham. HA to discuss Mark I 
icrg-ter^ pragrdn implementation !< unresolved questions re 
structural integrity 

SH_A, J J Operating Reactors Branch 5 03/07/20 CRUTCHFIELD n 

Operating Reactors Branch 5 ip 19782 240 24x 

Fiche 90-000, 83/07/20, ©307250524 

B ^roDn«?n *'1°''“”'' jaiJI ‘" f ° '» Frop..«l ,01 to Itch Spec, 

p ’ V‘ rj, r *«n to,.,. petl 

* “ * *“ F, S''t p 3 «''d correttinj iBprppsi factoring o, 

.oOo.Tg-nc. ., ovation of toe go.nch.r 5 

vi-SAM O D B nf rn °, C V T" '' U ' le " Po “’"- Corp 83/07,20. 

_ ' IL 8 ' Op tra ting Reactors Branch 2 3 p p 19733 139 n 4y 

FlChe 50-271,03/07/20.0307260403 17/33.133 t 4X 


MUBPHV. u T p Yankee 'Nuclear P Tech " ical Program,. 83/Oi/ia. 

24. F.CI.P 50-27,, 83/06/, 4. S*07^o“o. " 2 " l9l6a ' 354 


SS l iS!SsSrS. ns-"- 

03 n=ncripM"o'":;.J E ,n ‘ P R * Pl - 8303(0-1,. Mo 

MARTIN. T T n _ , _ 

Mi.flP H y. u p v.rnant *«”»«? P 1 ec "P ,,:^l, P-tjrama. 83/04/20. 

FIC, !0-2 J 1 . e 3 /J 4 ;|;. t " 0 "^"; P ”“" Cotp 3pf 

““uSmS,:? ir:i. R rs,‘ e , 5 ^ a 7i ;f^.r, M03,o - n h ° «««.*«»«. 

IE Sol tot i n 83-02 4 ultr.!.A i f ? , es P“ n ««' *® Item I or 

r. £ ^»Tp c ‘ r B , ", c '" , "“'^ ,0,v va,, "‘ ,t,n 

epo i 9 », t,« 83,oa/i7 - 

IUFn «« 330428 mooting „/ u tu 

iv»o:^nTp^r‘'“’ ,t *«**,. 

F.cko SO -2Tl. 83/04/2,. 83071 *0624 9 a ” S ' P ' ‘’ 3 ‘ ? > ; 333 20» 

6307110493 Forwards IE Insp H ep t 50-^71 

naiucmpliance noted P ° on 830604-J O. No 

MARTIN, T T 
MURPHY, H P 


UJV/IH0033 Forward* order confirming licensee commitments ta repair 
recirculation sy* piping- identified during Insp, 

VASSALLO, D. D. Operating Reactors Branch 2. 03/06/2 7. aiNCLAIH, J. 13, 

Vermont Yankee Nuclear Power Corp. 2 pp. 19366 316 24X 

Fiche: 50-271, 03/06/27, 0307100035, 

03071900-53 Order confirming licensee commitment* to repair 
£?£ir« CUl<3tion sy * p i p 1 n 9 discovered during Insp 

M,.r? i 0, Licensing. 83/06/S7. V.rmont Vanta. 

E3o'!a005S C ° rP ’ PP 3 ' u - =« Plcho: 30-371. 03/06/27. 

8307U03B5 Ac» rec.ipt 630423 Itr Informing NRC o, >tapg takpn to 
SSS55^*; , ; t, «JI po ‘ od ‘F >n»P Rept 30-27, /83-0I. 

MURPHY^P 1 ' R u I)W f s i 0n of p,r oject t Resident Programs. 03/07/01. 

-jv -.y*. P „ ^srmont Yankee Nuclear PatuOT Corp 2pp. 19300:340 
24X Fiche: 50-271 r B3/07/01 , 8307 1 10305. 

‘' B3 H»i°50-2?!%rn! r° NKC .! 3052a ,tr ro vioUtion. „ot«J In IF. tn.p 
Rept 30 271/63-01. Corrective action? : valve SB 16-19-/0 

' isolation valve AC-60C positioned full-open e« 

MURPHY 5V 3 r f fucl r ^ tei Pt procedures. 

&TAR05TECK.I Ver'/ncm L Yankee Nuclear Power Corp. 03/06/23, 

19300 34^ ' 74 r nt Pr “J® ct * Resident Programs, 2pp, 

19300 342. 24Jf Fiche; 30 - 271 , 03 / 07 / 01 , 0307110383 , 

■sS^^iS^Kasas^rs - 

^pkJ.u'p 1 b s t n t. iSoV'Z h 

KURle/t f Vermont Yankee Nuclear Power Corp. 03/07/07 
FUh.:itS>,.SSjy^}:JJ«" 4 S;_W'«*”- »»»■ ,9403; 183. 


24 X 


^ pc « ui" "svc 1 *: , st 1 Xn c* a 11 ur * ■ 0 • ar *' u 

™;np 05 -, Df is^/??'' ,, ”r' cdno ” * *■». 

Vort, Inc M.V , wT' 1 !,, Co«,o 1 1 da totf Ed, ton Co o, N,u 
‘anpp. 19363,293. SdX F l c ho 50-000. G3 ,07/ 1 1 . 03O627<MO I . 

Kr-^rS; 3Fi:;r s F‘ r "-* dE -‘”-- 8 -- 

PP ” 9£,a 24X Fltl,e; 50-000, 03/07/ | 2, 0306370404. 

a 3 Fadl“^twe ,,<>a ' 0 “" 5 Ef f I went Not.*,,, of 

•nc t. lZ5 4 1 131 ln £ <“»s »f wnc u,rnlts. •• B vc l(,t 

B30103i J ” 03 / 07 /!!* ° n "’consiudlHd 3 !!! U In * p,ttl<>n Pfogramt (Post 
.MPP. ,97, 3: 270, 24X F.Xi^Sof&M bIS^ST^ 

s5nsi,.EBS.raa,ssF "b:":wKs:' " v.. 


stressmg requirament* for obtaining healfth 0n J ^ per * 0nn *l 

9imn * 2»«. ,,,rv * v * 

STAflGSTECKI, ft. Division of Prelect S° rp 03 ^7/O7. 

19649 272 24X F t ch e : 50-271 , 03/07/ 1 4d 03O72iOO53 r ° 9 ram *' Sp P 


E I n«p 


Division of Engineering K Twh^cYi 

u “* v "tfnical Program*. 83/06/24. 


MURPHY, HP VermnnF „ 1,,p ’ , »*^nica! 

24* Fiche 56-?7 1 , E3/f>A/Oi :Pau,&r Corp 

^ r I. fa3/06/ 24, 8307110498 


2 pp 


19300: 145 
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B307220393 Ac k receipt of B3032S Jtr informing NRC of steps token to 
correct violations noted in IE Insp Rept 30-271/93-03. 

Attachment A of 1 tr uill not be placed in PDR per 
10CFR73. 21. 

MARTIN, T. T. Division of Engineering b Technical Programs. 03/07/14. 

MURPHYi M. P. Vermont Yankee Nuclear Power Carp. ip 19673 177 

24X Fiche: 50-271. 03/07/14, 8307220393. 


8307070097 Forwards Amend 1 to security contingency 
changes in internal communications Amend withheld 
10CFR73 21) 

LIDEN.E A Public Service Electric b Gas Co of 
B3/07/01 Region 1, Office of Director 2pp 

Ficfte: 30-272. B3/07/0 1 , 03O7O7OOS7 


plan. ref J ect ing 
<ref 

New Jersey. 
19293:347. 24X 


--03Q722O397 Responds to NRC 830309 1 tr re violations noted in IE Insp 
Rept 30-27 1/B3-08. Response to violation re s ec ur i ty -ro 1 a t ed 
activities withheld (ref 10CFR73 21). 

MURPHY. W. P. Vermont Yankee Nuclear Power Corp B3/03/23. 

MARTIN. T. T. Region 1. Office of Director. ip 19673 170 24X 

Fiche: 30-271, 83/07/14, 0307220393 

Ft. Periodic operating reports b related correspondence 

©307130280 “Vermont Yankee Nuclear Power Corp Annual Radiological 
Environ Surveillance Rept. 1982. " W/830711 itr 

* Vermont Yankee Nuclear Power Corp. 03/07/11. MURLEY, T. E. Region 
Office of Director. 69pp. 19330:001. 24X FI c h e : 30-271 . 03/07/ 1 1 , 

83071 30208. 


, . >°Hvncu oy ncuaia u onr i rma cor u fiction 

Utr 92-22, per 030603 request b IE Mg t Meeting Repts 
30-272/S3-07 & 90-311/03-06 Safeguards info deleted 
fref 10CFR73. 21) 

^cS?Tl R n K ! #R Division of Project b Resident Programs. 83/07/11. 
V2™ T ™‘ A PubUc Service Electric h Gas Co of New Jersey. 3pp. 
19330.003 24X Fiche 30-272.03/07/11,8307150264. 

9307200004 Corrects previous responses to Generic Ltr 82-33 re 
completion of Reg Guide 1.97 mads for emergency response 
cap ab i 1 i ty Co nf irma t t on that proposed schedule for 
Implementation acceptable requested. 

PubUc Service Electric b Gas Co. of New Jersey. 

3 A ' operating Reactors Branch 1 2pp. 19647:127 

24X Fiche: 50-272, 83/07/12, 0307200004 


B3O719OO70 Monthly operating rept for June 1903. U/0307 12 ltr, 
BURGER, F. J. , MURPHY, W. P. Vermont Yankee Nuclear Power Corp 
83/07/12. Office of Resource Manag emenfc, Director. 7np 
19633:112. 24X Fi c h * : 30-271 , 03/07/ 12, 0307 190078 


3. Reportable occurrences, LERs b related correspondence 


3307010022 LER 03-01 5/O1P-0: on 030608, Van k oo Atomic Electric Co 
informed util that addl piping supports required to support 
piping in sve water sys b torus attached piping. Cause b 


. pi ping. Cause b 

corrective actions to be provided in nett r ep t. W/03D6Q9 ltr. 
PELLETIER, J. P. Vermont Yankse Nuclear Power Corp. 83/06/09 
MURLEY, T. E. Region l, Office of Director. 

Fiche; 30-271, 03/06/09, 8307010022 


2pp 19169: 109. 24X 


J307010I03 Updated LER 83-0 1 3/01 X-i : on 030600, rept received from 
Yankee Atomic Electric Co re error in design b use of 
spacing table for copper piping in sve water sys. Caused 
by failure to follow ANSI 031. 1. W/030616 ltr. 

PELLETIER, J. P. Vermont Yankee Nuclear Power Corp. 03/06/16, 
MURLEY, T. E. Region I, Office of Director. 3pp. 19168:194 24X 

Fiche: 30-271, 83/06/16, 0307010103. 


307010003 LER 83-01 3/OtT-O: on 030608, error discovered in spacing tab 1 
developed for support of copper piping In sve water sys Addl 
supports required to fully comply w/ANSI B31 . 1 . W/830622 ltr. 
^t-^TlER, **• P* Vermont Yankee Nuclear Power Corp. 83/06/22 
MURLEY, T. E. Region 1, Office of Director. 3pp. 19169 214 

Ftch*: 30-271, 83/06/22, 8307010003. 


24X 


307060149 PNO-I-03-O73; on 030629, fo 1 1 ow 1 ng discovery of RHR logic 
relay, spur ious signal generated resulting in closure of 
recirculation pump discharge va Ives, caus Ing recirculation 
W ® actor ma " ua Uy scrammed. Logic relay repaired. 

'V WDS0N ' 9 ' KI8TER, H. Region I, Office of Director. 
©3/06/30. 2pp. 17249:228. 24X Fi c h e : 30-27 1 , 83/06/30, 0307060 149 


307130334 Updated LER B3-003/03X- 1 : on 030114, law temp alarm on diesel 
generator A coolant jacket rece ived. Caused by defective 
«*at in check valve an excess fuel oil return line, No 
corrective action necessary. 

Jl p - Vermont Yankee Nuclear Power Corp. 03/06/30. 

HURLEY, T. E. Region 1, Office of Director, 3pp, 19338 301 24X 

Fiche: 30-271, 83/06/30, 8307130394. 


JGKET 30-272 SALEM NUCLEAR GENERATING STATION, UNIT 1 
^Security, medical, emergency b fire protection plans 




, Cnc . C , ; 7 ur emergency operations 

facility (EOF). Enel depicts layout af ventilation sys.EQF 
located at training ctr. 

P,iMlc Service EUctric b Gas Co. of New Jersey. 

VARGA, S. A. Operating Reactors Branch J. 4pp 19702:130. 

24X Ficho 30-272, 83/07/10, 8307230449 


0307220423 Forwards request for addl info re safeguards regulatory 
effectiveness review rept, in response to 030323 ltr. Response 
on first item requested within 30 days Enel withhold 
(ref I0CFR73. 21). 

VARGA, S A Operating Reactors Branch 1, 03/07/19 UBER I T 2 , R. A. 
Public Service Electric t. Gas Co. of New Jersey 2pp I96B7 267 
24X Fiche. 30-272, 03/07/19, 8307220423 


H. General correspondence 


, ; r 1 —WWW. ,v, M|<i;s9in 9 concerns re met de 

to permit facility operation in light of serious incidents 
occurring in Feb 1903 NRC instituted augmented insp program 
to monitor ac 1 1 v i t i es. Plan t can be operated safely. 

J ' 0#flce of th * E*e«utlve Director for Operations. 
83/07/01. CASTLE, (I K Delaware, State of 2pp 19539 334 
Fiche: 30-272, 83/07/01 , 8307 1 40121 . 


24X 


8307140127 Submits comments on behalf of concerned citilens re 
operation of fac 1 1 1 ty. Plant should be shut down due to 
gross mismanagement causing serious health b safety risk. 

NRC should carefully scrutlniie operations 
CASTLE, M. N. Delaware, State of. 83/06/01 PALLADINO. N J 

Commissioners 2pp. 19339:356 24X F l ch e . 50-272, 03/O7/OJ , 

B30714O1P1 T 


J. Insurance !< indemnity information 


8307130240 Forwards Endorsements 59 b 60 to NELIA Policy NF-230 b 
Endorsements 46 b 47 to MAELU Policy MF-90. 

GOLDEN, M. P. Marsh b McLennan, Inc. 03/07/06. SALTZMAN, J, 
Assistant Director for State b Licensee Relations. 3pp. 19474 332 
24X Fiche: 50-000, B3/07/06, B307130240 


„ L- v mi v -to nei.in roitcy Mh-gJO b nAfcLl 

Policy MF-90. respectively. 

GOLDEN, M P. Marsh J, McLennan, Inc. 03/07/20. SALTZMAN, J. 

Assistant Director for Stato b Licensee Relations 3pp. 19797 349 

24X Fiche: 30-272, 83/07/20, 0307280407 PP 


0. Advisory Committee on Reactor Safeguards reports b correspondence 


Sn°?2 4 ? 7 A F0r n*r d * , ** m * l * ion from certain requirements of Section 
^ PP .. R to 10CFR3C> rB fl t'® protection of safe shutdown 
capability. No exemption required for RHR HX area. Safety 
• valuation enel. 

VAROA, S.A. Operating Reactors Branch 1. 83/06/17. UDERITZ, R. A. 

k ,r «« C « Elactr l c & Co. of New Jersey, 4pp. 19262:304. 
24X Fiche: 50-272, 83/06/17, 8307030497. PP 


------ nvno net, v i ug i on wjunm-icj u/uti 

review request for OL. Agenda for 8303J2-J4 meetings end. 
EBERSOLEi J. ACRS - Advisory Committee on Reactor Safeguar 
83/04/29, PALLADINO, N. J. Commissioners. 3pp. 19366 038 
Fiche: 30-000, 83/04/29, 0307090095. 


to 

24X 


P. Operating license stage documents 6 correspondence 


B3Q7O5O450 Exemption granting relief 
R to 10CFR30, Section III. 6. 
EISENHUT, D. G. Division of Licensli 
Electric & Gas Co. of New Jersey 
Fiche: 30-272, 83/06/17, 8307050437. 


from certain requirements of App 

ig. 03/06/17. Public Service 
6pp. 19262:300. 24 X 


5307050463 Safety evaluation supporting exemption from certain 
requirements of App R of 10CFR30, Sec t Ion III 0 re safe 
ihutdoun capability. 

* Office of Nuclear Reactor Regulation, Director. 03/06/17. 
21pp. 19262:314. 24X Fic he : 50-272. 03/06/17, 8307030497, 


0307230020 Addl response to F01A request for 22 categories of 
documents. Forwards App A b B documents. Portions of App Q 
documents withheld (ref FQIA Exemptions 7 b 3) 

FELTON, J. M. Division of Rules and Records. 83/03/09. SHOLLY# S C 
Onion of Concerned Scientists 4pp. 19729:108 24X 

Fiche: 30-000, 03/05/05, 8307250020 
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3307250038 Request* that specific followup actions be taken re current 
fac i 1 i ty. Actions incite r.vieeung 
choked procedure 6 tiding plant * 1JS that should be 

u » instances of suspected sabotage 

82/05%? UAYulsl c ' 'I* Eiec “ tlv<> for Operations 

HAVNES.R. C. Region I, Office of Director DENTON. H R 
Office of Nuclear Reactor Regulation, Director. DEYOUNG, R C 
“ f Inspection and Enforcement ip! 
19725.J22 24 X Fiche: 50-000, 83/05/05. 9307250030 


8307290105 Proposed Tech SpBc changes extending interval of 

irsj&sinraj;-"* por ««*-*• *««:; 

B3/07/a2 - 

a Inspection reports, IE Bulletins 6 correspondence 


IP- 


F ? rU,aTdS F01 920 ^S,0502 t, 05 teletypes. Ofc of 
take "«•■> "■ 

ss j d. ”r«.:r«^:: ct 5;p* 

FltP. 50-000. B3/0S/05. B3O72300SO. 

”5SS.r^'s i i > ;as,:-.;'!,rTs > a,:3ss. i ia: 

S% ttst%nc| l0dti ° n ° f " Em * r 9 B,>c 9 f^Ponse Guidelines » 

EI8ENH0T, D. 0. Division of Licensing 83/06/03 Yankee Ato/nlc 

830 6060070° ><W i che 50-000. 03/0 

3307210104 Modified application for amend to Licenses DPR-70 upp-yi 
clarifying determination that NSHC involved in 
implementation of proposed Tech Spec chages re E7S t, 
administrative controls. 

B3/07>qi A vahgI's f rv ‘“ B ‘ Bctr,c *• ea. Co. of New Jersey. 

1966B: 219 ^B+^F^che: 30-373^63/07/0, ^6307210 ICd, "" 

eiBE^T'S o t0 l ' dUl " 'V 1 SVC list Inc 

«: o* u^irr ,&&&■ ™ c °"— 

Fiche. 30-000. B3/07/0S, B306270397 

“ol.ra^n 8,n * r,c Ltr a3 ' 27 *» an licensees fc applicant, for 

-- :::. paw 

Ed i ,on C ; D i, ;: t Uc ;;;; ns 

Fl-Che: 50-000, 93/07/06. 0307060329 

E1SENHUT 1 D o”' ,1 i| a fi? n ’ °e Sa ‘"" fl ™ S ev «' , ' ts Svc list end. 

rJr 7° ° f nXi: ,9^ g 

Fiche: 30-000, 83/07/08,8307000169 ^ 

“snE? 4 ?."::;::::: «— a<d. 

tot xeiier from inservice testinn 

re,oir„.ent,*ep.acement to tMt progra^ arcand, 

83/077 11^ VAFOA 1 ! V V n C ‘ E l' CtT ‘ £ * C « c « »' Net, Jersey 

24? 7 ^!p a; ^72 S B3/07/;!:^7lo^r° ra Bra " ch 1 spp *«♦»=««■ 
83/07>% varoM A erV A CB E }^ b ^ * ®« Co. ofVu, ^rs%. 

^mne ^ 1970, : J 90, 
83 B3-2B 4 ?e reS“!^ed C a [ti^s S J« a p ° f C °" f W/83070B Oen.ric Ur 

::««• ■; r‘v r ”‘" « «ssss r i »- RiiM “* n ‘ ° f 

OTW/Si VABW.s V TV oll r»J“ Ctr i C * C “ C ° ° f N- Jersey. 

34X Fiche: 30-272, B3/07/M. aw’ 7 ow t ° r4 " ran "' * I97671H. 

B30727040&„ R eV v 3^to^PTdC edure AD-tA, "Psst-Beec ten Tr,p/S a ,et« 

” U6 1 H " *«5 : 30-272, W»55iS^Sio,g. /0 " " 

Tech 8P,CS 

evaluation encl. ° f COhta 1 nmer ,t bidg. Safety 

83/07/22 VARGA, *S Sf 0D f 1 ° 4 Ga5 Co of Neu Jersey. 

24X Fiche: 50-272, 83/07/22, e307290l80° rS Ur ^ Ch l 6 ?P 19822:045. 


G3 e30S??-% F Nr 3Pda lE ,f nsp Repts 50-272/83-10 & 50-31 1/83-17 on 
030317 «.4 Nd noncomp 1 i anc e noted. 

M UDERIT7 R a R1 p‘h!? n E " glneerin 9 «« Technical Programs. 03/06/14 
19169:060 24X^1 cL : ^^15, 83^701 SSo 7 ° # ^ J * rS ^- 2p p‘ 

in ? P f indin 9* re procedure review, test witnessino t, 

‘s:;?prr 4 i;;;-; •; r 

B3/04/09. 9pp. 19U9.-O70. 34X Fiche: 30-272, 63/06/14*0307010007. 

, ®?^S 7 -:'aS«sS s -- 

York, 134 p p , ,9363:593 2 ix Flche 30 ^,' «KJ*T?,SSoiSoSm. 

CSf tp..ra!is," ssjs' 

I..,, i*s43, .si. a<. ...... ;o-o:j“,s;";.ss„;reS. 

PP- 19715.270, 24X Fiche: 50-000, 03/07/14, B306270406. 

B 3 ev!™ a tfnd°un' l n»Sr P0S ‘ d a "S ,nenl " d in »F Plan for monitorinj & 
l atnig util performance improvement program h Mat * 

An a l g ,is Co final r.pt, "Mg t A,so,se,ont l AcUonPUn for 

eTbS'S V f n?‘? m Stat ‘”" s ' » a Operation, 0 " 

EISENHUT, D. <j. Division of Licensing 83/07/20. Divininn ne 

can, ng Spp 19302:154. 24X FI the: 50-272, B3/07/20, 8307270462. 

f usl " e, ’ tBd in «P F> a " f- monitoring 6 
yrs 9 tn P erfor ^nce improvement program over next 2 

19002.156. 24X Fiche: 50-272, 03/07/20, 8307270462. PP ‘ 

" 83 Su??on‘ l M ° t 2 rt Sp"oU^, , '" AC “°" PM " f ° r «f Salem 

Rc?: n ^!^.‘ 8 s;^^i. 5 a ^ 727 o^r 24 73pp 19803 143 »* 

B3 an £ !!303i B FOr “ a '' ,U 16 M ° e “ n9 Re ' , “ 6 30-3,1/03-2, 

JDER?T2% K,, p h »?' V « 4 tQ ? ° f Project ^ Resident Programs. 83/07/20 

IWJ Ool ' ‘ * r «n C l£ l V trU k G " 9 C °- ° f SPP 

iv/v^.O 04, 24X Fiche: 50-272, 83/07/20, 830728021 1 . 

”" 03 M^n? ?29 IE ? 9t MeBtin 9 Re P fc s 50-272/83-21 & 50-311/83-21 on 830510 

iiiTT :t i ia r o ^ ic "»*«"** «■ initial n 83t)510, 

" 5 ’ oP Analysis Co evaluation. 

a Re * ion »• Office of Director. TRIPP, L . Division of 
n ^^ B5ldent Programs. 83/07/19 4pp 19794- 006 24X 

Fiche; 50-272, 03/07/20, 030728021 1, iv/y^. 006 . 24X 

03 ?r^«« 9 ! Suppls 830706 response to NRC 830505 notice of violation fc 
It Unit d l of civ il penalties re 830222 * 25 events 

r 8 n 0 ": t :t a ;:d. civ ‘ i pBnai “ es 5 ' •« 

B3/07/22 R ^DEYOl/NG^fl c° rV n, e ^* eck r*F 8* Bas Co. of New Jersey. 

s$«^ : t0 - 
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— 0307270416 Submits response to 83042Q commitment to submit detailed 
rapt describing corrective action program mods Surveillance, 
maint U insps increased to ensure reliability of reactor 
trip sys. 

LIDEN.E. A. Public Service Electric t*. Gas Co. of New Jersey 
03/07/15, VARGA. S. A. Operating Reactors Branch l. 2pp. 

19767 236. 24X Fi eh e : 30-272. B3/Q7/22, 8307270395. 


830714014? LER 03-O20/O3L-O : on 
pressuriier backup & control 
failure of control relay for 
coil replaced, W/030620 Itr 
FRAHM.R , ZUPKO. J. M. Public 
Jersey 03/06/22, ALLAN. J. 
19514:064 24X Fi che: 50-272 


830606. c on tro 1 room operator observed 
heaters deenerg i z ed. Cause d by 
oil heater trip f unc t ion. flel ay 

Service Electric it Gas Co. of New 
Region 1, Office of Director. 4pp. 
03/06/22.8307140142 


R Periodic operating reports £< related correspondence 


8307130072 Monthly operating rept for June 1983. W/030710 itr. 

MILLER, L. K , ZUPKO, J. M. Public Service Electric & Gas Co of New 
Jersey. 03/07/10. Director's Office. Office of Inspection and 
Enforcement. 10pp. 19535: 269. 24X Fiche 50-372,83/07/10, 

8307130072. 


S Reportable occurrences. LERs fc related correspondence 


0307250020 Addl response to FOIA request for 22 categories of 
documents. Forwards App A i fi documents. Portions of App 0 
documents withheld (ref FOIA Exemptions 7 i 3), 

FELTON, J M. Division of Rules and Records. 83/05/03 SKDLLY, 8. C. 
Union of Concerned Scientists. 4pp. 19725:108. 24X 

Fichu: 30-000, 83/05/05, 8307230020. 


--82OBO3O602 Forward* rept on chronology qf 82042B attempted sabotage. 
No Individuals identified as being J nvol ved. La b or problems 
probably caused incidents. 

DIRCKS.W, J. Office of the Executive Director for Operations. 
82/06/08. PALLADINO, N. J. Commissioners 73pp 19723- 223 24X 

F 1 ch e 50-272, 03/03/05, 8307230020. 


0307250067 Requests summary rept re event including followup actions 
by licensee, NRC it other govt agencies by 020310 Rept 
should also indicate corrective actions for any problems 
encountered during response. 

PALLADINO, N. J, Commissioners. 82/04/30. DIRCK3, W. J. Office of 
the Executive Director for Operations Ip 19723 219 24X 

Fithe: 50-000, 03/05/03, 0307250020. 


8307120430 LER 83-023/0 IP : on B30602. Info received from West ing hous e 
Identifying potential unreviewed safety question re 
excessive power p ea k i ng . I nves t i ga t i on in progres s. De tai 1 ed 
rept within 14 days. 

ZUPKO. J. M. Public Service Electric it Gas Co. of New Jersey, 
03/06/02. ALLAN, J. Region 1, Office of Director. Ip 19423- 348 
24X Fiche: 50-272, 03/06/02, 8307 1 20450 


0307070446 Documents understanding of commitments made at 830601 
meeting to provide info re 030527-30 annuciator problems 
Response requested within 30 days. 

LAfNAS, G. C. Assistant Director for Operating Reactors. 03/06/06. 
UDERITZ.R A. Public Service Electric V Gas Co of New Jersey 2pp 
19300:190. 24X F i c h e : 50-272, 83/06/06, 8307070446 


B307050036 LER 03-024 /03L-0: on 830525, sup p 1 y breaker bo vital 
instrument iC inverter inadvertently opened. Automati c 
transfer to alternate power supply occurred w/no loss of 
equipment or ind icatl on. W/030622 Itr. 

FRAHMjR., ZUPKO, J, M. Public Service Electric it Gas Co of New 
Jersey. 03/06/15. ALLAN, J. Region 1, Office of Director. 4pp. 
19220:307. 24X Ft c h e : 50-272, 83/06/ 1 5, 8307030036. 


0307030043 LER 03-O26/O3L-O: on 830330, containment fan coi 
17 sve water flow observed below Teth Specs. CFCU declar 
inoperab le. Caused by valve 13SWS7 being plugged w/shell 
debris from cleaning of sve water sys. W/830622 Itr. 

FR AHM, R. , ZUPKO, J. M. Public Service Electric & Gas Co 
Jersey. 83/06/15. ALLAN, J. Region 1, Office of Direc 
19199:313. 24 X Fiche: 50-272, 83/06/ 1 3, 8307030043. 


i unit (CFCU) 
ed 
% i( 

of New 
tor, 4pp. 


0307110103 Advises Commission of proposed generic actions resulting 
from ATW0 events on 830222 & 25. Salem Generic Implications 
Task Force identified weaknesses in overall licensee mg t it 
reactor trip sys reliability. 

DIRCKB, W. J. Office of the Executive Director for Operations. 
8ECY-83-240. 83/06/22. 20pp, 19386 239. 24X Fi c h e : 50-272, 

03/06/22,8307110103. 


03 ^ l ^° 276 Di6CU3ses actuation of first-out annunciators on 830327,20 & 
30. Caused by malfunction of annunciator circuitry. 

Circuit boards replaced St pressure switch F-37 recalibr. 

LIDEN, E. A. Public Service Electric S< Gas Co. of New Jersey. 

83/07/01 LAINAS, G. C. Operating Reactors Branch 1. 4pp. 

19300:290. 24X Fiche : 50-272, 03/07/01, 8307130276. 

8307140301 Forwards AEDD/P301 , "Rept on Implications of ATWS Events at 
Salem Nuclear Power Plant on NRC Program for Collection fit 
Analytic of Operational Experience," for comment 
DIRCKB,U. J. Office of the Executive Director for Operations 

PALLADmD,N - ' GILINSKY.V. , ROBERTS,?. Commissioner*. Ip. 
19526:149. 24X Fi c he : 50-272, 83/07/05, 0307 140501 . 

—0307140307 "Rept on Implications of ATWS Events at Salem Nuclear Power 
Plant on NRC Program for Collection it Analysis of 
Operational Experience.’' 

* Program Technology Drench. 83/07/31. U3pp, 19526:130 24X 

Fiche: 90-272, 03/07/03, 03O714O3DI 


8307220343 LER 03-O29/O3L-O: o n 8306 1 7, c ontro 1 room operator discovered 
three RPI channels indicating greater than max allowed 
deviation in Tech Specs. Caused by calibr drift in two 
channels, Channels reca 1 i br. W/0307 1 4 Itr. 

FRAHM.R., ZUPKO, J. M, Public Service Electric i Gas Co. of New 
Jersey. 83/07/06. MURLEY, T. E. Region i, Office of Director. 3pp 
24 X Fiche: 50-272,83/07/06,0307220343. 


19676: 078. 




, 7 , v =, ■ it uneririg in wasningcon,! 

on evaluation of implications of Salem event. Cornmi ss ion 
concurred in proposed 1 trs to 1 icensees, rev i sed to Include 
rept on status of compliance. 

CHILK/8. J. Office of the Secretary of the Commission. 83/07/11. 
DIRCKS.W. J. Office of the Executive Director for Operations lp 
19366:163 24X F i c he 30-272, 83/07/U, 8307 180291 , 


B307290045 Reviews AEQD final rept, AEQD/P301, "Rept on Impll 
ATWS Events at Salem Nuclear Power Plant on NRC Program* f 
Collection U Analysis of Operational Experience." Sub j of 
reactor trip reliability well treated 

DENTON, H. R. Office of Nuclear Reactor Regulation, Directo 
93/07/21. HELTEMES, C. J. Director's Office. lp. 19B58 i 
Fiche; 50-272. 03/07/21, 8307290045. 


cations of 
or 


24 X 


-0307130129 Forwards "Rept or Implications of ATWS Events at Salem 
Nuclear Power Plant on NRC Program for Collection It Analysis 
of Operational Experience. " 

HELTEMES, C. J. Director's Office, 03/07/01. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 19058:172 24X 

Fiche: 50-272, 03/07/21,83 07290043. 


T. Hearing transcripts or non-ant i trust matters 


0307110106 Transcript of Commission 830705 meeting re evaluation of 
implication of Salem event iPart II) in Wash ing ton, DC, P p 
1-82. Supporting documentation encl. 

* Commissioners. 03/07/05. tOOpp 19386: 137. 24X 

Fiche: 30-272, 83/07/05, 83071 10106 


0307200137 Transcript of Commission 830713 public meeting in 
Wash ing ton, DC re continuation of evaluation of implication* 
of Salem event. Pp 1-79. Sup p or t ing documentation encl. 
a Commissioners. 83/07/13. 91pp. 19671 : 231 . 24X 

Fiche: 30-272, 83/07/13, 8307200137. 


DOCKET 30-274 U, S GEOLOGICAL SURVEY RESEARCH REACTOR 
V. Operator Examinations 


0307140001 LER 83-027 /03L-0: on 830602, hydrogen analyzer 12 chart 
recorder tailed offscale high. Caused by line voltage 
transient on vital instrument bus 23, causing instrument 
microprocessor to lose contents. W/030628 Itr. 

FR AHM, R. Public Service Electric & Gas Co of New Jersey. 83/06/22. 

ALLAN, J. Region 1, Office of Director 4pp. 19514 1 192 24X 

Fiche; 30-272, 83/06/22, 8307 1 4000 1 . 


8307080427 Generic Ltr B3-12A to all nonpower reactor licensees re 
issuance of NRC Form 398, "Personal Oual i f icat ions 
Statement - Licensee, " Sve list encl. 

EISENHUT, D. G, Division of Licensing. 83/07/11. Michigan, Univ. 
of 14pp, 19363: 13B. 24X Fiche; 50-000, 03/07/1 1, 83070B0427. 
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DOCKET 30-373 DIABLO CANYON NUCLEAR POWER PLANT. UNIT 1 
eiT>er 9 ef,e y «< fire protection plant 


^aaoaoi-Ia^Mn" 1 ^ 4 * IE , [ n,p R, i“' so-27i/e3-,9 t, 50 - 323 / 33-15 a. 

330301-20 No noncomp 1 i ance noted. 

pleH^/oas ?' ° f DirECtor 33/06/24 SCHUYLER. J 0. 

Pacific Gas & Electric Co. 2pp. 19433' 2IB 24 * 

Fiche: 30-275,03/06/24, 03071 20312. 


0307120322 IE Insp Repts 30-273/83-19 «, 50-323/83-13 nr B30501-3B 
noncomp 1 1 artcs noted. Major area, 1 nspec ted: p ia„ t operation! 
surveillance testing, mpint, TNI Item 1 1 . B 2, emer ge £ c y 
preopBp * t<onal te ** in S & Plant tour* 

CARLSON. J. D. , MENDONCA, M. M. , KlRSCH, D. F Regions. Office of 

830^2«1 2. 83/06/24 ?PP 1 9433: 220. 24X F 1 che : 50-273, 83/06/24, 

B307060I78 Forwards "Procedure* Generation Package,*' in response to 
Generic Ltr 02-33, Suppl 1 to NUREG-073? re Agency P * to 

reiponse capability. v 

SCHUYLER. J. 0. Pacific Oas «. Electric Co 03/07/01 EISENHUT D n 
SM75lS?7a lf 1924, 246 ^ 4 X Fi c h e : 50—275. 83/07/01 ! 


03O7O6O1BO 'Procedures Generation Package. " 

Pacific Ga* A Electric Co 03/06/24 
19249:247. 24.X Fiche ; 30-273. 03/07/01 . 03070601 70. 


37pp. 


0307200101 Forwards Rev 0 to "Diablo Canyon Power Plant Unit t 
Review of ICCFR50, App R, Sections 111 . 0 , 1 ?, j J III 3. E 

implementing 0,1001 rept & completing r squireen? nt of 

S^S5;FR D u R n 76 'o* C M^ n 2 C ' <6,b r.qui? TO Sti: 

SCHUYLER, J.O. Pacific Gai & Electric Co. 03/07/15 EISENHUT n n 


83 ?n!rp2ii :> A ReV °» t0 ,<I,iflbl0 Can g on Power Plant. Uni 
10CFR30, App R. Sect! on* I 1 1. 0. I I I. J & ni.O, " 

* *!* C i* l * 0a * * Electric Co. 03/07/13 352 pp 

Fichar 50-275. 03/07/13, 8307280101. 


l,POfi<E Review of 
19792:262 24X 


3307250132 Releases public 
implementing procedure*. 
FELTON, J. M. Division of 
Management Branch. ip. 
0307230132. 


version of revised emergency plan 


Rules and 
19730 172 


Records 03/07/19 Document 
24X Fiche: 50-275, 83/07/19. 


-0307250139 Forwards public version of Rev O to Emergency Plan 
ImpJ.B.ntlrg Procdur. EP 0P-4A re Ic. o«i^ 

? I 0 p ; oc r;r e Ep r « ° f •»' « 

j omu. o5 

Ft che: 90-275, 03/07/ I 9, 0307250132, 


ssi~&" 4 -‘wr 

19730 173 R 3 ay p,*!! 1 °** & Electric Co 03/04/07. I05pp 

19730 175, 34X Fiche: 50-275, 83/07/19. 0307250132. 


0307870 1 06 Releases public version of 
Implementing procedure*. 

■FELTON, J. M. Division of Rules and 
Management Branch. ip. 19011 103 
6307270106. 3 


revised emergency 

Records. 03/07/19. 
24X Fi che; 50-275, 


plan 


Document 

03/07/19* 


S?r 

19011.104. 24* Fiche: 30-275, 03/07/19, 0307270106 lP ' 


■'^E 2 ?SSE. P S , »-H r ;j , u;i :r 3 to e T’* n f 7 p,an «•*>•—«■» 

SCHUYLER. J O i c °^ one " fc caollnj water. 

83 / 06 / 10 . 26 pp 1901 1*103°* Co of Naw J ® r 9 e, J- 

PP 89911.105. S4X Fi che: 30-275, 03/07/19, 0307270186 


a ^Adjudicatory correspondence 


8307050241 Response to first set of interrogatories. Personal 
qualification statement of RJ3 Hubbard tr Certificate of Svc 
enc 1 Related correspondence 

DURBIN. 6. L. California, State of. 83/06/27 Pacific Oai l 

8307030241° 5 ' PP 19 > 97 - 214 SAX Fkh,: 30-273, 83/06/27. 


8307050075 Objects to Norton 830624 
hearing* on design QA. 

STRUKWASSER, M California, State 
Safety and Licensing Appeal Panel 
Fiche: 50-275, 03/06/28, 0307050073. 


proposed schedule for reopened 

of 83/06/28. MOORE, T. S. Atomic 
3pp. 19199 317 24X 


Q \ F r?°;V ffectin3 schedu *« include NRC SER issuance °" ** 9 

scheduled for late Jul 1983 *< hearing on motions to reopen 
record planned for 030719-22, P 

C ,U^S1;P' L J Hearing Branch 2. 03/06/30 MOORE, T S nncK iu 

R Safety and Licensing Appeal P^ei SpS 

19168.330. 24X F i c h e : 30-27 3, G3/06/30, 830701011 5 PP 


8307060437 Notice of correction to 830627 
interrogatories. 

REYNOLDS, J. R. Joint I n terv e nors-Diab 1 o 
Center for Law in, the Public Interest 
24X Fiche: 50-273,83/06/30,830706043/ 


t esponse 

Canyon. 

03/06/30 


to util first set of 

REYNOLDS, J. R. 

2pp 19239:337. 


- : 7 " 1 co bjq 6^7 responses to 

first set gf interrogator i ns. Certi ficate of Svc end 

fi rf*? t J[ nterveno »’*~Diabl o Canyon. 83/06/29 Pacific Gas h 
0307060437° 34X Fi che: 30-275, 83/06/30.^ 




0307060397 Requests confirmation of State of CA und er* tand i no re NRC 

^u?H^ P p S u° n C ° nSt ° AltD be onUr0d ir ' t0 record r ’ tandin9 re NRC 
KAUFMAN, P H California, State of. 03/07/Oi MDQrf. t r 

? df : tV ^ n ^ iCensin9 P *" el 2PP 19239: 5aS 

Fiche: 30-273, 83/07/01 , 8307060397. 

” 03 o2S“n O | [ 0r “c^?/ PP !‘ C °i, tO J f ° r sub P“'” 4 directed to VH Tennyson. 
Safe I d f Pn l a ' Sfcatc of 03/07/01 . MOORE, T. 5 Atomic 

Safety and Licensing Appeal Panel, |p. 19239 326 24X " comlc 

Fiche 50-275, 03/07/01, 0307060397, W 


—8307060415 Application for issuance of subpoena directing VH Tennyson 

CerUf^ate of 8 |vc ^ PrOP ° 5fid SUbP ° 6na * 

DURDIN. S. L. California, State of. 03/07/01 o DD iq-io-noi 
21X Fiche: 30—273.83/07/01,8307060347 PP l9t39 327 


a ^Lu?s°obl spo!*CA PI>a di,, * Ctln » ™ Tanngson to appear on 030719 San 

TEWNTSatlfv and Mc.n.inj Appeal Panel. 03/07/03. 

1 6IN NY 0 ON, V. H. Aff i Uation Unknown. 2 pp. 19294 078 24 X 

Fiche; 30-275, 03/07/05, 8307070235 *** 


‘ ftrm fr °- 




wovsr nor 


k trM** t l |,,C * WIIV ^viuencQpnov contained in CA G 

in ?u A l S fc,T Y™ T1 030406 mt >tions, to reopen record Info 
n5c 8 3olnl°* rd Notlf i c ^ion* 83-03 83-B?, unavailable whan 

CHANDLER , 7 5 P° na » fi led. W/CBrtificate of Svc. 

Llcansfni Aooea^p rlfl ? Dr ^ nch Q3/07/0h - ^on,U Safety and 

03O7O7WOI 4pp 24X Fi c h e : 50-275, 83/07/06, 


, per ASLA0 830620 order. 


6307070210 Forwards IE in*p rept* re const QA, 

W/o encls. 

5ohn9onI i m l r j ? r r ch ?•, 03/07 moore, t s . , B uck.j.h., 

19a93°357 Pa^cTil 3 Sn'iL an<f t - lcon51n 9 Appeal Panel. 2pp. 

1Y293.357. 24X Fiche: 50-275, 03/07/06, 0307070210. 


* * v,,a >' conference to discuss 

1 ° r reopened proceeding an design QA will be held 
const QA * ° f * earI " B on moUens t0 ceopen record re 

SHOEMAKER, C. J A ^ ® nd Licensing Appeal Panel. 83/07/06. 

«:pp 19346.304. 24X Fiche: 50-275, 83/07/06, 8307080464. 


83 r??rm?nr” i ° vc * ta * Pirst set ° f » - 

Center^for Law /^th* l ptb \ T n ? r ?" Dla J lo c *nyon, REYNOLDS, J. R. 
Electric Co, 19197 f 3/ J 4/17 - P«H*I C 6, 

830 7050242. PP ' l?l97 ' 26Jf - 34X Fich e 50-273. 83/06/ 17, 


&3O7O0O469 Order clarifying 83062B order 
argument on motions to reopen record an 
should provide witnesses to testify re 
03-09 U PN0-V-83-Q22A. 


scheduling 830719 oral 
const OA. NRC & util 
Board Notification 


SHOEMAKER, C. J. 
2pp. 19346:320. 


Atomic Safety and Licensing 
24X Fich e: 50-275, 83/07/06, 


Board Panel, 
8307000469. 


83/07/06. 
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0307120571 Supp! to Joint Interveners 830510 motion to reopen record on 
const QA Documents submitted are PNQ-V-83-022A, not t ce of 
violation 6 IE Insp Rept 50-275/03-20. Cert i f icate of Svc 
enc 1 

REYNOLDS# J. R. Joint I n terveno r s-D i ah 1 o Canyon. REYNOLDS# J. R 
Canter for Law in the Public Interest. 03/07/06 Atomic Safety 

and Licensing Appeal Panel. 4pp. 19433: 149 24X 

Fiche; 30-273# 83/07/06. 0307120371. 


0307120603 Order extending time until 030808 for Commission to act to 
review ALAB-72S. 

CHILK. 5 J. Office of the Secretary of the Commission. 03/07/08. 
Commissioners Jp 19432:268 24X Fi ch o 30-275. 03/07/00, 

9307120603. 


0307130072 Second set of Interrogatories propounded to Independent 
design verification program contractors. 

DURBIN# S. L. California# State of. 83/07/09 20pp 19474:227 24X 

Flche 30-275# 03/07/00# 8307130072 


8307130074 Second set of Interrogatories Certificate of Svc end, 
KAUFMAN, P. H. California, State of 83/07/00, Pacific Gas 6 
Electric Co. 19pp. 19474:247. 24X Fi c h e : 50-275, 03/07/08# 

8307130072. 


8307130337 Second set of Interrogatories propounded to independent 
design verification program contractors. 

DURBIN, G. L. California, State of. 83/07/00. 2Gpp 19339- 110. 24X 

Flche: 30-273, 03/07/00, 0307130337. 


'E307 1 90361 Second set of interrogatories. Certl flcata of Svc end, 
KAUFMAN# P. H. California, State of B3/07/0S. Pacific Oas k 

Electric Co. 19pp. 19539:130. 24X F 1 c h e : 30-275# 83/07/00, 

0307150357. 


0307130225 Response to Joint Intervenors 830706 suppl to 830310 motion 
to reopen record on const OA per ASLAB 830628 order No 
objection to suppj record# provided lnsp rept k caver 1 tr 
included w/notice of vio let Ion. Cer t i f i cate of Svc end. 

CHANDLER# L, J. Hearing Branch 2. 03/07/11. Atomic Safety and 

Licensing Appeal Panel, 6pp. 19463:234. 24X F i c h e : 30-273, 83/07/ 1 1 # 

8307130223. 


0307130210 Response to motions to present add! evidence by requesting 
acceptance of transmittal ltr t* "Rapt on Investigation of 
Reactor Coolant Pipe Held Thickness at Diablo Canyon. " W/o 
ltr k rep t. Cer 1 1 fi cate of Svc end, 

CRANE# P. A. Pacific Gas k Electric Co. 83/07/11 Atomic Safety 

and Licensing Appeal Panel. 4pp. 19337:353. 24X 

Fichu: 50-275# 03/07/ 1 1 # 8307 1 502 18. 


0307180070 Response to NRC, Joint Intervenors 6 CA governor motions to 
present addl evidence Rept re reactor coolant pipe weld 
thickness investigation should be admitted, W/o rept 
Certificate of Svc end. 

CRANErP. A. Pacific Oas k Electric Co, 03/07/11. Atomic Safety 
and Licensing Appeal Panel. 4pp. 19360:157. 24X 

F i c h e : 50-273# 83/07/ 1 1 # 6307 1 00070, 


0307200203 Motion to compel California Governor Deukmejian answers to 
630610 interrogatories. Certificate of Svc end. Related 
correspondenc e 

NORTON# B. Pacific Gas k Electric Co. NORTON, B, Norton# Burke, 
Barry k French. 83/07/12. Atomic 3afety and Licensing Appeal 
Panel. 15pp. 19640:119, 24X F l c he : 30-275# 83/07/ 1 2, 8307200203. 


8307200311 Motion to compel Joint Intervenors answers to 830610 
Interrogator 1 es. Joint Intervenors totally disregarded 
discovery responsibilities k seek to undermine preparation 
for h ear 1 ng ■ Cer 1 1 f 1 ca to of Svc encl. Related correspondence. 
NORTON# B. Pacific Oas 6 Electric Co NORTON# D, Norton, Burke, 
Berry k French. 83/07/12. Atomic Safety and Licensing Appeal 
Panel. 24pp. 19640:071. 34X Fiche: 50-275# 83/07/12# 830720031 1. 


6307180022 Notice of appearance in proceed ing. Certificate of 8vc encl. 
NCOURRENr H. J. Hearing Branch 1. 03/07/14. 3pp 19360:154, 24X 

Flche: 50-275# 83/07/14# 0307180022, 


B307180235 Lists schedule for review of independent design verification 
program k supplemental 8ER k consideration of NRC 
recommendations & responses. 

CHILK# S. J. Office of the Secretary of the Commission. 03/07/13. 
OHLBACH# R. Pacific Gas * Electric Co. REYNOLDS, J. R. Center for Law 
in the Public interest. STRUMWAS3ER# W. California# State of. 2pp. 
19555:274. 24X Fl Che: 50-275, 83/07/ 13, 0307100235 


0307190133 Suppl to independent design verification program initial 
responses to first set of interrogator i es. Certi f I cate of Svc 
end. Related correspondence. 

RASKlNiD. B. Lowenstein# Newman, Reis, Axelrad k Toll. 83/07/15. 
STRUMWASSEfi. M. California# State of. REYNOLDS, J, R. Center for Law 
in the Public Interest. 16pp 19636:216. 24X Fiche: 50-275, 

83/07/19,8307190153. 


6307200122 Response to first document production request. Certi fleet ion 
of counsel encl. 

DURBIN, 8 L. California, State of. 83/07/15. Pacific Oas k 
Electric Co 0 pp. 19645:356. 24X Fiche : 50-275, 03/07/1 3# 8307200122. 


0307260293 Response to 830610 first document production request. 
Certificate of Svc encl. Related correspondence 

HAY I AN, E. Joint In tervenor s-Diab lo Canyon. HAVIAN# E. Center for 
Law in the Public Interest. 83/07/13. Pacific Gas S« Electric Co. 
6pp. 19727:094. 24X FI ch* 50-273. 83/07/ 1 5# B3072602 33. 


8307260279 Motion to compel production of documents by Governor 
Deukmejian. Corresp ond enc e# no te* k other gubernatorial 
documents clearly fall within licensee request. Cert i flea te 
of Svc end. Related correspondence 

NORTON, B. Pacific Gas k Electric Co. NORTON, B, Norton# Burke, 
Berry & French. 03/07/20. Atomic Safety and Licensing Appeal 
Panel. 12pp. 19726:193. 24X F i che : 90-273, 03/07/20, 8307260275. 


8307270147 Answer* to second set of interrogatories. Cer tif Jcate of Svc 
end. Related correspondence. 

LOCKE# R. F , Pacific Gas 5c Electric Co. 03/07/29. California, 
State of. 66pp, 19769:260. 24X Fiche: 30-273# 83/07/23, B307270147. 


H. General correspondence 


8307180169 Expresses concerns re erosion problems on Pecho Ranch as 
result of Oct 1902 fire. Info re IE procedures requested. 

Lilted pdjjei of addendum to FES for clarification on 
licensing requirements encl. 

BRUNO, G. E. Affiliation Unknown. 83/07/li DENTON, H. Office of 
Nuclear Reactor Regulation#. Director. 7pp. 19335 096 24X 

Fiche; 30-273# 83/07/11, 83071BO169. 


0307180269 Responds to 030701 ltr requesting ASLAB consider Concerns. 
ASLAB cannot consider concerns due to Commission rules of 
practice. Ltr forwarded to NRR Director. for consideration. 

SHOEMAKER. C. J. Atomic Safety and Licensing Appeal Panel. 03/07/14. 
FUNK# 0. J. Pismo Beach# CA, ip. 19336:194 24X 

Fiche: 30-279. 03/07/14, 8307160269. 


— 8307100272 Forwards City of Pismo Beach, CA 830701 ltr expressing 
concerns re San Luis Obispo County emergency response plan. 

Ltr referred for consideration. 

SHOEMAKER# C . J. Atomic Safety and Licensing Appeal Panel. 

83/07/14. DENTON# H. R, Office of Nuclear Reactor Regulation# 
Director. ip, 19936:195, 24X Fiche: 50-273, 83/07/14# 0307180269. 


■8307180274 Expresses concern re plant licensing. Deficient let In San 
Luis Obispo County emergency plan should be considered, 

FUNKrD. J. Pismo Beach, CA. 03/07/01. MQRRE# T. Atomic Safety and 
Licensing Appeal Panel. 16pp. 19396:176. 24X 

Flche: 30-273, 83/07/14,0307180269. 


P. Operating license stage documents tc correspondence 


8306060070 Generic Ltr 83-22 to all operating reactor licensees* 
applicants for OLs k holders of CPs for West inghoute PWRs 
re safety evaluation of "Emergency Response Guidelines. " 

Svc list encl. 

EISENHUTr 0. 0. Division of Licensing, 83/06/03. Yankee Atomic 
Electric Co. lOpp. 19363:116. 24X Ft C h e : 30-000, B3/06/03. 

0306060070, 


8307260379 Forwards proposed change to F5AR Chapter 17 re company QA 
organl ration. W/one overtire f igure. Aperture card Is 
available in PDR. 

SCHUYLER# J. 0, Pacific Oas k Electric Co. 83/06/10. MARTIN# J. a. 
Region 3# Office of Director. 22pp, 19731:173, 24X 

Fiche: 30-273,03/06/10# 8307260379, 


8307130368 Notification of 830617 meeting w/uti 1# Bechte 1 k BNL In 
Bethesda#MD to discuss results of BNL seismic analysis of 
burled tanks In connection w/ independent design verification 
program. 

QCKIERLING# H. Licensing Branch 3. 03/06/13. KNIGHTON. G. W. 

Licensing Branch 3. 2pp. 19540:341. 24X Flche: 30-273, 83/06/13# 

8307130368. 


8307030399 Submits followup to 830609 k 10 telcons re resolution of 
issue of appropriate Intake temp to be used in component 
cooling water sys post-accident heat removal ana lys 1 s. Draft 
should be submitted prior to ©30701 submittal. 

KNIGHTON# G. Licensing Branch 3, 03/06/22. SCHUYLER, J. O, Pacific 

Gas 5# Electric Co, 4pp. 19263:330. 24X Fiche: 50-275# 03/06/22, 

8307030359. 
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B3Q70SQ365 Requests add! written info addressing eight allegations 
concerning design verification effort Info requested within 
2 wk s of Itr receipt. 

KNIGHTON, C. W. Licensing Branch 3. 03/06/22. SCHUYLER, J. 0 Pacific 

Gas U Electric Co. 3pp. 19263:327. 24X Fi che : 90-275, 93/06/33. 

0307030363 


0307010163 Forwards addl infa re component cooling water stjs. tlatl 
provides info on effects on sys performance from air 
operated valves assuming "fai 1 -saf (" position on loss of 
Instrument air i evaluation of ma* PIouj capabilities. 

SCHULLER. J. o, Pacific Gas & Electric Co. 83/0 6/27. EISENHUT, D. O. 
Diviitan of Licensing. 4pp. 19170091 24* Ftch e: 30-275, 63/06/27, 

8307010163. 


0307060233 Summarizes 830622 meeting u/uttl V RL Cloud Associates r« 
outstanding requests for info on rupture restraints from 
independent design verification program. Mee t i ng notes 
available for review. 

COOPER , W. E, Teledyne Engineering Services 03/06/29. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director MARTIN, J. D. Reginn 
5, Office of Director. MANE AT IS. G. A. Pacific Gas i Electric Co. 

2pp. 19239.354. 24X F i c he 50-273. 03/06/29, 8307060233 


0307140135 Notification of 830706 meeting w/ut i 1 , Bee h tel t 0NL in 
Bethesda.MD to- discuss seismic analysis of buried tanks. 
SCH1ERLING, H, Licensing flranch 3. 03/06/29 KNIGHTON, O, W, 

Licensing Branch 3. 6pp. 19540:020. 24X Fi c he: 50-275, 63/06/29, 

8307140135 


B3Q7G60CB8- Forwards addl info re component cooling water sys requested 
830622 Info demonstrates adequacy of sys operation for 
applicable cond i tions. Prop osed Tech Spec on Item 4 re ocean 
water intake temp will be submitted by 030701 

SCHUYLER, J. 0- Pacific Gas b Electric Co 83/06/30 KNIGHTON, Q . W. 
Licensing Branch 3. 4pp. 19252.001. 24X Fith e: 50-279, 83/06/30, 

0307060003. 


8307060196 Forwards application to amend License DPR-76, cons i s t lug of 
Request 03-07, re vi s i n g Tech Specs re ultimate heat sink to 
address intake ocean water temp monitoring b action taken in 
event temp exceeds 64 F. Class 111 amend fee end. 

SCHUYLER, J 0. Pacific Gas b Electric Co. 83/07/01. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director ip. 19249:294. 24X 

Fiche: 50-273, 03/07/01. B307060196. 


■8307060199 Application to amend License HPR-76, c onsi st i ng of Request 
83-07. re vi sing Tech Specs re ultimate heat sink to address 
intake ocean water temp monitoring & action taken in event 
tamp eiceeds 67 F. 

13-RAND. t. A. , CRANE, P. A. Pacific Gas it Electric Co 83/07/01 2p-p, 

19249:295 24 X Fi-che: 50-275, 83/07/01 , 03070601 96 


— 8307060202 Tech Specs 3/4.7.12 re ultimate heat sink (Pacific Ocean), 
* Pacific Gas U Electric Co 83/07/01 2pp_ 19249:297 24X 

F i the: 30-275, 83/07/01 , 0307060196 


B 30707 0Q?6 Notifies that mads to fuel bldgs completed L 
permitted by Amends 3 & 5 to Licence DPR-76 ceased by 
8306 20. Or i g i na 1 requirements of Tech Spec 3/4 9. 7 ulil 
preva it. 

SCHUYLER. J. D. Pacific Gas h Electric Co. 83/07/01. 
Office of Nik Lear Reactor Regulation, Director Ip 
Fiche: 30-375, 83/07/01. 8307070026 


actions 


1 


DENTON, H, R. 
19293: 241 


24 X 


0307130221 Forwards res pc ns 
identified in OS FJeischa 
design verification effor 
analysis indicates large 
SCHUYLER, J. 0 Pacific Ga 
Licensing Branch 3. I5pp 
830713D221. 


e to 830622 Itr re anonymous allegations 
ker 830328 Itr to DG Eisenhut re 
t. Con ta inmen t structure stability 
s-afety factor against overturning, 
s b Electric Co 83/07/01. KN I GHTON, G. U. 

19509:014 24X F j Che : 50-275, 83/07/01, 


— 8307130291 "Statistical Analysis of Shear Strength Data for Support 
Strut Spat Helds, Diablo Canyon Power Plant." 

* Jack R Benjamin U Associates, Inc. 1 1 3-090-H-01 . 83/06/30 

J8pp. 19474:038 24 X F i c h e 50-275, 03/07/0 1 , 0307 1 30270. 


— 8307130298 Forwards "Investigation of Matls Used in Support Sy» f er 
Electrical Conduit & Cable Trays at Diablo Canyon," 

Superstrut spat-welded members meet design requirements & 
may be installed. 

CRANE, P. A Pacific Gas & Electric Co 63/02/23. ENGELKEN, R. H. . 
MORRILL. P.Q, Region 5, Office of Director. Ip. 19474' 056 oar 
Fiche: 30-275, 83/07/01, 03O713O27S 


— 8307130302 "Investigation of Matls Used in Support Sys for Electrical 
Conduit & Cable Tray-s at Diablo Canyon. " 

* Bechtel Corp. 83/02/25 39pp 19474:037. 24X 

Fiche: 50-273, 83/07/01, 830713027S 


8306270397 Generic Ltr 83-26 to all applicants for OLs b holders af 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity Svc list end. 

EISENHUT, D. <3. Division of Licensing. 03/07/03. Consolidated 
Edison Co of New York, Inc. 16pp. 19390. 317. 24X 

Fiche: 50-000, 83/07/03, 8306270397 


8307140499 Provides status of final repts re design verification sfPaM 
by util it independent design verification program, Supp 1 ta 
8ER will be prepared providing basis for NRC recommendation 
to Commission re reinstatement of suspended license. 

D 1RCKS, W J. Office of the Executive Director for Operations. 
83/07/09. PALLADINO, N, , QILINSKY, V. , AHEARNE, J, Commissioners. 

2pp. 19326:141. 24 X Fiche: 30-27 3, 83/07 /05> 8307 1 40499. 


0307 1 9044 1 Request* assessment of factual circumstances surrounding 
independent design verification program interaction w/u til 
at 8306 1 4 meeting, per end Ctr for Law in Public Interest 
830623 ltr, 

EISENHUT, D, C. Division of Licensing. 83/07/05. COOPER, W. E. 
Taledyne Engineering Services 3pp. 19340 208 24X 

Ficho. 30-275. 83/07/03, 8307130441. 


B3G706O329 Generic Ltr 83-27 to all licensees * applicants for 
operating power reactors b holders of CPs for power reactors 
re surveillance intervals in STS. Svc list end, 

EISENHUT, DG Division of Licensing. 83/07/06. Cons o 1 i da t I d 

Edison Co of Neui York, Itsc. 16pp, 19669:234 24X 

Ficho: 50-000, 83/07/06, 8307060329. 


8307080169 Generic Ltr 03-28 to all licensees of operating r 
applicants for QL St holders of CPs re required actions bas 
on generic implications of Salem ATWS events. Svc list end 
EISENHUT, D.G Division of Licensing, 03/07/08 Consol 

Edison Co. of Mew York, Inc. 38pp. 19669:267. 24X 

Fiche: 30-000, 83/07/QB, B3070B0169 


B307120533 Notification of 830710 significant licensee meeting w/utll 
in Walnut Creek, CA to discuss licensee presentation on RGB 
piping min wall th i c kn a ts . Ag enda end. 

MORRILL, P. J. Region 5, Office of Director. 83/07/08. El SEMHUT. 0. G. 

Division of Licensing DUCKLEY, B. C. , 5CH IERL ING« H. E. Office of 
Nuclear Reactor Regulation, Director. 3pp. 19433 317 24X 

Fiche: 50-273, 83/07/0B, 8307 1 20333. 


8307130097 Responds to B307Q3 ltr requesting info on 830614 meeting 
re Independence of independent design verification program. 

Meeting does not evidence any violation of or inadequacy in 
procedures adopted to maintain Independence. 

COOPER, WE, Teledyne Engineering Services 03/07/00. EISEHUTj-D.G 
Division op Licensing. 3pp, 19465:341. 24X Fiche 50-275, 03/07/00. 

8307130097. 


eactor I, 
ed 

i dated 


B307130278 Forwards "Final Rept on Evaluation of Spot-Welded Matls 
Used in Support Sys for Electrical Conduit b Cable Trays at 
Diablo Canyon Power Plant." supplementing Bechtel rept 
transmitted by PG&E 930225 ltr 

SCHUYLER, J. 0. Pacific Gas & Electric Co. 03/07/01. EISENHUT, D, 0. 
Division of Licensing. Ip 19474:006 24X F l c h c? : 50-275, 83/07/01. 

8307 130278. 


■8307130281 "Final Rept on Evaluation of Spot-Welded Matls Used in 
Support Sys for Electrical Conduit b Cable Trays at Diablo 
Canyon Power Plant " 

* Bechtel Corp. 03/07/01. I9pp 19474 007 ?4X 

Fiche: 30-275, 03/07/01, 0307130279. 


-0307130206 "Outline for Samp 1 i ng, Pt e p ara 1 1 on 
Supers trut Members for Diablo Canyon Power 
» Bechtel Carp 0072C/0I09. 83/06/02. 

Fiche 50-275, S3/07/0 I , 8307130278. 


it Testing of Spat-Welded 
Plant, " 

12pp 19474:026. 24X 


83071100-02 B-pard Notification 83-96: forwards PG&E 830705 ltr 
transmitting “Rept on Investigation of Reactor Coolant Pipe 
Weld Thickness." 

EISENHUT, D. G. Division of Licensing. 83/07/11. PALLADINO, W J, , 
GILINSKY, V. * ROBERTS, T. M. Commissioners. 3pp. 19391:315. 24X 

Fi c ha : 50-275, 83/07/1 1, 83071 10002. 


■8307 i 1 0406 Forwards "Rept on Investigation of Reactor Coolant Pipe 
Weld Thickness. 

SCHUYLER » J 0 Pacific Gas U Electric Co. 83/07/05, MARTIN, J. B. 
Region 5, Office of Director. 45pp. 19381:318. 24X 

Fiche: 50-275, 83/07/1 J, 0307110002. 


8307180002 Forwards corrected page of Section 4.2 in 030510 submittal 
re pump b. valve inservice testing program Valves FCV-696 fc 7 
incorrectly listed w/eaercise frequency of Q. Valves cannot 
be exercised during operation. 

SCHUYLER, JO Pacific Gas fe Electric Co. 83/07/12. KNIGHTON, 0. W 
Licensing Branch 3. 2pp. 19560:326 24X Fiche: 50-275, 03/07/12, 

8307180002 
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8306270407 Board Notification 83-90- forward s info Items pi design 
verification program* including trip rept of 830512 technical 
exchange moating & transcript of 830706 meeting re seismic 
analysis of burled pipes. 

EIGENHUT, D. 0. Division of Licensing. 83/07/14. PALLADINO* N , 
OIL INSKY* V. * ROBERTS* T. Commissioners. 3pp. 19627:262. 24X 

Fiche: 50-275* 83/07/14* 8306270407. 


--8307190070 Transcript of Commission 930706 meeting in Dethesda*MD re 
design verification program - seismic analysis of burled 
tanks. Pp 1-101. Supporting documentation end. 

* Commissioners. 83/07/06. 123pp, 19627:269. 24X 

Fiche: 50-275. 03/07/14. 8306270407. 


B 307190171 Advises that Joint Intervenors charged that independent 
design verification program (IDVP) yielded to util pressure 
& util seeking to dilute IDVP independence. Di sputes charges. 
SCHUYLER. J. 0. Pacific Oas b Electric Co. 83/07/14, DENTON* H. 
Office of Nuclear Reactor Regulation! Director. 3pp. 19634:167. 
24X Fiche: 30-275. 83/07/14. 0307190171. 


8307290190 Forwards FR notice of consideration of issuance of amend to 
License DPR-76 & proposed N8HC determination b opportunity 
for hearing re Tech Spec changes on Installation of two neu 
inverters b associated buses. NSKC determination withheld. 

BUCKLEY* B. Licensing Branch 3. 03/07/15 SCHUYLER. J. 0. Pacific 

Oas b Electric Co. 4pp. i9B57:037- 24X Fiche: 50-275* 83/07/19, 

8307290190. 


— 8307290192 Notice of cons i dera 1 1 on of issuance of amend to License 
DPR-76 b proposed NBHC determination b opportunity for 
hearing re Tech Spec changes on installation of two new 
inverters b associated buses to satisfy NUREG-0737. 

KNIGHTON* 0. W. Licensing Branch 3. 83/07/12. 8pp. 19057:041, 

24X Fiche: 50-275, 83/07/15, 8307290190. 


B 307190044 Advises of 830721 meeting in San Francisco.CA to discuss 
rupture restraint program. Agenda Included. 

COOPER, W.E., CRAOIN, J. G. Teledyne Engineering Services. 83/07/19. 
DENTON, H. ft. Office of Nuclear Reactor Regulation, Director. ip. 
19635: 135. 24X Fiche: 30-275, 83/07/19* 8307190044. 


B 307280292 Forwards Rev 0 to "Diablo Canyon Independent Design 
Verification Program, Con ta inmen t Annulus Structure Vertical 
Seismic Evaluation, 11 Interim Technical ftept 30. 

COOPER, WE. Teledyne Engineering Services. 03/07/22. DENTON, H. ft. 
Office of Nuclear Reactor Regulation. Director. MANEATIS, 0. A. 
Pacific Oas b Electric Co. MARTIN, J. 0. Region 9, Office of 
Director. 2pp. 19789:327. 24X Fich e : 90-275. 83/07/22* 8307280292. 


— 0307280297 Rev 0 to "Diablo Canyon Independent Design Verification 
Program, Containment Annulus Structure Vertical Seismic 
Evaluation, •' Interim Technical Rept 30. 

WRAY. R. . BlQQS, J. M. , HOLLEY. M. J. Teledyne Engineering Services. 
03/07/22. B6pp. 19799:329. 24X Fi c h e : 90-279* 83/07/22, 0307200292. 


0306270417 Board Notification 83-103: forwards mat! re safety issue on 
design adequacy which will be used in formulating NRC 
position on low power license reinstatement. 

EIBENHUT, D. O. Division of Licensing. 83/07/26, PALLAD INO, N. J, , 
0ILIN8KY, V. t ROBERTS, T. M. Commissioners, 4pp. 19013:271 24X 

Fiche: 50-273, 83/07/26,8306270417. 


8307290195 Advises that change in ESF response time for containment 
spray initiation does not involve significant reduction in 
safety or significant hazard consideration defined in 
10CFR50. 92, supporting 830623 request for license amend. 

SCHUYLER, J. 0. Pacific Gas b Electric Co. 03/07/26. DENTON. H, R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19821:142. 
24X Fiche: 30-273, 83/07/26, 0307290193 


B 307 220334 Notification of B30727-28 meetings w/NRC in San Francisco*CA 
to discuss independent design verification program closure 
plan b implementation of plan by discipline areas. Meeting 
agenda end. 

COOPER, W. E. , CRAOIN, J. G. Teledyne Engineering Services. 03/07/27. 

Teledyne Engineering Services. 2pp. 19673:353. 24X 

Fiche: 30-273, 83/07/27, 0307220334. 


8307290221 Forwards response to NRC question re classification of 
instrumentation b control for containment isolation valves 
FCV-37 b FCV-38, 

SCHUYLER, J. D. Pacific Oas b Electric Co. 83/07/27, KNIGHTON, G. 
Licensing Branch 3. 3pp. 19822:023. 24X Fiche: 30-275, 03/07/2 7, 

8307290221. 


8306270419 Board Notification 83-Q77A: f orwar d * summary of evaluation of 
allegation re release of NRC draft rapt. Dasis for allegation 
inaccurate. 

EISENHUT* D. 0. Division of Licensing. 83/07/20. PALLADIND, N. J. * 
GILIN8KY, V. , ROBERTS, T. M. Commissioners. 3pp. 19813:320. 24X 

Fiche: 50-275, 83/07/20, 0306270419. 


0. Inspection reports* IE Bulletins b correspondence 


8307120512 Forwards IE Insp Repts 50-275/83-19 & 50-323/03-15 on 
030301-28 No none omp 1 i anc e noted 

BISHOP* T W. Region 3. Office of Director. 03/06/24. SCHUYLER. J 1 . 0. 
Pacific Gas b Electric Co. 2pp 19433:210. 24X 

Fiche: 50-273, 83/06/24, 0307120512 


—8307120522 IE Insp Repts 90-273/03-19 b 50-323/83-19 on 830301-28. No 
noncomp 1 lance noted. Major areas l ns pec ted : p 1 ant operations, 
surveillance te s fc ing < ma i n t« TM I Item 1 1 . fl. 2, emergent y 
preparedness* preoperational testing b plant tours 
CARLSON. J. D. * MENDONCA, M. M. , KIRSCH, D. F Region 5, Office of 
Director. 83/06/24. 7pp. 19433:220. 24X F i ch e : 30-27 5, 83/06/ 24* 

0307120912 


8306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/07/11 Consolidated Edison Co. of New 

York, Inc. 134pp. 19363:293. 24X F i ch e : 50-000* 03/07/ 11 , 830627040 1 . 


8306270404 IE Info Notice 83-47* "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid," Svc list end, 

JORDAN* E, L. Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/07/12 Consolidated Edison Co. of New 

York, Inc. 14lpp. 19363:193. 24X Fiche: 50-000* 03/07/12* 0306270404, 


0306270406 IE Info Notice 03-48, "Gaseous Effluent Releases of 
Radioactive 1-125 h 1—131 in Excess of NRC Limits." Svc list 
end, 

TAYLOR* J, M, Division of QA. Safeguards b Inspection Programs (Post 
830103). 03/07/14 Consolidated Edison Co. of New York, Inc. 

114pp, 19713:270. 24X F t c he ; 50-000. 83/07/ 1 4* 8306270406. 


R. Periodic operating reports b related correspondence 


0307220496 Monthly operating rapt for May 19B3. W/03O6O2 ltr. 

KELLY, W. J. , THORNHERR Y, ft. C. Pacific Gas b Electric Co B3/06/02. 
Office of Resource Management* Director. 7pp. 19685:142 24X 

Fiche; 50-275, 03/06/02, 8307220496 


0307010170 Forwards final Installment of "Design Verification Program 
phase I Final ftept," per Order CLI-81-30. 

SCHUYLER, J, □. Pacific Gas b Electric Co. 83/06/21. EISENHUT* 0. 0 . 
Division of Licensing. 300pp. 19170:101. 24X F i c h e : 50-273, 

03/06/21. 8307010170. 


0307050349 Comments on Interim Technical Repts (ITR) 13,16.39 b 40 re 
Independent design verification program. lTRs should be 
revised b combined w/remalnlng geotechnical issues into 
single rept. 

EISENHUT, D. 0, Oivis lun of Ltcens ing 83/06/21, COOPER. W.E. 
Teledyne Engineering Services. 3pp 19263:334, 24X 

Fiche: 50-275, 83/06/21 , 8307030349. 


0307120324 Forwards "Semimonthly Rapt 40: Diablo Canyon Verification 
Program* 830607-20. " 

SCHUYLER. J.O. Pacific Oas b Electric Co 03/06/24 DENTON* H. R- 
Office of Nuclear Reactor Regulation, Director. MARTIN, J. B. Region 
5, Off Ice of Dirac tor , Ip. 19429:289. 24 X F i che : 50-275* 03/06/24 , 

8307120324, 


- -0307 l 20327 "Semimonthly Rept 40 Diablo Canyon Verification Program, 
830607-20. ” 

HDCH, J, 0. Pacific Oas b Electric Co. 03/06/24. 69pp. 19429:870. 

24 X Fiche: 50-275, 03/06/24* 8307120324. 


8307050093 Forwards sixth text submittal oP independent design 
verification program final rept. Final submittal scheduled 
for 830630. 

COOPER, W.E. Teledyne Engineering Services. 83/06/28. DENTON* H. ft. 
Office of Nuclear Reactor Regulation, Director. MARTIN* J. B. Region 
5, Office of Director. MANEATIS, G A. Pacific Gas b Electric Co. 
82pp. 19197:206, 24 X F i c he : 50-275* 03/06/28, 8307090093. 


8305110506 Board Notification 03-08: forwards Teledyne Engineering Svc 
M Independent Design Verification Rept - Fifth Text 
Submittal" b "Independent Design Verification Rept - Errata 
Package 2. " 

EISENHUT, D. G. Divisi on of Licensing. 83/06/29, PALLADIND, N. J. 
Commissioners. 3pp. 19172:263. 24X Fiche; 50-275, 83/06/29* 

8305110306 
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f'f. "fl'V' * ,5 ’ tl>r E^inttrirg Carp. 03/06/27. 
I * 4 * Fiche 5 v-e? 3 . 63 / 06 / 30 . 8307050134 . 


28 pp. 


8307100154 Advises that no open item repts Issued since last 
semimonthly rept. 

KRECHTfNG. J E. Stone St Webster Engineering Corp. 03/07/00, 

D6NT0W.H R Office of Nuclear Reactor Regulation. Dlroctor. 

MARTIN/ J D. Region 5. Office of Director. MANEATIS, Q, A Pacific 
Gas «< Electric Co. Ip. 17336.249 24X F i c h e 30-273, 03/07/00 

8307160154. 

B307220362 Forwards 41st semimonthly status rept for design 
verification program. Rept summarises progress of technical 
wort from 030621-0703. 

SCHUYLER. J. 0 Pacific Gas 4, Electric Co. G3/07/00, DENTON, H Ft 
® ff ‘“ of N f! ear Rector Regulation, Director. MARTIN, J. D. Region 
0307220362° ^ 47pp 1<?676; 001 24X Fichu; 30-273, 03/07/00, 


Verification Program Final 


V*,'- * '-■Mficaiion Zt environ Consequences of 

; t C»ty6, £ ' ’■^tamrent, Independent 

et 'L : ! J * Program-' Interim Technical Rept 47. 

ssv* lisr.&.sr 6 '”- ^ 

'ISIB/rr l ° *• sinsi 

i.lt U ,n p7 »»'<">-“ tnkerim Technic. 

* " B Corp S3/06/B3. lhpp, 

1,3 <l4 * Flc,! « S'J- 273 , 63 / 06 / 30 . B 307050134 

e ‘ 3 a- C r : f 41 C ‘ 3rvjra * "Independent Design 
-a - s, ; ,r,t * test submittal 

C-f'Mcr^^J^rfl^ctorJer^^^rvices 63/06/30. DENTON, H. R. 

5- CN;» S f D ltt U D i P# ?i? r - " aR ”*,J.B. Region 

a*vem^ teic 3 ::::^:,^ 15 " Verification Program Final Rept,-' 

*4* FiCnJ 50-275., B3/06/30 f S337jJo245 3/ ° i/23 ?i ° PP 19194:262. 

EJOSr,PjHl, r. c - * license suspended by CLI-81 

GIL I*sLC . AHFARnI 1 ^ 0 Cc^iMionerP' 0 ^ 01 PALLADINQ, fg, j, , 

Picne 3>275. 53/07/01, 0306270396 3pP 19266:001. 24X 

«* Engineering ,nter im 

^ » n<id ; r ;; ;„ 4 Ll ; r (riflCdUon lm 

re inst 4 te«amt 3 s i Cuj 1 tin * rec ommenda t i on re 

eiscwut .0 G Oaii® iJn af lit'*" ,U5pena « d CLI-Bi-ao 

f ei™?« n ’- 33,07/07 ^dw,^, 

*“*' MtOByor^o*^*”*"- 7 * °PP I*3«:0 o. a « 

63-337 | 3C«07 Forfar q* '•SuKio r 

asSrF » w^«“'=r~'r ^ • 

r s E#^2ffi^ s -rTffr»’ 

=4, Fun, so-jja.ajc^oa.’g'P^^Eipptr.c co. 

G 3 C-?i 30*14 'En j,,- . 

v «" sf iratisn Pro 3 ri!!^ fl N vcl»ar Power Plant Unit I inn 

j u i^, ^ iep^fSr 0e,i5n 

Fure 'ooli^r 1 " 3 Services 03/07/oa M 

-- 275.03/07/00.6307130207 ° PP l*?3O 0 i 5? 


Region 


a3 jsn4.7l35 n36 r t!*n5j 1 ta ° Ptn U * m Re Pt U28 Rev 0 

page u*‘ 't*'* 01 "* l « for Jul‘ ^33 , Rept ’ U33 ' 

Piping 1 r*AC Let I b,na tta ticn battery rack! i, 

CCNI&oai E t L ! X J *vpports V thl ,4r ge bqr« 

C-ENTCSN *■* ti r'»i?! rt V Cl °u4 Associates 

■OM»l3C^J3 epp 19307 344 24l Fic^i S “ Patific 

Fxc *« 30-275, 03/07/08, 


B3 S^?f?rLi° rL, p rd * Err3ta Packa 9 9 3 t0 "In dependant Design 
f^ 030730 Pr ° 5ram Final NB<t ^bmittal scheduled 

Offi^’n^M [ eJed ^ ne Engineering Services. 03/07/13. DENTON, N R 
Office of Nuclear Reactor Regulation, Director MARTIN, J D ;i An in« 

Dp Office of Director. MANEAT IS, G. A. Pacific Gas l Elactrlr 
lp 19645:210. 24X F i c h « : 30-273, 03/07/ 1 3. 8307200001 C 

"TSXn"* PiCk4!1 ' 3 t0 "«»«•».»*..* Do, 1 gn V.HfloWon Dr 0 „„ 
L/® U J vnB E " 9lneerin fl Services. 83/07/13. lDOpp 17643 21 1 

24X Fiche: 30-273, B3/07/1 3, 8307200001. *^pp. 17643.311, 

■sss.jpriii’J.i'.^iara:: Mssr 

numt.r.r.v nu^.r e, pa 9e code for eve?, po 0 , l ,' %Ll 

af°ice'of E NoJeirReIcto? 1 R,'ooIat.oo rV m'‘' , B3/07/:!S DENTON, II. R. 

3, Office of Director MANEATIS 0 a' D |! rG ?!>? r 'A MAnTIN ' J > 0- Rijlon 

19733 ^ 5i - ^PM 5 ”-DP 3 fo3^7%l'o3o5^ 3 oi‘ Ctr,C C ° 
a3 §e?f“ 3 ’eMMcI?!„n D pco3ro«! , "'';Ll'™on^r P °“ , ‘ > r P,i,nt lnit »»»M»nlr 

S?K E „ UC I DENTON, H. R. 

3- Office of Director MANEATIS 0 !' p MARTIN, J. R. Region 
.p- .973 2:03 a. S 4 X r p ic Sl^ifB^0T^ 3 ^S7^ 9 S, e “ e ‘ rU °° 

V,rlficatlon*pJ° 9 ?iJI , ! n , 5 |“ 5 l J'*r h , ,, " er P 1 P nt Independ,,,!; Deeign 
* Teledune jr h »7!!l , semimonthly rapt for JuJ 1903 

24X Fiche: 50-273, 0^/O 7 /22^ e S3O 7 26O339 3/, ^^^^ 6lpP> 19732: 

Program. 030706-18, " S p er^Comm! J ^ ep 42; D1 ab I ° ConiJOh Vor i f i CAt ion 
SCHUYLER, J. 0. Pac i f i r nil ? * ° n ° rder ^1-81-30. 

Office of Nuclear Reactor f? E ’w lrlc Ct, ‘ 03/07/22. DENTON, H R 

2; ««« of Ct ° p fie9 ^*°- Dl -^0r. MARTIN, jT Region 

8307280296. lp ^709.249. 34X^^,0:50-273,03/07/23“ 

"” Pt 4a:Di "' ,, ° CanV0 '’ V "‘ f ‘^“ 0n Progr/m, 

si* FUhd so-s's'aG/oz/al'sa^seo^ 83/07/10 7Spp - ‘» 7 0 V:bsd. 


f-^!!!l!^!U ccurr ®P”s, LER s * re 1 


atod correspondence 


0307290257 Forwards AEnn e k , 

Involving intentional gouge? 5n „aln‘°“ ?'”* ° f 830 ‘ 11 ’ * v *"‘ 

???„? , COrr ' cUv ' «>ea s Jro, P ‘P”- Lic«n,». 

S»“ ,,,m * ** cu P“g 

'i£T - 

lW6:3M «* 3 pp. 

8307130092 LER 03-01 5/om a 

?«:ir . j- S £^:Kr^r.;‘sss,«- 

P ‘-P:=0- a 7 5 ,^%? / n a |; 8 ^;- 0 P | D.“cto^ leC ^r 

aesri ^ /B3 ^? f s f -‘ 7 r ^— pp *pp .. 

-S-' 8PP “"« oV^V r ^ C “ 83 * 07 / 09 . 
d ' 3 ' “ 3 / 07 / 03 , B 307220271 . ® Ct0r - a PP- 19684 : 257 . 24 X 
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T. Hearing transcripts on non-ant 1 trus t (natters 


830*370407 Roam Notification 83-98 foruartfs info items re design 
verification program, inc lud i ng trip rept of 830312 technical 
exchange meeting i transcript of 830706 meeting re seismic 
analysis of buried pipes 

£ I SENHUT, D Q Division of Licensing 83/07/14. PALLADINO, N, < 
QILINSKY, V i ROBERTS, T Commissioners. 3pp 19627 262 24X 

Fiche: 30-275. 83/07/14. 8306270407 


8307 l 90070 Transcript of Commission B30706 meeting in Dethesda.MD re 
design verification program - seismic analysis of buried 
tanks Pp 1-101 Supporting documentation end 
* Commissioners 03/07/06. |25pp 19627:269 24X 

Fichc 50-273. 03/07/14. 0306270407 


0307260332 Transcript of 830719 hearing 
* Atomic Safety and Licensing Appeal 
19732 107 24X Fiche 50-275.83/07/19, 


in San Luis Obispo. CA. Pp 
Panel. 83/07/19 226pp 
0307260332 


1-225 


--S3072506E30 Public version of revised emergency- plan implementing 
procedures, including Procedures EP-lOt re classification of 
emergent i es. EP-102 re unusual event response it EP-10-3 re 
alert response 

DALTROFF. B. l Philadelphia Electric Co. 03/04/13. 0Opp. 
19719:224 24X F i c h e : 30-277. 83/07/ 19. B307250672. 


0307270041 Releases public version of revised emergency plan 
implementing procedures. 

FELTON, J, M Division of Rules and Records. 83/07/19. Document 

Management Branch lp. 19006 236. 24X F i c h e: 30-277, 83/07 / 19. 

3307270041 


0307270043 Forwards public version of revised emergency plan 
implementing proc edures. inc lud ing Procedures EP-316 re 
cumulative population dose calculati ons, EP-206A re fire 
fighting group it EP-206Q re damage repair group. 

DALTROFF, S. L. Ph i 1 ad e 1 p h i a E 1 ec tr i c Co. 83/07/01. ALLAN, J. M. 

Region 1. Office of Director. lp 19006 237 24X 

Fiche 30-277, 03/07/19, 8307270041 


S307270003 Transcript of 030720 hearing in San Luis Obispo, CA Pd 
226-498. r K 

* Atomic Safety and Licensing Appeal Panel 83/07/20 273pp. 

19740:210. 24X Fiche. 50-273, 83/07/20, 8307270003, 

^^499 ? 760 1 ^ ranscript Q307 2l hearing in San Luis Obispo, CA. Pp 

* Atomic Safety and Licensing Appeal Panel. 83/07/21, 270pp. 

19745:242 24X Fi che 30-273. B3/07/21 , 0307270021 


0307270024 Transcript of 830722 hearing in San Luis Obispo, 
* Atomic Safety and Licensing Appeal PariBl, 83/07/22. 
19749:204 24X F i c h e ; 50-273, 03/07/22, 0307270024. 


CA. Pp 
59p p 


1-34 


8307270046 Public version of revised emerg 
procedure s, includ Ing Procedure* EP-316 r 
population dose calculation*, EP-206A re 
6 EP-206D tb damage repair group. 

* Philadelphia Electric Cq 83 / 03/31 
Fiche: 30-277. 03/07/19. S307270Q41 


ency pi 
e c urau 1 
fire fi 

230pp. 


an Implement 
stive 

ghting group 
19006: 230. 


ng 


24X 


0307290101 Updates Items in pending fire penetration seal exemption 
request Mod to add emergency lighting in fifth bay of diecel 
bldg complete S, no exemption request forthcoming 
BOYER, V. 5 Philadelphia Electric Co. 83/07/22. E1SENHUT, D. Q. 

° f LiC8n * t hg 3pp 19820:357. 24X F i c h e : 30-27 7 , 03/07/22, 


DOCKET 30-276 GEORGIA TECH RESEARCH REACTOR 
V. Operator Examinations 


03O7OSO427 Generic Ltr 83-12A to all nonpower reactor licensee* 
issuance of Nrc Form 390. "Personal Qua 1 i f i cat i ons 
Statement - Licensee M Svc list end. 

EISENHUT.D.G Division of Licensing 83/07/11. Michigan, 
of. 14pp. 19363 130 24X Fiche SQ-OOO, 83/07/1 1, 8307000427 


re 


Univ 


DOCKET 30-577 PEACH BOTTOM ATOMIC POWER STATION, UNIT 2 
F Security, medical, emergency i Fire protection plans 


Q. Adjudicatory correspondence 


0307210248 Notifies of VR Harding employment at law firm. Harding will 
r»£* lClf> * te ln anv caae currently pending before NRC. 

SILOERO, J E, Shaw, Pittman, Pott* i Trowbridge 03/07/13 
?2'r l r^ D I N0> N ° ’ ®tL INSKY, V , AHEARNE, J. F Commissioner*. 

19664 061. 24X Fi c h e : 30-000, 03/07/ 1 3, 030721 0248. 


lp- 


8307210251 Notifies of employment at law Firm.VR Harding uii 
P^icipato in any case pending before NRC. Svc list enel. 
HARDING, 9. R Shaw, Pittman, Potts i Trowbridge 83/07/13 
PALLADINO, N J. , OILINSKY.V., AHEARNE, J. F Commissioners. 
19664:062. 24X Fi c h e : 50-000, 93/07/ 1 3, 03072 1 024B 


ill not 


3FP- 


J Insurance L Indemnity information 


83072-60421 ’’Exercise Manual Peach Bottom Atomic Power Station NRC/FEMA 
Observed Emergency Response Exercise on 030620 ” W/ono 
oveTsue figure Aperture card is available in PDR W/930525 
i ftr . 

DALTROFF. 5 L. Philadelphia Electric Co 83/05/25. ALLAN, J M. 
Region 1 . Office gf Director 2B5pp 19730 139 24X 

Fiche: 30-277, 03/03/25, 0307260421 


8307130292 Informs that 030527 Ur on status of 47 mods to fire 
protection sys contained errors in status of mods to 
emergency lighting sys 400-volt circuit breaker settings. 

Corrected status i revised completion dates provided 

BOYER, V S Philadelphia Electric Co 83/07/1 J E1SENHUT, D 0 

Licensing. 4pp. 19332:193 24 X Fi c h e 30-277, 83/07/ 1 1 , 


8307220090 Dis 
during annua 
830620. Emerg 
evaluate iis 
MARTINI, T. T. 

DALTROFF, S. 
Fiche: 30-277 


Cusses 830700 meeting w/util re deficiencies Id 
1 emergency preparedness exercise conducted on 
oncy preparedness drill should be conducted to 
ted activities. 

Division of Engineering K Technical Programs, 

L. Philadelphia Electric Co. 2pp 19674 020 
■ 03/07/13, 8307220050 


entified 


83/07/13 
24 X 


8307230672 Releases public 
implementing procedures. 
FELTON, 0 M Division of 
Management Branch lp 
8307230672 


version of revised emergency plan 


Rules and Records. 83/07/19. Document 
19719 219 24X Fi c h e : 30-277, 03/07/ 1 9, 


0307000434 Forwards Endorsement 102 to NELiA Policy NF-140 
Endorsement S3 to MAELU Policy MF-67. 

DRADLEY, E J\ Philadelphia Electric Co 03/07/01. SALTZMAN, J. 
Antitrust I, Economic Analysis Branch (Utility Finance). 3pn. 
19347:222 24X Fiche: 30-277. 83/07/01 > 83070 804 54. 


K< rinal Safety Analysis Report (FSAR I & amend* 


BRADLEY, E J. Philadelphia Electric Co 03/07/20. DENTON, H. R. 
Office of Nu-cUar Reactor Regulation, Director. 4pp. 19673 001 
24X Fiche: 30-277, 03/07/20, 8307220239 


—8307220241 Rev l to updated FSAR W/23 overs ire fi 
are available in PDR, 

* Philadelphia Electric Co 03/01/31. 326p p 

Fiche: 50-277, 03/07/20, 0307220230. 


gure*. Aperture card* 
19673.003. 24 X 


P. Operating license stage document* & correspondence 


8307080259 Forwards backflt cost figures for addl seven util* per 
original 830208 request. Cost figures for 20 util* 
transmitted 830411. 

TOURTELLOTTE, V. Regulatory Reform Task Force, 83/06/22 
PALLADINO, N. , OILINSKY.V., AHEARNE. J Commissioner 
19363:313 24X F i c h e . 30-000, B3/06/22, 0307080259. 


2pp. 


8307250676 Forwards public version of revised emergency plan 
implementing procedures, Including Procedures EP-101 re 
classification of emer gene i 05 , EP-102 re unusual event 
response i, EP-103 re alert r 0 s p ana e. Af f i day i t end 
DALTROFF, s L Philadelphia Electric Co. 03/03/13. ALLAN, J M. 
Region 1. Office of Director 4 dd 19719 220 24t 

Fiche 50-277,03/07/19,8307230672 


830208 request baCkfit Cost * abu >*tions ^or fac 1 U 1 1 « », p er NRC 

KEMPER, J. S. Philadelphia Electric Co. 83/05/04. TOUR TELL QTTE, J 
Regulatory Reform Task Force 6pp. 19364:003 34X 

Fiche: 30-000, 03/06/22, 8307080259 


0307010009 Informs that during 
coolant ays safety L relief 
U.K.3.3 

DALTROFF, S. L. Philadelphia 
Division of Licensing lp 
8307010009 


1982, there were no cha 
valves, per NUREO-0737, I 

Electric Co. 83/06/27. 
19169:203 24X Fiche: 


tlenge* to primary 
tern 

EISENHUT, D. ©. 
50-277, 03/06/27, 
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B3 *rT!!5 00 ? 1 S i J , ppl1 01 0,121 l to* T « implementation of NUREG-Q6I9 "BWfi 
Feedwater Noiil* t* Control Rod Drive Return Line C CRDRL > 

^[ aC i ln,J - " feedwater low Flow controller installed an 
both uni ts. Petal led rept scheduled for 830930 

Di ^eS' 4 PM ^ dal P!? ia Electric Co. 33/06/30. El SENHUT, D. 0 . 

03O7oiSSa° 5 ' PP - 1,231:334 24X FI cX b: 50-277. 03/06/30, 

S 3 oci??t?l F . < ^r d ‘ “ dl tnf ° " e ” p '^ •«l«tlon of con t lnmd 

?£Va “ crack indications in RHR sy, 

JoS5° 6a7 In, *Ps & repairs will be performed 

DALTnScri 7 ^ 3 . T ‘ <S#U#lini} outa 9 e 'Pe*' IE Bulletin 33-02 
Sivi!?on'oi L L< ^ht ladelphU Electric Co. 83/07/01. EISENHUT, D. Q. 
03O7UO29B ’ Pp 1,423131 24X Flc.; 30-277, 83/07/01, 

—9307140299 "Fracture Mechanics Evaluation of Circumferential 
Llne C '' * IOt1 * at We,d 10-0-06 in Peach Bottom 2 ftHR Supply 

General Electric Co. B3/06/30. 24 PP 

19323.184. 24X Fiche: 30-277, B3/07/0I, 0307140278. PP 

B 3 CP ? 7 ST B ?; n * r4< L i r 83 ’ 26 t0 * U *■>*>' OLs * holders cf 
CPs for power reactors re clarification of surveillance 

BIBCMHUT*S fc O *}*?*' fU * 1 lffl P ur 1 - Svc list end 

EISENHUT, D. Q. Division of Licensing. 83/07/03. Consolidated 

Edison Co. of New York, Inc. 16pp. .19390-317 LOn 6 0 1 atftd 

Fiche; 30-000, 83/07/03, 8306270397^ 

Ltr e3 ‘ 27 u au «• wium. f 0 r 

operating power reactors &. holders of CPs For power reactors 

SfiS!«i? l i 1 : ,, "J nfr,PV ' U in STS 8vc 

EtflfM ci of M^ V iI*r LiC fJ“ n9 B3/07/0i Consol 1 da ted 

tai,on Qa - of ««w Tort# Inc. 16pp. 19669- 234 24 X 

Fi Che: 30-000. 03/07/06, 830706032*7 


8307030169 Generic Ltr 83-29 to all licensee* of operating reactors 
£E P ^neIic t° T i? L f h0ld<rs of CP * ™ required actions based 
EISBNHU? £ a “! Sal * m ATWS Svc list end. 

“Vision of Ucentlng. 83/07/08. Consolidated 
Edison Co. of Metu Vork, Inc. 38pp, 19669 269 24X 

Fiche: 3Q-000, B3/07/0B, B3070B0169 


83 2 7 3/3 l> 3 0 of°Z* r S , . nD , 1 V *‘ Ud9 da4j tak<M ' *° T.ch Sp.c 

2. 3/3.3 of App 8 to Licenses DFR-44 & DPFt-36, p fr NRC 030630 

JIJJJJ IJSIJIIfJJ'J* Wl i 1 b n r * viBL ' B( * during cans ider ati on to 
aeicce provision from Ap p B. 

ALDEN, w. M. Philadelphia Electric Co. 03/07/08. GEARS, G E 
Operating Reactors Branch 4. Ip. 19356:300 24X 

Flche; 30-277., 83/07/08, 8307180080, 

—8307100084 Noise level measurements surveillance test results. 


Philadelphia Electric Co 73/07/22 
Fiche: SO-277, 83/07/08,0307100080 


5pp. 19336:301. 24X 


-8307100083 Noise level measurements surveillance test results. 
* Philadelphia Electric Co. 75/04/30 Odd 1959a -ma 
F ich.: 50-277,03/07/03, 8307180000. 


■8307100007 No ise 
CRAWFORD, Jl. 0 . 
19336:311. 24X 


lrvel instruments surveillance test 
Philadelphia Electric Co 74 / 07/23 
FUhe: 30-277, S3/07/0B. 03O710OO8O. 


results. 

5PP. 


Noise level measurements surveillan 
* r hl ii d ®i phU FI ectr 1 c Co. 74/02/24. 5pp 
Fiche: 30-277, 63/07/GB, B307IB0080 


test results. 
19356:316. 24X 


--B307IB0072 WoJs« 
CRAWFORD, R. D. 
19336:321. 24* 


level measurements surveillance test 
Philadelphia Electric Co. 74/10/29 
Fiche: 30-277, B3/O7/O0, 8307 180080 


resul t s . 

3pp. 




B 3 ?r?^I!, ’' P ° ndS U NI,C 6304,03 Ur T. Bafetg bn 
;L Pr0P “V d b “ ™' 0l “ n » T -‘ Orowp to »»« 
II K 3 I *” K' NUMB-C 

DALTRDFf s”l 5 *. Ourlnj rofue] 

uALTRUrF, S. L. Philadelphia Elect ' 

Operating Reactors Branch 4, 2 D p 

F i C h e : 30-277. B3 /07/ 1 3 , 8307200298. 


Co, 03/07/ 
19648: 134. S 


tion of seven 
presen t 
Item 
outage. 

STOLZ, S. F. 


0. Inspection reports, 


IE Bulletins 4* 


c orrospond ence 


rsr» fi. . .a. ttt «epi JCOms 377/8 

IIV.Ih", ° re n o s. "Doslgn R.v,e« of RUnt 




Shielding. " 

D4LTRQFF, S. L. Philadelphia Electric Co. 83/03/13. 
Region 1. Office of Director. 33pp 19790- 176 3 

Fiche: 30-277 r B3/03/I 3, B3O7280286. 


STAROSTECKI, R. 


Discusses IE insp on 020223-0312 fc forwards notice of 
violation & proposed imposition of civil penalty 

f? «9 lon 1' Office of Director. B3/06/13. HOVER, V 
Philadelphia Electric Co. 4pp. 19340*347 24X 

Fiche: 30-277, 83/06/13, 8307130164, 

8307150171 Ho-tite of violation 8. proposed imposition of civil nonallu 
in amount of *40, 000. Noncamp 1 lance noted- failure to p 11 

properly implement approved station surveillance test 
procedure. 

iJ? Region 1, Office of Director. 03/06/13 4 DD 
19940:331 24X Fl ch e : 30-277, 63/06/ 1 3, 03071 30164. PP ’ 

Fo l u,ar '' i * interim surveillance U limiting conditions for 
ZSn' 830523 response to IE 

othir^rpn 3 " 02 i ,an * for 4nip ap mod of recirculation 3 ys & 

MLIROFF S 1 ! ya ’ph°y, n a*f ^ fueUn 9 ^ a g eiU m be submitted. 
Sivl!lnn r !* L |' , Phi adolphia Electric Co 83/06/27. EISENHUT, D. 0 
MWolSJoi PP ' ,7,2 ‘ ,:3 “ 24X Fichf: 30-277, 83/04/37. 

F,, 7 u,a^,l5 adlil *"fo evaluation of conUnuad 

operation w/circumferential crack indications In RHR sus 
I"'*' 0427 meeting. Inepe * r, Hlr! „ tl , „ e perforled 

during I 9Q3 refueling outage, per IE Bulletin B3-02 

Division' of L Li Phl J adflIp ^ a EIectrl r Co - 83/07/01.* EISENHUT, D. G. 
03O7l«O21G 5 ' ,?PP - ,992S:13S - 24X F i che : 30-277. 83/07/01. 

630707 raeelin, “ /utn in *. 

Operating Reactors Branch 4. 83/07/06. STOLZ, 0. F 

Operating Reactors Branch 4. 2pp. 19327:360 24X 

Fiche: 30-277. B3/07/06. 8307140342. 

Q3 cl l n lrTl 9 ^"I iT ^ 8 ?? 706 discu8sUn re administrative exposure 

control sy* & radiation protection procedures for NRC e *P°^re 

NI>E , o# ?1 RHR C fc ndWC ? it19 i COT,f lr,T,a tory measurements including 
! H 5 U 8C rcuUtion piping at facility. 

PhiUdilikhia ° f Director - B3/07/06. FLEISHMANN, R. 

a5Ji7%i P 8307fooo;;.‘ C CO ' lP 1,348 202 F,c4e: 00-277. 

93 °* 2 ! 0401 12 Info Notice 83-44, -CM.en «oa. Valve Failure. Degrade 
Ironai/^ | lrtU J.? t , <m S f a 'l Subsystem. " Svc list end. 

RUANi E. L Division of Emergency PTaparedness & Engineering 
Hesponss |p ost S30I031 63/07/11. Consolldetad E.lsnn Co of N.u 

. Inc. 1 54pp. 17943:293. 24X Fiche : 90-000, 83/07/ 1 1, 8304270X01. 

^icusfp^e'ciad'Jnsps' ^ U "" Um l " »«“'—«■> *• 

Fiche: 50-277, 83/07/11, S307180423 P 


Resul Cnn^°t N °* , 0 93-47, "Failure of Hydraulic Snubbers as 
jOroIm £ f . Con tam nated Hydraulic Fluid. 11 Svc list end. 

JORDAN, E, L, Division of Emergency Preparedness t PnnlhR.R^n 


ergancy Preparedness L Engineering 
Vork. Inc .at,, 7 Consolidated Edison Co. of New 

c I4lpp, 19363:133. 24x Fi c h>e : 30-000, 83/07/1 2, 8306270404. 


Response fPosfc 830103), 


83 ?oi?«2 9 v?Sf :* Caipt f 030422 ltr informing NRC of steps taken to 

go-a/a/aa-rs^^ 10118 poted in rE In * p R °pts 50 - 277 / 03-12 t 

M DA| T TRnJr r « , D1 V ^ S *? ri of & Technical Programs. 

.r? A fc Tfr Sn F o5 L ' Philadelphia Electric Co. Ip. 19333:339. 

Fiche: 50-277> B3/07/ 13, 8307130233. 


83/07/13. 
24 X 


"~ a *Rent? 3 ?n 2;5?!2 d ! j? NRC 830523 re violations noted in IE Insp 

Rept* 50-277/83-12 & 50-27B/B3-1 2. C orre c t i ve actions: 
incorrect Unit 3 log entry for jumper 4-3 closed out. Current 
test rev issuance will bo monitored. 

0ALTR0FF, B. L. Ph i lade Lph la Elec trie Co. 83/06/22. MARTIN, T. T. 

oP Er, S’ Ineer iR9 & Technical Programs. 2pp. 19538:340 
24X Fiche: 3D-277, 83/07/13, 8307130235, 


8306270406 IE Info Notice 03-48, "Gaseous Effluent Releases of 
Radioactive 1-123 5, 1-131 in Excess of NRC Limits." 8vc list 
encl. 

A Un QA * Sa f eguard s & Inspection Programs (Post 
Consolidated Edison Co. of New York, Inc. 
I14pp. 19715:270 24X F 1 ch e : 30-000, 83/07/ 14, 8306270406. 
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0307290318 Ack receipt of 830712 lfcr containing full payment of 
proposed civil penalty. 

AXELRAO, J A Enforcement Staff. 83/07/25. DOVER, V. Philadelphia 
Electric Co. 2pp. 19058:154. 24X Fi c he : 50-277, 03/07/25. 83072903 1 0 


R. Periodic operating reports $t related correspondence 


3307220300 Monthly operating repts for Mar 1903 W/830413 Itr. 
ALDEN, H. M. # COONEY# M. J. Philadelphia Electric Co. 03/04/12. 
Director's Office# Office of Inspection and Enforcement. lOpp 
19603:259. 24X Fiche: 50-277, 03/04/12# 8307220300. 


8307210045 Monthly operating repts for June 1903. W/83071 4 Itr. 
COONEY, M. J, , ALDEN, W.M, Ph it ad e l ph i a E 1 ec tr i c Co. 03/07/14 
Director's Office, Office of Inspection and Enforcement. 11pp. 
19668:304. 24X Fi che : 30-277. 83/07/ 14, 0307210045. 


8, Reportable occurrences# LERs & related correspondence 


0306100099 EN-B3-040: on 030630# not ice of violation 6 proposed 
Imposition of civil penalty to be issued in amount of 
*40# 000 re failure to satisfy primary containment Integrity 
limiting condition for operation. 

GARBER . G. # AXELRAD# J. Director's Office, Office of Inspection and 
Enforcement. 83/06/08. ip 10802:225. 24X Fi c h e ; 50 -277, 83/06/00# 

8306100099. 


8307110473 PNQ- I -03-074 : on 030704 I* 05, unit voluntarily shut down for 
add! NDE of recirculation & RHR piping welds. Addl exams 
being made by NDE team from separate vendor or g an i i at i on . 

Subsequent licensee actions being distussed 

TRIPP. L. . KEIMIO.R. Region I# Office of Director. 83/07/03. Ip, 
19380:184. 24X Fiche: 50-277# 03/07/05, 03071 10473 


0307220404 LER 83-01 5/03L-0: on 030611# while performing surveillance 
te«t#reactor water cleanup inboard isolation valve 
M0-2-I2-15 failed to close. Caused by open auxiliary contact 
In motor control c tr# preventing close s igna 1 . Contac t freed 
COONEY# M. J. Philadelphia Electric Co. 03/07/11 MURLEY, T. E. 
Region 1, Office of Director. Ip 19607:362. 24X 

Fiche: 50-277# 03/07/ 11 # 8307220404. 


8307220469 LER 03-O10/Q3L-O on 830624# wh i 1 e performing HPCI sys logic 
functional surveillance test, HPCI turbine control valve 
failed to open. Caused by burned out dropping resistor in 
power supply to Woodward emergency generator motor. 

COONEY# M. J. Philadelphia Electric Co Q3/07/H MURLEY, T. E, 

Region i. Office of Director. ip. 19685: 002. 24X 

Fiche: 30-277, 83/07/11# 0307220469. 


8307220466 LER 03-O19/O3L-O: on 030626# d ur 1 ng surveillance testing, 
standby gas treatment filter train outlet valve AD-20473-2 
failed to open. Caused by binding in solenoid valve mfg by 
ASCQ. So l enoi d replaced L valve returned to svc. 

COONEY# M. J. Philadelphia Electric Co 83/07/12 MURLEY. T. E 
Region 1. Office of Director. Ip. 19603:003 24X 

Fiche: 50-277. B3/07/12. 8307220466. 


0307220424 LER 83-01 6/03L-0: on 8306 1 7. 1 s o 1 a 1 1 on valve 3V2671C in 
sample lines to drywell oxygon analyjers failed to fully 
c 1 os e . Cau s ed by bent stem in isolation valve SV2978C. 

Valve disassembled & damaged parts replaced. 

COONEY# M. J. Philadelphia Electric Co 03/07/13. MURLEY, T. E 
Region 1, Office of Director. Ip. 19691:341. 24X 

Fiche: 50-277# 83/07/13# 8307220424. 


8307210124 PNO- I -83-074 A: on 830704# unit taken offline & into cold 
shutdown for addl NDE of RHR it recirculation sys piping 
we Ids. Si gni f leant Indications found in RHR suction piping 
weld 10-0-5, 20-lnch diameter pipe to elbow weld. 

TR !PP< L, , KEIMIO.R. Region 1# Office of Director. 83/07/15. Ip 
19668:361. 24X Fiche: 90-277# 03/07/ 1 5. 8307210124 


DOCKET 50-278 PEACH BOTTOM ATOMIC POWER STATION. UNIT 3 


F. Security# medical# emergency & fire protection plans 


8307260421 "Exercise Manual Peach Bottom Atomic Power Station NRC/FEMA 
Observed Emergency Response Exercise an 830620 " W/one 
oversiie figure, Aperture card is available in PDR. W/830525 
1 tr. 

OALTROFF, S. L. Ph i ladelph ia El ec tri c Co. 93/03/25 ALLAN. J. M. 

Region 1# Office of Director. 285pp. 19730:159. 24X 

Fiche: 50-277# 83/03/25# 030726042 1 . 


8307130292 Informs that 830527 Itr on status of 47 mods to fire 
protection sys contained errors in status of mods to 
emergency lighting sys 400-volt circuit breaker settings. 

Corrected status revised completion dates provided 
BOYER. VS Philadelphia Electric Co 03/07/11 E I SENHUT. D. G. 
Division of Licensing. 4pp 19532 193 24X Fiche. 50-277# 33/07 / 1 1 > 

83071 50292 


8307220058 Discusses 830708 meeting w/util re deficiencies identified 
during annual emergency preparedness exercise conducted on 
830628. Emergency preparedness drill should be conducted to 
evaluate listed activities 

MARTIN, T. T. Division of Engineering l>. Technical Programs. 03/07/13 
DALTROFF.SL Ph i l ad c 1 p h i a E 1 ec tr 1 c Co 2pp 19674:020. 24X 

Fiche 50-277,83/07/13. 8307220058 


8307230672 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M. Division of Rules and Records 83/07/19. Document 

Management Branch Ip 1<7719 219 24X Fiche : 50-277, 83/07/ 1 9# 

0307230672 


- -8307230676 Forward* public version of revised emergency plan 
implementing prpe edures. i nc lud ing Procedures EP-101 re 
classification of energetic i »s< EP-102 re unusual event 
response !< EP-103 re alert r e sponse. Af f i day i t end. 

DALTROFF.S L. Philadelphia Electric Co. 83/05/13. ALLAN, J. M. 
Region 1, Office of Director. 4pp. 19719:220 24X 

Fiche: 30-277, 83/07/19, 8307290672 


- -830725 0680 Public version of revised emergency plan imp loment 1 ng 
proc ed ures > i nc 1 ud i ng Procedures EP-101 re classification of 
emergencies, EP-102 re unusual event response & EP-103 Tff 
alert response 

DALTRCJFP# S. L. Philadelphia Electric Co. 03/04/13. BOpp. 
19719.224. 24 X F i ch e 50-277, 83/07/ 19, 8307230672. 


8307270041 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J.M. Division of Rules and Records. 83/07/19 Document 

Management Branch. Ip. 19006: 256 24X Fich e: 50-277, 83/07/ 1 9, 

8307270041. 


--830727Q043 Forwards public version of revised emergency plan 
implementing proc e dures. i nc lud ing Procedures FP-316 re 
cumulative population dose ca leu lat ions, EP-206A re fire 
fighting group L EP-2060 re damage repair group, 

DALTROFF.S L Philadelphia Electric Co- B3/07/01 ALLAN# J M. 
Region 1, Office of Director. Ip J9006 237. 24X 

Fiche 50-277, 03/07/19, 0307270041 


--03O727OO46 Public version of revised emergency plan implementing 
procedures, inc lud 1 ng Procedures EP-316 re cumulative 
population dose ca lculat 1 ons. EP-206A re fire fighting group 
It EP -206B re damage repair group 

* Philadelphia Electric Co. 83/05/31 230pp 19806:230. 24X 

Fiche: 50-277,03/07/19# B307270041 


0307290101 Updates items in pending fire penetration seal exemption 
request. Mod to add emergency lighting in fifth bay of d i a s e 1 
bldg complete it no exemption request Forthcoming 
BOYER, V. S. Philadelphia Electric Co. 03/07/22. EIEGNHUT , D. G. 
Division of Licensing 3pp 19020 357 24X F i che: 50-277, 83/07/22, 

0307290101 


G Adjudicatory correspondence 


0307210240 Notifies of VR Harding employment at law f tT<n. Hard ing will 
not participate in any case currently pending before NRC. 

SILBERO, J. E. Shaw, Pittman. Potts l> Trowbridge. 83/07/13. 
PALLADINO, N. J # GtLINSKY, V. # AHEARNE# J F Commissioners. Ip. 
19664:061 24X Ft che ; 30-000, 83/07/ 13# B3O721O240 


■0307210251 Notifies of employment at law firm VR Harding will not 
participate In any case pending before NRC Svc list encl. 
HARDiNC.V. R Shaw, Pittman, Potts V. Trowbridge. 83/07/13. 
PALLADINO# N. J. , GILINSKY, V , AHEARNE# J. F. Commissioners. Spp, 
17664 ; 062 24X F l c he: 50-000# 03/07/13# H3O721O240. 


J. Insurance 5. indemnity information 


8307080454 Forwards Endorsement 102 to NELlA Policy NF-140. 
Endorsement 55 to MAEl.U Policy MF-67. 

BRADLEY, E. J, Ph Had e Iph la E) ec tr l c Co. 03/07/01. 5 ALT 2 MAN, J 

Antitrust t* Economic Analysis Branch (Utility Finance), 3pp. 
19347:222, 24X Fich e : 50-277, 83/07/01, 0307000454. 
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1 Safely Anal v sii Report tFSAR) b amends 


S3 2BanJ ) ?? B T F0rU,ard5 Hev 1 fc0 u Mat*d F5AR. 

dffira ' f M Philadelphia Electric Co. 92/07/20. DENTON, H. 

cifK £®^ r f}eactar Regulation.. Director. 4pp. 19473; 

24X F iche 30-277, 03/07/20, 030 7220239, 


R. 

001 . 


9307220241 Rev l to updated FSAR W/23 overs 
are available in PDR. 

* Philadelphia Electric Co. S3/01/3I. 
Fiche : 50-277. 03/07/20. 8307220230. 


i»e f i g tires Aper ture 
326pp. 19673:005 


cards 

24X 


0307180084 Noise level measurements surve 
* Philadelphia Electric Co. 73/07/22. 
Ft the: 50-277, B3/07/08, 8307180080 


lance test results. 
5pp. 19336:301. 24X 


--B307 1 8Q0B3 Noise level measurements surve 
* Phi ladelphio Elec trie Co. 73/04/30. 
Fiche: 30-277, 83/07/00, 83O710OOBO 


lance test results, 
3pp. 19336:306. 24 X 


--B3071800B7 Noise level instruments surveillance test 
CRAWFORD, R.D Philadelphia Electric Co. 74/07/23 
19356:311. 24X Fiche: 30-277,83/07/00.8307100000. 


results. 

5pp. 


license stage documents L correspondence 


B3070B02S9 Forwards backfit cost figures for addl 
original 830200 request, Cost figures for 20 ufci 
transmitted 8304U 

j R ® 9 ulatOTg Reform Task Force 
PALLADINO, N. ConifliiiiloneTS, 2pp 19363 313 
Fiche; 50-000, B-3/G6/22, 8307080239. 


sevc-n utils per 
Is 

03/06/22. 

34 X 


B307180091 Noise level measurements surveillance 
* Philadelphia Electric Co 74/02/24 3 pp 
Fiche: 30-277, 03/07/OB, 0307100080 


test results. 
19336:316. 24X 


8307180093 Noise level measurements surveillance test 
CRAWFORD, R. D Philadelphia Electric Co. 74/10/29. 
19356:321 24 X F 1 c h e : 30-277, 83/07/00, 8307IQ00B0. 


result*. 

3pp. 


<0St NRC 

5 „ ™ 1 tad « Iphia Electric Co. B3/05/04. TDURTELLOTTE, J 
Regulatory Reform Task Force 6pp 19364 00-3 24X 

Fiche 50-000. 83/06/22, 8307080259 


B3°7230578 Submits more recent results of pipe cracking at BWR* to 
update Table 1 of SECY-83-267. 

0fMce Q f Executive Director for Operations, 

Fiche: 30-000. 


confirmatory order 6 proposed Tech Specs re 
831231 * t ,n,,taU P er(n anetifc scram discharge sy = mods by 

Ph?i^ J i P K, Operating Reactors Branch 4. 83/06/24. BAUER.E G. 

Philadelphia Electric Co. 5p p 19364:137 24 X 

Fiche: 30-276, 83/06/24, B3O7O0O6SQ 


0307270239 Forwards request for addl Info re review of plant-unique 
analysis rept evaluating loads for Mark I containment 
long-term prog ram. Mae t i ng to discuss response requested. 

STCLZ, J. F. Operating Reactors Branch 4. 03/07/14 BAUER, E 0 

Philadelphia Electric Co. 3pp. 19011:101. 24X 

Fiche: 30-277, 03/07/14, 0307270339 


--0307000635 Confirmatory ord 
ays mods 

EISENWT. D. o. Division o 
Electric Co 3 pp. 19364 
8307000630 


er to install long-tem 

f Licensing 03/06/24. 
142. 24X Fiche: 30-27B, 


QWR scram discharge 

Ph 1 lade 1 ph ia 
83/06/24, 


— 83070B0663 Model Tech Specs re safety 
operations in response to commitment 
scram discharge sy* mods. 

* Division of Licensing. 03/06/24. 
Fiche: 50-276, 03/06/24. 8307080630 


imit setpoints fc refueling 
to Install permanent 

30pp. 19364: 147. 24X 


0307010009 Inform* that 
coolant sy* safety & r 
II- K. 3 3 

DALTRQFF, S. L. Phi lade 
Division of Licensing. 
8307010009 


during 1982. there were no challenges to primary 
el kef valves, per NURED -0737, Item 

Iphia Electric Co. 83/06/27. E I SENHUT. D. Q. 

Ip 19169 205 24X Fiche 30-277, 03/06/27, 


8307060081 Suppls 810121 ltr re implementation of NUFiEC-0619 "BWR 
Feedwater Noiile A. Control Rod Drive Return Line (CRDRL) 

Noiile Cracking.*' Feedwater low flow controller installed on 
both uni ts. Detai led rept scheduled for 030930 

DALTRCFF, 8 L. Philadelphia Electric Co. 83/06/30. E I SENHUT. D Q 
B3Q706008I tlCenSif19 2P|> 1 9231 3 54 24X Fich e 50-277, 83/06/30, 


6306270397 Generic Ltr 03-26 to all applicant* for OLs & holders of 
CPs for power reactors re clarification of surveillance 
r equiroments for diesel fuel impur J tu. Svc list end 
EISENHUT.D Q. Division of Licensing 83/07/05 Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317 24X 

Fiche: 50-000.03/07/05, 0306270397 


8307060329 Generic Ltr 03-27 tu all licensees 4 applicants for 
operating power reactors U holders of CPs for power reactors 
re jurveillance intervals in STS. Svc list end 

El SENHUT. D. 0. Division of Licensing 83/07/06 Consolidated 
Edison Co. of Hew York, Inc. 16pp. 19669:294 24 * 

Fiche ; 50-000, 03/07/06. B307060329 


8307080 J 69 Generic Hr 03-23 to all Ijcensees of 0 
applicants for OL \ holders of CPs re required a 
on generic implications of Salem ATWS events, Svc 
EISENKUT, D. 0. Division of Licensing. 83/07/00. 
Edison Co. of New York, Inc. 38pp 19669 269 
Fiche: 50-000, 03/07/00, 03070 00169 


perafclng reactor 
ction-s based 
list end. 

Consoli dated 

24X 


a3 2 7 i^°?° data taken to implement Tech Spec 

2. 3/3. 3 of App D to License* DPR-44 * DPR-56, per NRC 830630 
telcon request Data will be reviewed during consideration to 
delete provision from App D. 

ALOEN. W. M Philadelphia Electric Co. 03/07/08 GEARS. G E. 
Operating Reactors Branch 4 Ip. 19556 300 24X 

Fiche: 50-277, 83/07/08. 8307100080 


830720029B Responds to NRC 830603 It 
alternative* proposed by BWR Owner 
automatic d epressur 1 za t i on sys log 
II. K 3. IS. Mod* will be implemented 
OALTROFF, 3. L. Philadelphia Electr 
Operating Reactor* Branch 4. 2pp. 
Fiche; 30-277, 03/07/15, B3O72OO290 


r re safety evaluation of seven 
s Group to modify present 
ic per NUREG-0737, Item 
during refueling outage, 
ic Co. 03/07/13. 3T0LZ.S. F. 

19648: 134. 24X 


^Inspection reports, IE Bulletin* h correspondence 


03 27D^^ a 5-, R l? POhdl t0 unT09OlvB ^ Insp Rept Items 277/B2-23-01 & 
qk? w7 a2 ‘ 01 re ™ f H(Un 13 8 S' "Design Review of Plant 
Sh 1 e 1 o i ng . " 

DALTRCFF, S_L^ Philadelphia Electric Co. 03/05/13, 8TARQ3TECK! , R. 
Region l, Office of Director. 33pp 19790’ 176 24X 

Fiche: 30-277,83/03/13, 0307200296. . 


— - ” k y. rgnuart 

violation & proposed imposition of civil penalty 
ALLAN, J. M Region 1. Office of Director, 03/06/li 
Philadelphia Electric Co. 4pp. 19540:347. 24X 

Fiche; 30-277, 83/06/13, 8307130164 


notice of 
BOYER, V. 


- w. «. prepuseo imposition of 

in amount of S4D, OOO. Noncomp 1 lance noted : fa i lure to 
properly implement approved station surveillance test 
proc edure. 

ALLAH, J. M. Region 1, Office of Director 03/06/13 
19540:351. 24X Fiche: 30-277, 83/06/ 13, B307130164, 


4pp. 


B307Q10 1 06 Forwards interim surveillance & 
operat i ons. transmitted by 830323 ltr, in 
Bulletin 83-03, Plans for insp or mod of 
other RCPB ays. for next refueling o-utage 
DALTROFF, S. L. Philadelphia El ectric Co. 
Division of Licensing. 6pp. 19124:311 
0307010106. 


i limiting conditions for 
response to IE 
recirculation sys & 

.will be submitted. 

03/06/27. El SENHUT, D. 0. 

24X Fiche: 30-277, 83/06/27, 


0306270401 IE Info Notice B3-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list end. 


JORDAN. E. L^ Division of Emergency Preparedness it Engineering 
Response (Post 0301031. 03/07/11. Consolidated Edison Co of Neu 

*54pp, 19363:293. 24X FI c h e : 50-000, 83/07/ 1 1 , 0306270401. 


York, Inc. 


8306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JDRDANi E L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 33/07/12. Consolidated Edison Co of New 

York, Inc. I4lpp, 19363: £53. 24X F i c h e : 50-000, 03/07/ 12, 0306270404. 


0307150255 AC* receipt of 030622 ltr informing NRC of steps taken to 
correct violations noted in IE 3nsp Rents 30-277/83-12 & 

50-279/83- 1 2. 

Division of Engineering b Technical Programs. 83/07/13. 
DALTROFF, S. L Philadelphia Electric Co. lp 19538:339 24X 

Fiche: 50-277, 03/07/13.8307150235. 
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107130238 Responds to NRC 830323 1 tr re violations noted In IE Insp 
Repts 50-277/03-12 fit 50-270/03-12 Corrective actions: 
incorrect Unit 3 log entry for jumper 4-5 closed out. Current 
test rev issuance mill be monitored 

DAL7R0FF, 8. L. Philadelphia Electric Co. 03/06/22. MARTIN* T. T. 
Division of Engineering it Technical Programs 2pp, 19330:340. 

24 X Fiche: 30-377, B3/07/13, 0307130235 


>270406 IE Info Notice B3-4B, "Gaseous Effluent Releases of 
id ioactive 1-123 fit 1-131 In Excess of NRC Limits " Svc list 
i c 1 . 

>YL0R* J. M. Division of GA, Safeguards fit Inspection Programs (Post 
10103), 03/07/14. Consolidated Edison Co of New York. Tnc. 

4pp. 1 9713:270. 24X Fi che: 30-000. 83/07/14. 0306270406. 


r 2903l8 Ack receipt of 030712 ltr containing full payment of 
opused civil penalty, 

iELRAD, J. A. Enforcement Staff. 03/07/23. BOYER. V. Philadelphia 
actric Co. 2pp. 19038:134. 24X Fi c h e : 30-277, 03/07/25, Q30727031Q. 


Periodic operating reports it related correspondence 


'220300 Monthly operating repts for Mar 1903. M/030413 ltr. 
.DEN, W. M. i COONEY, M. J. Philadelphia Electric Co. 83/04/12. 
meter's Office. Office of Inspection and Enforcement, 10pp. 
’663: 259. 24X Fi c he : 30-277, 03/04/ 1 2, 0307220300. 


'210045 Monthly operating repta for June 1903, W/8307 14 ltr. 
IGNEY, M. J. » ALDEN.W.M. Philadelphia Electric Co. 83/07/14. 
rector's Office. Office of Inspection and Enforcement. 11pp. 
-668:304. 24X Fi c h e : 30-277, 03/07/ 1 4, 830721 0045, 


Importable occurrences. LERs & related correspondence 


>100099 EN-03-040: on 830630, not 1 ce of violation & proposed 
■position of civil penalty to be issued in amount of 
,0. 000 re failure to satisfy primary containment integrity 
mltlng condition for operation. 

,RBER, G. i AXELRAD, J. Director's Office. Office of Inspection and 
kf orcement. 03/06/00. Ip. 10002:223. 24X Fiche: 30-277, 03/06/00, 

106100099. 


'010049 PND-I -83-068: on 830624, while performing exams per IE 
illetln 03-02 fit NURE0-0313, stress corrosion cracking found 
i recirculation & RHR piping sys. Crack welded. Fac t 1 1 ty in 
ild shutdown while evaluation continues. 

iNETER. S. . DURR, J. Region 1. Office of Director, 03/06/24. Ip. 
-169:309. 24X Fi c h e : 30-270. 83/06/24. 8307010049 


.ET 30-2BO SURRY POWER STATION. UNIT I 


tecurity. medical, emergency fit fire protection plans 


140060 Ack receipt of 830216 Ltr fit Rev 5 to guard training 6 
allocation plans. Revs acceptable per i 0CFR50. 34 (p >. Mod 
iplementatlon will be examined in forthcoming insp rept. 

IMIS.R.C. Division of Project it Resident Programs. 83/04/22. 
EWART. W. L. Virginia Electric & Power Co. Ip. 19314:090. 24X 

che: 30-000, 03/04/22. 0307140068. 


110179 Releases public version of revised corporate emergency 
spume plan. 

LTON. J. K, Division of Rules and Records. 83/06/24. Document 
nagement Branch. Ip. 1?3B6:001. 24X Fiche: 30-000, B3/06/24, 

07110179. 


07110104 Public version of Rev 3 to corporate emergency reiponie 
plan. M/030614 ltr. 

STEWART. W. L. Virginia Electric & Power Co. 03/03/15, 

■O 'REILLY. J. P. Region 2. Office of Director. 6pp, 19306:002. 24X 

Fiche: 50-000. 03/06/24. 8307110179. 


110474 Releases public version of revised emergency plan. 

LTDN. J. M. Division of Rules and Records. 03/06/24. Document 
nagemont Branch. Ip. 19304: L33. 24X Fiche: 30-280, 83/06/24, 

07110474. 


07110479 Public version of revised emergency p Ian. W/830615 ltr. 
RUNNER, W. R. i WILSON, J. » STEWART, M. L. Virginia Electric fit Power Co. 
83/05/26. O'REILLY, J. P. Region 2, Office of Director. 37pp. 
19304:134. 24X Fiche: 50-200, 83/06/24, 03071 10474. 


140223 Ack receipt of B30920 Ltr informing NRC of steps taken to 
rrect violations noted in IE Insp Repts 50-280/83-09 Sc 
-201/B3-O9. 

VII8/R. C. Division of Project it Resident Programs. 03/06/28. 
■EWART, W. L. Virginia Electric fit Power Co. Ip. 19523:064. 24X 

che: 30-200, 03/06/28, 0307140223. 


—0307140220 Responds to NRC 830421 ltr re violations noted in IE Insp 
Repts 50-280/83-09 it 30-281 /03-O9. Cor rec t 1 ve actions: 

Abnormal Procedure AP-17 included In Apr 1983 review St 
Administrative Procedure 37 revised, 

STEWART, W. L. Virginia Electric it Power Co. 03/09/20. 

O'REILLY, J P, Region 2, Office of Director. 3pp. 19523:063. 24X 

G i c he : 50-200, 03/06/20, B307140223. 


—0307140231 Forwards IE Insp Repts 30-200/03-09 it 30-201/83-09 on 
830321-25 h notice of violation. 

LEWIS, R. C. Division of Project 8« Resident Programs. 03/04/21. 
STEWART, W L Virginia Electric it Power Co, 2pp. 19323:068. 24X 

Fiche: 50-280, 03/06/20, 0307140223. 


--03O714O234 Notice of violation from imp on 830321-25. 

* Region 3, Office of Director 03/04/21. Ip 19523:070. 24X 

Fiche: 30-280, 83/06/28, 0307140223. 


—8307140236 IE Insp Repts 30-280/83-09 it 30-281/03-09 bn 030321-23. 
Noncompliance no ted ; fai lure of licensed fi, senior licensed 
operators to review abnormal it emergency procedures & 
failure to update controlled drawing files. 

BELISLE, G. A. , DEBBAOE, A. 0. , SKINNER, P. H. Region 2, Office of 
Director. 83/04/19. 16pp. 19523:071. 24 X F 1 c he : 30-200, 03/06/20, 

8307140223. 


6307120306 Forwards procedures generation package for emergency 
operating procedures in response to NUREG-Q737, Sup p 1 1 
(Generic Ltr 82-33). 

STEWART, W. L. Virginia Electric fit Power Co. 03/07/01. DENTON, M. R. 
Office of Nuclear Reactor Regulation, Director, EI8ENHUT, D. 0. 
Division of Licensing. 19pp. 19426:209. 24X F i c h e ; 30-000, 03/07/01 , 

0307120306. 


— 8307120392 Administrative Procedure ADM 9B, "Emergency Usage Procedures 
Writers Guide. " 

* Virginia Electric 8, Power Co. 03/03/IQ. 09pp. 19426:224. 24X 

Fiche: 50-000. 03/07/01, 0307120306, 


0307270329 Forwards responie to 030322 ltr re Rev 6 to security plan. 
Response withheld (ref 10CFR2. 790), 

□ THWART, W L. Virginia Electric it Power Co. 83/07/22. DENTON, M. R. 
Office of Nuclear Reactor Regulation, Director. Ip. 19767:238. 24X 

Fiche: 30-280, B3/07/22, 8307270329. 


J. Insurance it indemnity Information 


8307130068 Forwards Endorsements 70,53,32 fit 43 to NELIA fit MAELU 
Policies NF-106,MF-37, MF-96 fit NF-340, r c sp ec t i ve 1 y , 

Endorsements 1-6 to NELIA Certificates N-27 St N-28 fit 
Endorsements 1-3 to MAELU Certificates M-27 U M-20. 

PAINTER, H, F. Virginia Electric it Power Co, 83/07/05. DINITZ, f. 
Antitrust & Economic Analysis Branch (Utility Finance). 53pp. 
19474:130. 24X Fiche: 50-000,83/07/03, 8307130068, 


P. Operating license stage documents 5, correspondence 


0303100100 Application to amend Licenses DPR-32 it DPR-37, revising 
radiological effluent Tech Specs In accordance w/Rev 3 to 
NUREG-0472. "Offsite Dose Calculation Manual" also end. 

STEWART, W. L. Virginia Electric it Power Co. 03/03/04. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director, VAROA, 0. A. 
□pirating Reactors Branch I, 3pp. 19527:026, 24X 

Fiche: 30-280, 83/03/04, 0305100100. 


— 0305100111 Proposed revs to radiological effluent Tsch Specs, in 
accordance u/Rev 3 to NUREO-0472. 

* Virginia Electric it Power Co. 03/03/04. 07pp. 19327:029. 24X 

Fiche: 30-200, 03/03/04, 8303100100. 


— B307140264 "Offsite Dose Calculation Manual. M 

* Virginia Electric it Power Co. 03/03/04. 167pp. 19327:117. 

24X Fiche: 30-200, B3/03/04, 8303100100. 


8306060070 Generic Ltr 83-22 to all operating raactor licensees, 
applicant* far OLs & holders of CPs for West 1 ngho-use PWR* 
re safety evaluation of "Emergency Response Guidelines, M 
Bvc Hit end, 

EI8ENHUT* D. Q. Division of Licensing. 03/06/03, Yankee Atomic 
Electric Co. 10pp. 19563:116. 24X Fiche: 50-000, 83/06/03, 

0306060070. 


0307060230 Application for amend to Licenses DPR-32 fit DPR-37, 
supplementing 020316 & 0620 proposed changes to Tsch Specs 
to reflect r eargan l i at l on within nuclear operations fit 
security depts. No unreviewed safety question involved. 

STEWART , W. L. Virginia Electric 4< Power Co. 03/06/30. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. VAROA, 9, A. 
Operating Reactors Branch 1. 4pp. 19239:343. 34X 

Fiche: 30-200, 03/06/30, 0307060230. 
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-■6>37Gft0735 Proposed T fC h Specs 6 1-12 ft 15 ft Figures 6 J-l ft 2 re 
j {alien af nuclear operations 4 security depts. 

Jutymafl cf proposed changes end 

* Virginia Electric ft Power Co 63/06/30 6pp 19239:347. 24X 

Piih* 50-530. 63/ 06/30.8307060230 


3 3* * Generic Ltr 83-26 to all applicants for OLs ft holders of 
•:»1 far reactors re c lari f ication of surveillance 

r #qj ir# «« r t* to r diesel fuel impurity Svt list end. 

EISENWT..0 S Division of Licensing B3/07/05. Consolidated 
Ediur Cc of Uvu Ycr*. Inc lipp 19390:317. 24X 

flCM 50-000. 83/G7/Q5, 8306270397. 


— 0307140234 Notice of violation from insp on 830321-23, 

* Region 2, Office of Director. 03/04/21, Ip. 19323 070 
Ficbe: 50-2B0* 03/06/20* 0307140223. 


24 X 


— 0307140236 JE insp Rept* 30-2B0/B3-07 ft 30-201/83-09 on 030321 
Noncompliance noted: failure of licenced ft sonior licensed 
operators to review abnormal ft emergency procedures ft 
failure tn update controlled drawing files 

BELISLE, G„ A. , DEDDAGE* A. 0, * SKINNER* P. H, Region 2, Office ,>f 
mo'uMia. lipp 19323:071 »« Flcl,. ; 90-200. 03/0&/S 


3.r-j?C : 6032r >#fu p ic Ltr 83-27 to all licensees ft applicants for 
cjeratjr.g power reactors ft holders of CPs for power reactors 
re surveillance intervals in STS Svc list end. 

EJSENHyr. DO Division of Licensing 83/07/06. Consolidated 
Edisam Co of New York. Inc I6pp 19*69 254 2AX 
FiSfte 50-060. 83/Q7/0&. 0307060329 


8307120231 Forwards fee for IE lnsps conducted during Mar 1902 m 
M ftr 1963. 

STEWART, W.L, Virginia Electric ft Power Co 03/07/06. DENTON, d | ft 
Office of Nuclear Reactor Regulation* Director. HARRY* L. W Dlvlttgn 
MwSSSSf. *' ’ P ,,4l?:3i0 2-1X Ficho: 30-200. 03/07/04. |V “” 


8307060149 S.n.ric Hr 63-28 to ,11 lum. t! „f op.ratlns reactor*, 
epplice.ts for OL ft holders of CPs re required actions based 
on generic implications of Salem ATWS events Svt list end 

5 Division of Licensing. 83/07/08. Con^idated 
Edison Co of New Yort. Inc. 38pp. 19*69 269 24 * ted 

Fiche 50-00-0. 83/07/08* 0307080169 

CPR- 3^2 m'S 1 !' c 0 l ”*“''»*l‘>n 0 * issuance of amen d, to 

Lie. ns. s CPS 32 <■ DPR-37 4 propped NSHC & opportunity far 

re 030502 I ication to revise rod insertion V 

l I Mil t* 

1 pW % l* n K tic,,niin 9 83/07/12. STEWART. W L. Virginia Electric 

* T 19569 . 351 24 X Fi che . 30 - 280 , 03 / 07 / 12 * B 3071 90020 . 

& 3 ^R- 3 ^f mb'j! eo '»»*^ p »t<on of issuance of amends to Licenses 
Kojfe l n P ^° S,d N3HC 6 #«r hearing r 

e S p n! ? *° »’«»« ^section limits 

19569 353 Sj !™ 61 " 9 Reactors Branch 1 . 83/07/i 1 . 7 pp 

19569 353 24X Fich e: 50-280. 83/07/ 12 , B3071 90020. P 

r p,ins ^ » p -»«"»* 

A,: tic n Item IJ B dV V P,ant bV 630701 *> er T «* 

ST ImVuT ™“***“'4 to'impr III "f uKJlJJ” 

0«ic. of 83/07/10. DENTON, H. R. 

Civilian 0 # Licensing tp **^65 Til EIS ^HUT* D (J. 

8307210205. S P 111. 24X Fi ch e : 50-280* 83/07/18* 

L *“ R *‘* 

1 BU * Inte9rat0d Leat Rate Test. Type A, 

24 * Flthe 5O-28O. f B3/S5J26, e 03O728S4l0 83/04/30 AB PI> 19795:346 

911120 IE c ‘ rtu l«r Si-07* per 

Vir g in l4 J E ^ ct 8 ^ion 3. Office of Director. 83 / 02 / 09 . 

280 , 03 / 02 / 59 ^ 1^212 PP 19522 021 MX 

® >0Tho223 A . 

LEWIS. R c n, vl ., 

; sra 

IP StSss y«ssys^sra 

Adnin ittra t« vo p *ncluded in /^p r 1903 _ , 

STEWART. W l * * r0c#tfur ® 3 ? revised r<fView * 

w.. ... 

-WWiaMSl Forward- , r , 

ssi^ k k: 5o ' J80/b3 - m «• —— 0 , „ 

Fu»TJi-^ 0 . 8 ^9i"l, f EU°t?!c l Zl'*‘Z Pr 2 Pra ”', 33/04/31. 

B 3 / O & ^ 20 p 83071 40223 C 2pp ^ 535 - 069 , 2 4 y 


STEWART, W. L. 


5; r 

JORDAN, E L. Division of Emergency Preparedness ft Enn ino»r i 

^’TUTiUSg''i. „bss^a«® 8 « 

— ss^f 

.« n.SPKJSSSwSjaSwSWIB 

P P l ^^.270. 24X Fiche: 30-000, 03/07/14,0306370406. 


™!:^L° PCrjtln ‘ re P° r< :3 related c 


orrespo 11 deuce 

B3 3o^8“ 5 R° n |f^f^ ,n!l «*v 1903. W/Q30619 ltr. 

HALLER, N. M. Office of Resoir?« n i rt ft Power Co. 03/06/02. 

m75: ‘ 7 ’- «*n c h. iso^BorSS/S^a^SSJiaSiS;'*"- 9 °" 
a?uJ;,VF‘^°sri'‘‘^ p s^ a fo?°*.i; p fiei or Jun ° 1903 1 c ° rr, ' i " <i 

"'«<■ -f PMriSA^r,'"' hauler. m n. 

Fichu: 30 - 260 , 83 / 07 / 15 , 6307200194 . Iv “- 24 * 

83 ^^.‘v. ! 1 H C<>r C" g ‘u," a E'.c l trTc"^p J 0,, ' rfl “ n » F.pf ,«,. Ha^ 19113 . 

194,17:314 = 4 xVr^.fis!^' B s / ^?rs,^o 72 Sg^ /oa ’ ,p 

B °aHES, 1 v 7 H M °'’vi^lnla r Eli"t Vt'J 0 '' Jon ' 1 ^ 

19497 * 7 . 

s. Reportable t» cc 


43pp. 


“ 1 ”“":.“?:.!; r * ut “' 


involving fall^ro o f D ? e e lr J Cl a t ! 0 „ B « * ” “ r ° Pt *' 030ao ' i ' »v« 

I ssi. nzi .; :»“»** uau ’- —■ 

SEYFRIt.K.V, Hoac?Sr On.^tlo^’r't B 3/0A/I3. 

21X Flcho: 30-260, 83/04/13, 8307290290 V,< ’ D ’' i "’ Ch ,p - 1 


event 


9057:036, 


7 IKn"‘' Pl -iro-t— Spr ' M ' flv,: Wa ‘»'- MOV.," AEOO 
l98s?; -• 

Instrum.nt^i’i^Un. 0 ?!, pobv"! 13 , rpvlo ' J V *P t> " Chocli V«i v » In 
Indicate m ,t da M??J. „ 2 BV . In ? ta 1 1 •* Backward,. “ Ev.nt »I„ 
“ pp ”™‘"» SALP revlou. SP b ‘ included In pl.^t 

BEYFRiriK. V. B “' : Re» c ?S' r aJ‘“" p Anal 'l“> Branch. B3/0A/| 3 

34X Flcho; 30-280. 83/06/13, 03072904^4 Branc ''' • P- I9B37;073. 


-' 9 ^ B90 «L:5-« b Valve 


2Skob"d'' EO ? ' p;ph "‘“ V ' '. n vui , r; p ? ae '" ; '‘ ,^,, ’ '» i n»trum«nt Air Ltn, It 

17837: 074. R 24X°Flch' P 3Qi|aJ | aS/06/13, 83072904 1 4 3/ ° 4/ ’ * ‘ p - 
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83Q7120225 (_ER 03-O2S/O3L-O; on 830601 1 c on tro 1 bank B rod position 
indicators found out of calibr, Caused by calibr error. 

Indicators recal ibr. W/B30627 ltr. 

WILSON, J.L. Virginia Electric U Power Co. 03/06/27. 0 'RE ILLY* J. P, 

Region 2, Office of Director. 3pp. 19423:213. 24X 

Fiche: 30-200* 83/06/27. 0307120223 


03O72SO467 LER 83-026/03L-0; on 830616 & 17, c onta inment partial air 
pressure at value greater than Tech Spec requirements. Caused 
by svc water temp increasing faster than containment 
pressure decrees ing. W/03071 1 1 tr. 

WILSON, J. L. Virginia Electric it Power Co. 03/07/11. O'REILLY. J 
Region 2. Office of Director. 3pp. 19701:192 24X 

Fiehe: 30-200* 83/07/1 1 . 0307230467. 


8307290173 Updated LER 82-094/03X-1 : on 820B 1 5* TV-SS- 106A «, □ (reactor 
coolant hot leg sample trip valves) failed to fully close 
after RCB sample. Cause undetermined Valves tested 
satisfactorily & returned to svc. W/830720 ltr. 

WILSON. J. L. , SAUDERS. R.F- Virginia Electric U. Power Co 
O 'REILLY. J. P. Region 2* Office of Director. 

Fiche: 30-280* 83/07/20. 0307290173 


3pp, 


03/07/20. 
19021:047. 24X 


DOCKET 30-281 SURRY POWER BTATION, UNIT 2 

F. Security, medical, emergency it fire protection plans 


0307140060 Ac* receipt of 830216 ltr & Rev 3 to guard training * 
qualif ication plans. Revs acceptable per 1GCFR50. 34<p ). Mod 
i*tura m o n ^* ti0n ul11 b ® **amined in forthcoming insp rept 

. Dlvl * lon Project t< Resident Programs. 83/04/22 
STEWART* W. L. Virginia Electric & Power Co. lp 19314 090 24X 

Fiche: 30-000* 83/04/22* 0307140068. M 


8307110177 Releases public version of revised corporate emergency 
response plan. * 


FELTON* J. M. 


i* ^ Division of Rules and Records. 83/06/24. Document 

Management Branch. Ip. 19386:001. 24X Fl c he : 30 - 000 * 03 / 06 / 24 . 


0307110179. 


"" 83 pui 0 M/B30614 < Hr" , '“° rl ° f R ° V 3 *" c " r p ora * 0 em*rgo n c» r,,p,,«„ 
STEWART* W. L. Virginia Electric t* Power Co. 03/03/15. 
ci ? p ®0 lon a ' 0fficc of Director, 6 pp. 19306:002. 24X 

Fiche: 30-000* 83/06/24. 0307110179. 


B 3 2J. l iSJ 74 * 2 El * a,es P ubll « version of revised emergency plan. 

FELTON, J. M. ^ Division of Rules and Records 83/06/24, Document 
Ip. 19304:133. 24X Fich e ; 50-2BO, 83/06/24, 


Management Branch. 
0307110474. 


0307110479 Public version of revised emergency n Ian W/ 03 OA 1 *! i f n 

“/^'• 0 u ^r; j v P sTE r:' UL c .. 

b*?' 8 REILLY* J. P . Region 2 . Office of Director. 

19304:134. 24X F i < h e; 90-280* 83/06/24* 0307 1 1 0474. 


S7pp, 


B 3 tI°ieS 2 ?n 8 rS5, 1 .Ii? ° 503 4 . aU8S J f ° r 6l<?n,pUon 10CFR50. 4B ( c ) 14 ) , d ue 

to rev in refueling outage schedule for 10CFR30*App R, 

. I . 1 . 10,3 Outag e scheduled for 030627. 

Vlr 9i nl * El ectric h. Power Co. 03/06/27, DENTON* H. R , 
Office of Nuclear Reactor Regulation, Director. VARGA * 8 A 
Operating Reactors Branch 1 . Ip. 19169 100 24 X 

Fiche: 30-281, 83/06/27, 0307010020. 


I! Celpt ? f 030320 ltr informing NRC of steps taken to 
30-281 /03-O9 ati ° n * n ° t6d *" ,E In,p Rept5 30-200/03-09 t 

STEWART! W L * *® 5lden * Programs. 83/06/28. 

EWARTiW.L. Virginia Electric & Power Co. lp. 19323:064 24X 

Fiche: 30-280, 83/06/20, 0307140223. 


0307140228 Responds to NRC 030421 ltr re violations noted in IE ln»p 
R.pt. 30-200/03-09 & 30-281/03-09. Corrective actions P 

Abnormal Procedure AP-17 included In Apr 1903 review & 
Administrative Procedure 37 revised. 

O'flErLLY^P V i rD ! nla , 1 EUctric * P °w*r Co. 83/05/20. 

^*9 i on 2 , Office of Director. 3pp 1 9323 1 063 24X 

Fiche: 50-280, 83/06/28, 0307 i 40223, P ** X 


’ S3 83032i-29 F rn tf I?* IE . In ? l> , RepU 30-280/83-09 * 50-261/83-09 on 
830321-23 «< notice of violation. 

STEkART. k" L “‘mil ?!; t 2” Id,nt '*>'»«>•«»*• 93/04/21. 

a ) twflNT, W- L. Virginia Electric l< Power Co. 2pp. I9323 06B 24X 

Fiche: 30-200, 83/06/28, 8307140223. 6 


0307140234 Notice of violation from insp on 830321-23 

* ?* fl i an n 2 ' 0f<llce Director. 83/04/21, lp 19323- 070 24X 

Fiche: 30-280* 83/06/20, 8307140223. * 4 X 


— 830 71 40236 IE Insp Repts 30-280/83-09 U 50-201/03-09 on 030321-20, 
None amp 1 ian c c no ted : fa i 1 ure of licensed tr senior licensed 
operators to review abnormal & emergency procedures & 

Failure to update controlled drawing files. 

BEL ISLE* G A Region 2, Office of Director. UPRIGHT, C, M. Division 
pr 0 P* r ® dn e 5 S L Materials Safety 03/04/19. 

19523:071. 24X Fl c h e : 50-280. 83/06/28 * 8307 1 40 2 23 


16pp. 


0307120386 Forwards procedures generation package for emergency 
operating procedures In response to NUREG-0737. Su pp 1 1 
(Generic Ltr 82-33). 

STEWART, W.L Virginia Electric i Power Co. 83/07/01 DENTON* H. R. 

oF Nu c *ear Reactor Regulation, Director ElSENHUT* D. G. 
0307120386^ LU ^ n5ll1S 15pp 19426:209 24X F U ho 50-000, 03/07/0 1 - 


83 w^^t°^^0^^^e n ‘ 5t, ’ atlV, ’ Pr “ cs,l “ re AI>M 9a - "awr^nci Pracedur», 

* l yir Ei n if Elec tT 1 c U Power Co. 03705/18 89pp. 19426 224 24X 

Fiche: 50-000, 83/07/01, 8307120386, 


re Rev 6 to security plan. 


8307270329 Forwards response to B30322 ltr 
Response withheld fref 10CFR2. 7?0). 

DffuI T of ^ ^ Ca 83/07/22. DENTON, H- R. 

k ba <ia! C far Reactor Regulation, Director. lp. 19767;23B 24X 

Fiche : 50-280, 83/07/22* B307270329. V R 


J. Insurance !< indemnity information 


70* 53* 32 t< 43 to NELIA V MAELU 
olicies NF i 86 , HF-37, MF-96 8 * NF-24D* re s p oc t ive 1 y * 

EndoF s aments 1-6 to NELIA Certificates N-27 S, N~28 h 
U MAELU Certificates M-27 U M-2a. 

PAINTER, R, F, Virginia Electric S, Pdwof Co. 83/07/03. 

?2aia r V^ ^S nomic Anal « ftls Branch (Utility Finance) 
19474.130, 24X Fi c he: 30-000* 03/07/03, 8307 130060. 


DINITZ, r. 
53pp. 


-l.-.° Per f' in9 llconse 4 tag e documents 6 corresponds 


“Si?:?".*! 11 ;;? 1 " t0 Licen,ei DFR-32 L DPR— 37* reviling 

nSreS-SJ^ TBCh 8pecs ln W/Rev 3 to * 

STEWART a . f .J s “ e 0 O5a Calculation Manual" also end. 

Xl«* ^ h' Virginia Electric & Power Co 83/03/04. 


Office of Nuclear Reactor Regulation, Di r e c tor ^VAROA, s D8NTt,N ’ H> * ' 

Operating Reactors Drench 1 . 3 pp 

Fiche; 50-200, 03/03/04* 8303100100 


J 9327 : 026. 24X 


—8303100111 Proposed revs to radiological effluent Tech Specs, in 
accordance w/Hev 3 to NUREG-0472. P 

£* ^ ir £i nla Eloc tric 6 Power Co. 83/05/04. 87np, 19527 029 24X 

Fiche: 50-280, 83/05/04* 0303100108. 3 


8307140264 ( Offsite Dose Calculation Manual, » 
* Virginia Electric 6 Power Co. 03/05/04 
24X Fiche; 50-280, 83/03/04* 8303100108. 


167pp. 19327:117, 


8306040070 Generic Ltr 03-22 to all operating reactor licensees, 
applicants for OLs fc holders of CPs for West inghousB PWRs 
re evaluation of "Emergency Response Guidelines " 

ovc cist enc l . 

EISENHUT, □. 0 . Division of Licensing. 63/06/03. Yankee Atomic 

aaSmooro 0 ' 10pp ‘ l9563:Ili ' 24 ^ P1 ^ Q; 30-000. 83/06/S5, c 


8307060230 Application far amend to Licenses DPR-32 i DPR- 37 , 

to P ?i5Tp n J iT>9 8203 ! 6 0628 P r °P° ,ed changes to Tech Specs 

to reflect reorgani za ti on within nuclear operations J< 

STEwI^ y w‘ , ,* Pt5 lJ | jD ^y evleuBd question involved. 

RT ■ h’ Virginia Electric U Power Co, 83/06/30 DENTON, H R 

S UCl ! ar React ° r Director. 5 aR0A,8 A ' R ' 

□peratlng Reactors Branch 1 , 4pp. 1923? 343 34 X 

Ficht; 30-280,83/06/30, 0307060230. 


-0307060235 Proposed Tech Specs 6 , 1-12 l 19 j, Figures 6 l-l l< 2 re 
reorgan i lotion of nuclear operations .V security depts. 

Discussion of proposed changes end. 

J. Eioctrlc ^ Power Co 03/06/30. 6 pp. 1923?- 347 aav 

Fiche: 50-280* 93/06/38, 8307060230, Y 


M cpf??! 7 L ‘ 1 ' *« *11 applicant, for OL, U hald.T. d, 

CP* for power reactors re clarification of surveillance 
5 f0 : 4 d ! e ! iel fuel impurity Bve list end. 

EISENHUT, D.G Division of Licensing 83/07/03. Consolidated 

*1*1 Neia York * Ine> l6 PP- 19390’ 317. 24X 

Ftche; 50-000, 03/07/03* 8306270397 


0307060329 Generic Ltr 83-27 to all licensees it applicant* for 
operating power reactor* U holders of CPs For power reactor* 

E! a p«»N? 1 i , S n '^ in “”' val, ln SIS ' 8 « "•* *n<l P ** e * 0r * 

k4 Dlv,Ulan 0(1 Licensing, 03/07/06, Consolidated 
c? £ I York, Jnc. 16pp, 19669:254 24X 

Fiche: 30-000* 83/07/06* 0307060329. 
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8307000169 Generic Ltr 03-20 to all licensees of operating r»actorj, 
applicants for QL b holders of CFs re required actions based 
on generic i (Tip 1 i c a t i on s of Salem ATWS events. Svc list end. 
EISENHU7.D <5. Division of Licensing 83/07/08 Consolidated 

Edison Co of New Vor k , Inc. 3Bpp I9669 1 269. 24X 

Fiche: 50-000, 83/07/08, 930708Q169 


9307190020 Forwards FR notice -of consideration a# issuance of amends to 
Licenses DPft-32 6 DPR-37 l> proposed MSHC V opportunity for 
hearing re 930502 application to revise rod insertion 
I i/d ts 

* Division of Licensing. 83/07/12 STEWART, W. L Virginia Electric 
«< Po^r Co. 2pp. 19569:33!. 24X F t c he: 30-290, 83/07/ l 2, 8307 I 90020. 


--8307(90022 Notice of consideration of issuance of amends tn Licenses 
DPR-32 ?» DPR-37 ■&. proposed NSHC t opportunity for hearing re 
S3 0 302 application to revise rod insertion limits. 

VARGA, S. A. Operating Reactors Branch 1 93/07/11. 7pp 

19369:353. 24X Fiche : 50-280, B3/G7/12, 0307 l 90020 


8307210205 Informs that po » t -ac r i <J ent sampling sys operational 
procedures approved b installed at plant by 830701 per TMI 
Action Item H B 3 Dub to recent sys malfunctions, 
alternatives investigated to improve reliability 

STEWART, W L. Virginia Electric U Power Co 93/07/10 DENTON, H R 
Office of Nuclear Reactor Regulation. Director. EIGENHUT, D. O. 
Division of Licensing. Ip 19665:111. 24X P i che. 50-280, 83/07/ IB, 

9307210203. 


8307250320 "Surry Unit 2, Cycle 6 Core Performance Rept. 41 W/undated ltr, 
KEN DR I WON. E. S. Virginia Electric b Power Co. VEP-NGS-6, 03/07/31. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

VARGA, 9 A. Operating Reactors Branch 1 50pp 19703:215. 24X 

Fiche: 50-281 , 03/07/3 1 , 8307250320 


Q. Inspection reports, IE Bulletins b correspondence 


8307140212 Discusses completed evaluation t»f IE Circular 01-07, por 
811120 request Circular contains adequate guidance re 
TBlease of (na 1 1 s for unrestricted use. Desc ri ption of 
eipariment end, 

0 ’REILLY. J. P. Region 2, Office of Director 03/02/09. STEWART, W. L 
Virginia Electric 4, Power Co. 6pp. (9322:021. 24X 

Fithe: 50-280, 83/02/09, 8307140212. 


8307140223 Act receipt of 830520 Itr informing NRC of steps tat on to 
correct violations noted in JE Insp Repts 50-280/83-09 b 
50-201/03-07. 

LEWIS, R C Division of Project L Resident Programs 83/06/28. 
STEWART, W L. Virginia Electric b Power Co Ip 19323:064 24X 

FI che: 30-280, 03/06/20. B307140223 


— 8307140228 Responds to NRC 030421 Itr re violations noted in IE Insp 
flepts 50-200/83-09 t< 30-281/83-09. Correct ive actions: 

Abnormal Procedure AP- l 7 included in Apr 1983 review h 
Administrative Procedure 37 revised. 

STEWART, W. L Virginia Electric b Power Co. 83/05/20 
0 'REILLY, J. P Region 2, Office of Director. 3pp 19523:069 24X 

FiChe 90-290, 83/06/28. 8307140223 


8307 1 40231 Forwards IE Insp Repts 50-280/93-09 b 50-28! /B3-09 on 
830321-25 b notice of violation. 

LEWIS, R C. Division of Project 6 Resident Programs 03/04/21. 
STEWART, W L Virginia Electric b Power Co 2pp. 19523 060 24X 

Fiche 50-280, 83/06/20. 0307 1 40223 . 


— 9307140234 Notice cf violation from imp on 830321-25 

* Region 2, Office of Director 03/04/21, lp 1 9523' 070 24X 

Fiche: 50-280- 83/06/28- 6307140223. 


9307140236 !E Imp Repts 50-290/83-07 b 50-201/83-0? on 030321-25, 

Non c enp l lane e noted: failure off licensed b senior licensed 
operators to review abnormal i« emergency procedures tt 
failure to update controlled drawing files, 

BEL ISLE, G. A , DEBDAGE, A 0. , SKINNER, P H. Region 2, Office of 
Director. 83/04/19. 16pp. 19523:071. 24 X Fi c h e 30-280, 03/06/29, 

0307140223. 


83 I1ar 2 |9fl3 r ° rLiaTtfs fe * ft>r ,E lna P* conducted during Mar 1982 - 

STEWART, W. L Virginia Electric b Power Co 83/07/06. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. BARRY, L W. Division 

«n5SSJI31I!^ ln9 ' lp 1.7419 360 24X F i che: 50-280. 83/07/06, 

9307120251 . 


0306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post B30103) 83/07/12. Consolidated Edison Co. of New 

York-. Inc. 141pp. 17563:133 24X Pi c h e : 50-000, B3/07/ 12, 0306270404 


9306270406 SE Info Notice B3-4B, "Gaseous Effluent Releases of 
Radioactive 1-123 b 1-131 in Excess of NRC Limits." Svc list 
ere 1 

TAYLOR* J. M. Division of GA, Safeguards & Inspection Programs (Post 
8301031. 83/07/14. Consolidated Edison Co. of New York, Inc 

114pp. 19715 270. 24X Fi che 30-000. 83/07/(4, 0306270406 


R. Periodic operating reports ?< related correspondence 


8307220365 Monthly operating repts for flay 1903. W/B30615 ltr. 

JONES, V. H. , STEWART, W. L, Virginia Electric 6 Power Co. 83/06/02, 
HALLER, N. it Office of Resource Management, Director. 50pp 
19673:179. 24X F i c h e r 50-260. 03/06/02, 8307220385 


0307200194 Forwards monthly operating repts for June 1903 L corrected 
page to monthly operating Tept for May 1983, 

STEWART. W. L. Virginia Electric b Power Co. 03/07/13. HALLER, N. H 
Office of Management and Program Analysis. lp. 19647:315, 24X 

Ft che: 30-280,83/07/15, G3O72D0174, 


— B3072001 97 Monthly operating repts for June 1983. 

JONES, V. H. Virginfa Electric b Power Co. 83/07/07. 43pp 
19647:317. S?4X F i che : 30-280, 03/07/ 1 3, 8307200194, 


B. Reportable occurrences, LERs b related correspondence 


8307290298 Forwards AEOD technical review rept of 030209 event 
involving failure of recirculation spray svc water valves. 

Event suggested to Data Mgt Soction as AO. 

ZiMGRj D Reactor Operations Analysts Branch. 83/06/13. 

8EYFR IT. K. V. Reactor Operations Analysis Branch. lp. 19837:036 
24 X Fiche. 30-260, 83/06/13, 8307290398 


— 0307290307 "Failure of R ec 1 r c u 1 a t ion Spray Svc Water MOVs, " AEOD 
technical review rapt. 

ZUKQR.D Reactor Operations Analysis Branch. 03/06/13, 3pp 
19857:057. 24 X F i t h e : 50-200, B3/06/ 1 3, 0307290290 


0307 120535 LER 83-O28/O3L-0: an 930523, amp er o reading for heat tracing 
panel Q, circuit 23C* found below acceptance criteria of 
PT— 27C C aus e d by excessive h eat. Def ec ti ve heat tracing 
replaced Design change i n s ta 1 1 a t i on c ommenc ed . W/B30623 ltr. 

WILSON, JL, Virginia Electric R Power Co. 83/06/23. 0 'REILLY, J, P. 

Region 7, Office of Director. 3pp. 19433:329. 24X 

Fi-che: SQ-2B1, 83/06/23, 8307120535. 


9307250405 LER 03-031 /03L-0 : on 830622, independent rod position 
indication for control rod K-2 fluctuated greater than 12 
steps. Cause undet erm i nod. 3i gna 1 conditioner module voltage 
adjusted b fluctuations c eased. W/83071 1 ltr. 

WILSON, J. L, Virginia Electric & Power Co, B3/07/11. 0 'REILLY, J, P. 

Region 2j Office of Director. 3pp 19701:279 24X 

Fiche; 30-281 , 03/07/1 1 , 8307250405. 


DOCKET 50-202 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency k fire protection plans 


0307050283 Forwards table of scheduler milestones to be negotiated 
during 030624 meeting re emergency response capability 
provided (n util 830315 response to Generic Ltr 82-33. 

D [ IANNI - D. C. Operating Reactors Branch 3. 83/06/14. MUBGLF, D. «. 

Northern States Power Co. 3pp 19263:216 24X 

Fiche 30-202* B3/06/14, 0307030283. 


8307060315 Forwards IE In*p Repts 90-282/03-07 b 50-306/83-07 on 
830401-30 b notice of violation. 

SHAFER, W D Region 3, Offite of Director, 83/06/20. LARSON, C. E, 
Northern States Power Co. 2pp. 19234:231. 24X 

Ficho; 50-202, 83/06/20* 8307060319 


— 8307060324 Notice of violation from insp on 830401-30, 

SHAFER, W. D. Region 3, Office of Director. 83/06/20. 2pp 
19234:233. 24X F i ch e : 50-282, 83/06/20, 83070603 1 5. 


8306270401 IE Info Notice 83-46* "Common Mode Valve Failures Degrade 
irwinAk/^ * r-cu * at 1 * n Spray Subsystem •' Svc list encl 

to Preparedness V Engineering 

R.sjon,* < p o,t 8301031 83,07/11 C-osal id* t*d E, I son Co o , N 

York, Inc 134pp. 19563:293 24X Fiche: 90-000, 83/07/ 1 l, B3062704 


—8307060320 IE Insp Repts 5O-202/B3-O7 b 50-306/83-07 on 030401-30- 
Noncompliance noted : fa l lure to perform dally check of main 
steam line radiation monitors monthly functional test for 
4-kV safeguards buses & to verify valve position 
FEIERAHEND, C. D. , WILL I AhS, D. L. , JACKIW, I. N. Region 3, Office of 
Director. 83/06/20. 9 PP . 19234:233. 24X Fiche : 50-202, 03/06/20, 

8307060315. 



DOCKETED ITEMS 


81 


8307010178 Forward* Rev 5 to security force training b qualification 
plan Rev withheld (ref 1QCFR73. 21). 

MUSOLF, D M Northern State* Power Co. 03/06/34 Office of 

Nuclear Reactor Regulation* Director. 3pp. 19172:361. 24X 

Fi che: 30-000* 83/06/24* 03070101 7B. 


83071G0323 Release* public version of revised emergency plan 
Implementing procedure*. 

FELTON* J. M. Division of Rules and Record*. 03/06/34. Document 
Management Branch. Ip. 1 9366: 003. 24X Fiche. 50-282* 83/06/24, 

0307100323. 


—0307100326 Forward* public version of revised emergency plan 
implementing procedures, imc 1 ud ing Procedure* A. 2-001 re 
emergency organ! lat ion* A, 2-107 re activation of operation* 
support ctr b A. 2-402 re contamination control. 

WARD*E.C. Northern States Power Co. 83/06/07 Region 3. Office 

of Director. Ip. 19566:004 24X Fiche: 50-202, 83/06/24. 

0307180323. 


— 8307180327 Public version of revised emergency plan. Implementing 
procedures* inc luding Procedures A. 2-001 re emergency 
organi lati on. A. 2-107 re activation of operations support ctr 
b A. 2-402 re contamination control. 

FEY, F. L Northern States Power Co. 83/05/20. 02pp, 19566:005, 

24X Fiche: 50-282* 83/06/24, 8307 i 80323. 


0307180437 Advises that Rev 9 to security plan acceptable ui/exception 
of Page 21, Section 3.2.2. 1 requiring designated vehicle* be 
limited in use to onsite functions. 

CLARK* R. A. Operating Reactors Branch 3. 03/07/07. MUSGLF* D. M. 

Northern States Power Co. 3pp. 19366:339, 24X 

Fiche: 50-282* 83/07/07, 8307180437, 


— 0307080204 Rev 1 to updated FSAR . 

ft Northern States Power Co, 82/12/31. 440pp. 19340:217. 24X 

Fiche: 50-282* 03/06/30* 0307000190. 


P, Operating license stage document* b correspondence 


8307030342 Forward* safety evaluation re seismic qualification of 
auxiliary feedwater sys, based on util 810714 U 020303 
responses to Generic Ltr 81-14. By* can withstand postulated 
safe shutdown earthquake. 

CLARK. R. A. Operating Reactors Branch 3. 83/06/17, MUG0LF, D. M. 

Northern States Power Co. 2pp, 19263:295. 24X 

Fiche: 30-202, 83/06/ 17, 8307030342. 


— 0307050345 Safety evaluation re util response* to Generic Ltr 01-14 on 
seismic qualification of auxiliary foedweter ny i , A ux l \ lar y 
feedwater *ys can withstand postulated safe shutdown 
ear thquake. 

ft Office of Nuclear Reactor Regulation, Director 03/06/16. 

10-pp . 19263:297, 24X F U h a : 50-202, 83/06/ 1 7 * 0307030342, 


8307010144 Forward* application for amend to Licenses DPR-42 4, DPR-60. 
changing Tech Spec Section 3, 10 resulting from new LOCA 
analysis. 

MUSOLF, D. Northern States Power Co. 03/06/24. Office of Nuc 1 ear 
Reactor Regulation* Director. 1 p . 19173:277. 24 X 

Fiche: 30-202, 03/06/24, 8307010144. 


— 8307010149 Application for amend to Licenses DPR-42 fU DPR-60# c hang Ing 
Tach Spec Section 3. 10 resulting from new LOCA anetysle. 

MUSOLF, D. Northern States Power Co, 03/06/24, 3pp. 19173; 270. 

24 X Fiche: 30-232, 03/06/24, B307010144. 


B307180109 Forwards IE Safeguards Insp Repts 50-282/03-11 b 
30-306/03-11 on 830613-17. No noncompliance noted. 

MILLER* J. R. Region 3* Office of Director. 03/07/14. LARSON, C, E. 
Northern States Power Co. 2pp. 19557:027 24X 

Fiche: 30-2B2. 03/07/14, 03O71BO1O9 


— 8307-010153 Proposed changes to Tech Spec Section 
new. LOCA anaiy sis. 

* Northern States Power Co. 03/06/24. 9pp, 
Fiche: 50-282* 83/06/24. 0307010144. 


3. 10 resulting from 
19173:201 24X 


— 8307 1001 12 IE Safeguards Insp Rapt* 50-282/03-11 & 30-306/83-i 1 on 
B30613-17, No none amp 1 lane e noted. Major areas inspected; 
security plan b Implementing procedures, loc ks, key * & 
combinations Safeguards info deleted (ref 10CFR73.2I). 

P IRTLE, 0, L. , KNICELEY, J. R. , CREED, J. R. Region 3* Office Of 

Director. 03/07/13 2pp. 19557:029 24X Fiche : 30-202* 03/07/14, 

0307100109. 


6307220561 Responds to 830310 ltr re Rev 8 to physical security plan. 
Procedures changed to establish lock rotation per Reg 
Guide 3. 12, "General Use of Locks in Protection b Control of 
Facilities b BNM. " Plan will be revised 

MUSOLF, D. Northern 8tate* Power Co 03/07/13. Office of Nuclear 
Reactor Regulation. Director. Ip. 19686:028, 24X 

Fiche: 50-202, 83/07/13, 8307220 361. 


8307250632 Releases public version of revised emergency plan 
Implementing procedures, 

FELTON, J. M. Division of Rules and Records. 93/07/19 Document 

Management Branch. Ip. 19718:144. 24X Fiche: 30-000, 83/07/19, 

8307250632. 


8307250642 Forwards public version of revised emergency plan 
implementing procedures, Inc lud ing Procedures EPIP 1.1,1 re 
corporate emergency response plan, EPIP 1.1.2 re 
notifications b EPIP 1.1.3 V e public info, 

WARD, EC. Northern States Power Co. 83/05/20, Region 3, Office 
of Director. Ip. 19718:145. 24X Fi c h e ; 50-000, 83/07/ 1 9, 

0307250632. 


■-8307250650 Public version of revised emergency pla 
procedures. including Procedures EPIP 1.1 1 re co 
emergency response plan, EPIP 1.1.2 re notificati 
1.1.3 re public inf o. Rev 12 to table of contents 
HUDSON, G, , WARD, E. C. Northern States Power Co. 
19718:146. 24X FI che : 90-000, 83/07/ 1 7, 0307250632 


n implementing 
rporate 
on* b EPIP 
enc 1. 

83/05/20. 140pp. 


J. Insurance & indemnity information 


—8307010137 “PraiTle Island Units 1 b 2 Limiting Break LOCA-ECC0 
Analysis Using EXEM/PWfl. *■ 

TAHUILI.T.4 KAYSER.W.V., CHANDLER, J. C. Exxon Nuclear Co., Tnc, 
(subs of Exxon Cor p J. XN-NF-B3-3D. 03/05/27. 36pp. 19173:291. 

24X Fiche: 30-202*83/06/24,8307010144. 


8307050092 Forwards application to amend Licenses DPR-42 fc DPR 
revising Tech Specs re containment sys recombiners, control 
room air treatment syt & ref to F8AR Tabl* 7. 7-2. Changes do 
not constitute significant hatards considerate Ion, 

MUSOLF, D. Northern States Power Co. 83/07/01. Office uf 
Reac tor Regulation* Director, Ip. 19193:311. 24X 

Fiche: 50-282.83/07/01 , 0307050092, 


— 0307050090 Application to amend Licenses DPft-42 DPR-60* rovi i Ing 
Tach Specs re containment sys r tc omb i ners, control room 
air treatment syi b ra# to FSAR Table 7. 7-S, 

MUBOLF, D. Northern Qtate* Power Cq. 03/07/01. 6po, 19173:312. 
24X Fiche: 50-282, 83/07/01, 8307050092. 


0307050102 Proposed Tech Specs re containment tyt, ree onnb l neri * control 
room air treatment igt & raf to FSAR Table 7.7-2. 

« Northern States Power Co. 93/07/01. 14pp. J7193:310 24X 

Fiche: 50-202, 83/07/01 * 830705D092. 


8306270397 Generic Ltr 03-26 to ail applicants for OLi U holder* of 
CP* for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. 8vc list end. 

EIBENHUTrD. O. Division of Licensing. 03/07/05. Consolidated 
Edison Co. of New York, Inc, 16pp. 19390:317. 24X 

Fiche: 50-000, 83/07/03,0306270397. 


8307060329 Generic Ltr 03-27 to all licensees L applicants for 
operating power reactors b holders of CPs for power reactors 
re surveillance Intervals In BT0. 8vc list end. 

EISENHIPT, D, G, Division of Licensing 93/07/06. Consolidated 
Edison Co. of New York, Inc, 16pp. 17667:234. 24X 

Fiche; 50-000, 03/07/06. 0307060329. 


-60. 

Nuc \ tar 


B307260475 Forward* Endorsements 65 6 66 to NHL I A Policy NF-174, 
Endorsements 54 b 55 to NELIA Policy NF-197 b Endorsements 
i°« MAELU PoUcle ’ MF-31 b MF-68* respectively. 

VUMN80N* R. G, Northern States Power Co. B3/07/1B, DINITZ*!. 

* SSi? r « * Econom * c Analysis Branch (Utility Finance). 7pp. 
19731 ; 156. 24X F i Ch b : 50-000, 83/07/ 1 8* 8307260475. 


8307090169 Generic Ltr 03-20 to all license* uf op 
applicant* for OL J* holders of CPs re required ac 
on generic implications of Salem ATNB events. 8vc 
EISENHUT, D. 0. Division of Licensing, 93/07/00. 
Edison Co. of Ntw York. Inc, 39pp. 17667' 26? 

Fiche: 50-000. 83/07/00*8307090169, 


ora t 
te Ion 
lilt 
C 

24 X 


Ing reactors, 
t based 
enc 1 , 

oneo 1 Ida led 


FinaI Sa*®ty Analysis Report (FSAR) b amend* 


03 2n22?i 90 Forwar < , » 1 to updated FSAR. 
MUSOLF, D. Northern States Power Co. 03/06/ 
Reactor Regulation, Director. 22pp 19340* 
Fiche: 50-202, 83/06/30, 8307000190. 


Office of Nuclear 
24 X 


0307290001 Notice of consider 
DPR-24 b DPR-60 b proposed 
for hearing re sodium hydro 
containment spray sys spray 
CLARK* 0 , A. Operating React 
24X Fiche: 50-282,03/07/00, 


atlon of issuance of amend 
NSHC determination b upper 
side concentration in 
additive tank, 
ors Branch 3. 03/Q7/OB. 

9307290001. 


lo 

tun 1 

Qpp 


License* 

tg 


17026:333. 
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B3 cltioofi? Il'Vffe” ° f Ra,e '* 0Unt transmitters classified at 

X m *" utl1 830305 Ur to NRC. 

KLiSOLFj D Northern States Power Co 93/07/13 nnira u , 

Reactor Regulation. Director. 2p, Of U ce of Nuc 1 ear 

Fi che : 30-202, 83/07/13, 930727-0293. X 

0 * E BuHetim t, correspondence 


R. Periodic operating reports & related 


correspondence 



Office 


“’oTm!:.'!,'!!!,:;!!; 90-282/03-07 6 30-306/83-07 

ntsr*- la ~ e 

FI Che: 30-26?, 83/06/20, 8307060315. 

"^SHAFEf^H D° tl S e V V i 0 l Jil° n fTOm inSp 830401 - 30 . 

SHAFER, W. D, Region 3, Office of Director bi/oa son g-. 
19234:233. 84X P,«he: 30-282. bS/OwSS. wStOb!^ ' 2PP ' 

IE I "*P «»P** 30-282/83-07 * 50-306/83-07 on 830*01-30 
Noncomp 1 lance noted : fai lure to perform daily check of malm 
iteam line radiation monitors * monthly functional test for 
f * bu *»* & to verify valve position 

FEIERADEND, C. D. , WILLIAMS, D. L. , JACKIN, i. If. Regions, Office of 

6387060315. S3/0i/30 ' 19234:2:35 24* Fich* ; 30-882, 63/06/20, 


Jl. portjbl, occurrenc e!. LER, j, related corre.pond.nc. 




cXXi. B xin 3 iBB e3/ tz u w8olfi ° *• 

Flche: 30-262, 63/07/11, 0307270039. 8 ' *** 

:=sis ?s:} 

1 9s, i : 1 90. *x ??« r K2rSS!ae a ! i SI“o?/nr8 3 SJS^;; ’»• 


93 B3Q6tti-?o F Sri»^ IE Insp Rept. 50-202/03-08 & 50-306/03-08 an 
830606-10. No nonconp 1 lance noted. 

LAR 8 Difc L E ,C 'M Q T 4 th! 9 i<, 2 i 6 3 i 0fMc * of Director. 83/07/01. 

F«2sr^a»5KSj%?.B^ti B rsr r c °' app - i9 ” 7;oi °- =<* 

*' 83 noncM^iinci n iL R I P i* 50 ' 2BZ '<«-«B U 30-306/03-03 an 830606-10 N „ 
nonconp liance noted. Major areas inspected: radio log leal 

A isrm&wwtt »o?r 

? 0 ,° f 'x xxxx s ?/ o7/oe - larsdn ' c ’ e - 

Flchc 50-282. 83/07/08, 8307280190. *** 

-"8307280196 3£ Insp Repts 50-282/63-12 fi, 50-306/03- J 2 on 630613-17 w 

nat / d -^ or -r.« inspected : maint ra^am 2 17 “ D 

Implems ntatian of maint program, 

lEsSIs^a^ 7 ^^^ ^PP HAW ^i TiSi . *&nZ.?^&„ r/w , 

ILwHI ‘ 1 D,,rid ° 

...... «m ... 



ron», Inc. 14, pp. ,9«3:, M . 24X Flc ^”^^ 3 / 07 ”?. m 0 6270?m. 

830103). ^B3/07/]4*° n °Cotm>Hdatl!f *rd? * tn«P«ctlon Frograme tp,n 
H4„. 1971 3: 270. MX Rich "^Sof^/ft s^d £?* 

23 ™-" * 

aa« wra?.«x“ sss-a •sr«- 

Ft ch * : 50-282, 83/07/14, 830718010?. 

BKSSW 1 ^ SV^KSasUm. 


~---2J!?I??L“^.? T ' AT6 _ UN,v - research reactor 

R :_!”‘ 0dic "Ratin g report, j. r.lat.d correspondence 
83 SHITH 1 r‘u’' A "? U, “ 0p * r,tln ® "*p‘ Fpt 1902." 

ir,JS “*4 l/n ‘ V - B3/06/M 01 

83070101 51. 


te l/ntv. 03/06/23. REID, R. W. Op.ratlno 
3pp. 19173:333. 24X FI ch #: 30-264, 63/06/23, 


Operator Examinations 
8307000427 Generic Ltr m— ioa «- < 

«c vis ,,c * — - 

eIefZj? n" n Li ';?•••■ 8vc ll »‘ >ncl. " 

<4pp - 

POCKET 30 -205 FORT CALHOUN STATION, UNIT I 
-l-fl!-!!- ?: ,m|tnn 8. fire prot.ctlen plan. 

Swa.SSSSF' 58 *-^ ~“ e - 

P M? t '"‘ p •» *J04W-aa.NBn«o«pit.nc. 

# Rael«« I 1 nA^ lij,r,Ct ^^^Uasted within 30 days. 

Riche: 50-803, a3/0S/04. f B307O4013k 83/0S/<M - S “*- 19292:244. 24X 

re ,ponee pli' 4 *** P u tllc venlon of revUed radiological emergency 

SSi °™x ,0 v f :s%, 219 . "WicK 03/o^r nt 
; 7 D !?r‘'i 88 4 3 ^r’ a 4 x co “ j - T - 

Fi ch*. 30-285, 83/06/06, 83061 60016, 24X 

° n B304 ‘ B '“. Notice o, 

£? Mu. rxxix-.o^xr- jou ^ e - 

Flcha: 30-283, 83/06/06» 83070600iSf S4X 

^■!a?irr«"jsss; 

orricar in emergantu response. 

MONTGOMERY, J. L. r BAIRD, J. fl. , JOHNSON 1 . W D Region 4 n », } 

Director, 03/06/03. 7pp. 19251 - 028 S^I ic# 0# 

830706001 3. P 9, '° 28 ' 24X Fi ch e : 50-203, 83/0&/06i 
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0307250410 Ack receipt of 830513 ltr Informing NRC of step* token to 
correct violation* noted in IE Insp Rept 30-283/03- 10. 

8EIDLE, W C. Region 4. Office of Director. 03/06/06. JONES# W. C. 
Omehe Public Power District. 2pp, 19701:233. 24X 

Fiche: 50-283# 03/06/06# 9307230410, 


““8307250428 Respond* to NRC 830304 ltr re violations noted in IE Insp 
Rept 30-289/83- 10. Correc 1 1 ve actl ons: sh i f t supervisors 
retrained on emergency response procedures. Oeneri c 
imp 1 1 cat 1 ons of Inspector findings under review. 

JONEB# W. C. Omaha Public Power District. 83/03/13, 8E1DLE# W. C. 
Rap ion 4# Office of Director 3pp. 19701:237 24X 

Fiche: 30-283# 83/06/06# 0307230410. 


9307060033 Forward* IE Insp Rapt 30-285/83-14 on 830316-20. No 
noncompliance noted. 

B£IDLE#W. C. Region 4# Office of Director. 03/06/30, JONEB, W. C. 
Omaha Public Power District. 2pp. 19231:324. 24X 

Fiche: 30-283# 83/06/30. 0307060033. 


- -9307060040 IE Insp Rept 30-203/83-14 on 030316-20. No noncomp 1 lane e 
noted. Major areas lnspec ted: secur 1 ty plan 4# implementing 
p rocadures* security organi lation# loc ks# key s & combinations. 
Details withheld (ref 10CFR73. 21). 

EVANB#C.A.# KELLY# J. A. F. # JOHNBQN, W. D. Region 4# Office of 
Director. 03/06/20. Ip. 19231:326. 24X F i c h e : 30-203# 03/06/30. 

9307060033. 


0307270261 Informs that 811123 evaluation of design plan for emergency 
response facilities based on NURE0-0Q14 not applicable per 
issuance of Suppl 1 to NUREG-0737. 

CLARK# R. A. Operating Reactors Branch 3. 83/07/11. JONES# W. C. 

Omaha Public Power District. 2pp. 19811:186. 24X 

Flc h a: 50-283# 83/07/11# 830727026 1 . 


H. Qeneral correspondence 


8307130006 Advises that review of license amend request proposing mod 
ta spent fuel pool to increase capacity of spent fuel 
Storage racks to 729 fuel assemblies nearing c omp 1 e t i on# per 
930606 itr.w/o end licensee application matls. 

TOURIQNY. E. 0. Operating Reactors Branch 3. 03/06/30, SIMMONS# H. E. 

Nebraska# State of. Ip. 19562:337. 24X Fi che : 30-203, 83/06/30. 

9307130006. 


0307070075 Inform* that effective 830630, MT Shaw resigned as util 
atty. HH Voigt should be substituted on distribution list w/ 
same firm 6 address. 

VOIOTrH.H. LeBoeuf# Lamb# Lsiby L MacRae. 83/07/01. TOUR IGNY# E. 0. 
Operating Reactors Branch 3. Ip. 19269:360. 24X 

Fiche: 30-203# 83/07/01 , 0307070073, 


1, Financial Information 


8307190123 Forwards statement of cash flow from operations as guarantee 
for payment of deferred retrospective premiums. 

JONES# W. C. Omaha Public Power District. 03/07/06. DENTON# H. ft. 
Office of Nuclear Reactor Regulation# Director, 3pp. 19633:227. 

24X Fiche: 30-203, B3/07/06, 8307190123. 


J. Insurance I# indemnity information 


0307190123 Forward* statement of cash flow from operations as guarantee 
for payment of deferred retrospective premium*. 

JONEB# W, C, Omaha Public Power District. 83/07/06. DENTON# H. R , 
Office of Nuclear Reactor Regulation# Director. 3pp. 19633:227. 

24X Fiche: 30-283# 03/07/06# 8307190123. 


8307100446 Forwards monthly FR notice of amends to OLs involving NSHC. 
a Office of Nuclear Reactor Regulation# Director. 83/06/13. 

UHR IG# R. E Florida Power & Light Cn. 2pp. 19641:347. 24X 

Fiche: 30-000# 03/06/13# 0307100446. 


■0307190001 Monthly notice of amends to OLs involving NSHC. 
CLARK. R. A. Operating Reactors Oranch 3. 03/06/07 13pp. 

19641:349. 24X Fiche: 50-000. 33/06/13. 8307100446. 


8307060Q9B Responds to Generic Ltr 03-1OB re resolution of TMI Action 
Plan Item II. K. 3. 3# "Automatic Trip of Reactor Coolant 
Pumps. " Util endorses C-E Owners Group program in resolving 
reactor coolant pump trip issue, 

JONES i W C. Omaha Public Power District. 83/06/30. CLARK, R. A. 
Operating Reactors Branch 3. 6pp. 19291: 1B6. 24X 

Fiche: 50-285# 03/06/30. 8307060090. 


8306270397 Generic Ltr B3-26 to all applicants for OLs holders of 
CP* for power reactors re c lar i f i cat i on of surveillance 
requirements for diesel fuel impurity. Svc list end. 

EI8ENHUT, D, G. Division of Licensing. 83/07/05. Consolidated 
Edison Co. of New York# Inc. I6pp 19390:317. 24X 

Fiche: 50-000# 03/07/03# 0306270397 


0307060329 Generic Ltr 83-27 to all licensees U applicant* for 
operating power reactors 6 holders of CPs for power reactor* 
re surveillance intervals in STS, Svc list end. 

EISENHUT# D. Q, Division of Licensing 83/07/06. Consolidated 
Edison Co of New York# Inc, 16pp. 19669:294. 24X 

Fi Che: 90-000, B3/07/06, 0307060329. 


0307000169 Generic Ltr 03-20 to all licensees of operating reactors# 
applicants for OL & holders of CPs re required action* based 
on generic implications of Salem ATWS events. Svc list end. 
E18ENKJT# D. G. Division of Licensing. 03/07/08. Consolidated 
Edison Co. of New York, Inc. 30pp. 19669:269. 24X 

Fichor 30-000# 83/07/08, 0307000169. 


830723054B Notification of 830726 meeting w/ufcil in Bothesda#MD to 
discuss Tech Specs on inoperab t 1 jty of safety sys channel* 
TOURIONY, E. G. Operating Reactors Branch 3. 83/07/18. CLARK, R. A. 

Operating Reactors Branch 3. 2pp. 19716:009. 24X 

Fiche: 30-203# 83/07/18, 8307230348. 


830729049B Requests final Submission of radiological effluent Tech 
8pac* using end Draft 7 of NUREG-0472# Rev 3, M Std 
Radiological Effluent Tech Specs for PWRs, " Sept 1902# as 
guidance. Summary of unresolved issues end, 

CLARK, R. A. Operating Reactors Branch 3. 83/07/19, JONESrW.C. 

Omaha Public Power District. 113pp. 19837:228, 24X 

Fiche: 30-203# 83/07/19,0307290490. 


8307260143 Advises of completed actions re NUREG-0737# I terns II. F. 1.6 & 
III - 0. a 4 concerning containment hydrogen monitors 4# control 
room hab itabi 1 ity# respec ttvely, p er 030300 & 14 Itrs. Final 
action to be completed by 040630, 

JONEB# W. C. Omaha Public Power District. 03/07/22. CLARK# R. A. 
Operating Reactors Branch 3, 2pp. 19727:206. 24X 

Fiche: 30-205# 03/07/22,8307260143. 


Q. Inspection reports# IE Bulletins 4< correspondence 


8307060135 Discusses IE insp on 830410-22 *x forwards notice of 
violation. Detail* will be included in IE Insp Rept 
30-283/83-10, 

8£IDLE#W.C, Region 4# Office of Director. 83/05/04- JONES. W.C. 
Omaha Public Power District. 2pp, 19232:242. 24X 

Fiche: 30-289# 03/03/04, 0307060135. 


K. Utility Final Safaty Analysis Report <F0AR ) St amends 


830726 0031 Rav i to updated F8AR, Transmittal & receipt form end. 
• Omaha Public Power District. 83/07/31, 318pp. 19729:001. 

Fiche: 90-283# 83/07/31# 0307260031. 


24 X 


—0307060141 Notice of violation from insp on 0304 1 0-22. Noncomp I i anc e 
noted: inadequate training of shift supervisors 6 emergency 
duty officers In emergency response. Correc tive actions t* 
date of full compliance requested within 30 days. 

* Region 4# Office of Director. 03/09/04. 2pp. 19232:244. 24X 

Fiche: 30-209# 83/03/04# 8307060133. 


P. Operating license stage documents & correspondence 


8307260179 Forward* current QA program. 

JONES# W. C. Omaha Public Power District. 03/06/10. COLLINS, J. T. 
Region 4# Office of Director. Ip. 19727:311, 24X 

Fiche: 30-203# 03/06/10# B30726D179. 


0307220416 Responds to violation contained in IE Insp Rept 
30-283/03-03. Correc tive actions: upgraded mgt attention 
directed to assuring that technician It decontaminat ion waste 
worker activities comply w/plant procedures. 

J0NE8# W. C, Omaha Public Power District. 83/03/13. SEIDLE#W. C. 
Region 4# Office of Director. 12pp. 19687:220. 24X 

Fiche: 30-205# 03/03/13, 8307220416. 


-“0 307260 182 QA program. 

• Omaha Public Power District. 83/06/10. 30pp. 19727:312. 24X 

F 1 c h a : 30-203, 03/06/ 1 0# 8307260 1 79. 


8307110616 Monthly notice of amends to OLs involving NSHC Issued since 
630523. 

CLARK# R. A. Operating Reactors Branch 3. 03/06/14. 26pp 

19391:132. 24X Fiche: 30-000# 03/06/14# 03O7UO616. 


0307120487 Forwards IE Insp Rept 50-285/83-11 on 030401-30 fit notice of 
vio lation. 

SEIDLE.W, C. Region 4# Office of Director. 83/05/18. JONESrW.C. 
Omaha Public Power District. 2pp. 19425:040. 24X 

Fiche: 30-203# 03/03/10, 0307120487. 
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— 8307120472 Notice of violation from insp on 930401-30. 

• Region 4. Office of Director. 63/007 19 . Ip. 17423; 042. 24X 

Rich*: 50-20 3 , 93/0 3 / 10 , 6307 1204 97. 


•8307120477 IE Insp Rept 30-285/63-11 on 830401-30, Noncomp lian c e noted; 
failure to maintain log* to document removal of annunciators 
•A13-BSU. A-2-C3L & A2-C4L from svc. 

VANDELLf L. A. 4 JOHNSON, WO. Region 4, Office of Director. 

83/03/14. 9pp. 19423:043. 24 X F i t h e 30-285, 03/03/ lfl, 6307 1 20487, 


8307040013 Forwards IE Insp Rept 50-285/83-10 on 830419-22. Notice of 
violation forwarded by NRC 830304 1 tr. 

8 EIDLE.W. C. Region 4, Office of Director. 83/04/06. JONES* |*L C. 
Omaha Public Power District, 2pp. 19231:024. 24X 

Fiche: 30-26 3, 03/04/04. 8307040015. 


— 8307040019 IE Insp Rept 30-235/83-10 on 830418-22. No nc omp 11 anc* noted: 
inadequate training of ah i f t supervisor /'orrisTjency duty 
officer in emergency response. 

MONTGOMERY, J, L. , DA1RD, J. 6 , , JOHNSQH,W.D. Region A, Office of 
Director. 83/04/03. 7pp. 19231:028. 24X F i c h e: 50-285, 03/04/06, 

8307040013. 


8307230410 Ac k receipt of 930313 Itr informing NRC of steps taken to 
correct violations noted in 18 Imp Kept 50-203/03-10. 

3EIDLE, W, C. Region 4, Office of Director. 83/06/06. JONES, W. C. 
Omafta Public Power District, 2pp. 19701:253, 24X 

Flch*: 30-283, 83/06/06, 83072304 1 0 


•8307060040 IE fnsp Rept 50-283/93-14 on 830514-20. No noncompliance 
noted. Major areas inspected; s ecur i ty plan 4 implementing 
procedures, security or gan i ra* 1 ort, 1 oc ks, key * U combination*. 
Details withheld (ref 10CFR73. 21 ) . 

EVANS, C . A. i KELLY, J. A. F. * JOHNSON, W. D. Region 4, Office of 
Director. 83/06/28, ip. 19231:326. 24X Fi ch e : 30-283, 03/06/30, 

8307040033, 


9307120449 Act receipt of 030403 ltr informing NRC of step* taken to 
correct violations noted in IE Imp Rept 50-283/83-08. 

SEIDLE, W.C. Region 4, Office of Director. 03/07/01. JONES, W. C. 
Omaha Public Power District. Ip. 19423:343. 24X 

Fiche : 30-295, 83/07/01, 8307120449. 


■0307120434 Responds to NRC 830304 itr re violations noted in IE Into 
Rept 30-293/83-08. Corrective actions: OA Procedure 19 
replaced by dept manual procedure* estab 1 ishing requirement 
foT individual training files. 

JONES, W.C. Omaha Public Power District. 03/06/03. 6 EIDLE, H, C. 
Region 4, Office of Director. 4pp. 19423:344. 24X 

Fiche; 30-205, 83/07/01 * B307 1 20449. 


8307120460 Ac k receipt of 830617 ltr Informing NRC of steps taken to 
correct violations noted in IE Imp Rept 30-283/83-1 1, Add 1 
info re annunciator status lag required within 30 dags, 

SEIDLE, W.C. Region 4, Office of Director. 83/07/01. JONES, W. C. 
Omaha Public Power District. Ip. t9423: 339. 24X 

Fiche: 30-283,83/07/01, 9307120460. 


•8307230428 Responds to NRC 030304 ltr re violation* noted in IE ln*p 
Rept 30-285/93-10. Corra c t I vb actions shift supervisors 
retrained on emergency response prot edure*. Qener ic 
implications of inspector findings under review, 

JONES. W. C. Omaha Public Power District. 83/03/13. SEIDLE, W. C. 
Region 4, Office of Director. 3pp. 19701:257. 24X 

Fiche: 50-285, 03/04/06, 8307250410, 


—8307120465 Respond* to NRC 830318 Itr re violation* noted in IE Insp 
Rept 30-2B3/Q3-I I. Correc tiv* actions: ltr Issued from 
operations supervisor t* operations personnel, reemphasi * ing 
need for strict compliance t# annunciator log. 

JONES, W.C. Omaha Public Power District. B3/06/17. 9E1DLE, W. C. 
Region 4, Office of Director. 3pp. 19423:360. 24X 

Fiche: 30-203, B3/07/01, 8307120440. 


B307260433 Ack receipt of 830313 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-293/03-03, No ti c e 
of violation response adequate. Notice of deviation response 
inadequate re min experience required of chemist, 

SEIDLE, W.C. Region 4, Office of Director. 03/06/06. JONES* W C 
Omaha Public Power District. 3pp. 19734:171, 24X 

Fiche: 30-283,83/06/06, 9307260433. 


8307120314 Forwards IE Insp Rept 50-283/83-13 on 830301-31. No 
none omp 1 lance noted. 

8 EIDLE 1 W. C. Region 4, Office of Director. 03/06/(4. JONES, W. C. 
Omaha Public Power District. 2pp 19433- 202 24X 

Fiche: 50-233, 83/06/14*8307120314. 


—8307120323 IE Insp Rept 30-205/03-13 on 830301-31. No n 0 hcomp 1 1 anc * 
neted. Major areas Inspec ted : opera 1 1 ona 1 safety verification, 
startup testing, surve i 1 lane e test ing, ma Int activities & 
followup on violations U NURE0-0737 items. 

YANDELL, L , A. , JOHNSON, W. D. Region 4, Office of Director. 

83/06/14, I2pp, 19433:204. 24X Fi ch e : 50-283, 93/06/ 1 4, 030712031 4. 


a 30 I°S™ 3 .f Or,i,ard * tE Bulletin 02-Q2*Actlon Item 4 re imp 

of RCPB threaded fa*ten«TS in PWR plants per ASME Code, 

Section XI. No major corrosion identified. 

JONES, W. C. Omaha Public Power District. 83/06/24. COLLINS, J.T. 
Region 4, Office of Director. 3pp. 19347:269 24X 

Fiche: 50-203, 03/04/24, 0307080423. 


8307130073 Forwards IE Insp Rept 50-283/03-15 on 830331-0603 & notice 
of violation. 

SEIDLE, W^C. Region 4, Office of Director. 83/06/27. JONEB,U. C. 
Omaha Public Power District. 2 pp. 19536: 170 24X 

Flcht: 30-203,83/06/27, 0307130073 


8307130074 Notice of violation from insp an 830531-0603 

* 4j 0fPlc * Director, 83/06/27, ip. 19336:172. 24X 

Fiche: 50-283, 03/06/27, 8307 1 30073 * 


8307 1 20462 Forward* "Steam Generator Tube Eddy Insp Rept, 8 team 
Generators A fc 8,1983 Refilling Outage." 

JONES, C. Omaha Public Power District. 83/07/01. CLARK, R. A. 
Operating Reactors Branch 3. Ip. 19423:067. 24X 

Ficha: 50-283, 03/07/01 , 8307 1 20482. 


0307120489 "Steam Generator Tube Eddy Current Insp Rept, Steam 
Generators A U 0, 19B3 Refueling Outage." 

* Omaha Public Power District. 93/07/01. 0pp. 19423-068 
Fiche: 50-285, 83/07/01, 8307120482. 


24X 


8307180102 Forwards Ttliaf request* from exam requirements of Winter 
19B0 addenda to ASME Roller U Pressure Vessel Code, Section 
Xlire rule* for insp of nuclear power plant components, par 
10CFR30. 35* ( g ) ( 5) ( i 1 1 ) . 

JONES. W, C. Omaha Public Power District. 03/07/07. CLARK, R. A. 
Operating Reactors Branch 3. 16pp. 19333:037. 24X 

Fiche: 30-203, 03/07/07, 8307180182. 


0306270401 IE Info Notice 93-46, ''Common Mode Valve Failuras Degrade 
Surry Recirculation Spray Subsystem. ,r 8 vc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 03 O 1 Q 3 >. 03/O7/U. Consolidated Edison Co. of New 

York, Inc. i54pp. 19363:293. 24X Fiche: 30-000, 83/07/11, 6306270401. 


8306270404 IE Info Notice B3-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Fust 830103). 83/07/12. Consolidated Edison Co. of N«u 

York, Inc. 141pp. 19363:133. 24X Fiche: 30-000, 83/07/12, 0306270404. 


9306270406 IE Tnfo Notice B3-48, "Gaseous Effluent Releases of 
Radioactive 1-123 fc 1-131 In Excess of NRC Limits," Bvc list 
anct. 

TAYLOR, J, M Division of QA, Safeguards $< Inspection Programs (Pott 
830103). 03/07/14, Consolidated Edison Co. of New York, Inc. 

114pp. 19713:270. 24X Ficha: 30-000, 83/07/14, 8306270406. 


~“ 83 noSsd 0 fIiJu 30-285/03-15 on 830331-0603. None omp U anc a 

*? llou Procedures G-22 h G-23 re storage of 
RFDAwn n ? * stores c ontro 1 , respec tlve 1 y. 

REDANOi R. T, * MCCRORY, S. L. , WESTERMAN, T-F. Region 4, Office of 

8307130073. S3/0&/23, 19S3&: 173 24X Fi q h e; 30-2B3, 83/06/i 


B30727033B Forward* ihservlce insp rapt conducted during 021207-830407 
by 6 WRI. 

J0NE8, W.C. Omaha Public Power District. 83/07/13. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. Ip, 19767:241. 24X 

Fiche: 30-293, 83/07/13* 8307270338. 


83 nontomf?.^r! ard I I E In,(l Rep * 50-285/83-14 on B30316-20. No 
no n c ompl lane e noted. 

i R * s< ° n 4 ' Office of Director. 03/06/30. JONES, W. 
Omaha Public Power District, 2pp. 19231' 324 24 X 

Fiche: 30-2B5, 83/06/30. B307060033 P 


— 0307270345 Inservict imp rept conducted during 821207-030407 by SWflI. 
Describes NDE of selected component* at facility. 

VANELL, J. A. Omaha Public Power District, 83/07/It. 60pp. 

19767:242. 24X F Iche: 30-203, 83/07/ I », 8307270338. 
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ft. Periodic operating report! tt related correspondence 


8307190138 Monthly operating rept for June 1903, W/83Q7 14 ltr. 

MATTHEWS* T. P. , JONES* W. C. Omaha Public Power District, 03/07/14. 
DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 10pp. 19634: 249. 24X Fiche: 30-285, 03/07/14. 

8307190138. 


U. Congressional/Execut i ve Correspondence 


B3O7270047 Forwards monthly PR notice of consideration of Issuance of 
amends to GLi involving N9HC determination fc opportunity 
for hearing. 

DENTON* H. R. Office of Nuclear Reactor Regulation. Director. 
83/06/32. STAFFORD* R. T, Senate* Environment & Public Works. 2pp. 
19811:010. 24X FiC he : 30-000* 03/06/22, 8307270047. 


— 8307270030 Monthly notice of consideration of issuance of amends to DLs 
involving N&HC determination & opportunity for hearing. 

CLARK* R. A. Operating Reactors Branch 3. 83/06/07. 13pp. 

19011:020. 24X Fiche: 30-000* 83/06/22. 8307270047, 


DOCKET 30-284 INDIAN POINT STATION* UNIT 3 


F. Security, medical* emergency 8* fire protection plans 


8307110410 Forward* IE Safeguards Insp Rept 90-286/B3-12 on 030316-20 * 
notice of violation. 

MARTIN, T, T. Division of Engineering & Technical Programs. 83/04/22. 

BR0N8* J. C. Power Authority of the State of New York. 2pp, 

19382:286. 24X Fich e : 30-206. 83/06/22, 03071104 1 0. 


— 8307 1 10410 Notice of violation from insp on 830316-20. Proprietary 
details delated (ref 10CFR73. 21). 

e Region 1* Office of Director. 83/06/22. ip. 19382:288. 24X 

Fiche: 30-206, 03/06/22* 83071 10410. 


— 8307110423 IE Safeguards Insp Rept 30-286/83-12 on 030316-20. 
Noncompliance noted: fal lure to include portion of protected 
area harrier In intrusion detection sys. Proprietary details 
deleted (ref I0CFR73. 21). 

MCKEOWN, L. M. , DUNLAP* J. M. * CODY, A. T, Region i, Office of Director. 
83/06/17. 3pp. 19302:289. 24X Fiche: 30-206. 83/06/22, 83071 10410. 


0307120023 Releases public version of revised emergency plan 
implementing procedures. 

FELTON, J. M. Division of Rules and Records. 03/06/24. Document 
Management Branch. Ip. 19309:113. 24X Ficho: 30-286, 83/06/24. 

6307 120023. 


—0307120027 Forward* public version of revised emergency plan 
implementing procedures, including Procedures IP-1002 re 
determination of magnitude of re lease, IP-iOl 1 re offsite 
monitoring & IP-1047 re operations support ctr. 

LOMQNACG, L. M. Power Authority of the State of New York. 03/03/27. 

NRC - No Detailed Affiliation Oiven. 2pp. 19509:114. 24X 

Fiche: 30-286, 83/06/24, 8307120023. 


— 0307120032 Public version of revised emergency plan implementing 
procedures* including Procedure* IP-1002 re determination of 
magnitude of release* IP-1011 re offsite monitoring 8t 
IP-1047 re operations support ctr. 

BELL* D, D. * LOMONACO. L. Power Authority of the State of New York. 
83/03/27. 160pp. 19309:116. 24X Fiche: 30-286, 83/06/24* 

8307 120023. 


0307140306 Forwards IE Insp Rept 30-286/B3-I0 on 830331-0603. No 
noncompliance noted. 

MARTIN, T. T. Division of Engineering & Technical Programs, 03/06/29. 

BRONBj J, C. Power Authority of the State of New York. 2pp. 
19323:333. 24X FI ch •: 30-206* 03/06/29* 8307 140306. 


— 0307140391 IE Insp Rept 30-206/03-10 on 830331-0603. No noncompliance 
noted. Major areas lnspec ted: annual emergency exercise 
performed on 830602. 

MILLERrM. . CROCKER, H. W- Division of Engineering it Technical 
Programs. 83/06/17. 4pp. 19323:337. 24X Fi c h e : 30-2B6, 83/06/29, 

0307140386. 


0307270221 Forwards NRC draft 8ER re exemptions requested from 10CFR50, 
App R. 

MOORE, J. E. Hearing Branch 1. 03/07/22. GLEASON* J, P. Atomic Safety 

and Licensing Board Panel. 43pp. 19749:124. 24X 

Fiehe: 30-247* 83/07/22* 0307270221. 


8307280304 Forwards IE Insp Rept 30-286/03-13 on 830316-0613. No 
noncompliance noted. 

8TAR0STECKI* R. Division of Project S, Resident Programs. 03/07/24. 
BRON8, J. C. Power Authority of the State of New York. 2pp. 

19789: 197. 24X Fiche: 30-286,83/07/24, 0307280304. 


— 0307280311 IE Insp Rept 30-206/03-13 on 03031 6-061 3. No noncompliance 
noted Major areas inspected: plant operat ions, monthly 
operating rept. f ol lowup on IE bul let ins, App R equipment 
testing & potential loose locks on fire dampers. 

KENNY, T J. , ROSSBACH, L. W Region 1* Office of Director. 

COLLINS, 6. Division of Project 8, Resident Programs. 03/06/23. 
ltpp. 19709:199. 24X F I c h e : 30-286, 83/07/24, 0307200304. 


0. Adjudicatory correspondence 


0307120963 Memorandum opposing PIRG of New York motion for 
reconsideration of Commission 830610 order. PIRG should not 
be permitted to relltigate arguments fully considered 8, 
ruled upon by Commission. 

BRANDENBURG, B. Consolidated Edison Co. of New York, Inc. 83/07/07. 

Commissioners. 3pp 19433:131. 24X Fi c h e : 30-247, 83/07/07, 

8307120563. 


8307120963 Response opposing PIRO of New York motion for 
reconsideration of Commission 830610 order. Motion untimely, 
Identifies no matters of fact or law 6 improperly raises new 
i ssues. Certi f 1 cate of Svc end. 

MORGAN, C. Power Authority of the State of New York. MORGAN, C. 
Morgan Associates. 83/07/07, Commissioners. 10pp. 19433: 136. 

24 X Fiche: 30-247, 83/07/07, 0307120363. 


8307120946 Order approving Util 8, NRC B30613 transcript corrections* 
u/Llited exceptions. 

GLEASON, J. P, Atomic Safety and Licensing Board Panel. 03/07/08. 
Office of the Executive Legal Director. 3pp. 19433:330. 24X 

Fiche: 30-247*03/07/00, 0307120346. 


0307120039 Proposed findings of fac t. cone lusions of law, opinions 8, 
recommendations re Commission Questions 1-6 <Vols 1-3). 
hORQANiC, Power Authority of the State of New York. MORGAN, C. 
Morgan Associate*. 03/07/il. 967pp. 19420:001. 24X: 

Fiche: 30-247, 03/07/U, 0307120039. 


8307130077 Proposed findings of fact 8* conclusion* of law, Certi f i cate 
of Svc end. 

a Union of Concerned Scientists * Public Interest Research Group, 
New York. # West Branch Conservation Association. 83/07/11. 

323pp. 19472:323. 24X Fi c he : 30-247, 03/07/ 11 , 0307130077. 


8307130234 Proposed op 1 n 1 on, f i nd ings of fact, cone lusions of law & 
r ecommendatl ons. Certi fica te of Svc end, 

MOORE, J. E. , HASSELL, D. F. * MCGURREN, H. J. Hearing Branch I. 83/07/H. 
362pp, 19503:030. 24X Fi cho: 30-247, 03/07/ 1 1 , 8307 130234. 


0307180060 Proposed findings of fact re Commission Questions 1-6- 8* 
proposed opinion, cone Lu-s i on* of law & recommendations. 

Certificate of Svc end. 

BRANDENBURG, D. Consolidated Edison Co. of New York, Inc. 83/07/11. 
994pp. 19337:091. 24X Fi Ch e ; 50-247, 03/07/1 1 , 8307 180060. 

0307100071 Forwards proposed findings of fact 8< conclusions per B30422 
memo. 

O'ROURKE, A. P. Westchester County, NY. 03/07/il. QLEABON* J. F. 
Atomic Safety and Licensing Board Pane). Ip. 19960:161. 24X 

Fiche: 30-247, 03/07/U , 0307 10007 1 . 


— 0307180074 Proposed findings of fact 8, condus ions. Certi f icate of 8vc 
enc 1 . 

* Westchester County, NY, 03/07/1 i. 37pp. 19360:162. 24X 

Fiche: 30-247,03/07/11, 83071B0071. 


0307210031 Forwards two corrected pages to NRC proposed opinion, 
findings of fact, condus 1 ons to law 8; recommendations 
MCGURREN, H. J, Hearing Branch 1. 03/07/13. GLEASON, J. P. , SHQN, F. J. * 

PARIS, 0. H. Atomic Safety and Licensing Board Panel. Ip. 19660:274. 
24X Fiche: 90-247, 03/07/13, B307210091, 


— 0307210061 Two corrected pages to NRC proposed opinion, find ings of 
fact, conclusions of law fx recommendations, 
e Office of the Executive Legal Director. 03/07/13. 2pp. 
19668:275. 24X Fl che : 30-247, 83/07/ 13, 0307210051 . 


8307270221 Forwards NRC draft SER re exemptions requested from LOCFRSO, 
App fi. 

MOORE, J. E. Hearing Branch 1. 03/07/22. GLEASON, J. P. , PARIS, □. H. , 

0WON, F. J. Atomic Safety and Licensing Board Panel. 43pp. 

19749:124. 24X Fiche: 30-247, 03/07/22, 8307270221. 


0307270117 Order extending time until 030024 for Commission to act to 
review 830629 Director's Decision 

CH1LK, 8. J. Office of the Secretary of the Commission. 83/07/23. 
Commissioners. l P . 19749:346. 24X Fiche: 30-247, 03/07/23, 

0307270117. 
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0307290094 Memorandum re FJ Ami co* ASLB consul tan t, 030624 rept on 
testimony on Commission Question 5. Mo need erists For 
further testimony or party comments on rept 

GLEASON, J. P. Atomic Safety end Licensing Board Panel. 03/07/27. 
2pp. 19022:214. 24X Fleh* : 50-247* 93/07/27* 0307290094 . 


8307290109 Presents results of review of testimony on Commission 
Question 3. Testimony on Question 3 Is as complete as 
possible but suffers Prom same deficiencies re relative 
risk. 


AM ICO * P. J. Applied Risk Technology Corp. 83/07/01. GLEASON. J. P. 
SHDN,F. J.» PARIS* 0. H. Atomic Saf ety and Licensing Board Panel. 
7pp. 19Q22:2li. 24X Fiche : 50-247* 83/07/27* 0307290094. 


8307060309 Forwards SER granting relief from inservice testing 
requirements it defining alternate schedules & procedures. 

License amend request modifying Tech Specs to reflect 
approval for items requested within 49 days. 

VARGA* S. A. Operating Reactors Branch 1. 03/06/13. BAYNE* J. P. 

Power Authority of the State of Mew York. 2pp. 19300*029 24X 

Fiche: 30-206, 83/06/13* 8307060309. 


■0307060392 BER granting relief from lnservice testing requirements & 
defining alternate schedules & requirements. 

♦ NRC - No Detailed Affiliation Given. 03/06/13. 40pp. 

19300:031. 24X F1 ch e : 50-286* 03/06/13* 0307060389, 


H. General correspondence 


0307060629 Ack receipt of 930323 1 tr requesting info re air locks, NRC 
has no records re mfg of air locks. Review of application for 
OL identified Uettinghouse as NS5S supplier. 

DENTON* H. R. Office of Nuclear Reactor Regulation* Director, 

83/06/21. IN DEL I CATO* C. O'Dwyir t* Bernstein, 2pp 19299 211 24K 

Fiche: 50-286. 83/06/21,0307060629. 


-6307060632 Informs that firm represents J Q'Boy* in lawsuit arising 
from injuria* sustained on B20B0I while working in BO-f t 
airlock in vessel containment. Info on airlock manufacturer & 
any other info requatted. 

INDELIOATO, C. O'Dtuyer it Bernstein. 03/05/23. NRC - No Detailed 
03O7O6O62? 1 QiV * n ' * P 1,299:213 24X Fiche: 50-286, S3/06/2 1 * 


6307030100 Forwards Ra-ckUnd County Legislature Resolution 3B? 
requesting plants cease operation until County radiological 
plan approved. * 

SAMUELS* P. Rockland County* NY. 83/06/27. PALLADIND. N. J. 

3pt ' 19199:344. 24X Fiche: 50-247, 83/06/27, 

8307050100. 


•8307050110 Forwards Rockland County Legislature Resolution 390 
requesting State of NY Legislature to pass legislation 
regulating nuclear power industry, based on economic 
consequences of radiological accidents 6 nuclear waste 
SAMUELS* P. Rockland County* NY. 03/06/27. FALLAD INO* N. 
Commissioner*. 3pp. 19199:347. 24X Fi c ha : 50-247, 03 / 06 / 27 , 


--8307030116 Forwards Rockland County Legislature Resolution 39i 
author li trig County atty to take legal action if NRC does not 
shut dawn plants on 930609. 

SAMUELS, P. Rockland County, NY. 83/06/27. PALLADlNO, N. J 
4PP - 19199: 350. 24X F lc ft *: 30-247* 83/ 06/27* 


K, Utility Final Safety Analysis Report <FSAR) it amends 


0307250194 Forwards FSAR 1903 update re new designation of procedures b 
performance dept to QA 6 reliability dept. r 

P ^* T Authorlt V State of New York. 03/07/20. 

^^ QP ,l!' JClear R,act0r Regulation, Director. 2pp. 
19704.309. 24X Fiche: 30-206* 83/07/20. 0307250194. 


-8307230300 FSAR 1983 update. 

a PoweT Authority of the State of New York. 83/07/31 
19704:311. 24X f i che : 50-206, 03/07/20, 03072501 94. 


174pp. 


P. Operating license stage documents 1* correspondence 

a3 «Sn!!™ e ?‘?!: r ‘™ Lt i ? 3 :; 2 to aU ■>*"•-*"'9 uc.n...., 

applicants for GLs 4 holders of CPs for Westinghouse PWRs 
re »afety evaluation of “Emergency Response Guidelines," 

0VC list enc 1 . 


El SEN HUT, D. 0. 
Electric Co. 
6306060070- 


Division of Licensing. 03/06/03. Yankee Atomic 
10pp. 19363:116, 24X Fiche : 50-000* 83/06/03, 


830703037 Forwards SER re 811116 response to Generic Ltr 81-21, 
Natural Circulation Cooldown." Response acceptable since 
MKI ^ad voiding not ..fety concern. 

Operating Reactors Branch 1, 83/06/10. BAYNE* J. P. 

Power Authority of the State of New York, 2pp. 19263 1 317 24X 

Fiche : 30-286, 03/06/10, 8307050371. ‘ *** 


--830703-0376 SER r« 811116 response to Generic Ltr 01-21, “Natural 
Circulation Cooldown." Licensee confirmation of listed 
training program items requested. Reso I utlon of adequacy of 
F r Qe«dur*d deferred to TMI Item I.c. l. 

Given. 03/06/10, 8pp. 
19263.319. 24X Fiche: 50-286, 83/06/10* 8307050371. H 


0307030430 Forwards safety evaluation re NURE0-0737, TMI Items II. F, 1.4, 
"Containment Pressure Monitor*" 1 1. F. 1.5* "Containment Water 
Level Monitor " & II. F. 1.6* "Con tainment Hydrogen Monitor. " 

I terns resolved. 

VARDA. 8 A. Operating Reactors Branch 1. 03/06/14. BAYNE* J. P. 

Power Authority of the State of New York, 8pp. 19262:201 24X 

Fiche: 30-206, 03/06/14, 0307050430. 


0307090239 Forwards frackflt cost figures for addl seven utils per 
original 030200 request. Cost figures for 20 util* 
transmitted 830411. 

TOURTELLOTTE, J. Regulatory Reform Task Force. 83/06/22. 
PALLADlNO, N. Commissioner*. 2pp. 19363:313 24X 

Fiche: 90-000* 83/06/22. 8307000239, 


--B307080337 Forward* backflt it regulatory impact cost analysis for 
facility, per NRC 830200 request. Analysis* formerly 
confidential atty work product, released to interveners fc now 
to task force. 


BAYNE, J. P. Power Authority of the State of New York. 
TOUR TELL OTTE* J. Regulatory Reform Task Force. ip 
24 X Fiche: 30-000* 03/06/22* B3070B0239. 


03/06/01. 

19363:321. 


'8307000341 "Determining Portion of Regulatory Burden on Indian Point 3 
Capital tt DiM Expenditures 1976 - 1906: 10-Yr Cost Projection 
Also Inc luded. ♦' 

a Power Authority of the State of New York, 03/04/30. 36pp. 

19363:322. 24X F 1 ch e : 50-000* 83/06/22* B3O7O0Q239. 


0307250089 Approves 021018 request for withholding Rev 1 tti 
Westlnghous* WCAP-10149 from public disclosure 
(ref 10CFR2. 790). 

VARQA, 3. A. Operating Reactors Branch i. 03/06/27. BAYNE. J. P. 
Power Authority of the State of New York. 4pp, 19720*337 24X 

Fiche: 50-206* 83/06/27* 0307230080. 


rrictur ■ 


Approves request for withholding Rept 03-135, ■■ 
Mechanics Analysis of Indian Point 3 Nuclear Gsnerating 
Station Steam Generator G-irth Weld Cracks Under Pressurised 
Thermal Shock Conditions* " (ref 10CFR2. 790). 

VARGA, 8. A. Operating Reactors Branch 1. 03/06/27. BAYNE* J. P. 

Power Authority of the Stats of New York. 4pp. 19011:167. 24X 

Fiche: 30-286* 03/06/27, 0307270243. 


0307220138 Summary of B30127 meeting w/util In Bethetda.MD re eye 
interaction (51) program at faci 1 i ty . Ut i 1 indicates complete 
81 program will be submitted in Fall I903.Meeting agenda 
tt vi ewgraph s end. 

POLK, P. J. Operating Reactors Branch 1. 03/06/29. Operating 

n^7oSm'i2 rflT1Ch lm 23pf1, l ’A*»:304. 24X Fi chi : 50-206, 83/06/29, 


0307230520 Requests that design inf* used by Ebasco in performing 
sys interaction methodology studies be provided directly to 
BNL it LLL. Effort important to resolution of Unresolved 
Safety Issue A-17. 

VARGA, 3. A. Operating Reactors Branch I. 33/06/29. BAYNE. J. P. 
Power Authority of the State of New York. 3pp. 19739:272. 24X 

Fiche : 30-286* 03/06/29. 83072S032B. 


0306020343 Forwards list of all plant-descriptive info provided by 
EBASCO L PABNY. r 

ALEBSQ* P. Lawrence Livermore Laboratory. 93/05/27. CONRAN* J. 
Reliability 6 Risk Assessment Branch. 7pp. 19739:275. 24X 

Fiche: 90-286,83/06/29 * 83 0 7250928. 


0306270397 Generic Ltr 03-26 to all applicants for OLi 6 holders of 
CPs for power reactors re c larif icatl on of surveillance 
requirement* for diesel fuel impurity. Svc list end. 

EI9ENHUT* D. 0 . Division of Licensing. 03/07/05. Consolidated 
Edison Co. of New York* Inc, 16pp. 19390:317. 24X 

Fiche: 50-000, 03/07/03, 8306270397. 


-- rs.ponn eg veneric Ltr Bi-s 

Natural Circulation Cooldown." Mods recommended by 
Westinghouse study demonstrate sufficient condensate supply 
consistent w/procedures. Response acceptable, 

VARGA* 8. A. Operating Reactors Branch 1. 83/07/05. BAYNE, J. P. 

Power Authority of the State of New York. 2pp. 19692:294. 24X 

Fic ha: 50-206* 03/07/03* 0307220128. 
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--03072201 34 SER re util 011116 response to Generic Ltr 8!~2l, "Natural 
Circulation Cooldown " Licensee demonstrated ability to 
cooldown w/o voiding. 

« Office of Nuclear Reactor Regulation. Director. 03/07/05 8pp 
19692:296 24X F i c h e ; 50-286- 03/07/05. 8307220 1 28. 


8307270249 Requests meeting be planned in Bethesda. ND re ays 
interaction study at plant based on previous 830127 meeting 
4i draft gu idel i nes 

VARGA, S. A Operating Reactors Branch 1. 03/07/05 BAYNE. J. p. 

Power Authority of the State of New York 2pp 19311171 24X 

Fiche; 30-236, 03/07/05. 0307270249 


■8307110410 Notice of violation from insp on 8305 1 6-20. Pr opr i a tar y 
details deleted (ref 10CPR73. 21). 

« Region 1, Office of Director. 33/06/22. Ip. 19392:200. 24X 

Fiche: 50-206, 83/06/22, 03071 10410. 


—0307110425 IE Safeguards Insp Rept 5O-2B6/03-12 on 030916-20. 

Noncomp l iance noted : fai 1 ure to include portion of protected 
area barrier in intrusion detection sy s . Prop r i e tary details 
delated (ref 1DCFR73.21>. 

MCKEOWN.L M , DUNLAP , J. M. , GODY, A. T. Region 1, Office of Director, 
83/06/17. 3pp. 19302:289, 24X F i C h e ; 50-286, 83/06/22. 8307 1 1 04 10, 


8307060329 Generic Ltr 83-27 to all licensees applicants for 
operating pouier reactors 8, holders of CPs for power reactors 
re surveillance intervals in STS 8vc list and 

EISENHUT. D. G. Division of Licensing 83/07/06 Consolidated 

Edison Co. of New York, Inc. I6pp 19669:254 24X 

Fiche 50-000. 83/07/06, 8307060329 


0307 1 1 0429 Forwards application for amend to License DPR-64, c h ang lng 
Tech Specs re DHR capab i 1 t ty , in response to NRC 830611 
request. 

BAYNE- J P Power Authority of the State of New York, 03/07/06 
VARGA, S A Operating Reactors Branch I. 2pp, 19382:230 24X 
Fiche: 30-206, 33/07/06, 8307110429. 


■8307110433 Application for amend to License DPR-64, c hang i ng Tech 
Specs re DHR capability. 

BAYNE, J P. Power Authority of the State of New York. 03/07/06 
Ip. 19382:232 24 X Fiche: 50-286, 03/07/06, 83071 10429. 


— 83O7UO430 Proposed Tech Spec changes to DHR capability. 

4 Power Authority of the State of New York 03/07/06 12pp. 

19302:253. 24X Fiche: 50-206, 83/07/06, 8307 1 1 0429. 


9307080169 Generic Ltr 83-20 to all licensees of operating reactors, 
applicants for OL & holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list encl. 
EIEENHUT.D 0 Division of Licensing. 03/07/00 Consolidated 
Edison Co. of New York, Inc. 30pp. 19669:269 24X 

Fiche: 50-000, 03/07/08. 0307080 1 69. 


0307140396 Forwards IE Insp Rept 50-286/03-10 on 030531-0603. No 
noncomp 1 lance noted 

MARTIN, T. T. Division of Engineering & Technical Programs. 03/06/29, 
BRONS, J. C. Power Authority of the State of New York. 2pp. 
19523:355. 24X Fiche: 90-206, 83/06/29, 0307140386. 


--0307 1 40391 IE in»p Rept 90-206/03-10 on 030931-0603. No noncompliance 
noted. Major areas inspec ted : arthua 1 emergency exercise 
performed on B30602. 

MILLER, M. i CROCKER, H. W. Division of Engineering 4t Technical 
Programs. 03/06/17. 6pp 19523:357. 24X F i c h e : 50-286, 83 /06/29, 

6307140306. 


8306270401 IE Info Notice 83-46, "Common Mode Valve Failure* Degrade 
Surry Recirculation Spray Subsystem. " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness fc Engineering 
Response (Po*t 830103). 83/07/11. Consolidated Edison Co, of New 

York, Inc. 154pp. 19363:293 24X F i Che 30-000, 83/07/ 1 1 , 0306270401 . 


8306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN, EL. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 03/07/12 Consolidated Edison Co. of New 

York, Inc. 141pp. 19563:133. 24X Fiche 50-000, B3/07/12, 8306270404, 


8306270406 IE Info Notice 03-48, "Gaseous Effluent Releases of 
Radioactive 1-123 U 1-131 in Excess of NRC Limit*. " Svc list 
enc I , 

TAYLOR, J, M. Division of QA> Safeguards fr Inspection Program* (Post 
030103). 03/07/14. Consolidated Edison Co. of New York, Inc, 

114pp. 19713:270. 24X F i c h e : SO-QOO, 83/07/ 1 4, B306270406 


0307190436 Requests remittance of addl sum to complete fees required 
for 821010 application re steam generator tube tt girth weld 
repair program. 

DIGGS, R M License Fee Management Branch. 83/07/08. BAYNE, J P. 
Power Authority of the State of New York. Ip 19656:167 24X 

Fiche: 50-286, 03/07/00. 0307190436 


G. Inspection reports. IE Bulletins b correspondence 


0307070495 Forwards SER & technical evaluation rept re util analysis 
of main steam line break w/continued feedwater addition in 
response to IE Bulletin 80-04. Anal ys i s acceptable. 

VARGA, S A Operating Reactors Branch j. 83/06/10, BAYNE, J. P. 
Power Authority of the State of New York. 2pp 19300:198. 24X 

Fiche: 30-286, 03/06/10, 03O7O7O495. 


8307070504 SER re main steam line break w/contained feedwater addition 
per IE Bulletin 00-04. Util analysis acceptable. 

* Containment Systems Branch. 83/06/10 6pp. 19300:200 24X 

Fiche: 50-206, 83/06/10, 0307070495 


— 8306140199 "PWR Main Steam Line Break W/Continued Feedwater Addition 
for Indian Point Nuclear Power Plant Unit 3," technical 
evaluation rept. 

VOSBURYiF. W. Franklin I ns t i tu t e /Frank 1 i n Research Center. 
NHC-Q3-91-130. TER-C3306- 1 30. 83/05/25- HEARN, P. NRC 
Detailed Affiliation Given. 22 pp, 19300:206. 24X 

Fiche: 50-206, 83/06/10, 8307070495 


8307260460 Forward* addl info re integrally-welded pump support matin 
per 810630 response to NRC 010403 request for info 
concerning inservice ln«p program. Use of austenitic 
stainless steel support feet not feasible. 

BAYNE, J. P. Power Authority of the State of New York. 03/07/20. 
VARGA, 3 A Operating Reactors Branch 1. 2pp. 19733:345. 24X 
Fiche: 30-206, 03/07/20, 830726046B. 


0307200304 Forward* IE Insp Rept 50-206/83-13 on 0305 16-061 9. No 
noncamp l lance noted. 

STAR0BTECKI, R. Division of Project & Resident Programs. 83/07/24, 
BRONS, J. C. Power Authority of the State of New York. 2pp, 
19789:197. 24X Fiche: 50-206, 83/07/24, 0307200304. 


--83O720O31 1 IE Insp Rept 50-286/03-13 on 830516-06 1 9. No noncompliance 
noted Major areas inspec ted ; p lant operatl on*, month ly 
operating rept, f al lowup on IE b ul let ins, App R equipment 
testing $< potential loose locks on fire damper*. 

KENNY, T J. , R0S3HACH, L. W, Region 1, Office of Director. 

C0LLIN5,B. Division of Project k Resident Programs. 03/06/23. 
Upp. 19709:199 24X Fiche: 50-206, 83/07/24, 8307280304. 


R. Periodic operating reports tt related correspondence 


8307220251 Monthly operating rept for May 1 903. W/830610 ltr. 

KELLYiL. i BRONS, J. C Power Authority of the State of New York. 
03/06/01. Division of Data Automation fr Management Information. 
0pp. 19604:217. 24X Fiche: 30-2B6, S3/06/01 , 8307220251. 


0307270275 Forward* 9ER re Inservice insp relief requests. Re l ie f 
granted from exam requirements determined Impractical to 
per form, Li cense amend request modifying Tech Specs should be 
submitted within 45 days to complete inservice insp effort. 
VARGA, S. A. Operating Reactors Branch 1. 03/06/13 BAYNE, U. P. 

Power Authority of the State of New York. 2pp. 19812:047. 24X 

Fiche: 50-206, 03/06/13, 0307270275. 


--B307270282 SER supporting request for relief from Inservice insp 
requirement* of Section XI of A9ME Boiler k Pressure Vessel 
Code due to plant design, component geometry U const mails, 

* Office of Nuclear Reactor Regulation, Director. 03/06/13. 
13pp. 19812:049 24X Fi c h e 50-286, 03/06/ 13, 8307270273 


0307110410 Forwards IE Safeguards Insp Rept 50-286/83-12 on 830516-20 t< 
notice of violation. 

MARTIN, T. T. Division of Engineering It Technical Programs. 03/06/22. 
BRONS, J. C. Power Authority of the State of New York. 2pp. 

19382:286. 24X F 1 c he : 30-206. 03/06/22, 0307 1 104 1 0 


8 Reportable occurrence*, LERs U rekotod correspondence 


0307150119 Part 21 rept re deviation in installation of A8C0 302A1264C 
transfer switches. Evaluation in progress. Next rept will be 
submitted within 60 days of ltr date, 

MANNA, F. J. Automatic Switch Co B3/06/27. Region 4, Office of 
Director. Ip. 19536:227. 24X F i che : 30-247, 83/06/27, 03071 SO 11 9. 


0307130018 LER 83-004/03L-0: on 830604, leak observed at e 1 bow-to-p i p e 
weld on charging pump 31 relief line 210 downstream of 
relief valve RV23t.Cau*e not stated. Valve 231 replaced * 
pump returned to svc. N/830629 ltr. 

GUMBLEiF. W. i DRONS, J. C. Power Authority Df the State of New York. 
03/06/29. MURLEY, T. E Region 1, Office qf Director, 3pp, 
19536:209. 24X Fiche: 50-206, B3/06/29, 0307150018. 
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8307130234 LER 83-003/03 L-Q; or 830331 , whi 1 e In hot shutdown, lea k 
observed at #lbaw-to-p 1 p-e wild on charging pump 31 relief 
Hoc. Lisle located on lln< 810 downstream o t relief valve 
RV231. Caused by vl brat ion. W/83Q629 ltr. 

OUMBLEj r. W. < BR0N3.J.C. Power Authority of the State of New York 
83/06/89. HURLEY j T. E. Region L. Offlco of Director. 

19338:336. 84X Ft chi: 50-286. 83/06/29, 0307150234. 


3pp. 


T. Hearing transcript* on nan-antitrust matters 


8307080287 Transcript o# AORS Combined flubcommi ttees an Indian Point & 
Reliability le Probabilistic Assessment 830706 muting in 
Hath lngbon, DO, pp 1-293. Supporting documentation ancl. 

• ACRS - Advisory Committea on Reactor Safeguards. 03/07/06. 

328pp. 19393: 182. 24X FI c ha: 30-247, 03/07/06, 8307080207. 


8307830678 Forwards Commission dot ermine t i on statement releasing 
transcript of 830319 briefing on enforcement natter. 
vHILKt B. J, Off let of tho Secretary of the Commission. 03/07/19 

0r * nch * a PP 19718: 106 . 24X Fiche: 30-247, 03/07/19, 


‘830723068 L Tramcrlpt of Commission B30319 closed masting re 
enforcement actions based on emergency planning deficiencies 
in Washington# DC. Pp 1-30, 

* Commissioners. 83/07/19. 31pp. 197l0rlOB. 24X 

FUha: 30-247 # 83/07 / 1 9# 8307230678. 


-83072501 10 Public version of Rev 9 to crisis mgt plan for nuclear 
stations. W/030630 Itr. 

VAUGHN# T. S. » TUCKER# H- B Duke Power Co. 03/06/13. DENTON# H R. 
Office of Nuclear Reactor Regulation# Director. 127pp. 19737-280. 

24K FJche: 30-000, 83/07/19# 0307230101. 


B307230717 Releases public version of revised crisis mgt plan 
implementing procedures 

FELTON, J, h. Division of Rules and Records. 03/07/19. Document 
Management Branch. Ip. 19719:314. 24X Fiche: 30-000# 03/07/19, 

0307230717. 


—8307830730 Forwards public version of Rev 1 to Crisis Mg t Plan 
Implementing Procedure 3.3.2 re crisis news group plan & 

Rev 5 to Procedure 3.3.3 re administrative L logistics 
support group. 

TUCKER, H. B. Duke Power Co. 83/03/02. DENTON# H. R. Office of 
Nuclear Reactor Regulation# Director. 2pp. 19719:313 24X 

FtChe: 30-000, 83/07/19, 0307230717. 


*8307830744 Public version of Rev 1 to Crisis Mg t Plan Implementing 
Procedure 3,3.2 re crisis news group plan 6 Rev 3 to 
Procedure 9, 3, 3 re administrative 8< logistics support group. 

* Duke Power Co. 03/03/16. I86pp. 19719:317. 24X 

Fiche: 30-000# 03/07/19, 0307230717. 


K. Utility Final Safety Analysis Report 1 FSAR ) & amends 


U. C a ng ra* * i one l /Eie cut iv# Corn tipondenc a 


8307870094 Responds to 030620 Itr r. plant i talus# address ing special 
proceeding# emergency preparedness 4 plant operational 
status. 

Office of the Executive Director for Operations 

^!;«ndine. s. 6PP . s 

Flchi: 90-24 7 » 83/07 /1 5, 830-727003 4 , 


■8307270093 Requests Info n status of facility on behalf of 
constituent. 

LUHDTNEr 8. House of Rep. 03/06/20. KArtMERER# C„ -C . Office of 
*PP- 19811:050. 24X Fiche: 30-247, 

83/07/19* 0307270034. 


8307070007 FBAR 1982 update for Oconee Units i,2 & 3. U/030630 Itr, 
TUCKER, H, B. Duke Power Co. B3/07/01. DENTON# H. R. Office of 
Nuclear Reactor Regulation, Director, 8T0LZ.J. F. Operating Reactors 
Branch 4. 200-pp, 19298:201. 24X Fich e: 90-269, 03/07/01# 83070700B7. 


P. Operating license stage documents L correspondence 


0307110226 Advise* that info re proposed reactor coolant pump trip 
criteria# per TrtI Action Plan Item 1 1. K. 3. 3, wi 1 1 be provided 
by and of Jul 1903. 

TUCKER, H. 3. Duke Power Co. 03/06/29. DENTON# H. R, Office of 
Nuclear Reactor Regulation, Director. STOLZ, J. F. Operating Reactor* 
Branch 4. Ip. -19300:033, 24X Fiche ; 30-269, 83/06/29, 8307110226, 


DOCKET^O -207 OCONEE NUCLEAR STATION# UNIT 3 

fc V ' "tdicalr emergency 4 firs protection plans 


8307140164 Advises that objective* & scenario for emergency exercise 
?? r 1963 d **™“* d w/C Jennings, par util 
« 0214 Itr®. 

2J?!2/ie P ’ TH^in 1 S n B 0# P^*P«*'«^ness k Materials Safety. 

83/03/29. TUCKER# H. B. Duke Power Co. Ip. 19323:102. 24X 

Fiche: 30-869# 83/03/29, 0307140164, 


8307140244 Refers to 830324 conversation ri emergency exercise 
training requirements for NRC 6. contract pei-sonn* 1, Train! na 
*,/ or team members documented. 

5/52/90 ?*' ro#nc Y Preparedn.es k Material* Safety. 

83/03/29. TUCKER, H. B. Duke Power Co. 2pp. 19323:039. 24X 

FlChe: 90-869# 83/03/29# 8307140244. 


LA&L wl11 Tiv£ « 1 t facilities to gather add) 
info in Identifying plant vital areas, per mods to NRC vital 
araa analysis program*. Safeguards info gathered will be 
protected per 10CFR73. 21. 

tucIm* if u °i Vr i* I 2 n ° f PT0 ’f tct * R*»ldent Program*. 03/06/29. 
tuckeb# H, B. Duke Power Co, Ip. 19923:043 24X 

Fiche: 30-869, 83/06/89# 8307140292. 

83 2 7 ipp?Q B ,* t, I W * r !? f0r t0 License* DPR-38, DFR-47, DPR-35 

Aareal a 1 ??** 10 " ° * emergency operating facility & 

2!Jii S*» Hear*** condition for verifying acceptability of 
SiiTuram generator design mod, resp.c 1 1 vely , 

RUTHERFORD# N. A. Duke Power Co. 03/07/08. DIOOS# «. M. License Ft 
8307140048 * Tm *' lp ' l ”H:227. FI che: 50-000, 03/07/00, 


fTQ * ** andi, V ihutdown facility fire 
S™.! t 1 r*4Wlreaent* re source range monitors L steam 

I0CFtt5 I^ r iT r ;/ ntf !w t i ar,r,,,r 03o6<)B rule. Design meets 
S P V? Ct i on * m.L requirements. 

EElJIrV* P °“ ,r CC ‘ 83/Wl!J - 0EN70N, H.R. Office of 

■ranch «TOLZ, J. F. Operating Reactors 

Branch 4, 2pp. 19701:390, 84X Fiche: 30-269# 83/07/19# 0307850300. 


8307390101 Release* public version of 
nuelear station*. 

FELTON i J, n. D i vj ilon of Rule* end 
2!2iS25* nt Brihth * IP- 19737: 887. 


revised crisis mgt plan for 

Racord*. 83/07/19. Document 
24 X Fiche: 90-000# 83/07/19, 


0307000362 Forward* eight overstie drawings, inadvertently omitted from 
util 030624 response to NRG 830323 request for add! info re 
proposed reracking of *p«nt fuel pool. Aperture cards are 
aval table in PDR . 

TUCKER# H. B. Duke Power Co. 03/06/30. DENTON, H. R. Office of 
Nuclear Reactor Regulation# Director. STOLZ, J. F. Operating ReactoT* 
Branch 4. 2pp. 19347:246. 24X FI che : SO-269# 83/06/30# 8307000362. 


Foru ' ard * «*Jppl to Abnormal Transient Operating Guidelines 
76-1 123298— 0 0# per 830921 Itr. Soppl provides add! operator 
guidance 6 basis for actions during ATWS 6 small break LOCA 
event*. 


WHITNEY# D. D. 
WHITNEY, D. D. 
EISENHUT# D. D. 
Ficht:$ 0 -aB 7 , 


Babcock 8< Wilcox Operating Plants Owner* Group. 
Sacramento Municipal Utility District. 03/07/02. 
Division of Licensing. 26pp. 19430:229. 24X 

03/07/02, 8307120403. 


0306270397 Generic Ltr 83-26 to all applicants for OLs & holders of 
CPs for power reactor* re clarification of surveillance 
requirements for diesel fuel impurity. Bvc list end. 

EIEENHUT# D. Q. Division of Licensing. S3/07/03. Consolidated 
Edison Co. of Neu York, Inc, 16pp. 19390:317. 24X 

Fiche: 50-000, 03/07/05, 0306270377. 


8307060329 Generic Ltr 03-27 to aLl licensees L applicants for 
operating power reactors & holder* of CPs for power reactors 
ra surveillance Intervale In STS, Svc list end. 

EISENHUT, D, 0. Dlvliloti of Licaniing. 83/07/06. Consolidated 
Edison Co of New York# Inc. 16pp. 19669:254. 24X 

Fiche: 50-000# 03/07/06# 8307060329. 


0307080169 Generic Ltr 03-20 to all licensees of operating reactors, 
applicant* for QL k, holders of CPs re required action* based 
on generic implication* of Salem ATWB events. Svc list end. 
EISENHUT# D. 0. Division of Licensing. 83/07/00. Consolidated 
Edi*on Co. of New York, Inc. 39pp. 19669:269. 24X 

Flcha: 50-000. 03/07/00# 03O7OBOI69. 


0307140040 Forwards fats for amends to Licenses DPR-38, DPR-47# DPR-95 
& NPF-9 re location of emergency operating facility 6 
addition of license condition for verifying acceptability of 
Model D? steam generator design mod, resp ec tlvely. 

RUTHERFORD# N, A. Duke Power Co. 03/07/08. DIOOS, R. M. License Fee 
Management Branch. lp. 19514:227, 24X Fiche: 30-000, 83/07/0B, 

8307140040. 
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B 3 07 1 9 0267 Requests corrections to updated FSAR, consisting of deletion 
of Tables 3.9-33 through 3. 9-38. Table 3.9-44 4t Figure* 

3. 9** I S through 3, 9-17. 

REAVIS, J Duke Power Co. 03/07/11. NRC - No Detailed Affiliation 
Given. Ip. 19629:273. 24X Fiche: 30-269, 03/07/1 1 . 8307190267. 


8307230441 Forward* addl info supplementing 030624 ltr re proposed 
reraeking to expand storage capacity of spent fuel pool to 
825 space*. Rtsul ti of key structural calculations & 
comparisons w/allowable values for shear stresses provided 
TUCKER, H. 9. Duke Power Co. 83/07/14 DENTON, H, fl. Office of 
Nuclear Reactor Regulation, Director. STDCZ, J. F Operating Reactors 
Branch 4. 6pp. 19701:202. 24X Fiche: 30-207, 03/07/14, 8307230441. 


8307220636 Summary of 030608 appeal meeting w/utils U Bechtel rc 
standby shutdown «ys monitors for source range flux fc steam 
generator pres sure. VI ewgraphs end. 

B 1RKEL, R. A. Licensing Branch 4. 03/07/13. Licensing Branch 4. 

32pp. 19697:043, 24X Fiche: 30-000, 83/07/13, 0307220636. 


0307260304 Forwards proposed response dates to concerns in NRC 830608 
ltr providing approval of proposed wide-range hot leg level/ 
reactor vessel head monitoring concept for coolant inventory 
tracking w/pumps off. 

TUCKER, K. B. Duke Power Co. 83/07/10. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 8TC1LZ, J. F. Operating Reactor* 
Branch 4. 6pp. 19726:070. 24X Fiche: 30-269, 83/07/18, 8307260304. 


0307230117 Advise* that mod* to relief 4, safety valve discharge piping 
will te Implemented during next refueling outage scheduled 
for aarly 1903, per 830121 ltr re NUREG-Q737, Item II. D. 1, 

"Performance Testing of Reactor Relief * Bafety Valves." 

TUCKER, H. B. Duke Power Co. 83/07/19. DENTON, H. R. Office of 
Nucltar Reactor Regulation, Director. 8T0LZ, J. F. Operating Reactors 
Branch 4. Ip. 19706:071. 24X Fiche: 30-269, 83/07/19, 03072301 17. 


83072604 12 Forwards response to 030309 request for addl Info re natural 
circulation cooldown procedures 6 supporting analytical 
bai »•- Natural circulation cooldown unlikely undertaking at 
f ac i 1 1 ty. Proc e dure s & training provide appropriate guidance. 

TUCKER , H, 0, Duka Power Co. 83/07/19. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 8T0LZ, J. F, Operating Reactors 
Branch 4. 3pp, 19733:138. 24X richer 30-269, 83/07/19, 0307260412. 


' — B307260417 "Planned Initiation of Natural Circulation 6 Natural 
Circulation Cooldown. 11 

* Duke Power Co. 01/12/22. I7pp, 19733:143. 24X 

Fiche: 30-269, 83/07/19, 0307260412. 


0. Inspection reports, IE Bulletin* 6 correspondence 


B307140336 Informs that liquid sample* spiked w/radlonuclides will be 
sent to facilities for radiochemical analyses as part of NRC 
confirmatory measurement* program. Samples should be analyied 
for tritium, 8r-09 it 8r-90 content within 60 days, 

LEWIS, R. C, Division of Project 4, Resident Programs. 03/02/07, 
TUCKER* H. B. Duke Powar Co. Ip. 19323:120. 24X 

Fiche: 30-000, 83/02/07, 0307140336. 


0303270612 Ack receipt of 030406 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-269/83-06, 
30-270/03-06 U 30-207/83-06. 

DANCE, H. C. Division of Project 6 Resident Program*. 03/04/23. 
TUCKER, H. B. Duke Power Co. Ip. 18646:248, 24X 

Fiche: 30-269, 83/04/23, 0303270612. 


8303270627 Respond* to NRC 830307 ltr re violation* noted in IE In*p 
Reptl 30-269/03-06,50-270/83-06 & 30-207/83-06. Correc t ive 
ac t ton*: cited door locked closed immediately after being 
found open. 

TUCKER, H. B, Duke Power Co. 03/04/06. O'REILLY, J. P. Region 2, 
Office of Director. 2pp, 10646:249. 24X Fiche: 30-269, B3/04/23, 

8309270612. 


—8303270630 Forwards IE rnsp Rept 30-269/03-06,30-270/03-06 & 
90-287/83-06 on 030111-0210 V notice of violation. 

DANCE, H. C. Division of Project b Resident Program*. 03/03/07, 
TUCKER, H. B. Duke Power Co- 2pp. 18646:231. 24X 

Fiche: 30-269, 83/04 /2 3 , 03032706 1 2. 


— 8303270636 Notice of violation from Insp on 030111-0210, 

* Region 2, Office of Director. 03/03/07. Ip. 18646:233, 24X 

Fich a: 30-269, 83/04/23, 0303270612. 


— B303270643 IE Insp Repts 30-269/03-06,30-270/03-06 4, 30-2S7/B3-06 on 
83011 1-0210. Noncomp 1 lance noted : unescorted entrance to high 
radiation area. 

BRYANT, J., FALCONER, D. Ragion 2, Office of Director. 

IONATONIB, A. J. Division of Project 4, Resident Program*. 83/03/04. 
10pp. 18646:234. 24X Flchi: 30-269, 03/04/23, 0303270612. 


9307140067 Responds to IE Bulletin 83-03 re check valve failures In 
diesel generator water cooling sys. Valve CCW-2B4 In standby 
shutdown facility only affected valve per Item 4. Item 3 
response will be submitted within 90 day* of checkout. 

TUCKER, H. B. Duke Power Co 03/06/20. O'REILLY, J. P. Region 2, 
Office of Director. 4pp. 19514:097 24X F ic he: 50-269, 93/06/20, 

8307140067. 


8307140026 Forwards IE Intp Rept* 50-269/83-13,30-270/83-13 l 
30-287/83-13 on 83041 t-0310. No noncompliance noted. 

DANCE, H. C. Division of Project 6 Resident Programs. B3/06/22. 
TUCKER, N B. Duke Power Co. 2pp. 19514:196. 24X 

Ficha: 30-269, 03/06/22,8307140026. 


—8307140030 IE Insp Rept* 30-269/83-15,50-270/83-13 ti 50-207/83-19 on 
83041 1-0910, No noncomp t lance noted. Major areas Inspected: 
operatl ons, malnt activities, surveillance 4, LER review. 

BRYANT, J.. FALCONER, D. Region 2, Office of Director. 

BROWNLEE, V. L. Division Of Project 4< Resident Program*. 83/06/21, 
4pp. 19514:193. 24X Fiche: 50-269, 03/06/22, 8307140026. 


8307060275 Respond* to 830602 ltr re violation* & proposed imposition 
of civil penalfciB* noted in IE rn*p Repts 30-269/03-11, 

30-270/83-11 6 30-207/03- 1 1, Correc t ive action; procedures 
per TMI Item I. C. 6 reviewed. 

TUCKER, H. D. Duke Power Co. 03/07/01. Director's Office, Office 
of Inspection and Enforcement. 21 pp 19230:332. 24X 

Fiche: 30-269, 03/07/01, 0307060275. 


0307130263 Forward* revised request for relief from AShE Section XI 
Interview in*p requirements (hydrostatic! supplementing 
021004 request. No addl license fees provided. 

TUCKER, H. B. Duke Power Co. B3/07/06, DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 8T0LZ,J.F. Operating Reactors 
Branch 4. 2pp. 19308:246. 24X Fiche: 30-269, 83/07/06- 0307130263. 


8306270401 IE Info Notice 03-46, "Common Mode Valve Failure* Degrade 
Surry Recirculation Spray Subsystem. " Svc li*t end. 

JORDAN, E, L, Division of Emergency Preparedness 4, Engineering 
Response (Post 630103). 03/07/11. Consolidated Edison Co. of New 

York, Inc. 154pp. 19563:293. 24X FI Che : 50-000, 83/07/ 1 1 , 83Q627040I. 


830627 0404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. " Svc list end, 

JORDAN, E.L. Division of Emergency Preparedness 4i Engineering 
Response (Post 030103), 83/07/12, Consolidated Edison Co. of New 

York, Inc. 141pp. 19963:133. 24X Fiche: 30-000, B3/07/13, 8306270404, 


83 06270406 IE Info Notice 03-40, "Qaseous Effluent Release* Of 
Radioactive I-J23 t* I-I31 in Excess oP NRC Limits." Bvc list 
enc l . 

TAYLOR, J. M. Division of QA, Safeguards b Inspection Programs (Post 
830103). 03/07/14, Consolidated Edison Co. of New York, Inc, 

114pp. 19713:270. 24X Fiche: 50-000, 83/07/14, 8306270406. 


S. Reportable occurrences, LERs 4, related correspondence 


0307120604 RO: on B30509 t 12, fire barrier smoke exhaust penetrat 1 ons 
3-K-9-2, 3-C-5-3 & 4 found u/o teal 6 3-C-3-3 did not have 
fusible damper, respectively. Caused by inadequate info ?< 
insufficient guidance provided by design engineering, 

TUCKER, H. D. Duke Power Co, 83/06/29. 0 'REILLY, J. P. Regions, 

GffUe of Director. 3pp. 19433:009. 24X Fiche; 30-207, 03/06/27. 

8307120604. 


B307220311 LER 03-007 /03L-0; on B30525,whli* welding on hanger, fire 
started in cable providing control power to valve 3SV-90 
which controls valve 3HP-3. Breaker opened to repair cable. 

Cause under invest igation. Fire extinguished. W/830709 ltr. 

QUILL, P.F., TUCKER, H, B. Duke Power Co. 83/07/00. O'REILLY, J, P. 
Region 2, Office of Director. 4pp. 19683:138. 24X 

Ficha: 30-2B7, 03/07/00,8307220511, 


DOCKET 3O-20B REED COLLEGE RESEARCH REACTOR 


V. Operator Examinations 


8307080427 Generic Ltr 03-12A to all nonpower reactor licensees re 
Issuance of NRC Form 398, "Personal Qualifications 
Statement - Licensee," 8vc list end. 

EISENHUT, D. 0. Division of Licensing. 03/07/11. Michigan, Univ. 
of. 14pp. 19363: 130. 24X Fiche: 30-000, B3/07/1 1, 0307080427. 
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MILe ISLAND NUCLEAR STATION, UNIT l 
™«|9*ncg * fire protection plans 

" a S2“?^^!.T:'«JSS»S , -^. ,0,> " epu Nuc, - r 

c!rp EBfi B2/M/05 ^TOLEV T 4 Q ""«'- 4 ' p “ l>1 ^ UUliti.i - OPO Service 

"?i!S2SHM“;:; t S2ii. 1 v " ,lon of r,v,5eJ —»»«** n*« 

TEL TON* J. M D i v 1 s i on of Rule* and Records. 83/06/24 


Management Branch 
0307110593. 


lo-ioi ... — Document 

19391,112. 24X Fi cher 30-289, 83/06/24, 


=/:, 

Ecerjenc,, Operations Facility." eaTS1C ° 

83/04/ol J ,p? ,n ' r ?i«?* Uc - «PU Service Core. 

pp 19391:113. 24X Fi the: 50-289. 03/04»/2>t, 03071 1 0395 

B3 FELT0N*j 2* 1 *;?*? r Uic v,rsi “» “ f r.» to , m er 9 .nc V plar 

ss?ssssr>-«* : ?p ' 

a3071200&i. 4PP ‘ ,9434 " 1 ' ) 3 24X Fithe; 30-289, 83/06/24, 


^n,"ck' io ? P of R, i;; i 2'. . 83 i“£? 4 0*™^ 

03071 30067. P ' i9433 ' 24 0- 24X F I ch e : 50-209, 83/06/24 , 




decontamination. W/B306O2 l tr 9 

s“ 3 f" vi “ ««*■ 

ipp 19433,249. 24X Fit* « : 50-287, 83/06/24. 8307120069. 

*• !£*'« ‘t.am generator 

KMiiES 12 ; - 07/CB 

93 8^h»’a,m‘U‘“^", 0 p T ^‘! r u “* .n 

U test program P P ed fireproof cade- development 

flcH«:30-2S9,93/O7/U,B307180395 * MX 

E1SENHUT.D. B. U * '_, GPU Service Corp. 03/07/13 

<**«*• :*>-ae9.wwrti.Mw,iSS;; ,ns Jpp l9M7:00 '- »* 

pi, v o2“ru d Lu ®5-w*F«"ii*! p Ih**!rfc '“‘ m " con, ‘ 

ssssc^v ssiur* s “° f# ,or 

STOL7,J F Op, rat ino Rear tor^Br^i"! a ® PU Ser '' i<:€ c » r P 83/07/14 
F1CP,: 50-389, Sa/^iJ, ^7}w;.?” nC '' 4 ' P - 1,434:1,4 *«* 

B3 ?r^°?«FR?o2;f S H ' V 19 *” “ tUrit « P' 4 " «.v 

0ENTON.W.S Off Ue'of "’iliclpar'Hpac t* ~ opu Serv ‘ c e Corp 83/07/30 
1»749:3P0. a « F.^.^o-i^aa/S?^^;?^;^?"' D,r ““”'- ,p 

®_^ d J udlcj torg correspondence 


B3 "™ M c :r"i;,: c n t i E m -! s « «*« 

plaint v'flB.ponse^ in ^j 1 * M S wltV flMr ^ 4t l^PQ^ 

AAM0DT«M. M P Aamod '^tk ** *2 protect safety of public 
Emergency Preparedness t/eno^ne *?* 06 n JVRDm,EL Division of 
0379: 001 34X Flrt/^.'jS^Jfc'SSSrXw”* 63 ' >103 ’ 


830703007! Petition of J Lee. D Molholt 
bearing on steam generator tube repa 
|l £E ' ^ J MOLHOLT , B Affiliation Unkn 

83/06/28 Commissioners. lp. t9 
Ffiche: 50-269. 83/06/2 8. 0307050071. 


** N Aamodt to 
l r. 

ouin. AAMODT p N. 
193: 103. 24X 


intervene 
Aamod ts , 


i n 
The. 


motions to Ttopen record on mgt issues. NR€ memorandum on 8< 

3NOFKAkEn 0 r revaUdatl&n 0 ^ position due 830727 
SHOEMAKER, C. J. Atomic Safety and Licensing Anoeal Panel 
2pp. 19199:354. 24X F i c h e; 30-289, 03/06/29, B307050109 


03/06/89. 


uiv’zi /-“*■ 

BAXTER, J. A. Shaw, PJttman, Potts U Trowbridge BAXTER. J A 
Metropolitan Edison Co. 03/06/29. CHILK, B J Of file of’ th. 
Secretary of the Commission IBpp. 19^20 221 a« ^ 

Flche: 50-209, 03/06/29, 8307030123. 

■HiSrSwa-- ■»*«.: sass* 

BAXTER, T, A. Metropolitan Edison Co BAXTER n r ck*. oj*., 

- 

°‘ p M/oSsir^ujsr 1 *- 

«- s« i Jrw'.iKsrf::/ w * , ""‘ tp nrc 

irr,: 

reopened h ear i ng . Reques t essentially discovery request U 
SHOEMAKER. C ' J C * m*V ‘2* , ' ! ' “ Bd °" ^corS. 

A4»»at s , Th* 3pp I9W. |2S ai! n Jl"h A ?S e ?n» Pi,n '‘ a3 '' 04 / 30 

0307030159. 19199.160. 24 X F i c h e : 50-289, 03/06/30, 


conlid^^ rlUlAl d Flnal dflCi,Jl0 " ° n hazards 

? E Ser^iI 5 M Dranch nft,, ^o nia i^So m ?I!S eal th ° f ‘ ‘ e3/ °6^0- Docketing 

83Q70301B3. fcPP 19199:309. 24X F l ch e : 50-209, 83/06/30, 


comoetenrl % P I?* tnd ‘ vidual performance from mgt 

o^sic :n“° n 40 C0mml55lOn ° f "•* ‘hanges 9 

2 .r?:^r a 5^^^^^^3S^6oi?r 6/3 °- 7 - 

“?S r?"?Vs :; to ED0 b ' lnt 

eI«oUv^D.4cI^:’ 5“ , T’ a^/04/^, DIRCKS.H J, Office of th, 

k Director for Operations lp. 19198 359 24X 

Fi che 50-209 # 83/07/01 , 0307050234. 


?ecord^ o 2 0 o u T 5C " fidUl ? 0ral ar «^ Bnt «n motions to reopen 

Una standi^ counsel on mgt & cheating issues has 

GOLDBERG JR V 2“* 10 " P 1 an 5 c B ^ i f i ca t e of Svc end. 
tiOLDDERO, j R Hearing Branch 2. 83/07/01 Atomic 

„“??!!:? A KP«at Panel Spp 19750303 34X Flclie : 3O-20?!e3/O7/Ol. 


0307060301. 


^eraSment ^rih'ral » ir'’ 0 " 5 ?^ 0 ASLAB ® 30414 »ch,d U ling prat 

COLDBERO, Hearing Branch 2 03/07/01. 

Ffche: 30-2B9, 83/07/01, 3307060206 


6 order 
record 

scheduling 

oral 

13pp. 

19249: 299. 

24X 
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9307060208 Response to AQLAB 830616 order re bearing of new inf 
three motions to reopen rec ord . Cer t if i c a te of Svc end 
AAMODTrM.fi., AAMODT, N O. Aamodts, The. 83/07/01 
24X F i c h e : 30-289, 83/07/01 , 6307060208 


33pp. 19249 314. 


8307060393 Addl comments on motions to reopen record Supports 
Commission decision not to separate individuals from 
organ! xation to decide mg t competence Statement of T Martin 
at Commission 830324 meeting rel evant. W/Cer t i f i cate of Svc 

' Three MU® Island Alert 83/07/01 Atomic Safety and 

3pp 19236:064. 24X F i c h e . 50-2S9, 83/07/01 . 


DGR0SHOW, 

Licensing Appeal Panel. 
B30 7060393. 


03071 10300 Comments on A6LA0 830616 order re motions to reopen record 
on issues of mg t competence b integrity, NRC knowledge of 
leak rate testing falsification b. temporary reassignment of 
individuals. 


UEIS9, E. n. 
19373: 001. 


Union of Concerned Scientists. 03/07/01, 
24X F i c h e ; 30-289, 83/07/0 1 , 8307 1 10300 


6pp. 


8307190274 Notifies of VR Harding employment at Law firm. Harding will 
ipa te in a,,y c * se currently pending before NRC. 

BAXTER,! A Shau;. Pittman. Potts 8< 

Metropolitan Edison Co 83/07/13 
ASSELSTINE* J K Commissioners ip. 

Fiche; 30-289, 83/07/13, 8307690274 


Trowbridge BAXTER, T A. 
PALI. ADI NO, N. J , OIL IN5KY# V. 
19632:073. 24X 


0307190270 Notifies of employment at law firm. VR Harding w 
par fcc ipate in any case pending before NRC Svc list end. 


ill 

n any case pending before NRC Svc list end. 
HARDING, V. R Shaw, Pittman, Potts 6 Trowbridge 83/07/13 
PALLADINO. N. j , GtLINSKY. V. , ASSELSTINE, J K Commissioners 
24X Fiche: SO-2B9, 83/07/13, 8307190274. 


19632 074 


3pp. 


6307130306 Advises that JR Goldberg will represent NRC at 030728 oral 
° n three Pending motions to reopen mgt record 
GOLDBERG* J R Hearing Uranch 2. 83/07/J4. SHOEMAKER* C J. Atomic 

Safety and Licensing Appeal Panel. ip 19332 311 24X 

Fiche 30-2B9, 83/07/14, 0307 1 50306 


8307130228 Interim comments on GPU vs B&W trial record, Evidence 
dramatically illustrates util unfit to operate 7KI-1 b error 
in ASL0 finding that util mg t competent. Uti 1 incapable of 
learning from mistakes. 

DORQSHQW, J. Three Mile Island Alert. 83/07/01. 64pp 19463 260 
24X Fiche: 30-259,83/07/01,8307130228. ^ 

0307080473 Order granting NRC motion to change date of oral argument 
on pending motions to reopen record scheduled for 030803 
Oral argument rescheduled for 830728. NRC memorandum on 
progress of revaluation due 830721 

SHOEMAKER. C, J, Atomic Safety and Licensing Appeal Panel. 83/07/06 
Office of the Executive Legal Director. 2pp. 19346318 24X 

Fiche: 30-209, 83/07/06, Q3O70Q0475. 

8307110030 Notice of rescheduling 830803 oral argument to B3O720 re 
pending motions to reopen record in mgt phase. 

SHOEMAKER. C. J. Atomic Safety and Licensing Appeal Panel 83/07/06 
Ip. 19373:020. 24X Fi c h e : 30-389, 83/07/06, 0307 1 10030 

0307130329 Stipulation re employment of personnel involved in cheating 
incident. * 

□ LAKE, E. L. General Public Utilities - GPU Service Carp 0LAZEY, D R 
^"^"wealth of- DLAKE, E. L Metr opo 1 i tan Ed ison Co. 

83/07/06 3pp 19538:234. 24X Fiche; 30-289, 83/07/06, 8307 150329. 

—9307130333 Motion to withdraw remaining three e x cep t i ons* c onsti tut i ng 
entire withdrawal of Commonwealth of PA ap p ea 1 . C er t i f i ca te 
ctf Svc end. 

BLAZEY, D. R. Pannsy Ivania, Commonwealth of, 83/07/06. Atomic 
Safety and Licensing Appeal Panel. 4pp 19338:237 24X 

Fiche: 30-289, 83/07/06, 8307 1 30327. 

0307130204 Advises that Independent in-depth studies warranted re 
s t earn generator tube repair Incompetent ASLD members should 
be removed b truth re TMI revealed. 

HERMAN, A. A. Affiliation Unknown 03/07/08 PALLADINO, N. J. 
Commissioners. Ip. 19474:343. 24X Fi che : 50-289, 83/07/08, 

8307130204. 


8307 1 40318 Forwards list of GPU vs OMJ trial exhibits containing 
depositions of util witnesses. 

WURTZ, W. E. Davis, Polk & Wardwell. 83/07/08 DENTON, H. R. 
of Nuclear Reactor Regulation, Director 70pp. 19323 237 

Fiche; 30 - 209 , 83 / 07 / 08 , 8307140318 , 


Office 

24X 


8307130069 Order extending time until 030812 for Commission to act to 
review ALAB-729. 

CHILK, S. U. Office of the Secretary of the Commission. 83/07/11, 
Commissioners. Ip. 19463:360. 24X Fi che ; 30-289, 83/07/U , 

□307130069. 

8307140449 Forwards WJ Dlrcks 830629 memo to Commission re 
reportability of licensee rept on Hartman allegations 
Investigation into Iti — designated Individual W b Miller 
incident complete. NRC views submitted to Commission 
GOLDBERG, J. R. Hearing Branch 2. 03/07/12. EDLE8, G. J. , KOHL, C. N. « 

Atomic Safety and Licensing Appeal Panel, 9pp. 

24 X Fiche: 30-209, 03/07/12, 0307140449 


BUCK* J. H, 
19320:343. 


0307140441 Amended petition of J Lee, D Holholt * N Aamodt for leave to 
intervene re steam generator tube repa i r . Ex tens i ye damage 
detected in tubes. Method of repair novel U unproven 
AAMODT, N, Q, Aamodts, The. 83/07/13. Commissioners. 

19320:334, 24X F i c he : 30-209, 83/07/ 1 3, 8307 1 4044 1 


3pp, 


Q307140433 Forward* articles on scientists testifying for hire b 
discovery of isotopes near site. 

Affil lation Unknown. 03/07/13. GOTCHY NRC - No Detailed 
Olv0n 2 PP 19521:248. 24X Fiche: 50-209, 83/07/13, 

6307 140433 


G3 ^iS2 77 that author will present argument for licensee at 

0307^,8 oral argument re pending motions to reopen mgt 
capability phase of proc ee rf i ng. per ASLAD 830629 memorandum 
K order Svc list end. 

BLAKE* E. L Shaw, Pittman, Potts b Trowbridge. BLAKE, E. L 
Metropolitan Edison Co £33/07/14 SHOEMAKER, C. J. Atomic Safety and 

Q 307 I 90077 APPeal Panel 3pP ,9639: 109 24X Fiche: 90-209, 83/07/14. 

8307190190 Discusses concerns expressed in B30602 Itr re cheating on 
operator qualifying exam, safety of TMI-2 cleanup b operator 
competence h integrity at TlU. Final decision on restart will 
not be made until outstanding concerns addressed 
PALLADINO. N. J. Commissioners. 03/07/14. THORNBURGH, R. 

Pennsylvania, Commonwealth of, 2 pp 19630 109 24X 

Fiche; 50-289* 03/07/14, 0307190190 

0307180220 Order referring TMI Alert 030519 request for hearing on 
util 830309 application for amend to CIL re steam generator 
repairs, to ASLfl, for appropriate action. 

CHILK, S J Office of the Secretary of the Commission. B3/07/15 
2pp, 19555 272 24X F i c h e : 50-289, 03/07/ 1 5, 0307 180220 

8307190003 Forwards WJ Dircks 630713 memo tD Commission re NRC 
proposals to implement NRC 030628 guidance on NRC completion 
of TMl-1 restart review. 

HBarin 9 Branch 3. 83/07/J5 EDLES, 0. J. , KOHL, C N. , 

BUCK, J. H Atomic 5afety and Licensing Appeal Panel. 6pp 
19652:006 34X Fiche: 50-289, 83/07/ I 3. G307 ! 90003. 

0307190163 Order extending time until 030725 f Dr Commission to act to 
review ALAB-724 

CHILK, S. J. Office of the Secretary of the Commission. B3/07/15. 
Commissioners Ip 19636:260 24X Fiche 50-209, G3/07/1 5, 

0307190163, 

8307200113 Notice of ASLD constitution 8J Wol fe, chairman b DL Hetrick 
« JC Lamb , momh ers . 

COTTER, BP Atomic Safety and Licensing Board Panel. 83/07/15 
2pp. 19647:066 24X F i c h e : 5G-2B9, 03/07/ 1 5* 83072001 1 3. 

0307200097 Response to TMI Alert supplemented request far ad jud 1 ca t eery 
hearing on steam generator repair amend TMI Alert has met 
interest requirements 6 should be admitted if one litigable 
contention submitted on fc ime, Certi f icate of Svc end 
WAGNER, ME Hearing Branch 4. 83/07/10 Atomic Safety and 

Licensing Board Panel 6pp 19647:129. 24X F 1 c h e : 50-269, 83/ 07/ 1 0, 

0307200097. 

8307200215 Comments an Commission 830620 memorandum & related 
documents. Lie ensee retains confidence in capability b. 
integrity of present GPU Nuclear organixation k personnel to 
operate b support TMI. Svc list end. 

DLAKE, E. L. Shaw, Pittman, Potts & Trowbridge BLAKE, E. L. 

Metropolitan Edison Co. 03/07/10 PALLADINO, N. J. , CILINSKY.V. . 
ROBERTS, T. M. Commissioners. 69pp. 19651 172 24X 

Fiche; 50-209, 03/07/ 18, B3072OO2 15. 

0307210200 Order reconfirming B30728 oral argument in Bethesda,MD on 
motions to reopen record re mgt issues. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel 83/07/19. 
2pp 19664:284. 24X Fi c h e : 30-289, 03/07/ 19, 03072 1Q2B0. 

8307250263 Responds to 830629 memo posing question on NRC action re 
util falsification of leak rate tests. Fact that Hartman 
allegations referred to DOJ was not withheld from public. 

DIRCKS, W J Office of the Ea-ecutive Director for Operations. 

83/07/19 GJLINSKY.V, Co mm i s s i onurs . 3pp 19703:279 24X 

Fiche: 50-209, 83/07/19, 8307330263. 
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63Q7220370 Response opposing J tee. & Molholt 8, M Aamodt 930628 petition 
Far adjudicatory hearing on steam generator repair amend 
Interest requirement not met, Certificate of Svc end. 

WAGNER, M. E Hearing Branch 4 63/07/20. Atomic Safety and 

Licensing Board Panel. 12pp 19675: 237 24X Fi che: 50-209, 03/07/20* 

9307220370 


6307250327 Memorandum -on status of NRC TMJ-l restart review, per ASLAB 
830616 A 0706 orders Completion of NRC review of open 
issues & formulation of NRC position on mgt integrity 
realistically appear to be many months away. 

GOLD8ERO. J. R. Hearing Branch 2 03/07/21 8pp. 19703 023 24X 

Fiche: 30-289. 03/07/21, 9307250327. 


'8307250334 Responds to request for info re nature U current status of 
NRC review of GPU vs O&W lawsuit documents. As of 930720-1 
screening review appro* 75^ complete. 

RUSSELL. W. T NRC - No Detailed Affiliation Given. 83/07/20 
GOLDBERG, U. Hearing Branch 2. |p. 19703:031. 24X 

F i che 50-209, 83/07/21 , 9307250327. 


8307230344 Defines sc op e , purpo s e It approach re NRR review of GPU vs BfcU 
lawsuit document* Review comprises audit review similar to 
normal NRC safety rev i eu. Comp 1 e t i on by Sept 1983 should be 
sc h eduied. 

DEMTQN.HR. Office of Nuclear Reactor Regulation, DLrector, 

83/07/11. EI5ENHUT, D. 0 Division of Licensing. SPEI3, T. P 
Division of Safety Technology. VOLLMER, R H Division of 
Engineering. 4pp. 19703:032. 24X Fi e ho : 50-2B9, 03/07/21, 


9307270133 Advises that ER Weiss will not appoar at 030628 oral 
argument due to real estate transactions. UC9 will submit 
case on filings. 

WEISS, E R Harmon & Weiss. WEISS, E. R. Union of Concerned 
Scientists, B3/07/26, EDLES, <?. J. , BUCK, J. H. , KOHL, C- M. Atomic 
Safety and Licensing Board Panel, lp. 19749:317 24X 

Ficher 30-289* 83/07/26, Q3072“70135. 


8307270239 Response to Commonwealth of PA 830706 motion to withdraw 
remaining exceptions to ASLB 020727 partial initial decision 
on mgt issues. NRC does not object to mot ions. Certificate of 
Svc enc 1 

WAGNER, M E. Hearing Branch 4. 03/07/26. Atomic Safety and 

Licensing Appeal Panel. 6pp. 19749:326 24X Fi c he ; 30-289, 03/07/26, 


9307290130 Forwards "Response* to Recommendations of Basic Energy 
Technology Assoc, Inc Set Forth in Rept Dtd Feb 28,1903." 

BLAKE, E. L. Shaw, Pittman, Potts Trowbridge. BLAKE, E. L. 
Metropolitan Edison Co. 03/07/26, EDLES, G. J. , BUCK, U. H. i KOHL, C. N. 
Atomic Safety and Licensing Appeal Panel. 45pp. 19822 089 24X 

Fich e : 30-289, 83/07/26, 8307290130. 


6307290138 Response to NRC Intervention requirement* for adjudicatory 
hearing on steam generator repair amend, Peti tioner has 
standing due to close proximity of residence to plant 
Certificate of Svc end. 

LEE,J. Affiliation Unknown. 83/07/26. Atomic Safety and 
oi™rti n 2» B ° ard PanRl< 3 f*P- 19822:003. 24X Fi c h e : 50-209, 83/07/26, 


-9307250352 Staff requirements memo re 830621 discussion of guidance to 
NRC on restart pending immediate effectiveness decision on 
restar t. Certi flcate of Svc end. 

CHILK, S. J. Office of the Secretary of the Commission, 83/06/20, 
Office of th « Etecutive Director for Operations 7oo 
24X Fiche: 50-289. 03/07/21,8307230327 


DIRCKS. Hf. J 
19703 036, 


8307250362 Forwards UCS comments on util rept on investigations 
Lt r-Designatod Individuals VV t: Q inc i den t . Ubi 1 
investigation is transparent effort to exculpate util & 
employees rather than Investigate facts 
WEISS, ER. Union of Concerned Scientists. 83/07/21 

M ' J ' ’ *IL1NSKY,V., ROBERTS, T. M Commissioner*. lp 
19703:163. 24X F l Che : 50-289, 03/07/2 1 , 8307230362 


8307280133 Comment* on EDO 030715 memo re NRC proposal* to implement 
Commission 030629 guidance on NRC completion of restart 
revi *w. Res tar t decision need not await completion of 
NRC Investigations & »vb 1 uat i ons. Cer ti f icate of Svc end. 
TROWBRIDGE, G. F. Metropolitan Edison Co TROWBR I DOE, G. F 
Pittman, Potts * Trowbridge. 03/07/27. 10pp. 19792“ 059 

Fiche: 30-2B9, 03/07/27,8307280133. 


Shaw, 
24 X 


030729001 1 Forwards NRC 030603 response to TM! Alert request for 
adjudicatory hearing on steam generator repair amend. 

WAGNER, H. E. Hearing Branch 4. 83/07/20. WQLFE, S. J. 

LAMBeJ. C, Atomic Safety and Licensing Board Panel. 

19821: 070 24X F l c h a : 50-289, 03/07/20, 83072700U , 


, HETRICK, D- L, , 

tapp. 


-8307230366 Forwards comment* on util rept on investigation of 
Ltr-Des J gnated Individuals VV b O incident. 

!Si? 8 ' E ' R ' Union Concerned Scientists. 83/07/21 EDLES, G. J , 
BUCK, U_H . KDHL,-C_N Atomic Safety and Licensing Appeal Panel, 

Ip. 19703:164. 24X Fiche: 50-289, 83/07/21 , 8307250362. 

-8307250369 Comment* on util rept on investigation of Ltr-De s i gna ted 
Individual* VV 0 i nc i d * nt. Rep t is transparent effort to 
exculpate util w/c qualities of independence, crit leal 


though t, sir ep tici sin U r i go r . Cert i f i ca te of Svc end. 
WEISS, E. R, Union of Concerned Scientists. WElBS.E R 
Wen*. 03/07/21. 34pp. 19705: 163 

B30723D362. 


Harmon U 
24X Fiche: 50-289, 03/07/21, 


8307290127 Opposes proposal to bifurcate license amend re *team 
generator tube*. Trci Alert requested hearing before plant 
o p e-rat 1 on. 

S?l?nsSy’v A1 * rt B3/0 ^ 2 * PALLADTNO, N. J. , 

OILINSKV.V, , RDBERTS, T, M. Commissioners 2 pp 19022“ 140 24X 

Fiche: 30-289, 83/07/21.0307290127 

03 nIt??rnf S i?ir!? fc °f CoflW,t,sion CLI-03-2O, author i ling Issuance of 
I * prDp01,Bd imposition of civil penalties 

in amount of *140,000 re failure to implement retraining 
properly 6 matl false statements, 
i w* ' tflB Secretary of the Commission 83/07/22 

12pp. 19703:259 24X Fiche 50-289, 03/07/22, 0307250347, 

*° 7rtI Alcvt ' J Lee 'B Mol ho It 8. N Aamodt 030620 fc 0713 
joint petition & amended petition to intervene. Util does not 

x:;;;. iiirs-iir,",-" 


TROWBRIDGE, 0. F. Metropolitan Edison Co. 
Pittman. Pott* & Trowbridge 83/07/22 

835^M’4 BOard Pan " 6PP 1,731 ^ 


TROWBRIDGE, G. F. Shaw, 
Atomic Safety and 
24X Fiche: 50-209, 83/07/32. 


H. General correspondence 

0307060321 Forward* responses to 830424 question* re TMI-I steam 
generator repair program Current allowable steam generator 
tube leak rate remain* 1 gpm combined leakage from all tubes 
of both steam generators. 

S^NTON, H. fl. Office Of Nuclear Reactor Regulation, Director. 

33/06/17. HOSSLER.D- E. Affiliation Unknown. 0pp. 19299:268 24X 

Fiche: 50-289, 03/06/17* B30706O321 . 

8307050095 Egresses outrage at NRC proposal to waive hearing on GL 
amend re steam generator repair, based on no signifiant 
haiardi consideration. 

DAVIS, D. Affiliation Unknown 03/06/27- Office of the Secretary 
3pf>J 1 9220 : 020. 24X F i c he : 30-209, 83/06/27 , 

B3Q70 a 1 00 9 3 r 

8307060200 Request* public hearings on method of steam tube repair* & 
future reliability of repairs. 

HURST, J □ , HOSSLER, D. E Affiliation Unknown. 83/06/30, Office 
of the Secretary of tho Commission. 2pp 19250’ 227 24X 

Fiche: 50-209, 03/06/30, 8307060200. 

8307210252 Requests end J Lee lfcr to Commission re steam generator 
tubes be placed on svc list, 

L . EE ' *f fi Uation Unknown. 03/07/20, GILINSKY,V. Commissioners, 
lp, 19664:140. 24X Fiche: 50 -2B9 1 , 03/07/20, 03072 1 0252. 

6307210254 Rose* questions re steam generator tubes, pr imary coolant 
break thiosulphate in primary coolant sys. 

LEErJ Affiliation Unknown. 03/07/20. Commissioner*. 6pp. 
17664:141. 24X Fi c h e : 50-289, 03/07/20, 0307210252. 

K. Utility Final Safety Analysis Report (FSAR) b amends 


B3 ^=o!!??d T* TU "w? WRC 830723 Ur l " utl1 «• "»«*• of violation «. 
proposed Imposition of civil penalty. 

oScK B j a S‘ J !'k 8pan '‘« 2 63/07/25 EDLES, G. J. . KOHL, C. N. , 

19749^351 A aS5 4 S-i Llc * n9i "9 Appeal Panel. Bpp 

19/49-351. 24 X Fiche: 50 - 289 , 83 / 07 / 25 , 0307270025 

U "‘ U 83C,7a9 f ° r «t to 

Co^2io„or°"'jJ 83/07/23. 

6307270128 P 316 24 X F i c he . 30 - 289 , 03 / 07 / 25 , 


83Q72703I6 Forwards Update 2 to FSAR. Oath of affirmation end. 

r!r^-[h L,H ° General Public Utilities - GPU Service Carp. 03/07/18. 
DENTON, H. R Office of Nuclear Reactor Regulation, Director. 
19780:045 24X F i che: 3Q-289, 83/07/ 1 8, 830727031 6. 


2pp. 


— B3072703I8 Update 2 tp FSAR. 

* General Public Utilities - GPU Service Carp. 03/07/31 
197BQ 047. 24X Fich e : 50 -289, 83 /07/ 1 0, B307270316. 


546pp. 
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P. Operating license stage documents & correspondence 


3307210049 Procedure 1000-PNL-40101, "GPU Nuclear Corp Radiation 
Protection Plan. “ W/030705 ltr. 

HILDEBRANCHi J. , HUKILL, H.D. General Puhlic Utilities - GPU Service 
Carp. 82/11/03. MURLEY, T. A. Region 1, Office of Director. I6pp 
19668:283. 24X F i c h e ; 30-289, 82/ 1 1 /05. 83072 10049 


Q3071 10616 Month ly notice of amends to OLs Involving NSHC Issued since 
830523. 

CLARKiR, A. Operating Reactors Oranch 3, 83/06/14. 26pp. 

19391:132. 24X Pi c h e : 30-000. 83/06/ 1 4, 8307 1 10616. 


8307070393 Staff requirements memo on 030613 briefing in Washington. 
DC re NRC c ertl f ication in restart proceed ing. Flna 1 no 
significant hazards consideration determination will be 
proposed for concurrence by end of June. 

CHlLKiS. J. Office of the Secretary of the Commission. 83/06/22. 
DIRCKS, W. J. Office of the Executive Director for Operations. Ip 
19362:226. 24X F i c h e : 30-289, 03/06/22, 8307070533, 


830703-0145 Forwards Tech Spec Change Request 128 requesting amend to 
App A to License DPR-30 re effluent discharge monitor 
relocation, 

HUKILL, H.D. General Public Utilities - OPU Service Corp. 83/06/24, 
8T0LZ Operating Reactors Branch 4. Ip. 19220:163 24X 

Fiche: 30-289. 03/06/24. 8307030145. 


— 0307030154 Application for Tech Spec Change Request 18 requesting 
amend to App A to License DPR-30 re effluent discharge 
monitor relocation. 

HUKILLjH. D. General Public Utilities - GPU Service Corp, 

83/06/24. 2pp. 19220:164. 24X F 1 c h e : 30-289, 03/06/24, 8307050145, 


- -8307 030 161 Proposed Tech Spec re effluent d i sc har g e -mon i tor ing „ 

* General Public Utilities - GPU Service Corp. 83/06/24. 7pp. 
19220:166. 24X Fi C h e : 30-289. 83/06/24. 8307030 1 45 


8307140325 Summary of 83031B meeting w/utll in Bethe»da,MD re results 
of leak & eddy current tests on repaired steam generator 4t 
PQRV * prossurlzer corrosion. Vtewgraphs end. 

SILVER. H. Operating Reactors Assessment Branch. 83/06/27. 
Operating Reactors Assessment Branch. 3pp. 19526:262. 24X 

Fich e : 50-289, 03/06/27, 8307140325. 


8306270397 Generic Ltr 83-26 to all applicants for OLs 6 holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. 8vc list end. 

ElSENHUTr D, 0. Division of Licensing. 83/07/05. Consolidated 
Edison Co. of New York. Inc. I6pp. 19390:317. 24X 

Fic h e : 30-000, 03/07/05, 8306270397, 


6307270022 Forwards request for addl info needed for EG6G to review 
util 821203 response to NUREG-0737, Item II. D, 1 re relief 6 
safety valve testing. Jul 1983 meeting proposed to receive 6 
discus* response since item is to be resolved by 830830. 

8T0LZ, J. F. Operating Reactors Branch 4. 83/07/05. HUKILL, H.D. 

General Public Utilities - OPU Service Corp. 8pp. 19811:234. 24X 

F 1 Ch « : 30-289. 03/07/05, 8307270022. 


8307060329 Generic Ltr 83-27 to all licensees 5, applicants for 
operating power reactors 6 holders of CPs for power reactor* 
r» surveillance intervals in ST6. Qvc list end. 

EISENHUT, D, G, Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York, rnc. 16pp. 19669:234. 24X 

Fi Che : 30-000, 03/07/06, 8307060329. 


0307190310 Proposes meeting in Pars ippany , NJ to train NRC member* in 
use of OPU computerized record «yt In order to access OPU vs 
B&W lawsuit documents from Bethesda,MD ofca. Info generated 
would be placed in PDA, 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
B3/07/06. ARNOLD, R. C. General Public Utilities - OPU Service Corp. 
Ip. 19636:174. 24X Fi c he : 30-289, 83/07/06, 830719031 0. 


0307080169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL l< holders of CPs re required actions bated 
on generic implication* of Salem ATWB events. Svc list end. 
EISENHUT, D. 0. Division of Licensing. 83/07/00. Consolidated 
Edison Co. of New York, Inc. 30pp. 19669:269. 24X 

F i c h e : 30-000, 83/07/08, 8307080169. 


0307130323 Informs of plans to modify once through steam generator 
tube rupture guidelines emergency proc edures, per 830629 
telcon. Mods will be completed by 830801. Liml ts correspond to 
site emergency declaration limits. 

HUKILL, H. D. General Public Utilities - OPU Service Corp, 83/07/08. 
STOLZ. J. F. Operating Reactors Branch 4. Ip. 19338:120. 24X 
Fiche: 50-289, 83/07/08, 8307130323. 


9307290012 Forwards evaluation of containment purge & vent valve 
operability & proposed Tech Specs re reactor coolant 
activity including iodine sp 1 king. Analy s i s of ECCS back 
pressure requested by 830720. 

8TDLZ, J. F. Operating Reactors Branch 4. 83/07/08. HUKILL, H. D. 

General Public Utilities - OPU Service Corp 6pp. 19826:341. 24X 

Fiche: 50-209, 03/07/08, 0307290012. 


•8307290014 Safety evaluation of demonstration of containment purge & 
vent valve operability (B-24). Util demonstrated ability of 
40-inch purge & vent valves to dose against containment 
pressure buildup in event of LC1CA. Modified 8T8 end. 

* Operating Reactor* Branch 4. 83/07/08, 8pp. 19826:347, 24* 

Fiche: 50-209, 03/07/08,8307290012 


8307 1 50008 Summarizes 830630 mg t meeting w/utii In King of Prussia, PA 
re recent change* In util organ! zational structure. 8vc list, 
list of attendees 6 vlawgraphs end. 

HURLEY, T. E. Region 1, Office of Director. 03/07/11- ARNOLD, R , C. 
General Public Utilities - GPU Service Corp. 29pp. 19340:208. 24X 

Fiche : 30-209, 03/07/11, 03O713OOOB. 


8307180294 Notification of 030713 meeting w/util in Bethesda, MD to 
discuss steam generator tube repair amend request. 

SILVER, H. Operating Reactors Assessment Branch. B3/07/U. 
8T0LZ, J, F. Operating Reactors Branch 4. 2pp. 19366:139. 24X 

Fiche: 50-289, 03/07/11, 0307100294. 


8307190226 Forwards application to amend License DPR-30* const sting of 
Tech Spoc Change Request 126 changing surveillance stdt, 
operational revi ew, records fc independent onsite safety 
review group. 

HUKILL, H. D. General Public Utilities - GPU 8ervU* Corp. 83/07/11. 
8T0LZ, J, F. Operating Reactors Branch 4, lp. 19629:228. 24X 

Fiche: 50-289, 83/07/11,8307190226. 


8307190231 Application to amend License DPR-30, consisting of Tech Spec 
Change Request 126 changing surveillance stds, operational 
rev 1 ew, rec ord s independent onsite safety review group. 

Certificate of Bvc end. 

HUKILL, H. D. General Public Utilities - OPU Service Corp. 

83/07/11. 4pp. 19629:229. 24 X F 1 c he : 30-209, 83/07/ 1 1, 8307 190226. 


0307190234 Tech Spec Change Request 126 re surveillance stds, 
operational safety review, records & Independent onsite 
lafety review group. 

* General Public Utilities - OPU Service Corp. 83/07/11. 3pp. 
19629:233. 24X Fi che; 90-289, 03/07/ 1 1 , 8307190226. 


0307250168 Notification of contract execut 1 on, Mod 2 to "Reanalysis of 
Existing Data From Survey re TMI. " Contractor: Natl ln»t of 
Mental Health. 

8ILVia,n.M. Technical Assistance Contracts Branch. FIN B-8621. 
83/07/12, DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. REGAN, W. H. NRC - No Detailed Affiliation Given. Ip. 
19723:355. 24X Fiche: 50-289, 83/07/12, 8307250168. 


— 8307230176 Mod 2, extending period of performance to S30430, to 
"Reanalysis of Existing Data From Survey re TMI," 

* Health 8* Human Services, Dept. of,. GUSTAVE, R. P. Division of 
Contracts. FIN 0-8621. 83/07/12. ip. 19725:356. 24X 

Fiche; 50-209, 03/07/12, 0307250168 


8307190148 Request# that NRC grant addl opportunity for public Input 
after issuance of SER re steam generator repair while 
allowing licensee ta proceed w/precr I tical hot functional 
testing. 

DIECKAMPiH. General Public Utilities - GPU Service Corp. 83/07/13, 
DENTON, H. NRC - No Detailed Affiliation Given, 2pp. 19636:194. 

24X Fiche: 30-209, 03/07/13, 8307190148. 


8307270348 Advises that proposal fcd separate in-containment high-range 
radiation monitor* by approx 30 ft 8, to maintain conduit 
separation acceptab le. Design meets criteria of NURE0-0737, 

Item II. F. 1. 3. 

BTOLZ, J. F. Operating Reactors Branch 4, 83/07/13. HUKILL, H. D. 

General Public Utilities - OPU Service Corp. 3pp. 19802:345. 24X 

Fiche: 50-289, 83/07/13, 03O727O34B. 


8307270339 Forwards draft SER re NUREG-0737, Item II.B.3, "Post-Accident 
Sampling Sys. " Five of It criteria met. Meeting proposed to 
dlscuse compliance w/six criteria. 

STOLZ, U. F. Operating Reactors Branch 4. 83/07/13. HUKILL, H. D. 

General Public Utilities - OPU Service Corp. 13pp. 19802:332. 24X 

Fiche: 30-289, B3/07/ 13, 8307270339. 


830719023S Forwards "Bounding Analytical Assessment of NUREO-0630 
Models on LDCA & Operating kW/Ft Limits," in response to 
820713 ltr. 

HUKILL, H. D. General Public Utilttle* - GPU Service Corp. 63/07/14. 
NOVAK, T. M. Assistant Director for Licensing, 2pp. 19630:003. 24X 

Fiche: 50-289, 83/07/14, 8307190235. 
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— Q30719023S "Bounding Analytical Aftessment of NUREG-G63Q Models on 
LGCA & Operating k W/Ft L 1 mi fc*. " 

To *™ 0 ™ 1 Publlc Utilities - GPU Ssrvi c e CoTp. 03707/14. lBpp 
19430:085. 24 X F i c h e: 50-289, 83/07/14. B307 190233. 

8307190003 Forward* WU Ofrcii 830715 memo to Comminion r« NRC 
propot* * to implement NRC 030620 guidance on NRC completion 
of TMI -1 restart review. 

Hiarlt, 9 Branch 2. 63/07/13, EDLE5,Q. J. , KOHU C. N, . 

Atomic Safety end Licensing Appeal Panel. 6 pp. 

19652:006. 24X Flche; 50-269.. 63/07/ 1 5, 83071 90003, 

0307220374 Forward* document* rt steam generator eddy current test 
program. per 030713 teleon request. Util SER * safety analysis 
conclusions re kinetic eipansion change* In defectabillty 
threshold valid at written. 

Public Utilities - CPU Service Corp 03/07/10. 
BTOLr.J.F, Operating Reactors Branch 4 . 7 pp. 19675:279. 24X 

F i C h *: 30-289. 03/07 / 1 0, 83 07220374 . 

03072.20405 Suppl to 630509 application to amend License DPR-30, 
permitting operation following repair of steam generators hy 
any method other than pi ugg ing. Eva luat i on of significant 
ha lards consideration end. 

DSNTmV'r e nS « J ‘ 1 - CPU Service Corp. S3/07/IB. 

iI2hS^TO R ’ * f -5 U 5 lt * r R “ ct0r Regulation, Director. 0 pp. 

£9605.352, 24 X Fich i : 50-289, 03/07/1 0, 0307220405, K 

83 M07?i^«M« 4Td J C ? nam In,p 830718 ltr CD " f *™in 9 concurrence w/ 
B30715 meeting minutes re eddy current test program of 
steam generator tubing concern*. 

aTOLl'j r n!?' r l! PU i l •« - GPU Service Corp. 03/07/20. 

STOCZrJ.F Opiating Reactors Branch 4. 3pp. 19727:104 24X 

Fiche: 50-209, 03/07/20. G3O7260 176. 

0307260309 IHscussei addl results of post-repair testing of steam 
generator* through early Jul 1903, Inc ludinj early resets of 
reactor primary iy* C leaning. Fre-criti cal hot testing of 
fl " ri " r * tor * * *P ecterf to commence in early Aug 1903. 

Swiz J F „?!"!!? ' P “ bl ‘? U * ,lm " - GPU service Orp. S3/07/20. 
k #t n ® Reactors Branch 4. 2 pp. 19731- 340 24X 

Fie he: 50-267. 83/07/20, 0307260509. 

8307290130 Forwards "R.sponsss to Recommendations of Basic Energy 
A ! f<>c ' lnc 8# * Forth in Kept Dttf Feb 20 , 1983 *■ V 

8 i*“‘ P1Uln,n ' P°“« * Tt-gubrldg.. SLAKE. S. L. 

2;*'? J'iiEl/fi!" 4 *- 03/07/26 ett-ES.O.J., DUCK.J.H., KOHL. C. N. 
ee k J! *r»d Licensing Appeal Panel. 45pp. 19022:089 24 X 

Fich# : 50-289.63/07/26, 0307290130. 


Q 


rnspection Teports, IE Bulletins 8, corresponds 


83 ?ni«?J 4 v?»f 030613 ltr in,„r*li,j NRC of etepe 

KloIr!w t T V i^ *i no4,,f 1 b IE In.p Rept 50-237/83-07. 
^m5I.i N | T ev T « D ‘ v,,i0 J of Engineering « rednlcol Frojraui. 

l«a£tia mS'S! 1 ? 1 ^ l li C Util£ ‘«*> - GPU Service Corp. 
19423.263 24X F i C he : 50-239, 03/Q7/O6, 8307J2021 4. 


03/07/06, 

3pp. 


-8307ia°227 Re.pcne, td NRC 930313 ltr re violet Ion. noted In IE In.p 
liJ °!' C S rPt f t<v# actions: pneumatic trip units 

J P V* bU * fttd * r ******** reset i flush procedure 
mini upgrade interconnecting piping lines. 

PUbliC Utllltlea - OPU Service Corp. 

19423 111 S 2'. T L A, .« R#ii0n U of D i'*«tor 4pp. 

19423.265. 24X Fi c he: 30-209, 83/07/06. B30712021 4. 

B3 sS??STc!rei^J,^ t o tb 93 ;‘ , t' " Oo "'"' < "’ Mo<J ' Ualve Failure. Degrade 
JORDAN F i* ml ? Sf*! Svc list end. 

UQRDAN, E, L. Division of EmsTgency Preparedness b Eiaim^ina 

?'”r;;c fPo :L! 3010 ?^ 0 i" 07,i i d'SKM of N „ 

Inc. 194pp. 19363:293. 24X Fi the: 50-000, 63/07/ 1 1 , B306270401 . 



Pr «:;^ E ES!» «♦ „. u 

141pp. 19563:193. 24X Flche: 50-000, 03/07/12, 0306270404, 

M ?«J?tJtiin?*oJ‘Hc Blr ‘“ S? 0629 l "' mo *" re 

til Is* iJ tv f rept on Hartman allegations 

Inc 0F \ *[! t0 L ltr ~ dl,is " aUd Individual VV V Mi J I er 

QOLDBEHQ # S B ’ W ? C V i #Ua Commission. 

BUCK?J^ "2* J;, »«ring Branch 2. S3/07/12. EDLES, G. J. , KOHL, C. N. , 

l9S2n>'ia^ *** < * Tld LlCBniI f»8 Appeal Panel. 9pp, 

19320.345. 24X Flche: 50-209, 03/07/12, 0307140449 PP 

EfMuent Release, of 
encl. * 1 125 * “ 31 in E|(C&ia ftf Limits." Svc list 

Si^bs/Mm' 0 " & Pr «"— 

fiann to-ti* Consolidated Edison Co. of New York, Inc 

4pp. 19715; 370. 24X Fiche; 30-000, 03/07/14, 0306 S 70406. 


0307270025 Forwards NRC 030722 ltr to util 8, notice of violation b 
proposed imposition of civil penalty. 

£n™ aE i R 2' ^ ^ ^ ea I ln 9 Branch 2. 83/07/25. EDLES, G. J. , KOHL.C.N, 

A JSa?! £c Saf#t V and Licensing Appeal Panel. 0pp. 
1974*9:351 24X Fi c he: 50-209, 03/07/23, 6307270025. 

R. Periodic operating reports b related correspondence 


03 23S5S l 5 a . , Mor, , t J hl y operating rept for May 1983. W/030613 ltr 
EhYTHi C. W, , HUKILL.H, 0, General Public Utilities 
83/06/13. Management Information Branch 
Fiche: 50-20?, 03/06/ IS, 8307220102. 


GPU Service Corp. 
10pp. 19604:001. 241 


occurrences, LERs $, related correspondence 

03 ?ui l r2m*in^ 3 ^°1 T-0: on 8306 1 1 . o*y g en concentration in waste gat 

sys remained in etcess of 24 for greater than 1 h. Caused by 
failure to recognire malnt activities affected when o*yg*n 
introduced in waits gas sys. W/Q30627 ltr, * 

S2CZECH, ft, A. , HUKILLfN. D. General Public Utilities 
C ° r *L 8^06/27. MURLEYfT.A. Region 1, Office o 
19382:233. 24X F i ch t : 50-289, 03/06/27, 8307 110436, 


GPU Service 
Office of Direttor. 3pp. 


a 3 Srd!v‘?d rnjml" d “ ,:u '"" n ‘’ Rot *nt, ally ralevant !. matt to oi.tt.r, 
SAS?.** »oeum«i»t« Include Info on reactor coolant 
pump trip, PORV corrosion t< emergency feedwater flow 
devices - Con tr ol o tr on. Svc list encl. 

BAXTER, J A. Shaw. Pittman. Potts & Trowbridge. BAXTER, J. A. 
Metropolitan Edison Co. 03/06/29. CHICK, S. J. Office of the 
Secretary of the Commission. IBpp 19220 221 24X 

Fiche: 50-2B9, 83/06/29, 6307050123 

B3 ?r^°?? 7 a IP>IO_ ' r * I_ ? 3_00 ‘ ,: "" 33 °7°0. IPPkagr occurred ,ro* letdnum .yt 
flow instrument when.w/one reactor coolant pump in 

t0 ° th0r P<Jmp S ° that one P ufll P 
ijfchc^^i 1 f>ther RCS loop. Caused by loose fittings. 

ilall'-tt R a£ l0n U Dfflce of Director. 83/07/00. tp. 

19465.357, 24X Ftc h e : 30-289 , 03/O7/OB, 8307 1 30007. 

6307260364 EN-83-043: on 030722, na t i c e of violation * proposed 
Ci ^ U P enaltl « 5 *>® i**ued in amount of 

♦ 40,00°. Action based on submittal of mafcl false statement L 
r<> °P Brat01 ' requali fication program. 

R0SANO,n. , AXELRADr J. Director's Office, Office of Inspection and 
8307260364 ' a3/07/2 *' lp> 19733:009. 24X Fi c he : 30-209, 03/07/22, 

trfln *cr i p t s on non-«nt 1 trus t matters 

83 Slcs?^ 3 ? Transcript of Commission 830621 public meeting in 
wa ftp ington, DC re completion of restart review. Pp 1-72. 


Commissioners. 03/06/21. 87 p p 

Fiche: 30-289. 03/06/21, 83O7O0O53S, 


Pp 

19364:307. 24X 


U. Congress i ortol /Executive Correspondence 

1Utt ° f TM 1-2 accident will 

he compiled per 030607 request. 

J * l Cflfflmi * slonei 'S- 03/06/24. UDALL.M.K. House of Rep. , 
interior 6 Insular Affairs. 4pp. 19300:153 24X 

Flche : 30-2B-9, 83/06/24, 83D706O437. 

—8307040443 Ac* receipt of NRC 03OS26 ltr responding to 030427 request 
non f OT the omlnfl decision on TMI-I restart t< B8<W vs 

tru trial record, Ctjmmi ssion majority response to 030427 ltr 
i nappr opr i a te. 

Houa ® of R# P-' Interior * Insular Affairs. 03/06/07, 
KftLLAD i NO. N. U. Gommis* i oners. ip, 19300:137 24X 

Fiche: 50-20?, 83/06/24, 8307060437. 

V. Operator Examination* 


8307270044 Advises that Procedure 6210-ADM-2604. 01 , "Control of Exam* 
for Units 1 £(2," Rev I, meets 820727 partial initial 
decision requirements -Sc is acceptable. 

8T0LZ. J. F. Operating Reactors Branch 4. 03/07/13. HUKILL, H. D 

General Public Utilities - GPU Service Corp, 3pp. 19811:260 24X 

Fich • : 50-289, 83/07/13, B307270044. 

8307270327 Advises that revised procedure re control of eramt meets 
requirements imposed by 830426 partial initial decision. 

□TOLZ , J, F. Operating Reactors Branch 4. 83/07/13, HUKILL.H. D. 

~ GPil Servlce CoTp. 3pp. 19012:010. 24X 

Fiche; 30-209, 83/07/13, 0307270327. 
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DOCKET 50-293 PILGRIM NUCLEAR POWER STATION, UNIT 1 


F. S*cur ity, medical, emergency b fire protection plans 


0307140404 Forwards IE Insp Rept 50-293/03-10 on 030419-0523 b notice 
of violat ion. Notice of violation withheld <ref 10CFR73. 211. 
8TAROSTECK1, R. Division of Project b Resident Programs 03/06/30. 
HARRINGTON. W. D. Boston Edison Co. 3pp 19521:003 24X 

Fiche: 50-293, 03/06/30, B307140404. 


— 0307140409 IE Insp Rept 50-293/03- JO on 030419-0523. Noncomp 1 lance 
noted: fai lure to control safeguards info b access control 
card properly. Portions withheld <ref 10CFR73. 21) . 

JOHNSON, J, i E I CHENH0LZ , H. , OALLO, R, Region I, Office of Director. 
83/06/15. 20pp. 19521:086. 24X Ft che 30-293, 03/06/30, 0307140404. 


0307120229 Forwards description of safeguards info protection program, 
per NRC 830421 ltr responding to util 020503 ltr of appeal 
ra use of particular combination pad loci . Enc 1 withheld 
<r*f I0CFR73. 21 ». 

HARRINOTQN, W. D. Boston Edison Co. 83/07/06. VASSALLO, D. B. 
Operating Reactors Branch 2. ip. 19423 212. 24X 

FI che: 30-293. 03/07/06, 0307120229. 


0307 130060 Application to amend License DPR-35 changing Tech Specs re 
core & containment cooling sys b fire protect ion. Submi ttai 
Is Initial segment of total of seven submittals re fire 
protection. 

HARRINGTON, W. D. Boston Edison Co. 03/07/11. VASSALLO, D. B. 
Operating Reactors Branch 2. 5pp. 19536:182. 24X 

Fiche: 30-293, 83/07/11, 0307150060. 


—0307130070 Proposed Tech Specs re fire protection mods. 

* Boston Edison Co. 83/07/11. 9pp. 19336:187. 24X 

F i c h • : 50-293, 83/07 / 1 1 , 0307 1 50068. 


0307260371 Responds to 830513 telcon request for addl info re 020623 
submittal concerning fir* protect ion. Li at of fuses planned 
to be removed for fires b photographs of fuse installation 
inc l. 

HARRINGTON, W. D. Boston Edison Co. 03/07/22. VASSALLO, D B. 
Operating Reactors Branch 2. 4pp. 19732: 102. 24X 

Fi ch« : 30-293, 83/07/22, 8307260571 . 


0. Adjudicatory correspondence 


03072605-73 Forwards petition of Massachusetts PlRG for Emergency b 
Remedial Action b supporting documents per 10GFR2 206 
ERN8T* M. D, Massachusetts Public Interest Research Group 83/07/20 
Office of Nuclear Reactor Regulation. Director. Ip, 19732:091 
24X FI che: 50“293, 03/07/20, B307260373 


— 03 07260576 Petition of MA PlRG for Emergency b Remedial Action per 
1 0CFR2, 206. Pe t i t i on seeks immediate action to remedy 
serious deficiencies In facility offsite emergency response 
plan. 

ERNST, M, D. Massachusetts Public Interest Research Group 
03/07/10. Commissioners. 10pp. 19732:092. 24X 

Fi ch e: 30-293, 83/07/20, 0307260573. 


H. General correspondence 


8307220430 Comments on Bangor Daily News b MTV repts of NRC order to 
shut down five facilities for insp of cooling pipes. 

Subsequent rescission considered under pressure from private 
owners of p lants. Requests stronger enforcement. 

HEINRICH, B. C. Affiliation Unknown. 83/07/13. DENTON, H. R. NRC - No 
Detailed Affiliation Given. 2pp. 19606 082. 24X 

Fiche: 30-000, 83/07/15, 8307220450 


K. Utility Final Safety Analysis Report <FSAR> b amends 


8307260166 Forwards Rev 2 to updated FSAR. 

HARRINOTON, W. D. Boston Edison Co. 83/07/19. DENTON, HR. Office of 
Nuclear Reactor Regulation, Director. Ip. 19735:054, 24X 

F I c h « : 30-293, 03/07/19, 0307260 1 66. 


—0307260172 Rev 2 to updated FSAR. 

“ Boston Edison Co. 03/07/31. 490pp. 19733:056. 24X 

Fiche: 50-293, 03/07/19, 0307260166. 


P. Operating license stage documents b correspondence 


8307130165 Forwards evaluation of BUR Owners Group generic response to 
NUREG-0737, I tern I IK, 3. 18 "Automatic Depressurization Sys 
Logic Mods." Two acceptable options include elimination of 
high drywell pressure permissive 

VASSALLO. D D Operating Reactors Branch 2 83/06/03 

HARR 1NGT0N, W, D. Boston Edison Co 2pp 19362:304. 24X 

Fiche: 50-293, 03/06/03, 0307150165 


0307 1 501 50 Advises that requirements of Till Item II, K. 3. 13. "HRCI/RCIC 
Initiation Level. 11 met. Item resolved 

VASSALLO, D. B, Operating Reactors Branch 2 83/06/17, 

HARRINGTON, W. D Boston Edison Co 2pp 19342 354 24X 

Fiche 90-293, 03/06/17, 03071 50150 


0307140512 Forwards confirmatory order verifying util 010213,0421. 
820526 b B30510 commitments to install permanent scram 
discharge sys mods by 850223. or prior to operation after 
mid-Cycle 7 mod outag e. Pr op osed model Tech Specs end, 

VASSALLO, D B. Operating Reactors Branch 2 03/06/24 

HARRINGTON, W. D. Boston Edison Co. 2pp. 19529 163 24X 

Fiche: 50-293, 03/06/24, 0307140512 


— 0307140516 Confirmatory order verifying util 010213,0421,020526 t 
030510 commitments to Install permanent scram discharge sys 
mods by 850223, or prior to operation after mid-Cyclo 7 mod 
outage. 

E ISENHUT , D. G, Division of Licensing 03/06/24. Boston Edison 
Co. 5pp. 19529:165 24X Fi che 50-293, 03/06/24, 8307 140512 


0306270397 Generic Ltr 03-26 to all applicants for OLs b holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list end 
EISENHUT , D. G. Division of Licensing 03/07/05 Consolidated 
Edison Co. of New York, Int. 16pp. 19390 317. 24 X 

Fiche : 50-000, 03/07/05, B306270397 


8307110356 Application for amend to License DPR-35, inc orporat ing 
license condition requiring util to follow long-term 
implementation plan reflecting Fiscal b manpower resources 
u/modified schedules. 

HARRINGTON, W D Boston Edison Co 83/07/05 VASSALLO, D, B . 
Licensing Branch 2 11pp. 19380 230 24 X Fiche 50-293, B3/07/O5, 

0307110356. 


0307060329 Generic Ltr 03-27 to all licensees b applicants for 
operating power reactors L holders of CPs for power reactors 
re surveillance intervals in STB. Svc list end. 

EISENHUT, D. G, Division of Licensing. 83/07/06. Consolidated 
Edison Co of New York, Inc 16pp. 19669:254. 24 X 

Fiche: 50-000, 03/07/06, B307060329 


0307120351 Confirms commitment to perform photographic survey of points 
along seaward face of breakwater from boat, per NRC 030607 
request. Survey will affirm position of each visible seaward 
side stone 

HARRINGTON, D. 0 Boston Edison Co 83/07/07 VASSALLO, 0- 3. 

Operating Reactors Branch 2. Ip 19429:107 24X 

Fiche: 50-293, 03/07/07, 0307 120351 . 


03O713OO0D Forwards current description of QA program b revs to 
program, per 830616 schedule Program will be implemented 
following NRC approval or 60 days from 830707. 

HARRINGTON, W. l). Boston Edleor, Co, 83/07/07 Region i. Office of 

Director 9pp, 19474:266. 24X Fiche 50-293, 83/07/07, 8307130000. 


—0307 130002 "QA Manual.Vol II. " 

HARRINGTON, W. D, Boston Edison Co 83/07/07 66pp 19474:273 
24X Fiche: 50-293, 03/07/07, H307t30090 


0307080169 Generic Ltr Q3-2& to all licensees of operating reactors, 
applicants for 01. b holders of CPs re required actions based 
on generic implications of Salem ATW3 events. Svc list end. 
EISENHUT, D. G, Division of Licensing 83/O7/0B. Consolidated 
Edison Co of New York, Inc. 3Spp 19669:269. 24X 

Fiche: 30-000, B3/07/0B, 8307080169 


8307150068 Application to amend License DPR-35 changing Tech Specs re 
core b containment cooling sys b fire protec fci on. Submi ttal 
is initial segment of total of seven submittals re fire 
protection. 

HARR INGTON, W D. Boston Edison Co. B3/07/1J. VASSALLO, D. B 
Operating Reactors Branch 2 5pp 19536.102 24X 

Fiche: 30-293, B3/07/ 1 1 , 8307 1 50060 


--S307150070 Proposed Tech Specs re fire protection mods. 

* Boston Edison Co 03/07/11. ?pp. 19536 107 24X 

Fiche: 50-293, 03/07/ 1 1 ■ 030? 1 50068 
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0307150123 Forwards, Rev 1 to "Inaervice Testing Program for Pumps b 
Valves, Pi Lgr im Nuclear Power Station " 

HARRINGTON. W D Boston Edison Co. 03/07/11 VASSALLO. 0 0. 
Operating Reactors Branch 2. Ip. 19337. 212 24X 

Fiche: 30-293. 83/07/11. 0307130123 


— 8307150120 Rov 1 to Procedure 80S-03-0201, “Inservtce Testing Program 
fOT Pumps lr Va 1 ves. Pi lgr im Nuclear Power Station. " 

KIN. J W . PICKENS, T. A. , GAVULA, J A. NUTECH Engineers, Inc. 

83/05/25 120pp. 19337:213. 24X Fiche: 30-293, 03/07/ 1 1 . 

8307 1 30 123. 


— 8307140409 IE Insp Rept 50-293/83-10 on 8304 1 9 - 0323 . Noncomp 1 1 anc e 
noted : fai lure to control safeguards info & access control 
card properly. Portions withheld (ref 10CFR73.21). 

JOHNSON. J. j EICHENHQLZ, H , GALLQ. R. Region 1. Office of Director. 
63/06/13. 20pp. 19321:086 24X Fiche; 30-293# 83/06/30, 0307140404. 


8307210018 Forwards IE Insp Rept 50-293/83-11 on 830426-29 b 0303-03. 

No noncomp 1 iance noted. 

MARTIN. T. T. Division of Engineering b. Technical Program*. 83/07/06. 

HARRINGTON. U . D, Boston Edison Co 2pp. 19669:206. 24X 
Fiche: 30-293. 03/07/06. 8307210018. 


0307190016 Forwards responses to Franklin Research Ctr B20212 draft 
rept on handling of heavy loads b response to 801222 request 
for add! info re lifting devices. Mods b procedure 
emplacements will be completed by 841231 

HARRINGTON. H. D. Boston Edison Co. 83/07/13. EISENHUT, D G. 

Division of Licensing. 49pp. 19633084 24X Fiche. 30-293, 03/07/13, 

0307190016. 


—0307210025 IE Insp Rept 30-293/83-11 on 830426-29 U 0303-03. No 
noncompliance noted. Major areas inspected: 1 Icensee action* 
per IE Bulletins 79-02 re pipe support base plate designs 
b 79-14 re seismic analysis for as-built piping sys. 

VARELA, A. A., DURR, J. P. Region 1, Office of Director. 83/06/13. 
Spp. 19669 200. 24X Fi che : 50-293, 03/07/06, 830721 0018. 


0307220376 Forwards Teledyne Rept 5310 - 9 , “Responses to NRC Request for 
Infoiftark I Torus Program Plant-Unique Rept," in response 
to 22 questions from 830414 ltr 

HARRINGTON, H. D Boston Edison Co. 83/07/19. VASSALLO, D. H. 

Operating Reactors Branch 2. Ip. 19606: 180 24X 

Fiche: 30-293.83/07/19, 0307220376. 


— 8307220378 "Responses to NRC Request for Info: Mark I Torus Program 
Plant-Unique Rept." W/two oversize d rawi ngs. Ap er tur e cards 
are available in POR. 

» Teledyne Engineering Services. 5310-9. 83/07/13 25pp. 

19686:189. 24X Fi c h e : 30-293, 83/07/ 1 9. 8307220376 


0307250324 Notification of 830309 meeting u/ut 11 s, Fran k 1 in Research & 
Teledyne Engineering Svc in Framing ham, MA to discuss Mark 1 
long-term program implementation & unresolved questions re 
structural integrity. 

SHEA* J. J. Operating Reactors Branch 3. 83/07/20. CRUTCHFIELD, D. 

Operating Reactors Branch 3. Ip. 19782:240 24X 

Fiche: 50-000, 83/07/20, 6307230524 


8307260402 Advises that design gas concentration of two compressed gas 
bottles in caiibr gas subsystem modified from 4 % hydrogen & 

7JC oxygen to 19. 9X L 20. 9X re sp ec t i ve 1 y. per 830609 ltr re 
NUREQ-0737, Item I ! F 1. 6 

HARRINGTON. W. 0. Boston Edison Co. 83/07/22. VASSALLO, D. 0. 
Operating Reactors Branch 2. Ip. 19733:118 24X 

Fiche: 30-293, 03/07/22, 0307260402 


Q Inspection reports, IE Bulletins & correspondence 


03O7O1OOB2 Notifies of completion of all plant mods associated w/lE 
Bulletins 79-02 t, 79-14. Proposed Mods 2,3 it 4 completed in 
May 1983. Proposed Mod 1 not implemented 

HARRINGTON, W. D. Boston Edison Co 83/06/16 Region 1, Office of 
Director. 2pp. 19124.346. 24X Fiche: 30-293, 83/06/16, 0307010002, 


8307030252 Advises of proposed alternate testing schedule re inservice 
insp based on testing conducted through integration w/valve 
betterment program & local rate testing. Comp letion expected 
prior to startup from Refuel Outage 7. 

HARRINGTON, W< D. Boston Edison Co. 83/06/27. VASSALLO. D. B. 
Operating Reactors Branch 2, 2pp. 19199:059 24X 

Fiche: 30-293, 83/06/27, 8307050252. 


8307060030 Ac k receipt of 830614 Itrs informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-293/83-12. 

MARTIN, T. T. Division of Engineering b Technical Programs. 83/06/30. 

HARRINGTON. W. Boston Edison Co. 2pp. 19231:065. 24X 

Fiche: 30-293, 83/06/30,8307060030. 


—8307060037 Responds to NRC 830518 Hr r* violations noted in IE ln«p 
Rept 50-293/83-12. Required empirical data of 
representativeness of main stack b reactor bldg vent 
sampling win be provided by 830730 

HARR INGTON, W. Boston Edison Co 83/06/14. MARTIN, T. T. Division 
of Engineering & Technical Programs. Ip 19231:067. 24X 

Fiche; 50-293. 83/06/30, 8307060030 


—0307060048 Responds to 030318 ltr re violations noted in IE Insp Rept 
50-293/83-12. Corrective ac 1 1 ons : c 1 ean waste pump room b 
chemical/waste treatment pump room posted per 10CFH20. 203< d J 
b sampled for airborne radioactivity 

HARRINGTON, W. Boston Edison Co 83/06/14. MARTIN, T. T. Division 
of Engineering & Technical Programs. 3pp. 19251:068, 24X 

Fiche: 50-293. 03/06/30, 8307060030 


8307140404 Forwards IE Insp Rept 50-293/83-10 on 830419-0523 b notice 
of vi olat ion. Not l ce of violation withheld (ref 10CFR73. 21). 
STAROSTECKI, R. Division of Project b Resident Programs, 83/06/30. 
HARR I NOTON, W. D. Boston Edison Co. 3pp, 19321 083 24X 

Fiche: 30-293, 83/06/30, 8307140404 . 


8306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness fc Engineering 
Response (Post 030103). 03/07/11. Consolidated Edison Co. of New 

York, Inc. 154pp. 19363:293 24X Fic h e : 90-000, 83/07/1 1, 83O6270401. 


8306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 03/07/12. Consolidated Edison Co. Of New 

York, Inc. 141pp. 19363:133. 24X Fiche: 50-000, 83/07/12, 8306270404. 


8306270406 IE Info Notice 03-40, "Gaseous Effluent Release* of 
Radioactive 1-123 b 1-131 In Excess of NRC Limit*. " Svc list 
end. 

TAYLOR, J. M. Division of OA, Safeguards fc Inspection Programs (Post 
830103), 03/07/14. Consolidated Edison Co. of New York, Inc, 

114pp. 19715:270. 24X F i c h e : 50-000, 83/07/1 4, 8306270406. 


8307210123 Ack receipt of 830616 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-293/82-04 * 
30-293/82-19. 

STAROSTECKI , R. Division of Project fc Resident Programs, 83/07/14. 
HARRINGTON, W. D. Boston Edison Co. Ip. 19666:001. 24X 

Fiche: 30-293, 03/07/14, 0307210123. 


—0307210140 Responds to NRC ltr re violations noted In IE Insp Rept* 
30-293/82-04 & 30-293/B2-1 9. Cor r ec 1 1 ve ac t ions : Pro c ed ure * 

8, 2, 3 retired b 8. 7. 1.3 re local leak rate test of primary 
containment penetrations b isolation valves revised. 

HARRINGTON, W. D. Boston Edison Co. 03/06/16. STAROSTECKI , R. 
Division of Project & Resident Programs. 3pp. 19666:082. 24X 

Fiche: 30-293, 83/07/14, 8307210123. 


B3072B0444 Forwards IE Insp Rept 30-293/83-14 on 830523-0620, No 
noncompliance noted. 

STAROSTECKI, R. Division of Project b Resident Programs. 83/07/14. 
HARRINGTON, W. D. Boston Edison Co. Spp. 19797:322. 24X 

FICha: 30-293, 83/07/14, 0307200444. 


0307280449 IE Insp Rept 30-293/03-14 on 030323-0620. No none omp 1 i anc e 
noted. Major areas i nsp ec ted : r e vi ew of surveillance b maint 
activities, operational safety verification b followup of 
previous f i nd i ng s, events, LER* b IE bulletin*. 

JOHNSON, J., EICHENHOLZ, H. , BRIGOS, L. Region 1, Office of Director. 

83/07/14. 25pp. 19797:324. 24X Fiche: 50-293, 83/07/14, 

0307200444. 


R. Periodic operating reports & related correspondence 


8307220197 Monthly operating rept for May 1983. W/030614 ltr. 

WHITNEY. G. 0. , HARRINGTON, W. D. Boston Edison Co. 83/06/06. Office 
of Re *ourc e Management. Director. 7pp. 19684:094. 24X 

Fiche: 30-293, 83/06/06, 8307220197. 


8307190040 Monthly operating rept for June 1983. W/830713 ltr. 
WHITNEY, G. Q. , HARRINGTON, W. D. Boston Edison Co. 63/07/13. 
Director's Office, Office of Inspection and Enforcement. Bpp. 
19635:141. 24X Fiche: 50-293, 83/07/13, 0307190040. 


0307280399 Forwards "Rept of Change *■ Tes t • b Experiments Performed at 
Pilgrim Nuclear Power Station, 820701-830121, " per 
10CFR30. S7. Future annual submittals will be for period 
ending Jan 21 to coincide w/FSAR update submittal. 

HARRINGTON, W. D. Boiton Edison Co. 83/07/19. HURLEY, T, E. Region 1, 
Office of Director. Ip. 19796:049. 24X Fiche: 90-293, 83/07/19, 

0307280399. 


— 0307280404 "Rept of Chang e* , Tes t s b Experiments Performed at Pilgrim 
Nuclear Power Stat i on. 820701-83012! . " 

* Boston Edison Co. 83/07/19. lQpp 19796:030. 24X 

Fiche: 50-293, 83/07/19, 8307280399. 
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8. Reportable occurrences* LERs & related correspondence 


B307010134 LER 83-Q27/03L-0' on 830518, during routine Insp* folding fire 
door found inoperab le. Caused by operating cable becoming 
detached from pulley due to slack. Cable reattached b 
operating mechanism adjusted. W/B30616 Itr. 

WHITNEY* Q. 0. . HARRINGTON* W- D- Bo s ton Ed i % on Co . 03/06/16. Region 

1* Office of Director. 2pp. 19175:31?. 24X Fich e : 50-293, 03/06/16, 

0307010134. 


8307010066 LER 03-029/01 X-0 : on 030617, util informed that spent fuel pit 
HX supports A not capable of withstanding seismic loadings 
Caused bg incorrect installation of supports during Initial 
const. Nods being developed to modify supports. 

WHITNEY* 0. Q. Boston Edison Co. 03/06/20. Region 1> Office of 
Director. ip. 19160:131- 24X Fi c h e 90-293, 83/06/20, 0307010066 


8307120507 Updated LER 79-007/03X- 1 : on 790212, while performing Test 
8. 7. 4. 3* valves AO-3033A, CV-3063-10* 15, 16 fe 17 failed to give 
proper position indication when cycled & to close within 
specified tolerance. Cause not stated. U/030621 Itr. 

WHITNEY* 0. 0, * HARRINGTON* W. D. Boston Edison Co. 83/06/21. Region 
1. Office of Director. 2pp. 19433:262 24X Fi ch e : 90-293* 83/06/2 1 , 

0307120507. 


0307110476 LER 83-030/03L-0: on 030327* both HPC I area smoke detection 
sys alarmed in main control room. Caused by valve A02301-31 
steam Irak causing false Ind ications. Valve repa i red . W/030624 
Itr. 

WHITNEY, G. G. . HARR INGTON. W. D. Boston Edison Co. 03/06/24. Region 
1. Office of Director. 2pp. 19300:182. 24X Fiche: 30-293* 03/06/24* 

8307110476. 


0307110306 LER 83-031 /03L-0: on 830320, HPCI sys made inoperable to 
repair steam leak on AO 2301-31. Caused by leaking stem 
packing. Pack ing rep laced. Va lve tested satisfactorily. Sys 
returned to svc. W/830624 Itr. 

WHITNEY, 0. G. * HARR INGTON, W. D. Boston Edison Co. 83/06/24. Region 
l* Office of Director. 2pp. 19300:084 24X Fichu: 50-293. 83/06/24, 

0307110306. 


8307120423 Updated LER 80-033/03X-I : on 800014*0907 «< 14. HPCI turbine 
exhaust line snubber 23-3-36 determined inoperable Caused by 
transient hydrodynamic shock during startup L shutdown 
8nubb«rs upgraded. W/830624 Itr. 

VENDER* J. , HARRINGTON. W. D. Boston Edison Co. 03/06/24. Region 1* 
Office of Director. 2pp. 19424:208. 24X Fi c h o : 30-293* 03/06/24, 

0307120423. 


0307120310 Updated LER 02-O30/O3X-1 : on 020817* RCIC steam line high 
differential pressure alarm race! ved. Caused by air in 
sensing lines to pressure swi tchea, Cross threaded cap found 
on in-line snubber. Snubber rep laced. W/830624 Itr 

VENDER, J.* HARRINGTON. W. D. Boston Edison Co. 03/06/24. Region 1* 
Office of Director. 2pp. 19433:190. 24X Fiche: 50-293, 03/06/24, 

0307120318. 


8307130127 LER B3-033/03L-0: on B3060 1 * governor for diesel generator B 
failed to properly respond to control signals. Caused by 
malfunctioning mechanical governor supplied by Woodward 
Governor Co. Governor replaced w/spare. W/830627 Itr. 

WHITNEY* 0. 0. * HARRINGTON. W. D Bos ton Ed i son C o 83/06/27. Region 
1. Office of Director. 2pp. 19333:259. 24X F i c h e : 30-293* 03/06/27* 

0307130127. 


8307010011 PNO- I -83-07 1 : on S30627, 1 iconsee began shutting down to 
Inspect for unidentified RCS leakage. Licensee identified two 
packing leaks on 830628. Outage estimated to last 3-4 days. 
JOHNSON* J. * HUDSON. 8. « ELSAS3ER, T- Region 1, Office of Director 
03/06/20. tp. 19169: 0B7. 24X Fiche : 30-293. 03/06/20, 830701001 1. 


8307130022 LER 83-034/03L-0: on 030606* n l trog en purge isolation valve 
AO 3033B failed to meet Tech Spec required closing time, 

Caused by use of 3/8-inch solenoid air supply valve 8V 
3033B. Valve replaced w/l/2-inch solenoid va 1 ve. W/830630 Itr, 

WHITNEY* G. 0. , HARRINGTON# W. D. Boston Edison Co. 03/06/30. Region 
1* Office Df Director, 2pp. 19336:206. 24X Fi c h e : 30-293. 83/06/30, 

B307 130022. 


0307150243 LER 83-029/0 1 T-0: on 830617* spent fuel pool A HX E206-A 
supports found incapable of withstanding seismic loads. 

Caused by deviation from original design during initial 
const. Supports modified. W/830630 Itr. 

WHITNEY*©, * HARRINGTON* W. D. Boston Edison Co. 83/06/30. Region 
1* Office Df Director. 2pp. 19331:093. 24X Ft c h e : 30-293* 03/06/30. 

8307130243. 


0307130262 LER 83-032/99X— 0: on 83060 1 * organ 1 1 a 1 1 on changes made to 
station it corporate structures in Tech Spec Section 6.2. 

Changes intended to provide more direct !* effective support 
of station operations. W/830630 Itr. 

WHITNEY* 0. 0. * HARRINGTON* W. D. Boston Edison Co. 83/06/30 Region 
l# Office of Director. 4pp. 19338:076. 24X Fich e : 30-293* 03/06/30* 

0307130262. 


8307220430 Updated LER 00-034/03X-1 : on 00070 J t 16, HPCI turbine 
discharge line snubber found severed 8. HPCI declared 
inoperable Caused by transient hydrodynamic shock during 
startup V shutdown of HPCI t urb i ne. W/03O7O6 Itr. 

VENDER, J, HARRINGTON, WD Boston Edison Co 03/07/06. Region 1. 

Office of Director. 2pp 19607; 202 24X Fich e : 50-293* 03/07/06, 

0307220430. 


0307220551 Updated LER 79-050/03X-1 on 791221* HPCI eyhaust line 
snubber SS-23-3-31 strut assembly found Lent b thread 
assembly out of wall mount Caused by transient hydro shock. 

Snubbers upgraded 6 addl snubbers added W/B307Q6 Itr. 

VENDER* J , HARR INGTON, W, D Boston Edison Co. 03/07/06 Region 1, 

Office of Director. 2pp 19606:033. 24X Fiche 50-293* 63/07/06, 

8307220591. 


8307220519 LER 03-O35/O3L-O: on 830610* three of fouv motor operator 
mounting cap screws found backed out of core spray test 
valvo MOV 1 400-4 A. Caused by insufficient cap screw torque 
Screws coated & torqued. W/B30707 Itr. 

WHITNEY. G. G. , HARR INGTON, W. D. Dos t on Ed i son Co. 83/07/07 Region 

1, Office of Director, 2pp. 19609:226 24X Fi che; SO-273, 83/07/07. 

B307220919. 


0307220206 LER 83-036/03L-Q: on 03D6 16, over brave 1 alarm received during 
routine coupling check for control rod 30-91, ind i cat! rig 
possible uncoupled rod. Causa unknown. Dv i vt position 
recoup led. W/B3071 4 Itr. 

WHITNEY* G. G. * HARRINGTON Boston Edison Cn. B3/Q7/14 Region 1* 

Office of Director. 2pp 19604 032 24X Fi ch e : 50-293. B3/07/ l 4, 

0307220206. 


Q307220331 LER 83-037/03L-0: on B306l7,Fire Door 64 between emergency 
diesel generator air compressor rooms would not latch 
properly. Caused by door out of adjustment Door latch 
ad jus ted. W/030714 1 tr. 

WHITNEY. G G , HARR l NOTON, W. D Dos ton Ed i son Co 03/07/14. Region 
1, Office of Director, 2pp. 19675:351. 24X Fi c he : 50-293, 03/07 / 1 4, 

8307220331. 


0307280059 LER B3-03B/03L-0: on 030622* one slgnnff sheet found not 
initialed for 2 h period during unscheduled supervisory insp 
of fire patrol s. Caused by failure to read $, comprehend list 
of areas to be patrolled. Ind Ivi dua 1 Instructed. W/83D710 Itr, 

WHITNEY, G. G. , HARRINGTON* W. D. Dos tori Ld i 4 on Co. 03/07/18 Region 
I, Office of Director 2pp. 19791:199 24X FI c h e : 30-273, 03/07 / i B, 

8307280039, 


DOCKET 30-294 MICHIGAN STATE UNIV, RESEARCH REACTOR 


F. Security, medical, emergency Pa fire protection plans 


0307110205 Releases public version of licet, see Itr re submittal of 
changes to emergency plan. 

FELTON, J. M. Division of Rules and Rocordt. 83/06/24. Document 
Management Branch. Ip. 19309:393. 24X Fiche: 50-294. 83/06/24* 

□ 3071 10205. 


*03071 10280 Forwards public version of request for ex tuns ion until 
931101 to submit required changes to emergency plan,* pet 
830610 itr, Changes unnecessary if reactor transfer to 
McClellan Air Force Base authorixed 

WILKINSON. B. W. Michigan State Univ. 03/06/15. THOMAS, C. Q. 
Standard! lattan b Special Projects Branch. Ip. 17389:334. 24X 

Fiche: 30-294, 83/06/24* 8307U0205. 


8307190427 Advises that 830615 request for extension until 031101 
to respond to questions re emergency plan granted. 

THOMAS, C, 0, Standard 1 lation * Special Projects Hranch. 83/07/03. 
WILK rNSON* B. Michigan State Univ. 2pp, 19966:349. 24X 

Fiche: 30-294, 83/07/09, 0307100427, 


Q. Inspection reports* IE Bulletins h correspondence 


0307080254 Forwards IE Insp Rept 50-294/03-01 on 830917-20. No 
noncompliance noted, 

PAPER IELLQ, C, j. Division of Emergency Preparedness 5* Operational 
Support. 83/06/13. TERRY, S, H. Michigan State Univ 2pp. 
19332:038. 24X FI che: 30-294, 83/06/13, 83070B0294 


—0307080263 IE Insp Rept 30-294/83-01 on H303I9-20. No non C omp 1 lane e 
noted Major areas inspected; qua 1 ifications.audits* training* 
radiation protection procedures, instruments & equipment, 
exposure control b labeling. 

GRANT* W. D. . OREGER* L. R. Region 3, Office oP Director, 03/06/10 
7pp 19352:040. 24X Fiche 90-294* 83/06/13, 8307080254. 
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V Operator Eiaminati oris 


03Q7O8O427 Generic Ltr 83-12A to all nonpower reactor licensees re 
issuance of NRC Form 398, "Personal Qualifications 
Statement - Licensee. " Svc list end 

E ISENHUT , D. G Division of Licensing 83/07/11. Michigan! Univ. 
OF. 14pp. 19363138- 24X F i c he SQ-OOQ. 03/07/ 1 1 , 8307QB0427. 


K. Utility Final Safety Analysis Report (FSAR > & amends 


8307010195 Forwards amends tq updated FSAR far facilities. 

STIEDE.WL, Commonwealth Edison Co. 83/06/29. DENTON* H. R. Office 
of Nuclear Reactor Regulation* Director. 2pp. 19123:001. 24X 

Fiche: 50-000, 03/06/29* B3070I019S. 


— 8307010196 Rev 1 to updated F8AR for Zion Station 1 & 2. 

* Commonwealth Edison Co. 82/12/31 66pp 19123:003. 24X 

Fiche: 50-000. 83/06/29* 8307010193. 


R. Operating license stage documents It correspondence 


DOCKET 50-293 ZION NUCLEAR POWER STATION. UNIT 1 


F. Security, medical, emergency h fire protection plans 


Q3O7O0O3OJ Recommends imposition of civil penalty in amount of *10,000 
for violations found during special safeguards insp on 
830313. Util 830609 response provides no basis for further 
m i t lgat 1 on. Draf t ltr to licensee encl. 

SCHULTZ, W H. Region 3* Office of Director 83/07/03. AXELRAD* J. A. 
Enforcement Staff. 4pp 19350:185 24X Fi ch e : 50-295, 03/07/05. 

0307080301. 


8307110131 Confirms 830705 te lean between F Lentine & M Holimer re 
830708 security enforcement meeting at Region 111 ofes to 
review 830615 breach of security event corrective actions 
prevent recurrence. 

KEPPLER.J G. Region 3* Office of Director. 03/07/05. REED* C. 
Commonwealth Edison Co Ip 19375 125. 24X F i ch e : 50-295, 83/07/05* 

83071 10131. 


® 3-O7 l203?l Notifies that request for license amends to clarify 
responsibility of licensee during emergencies withdrawn. 

Addition of Paragraphs * 6 y to 1GCFR50. 54 provided 
necessary clarification. 

LENTINE, FG. Commonwealth Edison Co. 83/07/06 DENTON* H. R. Office 
of Nuclear Reactor Regulation, Director. ip. 19430: 142. 24X 

Fiche: 30-295. B3/07/06* 8307120391 . 


8306060070 Generic Ltr B3-22 to all operating reactor licensees, 
applicants for OLs U holders of CPs for Weatinghouse PWRs 
re safety evaluation of “Emergency Response Guirfel ines *■ 

Bvc list end, 

EIBENHUT, D. G. Division of Licensing. 83/06/03. Yankee Atomic 
Electric Co. 10pp. 19363:116. 24X Fi che : 30-000* 83/06/03, 

0306060070. 


0307270343 Forwards request for addl info clarifying 820716 response rt 
ATWS. Trip of main feed pumps will cause main turbine to 
trip, however* unc lear exactly what loss of feedwater events 
would lead to turbine trip. 

VARGA, 8. A. Operating Reactors Branch 1. 93/06/23. FARRAR, D. L. 

Commonwealth Edison Co. Bpp. 19802:340. 24X F i c h e : 90-295, 03/06/23* 

8307270343. 


0306270397 Generic Ltr 83-26 to all applicants for OLs it holders of 
CPs for power reactors re c lar i f icatl on of surveillance 
requirements for diesel fuel impurity. Bvc list end. 

EIBENHUT, D. 0, Division of Licensing. 83/07/05. Consolidated 
Edison Cd. of New York, Inc. 16pp. 19390:317. 24X 

Fiche: 30-000* 83/07/03, B306270397. 


B3072B0266 Forwards IE Insp Repts 50-295/83-09 & 50-304/03-09 on 
030613-17 No noncompliance noted. 

PAPER IELLQ* C. J. Division of Emergency Preparedness It Operational 
Support. 83/07/12. REED, C Commonwealth Edison Co. 2pp 
19791:341. 24X Fiche: 30-295* 03/07/12, 8307280266. 


— 8307 280274 IE Insp Repts 30-295/03-09 U 30-304/83-09 on 030613-17. No 
noncompliance noted Major areas insp tt ted ; emergenc y 
preparedness program, i ncl ud i ng licensee actions on 
previously identified Items. 

PHILLIPS* M. P. . LICKUS, R. M, , AXELSON. W. L. Region 3, Office of 
Director. 83/07/08 lBpp 19791:343. 24X F x che : 50-295, 83/07/1 2* 

03 07280266. 


B3O7290293 Releases public version of Rev 3 to emergency plan 
implementing procedure. 

FELTON* J M. Division of Rules and Records 83/07/19. Document 
Management Branch lp. 19838:163. 24X Fiche : 50-293, 83/07/ 1 9* 


— 8 3 07290299 Public version of Rev 3 to Emergency Plan Implementing 
Procedure Efip t40~i* “Maint Director Emergency Plan 
Implementing Procedure. " Receipt form «* 830621 ltr end. 

NYK1RK, J. W. Commonwealth Edison Co. 83/06/20 DENTON* H. R. NR 
No Detailed Affiliation Given. 5pp. 19838: 164 24X 

Fiche : 50-295* 03/07/19, 8307290293. 


930726001 B Submits supplemental response to NUREO-0737* Supp 1 1 (Generic 
Ltr 02-33) . Descr iption of parameter selection criteria to be 
submitted by 831231. Human factors !< safety parameter display 
sy* verification to be performed w/ver i f icat i on program. 


SWARTZ, ED. Commonwealth Edison Co. 83/07/30. 
of Nuclear Reactor Regulation, Director. 2pp 
Fiche: 30-000, 83/07/20,8307260018 


program. 

DENTON* H. R. Office 
19727:177. 24X 


830728034? Forwards review of draft Rev 4 to generic portion of 
generating station emergency plan. Plan deficiencies marked. 

Flow chart for general emergency offsite protective 
decisions encl. 

PAPER IELLD, C. j Region 3, Office of Director. 03/07/26 REED* C 

Mw“"a»7wraS?. C °-. ‘ 0,,p so-ooo, 


G. Adjudicatory correspondence 


0307060329 Generic Ltr 03-37 to all licensees k applicants for 
operating power reactors & holders of CPs for powor reactor* 
re surveillance intervals in BT0. Svc list end. 

EIBENHUT, D. Q. Division of Licensing. 03/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:234. 24X 

Fiche: 30-000, B3/07/06* 0307060329. 


B307 120391 Notifies that request for license amends to clarify 
responsibility of licensee during emergencies withdrawn. 

Addition of Paragraphs x & y to 10CFR30. 34 provided 
necessary clarification. 

LENTINE. F. 0. Commonwealth Edison Co. 83/07/06. DENTON. H. R, Office 
of Nuclear Reactor Regulation. Director. lp. 19430- 142 24X 

Fiche: 30-295, 03/07/06, 8307120391. 


B307080169 Generic Ltr 83-20 to all licensees of operating reactors, 
applicants for OL & holders of CPs re required actions based 
on generic implications of Salem ATWS events. Bvc list encl. 
EIBENHUT, D. G. Division of Licensing. 03/07/08 Consolidated 
Edison Co. of New York, Inc. 3Bpp. 19669:269. 24X 

Fiche: 30-000, 83/07/00, 0307000169. 


0307280375 Discusses plani for upgrading core exit thermocouples# 
supplementing 830319 response to Qoneric Ltr 02-20 re 
inadequate core cooling Instrumentation sy *. Upgrad ing of 
field cable ref junction boxo* under evaluation. 

LENTINE, F.G Commonwealth Edison Co, 03/07/14, DENTON* H. R. Office 

of Nuclear Reactor Regulation! Director. lp. 19796' 104 24X 

Fiche: 30-293, 03/07/14, 8307200373, 


8307280482 Forwards draft of review ropt for Zion Probabilistic Safety 
1 * II- c °">menfctt requested by B30DI2, W/o end. 

VARGA* S. A. Operating Reactors Branch I. 03/07/32. FARRAR, D. L. 
8307200402 e,iiton C °' 2pp ' 1*8**046. J24X Fi c h •: 30-293, 83/07/23. 


rsporU ' IE Bulletins U correspondence 


i v t i if w i rrum insprvice imp qtqqtm/u 
A ? ME S#cUon XI Code, J 974 Edition through 
lSSJSf rs Ad ? enda ’P er 10CFR30, 33a(g) (3). Review requested. 

Commonwealth Edison Co. 03/06/37. DENTON, H. R. Office 
*1* factor Regulation, Director. 37pp, 19160:137. 24X 

Fiche; 50-293* 03/06/27, 8307010103. P 


0307120393 Advises that time for Commission to review Director's 
Dec., Oh DO-83-8 ,<p ir.d. ion dhdlhed reviw 

f,nal fl 3 ency action on 830703. 

nuioac p the Secretary of the Commission. 83/07/11 

Pollution it Environmental Problems, Inc lp 19433 07 A 

24K Fiche: 50-000,83/07/11*8307120593. P ‘ 19<J33 ‘ 076 - 


n v v t w 6 vi vu ur 


83 ?^ a S?oL^:r m : ni,s *r a ? itioTi ° f civn 

B303?5 Util durlf1{J *P»cial safeguards insp on 

mitioation nr^t°?». re ! P0 V Se Provides no basis for further 
2em??5 £ u ltr *° li consee encl. 

Enforlelent' vflV™ 0fflc * of director. 83/07/03. AXELRAD, U. A. 
8307000301* 8tatf 4pp ' 19350-183 24X Fiche: 30-293, 83/07/05, 
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0306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem. 1 ' Svc list end. 

JORDAN 1 , E, L. 01 vi i i an of Emergency Preparedness 4i Engineering 
Response (Post 330103). 83/07/11. Consolidated Edison Co. of New 

York* Inc. 154pp. 195*3:293. 24X F i c h a : 50-000, 03/07/ 11 1 830627040 1 . 


0306270404 IE Info Notice 03-47# "Failure of Hydraulic Snubbers as 
Reiult of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 03/07/12. Consol idated Edison Co. of New 

York, Inc. 141pp. 19363:153, 24X Fi ch e : 50-000, 83/07/ 1 2, 0306270404. 


3307200266 Forwards IE Insp Repts 30-295/83-09 it 30-304/83-09 on 
030613-17. No noncompliance noted. 

PAPER IELLQ, C. J. Division of Emergency Preparedness & Operational 
Support. 03/07/12. REED, C. Commonwealth Edison Co. 2pp. 
197-81:341. 24X Fiche: 30-293, 83/07/ 12. 0307280266. 


— 8307280274 IE Intp Repts 30-293/83-09 U 50-304/83-09 on 830613-17, No 
nancompl iance noted. Major areas 1 ns p ec ted : emergency 
preparedness program, inc lud lng licensee actions on 
previously Identified items. 

PHILLIPS, M. P, # LICKUS, R. M. , AXELBdN, W. L. Region 3, Office of 
Director. 83/07/00. 18pp. 19791:343. 24X F i ch fc : 50-295# 83/07/ 1 2, 

8307280266. 


8306270406 IE Info Notice 03-40# "Gaseous Effluent Releases of 
Radioactive 1-123 it 1-131 In Excess of NRC Limits. " Svc list 
end. 

TAYLOR# J. M. Division of QA, Safeguards St Inspection Programs (Post 
830103), 03/07/14. Consolidated Edison Co. of New York# Inc, 

114pp. 19713:270. 24X F i ch e : 50-000, 03/07/ 14, 0306270406. 


0307280094 Confirms 030726 mg t meeting in Chicago# IL to discuss 
licensee regulatory performance it communi cation problems 
between NRC it util, per 830715 discussion. 

NORELIUB, C. E. Division of Project it Resident Programs. B3/Q7/22, 
REED#C. Commonwealth Edison Co. 2 pp. 19791; 169 24X 

Fiche: 30-000, 03/07/22# 8307280004. 


8307200103 LER 03-OI8/O3L-O: on 830609, d ur i ng monthly s ur veil lane e, RHfl 
miniflow control valve switch 1FIC610A failed & would not 
close miniflow valve at 1.000 gpm. Caused by inoperable 
micro-switch (Barton Model 200 >. M/030713 Itr. 

LANErR, E. # GRAES8ER, K. L. Commonwealth Edison Co. 83/07/13. 

KEPPLER, J. Q. Region 3, Office of Director. 2pp. 19647:306. 24X 

Fiche: 50-293, 03/07/13, B3O72OOt03. 


0307200199 Updated LER 82-030/03X-1 : on 020919# c harg i ng flow was 
less than letdown flow. Increase demand on charging flow did 
not Increase flow rate, Operator tripped pump IB & declared 
pump inoperable. Pump 1A started. 

LANE, R.E, , QRAEBBER, K. L. Commonwealth Edison Co. 83/07/13. 
KEPPLER, J O. Region 3. Office of Director. 2pp. 19647*360 
Fiche; 30-295, 03/07/13, 0307200199. 


30 gpm 


24X 


Ltn B3-017/03L-0:on 830613, high steam flow safety in 
occurred during M9IV ID partial close test (PT-3D). Cauted by 
operator erroneously placing M8IV test switch in reset 
pos ition. Operators re instructed. W/830713 ltr. 

QAJICiZ., 0RAE88ER, K. L. Commonwealth Edison Co, 83/07/13, 
KEPPLER. J. 0. Region 3, Office of Director. 3pp. 19648:030, 
Fiche: 50-295, 83/07/13, 8307200213. 




8307200287 LER 03-01 9/03L-0: on 830613# dur tng imp, diesel generator 1A 
found leaking water out of left bank air intake manifold. 

Diesel declared inoperab le. Caused by personnel error. Valve 
c losed# f i 1 1 lng manifold w/wa ter. W/830713 .1 tr, 

FANNING, 0,1 QRAEBQER. K. L, Commonwealth Edison Co. 03/07/13. 
KEPPLER, J. O. Region 3, Office of Director. 

Fiche: 50-295, 03/07/13,8307200207. 


2pp. 19651:164. 24 X 


nil dju^qi commission notified of Intent to 
issue notice of violation it proposed imposition of civil 
penalty In amount of *10, 000. Notice issued 030726 re 
unauthor i i ed entry into protected area. 

ROSANO. R, , AXELRAD, J. Diree tor ' s Of f i c», Office of Inspection and 
83/07/2A - l P- 19796:103, 24X F i ch e : 50-295# B3/07/26# 

0307280377 . 


8307280102 Confirms reguest for NRC It util senior mg t meeting on 830726 
in Chicago, IL to discuss licensee regulatory performance it 
relationship w/NRC, 

REED, C. Commonwealth Edison Co 83/07/11. DAVIS, D. A. Region 3. 
Office of Director. Ip. 17791:171. 24X Fi c h e : 50-000, 83/07/22, 

0307280004. 


•R. Periodic operating reports it related correspondence 


8307 1-80198 Monthly operating repts for June 1983. W/030708 ltr. 
AUSTIN. G. # GRAEBSER, K. L. Commonwealth Edison Co. 03/07/08. 
Director's Office, Office of Inspection and Enforcement. 
19335:193. 24 X Fichrf: 50-293, 03/07/00, 8307100190. 


12pp. 


8. Reportable occurrences, LERs it related correspondence 


0307080233 LER B3-043/03L-0: on 83061 1 , re f ue 1 1 ng /co Id shutdown 
surveillance (PT-23) performed to verify repairs. Va lve 
failed to close In 5 t. Caused by incorrect setting of 
pressure relief valve In hydraulic c ircui t. W/B30629 ltr, 
GAJIC, Z. ■ GRAES8ER, K. L. Commonwealth Edison Co. 83/06/29. 
KEPPLER, J. Q. Region 3# Office of Director. 2pp, 19352- 050 
Fiche: 50-295, 83/06/29, 8307080233. 


24X 


0307060334 PNO-1 1 1 -83-056: on 830629, securi ty personnel found several 
rolled cigarette butts believed to be mar i juana. VI s 1 tors 
denied access to site & alleged controlled substances turned 
over to police for analysls.Utll awaiting results. 

MILLER< Region 3, Office of Director. 83/06/30. to 

19-234: 141. 24X Fiche: 50-295, 83/06/30, 8307060334 , P 

t? _1 1 Ik S *"? SS L 0 ” B30701 ' boml ‘ thr ' at 1-tc.lv.d from unknown 
female stating that bomb would go off in 10 minutes. 

Licensee security force put on alert status. No explosion 
occurred, State police not notified due to lack of time. 

CReed,j * Region 3, Office of Director. 83/07/01, lp 

19351:216. 24X Flcbe: 50-295, 83/07/01# 8307000020. P 


a3 03O7O9 3 i*rHl!ti T ' mt ? 30709 t,lcon between F Lentine it M Holtmer re 
030708 security enforcement meeting at Region III ofes to 
review 030615 breach of security event it corrective actions 
to prevent recurrence. 

KEPPLER# J. C. Region 3# Office of Director. 83/07/05 REED, C 
B307?lo!a!. W E<M “" C °- lp ' 19373:133 24X Fich»:S0-29S, 83/07/05, 


DOCKET 50-296 BROWNS FERRY NUCLEAR POWER STATION, UNIT 3 
F. Security, medical, emergency fc fire protection plans 


8307140390 Forwards emergency preparedness eveluation rept from 
May 1901 - Mar 1982 emergency preparedness appraisal. 

8lvi * ion ° P Em * r fl*"cy Preparedness & Materials Safety. 
®5£°?;/07. PARRIS, H. C. Tennessee Valley Authority. lp. 19525:073. 
24X Fiche: 30-239# 03/02/07, S307I 40390. 


-HJU/140395 Forwards emergency preparedness evaluation rept. as followup 
to implementation appraisal. Emergency plan provides adequate 
planning basis for acceptable state of emergency 
preparedness, 

PAQANO, F. 0. Emergency Preparedness Branch. 82/12/28, BTOHRiJ, R. 
Division of Emergency Preparedness * Materials Safety. 16pp. 
19525:076, 24X F i c he : 50-259, 83/02/07# 8307140390. 


8307140062 Advise* that NRR 8< Region II final decision on 830201 
request to change current fire door insp program to require 
monthly, Instead of daily, visual insps it maint imps at 
18-month intervals# expec ted within 30 dayi 

Dlvi ‘ l0n of Project it Resident Programs. 03/02/17. 
PARRISrH. 0. Tennessee Valley Authority, lp. 19514-121 24X 

Fiche: 50-259, 83/02/17# 0307140062. 


fire door insp it maint program at f aci 1 i ty . Uti 1 will 
continue dally visual insp & semiannual maint intp program 
of all fire door* as outlined In 810403 ltr. 

Division of Project it Resident Programs. 83/03/85. 
PARRIS, H O, Tennessee Valley Authority. lp, 19523:328 24X 

Fiche: 50-259,03/03/25,8307140360. * 


8307220520 Ack receipt of 030701 ltr Informing NRC of steps taken 
correct violations & deviation noted in IE Insp Repts 
50-259/83-15,50-260/83-15 it 50-296/83-15, 

Div i»i»n of Project U Resident Programs. 03/07/15. 
PARRIB, H. 0, Tennessee Valley Authority. lp. 19605:009 24X 

Fiche: 50-259, 03/07/15# 0307220520. * 


830326-0425. Noncomp 1 iance noted: fai lure to f ol low procedure* 
for RHR svc water functional test tr. to conduct insp of RHR 
u a ~ 9 ? aIr VflCUUm valves during Unit 2 operating cycle. 
PAULK, 0. L. Region 2# Office of Director. 03/05/10 7 dd 
19685:020, 24X FI che: 50-259# 83/07/15# 0307220528. 


8307250626 Releases public version of revised emergency 
implementing procedure*. 

FELTON# J. M. Division of Rules and Records. 83/07/19 
Management Branch. lp. 19717:200. 24X Fiche: 50-2591 
0307250626, 


plan 


Document 

83/07/19# 



TOO 
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9307 250633 Forward* public version of revised pl * n 

1 imp l faint ing p roc ed »r. *, inc lud »ng d»v of " ™!™encu 

■ nirjtnc^ c’r inpin.nttn, prac.dur,* Mnomll. e^rg-ncy 

«rkr Implementing procedure* dfntdNj H R 

tlltLB.L M t.nn,.,.. V»ll.» Author. 83/03/02. OENION^RB. 
OfMcr o, Hucltor Riactor RejulAtlon. D.roctor, ip. 1 
34X Fiche: 50-259, B3/07/19, 8307250626. 


©307250639 Public virtion of revised emergency plan impleme 9 

p rocedure*. Including div of nuclear power emergency Ctr 
irapltnenting procedures to Knoivillr emergency ctr 
l«pl*n»ntlng procedures „„ 

♦ Duka Power Co 83/04/10 210pp. 19717 202. 24X 

F | c h a . 50-259. 83/07/19. 8307250626 


Intunnct 6 indemnity information 


0307 1 30237 Forward* Endorsements 66 6 67 to MEU I A Policy HF-19B 
Endortlfiinti 55 to 56 to MAELU Policy MF-66. A( T ^^ A1U , 
DUCK. J. R Harsh 6 McLennan, Inc 83/07/05. 

Director for Stat# to Licensee Relation*. 5pp. 19507.339. 
Ficht; 50-25?, 83/07/05.8307130257. 


Assistant 

24X 


9307300146 Forward* Endorsement 66 to NEL1A Policy Nr-190 to Endorsement 
57 to MAELU Policy MF- 66 . TlUll1 , 

DUCK, J. R Mart h It McLennan. Inc. 03/07/15- SALTZMAN,J_ 

Director for State 6 Lic*n*e# Relation* 3pp. 19651:000- 
F" 1 che: 50-259. 83/07/15. 8307200146- 


Ais 1 stant 
24X 


/t ana ^ f i *- n a 3 ~sa to all licensee* of operating reactor*. 
0 GO 7 O 0 O 16 ^ G i hoid ^ s of cps rB required action* bated 

applicant .. f Ba i 9m ATWS events. Svc li»t end. 

IuInHUT.D O. Divi.ion of Llc.lt.Jng. B3/07/08. Con.olid.t.O 
— - of New York. ’ 


i att o - oAO 


M0712057S forward* retpon** to 030511 request for add info re 
2Jfiio-0737. Item II.K.3.20, "Qualification of Automatic 
SmHSuriiatton By* <ADS> Accumulator*. AD8 y* 1 '' 0 * * 

D ’ nt capable of performing function detcrlbed in F BAR. 
MlLb"u M. Tennessee Valley Authority. 63/07/00^ DENTON. H. n 
Smce of Nuclear Reactor Regulation, Director. 3pp. 19433.193. 
24X Flche: 50-259, 03/07/08, 8307120975. 


0307260032 Application for amend to LUemoB DPR-33, DPR-52 to DPR-60, 
mvtSi«g T^ch spec, to clarify plant staffing J propj*; use 
of senior reactor operator trained in fuel handling for 

SaLl, l L n n: T.nn..... V.U.V Author, i, 88 ' 07/l8 3 ° EN ™' «: 

Office of Nuclear Reactor Regulation, Director. 2pp. 19727.116, 
24 X Fi C hi: 50-259, S3 /07/ 1 0, 0307260032. 


8307260041 Proposed rev* to Tech 8p ocs, c lar 1 f y ing 

proposing use of senior reactor operator trained 
handling for ref uel Ing. Eva luat i on of significant 
consideration end. , 

* Tennessee Valley Authority. 03/07/18. opp. 
Ficfi* : 50-259, 03/07/ 1 0, 8307260032. 


plant staffing to 
in fuel 
hazards 

19727:118. 24X 


P Operating licente stage document* to correspondence 


8307 S 40150 Forward* *affty evaluation of BUR Owner* Group response to 
WUSREC-0 737. Item U K. 3. 10, "Mod of Automatic 
©•pressurization 8 y* Logic. . . Two acceptable options 
include elimination of high drywell pressure p ermi *s Iv*. 

VASSALLO, 0. B Operating Reactors Branch 2. 03/06/03. PARRIS, H. 0. 

Tennessee Valley Authority. 2pp 19529:334 24X 

Flchi 50-239* 83/06/03. 8307 1 401 SO 


©^>07140153 Forwards safety evaluation concluding requ irements of TMI 
I t»n< II. F. 1.4, "Containment Pressure Monitor, *’ II. F. 1.5, 
"Containment Water Level Monitor" & It, F. 1.6, "Containment 
Hydrogen Monitor," met. Items resolved. 

VASSALLO , D. B Operating Reactor* Branch 2. 03/06/16. PARRIS, H. G. 

Tennessee Valley Authority. 7pp. 19540:041. 24X 

Ficht: 30-239, 83/06/16, 8307i 401 53. 


0 3-0 70701 22 Application for amend to Licenses DPR-33, DPR-52 to DPR-60, 
e*®«iuesting changes to Tech Spec Table 3. 7. A to reflect 
corrtet valve position* for operating pressure suppression 
head tank sy s. Jus t i f icat Ion end. No fees necessary. 

HILLS, L. M. Tennessee Valley Authority. 03/06/24. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19294:130. 
SE4X Fiche: 30-239,83/06/24.8307070122 


830729010*? Forwards result* of test* verifying analyse* performed to 
d emone tr ate adequacy of electrical distribution sys 
voltag ■ e. Measured data not more than 390 below analytically 

predicted resul t*. Ac tion* complete. „ 

KAMMER , D. S, Tennessee Valley Authority. 83/07/22. DENTON,H.R. 
Office of Nuclear Reactor Regulation, Director. 4pp. 19022:035. 
24X Fiche: 50-259, 03/07/22, 0307290109, 


B3072902O6 Forward* response to 030603 request for addl Info re 
NURE0-O737, Item II, K. 3.18, “Automatic Dept a ssur i zat 1 on By* 

Logic Mod. '* Proposed changes can be accomplished w/no loss 
of plan t safety fac tor. Ex 1 sting *y* adequate. 

KAMMER, D, 8 . Tennessee Valley Authority. 03/07/22. DENTON, H, R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19021:144, 
24X Fichu: 50-259, 03/07/22, 0307290206. 


0307280370 Clarifies need for expeditious handling of 030602 request 
to permit operation w/increased core f low, End-of-cyc 1« 
coastdauin begins wk of 030725. Max power necessary due to 
demand* created by unseasonably warm weather, 

KAMMER r D. 8 . Tennessee Valley Authority, 03/07/25, DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19796:105. 
24X Ft che: 50-296, 03/07/25, 0307200370. 


Q. Inspection reports, IE Bulletins to correspondence 


E> 307070124 Proposed chenge* to Tech Spec Table 3. 7. A, ref lecting 

correct valve position* for operating pressure suppression 
head tank sys. 

* Tennessee Valley Authority. 83/06/24. 6 pp. 19294:132. 24X 

Fiche: 50-259. 83/06/24, B307070 122. 


0:307060218 Inform* that NUTECH analysis indicated that low-flaw control 
to reactor water cleanup sys crosstie mod detailed in 
ML7REC-0619, not required at faci 1 lty. Vendor rept will be 
• ufemitted by 830816. 

MILLS, L M Tennessee Valley Authority. 83/07/01. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19240:361. 
34X Fiche: 50-259, 83/07/01,8307060218. 


000*270397 Generic Ltr 83-26 to ail applicant* far OLs to holder* af 
CP* for power reactors re clarification of surveillance 
*- ■ quit ements for diesel fuel impurity. Svc list end. 

IE IJ3-EWUT, D. G- Division of Licensing. 03/07/05. Consolidated 
Edison Co. of New York. Inc. 16pp. 19390:317. 24X 

r ich*: 50-000,83/07/05,8306270397. 


EJ3072T0030 Confirms 830701 discussion re processing of 830613 request 
for license amends modifying required surveillance interval 
for standby gas treatment sys testing. Notice of 
comldirition of issuance will be issued. 

VASSALLO, D. B. Operating Reactors Branch 2. 83/07/05. PARRIS, H. 0. 

Xmnnessee Valley Authority. 2 pp. 19672:359. 24X 

fr 1 Che: 50-259, 83/07/05, 8307210030. 


B307I4Q062 Advise* that NRR to Region II final decision on 030201 
request to change current fire door insp program to require 
month 1 y , instead of daily,visual Inapt to maint ln*pt at 
lG-mo-nth Interval t, expected within 30 days. 

LEWIS, R.C. Division of Project t* ReiJdent Program*. 83/02/17. 
PARRISj H. 0. Tennessee Valley Authority. Ip. 19514:121. 24X 

Fiche: SO-259, 03/02/17,0307140062. 


330714036-0 Confirmi 030316 telcon between JA Domer to F 8 Cantrell re 
fire door insp to maint program at -Facility, Util will 
continue dally visual Insp to semiannual maint Imp program 
of all fire door* as outlined in 010403 ltr. 

LEWia, R. C. Division of Project to Resident Programs. 03/03/25. 
PARR I &» H- O. Tennessee Valley Authority, Ip, 19523:320. 24X 

Fiche: 550-259, 83/03/25, 8307140360. 


8307140033 Forwards IE Insp Rept* 50-259/83-20,50-260/03-20 to 
50-296/'B3-20 on 030524-27. No noncomp Hence noted. 

VERRELLI, D. M. Division of Project to Resident Program*. 83/06/16. 
PARRISj H. 0 . Tennessee Valley Authority, 2pp. 19514:211. 24X 

Fiche: 50-259, 83/06/16, 0307140035. 


-0307140041 IE Insp Rept* 50-259/83-20.50-260/83-20 to 50-269/83-20 
030324-27, No noncomp 1 ianct noted. Major areas inspected: 

Ins ot-v ice insp work to work activities, data to evaluation*, 

IE Bulletin 03-02 to licensee event followup. 

CQLEYjJ.L. , DLAKEiJ. J, Region 2, Offico of Director. 03/06/10. 
*PP. 19514:213. 24X Fiche: 50-259, 83/06/16, 0307140035. 


g3070A0329 Centric Ltr 03-27 to all licensees to applicants for 
operating power reactors to holders of CP* for power reactors 
-r-a surveillance intervals in STS. Svc list end. 

£IB£NWT, D. 0. Division of Licensing. 83/07/06. Consolidated 
Ctflson Co. of New York, Inc. 16pp. 19667:254. 24X 

*riche: 50-000, 83/07/06,8307060329. 


Forwards IE Imp Rept* 30-299/03-21,50-260/03-21 to 
50-296/83-21 on 030602-03. No noncamp 1 lance noted. 

D ' Ml Division of Project to Resident Program*. 03/06/23. 
PARRia f n.Q. Tennessee Valley Authority. 2pp. 19514:220. 24X 

Ficht: 30-259, 03/06/23, 8307140046. 
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— B3Q7J40033 l£ Insp Rapt* 50-239/83-21,50-260/03-21 & 30-296/83-21 on 
03O6(l2-O3.No noncompliance noted. Major areas Inspected: 

Licensee program for keeping radiation exposure ALARA. 

H08EY, c. M. , WRAY, J. R. I BARR, K, P. Region 2, Office of Director. 
03/06/23 3pp. 19314:222. 24X Fiche: 30-239, 03/06/23, 8307140046. 


9307110639 Notification of 030706 meeting w/util in B*the*da,MD to 
discuss results of licensee imp of recirculation sys piping 
& proposed analysis S* repair program. 

CLARK, 0. Operating Reactors Branch 2, 03/06/30. VA60ALLO, D. 0. 

Operating Reactors Branch 2, ip. 19391:390. 24X 

Ficha: 30-259, 83/06/30, 8307 1 1 0639. 


9306270401 IE Info Notice 83-46, “Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem. " Bvc list encl. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response <Post 930103). 83/07/11. Consolidated Edison Co. of New 

York, Inc. 194pp. 19563:293. 24X Fiche: 90-000, 03/07/1 1 , 8306270401. 


9306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." 8vc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 03/07/12. Consolidated Edison Co. of New 

York, me. 141pp. 19563:153. 24X Fiche: 90-000, 03/07/12, 0306270404. 


3306270406 IE Info Notice 03-48, "Gaseous Effluent Releases of 
Radioactive 1-129 * I-13I In Excess of NRC Limits." Svc list 
• ncl. 

TAYLOR, J. M. Division of QA, Safeguards * Inspection Programs (Post 
930103). 83/07/14. Consolidated Edison Co. of New York, Inc. 

114pp. 19715:270. 24X Fiche: 50-000, 83/07/14, 0306270406. 


1307220928 Ack receipt of 830701 ltr informing NRC of steps taken to 
correct violations U deviation noted in IE Insp Repts 
90-259/83-13,90-260/83-15 fc 50-296/03-15. 

LEWIS, R. C. Division of Project fc Resident Programs. 83/07/13. 
PARRIS, H.Q. Tennessee Valley Authority. ip. 19605:009. 24X 

Ficha: 50-239, 83/07/15, 0307220528. 


-0307220533 Responds to NRC 830526 ltr re violations t* deviation noted 
in IE Insp Repts 50-259/83-15,50-260/03-15 «< 30-296/83-19. 
Corrective actions: schedule sys U plant procedures will be 
revised t, michanlcal malnt instructions ulll be reviewed. 

MILLS, L. M. Tennsssae Valley Authority. 83/07/01 0 'REILLY, J. P. 

Region 2, Office of Director. 6pp. 19609:010. 24X 

Fic he: 50-259, 83/07/15, 0307220528. 


—0307220938 Forwards IE Insp Repts 50-259/03-15,50-260/03-19 * 
50-296/83-15 on 030326-0415 * notice of violet ion. 

Description of ectlom to improve effectiveness of mg t 
control sys re mechanical maint are* required. 

LEWIS, R.C. Division of Project ft Resident Program*. 83/09/26. 
PARRIBjH. 0. Tennessee Valley Authority. 2pp. 19689:016, 24X 

Fic he: 50-259, 83/07/15, 8307220520. 


— 8307220340 Notice of violation from insp on 830326-0425. 

• Region 2, Office of Director. 03/05/26. Ip. 19605:010. 24X 

Fiche: 50-259,03/07/15, 0307220528. 


— 0307220343 Notice of deviation from insp on 030326-0425. 

e Region 2, Office of Director, 03/05/26. Ip. 19685:019. 24X 

Fiche: 30-259, 83/07/15, 8307220520. 


—8307220347 IE Insp Repts 50-299/03-13,30-260/03-15 5, 50-296/83-15 on 
030326-0423, Noncompl lance noted: fa I luro to follow procedures 
for RHR »vc water functional test $t to conduct insp of RHR 
svc water air vacuum valves during Unit 2 operating cycle. 

PAULK, O. L. Region 2, Office of Director. CANTRELL, F. 8. Division 
of Project fc Resident Progrems. 83/05/10. 7pp, 19683:020. 24X 

Fiche: 50-299, 83/07/13, 830722032B. 


0207250127 Forwards Rev 3 to integrated schedule re IE Bulletin 00-1 i, 
"Masonry Wall Design" mods. Rev 4 will be submitted in 
Jan 1904. 

MILLS, L, M. Tennessee Velley Authority. 83/07/10. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 12pp. 19706:003. 

24X Fiche: 50-259, 03/07/10, 0307250127. 


R. Periodic operating reports fc related correspondence 


0307220312 Monthly operating repts for Mar 1983. 

THOM, T. Tennessee Valley Authority. 83/04/01. 45pp. 19674:233. 

24 X Ftche: 50-259, 83/04/01,0307220313. 


0307220433 Monthly operating repts for May 1903. W/830610 ltr. 

THOM, T. » COFFEY, J, A. Tennessee Valley Authority. 83/06/01. 
Office of Resource Management, Director, 41pp. 19687:204. 24X 

Fiche: 50-259, 83/06/01 , 0307220433. 


8. Reportable occurrences, LERs & related correspondence 


8307120070 LER B3-033/03L-0: on 830601 , d i ese 1 generator 3EA lube oil 
circulating pump motor tripped of f. Caused by failure- of 
motor bearings. Oelco Model 12724-Y1 motor replaced. 

W/830630 ltr- 

CHRISTOPHER, W. , GREEN, H. J. Tennessee Valley Authority. 03/06/30, 

Q 'REILLY, J. P Region 2, Office of Director. 3pp. 19423:144. 24X 

Fiche: 50-296, 83/06/30, 0307120070 


8307220246 LER 83-036 /03L-0: on B306ia, two control rods indicated 
uncoupled by rod overtravel alarm. Caused by disconnected 
inner f i 1 ter, damag a d spud L/or crud accumulati on. Contro 1 rod 
electrically disarmed. W/830715 ltr. 

WINQOi M D. i GREEN, M. J, Tennessee Valley Authority. 83/07/13. 
Rtglon 2< Office of Director. 3pp. 196B4; 196. 24X 

Fiche; 50-296. 03/07/15,0307220246. 


0307250487 LER 03-O37/O3L-O: on 830617, during normal steady-state 
operat ion, charg Ing water for RHR & core spray switched from 
condensate head tank to PSC head tank w/charging water 
pressure falling to 42 psig. Sys restored. W/B3071 4 ltr, 

UINGO'M.D., GREEN, H, J. Tennessee Valley Authority. 83/07/15. 
O'REILLY, J. P. Region 2, Office of Director. 3pp. 19701:214. 24X 

Fiche: 50-296, B3/07/15, 0307250407. 


8307260552 LER B3-035/03L-0: on 830620, while performing primary 
containment Isolation valve operability test, valve FCV-69-2 
would not fully close. Caused by valve operator motor breaker 
tripping due to armature winding fat lure. W/830719 ltr. 

CHRI8T0PHER, W. , GREEN, H. J. Tenne nee Va I 1 «y Author i ty. 03/07/19. 
O'REILLY, J. P. Region 2, Office of Director. 3pp. 19731:296. 24X 

Fiche: 50-296, 03/07/19, 830726055 2. 


0307290083 LER 03-O3B/O3L-O: on 030624, while performing SI 4. 2. F-6 
(suppression chamber water temp 1, TI-64-53A temp indicator 
found out of tolerance, Cause not stated. Fa i lure determined 
to be random occurrence, W/030721 ltr. 

GOODWIN, D. C. , GREEN.H.J. Tonne ss e« Va 1 1 e y Aut h or i t y. 83/07/21. 
O'REILLY, J. P, Region 2, Office of Director. 3pp. 19822:201. 24X 

Fiche: 30-296, 03/07/2 1 , 0307290003. 


0307290230 NPDES noncomplUnce not i f i ca ki on : on B30619, samp 1 e* from 
emergency equipment cooling water sys containsd excessive 
total residual chlorine concontrat ions. Caused by misaligned 
valve in chlorination injection sys. 

EL-ASHRYi M. T. Tennessee Valley Authority. 83/07/26. 3pp. 
19022:020, 24X Flch e : 50-259, 03/07/26, 0307290230. 


V. Operator Examinations 


8307140269 Confirm* 030306 telcon re Region II interpretation of 
medical restrictions explicitly entered on operator & senior 
operator 1 icenies. Interprets* ion based on definition in 
ANSI N456-1976 (ANS-3. 4). 

LEWIS, R.C. Divition of Pro j bc t h Resident Program*. ^3/05/11. 
PARRIS, H. 0, Tennessee Valley Authority. 2pp. 19522:331. 24X 

Fiche: 50-259, 83/05/ i 1 , 0307140269. 


DOCKET 50-297 NORTH CAROLINA STATE VNIV. FUL8TAR REACTOR 


F. Security, medical, emergency & fire protection plans 


0307070161 Forwards Rev 3 to Pulstar reactor security p Ian, el imlnating 
control room access keys. Rev withheld. 

BRAY, T. C. North Carolina State Univ. 83/05/16, THOMAS, C. Q, 
Standardiiatlon & Special Projects Branch. 2pp. 19294:23?. 24X 

Fiche: 30-297,83/03/16,0307070161. 


V. Operator Examinations 


8307000427 Generic Ltr Q3-12A to all nonpower reactor licensees re 
issuance of NRC Form 390, "Personal Qualifications 
Statement - Licensee." Svc list encl, 

EIEENHUT, D, G. Division of Licensing. 83/07/11. Michigan, Univ. 
of. 14pp. 19563:130. 24X Fiche: 50-000, 83/07/11 , 8307000427. 


DOCKET 50-290 COOPER NUCLEAR 8TATI0N 


F. Security, medical, emergency & fire protection plans 


8307260514 Forwards IE Insp Rept 50-298/03-07 on 930404-07. No 
noncompl lance noted. 

MADSEN, 0. L. Region 4, Office of Director. 03/06/24. PILANT, U. M. 
Nebraska Public Power District. 2pp. 19733:335. 24X 

Fiche: 50-298, 83/06/24, 8307260514. 



102 


DOCKETED ITEMS 


—8307260531 IE |n*p Rept 30-298/83-07 an 030404-07. No noncomp I iance 
not»d Major irm inspected emergency procedure*. 

HACKNEY. C. A i KELLY, J Region 4, Office of Director KENGYER, J. 
SitUlIf Memorial Institute, Pacific Northwest Laboratory. 

03/06/24 Qpp 19733:337. 24X Fiehe : 30-298, 83/06/24, 8307260514. 

B3O726O20O Forwards IE Imp Rept 50-298/03-13 on 030509-13. No 
noncoap 1 iance noted. 

MADSEN. CL. Region 4, Office of Director. 03/07/21. PILANT, J. M. 
Nebraska Public Power District. 2pp 19726:128. 24X 

Fichs: 50-298, 03/07/21 . 0307260280. 


— 0307260206 IE in$p Rept 50-299/03-13 on 830509-13 No noneomp 1 iance 
noted Major areas inspected: securi ty organization response, 
keys 6 c ©mb inat i on i, s ecur i ty sys power supply & lighting. 

Details Withheld (ref 10CFR73. 21). 

CALDWELL. R. A. . KELLY, J. A. F. . HUNNICUTT, D. M. Region 4, Office of 
Director 83/07/22. Ip. 19726:130. 24X Fiche: 30-298, 03/07/21, 

0307260200. 


H Central correspondence 


8307260410 Confirm* 830426 telcon re P Thomason nomination as acting 
superintendent of facility. 

JONES, C.R. Nebraska Public Power District. 83/04/26. COLLINS, J. T. 
Raglan 4, Office of Director. Ip. 19733:201. 24X 

Fich t : 50-290. 83/04/26, 8307260410. 


K. Utility Final Safety Analysis Report (FSAR) 1* amends 


8307120407 Corrected Page D-2-15 of updated FSAR re safety-related 
(essential) sys covered by QA program. W/830305 Itr. 

PILANT, J.H. Nebraska Public Power District. 03/05/05. COLLINS, J. T. 

Region 4, Office of Director. 2pp. 19430:120. 24X 

Fiche: 30-290, 83/05/05, 0307120407. 


0307140130 Forward s safety evaluation of BWR Owners Group respan*® to 
NUREQ-0737, Item II. K. 3. 10, "Mod of Automatic 
Depressurization Sys Logic...." Two acceptable options 
include elimination of high drywell pressure permissive. 

VASBALLO, D. B. Operating Reactor* Branch 2, 03/06/03. PILANT t *J. N, 

Nebraska Public Power District. 2pp, 19520:347. 24X 

Fiche: 50-290, 83/06/03, 8307140130. 


0307260221 Requests extension until 830813 to submit util analyal* of 
recommendations contained in LR8 Consultants "Nuclear Mgt 
Appraisal Rept. ” Addl time needed due to nature of rept & 
organization# 1 changes. 

JONES# C.R Nebraska Public Power District, 03/06/09. COLLIN'S* J. T, 
Region 4, Office of Director. 2pp. 19727:243. 24X 

Fiche: 50-298, 03/06/09, 0307260221. 


8307110060 Advises that requirements of TMI Item II. K, 3. 13, "HPC I/8C1C 
Initiation Level," met. Item resolved. 

VASBALLO, D. D. Operating Reactors Branch 2. 83/06/17. PILANT, J. M. 

Nebraska Public Power District. 2pp. 19387:001. 24X 

Fiche: 50-298, 83/06/17, S307U0060. 


9307010126 Request* extension to comply w/deadlino requirements For 
environ qual 1 f lcatlon of electrical equipment specified in 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety for Nuclear Power Plants." 

PILANTiJ.M. Nebraska Public Power District. 63/06/24. 

VASSALLO, D. B. Operating Reactor* Branch 2. 2pp. 19169:276. 24X 

Fiche: 50-298, 83/06/24, B307010126. 


8307050187 Forwards addl fee for 821124 application for Tach Spec 
change approved as Amend 82, in response to NRC 030615 
request. 

PILANTrJ.M. Nebraska Public Power District. 63/06/27. DIGGS, R . M, 
License Fee Management Branch- Ip. 19199:029. 24X 

Fiche: 50-296, 63/06/27, 8307050187. 


8307200073 Forward* Rev 1 to updated FSAR, incorporating Mark I 
containment program results. 

KUNCL, L. 0. Nebraska Public Power District. 83/07/22. VASSALLO, D. B. 
Operating Reactor* Branch 2. 2pp. 19794: 161. 24X 

Fiche: 50-290, 03/07/22, 0307200073. 


8307260008 Forward* or gan i zat i ana 1 charts depicting reorganized 
staff level* of nuclear power group. Change* will remedy mot 
deficiencies. 

8CMAUFELBERQER Nebraska Public Power District. 83/07/01. 
COLLINS, J. T. Region 4, Office of Director. ip. 19727:179 
Fiche: 50-29B, 83/07/01 , 8307260008. 


*<rnior 


24X 


— 8307200093 Rev 1 to updated FSAR. 

* Nebraska Public Power District. 83/07/22. 455pp. 19794* 163 

24X Fiche: 50-298, 03/07/22, 8307280073. 


P. Operating license stage documents & correspondence 


0306270397 Generic Ltr 83-26 to all applicants for OL* It holders of 
CPs for power reactor* re clarification Of surveillance 
requirement* for diesel fuel Impurity. Bvc Hit and. 

E18ENHUT, D. 0. Division of Licensing. 83/07/05. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Fiche: 50-000, 83/07/05, 8306270397. 


0307120244 Submits updated progress rept St corrective actions re Mark i 
mod program steel plate prob l em. Rewor k on 70 support* 
planned. Final assessment of matl testing will be completed 
& reported in 021203 progress rept. 

PILANT, JM. Nebraska Public Power District. 82/11/05. COLLINS, J. T 
Region 4, Office of Director. 2pp. 19423: 192 24X 

Fiche: 50-290,82/11/05, 8307120244. 


8307060329 Generic Ltr 83-27 to all licensees I, applicants for 
operating power reactors St holders of CPs for power reactors 
re surveillance Interval* in STS. Svc list end. 

E18ENHUT, D. 0 . Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York, Inc, 16pp. 19669:254. 24X 

Fiche: 50-000, 83/07/06, 8307060329. 


8307 120480 Submits final results *, corrective actions re steel plate 
problem involving Mark I mod program. Macro-etching result* 
completely acceptable Physical properties acceptable w/three 
T,,t resolve concerns re traceability. 

PILANT, j^rt Nebraska Public Power District. 82/12/03. COLLINS. J.T. 

Region 4, Office of Director. 2pp. 19425:062 24X 

Fiche: 50-298, 82/12/03. 0307120480. 

8307260361 Informs that while reviewing QA documentation It work 
packages provided by Oravo Util Constructors, Inc for SarkT 
1!™!^ tjon welds performed by unqualified welder*. GE NDT 
S IZr/ M Wil i w»lds beginning 830418. 

PILANT, J.M^ Nebraska Public Power District. 83/04/13. COLLINS, J 

I,7M;036 - 24X 

sares*. 1 provii - *"■ - 

eo — T - 



VASSALLO n n N, ‘ r ** 1 * «•“*“' Potiltr Di.tMct. 83/0A,Z? 

Br * nch 8 !pp - m30:l84 - *« 

JlYM-sS"*" o, D^.ctSr “|J. M * DS6N ' >~ 

FU».:SO-29B,B3/0»/B3.8307S40S30 ' S4X 


B3070B0169 Q.nsrlc Hr 83-28 ,□ all lic.naa.. o, op,ratln B raactar., 
applicants for OL & holders of CPs re required actions based 
implications of Salem ATWS event*. Svc list end. 

EISENHUTi D. G. Division of Licensing, 83/07/08. Consolidated 
Edison Co, of New York# Inc. 3Bpp, 19669:269 24X 

Fiche: 50-000, 83/07/08, 8307080169. 

S3 Sp“?r?,bU°'J t ;, m 8«y-53"l7 r ' ,UU * ° f pip * tr * c “ n9 4t BMR * fca 

BECY-B 3 W 267 A Dir#ctor Operation*. 

83%7mf83272 S 0378 7 '• > 77I6:347 ’ »« h 80-000, 

0307100036 Application for amend to License DPR-46, coni lsting of 
proposed Tech Spec Change 5, permitting relief from inservice 
insp requirement* per 10CFRS0. 55a(g ) , 

_ N,b ™ #ka Public Power District. 83/07/12. VAB3ALLO, D, B, 
t? P ! ictDr * Br#nch 2 * 2pp. 19560:253, 24X 

Fiche: 50-298, 83/07/12, 8307160056. 

—8307180037 Proposed Tech Spec Change 5, permitting relief from ins.rvic# 
Insp requirements per 10CFR50. 55a (g ) . TV 

^av N ^? r ? ,}t i« PubllC Pow#T ’ district. 83/07/12, 6pp. 19560:259 

24X Fiche; 50-290, 83/07/12, 8307180056. ' 

^function llt ? of va,v#i perform pressure isolation 

I;”!}!? Ill RCP * rt 1 "»"'vUe testing program. List should 
madsfw n 7 1 number, ty s 4, coordinates. 

MAD8EN, 0. L. Region 4, Office of Director. 83/07/10 PILANT, *J H 
Nebraska Public Powar District. 2pp. 19731*270 24X N 

Fiche: 50-298, 83/07/18, 8307260433. * 
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0307290193 Forward* discussion of implementation of NUREG-0737, 1 1 em 
II, K. 3. IB, “Automatic D*pre**ur i lat ion Sys Logic Mod*. " per 
830603 request. High drywell pressure permissive will be 
eliminated «< manual inhibit switch added. 

PILANT, J. M. Nebraska Public Power District. 83/07/22. 

VAS8ALLO# D. B. Operating Reactor* Branch 2. 2pp. 19821:146. 24X 

Fiche: 30-298. 63/07/22, B307290193. 


q, Inspection reports, IE Bulletin* & correspondence 


— 8307260206 IE Insp Rept 30-290/03-13 on 830509-13. No noncomp 1 i anc e 
noted. Major areas insp ec ted ; s ec ur i ty organ! lation response, 
keys & comb inat ions, securi ty sys power supply fc lighting* 

Detail* withheld (ref 10CFR73. 21). 

CALDWELL, R, A. , KELLY, J. A. F. , HUNNICUTT. D. M. Region 4, Office of 
Director. 83/07/22. Ip. 19726:130. 24 X Fi c he : 30-290, 83/07/21 , 

6307260200. 


R. Periodic operating reports fc related correspondence 


8307120403 Forwards IE Insp Rept 30-298/93-10 on 830427-29,0304-13 t< 
23-27. No noncompliance noted. 

MADSEN, O. L. Region 4, Office of Director. 83/06/17. PILANT.J. M. 
Nebraska Public Power District. 2pp. 19430:256, 24X 

Fiche: 30-290, 83/06/17. 8307120403. 


— 8307120414 IE Insp Rept 30-298/03-10 on 030427-29,0304-13 8, 23-27. No 
noncompliance noted. Major areas inspected: inservice insp, 
actions taken in response to IE Bulletin B3-02 fc review of 
evaluation fc repair of Mark I mads. 

TOMLINSON* D. P. , HUNNICUTT, D. M. , WESTERMAN, T. Region 4, Office of 
Director. 83/06/16. 7pp. 19430:238. 24X Fi c h e : 30-290, 03/06/ 17, 

8307120403. 


8307130303 Forwards IE Insp Rept 30-298/83-12 on 030301-31. No 
noncompl lance noted. 

MADSEN. O. L, Region 4, Office of Director. 83/06/24. PILANT. J. M. 
Nebraska Public Power District. 2pp. 19532:287. 24X 

Fiche: 30-298, 03/06/24, 8307130303. 


— B3071503I3 IE Insp Rept 50-298/83-12 on 030501-31. No none omp 1 ianc t 
noted. Major areas inspected: operational safety 
ver if lc at Ions, monthly /re foe ling surveillance maint 
observations & LER b IE bulletin followup. 

DUBOIS, D. L. . WE8TERKAN, T. F. Region 4, Office of Director, 
83/06/21. 9pp. 19532:289. 24X Fi C he : 50-298, 83/06/24, 03071 30303. 


8307260514 Forwards IE Insp Rept 50-298/03-07 on 630404-07. No 
noncompliance noted. 

MADSEN. 0. L. Region 4, Office of Director. 83/06/24. PILANT, J. M, 
Nebraska Public Power District. 2pp. 19733:335. 24X 

Fiche: 30-290. 83/06/24, 0307260514. 


—8307260531 IE Insp Rept 50-298/83-07 on 830404-07. No none omp 1 i anc * 
noted. Major areas Inspected : emergency procedures. 

HACKNEY, C . A. , KELLY, J. Region 4, Office of Director. KENOYER, J. 
Battel 1 e Memorial Institute, Pacific Northwest Laboratory, 
83/06/24. 8pp. 19733:337. 24X Fiche: 30-298, 63/06/24, 8307260514. 


6306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Bvc list encl. 

JORDANrE. L. Division of Emergency Preparedness Engineering 
Response IPost 830103). 83/07/11. Consol idated Edison Co. of Now 

York, Inc. i34pp. 19563:293. 24X Fiche: 30-000, 83/07/11, 6306270401. 


0306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid," Bvc list encl. 

.JORDAN* £. L. Division of Emergency Preparedness 6 Engineering 
Response <Post 030103). 63/07/12. Consolidated Edison Co. of New 

York, Inc. 141pp. 19563:133. 24 X Fiche: 30-000, B3/07/12, 8306270404. 


8307180036 Application for amend to License DPR-46, consisting of 
proposed Tech Spec Change 5, permitting relief from Inservice 
insp requirements per 10CFR50. 55a < g ). 

KUNCL, L, 0. Nebraska Public Power District. 83/07/12. VAGSALLO, D. B. 

Operating Reactors Branch 2. 2pp. 19560: 253. 24X 

Fiche: 30-298, 83/07/12, 8307180036. 


8307220184 Monthly operating rept for May 1983. W/830604 Itr. 
BALLINGER, P. L . , THOMASON, P. V. Nebraska Public Power District. 
03/06/04 Office of Resource Management, Director. 5pp. 

19683:349. 24X F i c h •: 30-290, 83/06/04, 8307220104. 


S. Reportable occurrences, LERs & related correspondence 


0307260357 Amended LER 02-O14/O3X-1 : on 820607, re jec tab 1 e indications 
found in heat affected zone* of weld* 8 J- 1 3, BJ- 1 5, B J-2Q It 
BJ-23. Caused by improper fabrication techniques. Affected 
piping i< fittings r ep 1 ac ed . W/B30203 Itr. 

FREBPRO, S, 3. , LESSOR, L. C. Nebraska Public Power District. 83/02/03. 

COLLINS, J. T. Region 4, Office of Director. 3pp. 19733:043. 24X 

Fiche: 30-290, 03/02/03, 0307260357. 


0307120350 LER 03-OOB/O3L-O; on 830530, HFA relay 9-17-16A K6B contact* 
failed to open. Cause not determined. Relay coil replaced. 

Systematic replacement of all relays within 4-yr period 
p lanned . w/830620 Itr. 

JOBE, 8. J., THOMASON, P. V. Nebraska Public Power District. 03/06/20. 
COLLINS, J. T. Region 4, Office of Director. 3pp, 19432:130. 24X 

Fiche: 50-290, 03/06/28, 0307120330. 


0307060122 PND-IV-B3-021: through-wall crack discovered in heat-affected 
area of weld connecting reactor water cleanup sys to RHR 
sys. QE will perform 10QX ultrasonic test insp of reactor 
water cleanup sys welds. 

WEBTERMAN, T. F. , MADSEN, Q L. Region 4, Office of Director. 03/06/30. 
lp, 19232:223. 24X Fiche: 30-290, 03/06/30, 0307060122. 


0307 1 30313 LER B3-009/01T-0: on 830629, p i nh o 1 * leaks found in heat' 
affected mne of weld CWA-BJ-2 during insulation removal on 
6-inch reactor water cleanup suction line. Caused by 
intergranular stress corrosion crack lng. W/83070B Itr. 

FREBORO, 5. S. , THOMASON, P V. Nebraska Public Power District. 
83/07/00 COLLINS, J. T. Region 4, Office of Director. lp. 
19330:008, 24X F i C h e : 50-290, 83/07/OB, 8307 1 302 13. 


8307 190008 PNO- I V-83-024 ; two weeping leaks reported on reactor side of 
first isolation valve on core spray loop A, Visual exam 
indicates cracks may be c lrcumf erential . De fcai led insp being 
performed. 

HUNNICUTT, D. M. Region 4, Office of Director. 03/07/U, lp. 
19635:057, 24X FI c he : 30-290, 83/07/ 1 1 . 0307 190000. 


8307260441 LER B3-0 10/03L-0: on 83061 7, dur 1 ng functional surveillance 
testing by Wyle Lab, one main steam snubber failed to meet 
bleed rate criteria U one sve water snubber failed to meet 
lockup rate. Caused by plugging by foreign matl. W/030715 Itr. 
BALLINGER, P. L, , THOMASON, P.V Nebraska Public Power District. 
03/07/13. COLLINS, J. T. Region 4, Office of Director. 3pp. 
19731:281. 24 X Fic he: 30-298, 03/07/ 13, 8307260441. 


DOCKET 30-301 POINT BEACH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency * fire protection plan* 


—9307180057 Proposed Tech Spec Change 3, permitting relief from inservice 
Insp requirements per 10CFR30. 35a (g ) . 

e Nebraska Public Power District. 83/07/12. 6pp. 19360:255. 

24X Fiche: 50-290, 03/07/12, 8307 1 80056. 


8306270406 IE Info Notice 03-48, "Oastous Effluent Releases of 
Radioactive 1-125 fc 1-131 in Excess of NRC Limits." Svc list 
encl. 

TAYLOR, J. M. Division of OA, Safeguard* & Inspection Programs (Post 
830103). 83/07/14. Consolidated Edison Co. of New York, Inc. 

114pp. 19715:270. 24X Fiche: 50-000, 83/07/14, 8306270406. 


8307260280 Forwards IE Insp Rept 50-298/83-13 on 830509-13. No 
noncompliance noted. 

MADSEN, <5. L. Region 4* Office of Director. 83/07/21. PILANT, J. M. 
Nebraska Public Power District. 2pp. 19726:120. 24X 

Fiche: 50-298, 83/07/21, 0307260280. 


8307110339 Releases public version of revised emergency plan 
implementing procedure*. 

FELTON, J. M. Division of Rules and Record*. 83/06/24. Document 
Menagement Branch. lp. 19384:262. 24X F i che; 50-266, 03/06/24, 

0307 110339. 


— 8307110343 Forwards public version of revised emergency plan 
implementing procedures, inc luding Procedures EPIP 1. 3 ra 
estimation of source term EPIP 1.4 re radiological dose 
evaluation. Receip t form encl. 

FAY, C. W. , KNORRrJ. E. Wisconsin Electric Power Co. B3/Q6/15. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
CLARK, R. A. Operating Reactors Branch 3. 3pp. 19384:263. 24X 

Fiche: 30-266, 83/06/24, 8307110339. 


— 0307110348 Public version of revised emergency plan Implementing 
procedures, inc lud lng Procedures EPIP 1.3 re estimation of 
source term U EPIP 1.4 re radiological dose evaluation* 
a Wisconsin Electric Power Co. B3/05/B7. 64pp. 19384:266. 24X 

Fiche: 50-266,83/06/24,8307110339. 
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0307110460 Ack receipt of B3062B l tr amending 030121 1 tr informing NRC 
of steps taken to correct violations noted in fE Insp Rept* 
5Q-266/B2-17 b 50-301/82-17. 

SPE8SARD# R. L. Division of Engineering. 83/07/06 BURN5TEIN# S. 
Wisconsin Electric Power Co. Ip. 19360:169. 24X 

Fiche; 50-266. 03/07/06. 030711 0460. 


— 03O711O4B7 Sup p 1 s response to NRC 021130 ltr re violations noted 
in IE Insp Repts 30-266/82-17 U 50-301/02-17. Correc tlvo 
ac t Ions; transient combustible control procedure developed 
however implementation delayed until 030930. 

FAY, C. W, Wisconsin Electric Power Co 83/06/20. KEPPLER. J. O 
Region 3* OFfice- of Director 3pp. 19390 170. 24X 

Fiche 50-266, 63/07/06# 03071 10480 


0307260335 Itemiies c 1 ar 1 f I cat 1 on of end to 630428 ltr re request for 
App R fire protection exemptions, Inc lud Ing revised 
description of proposed plant mods to Fire Zones 1-4. 

FA/. C W Wisconsin Electric Power Co 83/07/20 DENTON# H. R. 

Office of Nuclear Reactor Regulation# Director. CLARK, R. A 
Operating Reactors Branch 3. 2pp. 19726; 090 24X 

FI che; 50-266 # 83/07/20# 8307260335. 


G. Adjudicatory correspondence 


0307100176 Notifies of VR Harding employment at law firm per 
Disciplinary Rule 9-102. Hard ing will not participate in any 
case currently pending before NRC. 

RIDGWAY, D. A. Shaw# Pittman, Potts 6 Trowbridge 83/07/13. 

MOORE, T S. # JOHNSON# W. R. # GOTCHY# R. L. Atomic Safety and Licensing 
Appeal Panel Ip. 19553:068 24X Fi che; 50-266# 03/07/ 1 3, 0307 IBOI76. 


— 8307180103 Notifies of author employment at law firm per Disciplinary 
Rule 9-102. Author will not participate in any case currently 
pending before NRC 

HARDING. V. R. Shaw# Pittman# Potts & Trowbridge. 83/07/13. 

MOORE, T. S. # JOHNSON# W. R. , C0TCHY#R.l.. Atomic Safety and Licensing 
Appeal Panel. 3pp. 17355:069. 24X Fi ch e : 50-266, 93/07/13# 

0307100176. 


K. Utility Final Safety Analysis Report <FSAR> t. amends 


8307260439 Forwards Rev 1 to updated F8AR. 

FAY# C. W. Wisconsin Electric Power Co 03/07/10. DENTON, H. R. 

Office of Nuclear Reactor Regulation. Director Ip 19770:320. 24X 

F i c h e : 50-266 # 03/07/10# 6307260439. 


— 0307270302 Rev 1 to updated FSAR . 

* Wisconsin Electric Power Co. 63/06/30, 436pp. 19778:329. 24X 

Fie he: 50-266, 83/07/10, 8307260439 


P. Operating license stage documents it correspondence 


6306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants for OL* b holders of CPs for Westinghous* PWRs 
re safety evaluation of “Emergency Response Guidelines " 

Svc list end. 

EISENHUT# D G. Division of Licensing 83/06/03. Yankee Atomic 
Electric Co. 10pp. 19563:116 24X F i c he : 50-000. 03/06/03, 

8306060070. 


8307050246 Advises that new core charac ter 1 st i cs remain less limiting 
than previously accepted values, due to replacement of two 
fuel assemblies from spent fuel pool Conclusions in 830203 
ltr remain valid re Cycle 10 reload. 

FAY.C.W. Wisconsin Electric Power Co 83/06/24 DENTON# H. R. 
Office of Nuclear Reactor Regulation# Director. CLARK, R. A. 
Operating Reactors Branch 3. Ip. 19197:213. 24X 

Fiche: 50-301, 93/06/ 24,8307050246. 


8307070021 Advises that installation t* callbr of SA-ll monitors 
comp lete It monitors fully operational per TMI I tern II. F. 1.1. 
Integration of instruments into other plant operating !< 
emergency procedures b operator training incomplete 
FAY# C. W. Wisconsin Electric Power CO. 83/06/29. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. CLARK, R. A. 
Operating Reactors Branch 3. 2pp. 19293:232. 24X 

FicM: 50-266.63/06 /29, 03 07070021. 


8307070113 Informs of no significant changes to electrical distribution 
sy* described in FSAR which would affect degree of 
conformance w/GDC~ 17. Ava i 1 ab le info adequate to determine 
intent of 0DC-17 re offsite power distribution sys. 

FAY# C, W Wisconsin Electric Power Co. 03/06/30, DENTON# H. R. 

Office of Nuclear Reactor Regulation# Director CLARK# R. A. 

Operating Reactors Branch 3. Ip. 19294 094. 24X 

Fiche: 30-266.83/06/30. 03070701 13. 


9307150395 Forwards for review b comments, “Control of Heavy Loads 
<C-10), Point Beach Units i & 2. 11 updated draft technical 
evaluation rept 

CLARK, R A. Operating Reactors Branch 3. 83/06/30. FAY.C.W. 

Wisconsin Electric Power Co. 2pp 19340:103. 24X 

Fiche: 30-266# 03/06/30# 0307130393 


— 8307070582 "Control of Heavy Loads (C-10>, Point Beach Nuclear Plants 
Units i «< 2# " draft final technical evaluation rept. 

BDM0ERGER# C. , AHMED# N. Franklin Insti tute/Frank 1 In Research 
Center. NRC-03-0 1-130. TER-C33O6-382/303 DR. 03/06/17. 

SINGH# A.# CHAN# T. NRC - No Detailed Affiliation Given. 36pp. 
19540 105 24X Fiche: 30-266, 03/06/30, 8307130393. 


8306270397 Generic Ltr 83-26 to all applicants for OLs b holder* of 
CPs for power reactors re c lari f icat i on of surveillance 
requirement* for diesel fuel lmpurity-Svc list end. 

EISENHUT# D. Q. Division of Licensing. 03/07/03 Consolidated 

Edison Co of New York# Inc. I6pp 19390:317. 24X 

Fiche: 30-000# 83/07/05, 0306270397. 


8307060329 Generic Ltr 83-27 to all licensees It applicants for 
operating power reactors 6 holders of CPs for power reactors 
re surveillance intervals in STS, Svc list end. 

EISENHUT # D. 0. Division of Licensing 83/07/06. Consolidated 
Edison Co. of New York# Inc. 16pp, 19669:254. 24X 

Fiche: 30-000, 83/07/06# 0307060329. 


8307130226 Requests extension until 830930 to complete response to 
question* from 020602 b 03 meetings re development of final 
radiological effluent Tech Specs submittal using meeting 
summary b draft Rev 3 to NURE0-0472 as guidance. 

FAY.C.W. Wisconsin Electric Power Co. 03/07/06. DENTON, H. R. 
Office of Nuclear Reactor Regulation# Director. CLARK# R. A. 
Operating Reactors Branch 3. 2pp, 19473:200. 24X 

Fiche: 30-266, 83/07/06# B307130226, 


6307130220 Provides correction to Tablo t.8~i#Item 13 of 030610 rev to 
Section I Q of updated F8AR re QA program. Commi ts to follow 
Reg Guide 1.146 for audits of in-plant activities per 
Generic Ltr 81-01. 

FAY.C.W. Wisconsin Electric Power Co. 03/07/07. KEPPLER, J. 0. 
Region 3# Office of Director. Ip. 19474:346. 24X 

Fiche: 50-266# 03/07/07# 0307130220. 


B3070601 69 Generic Ltr 83-20 ta all licensees of operating reactors, 
applicants for OL b holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list end. 
EISENHUT# D. G. Dl vi s i on a f Li c ens Ing . B3/07/08. Consolidated 

Edison Co of New York# Inc, 30pp. 19669:269. 24X 

Fiche: 30-000# 03/O7/OB# 0307080169 


0307250137 Confirms 030627 telcon re results of heat balance 
calculations of containment atmosphere temp calculations. 
Post-accident containment sampling procedure will be 
modified to include 10 minute sampling period, 

FAY.C.W. Wisconsin Electric Power Co. 03/07/12. DENTON# H. R. 
Office of Nuclear Reactor Regulation# Director. CLARK# R. A. 
Operating Reactors Branch 3. 2pp. 19706:100. 24X 

Fiche: 50-266# 83/07/12# 8307250197. 


8307220336 Forwards "Nuclear Environ Qualification Test Program on 
Foxbora N-E10 Series Pressure Transmitters,” Vo 1 s I-III. 

Results should be reviewed per qualification requirement* of 
NUREQ-05BB b 10CFR30. 49. 

FAY.C.W. Wisconsin Electric Power Co. 03/07/15, DENTON# H. R. 
Office of Nuclear Reactor Regulation, Director. NOONAN# V. 8. 
Equipment Qua 1 if ica t i on Branch. 2pp, 19676:120. 24X 

Fiche: 50-266# B3/07/15, 6307220356. 


— 0307220359 ‘"Nuclear Environ Qualification Test Program on Foxboro N-EiO 
Series Pressure Trensmi tters. Vais I-III, 

QAM0LIN, L. , JOHNSON# F. R. # ROBERTS, W. D. Wyle Labora tor i es. 

45592-4, 03/05/18. 1620pp. 19676:123. 24X Fiche: 50-266# 

03/07/15# 0307220356. 


8307290145 Forwards fee for 830113 application re ABME Section XI 
relief# in response to NRC 830709 request. 

FAY.C.W. Wisconsin Electric Power Co, 83/07/20. DENTON# H. R. 

Office of Nuclear Reactor Regulation, Director. DIGGS# R. M, License 
Fee Management Branch. ip, 19922:002. 24X Fi che: 50-301 # 93/07/20# 

8307290145. 


Q, Inspection reports# IE Bulletins 8# correspondence 


8307100044 Forwards IE Insp Repts 50-266/83-08 b 50-301/03-08 on 
830509-11 b 0609 b notice of violation. 

PAPER IELLO# C. J. Region 3# Office of Director, 03/07/01. 
HURSTEIN.S, Wisconsin Electric Power Co. 2pp. 19960:234. 24X 

Fiche: 30-266# 03/07/01 # 8307100044. 
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— B3O710DO45 Notice of violation from insp on 830509-11 b 0609 

PAPERl ELLD, C. J. Rodion 3* Office of Director. 83/06/30 2pp 
19560:236 24X Fiche: 50-266. 03/07/01 - 8307180044 


— 8307 1 0004 7 IE Insp Repts 30-366/03-08 b 50-301/03-08 on 830309-11 b 
0609. Noncamp 1 lance noted: fai lure tq collect air samples on 
030331 during reactor vessel head removal b cavity flood 
operations 6 to install SA-lt main steam line monitors. 

LO VEND ALE, P. C. , GREGER* L. R Region 3. Office of Director 

03/06/30- 0pp. 19360:230 24X F iche 30-266. 03/07/01 , 0307180044 


0307110400 Ack receipt of 030620 ltr amending 030121 1 tr infarming NRC 
of steps taken to correct violations noted in IE Insp Repts 
50-266/82-17 b 50-301/02-17 

8PE8SARD* R. L. Division of Engineering, 03/07/06 BURNSTEIN.S. 
Wisconsin Electric Power Co. ip 19300: 169. 24X 

Fiche: 50-266, B3/07/06. 8307110480 


— 0307110407 Suppls response to NRC B21130 ltr re violations noted 
in IE Insp Repts 50-266/02-17 U 30-301/82-17. Corree t ive 
actions: trans lent combustible control procedure developed* 
however implementation delayed until 830930, 

FAY* C- W. Wisconsin Electric Power Co 03/06/28. KEPPLER i J, 0 
Region 3* Office of Director 3pp. 19300: 170 24X 

Fiche: 30-266* 03/07/06. 03O7UO4BO. 


8307190372 Requests remittance of Class III fee for 830113 request For 
relief from ASME Section X! inservice insp requirements. 

DIGGS. R. K. License Fee Management Branch. 83/07/00 FAY. C . W. 
Wisconsin Electric Power Co. Ip. 19656:046. 24X 

Fiche: 50-301. 03/07/00, 0307170372. 


0306270401 IE Info Notice 83-46. "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." 6vc list end, 

JORDAN, E. L. Division Df Emergency Preparedness b, Engineering 
Response (Post 030103), 83/07/11. Consolidated Edison Co of New 

York, Inc. 134pp. 19563:293. 24X Fi c h e : 50-000, 03/07/ 1 1 . 0306270401 . 


B306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. " 8vc list end, 

JORDAN. E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 03/07/12. Consolidated Edison Co. of New 

York, Inc. 141pp. 19563:133. 24X Fiche: 50-000, 03/07/12* 8306270404, 


0306270406 IE Info Notice 03-40, "Gaseous Effluent Releases of 
Radioactive 1-125 b 1-131 in Excess of NRC Limits." 8vc list 
end- 

TAYLOR, J. M. Division of QA* Safeguards b Inspection Programs (Post 
830103). 83/07/14. Consolidated Edison Co. of New York. Inc. 

114pp. 19713:270. 24X Fiche: 50-000, 03/07/ 14, 0306270406. 


0307250371 Ack receipt of 030506 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-266/03-03 b 
50-301/83-03. Mods to KVAC filter maint b testing program 
desirable to ensure radiation doses maintained ALARA. 

HIND*J.A. Division of Radiological b Materials Safety Programs. 
83/07/20. DURSTEIN.S. Wiscons in El octr ic Power Co Ip, 19704:002. 
24X Fiche: 50-266,83/07/20*8307250371. 


R. Periodic operating reports b related correspondence 


0307150066 Monthly operating repts for June 1 903. W/0307 l 1 ltr. 
FAY, C. W. Wisconsin Electric Power Co. 03/07/07. Office of 
Nuclear Reactor Regulation, Director. 9pp. 19540.187. 24X 

Fiche: 50-266, 83/07/07, 0307150066 


9. Reportable occurrences, LERs b related correspondence 


0307190174 LER 03-008/01 T-0: on 8306 1 7. d ur t ng r e f ue 1 1 ng , c onta i nmen t air 
radiation monitoring sys inoperab 1 e. Caused by failed sample 
pump due to blown fuse in data acquisition monitor circuit. 
Instrumentation repa ired. W/030705 ltr. 

FAYrC.W. Wisconsin Electric Power Co. 83/07/05. KEPPLER, J. G. 

Region 3, Office of Director. 4 PP . 19634:241, 24X 

Fiche: 50-301, 03/07/05,8307190174. 


0307220210 LER 03-004/0 1 T-0: on B30409, dur 1 ng Type B It C leakage test, 
total as-found leakage exceeded Tech Spec limit. Valve 755A 
stuck open causing leakage. Fo 1 lowup valve maint did not 
Identify cause of f ai lure, W/83071 5 ltr. 

FAY, C. W. Wisconsin Electric Power Co. 03/07/15 KEPPLER, J. G. 
Region 3, Office of Director. 4pp. 19604:071, 24X 

Fiche: 50-301 , 83/07/1 5, 03072202 1 0. 
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F. Security, medical, emergency b fire protection plans 


8307140050 Ack receipt of 821117 ltr re emergency exercise scheduled 
for 030222 «. 23 Exercise objectives discussed w/L Hill of 
util.Addl comments await receipt of complete exercise 
scenario 

ST0NR.jp Division of Emergency Preparedness V Materials Safety. 
03/01/27. HANCOCK. J A. Florida Power Corp. l p . 19314:142. 24X 

Fiche: 50-302, 03/01/27, 0307140030 


8307140414 Forwards IE Insp Rept 50-302/03-04 on 830214-18 b notice 
of violation 

LEWIS* R C. Division of Project b Resident Programs. 93/03/23 
HANCOCK, J. A Florida Power Corp. 2pp. 1952111Q. 24X 

FiChe: 50-302. 03/03/23, 8307 1 404 l 4 


— 0307140416 Notice of violation from insp on 830214-10 

» Region 2, Office of Director. 03/03/23. lp 19521:120 24X 

Fiche 30-302, 03/03/23, 0307140414. 


— 8307140421 IE Insp Rept 50-302/03-04 on 83021 4- 10. None omp l i anc e noted 
failure of licensed personnel to read abnormal b emergency 
procedures. 

DELISLE* G. A. , DEOQAGE* A. G. , SKINNER, P. H Region?, Office of 
Director. 83/03/10. 13pp 19521 121 24X Fiche: 50-302, 03/03/23* 

0307140414. 


8307140265 Informs that Doise Interagency Fite Ctr contracted to 
perform surveys of radiofrequency b e I ec tromagnetic 
interference. Assistance requested 

VERRELLI , D, M. Division of Project b Resident Programs. 03/03/31 
WILGU5. W 5. Florida Power Corp. 23pp. 19522:339 24X 

Fiche: 30-302, 83/05/3 1 , 8307 1 40265. 


B307140294 Advises that review of Rev 2 to rad 10 1 og ica 1 emergency 
response plan indicates emergency plan continues to meet 
1 0CFR5O. 47( b > planning stds. 

DANCE* H. C. Division of Project b Resident Programs. 03/06/22. 
WILGUB.W-6. Florida Power Corp. 2pp 19525:099 24X 

Fiche. 50-302, 83/06/22, 0307140294 


0307210240 Forwards IE Insp Rept 50-302/83-11 on 830426-0520. No 
none omp 1 1 anc e noted. 

DANCE, H C Division of Project & Resident Programs. 83/07/01 
WILGUS.W 8. Florida Power Corp. 2pp 19664:167. 24X 

Fiche: 50-302* 03/07/01. 0307210240 


—8307210275 IE Insp Rept 30-302/03-11 on 030426-0520, No noncomp lianee 
noted Major areas 1 n spec ted: p 1 ant op era t i ons , sec ur 1 ty, 
radiological control s, LERs 6 nonconforming operations repts 
fc action on previous insp items, 

STETKA, T. F. Region 2, Office of Director PANCIERA, V. Division 
of Project b Resident Programs. 83/07/01. I Op p . 19664:169. 24X 

Fiche: 50-302, 03/07/01, 0307210240 


8307150333 Advises that Reg Guide 1.97, Rev 3, supersedes Rev 2 
referenced in Generic Ltr 02-33 (NUREG-0737, Sup p 1 1) re 
emergency response capability. 

WESTAFER, G. R. F l or 1 da Power Corp 03/07/12. STCLZ, J, R. Operating 
Reactors Branch 4 lp. 19530; 334 24X F j che : 50-302, 03/07/ 12, 

8307150333. 


K. Utility Final Safety Analysis Report ( FSAR ) b. amends 


B307080273 Rev 3 to updated FE3AR W/U30701 ltr 

WESTAFER, G. R. Florida Power Corp 83/07/01- DENTON, H. R. Office of 
Nucloar Reactor Regulation* Director 170pp. 19340:026 24X 

Fiche: 30-302* 03/07/01 , 0307080275- 


P. Operating license stage documents b correspondence 


B307120495 Forward* updated FSAR Section 1 . 7, describ i ng quality program 
for operational phase, per 10CFR30. 54 (a)(2) Info will be 
Incorporated into next updated FSAR annual rev. Justi F i cation 
end. 

WESTAFER* G. R. Florida Power Corp. 03/06/10, 0 'REILLY. J. P. Region 

2, Office of Director. 78pp. 19424:205 24X Fi c he . 50-302, 03/06/ 10, 

0307120493, ! 


B307110616 Monthly notice of amends to OLs involving N6HC issued since 
830523. 

CLARK, R A, Operating Reactors Qranth 3 03/06/14. 26pp. 

19391:152 24X F i c he : 90-000* 03/06/ 1 4, 8307 1 106 1 6. 
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3307060470 Denies util 330331 Tech Spec Change Request 32. extending 
intervals between surveillances for Cycle 5 operation to 24 
months to correspond w/langer fuel cycle Reasons for denial 
discussed 

LAINAS.G. C. Assistant Director for Operating Reactors 83/06/20. 
WILGUS, W S. Florida Power Corp 3pp 19299:121 24* 

Fiche: 50-302. 03/06/20, 8307060470. 


3307070031 Application for Tech Spec Change Request 82 to License 
DPR-72, amending shutdown marg in. Attachments C 6 E end. per 
330331 submittal. W/Certi ficate of Svc. 

WESTAFER.G R. Florida Power Corp. 03/06/22. DENTON, H. R Office of 
Nuclear Reactor Regulation, Director 6pp 19293; 266 24* 

Fi che; 50-302, 03/06/22, 830707003 1 . 


— B307070033 Proposed Tech Spec changes re shutdown margin, 

* Florida Power Corp. 03/06/22. 73pp. 19293:271. 24X 

F i c he 50-302. 03/06/22. 8307070031 


0307060227 Notifies that submittal of generic program w/D&W Owner* 
Group, in support of revised manual reactor coolant pump trip 
criteria per NUREG-0737, Item II . K. 3. 3, d e 1 aged until 830930 
WESTAFER, G. R Florida Power Carp. 83/07/01 EISENHUT, D. G. 
Division of Licensing. Ip. 19249:034 24X Fiche: 50-302, 83/07/01, 

0307060227. 


8306270397 Generic Ltr 03-26 to all applicants for OLs 6 holders af 
CP* for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list end. 

EISENHUT, D. Q. Division of Licensing 83/07/05. Consolidated 
Edison Co. of Now York, Inc. 16pp 19390:317. 24X 

Ficbe; 50-000. 03/07/05, 8306270397. 


B307Q60329 Generic Ltr 03-27 to all licensees 4<. applicants for 
operating power reactors & holders of CPs for power reactors 
re surveillance intervals in STS. 6vc list end 

EISENHUT, D. G. Division of Licensing 83/07/06. Consolidated 
Edison Co of New York, Inc. 16pp. 19669:254, 24X 

Fiche: 50-000. 83/07/06,8307060329. 


0307110447 Forwards addl Info in support of Tech Spec Change Request 82 
re Cycle 5 operation w/reactor coolant pump power monitors 
(RCPPK) per 830701 reque s t. Tes t i ng of all RCPPM strings 
prior to startup will consist of checking time delays. 

WE5TAFER.G. R. Florida Power Corp. 83/07/06. DENTON. H. R Office of 
Nuclear Reactor Regulation, Director. 17pp. 19380:200. 24X 

Fi che: 50-303, S3/O7/06. B3Q7UG447 


B307120370 Forwards record sheets k justif icatian For continued 
operation w/Four motor operated valves, DHV-5, DHV-6, DHV-34 & 

DHV-35, assur i ng that plant can be safely operated until new 
motors received & instal led, per 830520 commitment. 

WESTAFER.GR. Florida Power Carp. 83/07/06. STOLZ, J. F. Operating 
Reactors Branch 4. 9pp, 19429:039 24X Fiche: 50-302, S3/07/06, 

8307120370. 


9307120952 Requests continuance of relief from test requirements per 
030701 telcon Interim relief from testing until Refuel IV 
granted in Amend 61 may be extended until Refuel V or 
until approval of Request 105. 

WESTAFER, G. R. Florida Power Corp. 03/07/06. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director, 2pp. 19432:128. 24X 

Fi che: 50-302 , 03/07/06, B307 120552. 


8307080169 Generic Ltr 03-2B to all licensees of operating reactors, 
applicants for GL in holders of CPs re required actions bated 
on generic implications of Salem ATWS event*. Svc list end- 
EISENHUT, D O. Division of Licensing. 03/07/08. Consolidated 
Edison Co. of New York, Inc. 38pp. 19669:269. 24X 

Fiche: 50-000, 03/07/08,83 07080169. 


83071B0393 Notification of 830713 meeting w/util in Oethesda.MD to 
discuss licensee amend application re frequency of ESF 
testing. 

HERNAN.R. Operating Reactors Branch 4. 03/07/12 STOLZ, J. F. 

Operating Reactors Branch 4. 2pp. 19641 284. 24X 

Fiche: 50-302. 83/07/12, 03 07180393. 


8307200465 Forwards Amend 64 to License DPR-72 & safety evaluation, 
Amend extends 10-month surveillance requirements to 24 
months to correspond to extended core lifetime for Cycle 3. 

STOLZ. J F. Operating Reactor* Branch 4. 83/07/12. WILGUB, W S. 

Florida Power Corp. 3pp. 19672:006. 24X Fic he : 50-302, 83/07/12, 

0307200465. 


■8307200469 Amend 64 to License DPR-72, e x tend 1 ng 18-month surveillance 
requirements to 24 month* ta correspond to extended core 
lifetime for Cytle 5. 

STOLZ, J.F. Operating Reactors Branch 4. 83/07/12 66pp. 

19672:089. 24X Fiche. 50-302, 83/07/12, 8307200465 


— 0307200471 Safety evaluation supporting Amend 64 to License DPR-72. 
* Office of Nuclear Reactor Regulation, Director. 83/07/12. 
17pp. 19672:156 24X Fiche: 50-302, 83/07/12, 8307200465. 


8307250471 Supplemental application for amend to License DPR-72, 
consisting of Tech Spec Change Request 105, re ESF actuation 
si/s testing requirements Proposed significant hajards 
evaluation end 

WESTAFER, G. R. Florida Power Corp. B3/07/14. DENTON, H, R, Office of 
Nuclear Reactor Regulation, Director. 7pp. 19701:234. 24X 

Fiche: 50-302, 83/07/14, 0307250471. 


8307210209 Forwards conceptual d e s i gn« overa 1 1 schedule for engineering, 
procurement fc installation & NRC checklist for compliance w/ 
NUREG-0737, Item II F. 2. App rova 1 of conceptual design St NRC 
checklist requested by 830902. 

WESTAFER, 0, R Florida Power Corp. 83/07/IB. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 43pp, 19665:060. 24X 

Fiche: 50-302, 03/07/10, 8307210209. 


Q Inspection reports, IE Bulletins & correspondence 


8307 1 40246 Informs that liquid samples spiked w/rad i onuc 1 i d e* will be 
sent to Facility for radiochemical analyse* as part of NRC 
confirmatory measurements program. Samples should be analyzed 
for tr itium, Sr-89 it Sr-90 content within 60 days. 

LEWIS, R. C. Division of Project & Resident Program*. 83/02/07. 
HANCOCK, J. A. Florida Power Corp. Ip. 19523:051. 24X 

FiChe: 50-302, 83/02/07, 0307140246. 


8307140414 Forwards IE Insp Rept 50-302/83-04 on 830214-18 fc notice 
of violation. 

LEWIS, RC. Division of Project It Resident Program*. 83/03/23. 
HANCOCK, J. A. Florida Power Corp. 2pp. 19521:118. 24X 

Fiche: 30-302, 83/03/23, 8307140414. 


— 0307140416 Notice of violation from insp on 03O214-1B. 

a Region 2, Office of Director. 03/03/23. Ip. 19521:120. 24X 

Fiche: 50-302, 83/03/23, B307140414. 


—0307140421 IE Tnsp Rept 50-302/B3-04 on B3021 4-10. Noncomp U anc r noted 
failure of licensed personnel to read abnormal fe emergency 
proc edures. 

BELISLE, 0. A. , DE0QAGE, A, 0, , SKINNER, P. H. Region 2, Office of 
Director. 03/03/18. 1 3p p 19521:121. 24X Fi c h e : 50-302, 83/03/23, 

8307140414. 


8307060319 Forwards full payment of fees as result of IE insps 
conducted from Mar 1982 - Mar 1983 

WESTAFER, O. R. Florida Power Corp. 83/07/01. License Fee 
Management Branch. 2pp. 19239:177. 24X Fi c ha : 50-302, 83/07/01 , 

8307060319. 


B30721 0240 Forwards IE In*p Rept 50-302/83-11 on 830426-0520. No 
noncompi iance noted. 

DANCE, H. C. Division of Project 6 Resident Programs. 03/07/01. 
WILGUS. W. S. Florida Power Corp. 2pp 19664:167. 24X 

Fiche: 50-302, 83/07/01 , B307210240. 


—0307210275 IE ln*p Rept 50-302/83-11 on 830426-0520. No none omp 1 ianc a 
noted. Major aroas inspected : p lanfc operations, security, 
radiological control s, LERs & nonconforming operations repts 
k action on previous insp items. 

STETKA,T.F Region 2, Office of Director. PANCIERA, V. Division 
of Project it Resident Programs. 03/07/01. 10pp. 19664:169. 24X 

Fiche: 50-302, 03/07/01 , 03072 1 0240. 


8306270401 IE InfD Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedne** & Engineering 
Response (Post 0301031. 83/07/11. Consolidated Edison Co. of New 

York, Inc. 154pp. 19563:293. 24X Fi c he : 30-000, 03/07/ 1 1 , 0306270401. 


0306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubber* as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness i>. Engineering 
Response (Post 830103). 83/07/12. Consolidated Edison Co. of New 

York, Inc. 141pp. 19563:153 24X Fiche: 50-000, 83/07/12, 8306270404. 


8307250702 Forwards notice of granting relief from seven listed ASME 
inservice insp code requirements, in response to 830314 it 25 
requett*. 

STOLZ, J.F Operating Reactor* Branch 4. 83/07/13. WILGUS, W. 8. 

Florida Power Corp, 6pp. 19720:143. 24X Fiche: 50-302, B3/07/13, 

8307250702, 


— 0307250706 Notice of granting relief from ASME code Inservice insp 
requirements, in response to 830314 & 25 requests. 

STOLZ, J, F Operating Reactors Branch 4. 83/07/13. 2pp, 

19720:149. 24X Fiche: 50-302, 83/07/13, 8307250702. 
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B306270406 IE Info Notice 03-40, “Gaseous Effluent Releases of 
Radioactive 1-125 ft 1-131 in Excess of NRC Limits." Svc list 
end 

TAYLGR, J. M. Division of GA, Safeguards ft Inspection Programs (Post 
530103). 83/07/ 1 4. Consol idated Edison Co. of New York/ Inc. 

114pp. 19713:270. 24X Fiche : 30-000, 83/07/ 14/ 8306270406 


R. Periodic operating reports ft related correspondence 


B3O715OO80 Monthly operating rept for June 1903. W/B3071 1 ltr. 

D00ART,D. , WESTAFER, G. R. Florida Power Corp 83/07/11. 

DEYOUNG i fl , C. Director's Office, Office of Inspection and 

Enforcement. 3pp. 19336:090. 24X Fiche 50-302, B3/07/1 1 , 83071 3OO0B. 


3. Reportable occurrences, LERs ft related correspondence 


8307120249 LER 83-033/01 T-0: on 630613, fire damper FD-86, in duct work 
between auxiliary bldg it control comp l e t , d i sc overed missing. 

Cause unk noum. Cant inuous fire uatch established Evaluation 
underway . W/B3 0627 ltr. 

BUFE, J. L, , HUGHES, P . G. , MOORE, G. C. Florida Power Corp. 83/06/27. 

0 'REILLY, J. P. Region 2 , Office of Director. 3pp 19423:038 24X 

Fiche: 30-302, 83/06/20, 0307120249. 


0307230129 Updated LER 62-037/03L- 1 ; on 820510 ft 21, leak discovered at 
weld penetration on MUV-292. On 020331, leak discovered at 
uiald penetration on MUV-203, Caused by vibration of makeup 
»yi Buppor ta/restraints added in sys piping W/B30706 ltr. 

THOMPSON, R H. , WESTAFEH. 0. R, Florida Power Corp. 83/07/06. 
O'REILLY, J. P- Region 2, Office of Director. 4pp. 19706:041 24X 

Fiche: 30-302, 03/07/06, 8307290129. 


6307230 1 03 Updated LER 02-O13/O3L-1 : on 82022B, leak discovered on 
pressure side of MUU-292 in heat affected area of weld. 

Cauisd by vi bration. Suppor t*/r»»tra ints added to makeup sys. 
Vibration e 1 i mi nated . U/030706 ltr. 

THOMPSON* R. H. , WESTAFER, G, R. Florida Power Corp. 83/07/06 
O'REILLY, J, P. Region 2, Office of Director. 4pp. 19703:354 24X 

Fiche: 30-303* 83/07/06, 8307230183. 


6307220234 Updated LER 83-O10/O1T-1 : on 0304 1 3, p r e 1 imi nar y repts 
received from BftW Indicated 31 of 120 upper core barrel 
boLts ui/u I trasoni c flaw ind icat ions. Caused by intergranular 
stress corrosion cracking. Dal ts rep laced. W/830712 ltr 
BUFE.J, L. . THOMPSON, R. H. , WESTAFER , G. R. Florida Power Corp. 
03/07/12. O'REILLY, J. P. Region 2, Office of Director 3pp 
19604:202. 24X Fi c h e : 30-302, 03/07/ 1 2, 0307220294. 


0307290483 Updated LER 02-QO2/Q3L- L ; on 820)06, after removing MUP-lD 
pump casing by MP-1 26, d i sc over ed pump casing was seismic 
anchor, Caused by failure of Procedure MP-126 to identify 
required seismic eva luat Ion. Ma 1 nt procedure revised. 

BROWN, C . G. i WESTAFER, Q. R. Florida Power Corp 83/07/13, 

O'REILLY, J. P. Region 2, Offico df Director. 3pp. 19701:276 24X 

F i C h e r 30-302, 83/07/13, 0307230483. 


0307290184 Updated LER 83-023/OIT-1 : on B30613, fire damper discovered 
mi a s ing , Approx 55 addl dampers & chase connecting control 
complex 108 ft 165 ft elevations degraded due to incorrect 
fire ra ti ng. Caused by personnel error. W/030720 ltr. 

BUFE, J. L, , HUGHES, P. Q. , WESTAFER, 0. R , Florida Power Corp. 03/07/20. 

0 'REILLY, J. F, Region 2, Office of Director 4pp. 19822:032 24X 

Fiche: 30-302, 83/07/20, 8307290104 


j DOCKET 50-304 ZION NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency ft fire protection plans 


i 0307120038 Releases public version of rev to emergency plan 
i implementing procedure. 

FELTON, J, M. Division of Rules and Records. 83/06/24. Document 
! Management Branch, lp. 19435:267. 24X Fiche 50-304,83/06/24, 

1 6307120058. 


j --0307120064 Public version of Rev 4 to Emergency Plan Implementing 
/ Procedure EP1P 420-1, "Technical Support Ctr Quarterly 

Surveillance," W/030319 tfcr. 

! NYKIRK, J. kL Commonwealth Edison Co. 03/09/17. DENTON, H. NRC - 

. No Detailed Af f i t iati on Given. 6pp. 19439:260. 24X 

Fiche: 50-304,83/06/24,0307120050 


8307000301 Recommends imposition of civil penalty in amount of *10,000 
for violations found during special safeguards insp on 
830315. Util 030609 response provides no basis for further 
mi t f gafc i on , Dr a f t ltr to licensee end. 

SCHULTZ, W. H. Region 3, Office of Director 03/07/03. AXELRAD, J. A. 
Enforcement Staff. 4pp. 19350:105. 24X Fiche: 50-299, 03/07/05, 

030700030 1 , 


8307110131 Confirms 830709 telccn between F Lcntlne ft M Holzmer re 
030708 security enforcement meeting at Regian III ofes to 
review 630615 breach of security event ft corrective actions 
to prevent recurrence 

KEPPLER, J 0 Region 3, Office of Director B3/07/05 REED, C. 
Commonwealth Edison Co lp. 19379:125 24X Fiche 50-295, 03/07/09, 

0307110131. 


□307120391 Notifies that request for license amends to clarify 
responsibility of licensee during emergencies withdrawn. 

Addition of Paragraphs x ft y to 10CFR50. 94 provided 
necessary clarification 

LENTINE, F G Commonwealth Edison Co 83/07/06. DENTON, H. R. Office 
of Nuciear Reactor Regulation, Director. lp 19430:142 24X 

Fiche 90-295. 03/07/06. 0307120391 


8307280266 Forwards IE Insp Repts 90-295/03-09 ft 30-304/83-09 on 
030613-17 No none amp i ianc e noted. 

PAPER IELLG, C. J Division af Emergency Preparedness ft Operational 
Support 83/07/12 REED, C. Commonwealth Edison Co. 2pp. 
19791:341 24X Fiche: 90-299, 03/07/12. 0307200266 


— 0307280274 IE Insp Repts 90-299/B3-09 ft 90-304/03-09 on B30613-17. No 
noncompliance noted Major areas inspected : emergency 
preparedness program, inc lud ing licensee actions on 
previously identified items. 

PHILLIPS.M P. Region 3, Office of Director 83/Q7/0B, iapp. 
19791:343 24X Fiche: 50-295, 03/07/ 12, 8307200266. 


B307290293 Releases public version of Rev 3 to emergency plan 
implementing procedure. 

FELTON, J M. Division of Rules and Records. 03/07/19. Document 
Management Branch. Ip 19050:163 24X Fiche. 50-295, 83/07/19. 

0307290293. 


-8307290299 Public version of Rev 3 to Emergency Plan Implementing 
Procedure EPIP 140-1, "Maint Director Emergency Plan 
Implementing Procedure, 11 Receipt form ft 030621 ltr end 
NYKIRK, J. W. Commonwealth Edison Co. B3/06/20 DENTON, H, R. NRC - 
No Detailed Affiliation Given 5pp. J903B: 164. 24X 

Fiche: 90-295. 03/07/19, 0307290293 


8307260010 Submits supplemental response to NUREG-0737, Bup p 1 1 (Generic 
Ltr 02-33). Description of parameter selection criteria to be 
submitted by B31231 Human factors ft safety parameter display 
sys verification to be performed w/ver i f ication program. 

SWARTZ, E. D. Commonwealth Edison Co 03/07/20 DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director 2pp 19727:177. 24X 

Fiche: 30-000, Q3/07/20, 0307260010 


83072B0347 Forwards review of draft Rev 4 to generic portion of 
generating station emergency plan. Plan deficiencies marked 
Flow chart for general emergency offsite protective 
decisions end. 

PAPER IELLO, C. J. Region 3, Office of Director. 03/07/26. REED. C 
Commonwealth Edison Co. 10pp. 19709:010. 24X Fiche: 50-000, 

03/07/26, D3O720O347. 


0 Adjudicatory correspondence 


0307120593 Advises that time for Commission to review Director’s 
Decision DD-03-0 e x p i r ed. Comm i s s i on declined review 
Decision became final agency action on 030705 

CH1LK,S.J. Office of the Secretary of the Commission. 03/07/11. 
QUIGO.C Pollution ft Environmental Problems, Inc. lp. 19433:076 
24 X Fiche: 30-000, 03/07/1 1 , 0307 1 20599 


K Utility Final Safety Analysis Report (FSAR ) ft amends 


0307010195 Forwards amends to updated FSAR far facilities. 

STIEDE.W. L. Commonwealth Edison Co. 03/06/29 DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 2pp 19123:001. 24X 

Fiche: 50-000, B3/06/29, 0307010199 


—8307010196 Rev 1 to updated FSAR for Zion Station 1 ft 2. 

* Commonwealth Edison Co 02/12/31. 66pp 19123.003. 24X 

Fiche; 90-000, 83/06/29, 8307010199. 


P. Operating license stage documents ft correspondence 


0306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants for OLs ft holders of CPs for Uestinghouse PWRs 
re safety evaluation of "Emergency Response Guidelines " 

Svc list end 

EISENHUT, D. 0. Division of Licensing. B3/06/03. Yankee Atomic 
Electric Co. 10pp. 19563:116. 24X Fiche: 50-000, 03/06/03, 

0306060070. 
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8307370343 Forwards request for addl info clarifying 820716 response re 
ATW5 Tt i p o# main feed pumps will cause main turbine to 
trip, however, u n c leap exactly what loss of feedwater events 
would lead to turbine trip 

VAfWrt, S A. Operating Reactors Branch \. 03/06/3 3. FARRAR. D. L. 

Commonwealth Edison Co Spp 19003 340. 24X Ftc h e 30-295, 83/06/23, 

8307270343. 


8306270397 Generic Lfcr 83-26 to all applicants for OLs V holders of 
CPs For power reactors re clarification of surveillance 
requirements Fot diesel fuel i mpur 1 ty . Svc list end. 

EISENHUT, D. O. Division of Licensing. 83/07/03. Consolidated 
Edison Co of New York, Inc. 16pp. 19390:317. 24X 

Fiche: 50-000, 03/07/05. 8306270397 


— 8307280274 IE Insp Repts 50-295/83—09 & 90-304/83-09 on B30613-17, No 
noncompliance noted. Major areas inspected emergency 
preparedness program. including licensee actions on 
previously identified items. 

PHILLIPS, M. P. , LICKU3 . R. M. . AXEL5CN, W. L. Region 3, Office of 
Director. 03/07/08 18pp. 19791:343. 24X Fi c h e : 30-295, 03/07/12 

0307280266. **' 


0306270406 IE Info Notice 03-40, “Oaseous Effluent Releases of 
Radioactive r-125 & 1-131 in Excess of NRC Limits." Svc list 
enc 1. 

TAYLOR. J. M. Division of GA, Safeguards & Inspection Programs (Post 
030103). 03/07/14. Consolidated Edison Co. of New York, Inc 

114pp. 19715:270 24X Fiche : 30-000, 03/07/14. 0306270406. 


0307060329 Generic Lfcr 83-27 to all licensees & applicants for 
operating power Teactor j 4, holders of CPs for power reactors 
re surveillance interval* In &TS. Svc list end. 

ElBEMHUr D. O Division of Licensing 03/07/06, Consolidated 
Edison Co of New York. Inc. 16pp. 19669:254. 24X 

Fit h e: 30-000. 03/07/06. 8307060329 


93072800B4 Confirms 030726 mgt meeting in Chicago, IL to discus* 
licensee regulatory performance U communication problems 
between NRC & util, per 030715 discussion. 

NORELfl/S, C. E. Division of Project & Resident Programs. 83/07/22. 
REEDiC. Commonwealth Edison Co 2pp. 19791:169 24X 

Fiche: 50-000, 03/07/22. 8307200084. 


0307120391 Notifies that request for license amends to clarify 
responsibility of licensee during emergencies withdrawn. 

Addition of Paragraphs t 4 y to I0CFR90. 94 proved 
necessary clarification. 

LENTINE, F 0. Commonwealth Edison Co. 63/07/06. DENTON, H. R. Office 
of Nuclear Reactor Regulation. Director ip 19430.142 24X 

Fiche: 50-295. 83/07/06, 0307120391. 


■0307260102 Confirms request for NRC U util senior mg t meeting on 03072* 
in Chicago, IL to discus* licensee regulatory performance & 
relationship w/NRC. 

REED, C. Commonwealth Edison Co. 03/07/11. DAVIS, B. A, Region 3, 
Office of Director. Ip. 19791:171. 24X Fiche: 30-000, 03/07/22, 

8307200004. 


B3D7O0O169 Generic Ltr 03-20 to ail licensees of operating reactors, 
applicants for GL S< holders of CP’s re required actions based 
on generic implications of Salem ATWS event*. Svc list end. 
EISENHUT, D. G. Division of Licensing. 03/07/08. Consolidated 
Edison Co of New York, Inc. 3S,pp. 19669:267. 24X 

Fiche: 30-000,03/07/08, 0307000169. 


R. Periodic operating report* fc related correspondence 


8307100190 Monthly operating repts for June 1903. W/030700 ltr. 
AUSTIN. O, GRAE85ER, K. L. Commonwealth Edison Co. 83/07/08. 
Director's Office. QPfico of Inspection and Enforcement. I2pp 
19555:193. 24X Fi c h e : 50-295, 03/07/03, 0307 180198, 


8307200375 Discusses plan* for upgrading core exit thermocouples, 
■supplementing 030319 response to Generic Ltr 82-20 re 
Inadequate core cooling instrumentation s y*. Up g rad ing of 
field cable & ref junction boxes under evaluation 

LENTINE. F. G. Commonwealth Edison Co 63/07/14. DENTQN. H. F?. Office 
of Nuclear Reactor Regulation, Director. Ip. 19796:104, 24X 

Fiche: 30-293, 03/07/14. 8307280373. 


0307200482 Forwards draft of review rept for Zion Probabilistic Safety 
Study, Vol* 1 & II. Comment* requested by B30BI2. W/o end. 

VARGA, S. A. operating Reactors Branch 1, 03/07/22. FARRAR, D, L. 

Cocnmonweal th Edison Co. 2pp. 19826:046. 24X F 1 ch a : 30-295, 83/07/22, 


O. Inspection reports, IE Bulletin* 6 correspondence 


S, Reportable occurrences, LER* It related correspondence 


0307290272 forward* AEOD technical review rept of 821216 event 
involving problems w/d 1 eso 1-dri vett containment spray pump. 

Licensee unable to determine cause of problem. No further 
AEOD action necessary. 

ZUKOR,0. Reactor Operation* Analysis Branch. 63/06/13. 

SEYFRIT.K. V. Reactor Operations Analysis Branch. Ip 19026' 323 

24X Fiche: 30-304, 03/06/13, 8307290272. 


8307270280 "•problems W/Dlesel-Driven Containment Spray Pump, 
technical review rept. 

ZUKOR.D. Reactor Operations Analysis Branch. 83/06/13. 
19826:326. 24X Fi c h e : 30-304, 03/06/ 1 3, 0307290272. 


" AEOD 
3pp. 


8307050155 Forwards response to IE Bulletin 02-02 re insp of threaded 
fastener* of cloture connections Insp revealed no severe 
corrosion/erosion wastage or cracking affecting sy* safety, 

P ' L Commonwealth Edison Co 83/06/24. KEFPLER, J. G. Reolon 
Oir8Ct0r 19199 330. 24X Fiche: 50-304,83/06/24, 

3307030*1 35. 


0307030110 LER 03-01 7/03L-0: on 830324 , h y d rug en purge fan 2A ran for 2 
minutes, then tr i pp ©d. Cau* od by faulty auxiliary contact in 
starting c J r c u i t Con tac t rep lacod. W/830623 ltr. 

WOODS, J. T: , GRAESSER, K. L. Commonwealth Edison Co. 83/06/23. 
KEPPLER. J, Region 3, Office of Dlroctor 2pp. 19220:033 24X 

Fiche: 30-304, 03/06/23, 03070901 10. 


B3 070 IQ 103 Forward* requests for relief from inservico Insp program 
requirements of ASHE Section XI Code, 1974 Edition through 
Summer 1973 Addenda, per 10CFR30. 35a(gH5>. Review requested, 

LENTINE, F. G. Commonwealth Edison Co 83/06/27. DENTON, H R, Office 
of Nuclear Reactor Regulation, Director. 37pp. 1916B 157 24X 

Fiche: 30-295, 03/06/27, 03070101 03. 


8307030066 LER 03-01 8/03L-0 : on 830527 & 29. steam generator 2D steam 
flow channel 2F-333 observed spiking errafc ically Caused by 
electronic clock circuitry in extractor out of alignment. 

Module replaced. H/830624 ltr. 

C ANTWELL, P. F , ORAE0SER, K. L, Commonwealth Edison Co. 03/06/24. 
KEPPLER, J. G. Region 3, Office of Director. 2pp. 19193:109 24X 

Fiche; 30-304, 03/06/24, 0307030066. 


0307030301 Recommend* imposition of civil penalty in amount of 410, OC 
° nS f(>urid during special safeguard* insp on 
830609 response provide* no basis for further 
mitigation, Draft ltr to licensee end. 

t 3 ’ 0?fic ' e O f Director 83/07/03 AXELRAD, J. A 

030708030 ? 4 8t0 f ' 4PP> *9350:105. 24X F l c he : 50-295, 83/07/05, 


83 070603 34 PNO- 1 1 1 -03-056: on 830629, « a c ur i ty personnel found several 
rolled cigarette butts believed to be mar i juana. Vi s i tor* 
denied access to site & alleged controlled substance* turned 
over to police for ana lys i *. Ut i I awaiting result*. 

CREED, J. , MILLER, J. Region 3, Office of Director. 03/06/30. Ip. 
19234:141 24X FI c h e . 50-295, 83/06/30, 8307060334. 


0306270401 IE Info Notice 03-46, “Common Mode Valve Failures Degrade 
®nonL R I C ,‘ TCukaUo " Sf,ra ^ Subsystem." Svc list end. 9 

8 "* r 9 «ncy Preparedness fc Engineering 
IS*® 30 03/07/ J 1 Consolidated Edi*on Co of New 

154pp. 19563:293. 24X Fiche: 50-000, 83/07/11, 0306270401 


JORDAN, E.L 
Response 
York, Inc 


3307000020 PND— 1 1 1 -03— 058: on 030701, bomb threat received from unknown 
female stating that bomb would go off in 10 minute*. 

Licensee security force put on alert status. No explosion 
occurred. State police not notified due to Uck of time. 

MADEDA, T. , CREED, J. Region 3, Office of Director. 03/07/01. Ip. 
19351 : 216. 24X Fiche: 50-295, 83/07/01, 0307000020. 


0306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubber* as 
JORDAN r*, Hydraulic Fluid " 0vc list and. 

em * r 9 en,:, i Preparedness fc Engineering 
5!!{ on ! <P °f* B30103). 83/07/12. Consolidated Edison Co of New 

York, Inc I4lpp. J9363:iS3. 24X Fiche: 50-000, 03/07/ 12, 0306270404, 

8 ^nf?n 6 t/S rWdrtfS IE tn,f> R * pts 50-295/03-07 t 90-304/83-0? on 
030613-17. No noncompliance noted. 

sCppoit LLCI 83/07/[2 1Vi Ri?Il £ f E ? er 3 enc 9 Preparedness * Operational 
1979 ? Za i t REB[>,C - Commonwealth Edison Co. Spp. 

19791.341 24 X Fiche: 50-293, 03/07/12, 33072G026& PP 


6307110131 Confirms 830705 telcon between F Lentine t* m Holimer re 
030700 security enforcement mooting at Region III ofc* to 
review 830615 breach of security event fc corrective action* 


to prevent recurrence. 
KEPPLER, J. 0, Region 3, 
Commonwealth Edison Co. 
B3071 10131 


Office of Director. 03/07/05. REED, C. 

Ip. 19375:125. 24X Fiche: 50-295, 03/07/05, 
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B307110423 LER 83-Q 19/03L-0: on 830608, d ur i ng norma 1 oporat ioni b touer 
for steam jet air ejector gas monitor 2RE-G015 failed, 
resulting in lero f low. Caused by depleted oil reserve. Blower 
replaced it gas monitor returned to svc.W/830705 ltr. 

KAS5NER, G. , GRAESSER, K. L. Commonwealth Edison Co. 03/07/03. 
KEPPLER, J. G, Region 3, Office of Director. Spp 19302: 270 24X 

Fiche: 30-304. 83/07/05. 8307110423. 


8307280377 EN-03-O20A: on 030420, Comm i s s l on notified of intent to 
Issue notice of violation Sc proposed imposition of civil 
penalty in amount of *10. 000. Notice issued 030726 re 
unauthorised entry into protected area. 

R08ANQ-R. , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 03/07/26. lp 19796 103. 24X Fiche : 30-295, 03/07/26. 

8307200377. 


DOCKET 30-303 KEWAUNEE NUCLEAR POWER PLANT 


F. Security, medical, emergency & fire protection plans 


8307070002 Describes interim containment venting procedure, to be used 
until mod to smaller diameter sys completed Procedure will 
mlnimile possibility of valve closure problems h assure 
containment isolation under LOCA conditions. 

OIE3LER. C W. Washington Public Power Supply System 03/07/01. 
VARGA. S A. Operating Reactors Branch I 2pp. 19293: 223 24X 

Fiche 30-303, 03/07/01 , 8307070002 


0307060329 Generic Ltr 03-27 to all licensees K applt cants far 
aperating power reactors !» holders of CPs for pouter reactors 
re surveillance intervals in STS Svc list one I 

EISENHUT, D G Division of Licensing S3/07/06. Consolidated 
Edison Co, of New York, Inc )6pp 19669 294. 24X 

Fiche 30-000, 03/07/06. 0307060329. 


8307270443 Forwards SER re NUREG- 0737, Ac t ion Item 111 I) 3 4, "Control 
Room Hab i tab i 1 i ty. " Design acceptable 

VARGA. S A. Operating Reactors Branch l 03/07/07 GIESLER.C.W. 
Wisconsin Public Service Corp 5pp 19002:230. 24X 

Fiche 50-305, 03/07/07, 0307270443 


8307110239 Forwards listed radiological emergency response plan 
implementing procedures, per lOCFRSO.App E. W/o end. 

QIESLER, C W. Wisconsin Public Service Corp, 83/06/30. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 19379:236 
24X Fiche: 50-309. 03/06/30, 8307110239 


0307270473 Releases public version of revised radiological emergency 
response plan implementing procedures. 

FELTON. J. M. Division of Rules and Records, 03/07/19. Document 
Management Branch. Ip. 19788:165. 24X F t c h e : 90-309. 83/07/ 19, 

8307270473. 


-“0307270902 Forwards public version of revised radiological emergency 
response plan Implementing procedures. inc lud ing Procedures 
EP-AO-U re emergency radiation controls & EP-ENV-3A ro 
environ protection director actions. 

0 IESLER , C. W, Wisconsin Public Service Corp 03/06/30. 

DENTON, H R. Office of Nuclear Reactor Regulation, Director 2pp. 
19700:166. 24X Fiche: 50-305, 03/07/19, 8307270473. 


0307270906 Public version of revised radiological emergency response 
plan implementing proc adores, inc I ud ing Procedures EP-AD-1J. 
re emergency radiation controls EP-ENV-3A re environ 
protection director actions. 

* Wisconsin Public Service Corp. 83/06/21 ?Bpp 19780: 16B. 

24X Fiche: 50-305. 03/07/19, 0307270473. 


K. Utility Final Safety Analysis Report IFBAR) 6 amends 


0307190003 Forwards revised pages to updated F9AR for Kewaunee Nuclear 
Power Plant. Rev due to minor typographical errors & 
editorial c ommenta. Technical content unchanged. 

QIESLER, C, W. Wisconsin Public 9ervicc Corp. 03/07/15. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director, 6pp. 19631:212, 

24X Fiche: 50-305, 83/07/15, 0307190003 


030708016? Generic Ltr 03-20 to all licensees of operating reactors, 
applicants far OL & holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list end. 
EISENHUT, D Q Division of Licensing. 03/07/08. Consolidated 
Edison Co of New York. Inc. 30pp. 19669; 269 24X 

Fiche: 50-000, 83/07/08, 0307080169 


0307250400 Discusses commitment to perform 4B h test to monitor 
performance of auxiliary feedwater pumps.per 030306 ltr 
Similar test will be performed on turb ine-dr ivon pump 
during next refueling outage 

GIESLER.C.W Wisconsin Public Service Corp. 03/07/20 VARGA, S A. 
Operating Reactors Branch 1 lp 19701:217. 24X 

Fiche: 30-305, 83/07/20, 8307250400 


G, Inspection reports, IE Bulletins & correspondence 


8307070238 Forwards suppl to SER supporting util analysis in response 
to IE Bulletin 00-04 re main steamLine break w/continued 
f eedwater add 1 tton 

VARGA, B A. Operating Reactors Dranch l 03/06/08. GIESLER.C.W, 
Wisconsin Public Service Corp 2pp. 19344, 39B 24X 

Fiche: 50-305, 03/06/00, B30707023B. 


■8307070242 Safety evaluation supporting util analysis in response to IE 
Bulletin 00-04 re main steamline break w/continued feedwater 
addition. 

* Containment Systems Branch. 03/06/00 2pp 19344:360. 24X 

Fiche 50-305. 03/06/00, 8307070238 


0307060107 Advises that revised response to IE Bulletin BO-ll. ‘Seismic 
Qualification of Masonry Walls," will be provided on 
840101, in response to findings in IE Jnsp Rept 5O-3O5/03-Q5. 

QIESLER. C W. Wisconsin Public Service Corp. 63/06/30. VARQA, 0. A. 
Operating Reactor® Dranch 1 lp 19252 213 24X 

Fiche: 90-305, 83/06/30, 030/060107 


— -8307190086 Revised pages for updated FBAR for Kewaunee Nuclear Power 
Plant. 

* Wisconsin Public Service Corp. 83/07/01. 204pp. 19631:210. 

24X FichB: 30-305, 83/07/15, 8307190003 


P. Operating license stage documents & correspondence 


8306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants for OLs 6 holders of CPs for Westinghouse PWRs 
re safety evaluation of "Emergency Response Guidelines. " 

Svc list end, 

EISENHUT, D, Q. Division of Licensing. 03/06/03. Yankee Atomic 
Electric Co. 10pp. 19563:116- 24X F i c he : 50-000, 03/06/03, 

8306060070. 


8307070232 Forwards synopsis of issues associated w/NUREO-0612 re 
control of heavy loads.a* discussed in B30617 telcon. 

Responses to open Issues must be provided within 30 days of 
ltr date. 

VARQA, S. A, Operating Reactors Dranch 1 83/06/21. 0 IESLER, C. W. 

Wisconsin Public Service Corp. I3pp, 19362:227. 24X 

Fiche: 50-309, 83/06/21, 0307070232. 


0307270441 Forwards two remaining outstanding amend requests for 
f ac 1 1 i ty. Sub sequen t amend requests will be forwarded by 
util upon submittal of application to NRC W/o end. 

QROTENHUISf M. Operating Reactors Branch 1 83/06/27. R IEDERER, C 

Wisconsin, State of. 2pp. 19788:399 24X Fiche: 50-309, 83/06/27, 

8307270441. 


6306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem. " Svc list end. 

JORDAN, EL. Division of Emergency Preparedness Engineering 
Response (Post 030103) 83/07/11 Consolidated Edison Cd. of New 

York, Inc 134pp. 19363 293. 24X Fiche: 50-000, 03/07/1 1 , 0306270401 , 


8307180271 Requests submittal of Tech Specs omitted from util 810713 
response to IE Bulletin 80-12 re DHR sys Response requested 
within 60 days 

VARGA, S A. Operating Reactors Dranch 1 B3/07/H. GIESLER, C. W. 

Wisconsin Public Service Corp. 3pp 19566.206 24X 

Fiche: 90-305, 03/07/ (1, B307 180271. 


6306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end 
JORDAN, E L Division of Emergency Preparedness V Engineering 
Response (Post 030103). 83/07/12 Consolidated Edison Co. of New 

York, Inc 141pp. 19963:153. 24X Fiche: 30-000, 83/07/12, 8306270404. 


8306270406 IE Info Notice 83-4B, "Gaseous Effluent Releases of 
Radioactive 1-129 it 1-131 in Excess of NRC Limits." Svc list 
end. 

TAYLQR*J M. Division of CIA, Safeguards V Inspection Programs (Post 
830103) 03/07/14 Consol i-da ted Edison Co of New York, Inc 

t!4pp 19715:270. 24X Fiche 50-000, 03/07/14, B306270406. 


□307230296 Responds to IE Bulletin 82-02, "Degradation of Threaded 
Fasteners in RCPB of PWR Plants. " Indications found an 
stud surface Studs replaced No bone acid corrosion wastage 
found on fasteners, 

QIESLER, CW Wisconsin Public Service Corp 63/07/14. KEPPLER, J. 0 
Region 3, Office of Director. 6pp. 19705:314 24X 

Fiche : 50-309, 83/07/14, 0307250296 
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□30725Q2B6 Modifies. 830309 commitment re performance of surface exam on 
lOO'A of weld over 40-yr period, per util request for relief 
from performing volumetric eiairs of reactor coolant pump 
welds Sections of welds will be examined aver 3Q-yr period. 

C1ESLER.C VJ Wisconsin Public Service Corp. 33/07/19. 

ElSENHUT, D^G. Division of Licensing. 3pp. 19703:306 24X 

Fiche 50 - 303 , 83 / 07 / 1 *?. 0307330206. 


R. Periodic operating reports k related correapoudentB 


8307120263 Monthly operating rept for June 1983 M/330708 ltr. 

RU1TER.GH., G I ESLER , C . W. Wisconsin Public Service Corp. 83/06/30. 

Director's Office. Office of Inspection and Enforcement. 5pp 
19422:240 24X Fiche 50-303, 83/06/30, 8307120263 


6307250340 "Kewaunee Nuclear Power Plant Cycle 9 Startup Rept for June 
1983 - M/630713 1 tr 

CIESLER.C W. Wisconsin Public Service Corp. 83/07/15. VARGA. S, A, 
Operating Reactors Drench 1. 41pp 19703 113 24X 

Fiche- 50-305. 83/07/13- 8307230340 


S Reportable occurrences, LERs & related correspondence 


9307110277 LER 03-QS 5/031.-0: on 830606, dur l ng valve timing test for TD 
auxiliary Feedwater pump, valve failed to electrically open. 

Caused by faulty torque switch it maladjusted tripper cam. 

Valve operator rebuilt L cam rese t . W/03O7OI ltr. 

BERNHOF7, S. L. . THQRGEfi SEN, J. G r GIESLER.C. W Washington Public Power 
Supply System 83/07/01. KEPPLER, J. G Region 3, Office of 
Director 2pp. 19379 136. 34X Fi ch e : 50-303, 83/07/01 , 0307 1 10277. 


8307110284 LER 83-Qi 4/03L-0: on 830603, wh i 1 e performing monthly RHR pump 
It valve surveillance test, c ontainment sump 0 isolation 
valve SI-350D would not cycle closed Caused by mechanical 
Interlock sticking in open position W/830701 ltr. 

BERNH0F7, S. L. , THUROEflSEN. J. Q. . GIESLER.C W Wsscons i n Pub I ic 
Service Corp 83/07/01. KEPPLER, J. G. Region 3. Office of Director. 
?pp 19379:149 24X Fl C h e : 30-305, 83/07/01 . 03071 10284 


DOCKET 30-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency 6 fire protection plans 


— 0307180112 IE Safeguards Insp Repts 50-202/03-11 & 50-306/83-11 on 
030613-17. No noncompliance noted. Major areas inspected: 
security plan & implementing p roc ed ur e s, 1 oc k s, k ey s & 
combinations. Safeguards info deleted (ref 100FR73. 21). 

P1RTLE, G L. Region 3, Office of Director. 03/07/13. 2pp. 

19537 029 24X Fi c h e : 30-202, 03/07/ 1 4 , 0307 180 109. 


6307220361 Responds to 830310 ltr re Rev 8 to physical security plan. 
Procedures changed to establish lock rotation per Reg 
Guide 3 12, “General Use of Locks in Protection & Control of 
Facilities & SNM, “ Plan will be revised 

MUSQLF, D Northern States Power Co 83/07/13 Office of Nuclear 

Reactor Regulation. Director. Ip 19606:028. 24X 

Fiche: 30-202,83/07/13, 83 07220361. 


B307230632 Releases public version of revised emergency plan 
implementing procedures. 

FELTON, JM. Division of Rules and Records 83/07/19, Document 
Management Oranch. Ip. 19718:144 24X Fiche: 50-000, 83/07/19, 

8307230632. 


— 8307 230642 Forwards public version af revised emergency plan 
implementing proc edures, inc lud ing Procedures EPIP -1.1.1 re 
corporate emergency response plan, EPIP 1.1,2 re 
notifications 6 EPIP 1. 1.3 re public info. 

WARD, E. C. Northern States Power Co. 83/03/20. Region 3, Office 
Of Director. Ip. 19718 145. 24X F i c h e : 50-000, 83/07/ 19, 

0307250632. 


— 8307250650 Public version of revised emergency plan implementing 
procedures, including Procedures EPIP 1.1.1 re corporate 
emergency response plan. EPIP It. 2 re notifications & EPIP 
1.1.3 re public info, Rev 12 to table of contents end. 

HUDSON, G. r WARD, E. C. Northern States Power Co. 83/05/20. 143pp. 

19718: 146. 24X Fiche: 50-000, 03/07/ 19, 0307250632. 


j. Insurance {< indemnity Information 


B30726Q475 Forwards Endorsements 63 6 66 to NELIA Policy NF-174, 
Endorsements 34 S, 33 to NELIA Policy NF-197 fc Endorsements 
54 It 47 to MAELU Policies MF-51 U MF-6B, r e sp ec t i ve 1 y. 

JOHNSON, RG Northern States Power Co 03/07/18 DINITZ, I. 
Antitrust 6 Economic Analysis Drench (Utility Finance). 7pp. 
19731:136 24 X F i che : 50-000, 83/07 / IB, 8307260473. 


8307050281 Forwards tab 1 
during 830624 meeting 
provided in util 83051 
D 1 1 ANN!, D. C. Operatin 
Northern States Power 
Fichu: 50-282, B3/06/14, 


e of scheduler milestones to be 
re emergency response capability 
3 response to Generic Ltr 92-33. 
g Reactors Branch 3. 83/06/14 

Co. 3pp. 19263 216. 24X 

0307050283. 


hog o t iat e<f 

MUSQLF. D. M. 


K. Utility Final Safety Analysis Report ( FSAR > r A amends 


9307080198 Forwards Rev 1 to updated FSAR 

MU50LF, D. Northern States Power Co. B3/06/30. Office of Nuclear 
Reactor Regulation, Director. 22pp. 19348:176. 24X 

Fichu: 50-202.83/06/30, 03070B019S 


□307060315 Forwards IE Insp Repta 50-282/83-07 50-306/63-07 on 

830401 -30 I, notice of violation 

SHAFER. W D. Region 3, Office of Director 83/06/20 LARSQN, C.E 
Northern States Power Co. 2pp. 19234 231 24X 

Fiche: 50-2112, 83/06/20, 8307060315 


— B307080204 Rev 1 to updated FSAR, 

* Northern Btates Power Co. 82/12/31. 448pp. 19348:219. 24X 

Fiche 50-202. 03/06/30, 0307000190. 


—8307060324 

Not ic 

e 

of V 

SHAFER, U. 

D 

R 

eg 

i on 

19234: 233. 

24 

X 

FicJi 

— 8307G603E8 

IE 

In 

sp 

Rep 

No-ncomp 1 i 

iince 

noted : 


steam tine radiation 
4-kV safeguards buae 
FE1ERADEND, C D- Reg 
19234 235 24 X Fich 


iolatlon from insp on 830401-30 
3, Office of Director. 83/06/20. 2p p 
e : 50-202, 83/06/20, 0307060315 


ts 30-2B2/83-07 50-306/03-07 on 830401-30. 

failure to perform daily check of main 
monitors & monthly functional test for 
s 4; to verify valve position, 
ion 3, Office of Director 83/06/20. 9pp. 
e : 50-282, 83/06/20, 030706031 5 


8307010178 Forwards Rev 5 to security force training T* qu 
plan. Rev wi thheld (ref 10CFR73 21) 

MU50LF* D M, Northern States Power Co P3/06/24 Of 
Nuclear Reactor Regulation. Director 2pp 19(72:261. 
Fiche: 30-000, 03/06/24, 8307010178 


a l if i cat i on 

fice of 
24 X 


P. Operating license stage documents & correspondence 


B307050342 Forwards safety evaluation re seismic qua 1 i f 1 ca t i on of 
auxiliary feedwater sys, based on util 010714 & 020503 
responses to Generic Ltr Bl-14 Sys can withstand postulated 
safe shutdown earthquake. 

CLARK, R. A. Operating Reactors Branch 3. 83/06/17. MUSOLF, D. M. 

Northern States Power Co. 2pp. 19263:295. 24X 

Fiche. 50-202, B3/06/17» 030705034 2. 


--B307-050345 Safety evaluation re util responses to Generic Ltr 81-14 on 
seismic qualification of auxiliary feedwater sy s. Au x i 1 lary 
feedwater sys can withstand postulated safe shutdown 
earthquake. 

* Office of Nuclear Reactor Regulation, Director. 83/06/16. 

10pp. 19263:297. 24X Fi c he : 30-2B2, 03/06/ 1 7, 0307050342. 


8307180437 Advises that Rev 9 to security plan acceptable u/exceptlon 
of Page 21, Section 3. 2. 2. I requiring designated vehicles be 
limited in use to onsite functions 

CLARK, R. A. Operating Reactors Branch 3. 03/07/07 MUSQLF, 0. M 

Northern States Power Co. 3pp 19566:339 24 X 

Fiche: 50-202, 83/07/07.83071004 37, 


03070 10 144 Forwards application For amend to Licenses DPR-42 & DPR-60, 
changing Tech Spec Section 3.10 resulting from new LOCA 
ana 1 y s is. 

MllSOLF, D. Northern, States Power Co. 83/06/24, Office Of Nuclear 
Reactor Regulation. Director. Ip 191/3:277. 24X 

rich e 50-282, 83/06 / 24, 83070 1 0144. 


83Q710QIQ9 Forwards IE Safeguards Insp Repts 
50-306/83-11 on 830613-17. Np noncompliance 
MILLER, J R. Region 3, Office of Director. 
Northern Status Power Co 2pp 19557 027 
Fiche: 50-202. 83/07/14, 8307 J 00 109 


50-28 2 /Ba- 
nofced. 
83/07/14 
24 X 


1 *y. 

L ARSON, C. E 


— 8307010149 Application for amend to Licenses DPR-42 lr. DPR-60, chang Ing 
Tech Spec Section 3, 10 resulting from new LOCA analysis. 

MUSOLF , D. Northern States Power Co. 83/06/24. 3pp. 19173:270. 
24X Fiche: 50-282, 03/06/24, B307010I44. 


— 8307010153 Proposed changes to lech 6-pec Section 3. 10 resulting from 
new LOFA analysis. 

* Northern Slates Power Co. 03/06/24. 9pp. 19173:281. 24X 

Fiche: 50-2B2, 83/06/24, 8307010144. 
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ill 


Q3070 1 0137 "Prairie Island Units 1 b. 2 Limiting Break LOCA-ECCS 
Analysis Using EXEM/PUR. ■' 

TAHVILI, T. » KAYSER.W. V . , CHANDLER. J C £uon Nuclear Co , Inc. 
(subs, of* Exxon Carp > XN-NF-03-30 03/03/27. 56pp 19173:2 s ?! 

24X Fiche: 50-282,83/06/24,0307010144 


0307030092 Forwards application to amend Licenses DPR-42 b. DPR-60. 
revising Tech Specs re containment sys recomb iners, c ontrol 
room air treatment sys b ref to FSAR Table 7. 7-2. Changes do 
not constitute significant hazards consideration. 

MUSOLF. D. Northern States Power Co 83/07/01 Office of Nuclear 

Reactor Regulation. Director. Ip 19193:311. 24X 

Fiche: 30-282, 83/07/01, 8307050092 


— 83070S009B Application to amend Licenses DPR-42 b DPR-60, revi si ng 
Tech Specs re containment sys recomb iners, contro 1 room 
air treatment sys b ref to FSAR Table 77-2. 

MUSOLF, D. Northern States Power Co 83/07/01 6pp 19193 312. 
24X Flche: 30-282, 83/07/01, 8307030092 


— 8307030102 Proposed Tech Specs re containment sys re-c omb 1 ner s . c ontr □ 1 
room air treatment *y* b ref to FSAR Table 7.7-2. 

* Northern States Power Co. 83/07/01. I4pp, 19193:310 24X 

Fiche: 30-282, 63/07/01, 0307030092 


8306270397 Generic Ltr 83-26 to all applicants for OLs & holders of 
CPs for power reactors re c lar i f i cat i on of surveillance 
requirements for diesel fuel impurity Svc list one). 

EISENHUTiD G. Division of Licensing 83/07/05. Consolidated 
Edison Co. of New York. Inc. 16pp 19390:317. 24X 

Flche: 30-000. 83/07/03, 8306270397. 


8307060329 Generic Ltr 83-27 to all licensees 4 applicants for 
operating power reactors 4 holders of CPs for power reactors 
re surveillance intervals in STS. Svc list end 

E1SENHUT, D. 0. Division of Licensing 03/07/06 Consolidated 

Edison Co. of New York, Inc. )6pp 19669:234 24X 

Fiche: 30-000, 83/07/06, 8307060329. 


8307080169 Generic Ltr 03-20 to all licensees of operating reactors, 
applicants for OL b holders of CPs re required actions based 
on generic implications of Salem ATW5 events Svc list end. 
EISENHUT. D. G. Division of Licensing 93/07/08 Consolidated 

Edison Co. of New York, Inc. 38pp. 19669: 269 24X 

Fiche: 30-000, 03/07/00, 0307000169. 


0307390001 Notice of consideration of issuance of amend to Licenses 
DPR-24 b DPR-60 b proposed NSHC determination b opportunity 
for hearing re sodium hydroxide concentration in 
containment spray sys spray additive tank. 

CLARK, R. A. Operating Reactors Branch 3 83/07/00 8pp 19026 333. 

24X Fiche: 50-202, 83/07/00, 8307290001 


8307270203 Clarifies location of Rosemount transmitters classified as 
Category II. B items in util 830303 ltr to NRC. 

MUSOLF. D. Northern States Power Co. 03/07/13. Office of Nuclear 
Reactor Regulation, Director. 2pp. 19769 031 24X 

Flchet 30-282, 83/07/13, 8307270203 


0. Inspection reports, IE Bulletins b correspondence 


0307060313 Forwards IE Insp Repts 90-202/03-07 h 50-306/83-07 on 
030401-30 !< notice of violation. 

SHAFER, W, D. Region 3, Office of Director 83/06/20 LARSDN, C. E 
Northern States Power Co. 2pp. 19234:231 24X 

Fiche: 30-202, 83/06/20, 030706031 5 


— 0307060324 Notice of violation from insp on 83040 , 1-30. 

SHAFER, W. D. Region 3, Office of Director. 03/06/20 2pp 
19234:233. 24X Fiche: 90-202, 03/06/20, 030706031 3. 


— 8307060320 IE Insp Repts 50-282/03-07 b 90-306/83-07 on 830401-30. 
Noncompliance noted : fa t lure to perform daily check of main 
steam line radiation monitors !< monthly functional test for 
4-kV safeguards buses b to verify valve position. 

FEIERABEND, C. D, , WILLIAMS, D. L, , JACK1W.IN. Region 3, Office of 
Director. 83/06/20. ?pp, 19234:239. 24X Ft c he: 50-202, 83/06/20, 

0307060319. 


0307180102 Forwards IE Insp Repts 50-202/83-08 b 90-306/03-08 on 
830606-10. No noncompliance noted. 

PAPER IELLO, C. J. Region 3, Office of Director 83/07/01 
LAR80N, C. E. Northern States Power Co. 2pp. 19557:010. 24X 

Fiche: 30-282, 03/07/01, 8307180102. 


— 8307180107 IE Insp Repts 50-202/83-00 4 50-306/B3-Q8 on 830606-10. No 
noncompliance noted. Major areas inspected: rad i o 1 og i ca 1 
environ protection program, inc lud ing mgt controls,QC V 
implementation % confirmatory measurements. 

JANUSKA, A. G. , NICHOLSON, N, A. , SCHUMACHER, M. C. Region 3, Office* of 
Director. 83/06/30 7pp. 19537:012. 24X Fiche : 50-282, 83/07/01 , 

8307180102. 


8307280190 Forwards IE Insp Repts 50-202/03-12 b 50-306/83-12 on 
830613-17 No noncomp 1 i arc e noted 

STREETER J F Region 3, Office of Di>*ctur 03/07/03 LARSDN, C E 
Northern States Power Co. 2pp 19791 259 24 X 

Fiche: 30-282, 83/07/08,8307200190 


— 8307280196 IE Insp Repts 50-202/03-12 h 50-306/83*12 on 830613-17. No 
noncomp 1 lane e noted Major ai eas inspected maint program V 
implementation of rnamt program. 

C HOULES, N. C , KISH, J. N. , HAWKINS, F C. Region 3, Office of 
Director. 83/07/07. 7pp 19791 261 24X Fiche 30-282, 83/07/09' 

8307280190. 


8306270401 IE Info Notice 83-46. "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem " Svc list enc 1 
JORDAN, E.L. Division of Emergency Preparedness 4 Engineering 
Response (Post 8301031 03/07/11 Ceuta 1 idated Edison Co. of New 

York, Inc I54pp 19563:293 24X Fith* 50-000,03/07/11,8306270401 


0306270404 IE Info Notice 03-47, “FaJluro of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid " Svc list end 
JORDAN, E L. Division of Emergency Preparedness 4 Engineering 
Response (Post 030103). 03/07/13. Consolidated Edison Co of New 

York, Inc 14tpp 19563:193. 24X Fiche 50-000, 83/07/12. 8306270404, 


8306270406 IE Info Notice 03-49, “Gaseous Effluent Releases of 
Radioactive 1-125 b 1-131 in Excess of NRC Limits . " Svc list 
enc 1 . 

TAYLOR, J. 11. Division of QA« Safeguards K Inspection Programs (Post 
830103) 83/07/14 Consolidated Edison Co. of New York. Inc 

Il4pp 19715 270 24X Fiche: 50-000, 83/07/14, 8306270406. 


0307 1801 09 Forwards IE Safeguards Insp Repts 5O-2B2/03-1 I t 
90-306/83-11 on 030613-17 No noncompliance noted 

MILLER, J. R. Region 3, Office of Director. 03/07/14 LARSON. C. E. 
Northern Statos Power Co. 2pp 19557:027 24X 

Fiche: 50-282, 83/07/14, 8307100109. 


— 8307180112 IE Safeguards Insp Repts SO-282/83-15 4 50-306/03-11 on 
B306 13-17. No noncomp 1 lance noted Major areas inspected: 
security p 1 an 4 implementing procedures, Locks, keys b 
combinations Safeguards info deleted (ref 10CFR73.21). 

PIRTLE.G. L, , KNICELEY, J R , CREED, J R Region 3, Office of 

Director 83/07/13 2pp 19957.029 24X F* che 50-282, 83/07/14, 

83071B0109. 


R, Periodic operating reports J, related correspondence 


8307150065 Monthly operating repts for June 1983 W/B30708 ltr. 

DUGSTAD, D . MUSOLF, D Northern States Power Co. 83/07/05. Office 
of Resource Management, Director lOpp 19936:196 24X 

Fiche: 50-202, 83/07/05, Q307130069. 


B. Reportable occurrences, LERs 4 related correspondence 


0307060229 LER Q3-014/01T-0: on 030613, conta tnment Inservice purge 
supply isolation failed local leakage rate test. Caused by 
dirty valve seats. Valve seats c leaned. U 1 ind flanges to be 
installed during next outage W/B30627 ltr 

HUNSTAD, A A. , MUSOLF, D Northern States Power Co 03/06/27 
Region 3, Office of Director. 2pp 19249 035. 24X 

Fiche 50-306. 83/06/27, 8307060229 


030727005? Forwards safety evaluation of 8)1216 spent fuel assembly top 
noiile degradation event. Incident does not appear to have 
any generic implications re fuel assembly design, 
fabr icat i on, hand ling or storage 

CLARK, R A Operating Reactors Branch 3. 83/07/11 MUSDLF, D. M 

Northern States Power Co. 2pp. 19011: 1B8 24X 

Fiche 50*202. 83/07/11, 8307270059 


•8307270072 Safety evaluation of 011216 spent fuel assembly top nozxle 
degradation event Recommends that sulfate analysis be 
included in routine primary water b spent fuel pool water 
chemistry monitoring b. analysis programs. 

# Office oF Nuclear Reactor Regulation, Director 63/07/11. 9pj> 
19811:190. 24X Fl che : 50-282. B3/07/1 1 , 0307270059 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F. Security, medical, emergency !< fire protection plans 


8307)40163 Responds to util 810601 b 82)216 Jtrs re primary b backup 
emergency operations f ac i 1 i ty . Fac 1 1 1 ty location acceptable 
Other features b approval will be determined during post- 
imp 1 amen tat i on appraisal. 

EISENHUT, D O Division of Licensing 03/06/23. GARRITY.JR Maine 
Yankee Atomic Power Co 2pp 19540 0)0 24X Fiche . 90-309, 03/06/23, 

0307140)63. 
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pubne ** revised emergency plan 

l ffvp l s m e n t ii n g procedures s ’ " 

Oivition of Rules ana Rdcors, S3/0&/24. Document 

19384 330 24* Fiche; 50-309, 83/06/24. 


FELTON, j M 

Management: Branch 
8307 1 J 0325 


IP 


930-7 1 1 03= B For Ufa rdi o uh 3 i c i nr> . <• 

implementing procedures, i „ c lud tng Pr ocedure P 1 *" 

* vont ' 8 50 s ™ »• »• « 

* Maine Yankee Atomic Power Co r* 

Branch aap 193 B 4 331 oai tt ^ Document Management 

PP 19384 331 24X Fich* 50-309, 83/06/24, 03071 10329. 

un U , Ua l evant. 2 30. 2 re ,t. rt 4 8. 30. 3 Z. “JJ JJm 
emergency. nw drefl 

M*";i;i!.rssis,*£^i / £rKo5?i 09 g /o8/ «' »«»»»• 

‘ Vera,on ° f en, » r S* nt V Han ,mplementtng 

t S division of Rules and Records 03/06/24 n Df( |_ Bnt 

Management Branch 1 o 1 9 A 4 i • 3 -n n^v e- . document 

9307100405 P 1WI 231 24 * Ft c he ; 50-309, 03/06/24 . 

''™S?Ksv:rlH : :i¥f”;:F ! 

2 So 4 h p, « *' 5 ^’ ^ r? site area emergency L 

f' 3 2‘ ; re general em ergentg, r e a p ec t i ve 1 y V 

Maine Yankee Atomic Power Co B 3 /n*i/ 3 i r> 

Branch. in 19641 23 ^ pax rirh n ** D tUment -Management 

P 24X Fichu 50-309, 03/06/24, 03071 BQ405. 

»•»««! * *•<»■« » 
ncR?si«:. i s^2si. c t ss?ri«Si . 33/09/27 3 »- «*«=»*•. =«* 

f 0 ” •'••Uh.saf.t,, ,, environ Insp, 

lo?W70 ll?s) ‘ n *P* OOCFRI70 241, per 

M M “ ne V ; n i" At " ffl ‘' p,1 “" <» 83/07/00. MILLER, H 0 

License Fee Management Branch. i p . 19380217 24 x 

F» C ho: 30-309. 83/07/06, B307 1104 50. * 

"••• 

■>' „„ , . 
operating Reactors Branch 3. 3pp 19723 343 24 CLARK. R. A. 

Fiche' 50-309, B3/07/08, 8307230057 

a^ nf ^ v?otL R □n“' ^<,5 ,E l,,,P R "" 50-309 /Bl-Qu on 030523-27 S, nut.ce 
M R R Mn/IizA. r j. D°‘ V Aal°" Ynnf« l A'om!c%n ,ec p nUa l Prng r nns. 03/07/13. 

Fiche: 30-309, 83/07/13, B307280269 ° &PP l<?79 0 : 163 24X 

030720027 S^NDti^r >oF violation from Insp on 030923-27 B.tall, uithheld 
* Ragion 1, Office of Director. 03/07/13 ddd io 7 , n . U7 nAV 

Fl Che 50-309, 83/07/13, 8307200269 PP J97<?0 1*7. 24X 

*" aCCe “ con t '-° 1 1 ' a ««■ Portion. withheld 

7?p LE ' , ’l77^o' lI? DV 'SaI' F- R n 9 ‘S" V ° ,nce ° f Dirrctnr. 03/07/11. 

/pp, 19790 169. S4X Fiche : 30-309. 83/07/13, 0307200269 
8307260476 Ooctments understanding that either Rev 2 or Rev 3 to Rea 

NUREO-0737 2“T?"|Z ‘° ^ ' 3r ,-"<U , 't ' 

cap”t?ltj PPl * L ‘r BZ-33, t e em.rgenry response 

GARRITY. J H Maine Yankee Atomic Power Co 03/07/21 CLARK ft a 
Operating Reactors Orar.ch 3. Jp . 19734 163 24X 

Fie he* 30-309, 03/07/21, 8307260476. 

7. Adjudicatory correspondence 

3307060! 65 Answers to 830403 second set of interrogatories * reouest 

0:u;:; <, cdr;« P :' d ^n^r , ’ n * , 41 n,ot, °'' f ° r pr “«“'' B 

SFrio 3 r ^*”- P ™» C0 | 4 S 5 : S ^ S ' SJJ" 4 erau 

Ftcfie; 50-309, 93/06/30.8307060165 


^utU 0330 Submits distribution list for correspondence betwoen NRC U 

□^tl y nf ' fh. 2 a ‘ n '. Vanke * At0, " 1,: Po “ ,r Co - 03/07/1 1. CHILK, S. J. 

FiF*.: 9 0-3S?.e3^;*urg a S?,5M 3 S a *™' 1 “‘ ,,n - SPP ' ,933 ^ 3 *' 6 - 2 « 

83 “:i:?i s ^?:?Ur*:‘;:2{;!.r^d“s^ I r 72S for tp ptt tp 

Camm^L«i«fl«t> aPf 1 l e ° P th * S.tretary of the Commission. 03/07/13. 
SawlwiS? P - ,9i36:a5S - F*CK* : *0-309,03/07/ 13, 

zxzt': 030729 ,pr cpm "' issipn tp *«» <p 

Comm^selni, 0#fi ^ e of thf Secretary of the Commission. 03/07/23 

MOwJSiSS. P - ,9749;34a - Fl. ho: 50-307, 83/07/23. 


^Operating license stage documents t. e 


orrespondence 

f-T - 

II F 1 6 "CnJi‘ ** 3 ' c ® n * alnm fnt Water Level Monitor" $ 
riinu to c ^ ta i»"n»nt Hgd r ogen Mon i tor. " 

Maine Yankee Reactors Branch 3. 83/06/17, OARRITY» J, H, 

c-T ^ Atomic Power Co. 8pp. 19262* 346 24X 

Fi C ho. 30-309, 83/0*6/17, 0307030432, 

a3 d^n???„ir!ncIuainn t »i EVi H“ Df ! 30107 »» thutdoun margin 

“ including procedures for verifying that shutdown 

a r:il IV” Mt in «” «» »>•» central Slem?™ 

ri lol D A P 4 d> Actions acceptable. 

Hair, *v V. D P erfl tirig Reactors Branch 3. 83/06/21. GARRITY, J H 

S; 1 !* s n ;;» *to«*c power c, 2PP 19399=331 a« GARRITV,J ’ H - 

Fic he: 50-309, 83/06/21* 8307060373 ** 

*' B3 S^??cat?nn’ ty ‘ v * 1 ' ,ati ' ,n ‘"Ph-ntln, util mad, re shutdown margin 

»ixrsaiSB4»ijasjf- 

rule 9 UtU Can Comply u/ ^vis«d version of 

F i c h . : 30-309, 03 /06/23, B307 M 0 1 3? P P ' 34 ' ’ 


24X 


”S“H“ ~K * 

SSmsHSKSF* s-Rsr»- 

cps f „r power ^rf 1 e ^:rtJ!c:^^“ t :r:u^e:,?^ n 4 0 ’ , * l,, ' r • Pf 

FlBFMWHT^^n f ^ dlesel fuel impurity. 5vc list end 

Edison ci D -s> N^r ;i. Lu rs; ni i^s!?j; B - 

Ftche: 50-000.83/07/05, B306270397 PP 939 0*3I7. 24X 

re leased 9 * d --dred' ^SarJ^a^nflu’r 

GARRITY. J- FI. Maine Yankee Atomic Power Co 03/O7/f)*i n adu d a 
O perating Reactors Branch 3. 2pp. 19423 023 CLArk ' r * A. 

Fiche: 30-30?, 83/07/05. 8307120496 ‘ ?3 ‘ 2 ^ X 

B307060327 Generic Ltr 03-27 to all licensees & applicant* for 
operating power reactors t holder, of CPs f or pol* r J! t « 
re surveillance interval* in STS Svc list encl t0r * 

EIBENHUT. D. O. Division of Licensing. 03/S?/O6 Consdid e „ 

Edison Co of New York, Inc. 16pp. 19669 254 Cons °lidated 

Fl« he: 50-000, 03/07/06, 8307060329 24X 

S3 mnl 10370 ^ d r iS ^ S that conCBrns raised in NRC B30301 ltr re n»»H 
; ;; ':; p ': r te rech for pn.iurii.r heaters r v e f ° r 

e^gencVbu^r^ dUe t0 ablUtV U '*0* 

GARRiTY, J.N. Maine Yankee Atomic Power Co. 03/07/06 CLARK o a 
O perating Reactors Branch 3 , 2 pp. 19380 335 P&x CLARK. R. A. 

Fi che: 50-309, B3/O7/06. 03071 10378. 

0307080169 Generic Ltr B3-28 to all licensees of oeerann 

applicants for OL c hold.rm of CP, r. reguir.d a£!Io^ baled *' 
on generic implications of Salem ATMS events Svc list « n r * 
EISSNHUT, D. G. Division of Licensing 03/07/on Z 1 
Edison Co. of New York, Inc. ^pp ,9669 2 ^ 24X Con *<> ^ da ted 

Fie he: 50-000. 83/07/00, 8307080 169. *** 
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107230037 Summary of 83062B meeting w/util in Bethesda,MD re auxiliary 
feedwater sys eval uat ion. Pur ther NRC guidance will be 
provided In formulation of App R-related Tech Specs. 

HEITNER. K. L. Operating Reactors Branch 3. B3/Q7/0S CLARK, R A. 

Operating Reactors Branch 3. 3pp 19723:343. 24X 

Fiche: 30-309, 83/07/08, 0307230037. 


07190128 Application for Proposed Change 97 to amend License DPR-36 
re fuel handling accident Inside containment. 

FRIZZLE, C. D. Koine Yankee Atomic Power Co B3/07/14 CLARK, R A. 
Operating Reactors Branch 3. 3pp. 19636 033. 24X 

Ftche; 30-309, 03/07/14, 0307190128. 


0307190130 Proposed Tech Specs re fuel handling accident inside 
containment. 

* Maine Yankee Atomic Power Co. 03/07/14. 17pp 19636:056. 24X 

Fiche: 50-309, 83/07/14, 0307190120. 


07260090 Rev l to Notification 83-31 of 830722 meeting w/util in King 
of PruisiaiPA to discuss unauthoriied attachment of lead 
shielding to safety-related piping & effects upon sy s 
operability. 

KELLEY, 0. Region i, Office of Director. 83/07/15. Region 1, 
Office of Director. ip. 19706:221. 24X Fi ch e ; 30-309, 83/07/ 15, 

0307260090. 


07290343 Accepts conclusions in licensee 830706 ltr that adequate 
praisurlier heater capacity available to maintain 
sufficient heater capacity for natural circulation 
cooldowns. No rev to Tech Spec or further action required. 

CLARK, R. A. Operating Reactors Branch 3 83/07/19. GARR[TY,J. H 

Maine Yankee Atomic Power Co. 2pp. 19837:082- 24X 

Fiche: 30-309, 03/07/19. 0307290343. 


D7290548 Forwards safety evaluation re demonstration of purge 4< vent 
valve operability < B-24 ) . Op crab i 1 i ty of 0-lnch pressure 
relief valve not yet demonstrated. Long-term option of 
blocking 42-inch purge/vent valves acceptable. 

CLARK, R. A. Operating Reactors Branch 3. 03/07/19. OARRITY, 0. H. 

iaine Yankee Atomic Power Co. 2pp. 19837:073. 24X 

*iche: 30-309, 83/07/19, 8307290348. 


3307290530 Befety evaluation re demonstration of operability of 42-inch 
purge t, 8-inch vent va Ives. Eight-inch valve should be sealed 
closed verified to be closed at least once every 31 days 
* Office of Nuclear Reactor Regulation, Director. 83/07/19 4pp. 
19837:077. 24X Fi c he : 30-309, 03/07/ 19, 8307290340. 


>7200317 Forwards Rev 2 to GA program, resulting from NRC 030319 
request for addl info. Two other revs Included to resolve 
Jnre solved Item 82-02-12 5. Violation 02-17-0. 1 

JARRITY, J. H. Maine Yankee Atomic Power Co. 83/07/20. HURLEY, T. E. 
legion 1, Office of Director. 2pp. 19709:217. 24X 

? Uh«: 30-309, 03/07/20. 0307280317 


3307280320 Rev 2 to QA program. 

* Maine Yankee Atomic Power Co. 03/06/10. 13pp. 19709:219 24X 

Fiche: 30-309, 03/07/20, 8307200317 


Inspection reports, IE Bulletins & correspondence 


>7010038 Forwards IE Insp Rept 30-309/83-00 on 030503-03. No 
^incompliance noted. 

JTAR08TECKI, R, Division of Project b Resident Programs. 83/06/17. 
IANDAZZA, J. B. Maine Yankee Atomic Power Co. 2pp. 19169:017. 24X 
■iche: 30-309, 03/06/17. 0307010030, 


1307010047 IE Insp Rept 30-309/83-00 on 830303-03. No none omp 1 i anc e 
noted. Major areas inspected: 1 icense© actions taken to comply 
w/NUREG-0737, Item H. B. 2, "Design Review of Plant 
Shielding. " 

LAZARUS, U. J. , KELLY, E. Region 1, Office of Director. GALLO, R , M. 
Division of Project 4: Resident Programs. 03/06/13. 7pp, 
19169:019. 24X F i ch e: 30-309, 03/06/ 1 7, 83070 1 0039 


>7030347 Submits Confirmatory Action Ltr 03-03, veri fy ing actions to 
>e taken or planned due to potential overloading of 
iaf ety-re lated piping & supports caused by unauthoriied lead 
ihleldlng installation. 

JTAROBTECKI, R. Division of Project U Resident Programs. 83/06/22. 
IANDAZZA, J. B. Maine Yankee Atomic Power Co 2pp. 19363:339. 24X 

■iche: 30-309. 03/06/22, 0307030347. 


>7110231 Forwards IE Insp Rept 30-309/03-11 on 830317-20 V notice of 
violation. 

IARTIN, T. T. Division of Engineering & Technical Programs, 03/06/22, 
RANDAZZA, J. B. Maine Yankee Atomic Power Co 2pp. 19374:272. 24X 
■Iche: 30-309, 03/06/22, 8307110231. 


— 8307 1 10265 IE Insp Rept 50-309/03-11 on 0305! 7-20 None omp 1 i anc e noted 
failure to have plant operation review committee approve 
proc edures 

TANG, J C , PASC I AK, W J. Region 1, Office of Director. 03/06/16. 

6pp 19374 273 24X F i che : S0-309, 03/06/22, B3071 10251 


0307110450 Forwards fees for heal th, safety i> environ insps 
(10CFR170 23) ?< safeguards insps I10CFR170 24), per 
10CFR1 70 12(g) 

GARRITY.O H Maine Yankee Atomic Power Co 03/07/06 MILLER, W. Q. 
License Fee Management Branch Ip 19300 217 24X 

Fiche: 30-309, 83/07/06, 030/1 10450 


8307120617 Forwards inservice tnsp exam rept for 020711-830224. Info re 
exams per formed, as-found conditions corrective actions 
taken discussed 

CARRITY, U. H. Maine Yankee Atomic Power Co 03/07/06 CLARK. R A 
Operating Reactors Branch 3 ip. 19432.269. 24X 

Fiche: 30-309, 03/07/06, 0307120617. 


— 0307120626 Inservice insp exam rept for 820711-830224 Info re exams 
per formed, as-found conditions & corrective actions taken 
discussed. 

* Maine Yankee Atomic Power Co. 03/02/24 99pp. 19432: 270 24X 

Fiche: 50-309, 03/07/06, 0307120617. 


0306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 030103). 03/07/11 Consol 1 dated Edison Co of New 

York, Inc 154pp, 19363293 24X Fich * 50-000, 83/07/ 1 l , 030627040 1 


0306270404 IE Info Notice 83-47, "Failure of Hydraulic SnubbeT* as 
Result of Contaminated Hydraulic Fluid " Svc list oncl 
JORDAN, E. L. Division of Emergency Preparedness t* Engineering 
Response (Rost 830103). 03/07/12 Consolidated Edison Co, of New 

York, fnc Mlpp 19363 153. 24X Fiche 30-000, 03/07/ 12, 0306270404 


8307280269 Forwards IE Insp Rept 50-309/03-09 on B30523-27 * notice 
of violat i on. 

MARTIN, T T Division of Engineering b Technical Programs. 03/07/13. 

RANDAZZA, J. B. Maine Yankee Atomic Power Co. 2pp. 19790:165. 24X 

Ftch*: 30-309, 03/07/13, 0307280269 


—8307200273 Notice of violation Prom insp on 830923-27 Be ta 1 1 s withheld 
(ref 10CFR73 2I>. 

* Region I, Office of Director. 03/07/13. 2pp. 19790; 167. 24X 

Fiche: 50-309, 83/07/13, B3072B0269 


— 0307200204 IE Insp Rept 50-309/83-09 on G30323-27 None omp l l ant e noted 
failure to observe portion of isolation cone b failure to 
maintain barrier to access controlled area. Por t Ions withheld 
(ref 10CFR73, 21). 

BAILEY, R.J., GODY, A, T Region I, Office of Director. 03/07/11. 

7pp. 19790:169. 24X Fi c h e : 30-309. 83/07/13, 0307200269. 


8307200276 Forwards IE Insp Rept 50-309/83-07 on 830420-0630 * notice 
of violation 

BTAROBTECKI, R Division of Project b Resident Programs. 03/07/13. 
RANDAZZA, J. B. Maine Yankee Atomic Power Co 3pp 19002:112. 24X 
Fiche: 30-309. 03/07/13. 8307200276. 


—8307200200 Notice of violation from insp on 830420-0630. 

* Region I, Office of Director. 83/07/13. Ip. 19002:113. 24X 

Fiche: 30-309, 83/07/13, 8307280276 


— 8307200290 IE Insp Rept 90-309/83-07 on 830420-0630 . None omp 1 lane e 
no ted fa 1 1 ure to report unplanned radioactive gas release 
within 1 h L installation of leak shielding on safety- 
related piping w/o consideration to plant design criteria. 

SHETLAND, P. , COLLINS, 5., HOLDEN, C. Region 1, Office of Director. 
03/07/00. 13pp. 19802:116 24X Fiche : 90-309, 03/07/13, B3072S0276. 


0306270406 IE Info Notice 03-40, "Gaseous Effluent Releases of 
Radioactive 1-125 fc 1-131 in Excess of NRC Limits." 8vc list 
enc 1. 

TAYLOR, J. M. Division of OA, Safeguards A Inspection Programs (Post 
030103). 83/07/14. Consolidated Edison Co. of New York, tnc 

il4pp. i 971 5 270 24X Fiche: 50-000, 03/07/14, 8306270406. 


0307200436 Submits addl response to IE Rulie-bin 03-04, "Under vol tage 
Trip Function of Reactor Trip Breakers " New surveillance 
procedure will permit testing reactor trip breaker 
undervoltage trip coils independent of shunt trip coils. 

GARRITY, J H. Maine Yankee Atomic Power Co 03/07/20 MURLEV, T. E, 
Region 1, Office of Director 2pp 19797 107. 24X 

Fiche: 30-309, 03/07/20, 0307200436. 


1307110255 Notice of violation from insp on 830317-20, 

# Region 1, Office of Director 83/06/22. Ip. 19374:274. 24X 

Fiche: 50-309, 03/06/22, 03071 10251. 
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R. Periodic operating, reports tt related correspondence 


9305090466 Forwards "Annual Rept of Facility Changes 6 Relief & 
Safety Valve Failures & Cha 11 e ng es, 1 902. ■’ No challenges or 
failures of pressurlier or steam generator safety or relief 
valves occurred during 1932. 

GARRITY, J H. Maine Vankee Atomic Power Co 83/04/20, ALLAN. J M 
Region 1. Office of Director. 2pp. 1B363; ISA. 24X 
Fiche: 50-309., 33/04/28. 8305090466 


BO 072200 1 2 Monthly operating rept for May 1983. W/830607 ltr, 

® A *TERSOM, S. » GROCE , R . H. Maine Vankee Atomic Power Co. S3/06/07. 
Office of Resource Management, Director 5pp. 19674 099 24X 

Ft che: SO- 309. 83/06/07 , 8307220012. 


0307220072 Notification of Significant Licensee Meeting 83-91 on 
B30719 in Region I ofc to discuss unauthorized attachment 
of lead shielding to saf sty -related piping & effects on 
sys operability, 

KELLY. G. Region 1. Office of Director. 03/07/14. Region 1. 
Office of Director. 2pp 19691:346 24X Fi c h e . 50-309, 03/07/ 1 4, 

0307220072. 


0307220491 LER 83-023/03L-Q; on 53061 4, opera t i ons personnel removed 
train A valve HSI-M-4I from svc for maint on valve operator. 

Train A of ECCS declared i nop erab 1 e. Ma i nt activities 
completed within 2 h.W/030714 ltr. 

TIFFANY, T. A. , GARRITY, J. H. Maine Yankee Atomic Power Co. 03/07/14, 
HURLEY. T. E. Region S, Office of Director. 3pp 19666:003 24X 

Fiche 50-309, 03/07/14, 8307220431 


6307120311 Forwards INPCI, "Evaluation of Maine Yankee Atomic Power 
Plant fnr 1903, “ from site evaluation conducted during 
6301 16-23. * 

BRUNNER, E J. Division of Project L Resident Programs. B3/O7/O0. 
TAYLOR. J. M. Division of ReactOT Programs (Pre 8301031. CASE. E. 0. 
Office of Nuclear Reactor Regulation. Director ip 19429- lOB 24X 

Fiche: 50-3Q9, 03/07/00, 030712031 1 


-B307£20314 “Evaluation of Maine Yankee Atomic Power Plant for 19B3. ” 
* Institute of Nuclear Power Operations. 83/05/31 39pp 
19429:109 24 X Fi c h e: 50-309, 03/07/Ofl , 0307 1 20311 


DOCKET 30-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 
F. Security, medical, emergency & fire protection plans 


8307210037 Application to amend License DPR-75 adding license 
conditions to ensure timely implementation of App R fire 
protection commitments. 

LIDEN, E. A. Public Service Electric & Gas Co. of New Jersey. 

B3/06/30, VARGA, S. A, Operating Reactors Branch 1. 4pp 19660 326 
24X Fiche: 50-311, 83/06/30, 03Q721OO37. 


S. Reportable occurrences, LERs St related correspondence 


0307010006 RD: on 030505. constant increase observed in real time 
computer-calculated containment weight of air parameter in 
monitoring sys. Caused by stuck Fractal monitoring device 
Device replaced. 

OARRITY, J. H. Maine Yankee Atomic Power -Co 83 /05/27. ALLAN, J. M. 
Region 1, Office of Director. 2pp 19169 066 24X 

Fiche: 50-309, 83/03/27. G307010006 


8307110444 LER 03-022/01 T-O: dur l ng survey of Safety class piping, 
certain sections of ECCS piping found w/lead shielding 
installed w/o engineering evaluation af seismic 
qualification impac t . Adm i nl s tT4 1 ive measures developed" 

WO0D*E,C. Maine Yankee Atomic Power Co. 83/06/21. MURLEY, T E, 
Region 1. Office of Director. Ip. 19300 1 9t 24* 

Fiche: 50-309.83/06/21, 83071 1044 4 


8307 1 10269 Updated LER 03-021 /01 T-0, re control rod drop analysis 
Procedure deficiency specified in 030610 ltr determined not 
reportab Je. Procedure changes will remain in effect- 
MOOD, E. C. Maine Yankee Atomic Fewer Co 63/06/23 Ml/RLEY, T E. 
Region I, Office of Director. Ip. 19374-237 24X 

Fiche: 30-309. 83 / 06/23 , 8307 I 1 0269 . 


B307 110299 l/p doted LER 83-020/01 T- 1 : 
cumc entret 1 an nat vct 1 fled_ Caused 
procedures Procedures will be rev i 
1 tr. 

GARRITY, J. H. , LAFLAMME, S. J. Maine 
MURLEY. T.E. Region 1. Office of 
F iche: 50-30-9, 03/07/01., 03071 I 0299. 


on B306O7.HPC1 line boron 
by inadequate startup 
sed by 83071 5. W/630701 

Yankee Atomic Power Co 03/07/01. 
Director 3pp 19374:337. 24X 


8307 120002 Updated LER B3-022/O! T-l : on 830621 , dur i ng survey of safety 
Class piping. certain sections of piping identified on which 
lead radiation shielding installed w/o engineering 
eva 1 uation, Sh ie Id i ng removed. U/830703 ltr. 

* GARRITY. J. H. Maine Yankee Atomic Power Co. 83/07/0 
MURLEY, T.E. Region I. Office of Director 3pp 19423:006 24X 

Fichs: 30-309, B3/07/01, 0307120092. 


0307070037 Forwards Amend 1 to security contingency plan,reflec 
changes in internal c ommunicat ions. Amend withheld (ref 
10CFR73. 21 >. 

LIDEN, E. A. Public Service Electric b Gas Co. of New Jersey. 
83/07/01. Region 1. Office of Direttor 2pp, 19293:347, 
Fiche: 30-272.03/07/01,0307070057. 


ting 


24 X 


0307150264 Terminates actions required by 820018 Confirmatory Action 
Ltr 02-22, per 030603 request & IE Mg t Meeting Repts 
30-272/03-07 6 30-31 1 783-06, 5a f eg uar d s info deleted 
(raf 10CFR73. 21> 

5TAR0STECKI , R, Division of Project b Resident Programs. 83/07/11. 
UDERIT Z , R. A. Public Service Electric b, Gas Co. of New Jersey 3pp 

24X Fiche: 30-272. B3/07/11, B307150264 


19338: 093. 


ajo/zoDQ-04 corrects previous responses to Generic LtT 02-33 re 
completion of Reg Guide 1.9-7 mods for emergency response 
cap ab 1 1 i t y Conf i rira t i on that proposed schedule for 
implementation acceptable requested. 

LIDEN, E A Public Service Electric b Gas Co. of New Jersey. 

83/07/12 VARGA, S, A. Operating Reactors Drench i, 2pp. 19647- 127 
24X Fiche: 30-272, 03/07/12, 8307200004. 


8307250449 Provides supplemental info re design of emergency operations 
facility (EOF), Enel depicts layout of ventilation sys, EOF 
located at training ctr. 

LIDEN, E A. Public Service Electric b Gas Co. of New Jersey. 

83/07/18 VARGA, S A Operating Reactors Branch 1. 4pp. 17702-130 

24X Fiche: 50-272, 83/07/ IQ. 6307230449. 


8307220423 Forwards request 
effectiveness review rept. 
on first item requested tul 
(ref 10CFR73. 21 ) , 

VARGA, S. A. Operating Reac 
Public Service Electric b 
24X Fiche: 30-272. 03/07/19, 


for addl info re safeguards regulatory 
in response to 830323 ltr. Response 
thin 30 days. Enel withheld 

tors Branch I. B3/07/I9. UDERITZ, R, A. 
Gas Co. of New Jersey. 2pp. 19687:267. 
8307220423 


H. General correspondence 


03071 204 6B Updated LER 82-009/03' -1 : on 020309. control room ventllati 
motor operator valve failed to close Caused by motor failure 
due to oil 8, dirt accumulation in motor housing Valve motor 
roKinv'o °P* rator * “ill be reoriented M/030701 ltr, 

KUHLPY r F ' £ AR RJTY,J. H. Maine Yankee Atomic Power Co. 83/07/01 
MURLEY, T E. Region 1, Office of Director. 3pp. 19424 194 24X 

Fiche: 30-309.03/07/01, 8307120468 * 


8307140121 Responds to 030601 ltr expressing 
to permit facility operation in light of se 
occurring in Feb 1983. NRC instituted augmen 
to monitor ac t i v 1 1 i e s . P lan t can be operated 
DIRCKS, U. J. Office of the Executive Direct 
83/07/01. CASTLE, M. N. Delaware, State of 
Fiche: 50-272, 03/07/01, S307 l 40121. 


concerns re NRC decision 
rious Incidents 
ted insp program 
safe ly. 

or for Operation*. 

2pp. 19539:354. 24X 


! 3 "?! 6/03X : ,; 930307, in,, jnj ECC8 hot ..nHl, 

B?I-M il 2 f , 1 tin, ‘ ,, circulation stop /alve 

f 0 Caused by mechanical binding of 

valve stem. Stem 1 ubr 1 c ated. W/030706 ltr 

"SIS W V C E M , ," nU ' 11 «•*»• Af«ic Hoicer Co. 83,07/06. 

MURLEY, T.E. Region 1, Office of Director, 3pp 19530 212 24X 

FI che: 30-309. 03/07/06, 8307 150233. 


8307140127 Submits comments on behalf of concerned citizens re 
operation of facility Plant should be shut down due to 
gross mismanagement causing serious health b safety risk. 

NRC should carefully scrutinize operations. 

CASTLE, M. N. Delaware, State of. 83/06/01. PALLADINO, N J 
Commissioners 2 pp. 19539 356 
0307140121. 


24X Fiche: 50-272, 83/07/01 , 


a30ill5 '“ h * ‘' ,6a, i ng di*"l g.norator 
*"! P" ■•"*»■» surve i L lane , testing procodur,. 
smoke detector in 00-ID cubicle alarmed, Probabl y caused by 
i5Jr!T» U ,i flted luh * oit * mo Bering. W/8307I4 ltr. 

, .T TVJ '"' Maine Y *" iee f*« co. 

MURLEY, T. E. Region I, Office of Director 
Fiche: 50-309, 83/07/ ! 4, 83072 IO0Q6 


3pp. 


83/07/14 
4 9669:231. 24X 


J. Insurance f< Indemnity information 

0307130240 Forwards Endorsements 59 b 60 to NELIA Policy NF-230 b 
Endorsements 46 b 47 to MAELU Policy MF-90. 

GOLDEN, M. P. Marsh b McLennan, Inc. 83/07/06. SALTZMAN, J. 
Assistant Director for State b Licensee Relations Sop 19474-352 
24X Fiche : 50-000, 83/07/06, 8307130240. P 
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8307200407 Forward* Endorsements 61 b 4B to NELIA Policy NF-230 b MAELU 
Policy MF-90, respectively . 

GQLDEN, M. P. Mar *h b McLennan, Inc. 83/07/20. SALTZMAN, J. 

Assistant Director for State b Licensee Relation*. 3pp. 19797:349. 
24X Fiche: 30-272.03/07/20,0307200407. 


Q. Advisory Committee on Reactor Safeguards reports b correspondence 


8307090093 Summariies 276th ACRS meetings on 830414-16 u/utils to 
review request for OL. Agenda for 830312-14 meeting* end. 
EBER80LE, J. ACRS - Advisory Committee on Reactor Safeguard*. 
03/04/29. PALLADIND, N. J. Commissioner*. 3pp, 19366:030. 24X 

Fiche: 30-000, B3/04/29, 0307090093. 


P. Operating license stage document* b correspondence 


8306060070 Generic Ltr 03-22 to all operating reactor 1 lcemeet, 
applicants for OLs b holders of CPs for Westinghouse PWRs 
re safety evaluation of "Emergency Response Guidelines," 
five list end, 

EISENHUT , D. 0. Division oP Licensing. 93/06/03. Yankee Atomic 
Electric Co, lOpp. 19963:116. 24X Fi ch e : 30-000, 83/06/03, 

0306060070. 


8307210037 Application to amend License DPR-79 adding license 
conditions to ensure timely Implementation of App R fire 
protection commitments. 

L I DEN, E. A. Public Service Electric & Ga* Co. of New Jersey. 

03/06/30. VARGA, Q. A. Operating Reactors Branch 1. 4pp. 19668:326. 
24X Fiche: 30-311,03/06/30,0307210037. 


8307210104 Modified application for amend to License* DPR-7Q b DPR-7S, 
clarifying determination that N0HC involved in 
Implementation of proposed Tech Spec chages re ETB It 
administrative control*. 

LIDEN, E. A. Public Service Electric b Gas Co. of New Jersey. 
03/07/01. VAROA, 8 . A. Operating Reactors Branch 1. 11pp. 

19660:219. 24X Fi c he : 30-272, 83/07/01 , 030721 0 104. 


8306270397 Generic Ltr 83-26 to all applicants for OL* b holders Of 
CP* for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list end. 

EISENHUT, D. O. Division of Licens ing. 83/07/03. Consolidated 
Ed lion Co. of New York. Inc. 16pp. 19390:317. 24X 

Fiche: 30-000, 03/07/03, 0306270397. 


0307060329 Generic Ltr 83-27 to all licensee* b applicants for 
operating power reactors & holders of CPs for power reactor* 
re lurvelllance interval* in ST0. Svc list end. 

EISENHUT, D. 0. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:294. 24X 

Fiche: 50-000, 03/07/06, 0307060329. 


8307000169 Generic Ltr 03-20 to all licensees of operating reactors, 
applicant* far OL & holder* of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list end. 
EISENHUT. D. G. Division of Licensing. 83/07/08. Consolidated 
Edison Co. of New York, Inc. 30pp. 19669:269. 24X 

Ftche: 50-000, 83/07/00, 8307080169. 


6307290427 Submits response to 03O42B commitment re corrective action 
program mod*. Proposed ATWB rule in final stage* of review 
prior to presentation for approve 1 . Breaker shunt trip 
function will be incorporated into automatic trip circuit*. 

LIDEN, E. A. Public Service Electric b Gas Co. of New Jersey. 

03/07/13. VARGA, 8 . A. Operating Reactor* Branch l. 2pp. 19701:190. 
24 X Fiche: 30-272, 83/07/ 1 5, 8307290427. 


0307270402 Submit* current *tatu* of conformance W/B30708 Generic Ltr 
03-28 re required action* based on generic implication* of 
reactor trip breaker failures on 030222 & 25. 

LIDEN, E. A. Public Service Electric b Ga* Co. of New Jersey. 

03/07/22. VAROA, 8 . A, Operating Reactors Branch 1 . 4pp. 19767:111. 
24 X Fiche: 90-272, 83/07/22, 0307270402. 


— 0307270406 Rev 3 to Procedure AD-I 61 "Po*t-Reac tor Trip/Safety 
Injection Review. '♦ 

* Public Service Electric 8 c Gas Co. of New Jersey. 03/07/14. 
21pp. 19767:113. 24X Fiche: 50-272, 03/07/22, 0307270402. 


Q. Inspection reports, IE Bulletin* b correspondence 


8307010007 Forward* IE Jn*p Rapt* 30-272/03-10 8 < 90-311/03-17 on 
830317-24. No noncompliance noted, 

MARTIN, T. T. Division of Engineering b Technical Programs. 03/06/14. 
UDERITZ,R,A. Public Service Electric b Ga* Co. of New Jersey. 2pp. 
19169:068. 24X Fiche: 30-272, 83/06/14, 0307010007. 


—0307010012 IE Insp Repts 90-272/83-18 b 30-311/03-17 on 030917-24. No 
noncompliance noted. Major areas inspected: fol lowup of 
previous insp findings re procedure review, test witnessing b 
results evaluation of local & integrated leak rate testing. 
PULLANI. S. V, , BETTENHAU 8 EN, L. Region I, Office of Director. 
83/06/09. 9pp. 19169:070. 24X Fi ch s : 30-272, 03/06/ 14, 0307010007. 


0307140232 Forward* IE Insp Rept 50-311/03-14 on 030417-18,21 b 22 b 
notice of violation, 

MARTIN, T. T, Division of Engineering & Technical Programs. 83/06/28. 
UDERITZ, R. A. Public Service Electric b Ga* Co. of New Jeriey. 2pp. 
19923:007 24X F lc he : 30-31 1, 03/06/20, 0307140232. 


—8307140233 Notice of violation from insp on 030417-10,21 b 22. 

* Region 1, Office of Director. 03/06/20. Ip. 19923:039. 24X 

Fiche: 30-31 1 , 03/06/28, 0307140232. 


—0307140233 IE In*p Rept 90-311/83-14 on 830417-10,21 b 22. Noncomp 1 ianc • 
noted: fa 1 lure to Implement engineering controls per 
10CFR2G. 103, Section 9 & failure to perform airborne 
radioactivity measurements per 1QCFR20. 1031a ) (3), Becti on 6 , 

NIMITZ, R. L. , SHANBAKY, M. M, Region 1, Office of Director. 

03/06/00. 15pp. 19923:090. 24X Fiche: 30-311, 03/06/28, 0307140232. 


8307130306 Responds to 830305 notice of violation b proposed imposition 
of civil penalties re 830222 b 29 ATWS events . Magni tude of 
Civil penalty disputed. Event* were isolated occurrences. 

8EL0VER, R. E. Public Service Electric 6 Gas Co. of New Jarsey. 
03/07/06. DEYOUNG, R. G. Director's Office, Office of Inspection and 
Enforcement. 44pp. 19474:106, 24X Fiche : 90-272, B3/07/06, 

0307130306. 


0306270401 IE Info Notice B3-46, "Common Mode Valve Failures Degrade 
8 urry Recirculation Spray Subsystem. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post B30103), 03/07/11. Consolidated Edison Co. of New 

York, Inc. 134pp. 19363:293. 24X Fiche: 30-000, B3/07/1 1, 8306270401. 


0306270404 IE Info Notice 83-47, "Failure of Hydraulic Enubbere as 
Result of Contaminated Hydraulic Fluid." Svc lilt end. 

JORDAN, E. L. Division of Emergency Preparedness & Enginearing 
Response <Poit 030103). 03/07/12. Consolidated Edison Co. of New 

Yot k , Inc, 141pp. 19363:133. 24X Fi ch e : 30-000, 03/07/ 1 2, B306270404. 


0306270406 IE Info Notice 83-40, "Gaseous Effluent Releases of 
Radioactive 1-125 b 1-131 in Excess of NRC Limits." Bvc list 
end. 

TAYLOR, J. M. Division of QA, Safeguards b Inspection Programs (Post 
030103). 03/07/14. Consolidated Edison Co. of New York, Inc. 

U4pp. 19713:270. 24X Flch e : 30-000, 03/07/14, 8306270406. 


0307270462 Forward* proposed augmented insp plan for monitoring & 
evaluating util performance improvement program & Mg t 
Analysis Co final rept, "Mgt Assessment b Action Plan for 
Improvement of Salem Station* i b 2 Dp erat ions , * 

EISENHUT, D. 0. Division of Licensing. 83/07/20. Division of 
Licensing . 2pp. 19002:134. 24X Fiche: 30-272, 03/07/20, 0307270462. 


— 8307270464 Discusses proposed augmented insp plan for monitoring b 
evaluating util performance improvement program over next 2 
yr*. 

0TARO3TECKI,R. Division of Project b Resident Program*. 03/06/23. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. HURLEY* T. Region 1, Office of Director. 7pp. 
19802:156. 24X Ftc h e: 30-272, 03/07/20, 0307270462. 


— 0307270466 "Mgt Assessment t Action Plan for Improvement of Salem 
Station* 1 b 2 Operations." 

* Management Analysis Co. 03/06/24. 73pp. 19002:163. 24X 

Fiche: 50-272, 03/07/20, 0307270462. 


0307280211 Forwards IE Mgt Meeting Rept* 90-272/B3-21 b 90-311/B3-2I 
on 830318. 

STAROSTECKI, R. Division of Project b Resident Programs. 83/07/20. 
UDERITZ, R. Public Service Electric & Gas Co. of New Jersey. 2pp. 
19794:004. 24X Fi ch >: 30-272, 03/07/20, 830720021 1 . 


—830720022? IE Mgt Meeting Repts 90-272/83-21 b 50-311/83-21 on 830910. 
Major areas discusied: diagnostic objectives b initial 
findings of Mgt Analysis Co evaluation. 

JACOBS, R. Region 1, Office of Director. TRIPP, L. Division of 
Project b Resident Program*. 83/07/19. 4pp. 19794:006. 24X 

Flcha: 50-272, 03/07/20, 030728021 1. 


830,7290487 Notification of significant licensee 830722 enforcement 
conference in King of Prussia,PA. 

KISTERrH. 8 . Region 1, Office of Director. 03/07/20, Region 1, 
Office of Director. Ip. 19090:292. 24X Fiche: 50-3U, 03/07/20, 

8307290487. 
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8307270395 Suppls 330706 resp 
proposed imposition of civi 
at Unit 1 Requests that civ 
1 i -g h t of reasons stated. 
SELOVER. R. E. Put lie Servic 

83/07/22. DEYOUNG* 8 - C. Di 
Enforcement. 10pp. 19767: 

0307270395 


onse to NRC B305OS notice of vio 
1 penalties re 630222 & 25 event 
il penalties be eliminated in 

s Electric fc Gas Co of New Jer* 
rector r 3 DffLce. Office of Insp* 
201 24X Fi che: 50-272- 63/07/22* 


I at 1 on U 


eg 

etton and 


—0307270416 Submits response to 030420 commitment to submit detailed 
rept describing corrective action program mods. Surveillance, 
malnt t insps increased to ensure reliability of reactor 

LIDEN.E A Public Service Electric b Gas Co. of New Jersey. 
03/07/15. VARGA. S. A Operating Reactors Drench 1. 2pp. 
19767:236 24X Fi the: 50-272, 63/07/22* 0307270395- 


R, Periodic operating reports 6 related correspondence 


030713010-5 Monthly operating rept 
MILLER i L. K. * ZUPKO, J. M Publit 
Jersey 83/07/10. Director' 
Enforcement. 2|pp. 19536:134. 

0307130105- 


for Juno i 9B3. W/0307 1 0 Itr. 
Service Electric & Gas Co of New 
s Office, Office of Inspection and 
24K Fiche: 50-31 1*03/07/10, 


S Reportable occurrences.. LERs 6 related 


torresp ondeiu e 


0307120243 LER 83-02 l /OiP : on B30525, vital instrument bus inverter 2C 
taken out of sve for planned ma in t , rend ex- ing associated ac 
electrical bos train inoperab le. Containment air locks could 
not be closed during majnt. Investigation underway. 

ZUPKO.J.M. Public Service Electric 6 Gas Co. of New Jer se y . 
83/03/26 ALLAN, J, Region 1. Office of Director. Ip. 19423 194 
24 X F 1 che; 30-31 1, 03/05/26, B307120243. 


9307120230 LER 83-022/0 IP : on 830530, dur I ng routine shutdown operation, 
loss of power occurred. renduring ac electrical bus train 
Inoperable Investigation in prog ress. Oetai i ed rept will bo 
submitted within 14 days. 

ZUPKO, J M Public Service Electric Gas Co. of Maw 
03/03/31 ALLAN 1 . J. Region 1, Office of Director. Ip. 

24 X FI Che: 30-3 II . B3/0 3/31. 0307120230. 


19423: 200. 


0307190123 Corrected LER 03-O23/O3L-O' on 830 1 1 7-04 1 a. seven containment 
isolation valves experienced leakage rates greater than max 
range of test equipment. Total containment Type fi C leakage 
could rot be <J eim>n« t r aterf Va 1 v« s repaired- VI/8307 i l Itr. 

FRAHM* R . . ZUPKO. J. M. Public Service Electric «. Gas Co. of New 
Jersey. 83/06/08. MURLEY, T. E Region i. Off ice of Director 3pp. 
19636 046 24X Fiche: 50-311, 03/06/08, 0307190123. 


0307050025 LER S3-02A/04L-0: on 830529, diesel fuel oil storage tanks 
ever f i H ?d resulting in release of appro* 200 gallons of oil 
into Delaware River. Spill contained w/booms. Caused by 
operator error, W/030622 Itr 

FRAHM, R. . ZUPKO, J,M Public Service Electric k Gas Co of New 
Jersey . 83/06/15. ALLAN, J. Region 1, Office of Director. 4pp 

19193:332. 24X Fi che; 30-31 1, 03/06/ 1 5. 0307050023 


3307210112 Updated LER 82-07B/O1 X-l : on 020819, sve water leak discovered 
with in containment. Caused by silt in sve water eroding 
containment fan coil 23 motor cooler Design Change Request 
2EC-0907 Issued U cooler rep 1 ac erf. W/830707 Itr, 

FRAHN.R , ZUPKO, J. M- Public Service Electric U Gas Co of New 
Jersey. B3/G6/29. ALLAN* J. Region 1, Office of Director. 3pp. 

1966 B: 207. 24X Ficti e: 30-31 1, 93/06/29, B3072101 12. 

6307210134 Supplemental LER 02 - 070 / 01 X-J : on 630009, O. 5 gpm sve water 
leak observed on containment fan coil 24. Caused by foi led 
cooling coil resulting from silt erosion by particles in sve 

FRAH+L fTf 3 ZUPKo! jfli. Public Service Electric & Gas Co. of New 
Jersey. 83/06/29. ALLAN, J. Region 1, Office of Director. 3pp. 

19666:095. 24X Fic h e; 30-31 1 , 03/06/29, 0307210134. 


B307130255 Notifies that short-term items contained in corrective 
action program relating to reactor trip breaker failures on 
030222 ?< 25 complete. _ . .. 

LIDEN.E, A. Public Service Electric b Gas Co, of New 

03/07/01. VARGA, S. A. Operating Reactors Branch I. Ip. 19474.362. 
nflv (Tirha sn-nt i, 0.3/07/01. 8307130235. 


8307220345 LER 03-Q29/99L-O: on S 30617 , test safety injection actuation 
initiated ?< charging pump 22 inadvertently left in sve, 
causing actuation of pressurixer overpressure protection sys 
valves Caused by delay in initiating test, W/030714 Itr. 

FRAHM, R. , ZUPKO, J. M. public Service Electric 6 Oas Co, of 

Jersey 83/07/06. MURLEY, T. E. Region l. Office of Director. 4pp, 

19675:328 24 X Fiche: 30-3 1 1 , 03/07/06, 8307220343. 

0307220330 LER 83-Q30/03L-0 : on 830620, dur ing routine shutdown 
operation, infeed breaker 2B 460-volt transformer tripped 
on timed overcurrent relay op e ra 1 1 on Cause d unknown. 

Investigation und erwa y . Tra ns f ormer replaced. W/03O7M Itr. 

FRAHM, R. , ZUPKO, J. M. Public Service Electric b Gas Co, of New 
Jersey. 83/07/06. MURLEY, T. C. Region t, Office of Director. 4pp. 

19606:066 24X Fiche: 5D-31 1 , 03/07 /06, 0307220358 

0307290045 Reviews AEOD final r « p t, AE0D/P301 , -Rept on Implications of 
A7W3 Events at Salem Nuclear Power Plant on NRC Programs for 
Collection If Analysis of Oper ational Experience. Subj of 
Tfactor trip reliability well treated. 

DENTON, H, R. Office of Nuclear Reactor Regulat on, O^ector. 

83/07/21, HELTEMES, C, J. Dir wetor H Off ice Ip 19830.171. 24X 

Fiche: 30-272, B3/07/21 1 8307290043. 


—8307130129 Forward* "Rept on Implications of ATW3 Events at 0alem 
Nuclear Power Plant on NRC Program for Collection U Analysis 
of Operational Experience." ,, « 

HELTEME 8 -, C, J. Director's Of flee. B3/07/01. D£ NTON, H. R. 

□ f Nuclear ReactoT Regulation, Direttor. 2pp. 19038:172. 

Fiche: 30-272, 03 / 07 / 2 1 , 0307290043 . 


Office 

24X 


8307280438 PNQ-1 -03-070; on 030722, startup commenced following first 
refueling outage on 030121. Zero power physics testing wiU 
be conducted for 2-3 day s. Correc ft i ve actions per 830306 
o-rder re ATW9 events verified. 

SUMMERS, R. , JACOBS, fi. * KI8TER, H. Region I, Office of Rector 
ov , rr< rh»- nn-.'lli . 8^/07/22. 0307280438, 


m/nr/o? 


10-707. -DO.A 


6307140196 LER 83-028/03L-0: on 830607, d i sc overed that auxiliary bltfg 
ventilation sys charcoal absorber failed freon test due to 
absorber degrade t i on. Caused by refrigeration coolant leaks 
b leakage from freon decontamination uni t. W/830628 Itr, 

FRAHM, FL. ZUPKO, J, M. Public Service Electric If Gas Co. of New 
Jersey. 83/06/22 ALLAN* J. Region I* Office of Director. 4pp. 
19322:062. 24X Fi che : 30-31 1 , 03/06/22. B3071 40 1 96 


8307260350 LER 03-033/01 P : on 030729, during zero power physics testing 
for Cycle 1 1 s tartup. f 1 us map result* indicated enthalpy 
hot channel factors would t e exceeded for operation at low. 

More conservative -control rod insertion limits established. 

ZUPKO, J M PubLic Service Electric b Gas Co, of New Jersey. 
03/07/26. MURLEYfT. E. Region 1* Office of Director. tp. 

1 9789: 239. 24 X Fiche: 50-3 1 1 , 03/07 /26, 8307200338. 


3307140293 LER 83-027 /03L-0: on 030604, d ur 1 ng tS-numth surveillance of 
fuel hand l 1 ne area ventilation sys. charcoal absorber failed 
freon teat Caused by saturation from water vapor due to 
humid fuel storage atmosphere Study underway . W/830620 Itr. 

FRAKM, R. , ZUPKO, J. M. Public 5ervice Electric !c Gas Cd. of New 
Jersey. 63/06/22 ALLAN, J. Region 1, Office of Director. 4pp 
19323:318 24X Fiche: 30-31 1 , 03/06/22. 8307140293. 


3072B0427 LER 83-036/0 1 P-Q; on B30726, dur 1 ng startup, emergency core 
cooling accumulator 23 level exceeded Tech Spec Mnjjt' 
rendering acc umula tor inop erab le, Cause under investigation. 
Accumulator drained to restore level. 

ZUPKO, J M, Public Service Electric b Ga* Co. of New Jersey. 
03/07/26. MURLEY , T. E , Region 1, Office of Director. Ip. 


< oioq. n i n dav Ftrh« 


f . m/ny/Zb. H3072B0427. 


0307210003 Supplemental LER 62-077/01 X- 1 on 820018, leakage discovered 
from containment fan coil 2 t. Caused by erosion of copper 
nickel piping. Coaling calls replaced w/ero*ion-resi stant 
ma ti. H/B 30707 Itr. 

FRAHM. R r ZUPKO, J. M Public Service Electric & Gas Co. of New 
Jersey. 03/06/29. ALLAN. J. Region 1. Office of Director. 5pp. 
19660:105. 24X Fiche: 30-31 1. 83/06/29,8307210003 


0307210009 Supplemental LER 82-024/03X-1 : on 020328, samp U resul ts from 
boric acid storage tank 21 t* boron injection tank 22 
Indicated concentrations below Tech Spec limit Cause 
unknown Bor It acid added. W/830707 Itr. 

FRAHM, R, ZUPKO, J. h Public Service Electric 6 Gas Co. of New 
Jersey. 83/06/29. ALLAN, J, Region i , Office of Director, Spp 
19669; 249. 24X Fiche: 30-31 I, 83/06/29.. S3072 10009. 


DOCKET 90-312 RANCHO SECQ NUCLEAR GENERATING STATION 
F. Security, medical, emergency V Plr* protection plan* 


8307060376 Forwards draft findings based on review of end FEhA 
draft Itr l< evaluation of emergency response plan for 
Rancho Seco Nuclear Generating Station & on IE Insp Rept 
30-312/83-09. Corrective actions requested within' * 2° » r 

MAftTINi J, D. Region 3* Off ice of Director. _ „2° DR i?v EZ ' R ' J ' 

Sacramento Municipal Utility District. 4pp. 19236:258. 24X 

Fithe: 90-312, 83/06/15,8307060376. 


-0307060384 Evaluation of emergency response plan for Rancho Seco 
Nuclear Generating Stat 1 on. Major deficiencies Identified. 

< Federal Emergency Management Agency, 82/06/23. 72pp. 

19236:262. 24X Ftche: 50-312, 03/06/ 19, 8307060376, 
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8307060422 Forward* exemption from annual full-scale emergency 
preparedness exercise requirement of 10CFR50, App E, Section 
IV. F. t, in reepons* to 930303 request 6 030331 suppl. Full- 
scale exercise should bo conducted no lator than 840131. 

8TOLZ, J. F. Operating Reactor* Branch 4, 83/06/13. RODR IQUE2 . R. J. 

Sacramento Municipal Utility District. 4pp. 19299: 353. 24X 

Ficha: 80-3 12, 83/06/13,8307060422. 


— 8307060427 Exemption from 10CFR90,App E, Section IV. F 1 requirements 
for, annual full-teal* emergency preparedness exerc is*., sub j 
to lifted mode 1 condition*. 

PURPLE,R. A. Division of Llcsmlng. 83/06/13. Sacramento 
Municipal Utility District. 4pp. 19299:339. 24X 

Ficha: 90-312, 83/06/ 19, 8307060422. 


8307060021 Discusses review of result* of Rev 19 to emergency plan 
submitted by B21217 ltr per App E of 10CFR30, Sec 1 1 on 90.47 6 
Rep Oulde 1. 101, Rev 2 which endorees NURE0-0694. Def 1 c i me i e* 
still exist In emergency plan. 

NORDCRHAUG, L. R. Region 3, Office of Director. 83/06/20. 
RODRIQUEZ, R, J. Sacramento Municipal Utility District. 9pp. 
19291:042. 24 X Flche: 90-312, 63/06/20, 8307060021. 


8307290233 Suppl 1 to 830217 proposed Amend 83 to License DPR-94 re 
NtR<E0-O737 items & fire protection. 

RODRIQUEZ, R. J. Sacramento Municipal Utility District. 03/07/12. 
KISENHUT, D. 0. Division of Licensing. Ip. 19706:049. 24X 

Flche: 90-312, 83/07/12, 8307290233. 


8307060430 Forwards safety evaluation of util proposed mod for storage 
of reactor cavity annular ring above reactor during 
operation. Proposed mod meets AISC &c upgraded FSAR 
requirements 6 Is acceptable. 

8T0LZ, J. F. Operating Reactors Branch 4. 03/06/24. RODRIQUEZ, R. J, 

Sacramento Municipal Utility District. 3pp. 19300:060. 24X 

Ficha: 90-312, 83/06/24, 0307060430. 


— 8307060433 Safety evaluation of util proposed mod for storage of 
reactor cavity annular ring above reactor during operation. 

Mod will simplify shutdown operation. Approval recommended. 

* Operating Reactors Branch 4. 83/06/24. 2pp. 19300:083. 24X 

Flche: 90-312, 83/06/24, 8307060430. 


0307080236 Forwards supplemental safety evaluation input re control 
roam radiation monitor & containment ventilation isolation 
manual sxui tches. Up grad i ng control room radiation monitor to 
safety-grade 6 design for manual isolation acceptable 
STOLZ/.J. F. Operating Reactors Branch 4. 83/06/24. RODRIQUEZ, R. J. 

Sacramento Municipal Utility District 3pp. 19364:016. 24X 

Fiche: 90-312, 83/04/24, 0307000236. 


— 0307000290 Supplemental safety evaluation of override of containment 
purge i sola t ion, Upgrading control room radiation monitor to 
safety-grade & design provisions for manual isolation 
acceptable. 

e NRC - No Detailed Affiliation Given. 03/06/24. ip. 19344:019. 
24X Fiche: 90-312, 03/06/24, 03O7OBO236. 


— 8307290240 Proposed Tech Spec* re nuclear sve bus extensions 6 fire 
protection. 

# Sacramento Municipal Utility District. 83/07/12. 7pp, 
19706:046. 24 X Ficha: 90-312, 83/07/12, B307290233. 


8307200449 Forward* corrective action plan to address emergency 
preparedness deficiencies. 

RODRIQUEZ, R. J. Bacramento Municipal Utility District. 03/07/19. 
MARTIN, U. B. Region 9, Office of Director. 11pp. 19797:311. 24X 

Fiche: 90-312, 83/07/19, 8307200449. 


8307260019 Forward* estimated completion dates for emergency response 
capability upgrade items & revised dates for Reg Quid# 1.97 
position 6 justification repts, in response to NUREG-0737, 

Buppl t t< Generic Ltr 82-33. 

RODRIQUEZ, R, J. Sacramento Municipal Utility District. 83/07/20. 
8T0CZ, J. F. Operating Reactors Branch 4. 3pp. 19727:174, 24X 

Fiche: 90-312, 83/07/20, 8307260019. 


0. Adjudicatory correspondence 


8307190229 Notifies of VR Harding employment at law firm. Harding will 
not participate In any case currently pending before NRC. 

BAXTER, TA. Shaw, Pittman, Potts 8, Trowbridge. BAXTER, T. A. 
Sacramento Municipal Utility District. 83/07/13. ROSENTHAL, A. 3. , 
RUCK, J. H. J KOHL, C. N. Atomic Safety and Licenelng Appeal Panel. Ip. 
19630:106. 24 X Fiche: 90-312, 83/07/13, 0307190229. 


— 8307190242 Notifies of employment at law firm. VR Harding will not 
participate in any case pending before NRC. 8vc list end. 

HARDINQ, V. R. Shaw, Pittman, Potts k Trowbridge. 83/07/13. 
ROSENTHAL, A. S. ■ BUCK, J. H. , KOHL, C. N. Atomic Safety and Licensing 
Appeal Panel, 2pp. 19630:107. 24X Fiche: 30-312, 83/07/13. 

8307190229. 


K. Utility Final Safety Analysis Report (FBAR ) k amend* 


8307270433 Forwards Amend 1 to updated FSAR, 

RODRIQUEZ, R. J. Sacramento Municipal Utility District. 03/07/22, 
0TOLZ, J. F. Operating Reactors Branch 4. Ip, 19769:082. 24X 

Flche: 90-312, 83/07/22, 8307270433. 


—8307270437 Amend 1 to updated FSAR. 

• Sacramento Municipal Utility District. 83/07/31. 193pp. 

19769:003. 24X Ficha: 90-312, 03/07/22, 8307270433. 


P. Operating license stage documents 6 correspondence 


8307220969 Notice of consideration of issuance of amend to License 
DPR-94 t< proposed N8HC determination It opportunity far 
hearing re changes in core design for sixth reload 
cycle. 

STOLZrU. F. Operating Reactors Branch 4. 83/06/17. 10pp. 

19690:299. 24 X Ficha: 90-312, 83/06/17, 8307220989. 


8307060317 Forwards BAW-1784, "BLW Owners Group Bolting Task Force 
SUMsary Rept of NRC/B6U Owner* Meeting on Reactor Vessel 
Internals Bolting. 11 Test results support continued 
operation w/original lower core barrel bolts. 

l RODRIQUEZ, R. J. Sacramento Municipal Utility District. 83/06/24. 
\EI8ENHUT, D. Q. Division of Licensing. 3pp. 19237:243. 24X 

flche: 90-312, 03/06/24, 8307060317. 


8307010034 Provides rept on reactor vessel matls surveillance program. 
Tech Specs remain valid & limits will be modified before 
expiration to account for ongoing irradiation k to extend 
applicable surveillance period. 

RODRIQUEZ, R. J. 8acramen t o Mun i c ipa t Ut i 1 1 ty District. 83/06/27. 
STOLZ, J. F. Operating Reactors Branch 4. 2pp. 19169:026. 24X 

Fiche: 90-312, 03/06/27, 8307010034. 


0307070012 Forwards Class 111 fee for review of 030106 request re mod* 
for storing reactor cavity annular sealplate during 
operation, request for air filter charcoal disposal methods 
evaluation k 030331 request for exemption from order, 

RODRIQUEZ, R. J. Sacramento Municipal Utility District. 03/06/20. 
MILLER, W O. License Fee Management Branch. Ip. 19293:225. 24X 

Fiche: 90-312, 03/06/20, S3Q70700I2. 


8307070441 Requests remittance of balance due for review of B30J06, 
0213,0320 k 31 submittal* k 030217 application. 

MILLER, W. 0. License Fee Management Branch. 03/06/29, 

RQDRIQUE2, R. J. Sacramento Municipal Utility District. Ip. 
19362:229. 24X FUh e: 90-312, 03/06/29, 8307070441 . 


8307110235 Forward* suppl to proposed Amend 94 to License DPft-94 
revising calibr section of bases for Tech Specs Part 4. I, 
operational safety review. No addl license fee required, 

RODR ICUEZ, R. J, Bacramento Municipal Utility District. 83/06/29. 

EI8ENHUT, D. Q. Division of Licensing, lp. 19380:016. 24X 

Flche: 50-312, 03/06/29, 8307110235. 


— 0307110237 Proposed Tech Spec c hanges, revl s i ng callbr section of bases 
from operational safety review, Part 4.1. 

» Sacramento Municipal Utility District. 03/06/29. Ip. 

19300:017. 24X Fi ch e : 50-3 12, 03/06/29, 8307 1 10235. 


8306270397 Generic Ltr 83-26 to all applicants for OL* k holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Bvc list end. 

EIBENHUT , D. G. Division of Licensing. 83/07/05. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Flche: 30-000, 03/07/05, 8306270397. 


8307060329 Generic Ltr 03-27 to all licensees k applicant* for 
operating power reactors & holders of CPs for power reactors 
re surveillance intervals in 6TB. Bvc list end, 

EIBENHUT, D. Q. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:234. 24X 

Fiche: 90-000, 83/07/06, 8307060329. 


8307080169 Generic Ltr 83-20 to all licensee* of operating reactors, 
applicant! for OL & holders of CPs re required actions basad 
on genaric implication* of Salem ATW8 events. Bvc list end. 
EISENHUT, D. 0. Division of Licensing. 83/07/08. Consolidated 
Edison Co. of New York, Inc. 30pp. 19669:269. 24X 

Fiche: 30-000, 03/07/08, 83070B0169. 


8307180012 Update* status of low temp overpres suri lation protection 
control*. Abi 1 1 ty to comply w/submittal schedule contingent 
on receipt of acceptable BER by 040401. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 03/07/11. 
STOLZiJ. F. Operating Reactors Branch 4. 2pp. 19960:292. 24X 

Fiche: 30-312, 83/07/1 1, 8307100012. 
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F t Che: 30- 31 2. 8 3/07/ 12 , 8307250233. 24 * 

■^™;r ,OHd T * Ch Sf " C ’ ” *« »«■ * i t.n.ions 4 fir 

“SSS 3 ?" 8 ^ - ■«« 

FI ch«; 30-312. 63/07/14, S3072B0350. lV ™* IIJa 24X 

0307260178 Provides add! info re NUHEO- 0737 , Item £t K 2 to re 
anticipatory rector trip sys. in support 6 f r!ouet£' foi 
0303,4 *?;•!:?«!.* 

FlCh*: 50-312. 63/07/20, 6307260178. IV7Z7.100- 24X 

sails? v; Ft : *^-s e 5«: JJi 

STOCZ^f' R ‘ n« “w™!"*" Munici P a l Utility District. 83/07/22 
®TrrS J °£* T * tin ® Reac tor 9 Branch 4 7pp. 19733-017 2 

Fich.p: 50-312. 03/07/22, B307260332. PP ° 7 ‘ 24X 

0 . Io i..cl:lB^r.porfc,.^iE Dull. tin, & corr.,ponD.n,, 

F ? r " ar f‘ ""'t finding, ..... on r.vl.u of .otl FEMA 
dr.Ft Itr 4 .v.lu.tloo of •n.rg.ncu r.spon,. ol.n , 


2 :; s ?;'!.";s!s;srs^$i;;sr B 3 o?^f- 72pp; 

^Sjlun^'nJ?.! 0 ,n,f R ' M ^‘^-IX «" a3O43O-OA0S.No 

800R^Sf'S' M o R * 3i ° n 5i 0tfi ** of Director. B3/06/20 

Sacramento Municipal Utility District 3 Rb 
19433: 227. 2« Flch.r 30-312. 83>06/20. ra071203U ” 

i?::,"ri:.. s ?^ s 7 “-r t ‘ n B3 °«?- o6oa "° 

TMI iacf. B j Io ; Of LERS JuTveilUnc. operations, 

enforce™-* P f LERS,plailt: op«ratloni. followup on 

CAN?E2,H [ .“'raiENry ?SiNS*r*n‘ 1 ffl * did C ” U “' 

03/047,7 — ™ *£r& r?s:?; ^.srss^assisit,. 

‘*^ tor bld ” ‘ tr " tu "' lr ‘ l ' or “^ 

MA8?!S^.i R *.,iVnl*Ttn?. n £V l "l 1 "" 1 03/07/07. 

FUP.: 30-312.8^^/07: 9307 .^ ' C ^ 2pp ' 1,<3 ”“ 3<X 

Structur. In« 0 r ior’’&°Eltll”or P sSrfi O « ^SuTv.lll.nc. of Cont.inm.nt 

~“S~” •“•■•■■ 

PP l ”«.293. 24X Fiche; 50-000. 83/07/ 11. 8306270401. 

?::E. on ;;, <p ";i, 0 r ,o ?; S 43 8 ?,T /, iL «!H : 2 : Ss Jd - *» 

24X Fiche; 50-000.03/07/12.8306270404, 

"?SKJ«.“ l^TI-rsf^r "r'TJ fMu *" t 

f ncl. * * V 131 lr Elc *ti ot NAC Limit*. - Svc list 

^\ 3/ ^ n t::;,?;!;:;"::* I"»».cn.n Frogr.ffi, <P0It 
H4PP. 19713:270. 24* F, e „ . : ,0-000 93 ^/m; B3O62?04^ r ‘' 


B3 ^?^/° r “f rd5 “ dl:ot r,pt t "' ‘■Pli»»nt4tlQ» of ilsctric4l 
?E bSEu i : n « r n?n^* , ! , i c ' Uon "P*”.., |„ r.tpons. to 
imlif l,. Sogchem m 0C tEE tap8 "'P 1 ®'*- 1 N 

S?0L2?j e F' R 'n o .n!Ml a T t °. MUnI f‘ |,al U ““»* 0»*tMct. 03/07/20. 

^ D P*^«ting Reactors Branch 4. 6pp. i 9731- 169 24X 

Fiche: 50-312, 03/07/20. 0307260459. ‘ 

83 cor«°LocatinS r o 1 3 t ll at i lni S ° f tWD fU81 *»*«*blle* that operated In 
mtinH l * n9 yCle ‘ 3,4 & 5 c o«"pl»ted. Lower end 

fitting impectad u«in 9 underwater video camera. Nd damage 

8T0LZ Q J E F ,R ' n S fJ ram * flt0 Municipal Utility Dlitrict. 83/07/22- 
grating Reactors Branch 4. Ip. 19795-277 24X 

Fiche: 50-312, 63/07/22, 0307280250. P iy/y0 t *"- *** 

«< related correspondence 

83 COLo“o 3 « f1 ° n o!lBnE°rj aU 2 S r ' P * l 0T Ju "' *^03. M/830713 Itr. 

03/OA^n °UBRE,R. p. Sacramento Municipal Utility District. 

Spp 19734 017 ec 24x%? f h iC £n of Inspection and Enforcement. 

<JPP. 17/34. 017, 24X Fiche: 50-312, 83/06/30, 0307260553. 

"Kr^'M^TS! I?B3 Ur 1,140 * ,ruc “' ral 

KAnT'N U J Z B R ' J R ? aCr ;""^° Mu " lcl »®> Utilitg DUtrlet. 83/07/07 

Directar 3pp - i ’ 43o:s94 - =« 

■' fl %”::?is^ R ;^ 3 r !: r p r^“ r r r 0 rs“?.^; :•»*•»*•«• « p 

i4pp 

s. S.portablt occurrtnc.,. LEB, «, r.lat.d corr.,pond.nc. 

19560. 203. 24X Fiche: 50-312, 83/04/28, 8307180010. P 

* 

cpp. 17336.213. 24 X Fiche: 50-312, 83/06/20, 83071501 1 1, 

,3 ?™“ O ”nSEJIE, C !r , Jl R ? 0 ; V ;S?^ B ^E n?« 2 ?’° C , ln * p, '‘«' "■•c»v.r.d 

•«*» »w#&ws»asssr- - 5 ~~ 

"SUrtS'SS;! :;■• — > 

returned to svc on 830601. * *' ard6red & tn 9* nB repaired 

SsSS 2 s *V“*« 

“ 5 -K 

S‘ , S6MS3r-" , «“*“ 

7»-l3 l «c 2 7 3-5 0 foSnd°to a havi O l»!tS?~di r o U ? h ,k ** m 8*ntrator B tubes 
at tub* support plate (TSP) 15 Ton •"’•ter crack indications 
• rod f’on lSP H ° P ">'«PP«'-»t44 

“•»««». 03/04/27. 

Flch.: 30-312, 83/04/27, 8307060132. ‘ P ' I,24 ’:*«>»- 24X 
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0307100240 RO 03-026; on 830623# a ir—op era ted safety features valve 
SFV 66309 found inoperable in open posi tion. Caused by broken 
plastic Inside control relay. During period valves 
inoparab l«, f u« l moved in reactor b 1 d g r violat ing Tech Specs. 

COWARDi 0. A. Sacramento Municipal Utility District. 83/06/27. 
MARTIN, J. B. Region 5, Office of Director. 2pp. 19939:264. 24X 

Fiche: 30-312* 83/06/27* 8307100240. 


0307290043 Part 21 rept re speed settings on nameplate for E0B-13C 
actuator. Caused by binding nameplate for spare actuator. 

Actuator mill be tested w/nameplate installed k aligned. 

Purchase order of 011020 end. 

ZWIEQ# A. Woodward Governor Co. 03/06/29. COLLINS# J. T. Region 4# 
Office of Director. 10pp. 19821:024 24X Fiche: 50-312# 83/06/29# 

0307290043. 


8307120921 LER 83-029/03L-0: on 030601 , d ur i ng records re vi a u# e f f 1 wen t 
sample an Release ERDF 03-96 discovered not performed. 

Caused by operator failing to notify chem-rad officer at 
onset of release. Procedure revi sed. W/830630 ltr. 

COLOMBO* R. H, * RODRIGUEZ* R. J. Sacramento Municipal Utility District. 
63/06/30. MARTIN, J. B. Region 9i Office of Director. 2p. 

19433:003. 24X Fiche: 90-312. 83/06/30, 8307120921. 


0307190109 LER 83-026/01 T-0: on 830625. valve SFV 66309 found Inoperable 
in open posl ti on. Caused by piece of plastic wedged in stab 
connection t misalignment in relay eontac ta . I np lac e field 
mods no longer performed. W/B30629 ltr. 

COLOMBO. R. W. . RODRIGUEZ, R. J. Sacramento Municipal Utility District. 
B3/06/30. MARTIN. J. B. Region 9, Office of Director. 3pp. 

19634:243. 24X Fi che: 90-312. 83/06/30, 8307190109. 


8307210122 Interim Part 21 rept re 8-inch uninsulated srction of red 
conductor. 3-conductor. 12-gauge wire shipped during 1980 to 
facil tty. Info obtained 830616. Cond i tion under evaluation. 

ROBERTS, L. B. Drand-Re)f Co. 03/07/01. Director's Office, Office 
of Inspection and Enforcement. 2pp. 19668: 195. 24X 

Fiche: 90-312. 83/07/01, 8307210122. 


8307280393 LER 83-029/03L-0: on B30617, 1 nd i v 1 d ua 1 entered reactor bldg 
hatch from inside bldg !< closed inner door & then opened 
outer door causing Inner door to open. Caused by individuals 
not observing door position warning light. W/03O714 ltr. 

COLOMBO, R. W. , RODRIGUEZ, R. J. Sacramento Municipal Utility District. 
03/07/14. MARTIN. J, B. Region 9, Office of Director, 3pp, 

19796. 060. 24X Fi ch e : 90-312. 83/07/1 4, 8307200393. 


8307200432 Rev 1 to RO 83-09: on 830610, one e- throu gh steam generator B 
tubes 79-13 k 73-3 removed from sve by explosive plugging. 

Crack indications found at 19th tube support plate (TSPK 
Top plugs incorporated stabilirer rods from 14th T8P. 

RODRIGUEZ, R, J. Sacramento Municipal Utility District. 03/07/14. 
MARTIN, J. B. Region 9. Office of Director. Ip, 19797:120. 24X 

Ficha: 90-312. 83/07/14, 8307280432. 


DOCKET 90-313 ARKANSAS NUCLEAR ONE, UNIT 1 


F. Security, medical, emergency & fire protection plans 


6307120269 Notifies that Procedures 1409.16 & 2405,16 "Electrical 
Penetration Fire Barriers, " revised per 030403 ltr. 

Procedures reflect insp requirements for barrier* instituted 
from App R ana lys is. Procedures implemented after B30603. 

MARSHALL, J. R. Arkansas Power k Light Co. 03/03/31. BEIDLE. W. C. 
Region 4, Office of Director. 2pp. 19424:199. 24X 

Fiche: 90-313, 83/09/31, 8307120269. 


0307060282 Forwards IE Insp Repts 90-313/83-OB k 90-368/83-08 on 
830910-22. No noncompliance noted. 

BEIDLE. W.C. Region 4, Office of Director. 03/06/29. OR IFF IN, J. M. 
Arkansas Power k Light Co. 2pp. 19238:344. 24X 

Fiche: 90-313, 83/06/29, 8307060282. 


— 0307060291 IE Insp Repts 90-313/03-00 k 90-368/03-08 on 830418-22. No 
noncompliance noted. Major areas inspected: secur i ty plan k 
Implementing procedures & security program audit. Safeguards 
info withheld < 10CFR73. 21 ) . 

EVANS, C. A,. KELLY, J, A., JOHNSON. W. D. Region 4, Office of Director. 
63/06/23. Ip. 19230:346, 24X F i c he : 90-31 3, 03/06/29, 8307060202. 


0307100079 Advises that util will cease further expedited efforts to 
provide schedule per request for exemption from App R re 
barrier k suppress ion/detect ion sy« St NRC 830617 ltr, pending 
receipt of add 1 NRC c lari f ication. 

MARSHALL, J, R. Arkansas Powar k Light Co. 03/07/12, STOLZ, J.F., 
CLARK, R. A. Operating Reactors Branch 4. 3pp. 19960:263. 24X 

Ficha: 90-313, 03/07/12, 0307180079. 


0307190159 Provides addl info in support of B20729 scheduler request 
for exemption from 10CFR5O, App R, in order to complete 
proposed mods to redundant safe shutdown equipment in Fire 
Zones 2100-Z k 2101-AA. 

MARSHALL. J. R. Arkansas Power k Light Co. 03/07/13. BTQLZ. J. F. 
Operating Reactors Branch 4. CLARK, R. A Operating Reactors Branch 
3. 2pp 19636:232. 24X F i c h e : 50-31 3, 03/07/ 13, 83071901 53. 


K. Utility Final Safety Analysis Report <FSAR) k amends 


8307290482 Forwards Amend 1 to updated FSARs.W/a Unit 2 rept. 

MARSHALL, J. R. Arkansas Power k Light Co 83/07/19, NRC ~ No 
Detailed Affiliation Given. Ip. 19700:100. 24X 

Fiche: 90-313, B3/07/19. 8307230482. 


—0307230406 Amend 1 to updated FSAR. 

* Arkansas Power k Light Co. 83/07/19. i, 000pp. 19708:101, 24X 

Fiche: 50-313. 83/07/19, 83 0 7290402. 


P. Operating license stage documents l correspondence 


8307190386 Forwards safety evaluation supporting continued operation of 
PWRs w/Dresser primary safety va 1 ves. Faci 1 ity operation at 
present valve settings acc eptab le. NUREO-0737, Item II. D. I 
evaluation continuing. 

STOLZ, J, F. Operating Reactors Branch 4. 83/04/27, GRIFFIN, J. M. 

Arkansas Power k Light Co- 2pp. 19643:349. 24X 

Fiche: 30-313, 83/04/27, 8307190306. 


0305270010 Forwards seven revised oversize drawings. Aperture card* are 
available in PDR, Drawing transmittal list end. 

SHIVELY, C. Arkansas Pqujbt k Light Co. 83/09/10. NRC - No 
Detailed Affiliation Given, 2pp. 18630:181 24X 

Fiche: 50-313,83/05/18,8309270010. 


0307220310 Forwards Rev 6 to QA program topical rept, "QA Manual 
Operations." Rev deletes procedural ref* throughout text k 
changes organization of energy supply dept. 

MARSHALL, J. R. Arkansas Rower k Light Co, 83/06/10, COLLINB, J, T. 
Region 4, Office of Director. 3pp. 19674:081. 24X 

Fiche: 30-313, 03/06/10, 8307320310. 


--8307220314 Rev 6 to "QA Manual Operations.' 1 

4 Arkansas Power k Light Co. 83/06/10. 148pp. 19674:004, 24X 

Fiche: 50-313, 03/06/10, 8307220310, 


0307060051 Responds to 030910 request for final submittals of 
radiological effluent Tech Specs, of f si te dose calculation 
manual k process control program within 30 day s. Response 
plan to be submitted by 830930 based on ongoing activities. 
MARSHALL, J. R. Arkansas Power k Light Cq. 03/06/29, STOLZ. J. F. 
Operating Reactor* Branch 4 CLARK, R. A. Operating Reactors Branch 
3. 2pp. 19250:340. 24X F 1 che : 30-313. 83/06/29, 830706005 1. 


0307050072 Application for amend to Licenses DPR-91 k NPF-6, r«Vi s ing 
Tech Specs to ref ANSI/A9ME DM4-1902 guidelines for 
functional testing, per safety-related hydraulic shock 
snubber operability requirements, 

GRIFFIN. J.M. Arkansas Power k Light Co, 03/06/30 STOLZ, J. F. 
Operating Reactors Oranch 4. CLARK. R. A, Operating Reactors Branch 
3, 3pp, 19193:159. 24X F i c h e : 90-313, 83/06/30, 8307050072. 


—8307030079 Proposed Tech Specs referencing ANSI/ASME OM4-1982 
guidelines for functional te»ting#per saf ety-re lated 
hydraulic shock snubber operability requirement*. 

* Arkansas Power k Light Co, 83/06/30. 22pp 19193:162. 24X 

Fiche: 30-313,03/06/30, 8307090072. 


0307190369 THE EFFECT OF SOME OPERATIONS AND CONTROL ROOM IMPROVEMENTS 
ON THE BAFETY OF THE ARKANSAS NUCLEAR ONE, UNIT ONE, NUCLEAR 
POWER PLANT. 

BELL, B. J. Dattelle Memorial Institute, Columbus Laborator te*. 

KOLB, Q. J, Sand 1 a Laboratories. FIN A-1241. NUREG/Cft-3246. 

83/06/30. Division of Risk Analysis. 41pp. 19596:316. 24X 

Fiche: 50-313, 03/06/30, 0307150365 


8307000413 Request* extension until Aug 1903 for submittal of plant 4c 
schedules for resolution of reactor coolant pump trip 
issue. Delay caused by late submittal of BWJ Owners Group 
p lan. 

MARSHALL, J. R. Arkansas Power k Light Co, 03/07/01. STOLZ# J. F. 
Operating Reactors Branch 4. ip. 19347:279. 24X 

Ficha: 50-313, 83/07/01,8307080413. 


8306270397 Generic Ltr 03—26 to all applicants for OL* k holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list end. 

EISENHVT i D. G. Division of Licensing. 83/07/05. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Fiche: 50-000, 83/07/05, 0306270397. 
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Ltr B3-27 to all j, applicants for 

operating piouer reactors 6 holders of CPs for poLr reactors 

E S ^ 1 i l n rCe , intSrVdU iD STS 5vc llst - £ P 

EdffonCo nr m J 3l ° n LiCens ‘ ft 9 93/07 /Oi. Cons o ti date d 

Edison Co of New Vork, Inc, I6pp 196692S4 oav 
FI che. 30-000- 03/07/04,, 8307040329 24 * 

9307120306 Advises that, based on review of 830126 & 0415 sERs re 
environ qualification, submittal* do not require proorietaru 

marshall' V i**" t b * madC {,oblicl Y available 

MARSHALL. J^R Arkansas Pgw«t b Light Co. B3/07/07 STOLZ.J F 

n i mpli<:atl0T15 “f Salem AIMS events. Svc list erC t 

i^sr 

Fiche: 30-000, 83/07/00, 8307000169 


?— reports ’ IE Bulletins t* correspondence 

B3Q72A0094 Advises that addl info re IE Insp Rept 50-313/03-03 
BOOSl^equest 1 ,hUffU Wt 1 1 be * >rovl ‘*® d bg 030620. per NRC 

J n!. Ark ! n,a * Power * Light Co. 03/06/00. SEIDLE.W. C. 
Region 4, Office of Director l p . 19732:341. 24X 

Fiche : 30-313. 03/06/00, 0307260094. 

B3 ^SrS, F rr s ' V; p R,pt5 =o-3»3/ea-io * 50 - 368 / 02-10 on 
BJ0301-31 It notice of violation. 

A?!*n*' W S’ R *? lon 4i 0ffic * of Director. 03/06/13. GRIFFIN. J, M. 
Arkansas Power Light Co. 2pp. 19423- 001 24X 

Fiche: 30-313, B3/06/13, 8307120240. 

--B307120242 Notice of violation from insp on 830501-31 

tn u* 9 ^ n 4 ’ ^ fice Director. 83/06/13. 3pp. 19423:003. 24 

Fiche 30-313, 03/06/15, 0307120240 4 


^ I schematic d i a grams /dr aw 1 nos showing 

° f *« eT 9 «ncy Feedwater pumps L va Weeper 
021026 request. Drawings final, but minor changes mag be 

MARSHALL V J W R* 1 rr 5lte * rauin 9 s Aperture cards in PDR. 

J o R Ark *"*** Power ft Lfght Co 03/07/12 STOLZ J F 
r Reactors Branch 4. lp. 19630:172 ?4x F 

Ftche. 50-313. 03/07/ 1 2 , 0307 i 90 1 B 1 


-8 3 07I20247 !E Insp Rep ts 50-313/82-10 t« 30-360/03-10 on 030301-31 

labe?TSi T* fallwr e to follow procedures for proper 

labeling of radwast* 8- use of inadequate procedure to 
perform monthly maint. ’ 

Erector' J ' ' JOHNSON ‘ W. D. Region 4, Office of 

83071202^0. PP 24X F i che : 50-3 13, 03/06/1 3, 


subm??tai on P ^J ? 330524 rec l west for addl info re util 0IU10 
ZAl \ "1 tjral circulation c ooldown. Op orators trained 
tZirltlr" ItlS* * recognition techniq^ 

MARS^LL J ft 1 * 0liU ^ eclud ® bead bubble erpanslon. 

MARSHALL, J. ft. Arkansas Power ft Light Co S3/07/n q T «i 7 i c- 

««<*<„■* Branch 4. 3p,. I9MS- ,89 24? ST0L * ,JF 

Ftcha: 30-313, 03/07/13, 5307190065. 

8307250544 R, quest, FR publication of notit. of cons i d, ration of 
Nsic^2 C on° f fc0 Licenses DPR-51 6 NFF-6 ft proposed 

NSKC 8. opportunity for hearing re hudr ogen/oiugen 
concentration limitations in radiate g * s 

■ o • F. Operating Reactors Branch 4 83/07/13 CLARK R A 

° n , “ iutv 

, . °P*rating Reactors Branch 4 83/07/13 GRIFFIN j m 

* p: ‘*"” p p °“or <■ l-lpbt Co. 2pp. 19802 .390 HI OHIFFIN, J. N. 

Fi ch*: 50-313. 83/07/1 3, 0307270281 . 

*,9^.‘jM of SKV"j:.:rs^"as;;j“i a s»: a3 — 
i:s ^sssur 1 **- - -■ 

CLARK, R. A Operating Reactors Branch 3. STOLZ, J F Ooeratinn 
Reactors Branch 4, 83 / 07/14 crjfjttiu , m , . ' ’ operating 

Co 1900 I 97 .fl 5 ai i,!; GRIFFINpJ.M Arfcansa s Power 6 Li gh t 
f*P- 19710.291. ? 4 x Fl che: 50-313, 03/07/14,8307250663. 9 

83 ariif 'beseJipt'oi, 0 ^ 4 ^^^* 1 A T 0T,< * * l ° up,lal:5 ‘< FSAS on 830713. 

Ftch.;3O-3l3.a3/07/l», 8307210159 

8307210299 Withdraws two proposed Tech Scec eh.h«sc ^ » 

JKis.TbEESLr— ~ ' - 1 ”**•*'• 
=■;• =ass mbs-^t 

jS-uiSiSISir-" ~: s 


B3 830MB-22 P Sa' , ' ,1^ ' ), IE ,! n,p R " pts 00-313/B3-0B t, 50-36B/B3-08 on 
8^0518-22. No noncomp 1 lance noted. 

Arkansas Power"? 1 ! 0 ? Jl °f Director. 03/06/29. OR IFFIN, J. M. 

nriansas Power & Light Co. 2pp. 19230:344 24X 

Fiche; 30-313. 83/06/29, 83070602B2 

"' B3 nnncnnl!/ E ,nEp R * pt5 30-313/B3-0B !. 50-340/83-08 on 830418-28. No 
n “ pep M *J° r inspacted: security plan h 

in?i :'u^?d P U 0 CFR; 3 .‘ 2 t," C ‘' r “ 9 Pr ° ! ’ r3 '" "«‘-8*F..u.rd. 

£ B 3 / 04 /in ’ ^ ELLy 'i anon' JDHN8DN ’ W D - R.jlon 4 . Offic. Of DirtCtOf. 
20 . Ip. 19238 : 346 . 24 X Fi c h e : 30 - 313 . 03 / 06 / 29 . 0307060282 . 

B3 SurroT IE *? f S N ° tlcp B3 "' 6 ' “<!»«««" M«4» Value Failuro, D.snad, 
JOMAN F , n at ° n Sprsv Sub5l ' > ‘" p - * Sue list one 1 , 5 • 

JUfiDAN. E L, Division of Emergency Preparedness & £no inner ! nn 

s^-twrT^sff'-t. ,«8st&r3*sr. 



^ssssss^&sai 
n .“I.;:::!-:;.:.';;'-::';:.";:!;:-;.:'- 

114pp. ! 97 1 5. 270. 24X Fi ch e ; 50-000, B3/07/ 1 4, 8306270406. 

8307210299 Withdraws two proposed Tech Spec changes re low temo 

Operating Roac tor r s k % n ranchT r ? p Llg ?9664; 3 e3 3/ °^j[ 5 ' 8T0L2 ' J ‘ F ' 

Fiche. 30-313, 03/07/1 5, 8307210299 

■sw-"- ;».:w - •' 

^ n Region 4, Office of Director. 03/07/10 griffin j m 

’"“S- 1 ' n °‘- *» » 

SS ; r J - 

5P * TlVrXr \ L ,T\il S s V£ b/ l% BErDLE - w ' c - 

Fiche; 50-313, 83/07/18, 03O722O512 P ,6831 3^ 24X 

■"‘•* p on»"r^r,^;^2: , i^;ud u j" r ‘ d ** p,r 

Op,raUni J fl : a ct^: a S::nc6T r CL6 bS“ 6° ^u' 8 . 8T0LZ - J - E - 

3 app ,9686 029. 24X Fich .: 50-313, 83/07/HS, ^MOwS 1 '’ 8 ’'* nd ' 
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-™!ll!? 1 I_ 0P * rAtlnB roport1 ' * related correspondence 

^ ubmlfc J . ,mh monfchl ¥ status rept on progress of regulatory 
response St commitment control program, for 030314-0614, 

Sl£lu*. n » P V« 1V * tracking expected by B30S01. 

fj.B<n£ L a' J n5e< Ark £ n £?* P ° Wtr * Light Co ‘ 93/06/14. COLLINS, J. T. 
Region 4/ Office of Director. 2pp. 17727*102 24X 

Flche: 30-313. B3/06/14, 0307260180 

83 2n2?S2 7 f f lDnthl y operating rept for May 1703. W/830615 ltr. 

L * ' MARSHALL, J. R. Arkansas Pouter St Light Co. 83/06/15. 

U * TT i3i!L ,?i Vli iS! Automation 6 Management Information. 

Hpp. 196B4. 162. 24X Fi c h c : 30-3 13, 03/06/ 1 5, 83Q722027Q. 

occurrences, LERs & related correspondence 

0307130271 LER 83-0 1 3/03L-Q: on 030616, wh l It in hot shutdown after 
reactor trip,HPl control valve CV-1219 failed to open o 
demand from control room. Cause not determined. Operator , 
inicoo** ln, P #ct * d * "“itch settings c h ec k ed. W/030703 1 


6 

_ , . t r . 

MARSHALL, J. R. Arkansas Power it Light Co. 83/07/03. 
Region 4, Office of Director. 3pp. 17338:077. 24X 


ROGERS, P. C. 

SEIDLE, W. C. 

Flche: 30-313, 03/07/03, 0307130271. 


B 307130303 LER 83-014/03L-0: on 030609, aux 11 iary feedwater pump P-73 
rendered inoperab It. Caused by supply piping seal break due 

• tree! ^/BSO^oJ 1 Itr tT1t ' PiPlnfl replj,c * d * realigned to reduce 

cprnff ' u* S* # * Ar SHALLi J. R, Arkansas Power U Light Co. 03/07/03. 
SEIDLEjW. C. Region 4, Office of Director. 2pp. 19339* 134 24X 

Ficht: 30-313, 03/07/03, 8307130303. * 

PNO -; v -B3-023:on 030708, rsac tor .hut damn fpllcwlng 
indications that tube leak In steam generator A increased. 
Preparations for steam generator tube insp made. Outage of 
2 wks expected. 

JOHNSON, U.D , CALL AN, L. J. Region 4, Office of Director. 83/07/00. 
Ip. 19423:147, 24X Flche: 30-313, 83/07/08, 8307120074. 


DOCKET 30-313 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 1 
F ‘ _ S * CUrit * 1, m * dic * 1 ' •mergency * fire protection plans 

B307I10607 Releases public version of revised emergency plan 
Implementing procedure. 

FELTON, J. M. Division of Rules and Records. 83/06/24. Document 
03071 *0607 4 " Ch ‘ 17391 :13 °* 24X Flche: 30-313, 83/06/24, 

—8307110612 Public version of Rev 0 to Emergency Plan Implementing 
Procedure PMP 2001 EPP. 029, "Initial Core Damage 8 

Assessment." W/830601 ltr 8, receipt form. 

Indiana it Michigan Electric Co, B3/06/01. 
19371:131. 24X Flche: 30-313, Q3/06/24, 8307110607. 


2ipp. 


9307120600 Releases public veriion of rev to emergency plan 
Implementing procedures. 

FELTON, J. M. Division of Rules and Records. 03/06/24. Document 
Management Branch. Ip. 19500:314. 24X Flche: 30-313, 03/06/24, 

83071 20600. 

8307120607 Forwards public version of revised emergency plan 
implementing procedures, inc luding Procedures PMP 2001 
EPP. 014 re offsite dose assessments U PMP 2001 EPP. 004 re 
protective action guides. Procedure temporary sheets end. 

? Indiana U Michigan Electric Co. 03/03/26. GRIMES, B. NRC - No 
Detailed Affiliation Given, lp. 19308*316 24X 

Ficha: 30-313, 83/06/24, 8307120600. 

Publl f 7 * r * i ® n °* TivU * d emergency plan implementing 
procedures, inc luding Procedures PMP 2001 EPP. 014 re offsite 
l*!—!?! 1 "* 1 * PMP 2001 £pp * 004 re protective action guides, 
GLABSMAN, M. A. Indiana & Michigan Electric Co. 83/03/26. I2pp 

19308:317. 24X Flche: 30-315, 03/06/24, 0307120600. PP 

8307230076 Summary of 030623 meeting w/util* * Bechtel in Bethesd*,MD 
re proposed exemptions from 10CFR30,App R on fire protection 
* review of alternate safe shutdown analysis rept. 

NiOOINTON, D. Operating Reactors Branch 1. 83/06/29, Operating 

2£J£i2«£-T? ranch lm 5pp * 19724:043, 24X Flche: 30-313, 03/06/29, 

“ 3072 “ 00 7 6 . 

9307200130 Forwards safety t, safeguards imp fee for Mar 1902 - 
Mar 1783. 

ALEXlCHiM. P. Indiana fc Michigan Power Co. 83/07/13. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. lp. 19631*021 24X 

Fiche: 30-313, 03/07/13, 0307200130. 1 


H. General correspondence 

0307070089 Requests that all correspondence addressed to officers of 
American Electric Power Svc Corp or Indiana t* Michigan 
Electric Co be mailed to listed addres s, e f f me 1 1 ve 830703. 

ALEXICH, M. P Indiana & Michigan Electric Co. 83/06/27. 

DENTON, , H. R. Office of Nuclear Reactor Regulation. Director. lp. 
17293:346 24X Fi c h e: 30-31 3, 03/06/27, 8307070087. 

K. Utility Final Safety Analysis Report iFSAftl it amends 

8307270162 Forwards F8AR 1983 upda te , c on ta I n l ng original FSAR it B4 
amends in Bupport of application for OL & Jul 1782 FSAR 
update, Change* to Chapter 14, Unit 2 under review. 

ALEXICH, M P. Indiana L Michigan Electric Co. 03/07/22. DENTON, H, R. 

Office of Nuclear Reactor Regulation. Director. 3p p 19017:107 
24X Fiche: 30-315, 03/07/22, 0307290162. 


—8307290166 F9AR 1903 update. 

* Indiana U Michigan Electric Co. 03/07/31 
24X Fiche: 30-313, 83/07/22, 8307290162. 


1300pp. 19817:112. 


P. Operating license stage documents t< correspondence 

0306060070 Generic Ltr 03-22 to all operating reactor licensees, 
applicants for OLi It holders of CPs for Wes 1 1 nghou *e PWRs 
r* safety evaluation of "Emergency Response Guidelines." 

Svc list end. 

EIBENHUT, D. 0 . Division of Licensing. 83/06/03, Yankee Atomic 
Electric Co. 10pp. 19363:116. 24X Fi c h e : 50-000, 83/06/03, 

8306060070. 

8307080280 Forwards safety evaluation re util responses to NUREQ-0737, 
items II. F. 1.4, "Conta inman t Pr os sure Mon i tor, " II. F. 1,9, 

"Containment Water Level Monitor," it II. F. 1.6, "Containment 
Hydrogen Monitor." Items resolved. 

VARGA, S. A. Operating Reactors Branch 1. 83/06/00, DOLAN, J. 

Indian* it Michigan Electric Co. 9pp 19363:304 24X 

Fiche: 50-313, B3/O6/O0, 0307000200. 

B3 ™i2S 16 Monthl V notice of amends to OL* involving NSHC issued since 
□30023. 

CLARK, R. A. operating Reactors Branch 3. 03/06/14. 26pp. 

17391:132. 24X FI c h t : 30-000, 03/06/ 14, 8307 1 1 0*16 . 

8307290239 Request* addl info re reactor physics It fuels, based on 
review of 030311 Cycle 8 reload analysis, 

VARGA, 3, A. Operating Reactors Branch 1 03/06/29. DDL AN, J. 

Indiana L Michigan Electric Co. 4pp. 19720:357 24X 

Fiche: 50-313, 03/06/29, 0307230239. 

03O7O6Q331 Confirms 630620 conversation re result of recent unscheduled 
Unit 2 outage. Estimated target date for having operational 
monitors available extended to wt after plant returns to 
SVC on 030707. 

ALEXICH, M.P. Indiana It Michigan Electric Co. 

Office of Nuclear Reactor Regulation, Directo 
24X Flche: 30-315, 03/06/30, 8307060331. 


03/06/30. DENTON, H. R . 
tv 2pp. 19234: 142. 


S3 S« 27 ? 397 0#nBr,c 83-26 tu all applicants for DLs it holders of 

CPs for power reactors re c lar i f ication of surveillance 
requirements for diesel firel impurity. Svc list encl. 

EISENHUT, 0. 0. Division of Licensing 03/07/05. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Fiche: 50-000, 83/07/05, 8306270397. 

8307110290 Forwards UCAP-10230, "Bvaluatlun of Acoptibilitu of R.jctor 
Vassal Haad Lift Rlg.Raactor Vassal Internals Lift Rig, Load 
Cell it Load Cell Linkage to Requirements of NUREG-061 2“ L 
responses to NRG recommendations. 

ALEXICH, M, P. Indiana & Michigan Electric Co, 83/07/05. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pi>. 19370’ 33 c 

24X Fiche: 90-313, 83/07/05, 8307110290. 

03 2 711 2 a95 ’^valuation of Acceptability of Reactor Vessel Head Lift 
Rig, Reactor Vessel Internal* Lift Rig, Load Cell it Load Cell 
Linkage to Requirement* of NUREO-0612. " 

8ANDNER, H. H, , MARSHALL, J. R. Wettinghouse Electric Corp. 

WCAP-10230. 83/04/30. 150pp. 19378:334. 24X 

Fiche: 30-313, 83/07/03, 8307110290. 

8307060329 Generic Ltr 03-27 to all licensees & applicants for 
operating power reactor* it holders of CPs for power reactors 
re surveillance intervals In BT6. Svc list encl, 

EISENHUT, 0 . G. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York, Jnc. 16pp. 19669:254 24X 

Fiche: 90-000, 83/07/06, 0307060329. 
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B 307080 1 69 Generit Ltr 83-20 to all licensees of operating reactors 
applicants For OL t* holders of CPs re required actions based 
on generic implications of Salem ATUS events Sue 1 j s t end. 
EISEWHUT, D, Q Division of Licensing. 83/07/08. Consolidated 
Edison Co of New York* Inc 30pp. 19669- 269 24X 

Fiche: 50-000, 83/Q7/QB. 9307080169. 


S307120400 Application faT amend to Licenses DPR-50 h DPR -74 changing 
Tech Spec Table 4. 3~l re reactor trip 5 y* instrumentation 
surveillance requirements. 

ALEX I OH, M P. Indiana 8 c Michigan Electric Co- B3/O7/O0. DENTON* H. R, 
Office of Nuclear Reactor Regulation,. Director 5pp. 19430 219 
24X Fiche 50-315.83/07/08, 0307120400. 

—0307120401 Proposed Tech Spec Table 4 3d changing reactor trip sue 
instrumentation surveillance requirements. 

* Indiana U Michigan Electric Co 03/07/00. 3 p p 19430' 224 
247 Fiche; 50-315, 83/07/08. 8307120400 


0307280341 Supplemental application for amend to License DPR-5B, 
requesting ad d 1 Tech Spec changes for Cycle 8 operations. 

ALEX1CH, M. P. Indiana N Michigan Electric Co. 03/07/25. DENTON* H R, 
° F Nuclear Reactor Ragulati-on , Director 4 pp. 19709:036 
24X Fiche: 50-3 1 5. 83/07/25, 930723034 1 


R, Periodic operating reports & related correspondence 


6307220097 Monthly operating Tept for May 19B3. W/B3D613 ltr. 

MIGHT* A. . SMITH* W. G. , SVENSSON, B. A. Indiana & Michigan Electric Co. 
83/06/13. Office of Resource Management, Director. 10pp. 
19693:314 24X Fi c he: 50-31 5, 03/06/ 1 3, 8307220097 . 


S. Reportable occurrences, LERs related correspondence 


8307050034 Forwards LERb 83-05 1/03L-0 St B3-052/Q3L-0. 

SMITH, W. G Indiana Michigan Electric Co. 83/06/22. KEPPLER, J. 0, 
Region 3, Office of Director. Ip. 19192:152 24X 

Fiche: 50-315, B3/06/22, 8307050034. 


•9307050062 LER S3— 051 /Q3L— 0: on 030328, loop 1 wide range prenure 
transmitter NPS-122 output drifted low. Cause not stated. 
Transmitter fees 1 ibr . App 1 i cab l e bistable procedures modified 
by lowering administrative setpoint tolerances. 

PALMER, R. A. Indiana V Michigan Electric Co S3/06/22. Region 
° f Director. Ip. 19192:133 24 X F i ch e : 50-31 3, 03/06/22, 

9307050054, 


8307200344 Proposed Tech Spec changes foT Cycle 
* Indiana & Michigan Electric Co. B3/07/25 
24X Fiche: 50-315. 03/07/2 5, 83072S034 l 


B op erat i ons. 

9pp. 19789:0-40. 


Q. Inspection reports, IE Bulletins & correspondence 


■-03O7O5OO6S LER 03-OS2/O3L-O: on 830325. a * i a I flux difference target band 
limit eiceeded. Caused by axial burnup d i a tr i hu t l on, larg 0 
negative moderator temp coefficient V considerable rod 
withdrawal required to overcome xenon buildup. 

PALMER. R. A Indiana It Michigan Electric Co 83/06/22 Region 
3, Office uf Director 3pp. 19192: 154. 24X Fi c he : 50-3 1 5, 

83/06/22, B3070500 34 . 


03 2Zi?S? &t Forujar,}s » E Insp R®Pts 50-3J5/B3-0B It 50-316/03-09 on 
030427-29 !« 0503-06 N notice of violation 

PAPERIELLO, C. J Region 3, Office of Director. 03/O6/2B. DDL AN, J E 
American Electric Fewer Service Corp DOLAN, J. E Indiana i: 

Electr l c Co 2pp 19424 136 24X F i c he : 50-31 3, 83/06/28, 

0307 1 3026 6 . 


8307030019 LER B3-053/QIT-Q: on 0306 1 2. per f Dr mane e of train B boron 
injection tank inlet piping heat trace circuitry questioned 
but train not declared inoperable until B3061 6 Mi 3 sed 
surveillance under i nves t i ga t i on. U/B30624 ltr. 

KRAUSE. D. F. , SMITH. W G. Indiana t. Michigan Electric Ca. 83/06/24, 
KEPPLER. J. G- Region 3, Office of Director, 2 pp 19220 239 84X 

Fiche: 30-315, 83/06/24, 0307050019, 


—8307120271 Notice 
PAPERIELLO, C J. 
19424: 130 24X 


of violation from tusp on 830427-29 it 0503-06 
Region 3, Office of Director. 83/06/27 lp, 
Fiche: 30-315,03/06/28,0307120266. 


-8307)20280 IE Insp Repts 50-315/83-00 & 50-316/63-09 on 930427-29 L 
0503-06. Nqncompli ante no t ed : f a i 1 ure to perform evaluation 
when whole body vivo Count data indicated etpoture to 
greater than 40 h control measure 

HUETER, L. J. , GREOER, L R Region 3, Office af Director. 83/06/23. 
13pp. 19424:139. 24X F ic h e 50-315, 03/06/28, 0307120266. 


6306270401 IE Info Notice 03-46, ''Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem. 41 Svc list end. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response IPost 830103). 83/07/1J. Consolidated Edison Co of New 

York* Inc 154pp. 19563 293. 24X Fi ch e : 50-000, 03/07/1 1 , 0306270401 . 


8306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. 1 ' Svc list end, 

JORDAN, £. L, Division of Emergency Prepar edness 6 . Engineering 
Response (Post 830103). 83/07/12 Consolidated Edison Co. of We u 

York. Inc. I4tpp. [9563 153. 24X Fi c h e: 30-000, 03/07/ 1 2, 0306270404. 


B3D 62704 06 IE Info Notice 83-40, "Gaseous Effluent Releases of 
Radioactive 1-125 i 1-131 in Excess of NRC Limits." Svc list 
encl. 

J , Di Vis i{>n oi QA ' SafB 9 «aris % Inspection Programs [Post 
B30103J. 83/07/14. Consolidated Edison Co. of Neu York, Inc. 

H4pp. 19715:270. 24X F i ch« : 50-000, 63/07/1 4. 8306270406 


8307200269 AcV receipt of 830701 ltr informing NRC of steps taken to 
correct violations noted l r» IE Insp Repts 50-315/03-07 L 
50-316/83-00. 

STREETER, J.F Division of Engineering. 03/O7/J4 DOLAN, J E 
American Electric Power Service Carp. DOLAN, J E Indiana It Michigan 
Electric Co. Ip. 19640:061. 24X Fi ch e : 50-315* 03/07/ 1 4 , B307200269 


—8307200273 Responds to NRC 930601 ltr re violations noted In IE Jnsp 
flepts 50-315/03-07 * 50-31 6/03-00. Cor rec t ive actions: 
procedures 6 instructions amended to include description of 
master plant file vault h records policy statement. 

SMITH, W- 0. Indiana it Michigan Electric Co 03/07/01, 

KEPPLER, J. G Region 3, Office of Director. 2pp. 19648:062 
Ft c h e 50-3 1 5* 83/07/ 1 4 , 830 7 200269 


24X 


830705 0090 LER 93-054/03L-0 : on 830526, fuel oil day tank level column 
high side Isolation found closed during diesel generator 1AB 
vaive lineup surve i 1 lance. Cause not determined. Documentation 
indicates valve restored to normal. W/B30624 ltr. 

KRAUSE, D. F. , SMITH, W O, Indiana i. Michigan Electric Co. 03/06/24. 
KEPPLERrJ G Region 3, Office of Director. 3pp. 19199 334 24X 

Fiche: 30-315, 03/06/24, 8307050090. 


0307060372 LER S3 D55/03L-0: on 630329, Merc 0 i d Corp west motor driven 
auxiliary feed pump low suction pressure switches Mercoid 
Corp triped. Cause unknown Reset valves found out of spec 
Switches replaced. U/B30627 ltr 

PALMER, R, A., SMITH«W.G Indiana St Michigan Electric Co. 83/06/27. 
KEPPLER. J. G. Region 3, Office of Director. 3pp. 19236 217 
Fiche: 50-315, 03 / 06/27, 0307060372. 


24X 


3307 U 0333 Forwards LERs S3-036/03L-0 it 83-057 /03L-0, 

SMITH, W. © Indiana St Michigan Electric Co. 03/06/29. KEPPLER, J O 

Region 3, Office of Director. lp. 193B1 294 24X 

Fiche: 50-315, 03/06/29, 0307110333. 


valve NS-262 found 1 ea k i n g. Cau* ed by dirt buildup on valve 
seating surf ac es. Ch e c k valve disassembled 6 cleaned. 

ROB I NSDN, D Indiana V Michigan Electric Co 53/06/29 Reoion 

Ba07n0333° f 0lr ' ctoT ‘P- ‘7381:292. 2*X rich, 30-319, 83/04/29, 


on ujuouci our i ng normal op era t i on, s team 

generator 4 blowdown containment isolation DCR-340 failed 
Closed Caused by ruptured diaphragm Df valve operator 
Diaphragm r ep 1 a c et) . Va 1 ve stroke limits adjusted. 

ROBINSON* D. Indiana 6 Michigan Electric Co, 53/06/29. Region 
S30°U0333. ' Ct ° r ,P 19391 293 2« Flcl,.: 50-3IS, 03/04*29. 


8307100140 LER 03-O58/O3L-O: on 030609, operator discovered that 
containment sump flaw monitoring recorder ( 1-CS-0Q1 > not 
advancing Caused by holes in chart paper Chart paper 
realigned on drive whee 1 . W/S30706 ltr. 

kEPPler" 7V S p IT V jM 2' Michigan Electric Co. 83/07/06. 

KEPPLER,v/G^ Region 3, Office of Director. 2 pp 19557.051 24X 

Fiche: 50-313, 83/07/06, 0307100140. *** 


0307200130 Forwards safety 6 safeguards 
Mar 1903 

ALEXICH, M P. Indiana & Michigan Power 
Office of Nuclear Reactor Regulation, 
Fiche: 50-3 1 5, 03/07/ 1 5, 8307200 1 30 


insp fee for Mar 1982 - 

Co. 03/07/15. DENTON, H. 
Director. lp. 19651:021. 


R 


24X 


0307390320 Forwards AEQO enigneerlng evaluation of numerous event* 
involving froren ice condenser intermediate deck doors, Mo*t 
problems occurred while plant was new U have decreased as 
operational experience gained. 

cciJeSsS'u I factor Operations Analysis Branch. B3/07/11. 

n*I F ! . I Reactor Operations Analysis Branch. 2 pp 19B57-060 

24X Fiche 50-000, 53/07/11 , 0307290320 PP ’ 6 ' 
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0307290377 "Frozen Ice Condenser Intermediate Deck Doors. “ AEOD 
engineering evaluation rept. 

ZUKOR/D. Reactor Operation* Analysis Branch- 03/07/11. 6pp. 
19057:062. 24X Fiche; 50-000. 03/07/1 1 , 0307290320. 


8307220304 LER 83-039/03L-0: on 830624, d ur i ng normal op erat ion. contr o 1 
room access Fire Door 412 failed to operate p roper 1 y , Caused 
by failure of closure support arm. Closure arm repositioned 
k closing spring t i ghtened. W/B30714 ltr. 

KOENIG, E. C. , SMITH, W. Q. Indiana tt Michigan Electric Co. 83/07/14. 
KEPPLER.J. G. Region 3, Office of Director. 2pp. 19675:232. 24X 

Fiche; 30-315, 03/07/14, 0307220304. 


DOCKET 30-316 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 2 


F. Security, medical, emergency St fire protection plans 


8307110607 Releases public version of revised emergency plan 
Implementing procedure. 

FELTON. J. M. Division of Rules and Records, 83/06/24. Document 
Management Branch, lp. 19391:130. 24X Fiche: 30-313, 83/06/24, 

0307 1 10607. 


P. Operating license stage documents fc correspondence 


0306060070 Generic Ltr 03-22 to all operating reactor licensees, 
applicants for OL* 4< holders of CPs for tJestinghouse PWRs 
re safety evaluation of "Emergency Response Guldtl ines. *' 

Svc list end, 

EI6ENHUTr D. G. Division of Licensing. 83/06/03. Yankee Atomic 
Electric Co. 10pp. 19363:116. 24X Fl c he : 50-000, 03/06/03, 

8306060070. 


0307080280 Forwards safety evaluation re util responses to NURE0-Q737, 
rtems II F. 1.4, "Containment Pressure Muni tor, " 1 1. F. 1.3, 
"Containment Water Level Monitor," 6 II. F. 1.6, "Containment 
Hydrogen Monitor." Items resolved. 

VARGA, 8. A. Operating Reactors Branch 1. B3/Q6/0B. DOLAN, J. 

Indiana & Michigan Electric Co. 9pp. 19363:304 24X 

Fiche; 30-313, 83/06/OB, 0307080200. 


0307110616 Monthly notice of amends tq QLs involving NSHC Issued since 
030523. 

CLARK, R. A. Operating Reactors Branch 3. 63/06/14, 26pp. 

19391:132 . 24X Fic h s: 50-000, 03/06/14, 03071 10616. 


■0307110612 Public version of Ruv 0 to Emergency Plan Implementing 
Procedure PMP 2081 EPP. 029, "Initial Core Damage 
Assessment, " W/B30601 ltr receipt form. 

TOWNLEY, E, L. Indiana 6 Michigan Electric Co. 03/06/01. 21po. 

19391:131. 24X Fiche: 30-315, 83/06/24, 83071 10607. 


8307120600 Releases public version of rev to emergency plan 
implementing procedures. 

FELTON, J, M. Division of Rules and Records. 03/06/24. Document 
Management Branch. lp. 19308:314 24X Fiche: 30-313, 03/06/24, 

0307120600, 


*8307120607 Forwards public version of revised emergency plan 
implementing procedures, Inc luding Procedure* PMP 2001 
EPP. 014 re offsite dose assessments & PMP 2081 EPP. 004 re 
protective action gui des. Procedure temporary sheet* end. 

* Indiana 6 Michigan Electric Co. 03/03/26. GRIMES, B. NRC - No 
Detailed Affiliation Given. lp. 19308:316. 24X 

Fiche: 30-313, 83/06/24, 0307120600. 


•8307120610 Public version of revised emergency plan Implementing 
procedures, inc lud lng Procedures PMP 2081 EPP. 014 re offsite 
assessments St PM P 2081 EPP. 004 ra protective action guides. 
CLASSMAN, M. A. Indiana it Michigan Electric Co. 03/03/26. 12pp. 

19300:317. 24X Fiche: 30-315, 83/06/24, 8307120600. 


B307230076 Summary of 030623 meeting w/utils S-. Bechtel in B»thesda,MD 
re proposed exemptions from 10CFR50,App R on fire protection 
& review of alternate safe shutdown analysis rept. 

WIGGINTCm, D. Operating Reactors Branch 1, 03/06/29, Operating 

Reactors Branch 1, Spp. 19724:043, 24X Fiche: 50-313, 03/06/29, 

8307230076. 


0307200130 Forwards safety J, safeguards insp fee for Mar 1982 - 
Mar 1903. 

ALEXICHiM. P. Indiana & Michigan Power Co. 83/07/13. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. ip, 19653:021. 24X 

Fiche: 30-313, 03/07/13, 0307200130. 


H. Oeneral corraipondence 


0307070089 Requests that all correspondence addressed to officers of 
American Electric Power Svc Corp or Indiana St Michigan 
Electric Co be mailed to listed address# of fee tive 830703, 

ALEXICHiM. P. Indiana it Michigan Electric Co, 83/06/27. 

DENTON, ,H.R. Office of Nuclear Reactor Regulation, Director. lp. 
19293:346. 24X Fl c h ft : 30-31 3, 03/06/27, 0307070089. 


K. Utility Final Safety Analysis Report (FSAR ) S< amends 


8307290162 Forwards FSAR 1903 update, containing original FSAR St 84 
amend* in support of application for OL << Jul 1902 FSAR 
update. Changes to Chapter 14,Unit 2 under review, 

ALEX1CH, M. P. Indiana & Michigan Electric Co. B3/07/22, DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Spp, 19017: 109 
24X Fiche: 30-313, 83/07/22, 8307290162. 


— 8307290166 F8AR 1903 update. 

« Indiana Sc Michigan Electric Co. 83/07/31. 1300pp. 19017:112. 

24X Fiche: 30-313, 03/07/22, 0307290162. 


8307060331 Confirms B3O620 conversation re result of recent unscheduled 
Unit 2 outage. Estimated target date for having operational 
monitors available extended to uk after plant returns to 
svc on 030707. 

ALEXICH, M. P. Indiana St Michigan Electric Co. 03/06/30. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 19234:142 
24X Fiche; 30-313, 03/06/30, B307060331. 


8306270397 Generic Ltr 83-26 to all applicants for OL* St holders of 
CPs for power reactors r* c Ur if icatlon of surveillance 
requirements far diesel fuel impurity. Svc list end. 

EISENHUT, D. 0. Division of Licensing, 03/07/03. Consolidated 
Edison Co. of New York, Inc, 16pp. 19390:317. 24X 

Fiche: 30-000,83/07/05, 0306270397. 


0307 1 10290 Forward* WCAP-10230, "Evaluation of Acceptability of ReactoT 
Vessel Head Lift Rig, Reactor Vessel Internals Lift Rig, Load 
Cell St Load Cell Linkage to Requirements of NUREQ-0612" b 
response* to NRC recommendations, 

ALEXICH, 14. p. Indiana 5< Michigan Electric Co. 83/07/03. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 19370:332 
24X Fiche: 30-313, 83/0-7/03, 0307110290. 


—0307110295 "Evaluation of Acceptability of Reactor Vessel Head Lift 
Rig, Reactor Vestel Internals Lift Rig, Load Cell & Load Cell 
Linkage to Requirements of NURE0-0612. " 

SANDNER, H. H. , MARSHALL, J. R, Westinghouse Electric Corp 
WCAP-10230. 83/04/30. 130pp. 19370:334. 24X 

Fiche: 30-315,83/07/03,8307110290. 


0307060329 Generic Ltr 03-27 to all licensees & applicants for 
operating power reactor* & holders of CPs for power reactors 
re surveillance interval* in STS. 8vc list end, 

EISENHUT, D. G, Divleion of Licensing. B3/07/06. Consolidated 
Edison Co, of Now York, Inc. 16pp. 19669:234, 24X 

Fiche: 30-000, 83/07/06, 0307060329. 


0307000169 Generic Ltr 03-28 to all licensees of operating reactors, 
applicants for OL St holders of CP* re required actions based 
on generic implication* of Salem ATWB events. 8vc list end. 
EISENHUT, D. 0. Division of Licensing. 03/07/00. Consolidated 
Edison Co. of New York, Inc. 3Qpp, 19669:269. 24X 

Fiche: 50-000, 03/07/00, 0307000169. 


0307120400 Application for amend to Licenses DPR-30 U DPR-74 changing 
Tech Spec Table 4.3-1 re reactor trip sys instrumentation 
surveillance requirements. 

ALEXICHiM. P. Indiana 8« Michigan Electric Co. 03/07/00. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 3pp. 19430:219, 

24X Fiche : 30-313, 03/07/08, 0307120400. 


--B307120401 Proposed Tech Spec Table 4.3-1 changing reactor trip eys 
instrumentation surveillance requirements. 

a Indiana & Michigan Electric Co. 03/07/00. Spp. 19430:224, 
24X Fiche: 30-313, 83/07/08, 8307120400. 


8307120445 Forwards addl info in response to 030302 ltr re seismic 
qual i f icatlon of mercold pressure switches & switchgear 
component*. 

ALEXICH, M P. Indiana it Michigan Electric Co. 03/07/00. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 19426:039. 

24X Fiche: 30-316, 83/07/00, 0307120443. 


8307120491 "Seismic Simulation tt Radiation Test Program on Seven 
Pressure Swi tches . “ 

THORNBERRY, R. Wy 1 e Lab ora tor i es. 44283-1. 70/10/26. 32pp. 

19426:042. 24X F t che ; 30-316, 03/07/00, 0307120443. 
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0. Inspiction reports, IE Bulletin it correspondence 


S3 07060 131 Forward* IE tnsp Rept 30-316/83-04 on 830101-0214 it 
0426-0320 & notice of violation. 

SHAFER , W. D. Regions# Office of Director. 83/06/20. DQLAN, J. E. 
American Electric Power Service Corp. DOLAN. J. E. Indian* it Michigan 
Electric Co. 2pp. 17231:238. 24X Fic he: 30-316. 83/06/20. B307Q6O13I. 


— 8307060134 Notice of violation from insp on 830101-0214 1# 0426-0520. 
SHAFER. W. D. Region 3. Office of Director. 83/06/20. 3pp. 
19231:260. 24X Fic h e : 30-31 6# 83/06/20. 8307060131 . 


— 8307060133 IE Insp Rept 30-316/83-04 on 830101-0214 it 0426-0320. 
Noncomp 1 lane* noted: failure to meet in*p r • quireme nt* U 
failure to prepare St follow preop erat i anal test procedures 
SWANSON. E. R. , HDLZMAN, H. M. , BOYD. D. C. Region 3. Office of 
Director. 83/06/20. 13pp. 17231:263. 24X Fi c h e : 30-316# 83/06 /20. 

8307060131. 


0307 i 20266 Forwards IE Insp Rtp ti 90-315/B3-0B L 50-316/B3-09 on 
830427-29 it 0303-06 6 notice of violation. 

PAPERIELLO, C. J. Region 3, Office of Director. 83/06/20. DOLAN* U. E, 
American Electric Power Service Corp. DOLAN. J. E. Indiana 6 
Michigan Electric Co, 2 pp. 19424:136. 24X FI che : SO-31 5 . B3/06/2S, 

8307120266. 


■0307120271 Notice of violation from insp on B30427-2? U 0303-06. 
PAPERIELLO, C. J, Region 3* Office of Director. 83/06/27. Ip. 
19424:138. 24X Fich* : 30-3 1 3. 03/06/20# 8307120266. 


S, Reportable occurrences. LERs U related correspondence 


0307080007 LER 83-OSO/OlT-O: on 830416. dur lng review of Sampling 
analysis data for waste gas syi oxygen & hydrogen 
concentrations! 12 h sampling requirement discovered not met. 

Caused by personnel error. W/B3O620 ltr. 

PALMER. R. A.. SMITH. W. 0. Indiana 8. Michigan Electric Co, 03/06/20. 
KEPPLER, J.Q. Region 3. Office of Director. 3pp, 19331:241. 24X 

Fiche; 30-316. 83/06/20. 0307000007. 


0307110193 Forwards LER B3-091/03L-0 it Updated LER B3-039/03X-1 . 

SMITH. W. 0. Indiana it Michigan Electric Co. 03/06/29. KEPPLER, J. 0. 

Region 3. Office of Director. Ip. 19379:234. 24X 
Fiche: 50-316.83/06/29, 0307110193. 


—0307110200 Updated LER 83-039/03X-1 : on 830319, trip function Of 
proximity switch made inoperable for rep lacament. resulting 
from failure of main turbine stop valves on 030312. Caused by 
relay in solid state protection dropping too much voltage. 

PALMER, R. A. Indiana it Michigan Electric Co. 83/06/29. Region 

3. Office of Director, lp. 19379:231. 24X Fiche: 90-316, 83/06/29. 

0307110193. 


■8307110209 LER 03-091 /O3L-0: on 030604, reset function for proximity 
switch on stop valve C, train B, failed ta operate immediately 
4 made inoperable for rep lac ement. Caused by input bay relay 
in solid state protection sys dropping too much voltage. 

PALMER.fi. A. Indiana & Michigan Electric Co. 03/06/29. Region 
3, Office of Director. 2pp. 19379:232. 24X Fiche; 30-316, 

03/06/29, 03071 10193. 


—8307120200 IE Insp Repti 30-313/03-03 & 50-316/83-09 on 030427-29 6 
0503-06. Non comp l iance noted : fai lure to perform evaluation 
when whole body vivo count data indicated exposure to 
greater than 40 h control measure. 

HUETER.L. J, , OREOER, L. R. Region 3, Office of Director. 03/06/23. 
13pp. 19424:139. 24X Rich* : 50-31 3, 03/06/28, 8307120266. 


8307100104 RO: on 830704. during routine tour of containment, leak 
discovered in nonessentlel svc water sys. Written rept will 
be forwarded within 14 days.per IE Bulletin 80-24. 

SMITH, W. G. Indiana lc Michigan Electric Co. 03/07/09. KEPPLER, J. Q. 
Region 3* Office of Director. lp. 19537:019. 24X 

Fiche: 30-316, 03/07/03, 8307100 104. 


0306270401 IE Info Notice 03-46. "Common Mode Valve Failures Degrade 
Surry Recirculation SpTay Subsystem.*' Svc list end. 

JORDAN, E. L- Division of Emergency Preparedness it Engineering 
Response CPost B30i03>, 03/07/U. Consolidated Edison Co. of New 

Yorii Inc. 154pp. 19363:293, 24X Fi ch *: 50-000, 03/07/11 , 8306270401. 


0306270404 IE Info Notice 83-47* "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. '* Svc list end. 

JORDAN., E. L. Division of Emergency Pr e p are d rvass 6 Engineering 
Response (Past 830103). 83/07/12. Consolidated Edison Co, of New 

York. Inc. 141pp. 19563:153. 24X Fiche: 3D-000, 03/07/12, 0306270404. 


0306270406 IE Info Notice 03-40, "Gaseous Effluent Releasee of 
Radioactive 1-125 6 I-i3| in Excess of NRC Limits," Svc list 
• Del. 


TAYLOR* J 
8 30 103 J. 
114pp. 


■ N- Division of OA, Safeguards h inspection Programs (Post 
83/07/14. Consolidated Edison Co. of New York* Inc 
19713:270. 24X Fich e: 50-000, 03/07/ 14 , 0306270406. 


0307290320 Forwards AEOD enigneering evaluation of numerous events 
involving frozen ice condenser Intermediate deck doors. Most 
problems occurred while plant was new 8, have decreased as 
■operational experience gained. 

ZUKORj D. J. Reactor Operations Analysis Branch. 83/07/11. 

SEYFRIT, K. V, Reactor Operations Analysis Branch, 2pp. 19837-060 
24X Fiche: 90-000, S3/07/11. 8307290320. 


•8307290377 "Frozen Ice Condenser Intermediate Deck Doors," AEOD 
engineering evaluation rept. 

ZUKOR, D. Reactor Operations Analysis Branch. 83/07/H. 6pp 
19837:062, 24X Fiche: 30-000, 03/07/11, 8307290320. 


0307220403 Forward* LER* 83-093/03L-0 i. 03-O34/O3L-O. 
SMITH, W. O. Indiana 6 Michigan Electric Co. 03/07/14, 
Region 3, Office of Director. lp. 19607:394. 24X 

Fiche: 30-316. 03/07/14, 0307220403, 


KEPPLER, J. 0. 


8307200269 Act receipt of 030701 ltr informing NRC of steps taJtan to 
correct violations noted in IE Insp Rept* 50-313/03-07 it 
50-316/03-08, 

STREETER. J 1 . F. Division of Engineering. 83/07/14. DOLAN, J E 
American Electric Power Service Corp. DOLAN* J, E. Indiana 6 Michigi 
Electric Co. lp. 19648:061. 24X Fich s : 50-3 1 3, 03/07/14. 0307200269. 


■0307220410 LER 83-DS3/03L-0: on 830520, during surveillance 1 
containment air lock 3-day door teats not performed by 
required time, Caused by personnel misunderstand ing. Test 
Immediately performed satisfactorily. 

PALMER, R. A. Indiana 4t Michigan Electric Co. 83/07/14 
3, Office of Director, 2pp. 196B7: 355. 24X Fiche- 90-31 

83/07/14, 0307220403 


og review, 


Region 

6 , 


-0307200273 Responds to NRC 030601 ltr re violations noted in IE Insj> 
Rspts 50-315/03-07 it 50-316/03-08. Corrective actions: 


procedures U instructions amended to include description of 
master plant file vault & records policy statement. 

SMITH, U. 0. Indiana Cc Michigan Electric Co, 83/07/01, 
KEPPLER* J, 0. Region 3, Office of Director, 2pp. 19640:062 

Fiche; 90 - 315 , 83 / 07 / 14 . 8307200269 . 


—8307220426 LER 03-O94/O3L-O: on 030623, during normal op erat t ons , Fi re 
Door 306 between Quad 2 it NESW valve gallery failed to 
latch properly. Caused by bent latch plate. Plate removed, 
straightened & reinstalled. 

Indlana & Michigan Electric Co, 03/07/14. Region 
B307220403 Dlr,Ct ' )r ’ IP- 1V687: 337. 24X Fich*: 80-314, 83/07/14. 


8307200130 Forif»,-di t, ,af«gu.rd. Insp fee ,or Mar 1962 - 

n*r 1 t83. 

ALEXKH.M.P. Indiana 6 Michigan Power Co. 83/07/15. DENTON. H. R. 

Nuclear Reactor Regulation* Director. lp. 19691 : 021 . 24 ) 

Fich*: 50-315, 83/07/13, 8307200130. 


DOCKET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT l 
F. Security* medical, emergency t< fire protection plans 


R^ Periodic operating reports U related correspondence 


B3 2?S2S°? B °! > * r * fcl "9 r*pt for May 1 903. W/0306 13 ltr. 

03/oI/?a' 8Mr ^, W. o. , qvenSSON. B.A. Indiana & Michigan Electric C 
° ff£c * of R,,fl °rce Management, Director. Spp. 
19674:091. 24X Fich s: 50-316, 83/06/13, 0307220009 


W/030627 ltr 


' A ” , n«»|,u,iae rian 1IT 

fcRriP App E. lr "Index of Equipment Checklist, 
it receipt form. 

UFLCH"fl' U 'n/ R * yBumc - R - Baltimore Oas & Electric Co, 03/06/22. 

44 pp H#S 'l 9293 r iS 9 “ r LS7}” 1 ° f In *P ection Enforcement. 

44pp. 19293.199. 84X Fiche: 50-317, 03/06/22, 0307070100, 


8307120039 Releases public 
Implementing procedure. 
FELTON, J. M. Division of 
Management Branch. lp. 
0307120039. 


version of rev to emergency plan 


19439:344. 24X Fiche: 50-317, 03/06/24, 
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—6307120043 Public version of Rev 9 to Emergency Plan Tmp 1 ement i ng 
rocodure ERPFP 4 1. 21, "Personnel Assembly " w/830527 Itr 
5c receipt form 

R CLARK L n L A D " Df?^ U " N i <: M R , Dal ‘ S "“ re 0 * 5 * Electric Co 03/05/23 
19 «S '?45 ??!*“ ° f Nuclear Reactor Regulatioi.. director Mpp 

19439.345, 24X Fi c he. 50-31 7, 83/06/24. 0307120039 

83 imileSenf^! ea5eS PU ? Uc version revised emergency response plan 
Imp lementat i on procedure v v 

FELTON, J M. Division of Rules and Records 33/06/24. Document 

wS^sSoeo. anC '‘ "* 19,35208 »« = 0 - 3 , 7 . 03 / 0 .™' 

—8307120083 Public version of Rev 2 to Emergency Response PUn 
Implementation Procedure EflPIP 44 7 6 , "Pos t-Ae c "dent 

EX""*, S S S 4 n A ?!^ ,U '" W/830M6 itr * receipt form, 

RUbSELL, L. B Baltimore Gas b Electric Co 93/06/01 n aru i? a 
p? C k~ 8Btsiled Affiliation Given 3Qpp 19433 209 24X 

Fi Che: 50-317, 83/06/24, 0307120000 

B307 190484 Advises that Class II I * I fees remitted W 030223 
appiication for exemption from certain fira protection 
schedular requirements will be applied to alternate safe 
shutdown portion of 810319 request. 

W ‘ °‘ « Li f ftn3e F °* Management Branch. 83/07/00 LUNDVALL, A E 
Baltimore Gas b Electric Co. 2pp 19656:165 24X 

Fiche: 50-3 1 7 , 83/07/00. 8307190484 

B 307200135 Confirms current use of C-E Owners Group generic emerdencu 

f P ?"^^i aeli " es «*»cr*b.c in 0304,5 ra.pona! to 8upM 
1 to NUREG-0737, "Emer o anc u RBtnnnso rnnA.i.a,. ■< 


J * .X.rx* ”*2 737 ' "Emergency Response Capability 
LUNDVALL, A. E, Baltimore Qas b Electric Co 83/07/13. 
Operating Reactors Branch 3. tp 19651 020 24X 

Fiche: 50-3I7- 03/07/15, 8307200135 


CLARK. R, A 


Utility Pinal Safety Analysis Report ( FSAR 


1 b amend s 


^ 0 ^ arda R * v 2 to updated FSAR, per 10CFR50. 71 
LUNDVALL, A. £, Baltimore Gas V Electric Co 03/07/10 
Operating Reactors Branch 3 6pp 19661 296 24X 

Fiche: 50-317, 83/07/18, 0307210013 

8307210017 Rev 3 to Calvert Cliffs updated FSAR 

* Baltimore Gas b Electric Co. 83/07/10 830po i 

Fiche: 50-317, 03/07/18, 8307210013. P 

l * ct}nsc documents V correspondence 

0307190376 Forwards generic safety evaluation supporting continued 
operation of PWRs w/Dresser primary safety valves, until 
final resolution of NUREG-0737, item II. D 1 


19661:301 24X 


CLARK, R. A. Operating Reactors Branch 3 03/05/03 

Baltimore Gas b Electric Co. 2pp 19656 052 
Fiche. 50-317, 83/05/03, 8307190376 


24X 


LUNDVALL, A E 


0307190303 Safety evaluation supporting continued operation of PWRs 

* Nuclear Reactor Regulation. Director 83/04/10 

i3pp. 19656:054. 24X F i c h e : 50-31 7, 03/05/03, 8307 1 90376. 

8307200344 Summary of 030601 meeting w/Hcensee b C-E in Bethesda.MD re 
resolution of Unresolved Safety Issue A-47. "Safety 
Implications of Control 5ys, " 

SZUKIEWWICZ, A. Generic Issues Branch 03/06/14 KNJEL.K. Generic 

0307200344 4PP 19670;007 - 24X Ft che. 50-31 7, 83/06/ 14. 

—0305230564 Confirms proposed recommendations for improving NRC task 
action plan for Unresolved Safety Issue A-47, "Safety 
Implications of Control Sys. " Approach would minimize 

* on en 9 meer ing resources Meeting requested 
nro^c X M ER ' C H ' Baltimore Gas b Electric Co 03/04/14 

9670-011 Stt'S! ^ Sr-Xl mtiV9 0ir ' Ct " 4pp 

19670 011 . 34X Fiche: 50-317, 03/06/14. 0307200344 



V, ‘ of the Executive Director for Operations 

83/05/16. POINDEXTER, C.R Baltimore Gas * Electric C» Sflpp 
34X Fiche: 50-317, 83/06/14, 8307200344. 


B3 ?- 7 ioS°2 1 " otic * nf to 01 s involving NSHC. 

R A Operating Reactors Branch 3 G3/06/Q7 15 pp. 

19641 349 24* F i ch*. 50-000, 03/06, 1 b. 0307180446. 

0306270397 Generic Ltr 03-26 to all applicants for OLs b holders of 
CPs for power reactors r# c lav i f icat i on of surveillance 
requirsnignt? for diesel fool impurity Eve list enc J 
eiSCNHUT/D.O Division of Licensing 83/oiJos 
Edison v o of New York, Inc I6pp 19390 317 
Fiche 50-000. 83/07/03. 8306270397 


Consolidated 


^"oric Ltr 03-S? to all %, w |, cl ,t s f or 

opera 1 1 ,., pouor realtors t, Holders u , (.Ps for power reactors 
re surveillance intervals in STS Svc list end 

p!i™ ,U !' P G , ' hvi510n Licensing 93/07/06 Consolidated 

Edison of New York, Inc I 6 pp 19669 254 24X 

Fiche 50-000, 83/07/06. 0307060329 

83 a = en^o,s Je 2 r'™ L , tr a ?' 20 10 <U »f operating reactors, 

applicants for 0L !, holders of CPs re required actions dosed 

Eisl^rn'o r f 'L Z ‘ t ' 0ni af Salem Arws "onto Svc list end. 

Edison rr" C , ., n ’ V i !l ° n ° Llce " slf ’ 0 83/07/00 Consolidated 

Edison Lo af New York. Inc. 3Bpp 19669:269 24X 

Fiche 90-000, G3/07/08, 0307000 1 69 

03 n!nl??° 3 , ! 0 r «? r i S safetq evaluation of util 81 1 U3 response to 
Generic Ltr Bl-21, "Natural Circulation Cooldown " upper 
head voiding does not pose safety concern for facilities 
Procedures will be reviewed per TNI Item I C i 

CLARK, R A Operating Reactors Branch 3 83/07/00. LUNDVALL. A E 

Baltimore Gas b Electric Co 2pp 19812 024 24X 

Fiche: 50-317, 83/07/00. 0307270303 

-83072703 l 3 Safety evaluation of util 01JU3 response to Generic Ltr 
ui-21. Natural Circulation Cooldown " Upper head voiding 
not saiety concern provided that operator equipped 
uj/idd aqua t e training t< procedures 

4 i 9 Rfo , n^A° f Reactor Regulation. Director. 83/07 /OB. 6 pp. 

190(2.0^6 24X Fiche: 50-31 7, 03/07/08, 0307270303 V 

03O728OIOQ Discusses results nf review of incidence of personnel errors 
in performance of safety-related activities Electrical main* 
personnel training program should be instituted at earliest 
practicable date 

CLARK, R A Operating Reactors Branch 3. 83/07/00, LUNDVALL, A E 

Baltimore Gas b Electric Co 2pp 19812 34E3 24* 

Fiche. 50-117. 03/07/00, 0307200108 

S30721Q19O Withdraws 030224 request fur amend (Change 9 ) re fuel ul 1 
tank sur voUlance. Review continuing Request may be 
resubmitted later. 1 

LUNDVALL., A. E Baltimore Gas b Electric Co 83/07/ u. CLARK, R A 
Operating Reactors Branch 3. Ip 19669 061 P4X 
Fiche 30 -317, 03/07/11, 0307210190 

03 rtef!lV5 r ? ar !l d r eiCTlptlnn ( * 1 ' ^solving TMI Action Plan 

item 1 1 . 4v 3, 5 , ‘Automatic Trip of Reactor Coolant Pumps." 

M^Hnwl. C , P ° r ^ i0n scheduled for completion by end of yr 
LUNDVALL. A^E. Baltimore Gas * Electric La 83/07/23 CLARK. R A 

Operating Reactors Branch 3 6 pp 19791 '"11 24X 

Fiche : 90 -317, 03/07/25, 0307200199 

th4t c;,ntl111jed “Potion of facilities during 
installation of automatic trip of main feedwater sys pumps 
upon containment high pressure not undue risk to public 

v 3afet 1 Mods tJ e completed by 831 U 7 1 

LUNDVALL , A. E Baltimore Gas ■'/ Electric Co 03/07/25, CLARK, H A 

Operating Reactors Branch 3 dpp 19797 252 ?qj( 

Fiche: 50-317,03/07/25,8307280430. 

™!r*!! eCt,Cin report '‘ lE Bulletins * correspondence 

03 r^i^L NOt i fl ' : f tlOn ° f Sl 9"ific*nt *>censee 830701 enforcement 
conference w/util In King of Prussia, PA 

GREENMAN, E Division of Project b Resident Programs. 83/06/27 
Division of Project ?. Resident Programs jp 19391-352 24 k 


Fiche: 90-3 17, 03/06/27, 8307 J 10627. 


19670: 015. 


03 » 3 o?Sn 9 Lm r w a, ri5 IE l V P n,?Pt5 50 -317/03-15 50-318/83-15 on 

830523-0601 No noncompliance noted 

LUNDSALf C A I E R J P *• Pr»gr an , s 83/0i,S7. 

DVALL, A E Baltimore Gas b Electric Co. 2pp 19936- 103 'MX 
Fiche 50-317,03/06/27,0307150089 


0307180446 Forwards monthly FR notice 
* Office of Nuclear Reactor Regula 
UNRIG, R E. Florida Power b Light Ci 
Fiche: 50-000, 03/06/ 1 5, 8307 1 00446 


of amends to OLs involving NSHC. 
tion, Director. 03/06/15 
0 , 2pp 17641:347. 24X 


nni 5 ,P ptS 5Q - :J17 '' 0 3”13 «' 50-318/03 -15 0n 830525-0601 No 

noncompliance noted. Major areas Inspected: isolation of salt 
water to ECCS pump room air coo l ers. resu It ing in potential 
inoperability of ECC8 b containment spray sys 

• TBIM0LE ’ B C R»9,o- I. Office of Dire, tor. 
c ' J PP 19536:105 24X F i che 30-31 V, 83/06/27, 0307 1 5GQH9 
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030706029^ I'litus? planned insp of rjtf csf control element assembly 
fretting uiaar ft ability to achieve design lifetime Util uilt 
eddy current test five assemblies from known high-wear 
locations during refueling outage after Cycle 6. 

LUNDVALL.a E. Baltimore Gas ft Electric Co 83/06/30 CLARK. 1? A. 
Operating Reactors Branch 3 2pp 19238 342 24X 

Fiche; 30-317. 03/06/30, 0307060292. 


8307120339 Responds to 330623 request for statistical evaluation of 
actual mail strengths f ot containment tendons, per IE 
Bulletin 00-04 Significant containment loads uel 1 l not be 
transfgi rod until after reinforcing steel approached 

MONTGOMERY, B S Baltimore Gas ft Electric Co 03/07/01 CLARK, R. A. 
Operating Reactors Branch 3 lp 19433 087 )?4X 

Fiche 50-317. B3/07/01 . 0307120559 


03O627Q4Q1 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem.'' 5vc list end 
JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response (Post 8301031 83/07/11 Consolidated Edison Co. of New 

York. Inc. 1 5 A p p 19563 293 24X Fiche 30-000, B3/07/1 1 . 8306270401 . 


8307150101 Atk receipt of 830613 ltr informing NHC of steps taken to 
correct violations noted in IE Insp Repta 50-317/B3-11 ft 
50-318/03-1 I 

9TAR0STECK I , fl Division of Project ft Resident Programs B3/07/H 
LUNDVALL. A E. Baltimore Gas ft Electric Cq 2pp 19530:074 24X 

Fiche 50-3 17. 03/07/11, 0307150101. 


—83071 50110 'Responds to NRC 030516 ltr re violations noted in IE Insp 
Rep ts 50-317/83-11 ft 50-3 10/03- 1 1 Corr ec t i ve actions: logs 
wilt be required to name individual receiving grab sample 
info ft air filter test performed on affected filters. 

LUNDVALL.A, E Baltimore Gas ft Electric Co. 03/06/13. 

STAfiOSTEOK 1 , n Division of Project ft Resident Programs. 2pp. 

19530 076 24X F 1 c h e : 50-317 , 83/07/1 1 . 8307 I 3010 1 . 


6306270404 IE Info Notice 83-47. "Failure nf Hydraulic Snubbers as 
Result L»f Contaminated Hydraulic Fluid " Svc list enci 
JORDAN. E. L Division of Emergency Preparedness ft Engineering 
Response 'Post 630103), B3/07/12 Consol idated Edison Co. of New 

York. Inc. 141, pp 19563 153 24X Fich e 50-000. 03/07/ 12. 0306270404 . 


0306270406 IE Info Notice 93-48, '‘Gaseous Effluent Releases of 
Radioactive I-1B5 ft 1-131 in Eicess of NRC Limits " Svc list 
end. 

TAYLOR, J. PI Division of OA, Safeguards ft Inspection Programs (Post 
030103) 83/07/14 Consolidated Edison Co of New York, Inc 

I I4pp 19715:270 24 X Fi c he : 50-000. 83/07/ J4, 0306270406 


8307200307 Forwards IE Insp Repts 50-317/03-13 ft S0-31B/83-13 on 
830510-0614 ft notice of violation. 

8TAR0STECF I , R Division of Project ft Resident Programs. 83/07/14. 
LUNDVALL, A £ Baltimore Gas ft Electric Co 2pp. 19796; 027. 24X 
Ficho 30 -317, 03/07/14. 8307280307. 


— 830728031 0 Notice of violet tun from insp on B30510-Q614, 

* Region 1. Office of Director 83/07/14. 2pp 19796:029 24X 

Fiche 50-317,83/07/14, 8307290307. 


— 8307260315 IE Insp Repts 50-317/83-13 ft 50-310/03-13 bn B3051Q-0614. 
None emp 3 iance noted . fai 1 ure to properly implement 
surveillance requirements for electric motor driven fire 
suppression water sys pump 

ARCHITZGL. R. E. . TRIMOLE. D C. . HIGGINS. J. Region 1, Office of 
Director. 83/07/13. SBpp 19796:031. 24X Fiche: 50-317, 03/07/14, 

8307230307 


83072BQ343 Ac k receipt of 830613 ltr informing NRC of steps taken to 
correct violations noted in !E Insp Repts 50-317/63-00 ft 
50-3 l B/83-00 

MARTIN, T T Division of Engineering ft Technical Programs. 03/07/21 
UlNDVAlL. A. E. Baltimore Gas ft Electric Co. 2pp. 19709:032 24X 

Fiche : 50-317. 83/07/21, 0307200343 


— B30728Q352 Responds to NRC 030520 ltr re violations noted in IE Insp 
Repti 50-317/03-00 ft 50-3 18/63-00. Correct »ve ac 1 1 ons . out s i d e 
lab contracted to perform future strontium analyses. Samp I ing 
geometries procedure will be revised. 

LUNDVALL.A E Baltimore Gas ft Electric Co.. 83/06/15. MARTIN, T, T. 

Division of Engineering ft Technical Programs 2pp 19709:034. 

24 X Fiche: 90-317, 83/07/21, 0307200343. 


R Periodic operating reports ft related correspondence 


0307120264 "Sennanhual Effluent Release Rapt for Calvert Cliffs Nuclear 
Power Plant. Second Half - 1902 " W/E303Q1 ltr. 

LVNOVALL, A £. Baltimore Gas ft Electric Co 83/03/01 HAVNEB, R, C. 
Region l. Office of Director 19pp. 19424:116, 24X 

F i Ch e : 50-3 1 7. 83/ 03/ 0 1 . 8307 1 20264 


8307200169 Monthly operating repts for June 1 983. W/B3D71 5 ltr. 

LDTITO.E, Baltimore Gas ft Electric Co. 83/07/14. Director's 
Office, Office of Inspection and Enforc ernent. llpp 19647:280. 2* 

Fiche 50-317, B3/07/14, 8307200169. 


S Reportable occurrences# LERs ft related correspondence 


0307110443 Updated LER 03-0-22 /03X- I : on 83033 1 # oy s ter samples collected 
during First Quarter 1903 from Camp Canog location showed 
Ag-UOm to be 464 plus/minus 41 pCi/kg < we t ) . C aus e d by 
oysters to bioconcentrating environ s i 1 ver . W/030622 ltr. 

BR.GOST# G E. , RUSSELL, L. D Baltimore Gas ft Electric Co. 83/05/05. 
HURLEY, T. Region 1, Office of Director. 2pp. 19300:109. 24X 

Fiche: 50-317, 03/05/05, 030 7110 443. 


8307120479 LER 03-O2B/OIT: o n 030524 ft 25.ECCS pump air cooler 12 
isolated to facilitate salt water draining from piping. 

Research in pr og res *. Comp 1 etc rept will be provided 

RUSSELL, LB Baltimore Gas ft Electric Co. 03/05/21. ALLAN, J. H 

Region 1, Office of Director lp. 19425: 054. 24X 

Fiche: 30-317, 03/05/27, B307L20479, 


B307010076 Updated LER 03-OO2/O3L-2 . on 830106 , c on ta i nmen fc sump valve 
MOV-5462 would not op erat e. Ca u sed by excessively worn worm 
gear. Gear replaced W/830616 ltr. 

LAGIEWSKI. J. S. , UNKLE, T. J. , RUSSELL, L. D Baltimore Gas ft Electric 
Co 83/06/16. ALLAN# J, K. Region 1* Office of Director. 3pp. 

19 134-342 24X Fiche ; 30-317# 03/06/16, 8307010076. 


0307010083 LER B3-D26/G3L-0: an 830521, errati c metrascape indication 
for CEA 18 ft metrascope associated alarms received when 
reed switch position transmitter stack failed. Cause under 
investigation, W/830616 Hr. 

PIERINCERi P A . RAYNQFt# J. W, , RUSSELL, L B. Baltimore Gas ft Electric 
Co. 03/06/ 16, ALLAN, J, M. Region 1. Office of Director. 2pp. 
19124:348 24X F left e : 50-3 1 7, 03/06/ 1 6, 83070 10083. 


0307010142 LER 03-0-32 /03L-0: on 830323# c on ta inmen t isolation sys Q 
logic module would not ac t ua t e . Caused by defective Vitro 
Labs std logic module. Mod u le replaced. Failed module returned 
to Vitro Labs for repair ft testing W/030616 ltr. 

JUNGE.M. A. , QASSO, L, F , RUSSELL, L. D. Baltimore Gas ft Electric Co 
03/06/16 ALLAN# J. M. Region 1# Office of Director. 2pp. 
19169:257. 24X F 1 ch e : 30-317, 83/06/ 16. 83070 10142. 


B307010160 LER 83-0 30/0 3L-0: on 8305 19# d ur i ng normal op era t i gns # p 1 ant 
computer taken out of svc to replace defective fan. Caused 
by bearing fan failure, Fan replaced ft computer returned to 
svc. W/830616 ltr. 

PORTER, R, J. , RAYNOR, J. U. , RUSSELL, L-D. Baltimore Gas ft Electric Co. 
83/06/16 ALLAN# J. M Region 1# Office of Director. 2pp. 

19170-099 24 X Fiche: 30-317, 83/06/16,8307010160. 


9307120144 Updated LER 01 ~oeo/03X~I : on 01 1 1 16, di scovered weep from 
cracked weld on spent fuel cooling pump discharge vent line 
12 Caused by inadequate support of vent line. Support 
assembly i nst a 1 1 o d . W/03O6S2 ltr. 

LAGIEWSKI# J. S. , FARRELL, EV., RUSSELL# L 0 Baltimore Gas ft Electric 
Co 03/06/22 HURLEY# T. Region 1# Office of Director 3pp. 
19423:166 24X F iche: 50-31 7# 83/06/22. 8307120144. 


8307110436 LER B3-D29/03L-0: o n 830324 « dur 1 ng normal operation# 
surveillance testing Indicated neither spent fuel pool 
eihaust fans 11 or 12 would maintain required negative 
pressure Caused by clogged HEPA f i 1 tors. W/B30623 ltr. 

PIERINGER.P , RAYNOR, J., RUSSELL, L, D, Baltimore Gas ft Electric Co. 
83/06/23 HURLEY, T. Region 1, Office of Director. 2pp. 19390:122 
24X Fiche: 50-317# 83/06/23. 8307110436 


8307110427 LER 03-034 /03L-O: on 830525, ECCS pump room cooler 12 taken 
out of svc for meint ft declared inoperab 1 b, render ing ECCS 
subsystem inoperab 1 o. Caused by debris in saltwater supply 
piping ft strainer. Piping ft strainer c l eened , W/030624 ltr. 

JUNGE, H. A. # BRANT# K. T, , RUSSELL, L D Daltimor* Gas ft Electric Co. 
83/06/24. HURLEY* T. Region 1. Office of Director. 3pp, 19382:263 
24X Fiche; 50-317. 83/06/24, 0307110427. 


B307180187 LER 83-03 1 /03L~Q: on 030604, T hot signal to channel A reacto 
protection sys felled low, Caused by broken 120-volt ac 
Input lead to temp channel power supply Longer lead 
Installed W/030701 ltr. 

PORTER, R . J. # RAYNOR# J. W , RUSSELL, L. 0 Baltimore Gas ft Eloctric Co. 
83/07/01. HURLEY* T Region 1. Office of Director. 2pp. 19555:205 
24X Fiche: 50-317# 63/07/01 . 6307 180187 


8307180207 LER 83-025/03L : on 630602# T hot signal to channel A reactor 
protection sys failed low# render ing automatic trip units for 
high p ower# theTmal margln/low pressure ft axial power 
distribution inoper ab le. Uni ts rep laced . W/83Q70I ltr. 

RAYNOR# J. W. # PORTER, R. J, i RUSSELL# LB Paltimore Gas ft Electric Co. 
83/07/01 HURLEY# T. Region I, Office of Director. 2 P p. 19555:109 
24 X Fich e. 50-317, 83/07/01 * 0307 i 80207 
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8307180245 LER 83-036/0 1 T-Q on 83061 8. d ur i n g s te a d y -s ta te operation 
at BOX power. reed switch position indication lost for all 
control element assemb 1 i es, Caused by overloaded power 
supp ly. Transmi tter will be rep lac ed. W/830701 Itr 

P IER INGER , P , RAYNOR- JW. RUSSELL. L 8 Baltimore Gas 7, Electric Co 
03/07/01 HURLEY. T. Region 1. Office of Director 3p p 
19535:233 24 X F i che 50-317. 83/07/01 , 8307 100245 


**■ Utility P ina 1 An a 1 4 * 1 > Repin t 1 1 - SAfi i K jncri J s 


9307210011 V or ward % Rev 2 to updated F3AR. per 10CFR50 71 

LUNDVALL.. A E Haiti. iso re Gas Electric to 63/07/18 CLARK. P A 

Operating Reactors Branch 3 6pp 19661 396 24* 

Fiche 50-3 17, bi/07 / 10, 830721001 1 


0307210285 LER 83-035/03L-0 on 8306 1 0. d ur 1 ng normal power operat ion. ESF 
actuation sys channel 2G steam generator level tripped 
Caused by failed Vitro isolator modulo Module replaced W/ 

030708 Itr 

PORTER, R. J , BASSO, L P , RUSSELL, LB Baltimore Gas V Electric Co 
83/07/08 MURLEY, J. Region t. Office of Director, 2pp 19664:202 
24X Fiche: 50-317. 83/07/08, Q3072102G5 


Q307210287 LER 83-033/03L-0 on 830603, fire detection instrumentation in 
containment southeast electrical penetration determined 
inop Brat 1 e. Repair impossible due to i net c e 9 s ab i 1 i ty of 
Protecto wire. W/030709 Itr. 

JUNGS, M A , BASSO. L F , RUSSELL, L B Baltimore Gas 6 Electric Co 
83/07/08 MURLEY, T. Region 1. Office of Director 2pp. £9664 204 
24X Fiche: 30-317. 03/07/08, 8307210287 


U- Cong re s s i ona 1 /Ex e c ut i ve Correspondence 


0307270047 Forwards monthly FR notice of cons i dera t ion of issuance of 
amends to OLs involving NSHC determina t l on t, opportunity 
for hearing. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
83/06/22. STAFFORD. R. T. , SIMPSON, A. Senate, Environment 6 Pub Lie 
Works. UDALL, M, K, House of Rep , Interior 6 Insular Affairs 2pp 
19811:010, 24 X Fiche: 50-000. 83/06/22. 8307270047, 


0307270090 Monthly notice of consideration of issuance of amends to OLs 
involving NSHC determination & opportunity for hearing 
CLARK, R. A Operating Reactors Branch 3 B3/06/07. I5pp 

19811:020. 24X F i c h 0 : 90-000. 83/06/22, 8307270047. 


DOCKET 50-318 CALVERT CLIFFS NUCLEAR POWER PLANT. UNIT 2 
F, Security, medical, emergency V fire protection plans 


—830721001 7 Rev 2 to Calvert Cliffs updated PSAR 

* Baltimore Gas h Electric Co S'-S-'O’ 13 B3')pp 19661 301 24X 

Fiche 50-317. 03/07/18, 8307210013 


P. Operating luense stage documents 1 « t r 1 * spondenc * 


0307190376 Forwards generic safety evaluation supporting continued 
operation of PWRs w/ Dresser primary safety valves, until 
final resolution of NUREG-07 37, I tern 11 I) 1 

CLARK. R A Operating Rpaclor* Branch 3 63/03/ 03 L.UNDVAUL • A E 

Baltimore Gas f, Electric Co 2pp 19656 052 24* 

Fiche: 50 -317. 03/03/03. 8307 190376 


8307200344 Summary of 830601 meeting w/ licensee C~E in Be t h e 5 d a , MD re 
resolution of Unresolved Safety Issue A-47, ’Safety 
Implications at Control Sy s " 

SZUKlEWWICZr A Generic Issues Branch 03/06/14 KNIEL.K Genetic 
Issues Branch 4pp 19670 007 24/ ¥ 1 c h e 50 -3 1 7, 83/ 06/ l 4 , 

8307200344 


0305250564 Confirms proposed recommendations for improving NRC task 
action plan for Unresolved Safety Issue A-47, Safety 
Implications of Control Sy s " Approach would minimi*? 
adverse impact on engineering resources Meeting requested 
RCJINDKX TER , c H Baltimore Gas \ Electric Co 03/04/14 
D I fiCHS U. J Office of the Executive Director for Operations 4pl 

19670.011. 24X Fiche. 50-31 7, 83/06 / 1 4. 030720034 4 


““6305250555 Responds to 630414 proposal re participation in activities 
concerning Unresolved Safety Issue A-47, “Safety 
Implications of Control Sys ” Proposal meritorious Meeting 
to discuss proposal planned Tor 030523 in Bethesda.MD 
D1RCKS. U J. Office of the Executive Director for Operations 
83/05/16. POINDEXTER. C H Balt move Gas Electric Co 08p p 
19670 015 24X Fiche. 50 - ’J l 7, 83/06/ 1 4. 8307200344 


0307070180 Rev 10 to Emergency Response Plan Implementing Procedure 
ERPIP App B. 1, "Index of Equipment Checklist “ W/030627 Itr 
6 receipt form. 

RUSSELL, L. B. , RAYBURN, C R Baltimore Gas h. Electric Co 83/06/22 
WELCH. 5 Director's Office. Office of Inspection and Enforcement. 
44pp. 19293:159 24X Fi c he 50-317, 83/06/22, 8307070180 


H 307 120039 Releases public version of rev to emergency plan 
Implementing procedure 

FELTON, J M. Division of Rules and Records 83/06/24. Document 
Management Branch, Ip. 19439:344 24IX F i c h e 50-31 7, 83/06/24 , 
8307120039 


-8307120043 Public version of Rev 9 to Emergency Plan Implementing 
Procedure ERPIP 4 1.21, "Personnel Assembly " W/B30527 Itr 
6 receipt form. 

RUSSELL, L. B , RAYBURN, C R Baltimore Gas V Electric Co. 83/05/23. 
CLARK. R. A. Office of Nuclear Reactor Regulation, Director 14pp 
19439:345. 24X Fiche . 50-31 7, 03/06/24, 8307 12003? 


3307120000 Releases public version of revised emergency response plan 
implementation procedure. 

FELTON, J. M. Division of Rules and Records 83/06/24 Document 

Management Branch Ip 19435:200 24X Fi c h e 50-317. 83/06/24 , 

0307120080 


’”*^307120003 Public version of Rev 2 to Emergency Response Plan 
Implementation Procedure ERPIP 4 4,7,6. "Post-Accident 
Sampling Sys & Analysis " W/830616 Itr 6 receipt form 
RUSSELL, L . □ , Baltimore Gas & Electric Co 83/06/01. CLARK, R. A 
NRC - No Detailed Affiliation Given 38pp 19435 209 24X 

Fiche : 50-317, 03/06/24, 8307120080. 


1307190484 Advises that Class III k I fee* remitted w/830223 
application for exemption from certain fire protection 
schadular requirements will be applied to alternate safe 
shutdown portion of 810319 request. 

MILLER, W.O License Fee Management Branch 83/07/08 LUNDVALL. A E 
Baltimore Gas * Electric Co. 2pp 19656 165 24X 

Fiche: 50-317, 03/07/08, 8307190484 


'307200135 Confirms current use of C-E Owners Group generic emergency 
procedure guidelines described in 830413 response to Suppl 
t to NUREG-0737, "Emergency Response Capability." 

LUNDVALL, A. E. Baltimore Gas V Electric Co 83/07/15 CLARK, R. A 
Operating Reactors Branch 3 Ip 19651 020 24/ 

Fiche: 50-317. 83/07/15, 0307200135 


0307180446 Forwards monthly FR notice of amends to DLs involving 
* Office of Nuclear Reactor Regulation, Director. 83/06/15 
UNRIG. R E Florida Power l, l ight Cq 2pp 19641 347 24X 

Fiche: 50-000. P3/06/ 13, Q3Q7180446 


NSHC. 


■8307190001 Monthly notice of amends to OLs involving NSHC 
CLARK. R A Operating Reactors Branch 3 83/06/07. I5pp 

L9641 349 24X Fiche 50 000. 83/06/ J3, 8307180446. 


0307110129 Reactor Containment Bldg Integrated Leakage Rate Test 
Rept. " W/ G3070 I ttr. 

LUNDVALL. A. E Baltimore Gas 6 Electric Co 03/07/01. CLARK. R A 
Operating Reactors Branch 3 45pp 19379 182 24X 

Fiche: 50-318. 83/07/01. B307 1 10129 


0306270397 Generic Ltr 83-26 to ail applicants for OLs V. holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity Svc list enc 1 
E1SENHUT D . G Division of Licensing H3/07/05 Consolidated 
Edison Co of New York. Inc I6pp 19390 3; ■» ?4X 

F t ' he 50-000. 83/0 7/05, R3C67?0297 


B30706032 1 / Gtnei ic Ltr UL3-2V to all 1 1 c i-nsves K applicants for 
operating power reactors h holders nf CPs for powor jeactors 
ru survei 1 iaiu & intervals in STS. Svc list «r,cl. 

EI8ENHUT . l>. G Division Licensing 83/07/06 Consolidated 

Edison Co of New York, Inc )6pp 196t,9 254 24X 

Fiche 30 -COO, U3/07/06, 0307060329 


UJU f VUU | QT 


applicants for Ot. holders of CPs 1 
on generic implications cf Gu 1 em All 
ElSENHUTrD Q Division of L icons in; 
Edison Co Df New York. Inc 3Spp 
Fiche 50-000. 03/07/08, 830700016? 


o'UMU Of up 

required a c 
events 5vc 
03/07/00. 
J966<> 769 


crsi.ng reactors. 
Lions based 
list *ncl 

Consolidated 

24 X 


0307270303 Forwards 
Generic Ltr Rl-2t 
head voiding does 
Procedures will f 
CLARK, R A Opera 
Baltimore Gas t- E 
Fiche 30-317,83/0 


safety evaluation of util 811 M3 response to 
"Natural Circulation Cooldown " Upper 


not pose safety (Ciifprn 
e reviewed per TMl Item 
ting Reactors Branch 3 
Jp-ctn; Co 2pp 19812 
7/00,8307270303 


for Facilities 
[ C 1 

83/07/08 LUNDVALL, A 
024 74x 


E 
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B3072703I3 Safety evaluation of util 811113 response to Generic Ltr 
‘Natural Circulation Cooldown “ Upper head voiding 
not safety concern provided that uf-erator equipped 
■u/ad equate training' t procedures 

* Office of Nuclear Reactor Regulation, Director 03/07/00. 6pp 
19312 026 24 X F i c he 50-3 I 7 . 03/07 / 08 » 0307270302 


03O/..0O1OP rnscuijeE results of Te-view of incidence of personnel errors 
in performance of sa f e ty-T e- la te d activities Electrical maint 
personnel training pro-grain should be instituted ah earliest 
practicable date 

CLARK, R A Operating Reactors Branch 3 63/07/00 LUNDVALL. A E 

Baltimore Gas t- Electric Co 2pp 1431? . 34B 24X 

Fiche 50-317, 03/07/06, 0307200 JOB 


6307210173 Withdraws 030234 Truest 
tart surveillance Review contmvl 
resubmitted later 

LlrMDVALL- A. E Baltimore Gas El 
Operating Reactors Branch 3 Ip 
Fiche ; 50-317, 33/07/ U „ 83072 HU 9G. 


for amend 

(Change 9) 

re fuel oil 

ng. Request 

may b a 


ectric Co 

83/07/ J 1 

CLARK. R A 

19669 061 

i . 24 X 



630726019? Forwards program description for resolving TMI Action Plan 
Item II k, 3 5-, ‘Automatic Trip of Reactor Coolant Pumps " 

Generic portion scheduled fot completion by end of yr 
LUMDVALLrA 6 Baltimore Gas V Electric Co 03/07/33. CLARK. R. A 
Operating Reactors Branch 3, 6pp 19791 241 ?AX 
Fiche. 50-317 , 83/07/25. 0307200199. 


0307280400 Reaffirms that continued operation of facilities during 
installation af automatic trip of main feedwater sgs pumps 
upon containment high pressure not undue risk to public 
health *« safety. Mods will be completed by B3I1J7 

LUNDVALl. > A. E„ Baltimore Gas ** Electric Co B3/07/25 CLARK, R A 
Operating Reactors Branch 3 4pp 19797:252 ?4X 

Fiche: 50- J1 7. 83/07/2 3, 830/280430 


Q Inspection reports, IF Bulletins ?• correspondence 


0307110627 Notification of significant licensee 
conference ui/util in King of Prussia. PA 
GREENMAM, p G Division of Project ?< Resident 
Division of Project !< Resident Programs. Jp 
Fiche: 50-317. 03/06/27, 0307110627 


830701 enforcement 

Programs. 03/06/27 
J 9391 352 24X 


830715003? Forwards IE Insp Ropfcs 50-31 7/B3-1 5 * 50-310/03- 
330525-060 j No n o n c amp l I anc s noted 

STAR05THCKI, ft Division of Project h. Resident Programs 
LUND V ALL, A. £ Baltimore Gas «- Electric Cu 2pp 19536 
Fiche 50-317. 83/06/27. 6307150069 


15 on 

B3/06/27 
103 24 X 


♦-8307150093 IE. Insp Repts 50-317/03-15 * 
noncompliance noted Major areas iitspcc 
water to ECCS pump room ajr coolers, re 
inoperability nf FCCS *s, containment sp 
ARCHIT7EL.R F. , TRIMBLE. P C Region I 
33/06/27 5pp 17536: 105 247 Fi rha 


50-318/03- t 5 on 830525-060 1 . No 
led isolation of salt 
suiting in potential 
ray ays 

Office of Director, 

50 - 317 , 03 / 06 / 27 , 83071 50069 


□30712055^ Responds to 630623 request f >r statistical evaluation of 
actual matl strengths for containment tendons. p er IE 
Bulletin 80-04 Significant containment loads will not be 
transfe* r« d until after reinforcing steel approached 
MONTGOMERY - . □. E, Baltimore Gas If Electric Co. B3/07/DJ CLARK, R A 
Operating Reactors Branch 3. ip. 19433.087 24X 

Fiche. 50-317, 83/07/01, 0307120059 


S3062704G1 IE Info Notice 83-4t>, *■ Common Mud* Valve Fail 

SuTry Recirculation Spray Subsystem ,r Si c list end 
JORDAN. F L Division of Emergency Pr -.-par edness 6 Eno i 
Response (Post B30803L 03/07/11 Consolidated Ed i 

York, Inc I54pp 19563:293 24* Fiche 50-000-83/07 


ores Degrade 
hoeri n g 

son Co of New 
/ 1 1, 0306270401 


8307 150101 Act receipt of 830613 ltr 
correct violations noted - in IE Insp 
50-318/03-11 

5TARQ5TF.CK I , H Division of Project 
LUNDVALL, A E. Baltimore Gas V Elec 
Fiche 50-317,83/07/11, 8307150 J 01 


informing N.RC of steps taken to 
R*pt* 50-31 7/93- i I & 

4 Resi dent Programs 03/07/ li, 
trie Co 2p p 19530.074 24X 


8307150110 Responds to NRC 030516 It 
Repts 50-317/83-11 4 50-318/83-11 
will be required to name individua 
Info h air filter test performed o 
LUNDVALL, A E Baltimore Gas U E 1 e 
STARQ31 ECK J , R, Division of Projec 
19530 076 24X Fiche: 50-317, 03/07 


r re violations noted i 
Curruc ti ve actions logs 
I receiving grab sample 
n affected filters 
fine Co. 83/06/13. 
t h> Resident Programs 
/ U. 8307190101 


n 


IE 


!pp 


Insp 


0306370404 
Result of 
JORDAN, E. I 
Response 
York , Jiu 


IE Info Notice 83-47. "failure c» Hydraulic Snubbers as 
Contaminated Hydraulic Fluid " Svc s, 5t enc) 

Yn ° # F<Tier 9 ^cy Fr.pa.e.Jness ?, Engineering 

(Post Q30J03L 83/07/12 ■: on, d dated Edison C** of New 

4 ipp 19w,63 153 24* F » c hr 50-000- 83/07/ 1 2, 8306270404 


0306270406 IE Info Notice 03-48, 'Gaseous Effluent Releases of 
■Rad ioat 1 1 v e 1-125 h 1-131 in Excess of NRC Limits" Svc list 
end 

TAYLOR, J. M Division of QA, Safeguards 4- Inspection Programs (Post 
830103) 03/07/14 Consolidated Edison Co of New York. Inc. 

114pp 19715 270. 24 X Fiche. 30-000, 03/07/14, 8306270406 


0307280307 Forwards IE Insp Repts 50-317/B3-13 t* 50-310/03-13 on 
830510-0614 I. notice of violation 

STAROSTECKI , R Division of Project Resident Programs 03/07/14. 
LUNDVALL. A. E Baltimore Gas l Electric Co 2pp 19796:027 24x 
Fiche : 30-31 7. 83/07/1 4, 8307280307 


--0307280310 Notice of violation from insp on 030910-0614. 

•* Region 1, Office of Director. 93/07/14 2pp. 19796 029 
Fiche 50-317, 83/07/14, 8307200307 


24X 


— 8307280315 IE Insp Repts 30-317/83-13 * 
Noncompliance noted: failure to proper! 
surveillance requirements for electric 
suppression water sys pump. 

ARCHI7ZEL, R. E , TRIABLE, D, C , HIGGINS, 
Director. 83/07/13. 19pp. 19796 031 

8307280307. 


50-318/03-13 on 030510-0614. 
y implement 
motor driven fire 

J. Region 1. Office of 

24X Fiche. 50-317,83/07/14, 


□307200343 Ac k receipt of 830615 ltr informing NRC of steps 
correct violations noted in IE Insp Repts 90-317/83-08 6 
50-310/83-08 

Division of Engineering * Technical Programs. 
LUNDVALL , A. E, Baltimore Gas V. Electric Co. 2pp 19709' 

Fiche : 30-317, 03/07/21, 0307200343 


taken to 


83/07/21. 
032. 24 X 


--83072B0352 Responds fco NRC 830920 ltr re violations noted in IE Irtso 
Repts 50-317/83-08 & 30-318/83-08 Corrective ac t i ons : ou t s i d e 
lab contracted to perform future strontium ana lyses Samp 1 ing 
geometries procedure will be revised 

LUNDVAl.L, A. E Baltimore Gas h Electric Co 03/06/13. MARTIN, T. T. 

of En 0 i near j ng j, Technical Programs. 2pp. 19709 034 
24X Fiche: 50-317, 83/07/21 , 03O72BO343 


R Periodic operating reports U related correspondence 


□307120264 "Semiannua 1 Effluent Release Kept for Calvert 
Power Plant, Second Half - 1982 " W/83030I ltr 
LUNDVALL, A. E. Baltimore Gas Electric Co 83/03/01. 

Region 1, Office of Director 19pp. 19424 116 24X 

Fiche 50-317, 83/03/01 , Q3071 20264. 


Cliffs Nucl ear 
HAYNES, R. C. 


B3Q7200169 Monthly operating repts fa 
LOTlTOiE. Baltimore Gas bt Electric 
Office- Office of Inspection and En 
Ftche: 50-317, 03/07/14, 0307200169 


r June 1983 W/030715 ltr. 

Co. 83/07/14. Director's 
forcerrent 1 1 p p . 19647:280. 


24X 


S. Reportable occurrences, LERs & related correspondence 


0307010124 LEH 83-O30/03L-0 on 83051 6, pi 05 sur i zer 
2,185 psia Sc pres 5 ur 1 2 er level decreased to 128 
Caused by closed hydraulic dampener bypass valve 
bypass control valves Valves opened W/03O6I5 ltr 
JUNGE ,11. A Baltimore Gas & Electric Co. 83/06/ 

Region 1, Office of Director 2pp 19160:394 
Fiche: 30-310, 83/06/15, 9307010124. 


pressure decreased 

inches. 

s on turbine 

15. ALLAN, J. M. 

24 X 


to 


93 ?p™? 0 ? LE « 83 -°? 7 ' 0; «--0 830852. pou .r-„p,„„ nt insertion Hn.lt 

SPDILl for Group 5 rods found i nop e rah l e , r end er i ng control 

assembly motion inhibit i noperab 1 e. Caused by failure 
of PDIL auctioneering card semiconductor U/830616 ltr 
PORTER, R J ., RAYNOR, W. , RUSSELL, L D. Baltimore Gas ^Electric Co 
83/06/ 1 6. ALLAN. J. M Region 1, Off lC e of Director tleCtrU C ° - 
19124 353 24X F i c h e : 30-3 1 9, 03/06 / 1 6. 83070 10007 


2pp. 


8307180193 LER 83-031 /03L-Q on 830606 , c on ta 1 nmen t cooler 21 failed to 
start in slow speed upon containment spray actuation test 
s t grid 1 . Caused by failure of low speed c on ta c t s . Re p l ac emen t 
relay to be installed W/B307O6 ltr. 

’ HAYNOR. J. H. , RUSSELL, L B Baltimore Gas tf Electric Co 
8 J J 7 . /06 . >' Office of Director 2pp. 19555 266 

24X Fiche 50-310,03/07/06, 8307180193 


8307«t20509 LER 03— 032/03L— O: on B30611, during 
cold leg temp exceeded Tech Spec limit Cau 
lifbiiC: switch arm position. Switch arm adjus 
WENDERLICH, R L , BASSO, L. F. . RUSSELL. , L. B 
Co 83/07 / 08 MLTRLHY, T. Region I. Offic 
19685:272 24 X F i c h e : 50-31 8, 83/07/00, 8307: 


MSI v surveillance testi 
sed by improper 
ted. W/83070B ltr. 

Baltimore Gas it Electri 
e of Director. 3pp 
220309 


ng, 
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8307270047 Forwards monthly FR notice of consideration of issuance of 
amends to OLs involving NSHC determination 6 opportunity 
for hearing 

DENTON, H. R. Office of Nuclear Reactor Regulation. Director. 
83/06/22 STAFFORD, R. T Senate, Envi ronment t. Public Works. 
OTTINGER- R. L. House af Hep , Energy A Commerce 2pp 19811 018 
24X Fiche: 30-000, 83/06/22, 8307270007 


8307270050 Monthly notice of consideration of issuance of amends to OLs 
involving NSHC determination & opportunity for hearing 
CLARK, A A. Operating Reactors Branch 3 83/06/07 19pp 

l*?8l 1 ; 020. 24X F i c h e ; 30-000. 83/06/22, 8307270047 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION. UNIT 2 
F. Security, medical, emergency fy five protection plans 


0307100330 Releases public version of rev to emergency plan 
administrative procedure 

FELTON, J, M. Division of Rules and Records. 83/06/24 Document 
Management Branch. Ip. 19565:337. 24 X FJ ch e 50-320, 83/06/24 , 

0307180330. 


0307180332 Public version of Rev 1 to Emergency Plan Administrative 
Procedure 1056, "Emergency Planning Training, " 

KANGA, B. K. General Public Utilities - GPU Service Corp. 83/05/27. 
14pp. 19565:338. 24X F i C h e : 50-320. 83/06/24, 8307 1 00330 


0307190429 Advises that resolution tD NRC comment on General Project 
Design Criteria Section 2. 5 "Mini DHRs" t.< new wording for 
Section 3.4. HI) on App R criteria should be incorporated 
into Rev 3. 

SVNDER, B. J. TMI Program Office. 83/07/07 KANGA, B K. General 
Public Utilities - GPU Service Corp 2pp. 19636 043 24X 

Piche: 50-320, 63/07/07, 0307190429 


9307270031 Forwards Rev 18 to security plan Rev withheld 
(ref 10CFR73. 21). 

HUH ILL, H. D. General Public Utilities - GPU Service Corp_ 03/07/20 
DENTON, H, R, Office of Nuclear Reactor Regulation, Director Ip 
19749:360. 24X Piche: 30-289, 03/07/20, 8307270031 


G. Adjudicatory correspondence 


8307190259 Notifies of VR Harding employment at law firm. Harding will 
not participate in any case currently pending before NRC. 

RIDQWAY, 0. A Shaw, Pittman, Potts 6 Trowbridge 83/07/13 

WOLF, J. P. , PARIS, 0. H. , 5H0N, F. J. Atomic Safety and Licensing Board 

Panel. Ip. 19629:276. 24X F i C he : 50-320, 83/07 / 1 3, 0307 J 90259 


— 0307190263 Notifies of employment at law firm VR Harding will riot 
participate in any case pending before NRC . 5v< list end. 

HARDING, V. R. Shaw, Pittman, Potts t. Trowbridge 83/07/13. 

WOLF, J. F. , PARIS, 0. H. , SHON, F. J. Atomic Safety and Licensing Board 
Panel. 2pp 19629:277. 24X F i eh b 50-320, 83/07/ 1 3, 8307 1 90259 


0307210248 Notifies of Vtt Harding employment at law firm. Harding will 
not participate in any case currently per, ding before NRC. 

SILBERG, J, E. Shaw, Pittman, Potts i Trowbridge. 83/07/13 
PALLADINO, N. J. , GILINSKY, V. , AHEARNE, J F Commissioners. Ip 
19664:061 24X F i c h b : 50-000, 83/07/ 1 3, 63072 1 0240 


■8307210251 Notifies of employment at law f i rm. VR Harding will not 
participate in any case pending before NRC. 3vc list end. 
HARDING, V. R. Shaw, Pittman, Potts U Trowbridge 83/07/13 
PALLADINQ, N. J. , GILINSKY, V. . AHEARNE, J. F. Commissioners 3pp. 
19664:062. 24X Fi che ; 30-000, 83/07/ 13, 0307210248 


8307190198 Discusses concerns expressed in 83060? I tr re cheating on 
operator qualifying exam, safety of TMI-2 cleanup J, operator 
competence t< integrity at TMI. Final decision on restart will 
not be made until outstanding concerns addressed. 

PALLADINO, N. J. Commissioners. 03/07/14. THORNBURGH. R 
Pennsy lvania. Commonwealth of,. 2pp 19630:109 24X 

Ficbe: 50-289, B3/07/14, 8307190198 


B307250263 Responds to 830629 memo posing question on NRC action re 
util f a 1 s i f Icati on of leak rate tests. Fact that Hartman 
allegations referred to DQJ was not withheld from public. 

DIRCKStW J Office of the Executive Director far Operations. 
03/07/19. GILINSKY, U. Commissioners 3pp. 19705:279 24 X 

Flche: 50-287, B3/07/ 19, 8307250263 


030725032,' Memorandum on status of NRC TUI. - 1 restart review, per ASLAU 
830616 0706 orders Completion of NFIC review of npen 

issues S- formulation of NRC position on .11 g t integrity 
rea ) 1 s t i ca 1 1 y appear to be many months ..juia,; 

GOLDBERG, J R Hearing Branch 2 83, ‘07/21 0pp 19703: 023 24X 

Fit he 30-209, 03/07/2) , 830735032 7 


- -830 7 25033 4 Responds to re quest for inf»i ro natuio current status of 
NRC review of GPU vs B&W Lawsuit douiimrn ts As of 830720, 
screening review appro 1 757, complete 

RUSSEl.L, W T . NRC - No Detailed Affiliation Given 03/07/20. 
GOLDBERG, J Hearing Branch 2 Ip 19703 031 34 X 

F i che 50-209, 811/07/21, 8307250327 


— 8307-25034 4 Defines s c op e , p ur p os e X, approach ve NRR review of GPU vs BMJ 
lawsuit dot aments Review comprises audit review similar to 
normal NRC safety r evi eu. Comp 1 et 1 on by Sept 1903 should be 
scheduled 

DENTON, H H. Office of Nuclear Reactor Regulation, Director 
03/07/11 EISENHUT.D G Division of Licensing SPEIS. T P 
Division of Safety Technology VOL.LMCP, f* H Division of 

Engineering, 4pp 19703.032 24X Fi/he SO -209 . 03/07/2 1 , 

B3O7250327. 


0307250347 Statement' uf Commission Cl. I -83-20, auth or » r 1 ng issuance of 
notice of viniation it proposed imposition of civil penalties 
in amount of 4140,000 re failure- to imp 1 »,m*nt letiaining 
program properly fc ma 1 1 false statements 

CHILK, S, J Office of the Secretary of thf Commissi tin 93/07/22 
12pp 19703 259. 24 X Fir.hu 50-289,03/07/22,030725034 7 


H General correspondence 


0306100004 Forwards BEin rept, "Effect: on Population of Exposure to Low 
Levels of loniiing Radiation," in response to 830411 request 
for info re health impact estimate W/o 01 , c l 

SNYDER, G.J. TMI Program Office 03/06/06. HU ft fit, J. Affiliation 
Unknown 3pp, 1BB15.324. 24X Fn.he 50-320.83/06/06,0306100004 


G307270017 Responds to constituent ll O'Neil 830419 Jtr expressing 
concern re c leanup . Ofc of Inves t igat, 101 , s is 1 iiv e s t i g a 1 1 n g 
allegations re polar crane safety !, cleanup issues First 
phase to be completed in Aug 1903 

DIRCKSil-J J Office of the Executive D 1 V t< r. to l for Lip e rat 10 ns 
03/07/13. SPECTER, A Senate 5pp I9fjll 01? 24X 

Fiche. 30-320, 03/07/13. 030/270017 


— 0307270019 Requests findings * viewi eti constituent n O'Nml end 
830419 l tr re cleanup V alleged safety violations 

SPECTER, A Sonate 83/04/J9 Office of C ong r e 4 s i nnj 1 Affairs 

2pp 19811 016 24X Fi Che 50-320, 03/07/13, 830/270017 


P Operating license stage documents J!- c yiI-i-p* pornlenr c 


030707014? Forwards responses to NRC 830*0:* 1 1 r re underhead 
characterisation SER s . Ap p v a 1 nino vol enlarges per day 
would occur under reactor vessel head w/veiocity in H-B 
manipulator of 1 ft/s. 

KANGA, !3 K Genera) Public Utilities - GPU Service Corp 03/06^29 
BARRETT, L H TMI Program Office I2pp 19294:240 24X 

Ficlie 50-320, 03/06/29, 0307070149 


B3O7OBOOO0 Forward % Rev 3 to polaT crane- functional description for use 
in evaluating refurbishment of polar crane 

KANGA, B K General Public Utilities - GPU Service Corp. 83/06.00 
BARRETT,!. H TMI Program Office 2pp. 19351 244. LMX 
Ficbo 50-320* 03/06/30, 0307000008 


B307120004 Forwards Page 3 to polar crane SEW describing relocating 
internals indexing f 1 1 tur e, assemb ly of test load, load tost 
& disassembly of test load, 

KANGA, 0 K. General Public Utilities - GPU Service Corp 83/06/30 
BARRETT, L. H. TMI Program Office, 2pp 19423 IBS. 24X 
Fi Che : 50-220. 83/06/30, &3G 71 20004 , 


0306270397 Generic Lfcr 03-26 tn all app 1 ic *»ntr fur 01. * h holders of 
CPs for power reactors re clarification n f our ve a 1 1 anc e 
requirements for diesel fuel impurity Svc list one I 
EISENHUT,DG. Division of Licensing 03/07/05 Consolidated 

Edison Co of New York. Inc I6pp 19.190. 3J 7 24 X 

Flche 50-000. 153/07 /05 , 0306270397 


0307060329 Generic <_fcr 83-27 tr, all I icf-nsoe -i ?, applicants for 
operating power reactors h holders of CP » for pow^r realtors 
re sut vei 1 1 am e intervals in STS Svc list ericl 

EISENHUT.D, G Division of Licensing 03/07/06 Consolidated 
Edison Co. u F New York, Inc. 16pp. 1 9669 254. 24 X 

Fiche 50 ■‘000, 03/07/06, 0307060329 
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9307lS0l6£i forwards payment of lu<run<t fen? required by JOCFRJ^O 22 
for previously submitted requests 

KANGA, 0 h. ijenordl Pub 1 i r Utilities - GPU SfrvK? Corp. 83/07/06 
MILLER, li 0 L teens f Fee Management Qrancii 2pp 19555:340 24X 
Fiche 50-320. 33/07/06, 0307180166 


9307190310 Proposes reeling in Pars i ppang, NJ to train NR C members in 
use of GPU computerized record sys in order to access GPU vs 
B?/W lau suit documents from Dethesd j. Ml) ofcs. Info generated 
mould be placed in PDR 

DENTON. M R. Office of Nuclear Reactor Regulation, Director 

03 / 07/06 ARNOLD, fl C General Public Utilities - GPU Service Corp 

Ip 19656 174 24 * Fiche 50—289- 33/07 /Ofc, 03 1)7 1903 1 0- 


8307 12034.' Fcii'w-ards application for /imt-nd to License DPR-73, cons i st i ng 
of Tech Spec Change Request 42 re temporarily deleting ref 
ta requirements for mon i tor i ng , ins tr uiven tat ion 6 valves. 

ARNOLD. R C General Public Utilities - GPU Service Ce>rp 03/07/07 
SYNOER.U J. TMI Program Office i p 19425 093. 24X 

Fi che 50-320. B3/07/07, 0307120342 


— 03O7I2O347 Application for amend to License DPR-73, cons i s t in g of Tech 
Spec Change Request 42 temporarily deleting ref to 
requirements for raonitoiing, insti um^ntAtioii Z* valves. 

ARNOLD, R. C General Public Utilities - GPU Service Corp 
03/07/07. 4pp 19425:094. 24X Fi c h * 50-320, 03/07/07, S307 120342 


— 8307120152 Tech Spec re monitor ing . i nstr umenta 1 1 oti V valves. 

4 General PuDlic Utilities - GPU Service Corp 03/07/07. 23pp. 

19425 090. 24 X F i che 50-320, 03/07/07, 8307 120342. 


9307190429 Advises that resolution to NRC comment on General Project 
Design Criteria Section 2 3 "'Mini 1>HR 5 11 n«?u> wording for 

Section 3 4. till on App R criteria should be incorporated 
irto Rev 3 

5YNDER. B J. TMI Program Office S3/07/07. KANGA, B K, General 
Public Utilities - GPU Service Corp. 2pp 19656 043 24X 

Fi che: SO-320, 03/07/07, 9307190429. 


33070S016? Generic Ltr 83-20 to all licensees of operating reactors, 
applicants for OL 6 holders of CPs re required actions based 
on generic implications of Salem ATMS events. Svc list end 
E I SENHUT , D G. Division of Licensing 03/07/00 Consolidated 

Edison Co of New York, Inc. 3Gpp 19669 269 24X 

Fiche: 50-000, 83/07/08, 8307000169 


330719011? Informs that last EP I 
of schedule, per 021215 ltr 
KANGA. 3 . k General Public Uti 
BARRETT. L. H TMI Program Of fi 
Fi che: 50-320, 83/07/ J 2, 03071901 


II prefiiter shipped 830712, ahead 

tes - GPU Service Carp. 03/07/12 
lp 19636 045 24X 
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8307200164 Notifies of minor variation in criteria for preparation of 
submerged deminere l i ler sys Liner tHOOM for shipment. 

Johnson Screen & fill piping to be filled to 9 8'/. capacity 
to maintain control of rad ioly th i cal gases 

KANGA. & K General Public Utilities - GPU Service Corp. 03/07/15, 
BARRETT, L. H TMl Program Office 2pp 19647 275 24X 

Fiche: 30-320, S3/07/1 5, 0307200164 


8307270032 Concurs w/propoacd plan to remove upper V looter tank farm 
from required reserve waste water tankage- in response to 
030713 ltr 

GARRETT, L. H. TUI Program Office 83/07/15 KANGA, B, K. General 
Public Utilities - GPU Service Corp. 2pp 19811:246. 24X 

Fiche 50-320, 03/07/15, 0307270032. 


8307270039 Responds to 830715 1 tv requesting variation of catalyst 
addition criteria for submerged demi nera 1 1 ter sys Liner 
D 1001 1 . Ade qua t e recombiner matl present to control any 
potential combustible radiolytic gases 

BARRETT. LH TMl Program Office. 83/07/15. KANGA, 0. K. General 
Public Utilities - GPU Service Corp 3pp i98H.237. 24X 

Fiche: 30-320. 03/07/ 1 5. B307270039 


9307250331 Forwards Rev 2 to "7M1-2 Core Debris Grab Samples Safety 
Evaluation 11 Core debris sample program can bo accomplished 
cu/o undue risir to public health it safety 

KANGA. 0. K General Public Utilities - GPU Service Corp. 03/07/20. 
BARRETT. L H. TMI Program Office. Ip. 19703:013. 24X 

Fiche: 50-320. 03/07/20- 8307230331 


— 0307230336 Rev 2 to "TMI-2 Core Debris Grab Samples Safety Evaluation, 
» General Public Utilities - GPU Service Corp. 83/07/20 9pp. 
19703:014 ?4X Fi c h e : 50-320, 03/07/20, 030725033 1 . 


8307230454 Forward* response to NBC R30615 request that util provide 
adequate justification for each instance Tech Spec 
surveillance invoked due to occupat iona 1 ejrposuro 
cons ideratl ons. 

KANGA, 0. K. General Public Utilities - GPU Service Corp. 03/07/20, 
SNYDER, 13 J. TMI Program Office. 23pp 19702:041. 24X 

Fiche 50-320, 83/07/20, 0307230454. 


0307260474 Forwards Rev 1 to “Containment Air Control Envelope, " 
technical evaluation rept (> design criteria Feo end 
KANGA, 0. K General Public Utilities - GPU Service Corp. 03/07/22 
BARRETT, L . H. TMI Program Office. Ip. 19734:050. 24X 

Fiche 30-320, 03/07/22, 0307260474 


--8307260477 Rev 1 to "Containment Air Control Envelope, 41 technical 
evaluation rept. 

# General Public Utilities - GPU Service Corp 03/07/31. 30pp, 

19734.051 24X Fiche: 30-320,83/07/22, 0307260474 


BJ07290168 Notification of contract eiecutioe, Mod 2 to ‘’Reana 1 y a i s of 
Existing Data From Survey re TMI " Contrac tor • Ma 1 1 Inst of 
Mental Health. 

SILUIS, R M Technical Assistance Contracts Branch FIN B-0621 
83/07/12 DENTON, HR. Office of Nuclear Reactor Regulation, 
Director REGAN. W H NRC - No Detailed Affiliation Given. ip 
19723:355 24X Fiche: 50 -289, 03/07/12. 8307230168. 


8307260337 Forwards evaluation of reactor bldg roflood options, 

Di sadvan tag e s of full or partial reflood Par outweigh 
benefits Present mode will be continued 

KANGA, B K General Public Utilities - GPU 3orvice Corp. 03/07/26. 
BARRETT, L. H. TMI Pr o g ram Of f i co. 6pp 19776:316. 24X 

Fiche: 90-320, 03/07/26, 03O72GO357. 


0307230176 Mod 2. extending period of performance to 830430, to 
"Reand l jai 5 of Existing Data From Survey re TMI " 

* Health * Human Services. Dept of, GUSTAVE, R P Division of 
Contracts FIN 11-0621. 83/07/12 lp 19725 356. 24X 

Fiche 50-2B9. 83/07/12,0307250168 


0307150159 Submits proposal to change reserve tani requirement to 
maintain min of 100,000 gallons freeboard between tanks 
until approval off 030327 Amend Request 3 

KANGA, D K General Pub 1 i c Utilities - GPU Service Corp 83/07/13. 
BARRETT . L H. TMI Program Office 2pp 17333 234, 24 X 

Fiche; 50-320. 83/07/13, 0307130159 


0307270026 Discusses safety evaluations far reactor vessel underhead 
character izoticvii study Environ impacts from proposed 
operation fall within scope of activities previously 
consider erf in programmatic EI5 

GARRETT, l . H. TMI Program Office 03/07/13 KANGA, B K. General 
Public Utilities - GPU Service Corp 4pp* 19@11.242 24X 

Fiche: 50-320. 03/07/13, 0307270026 


8307290342 Comments oti manuscript "Progress in Cleanup off TMI 2. M 
List of ref* should be expanded Paper acceptable for 
publication. 

SNYDER. 5 J TMI Program Office 03/07/13 COTTRELL. W O Oak Ridge 
National Laboratory. 2pp 19057 004. 24X f i c h e 30-320. 03/07/ 13, 

0307290542 


0. Inspection reports, IE Bulletins & correspondence 


8307010117 Forwards responses to IE Bulletins 79-13,82-02 It 02-04. IE 
Bulletins 02-01,02-03 it 02-04 inapplicable 

KANGA, 0. K. General Public Utilities - GPU Service Corp. 03/06/13, 

ALLAN. J. M. Region 1, Office of Director. Bpp 19169:243 24X 

Fiche: 50-320, 03/06/13. 0307010117, 


H307U0392 Forwards IE Insp Rept 30-320/83-07 on 030502-30. No 
noncomp 1 i an c o noted. 

STAROSTECKI. R, Division of Project it Resident Programs. 03/06/23. 
KANGA, OK General Public Utilities - GPU Service Corp. 2pp. 

19300 296 24 X Fiche: 50-320, 83/06/23. 0307110392, 


—0307110376 IE Insp Rept 50-320/83-07 on 030502-30. No noncompliance 
noted. Major areas i nspec ted : 1 1 cer.seo action on previous insp 
findings, routine plant operations, LERs, rout i ne malnt* health 
physics 1, environ review it reactor bldg entries. 

NtEQEi J * HARR* K. , MOSLAK. T. Region 1, Office of Director, 
03/06/22 9pp 19300:298. 24X Fiche : 50-320 , 83/06/23. 0307110392, 


8307190432 Requests stress analyses L rfntftlled plans for corrective 
action required for undorslied welds discovered during 
B30608 insp of head lift tr 1 pod Compai i son of proposed 
plan* w/actions taken for other D&W reactors requested 
BARRETT, L. H. TMI Program Office, 83/07/00. KANGA, D, K, General 
Public Utilities - GPU Service Corp 3pp 19636:067. 24X 

Fiche: 50-320^ B3/07/OB, 0307190432. 
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0307250403 Forwards IE Insp Rept 50-320/63-06 on 630404-0527 b notice 
of violation 

STAR05TECKI , R. Division of Project b Resident Programs 63/ 07/00 
KANGA.DK. Genera) Public Utilities - GPU Service Corp. 2pp 
19703:168 24 X F 1 c h e ■ 50-320, 83 / 07 / 08 , 8307250403 


--830729Q4Q6 Notice of violation from insp or 830404-0527 

* Region 1, Office of Director. 83/07/00 2pp 19703 170. 24 X 

Fiche. 50-320. 83/07/00, B3Q7250403 


■8307250413 IE lnsp Rept 30-320/03-06 on 830404-0527 None omp 1 i anc e 
noted: failure to adhere to administrative b radiological 
control procedures re congestion of won areas w/excess 
mat 1 s 

O 'NE ILL. B i MOSLAK, T . DARR.K Region 1< Of f ice of Director. 
83/07/05. 37pp 19703.172. 24X F i c ft e 50-320. 83/07 /OQ, 0307250403 


3306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem n Svc list end 
JORDAN. E. L. Division of Emergency Preparedness J5t Engineering 
Response (Post 830103). 83/07/U. Consolidated Edison Co of New 

Vork# Inc. 154pp. 19563:293. 24X Fiche: 30-000* 63/07/11*8306270401. 


3306270404 IE Info Notice 93-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list enc 1 
JORDAN# E. L. Division of Emergency Preparedness t* Engineering 
Response (Post 830103). 83/07/12 Consolidated Edison Co. of Now 

York, Inc. 14ipp. 19363:193 24X Fiche 30-000. 03/07/12, 6306270404 


3306270406 IE Info Notice 03-48# "Gaseous Effluent Releases of 
Radioactive 1-129 t< 1-131 in Excess of NRC Limits " Svc list 
end. 

TAYLOR. J. M. Division of 0A. Safeguards h Inspection Programs (Pott 
030103). B3/07/14. Consolidated Edison Co of New York# Inc 

114pp. 19715:270. 24 X F i Che : 50-000. 63/07/ 1 4 , 0306270406 


1307200447 Informs that end list of IE bulletins not applicable to 
facility in present post-accident cond i t i onElul let ins 
classified as restart will be reevaluated uihen restart 
considered. 

KANGA, B. K General Public Utilities - GPU Service Corp. 63/07/H1 
MURLEY# T. E. Region 1. Office of Director 3pp 19/97 300. 24X 

Fiche: 30-320. B3/07/21# 83072Q0447. 


1. Periodic operating reports !< related correspondence 


>307290527 Forwards TMI Program Qfc weekly status rept for wk of 
030710-16. 

0ARRETT. L. H. TMI Program Office 03/06/10 DENTON, H. R Office of 
Nuclear Reactor Regulation# Director SNYDER# B. J. TMI Program 
Office. 11pp. 19857:134, 24X Fiche; 50-320. 83/06/ 18, 0307290527. 


1307100410 Forwards TMI Program Ofc weekly status repfc for wk of 
030617-29. 

BARRETT# L. H. TMI Program Office. 83/06/27. DENTON, H R. Office of 
Nuclear Reactor Regulation, Director SNYDER, 0 J. TMI Program 
Office. 10pp. 19641:238. 24X Fi c he : 50-320, 03/06/27. 0307 1004 i 0 


1307180412 Forwards TMI Program Ofc weekly status rept for wk of 
030626-0701 

BARRETT « L, H, TMI Program Office 03/O7/Ot. DENTON, HR. Office of 
Nuclear Reactor Regulation, Director. SNYDER# B. J. TMI Program 
Office. 12pp. 19641:246 24 X Fiche: 50-320# 83/07/01 . 8 307 100412. 


1307000225 Forwards groundwater monitoring da to, me lud i ng individual 
computer graphs of tritium concentrations b water levels 
through May 1983. 

KANGA.D.K. General Public Utilities - GPU Service Corp 03/07/03 
BARRETT, L. H. TMI Program Office. 40pp 19392:052. 24X 

Fiche: 30-320, 03/07/05, 8307080225. 


307180413 Forwards TMI Program Qfc weekly status rept for wk of 
830703-09. 

BARRETT, L. H. TMI Program Office. 03/07/11 DENTON, H. R Office of 
Nuclear Reactor Regulation, Director. SYNDER# B. J. TMI Program 
Office. 10pp. 19641:236, 24 X Fiche 50-320, 83/07/ J l # 8307100413 


- Reportable occurrences, LERs b related correspondence 


307220537 LER 03-004 /03L-0: on G30218. air intake tunnel sump level had 
risen such that there was standing water on 1/4 of floor. 

Caused by deluge leaks due to heat tracing Fa i lur e. Leak s 
repaired, heat tracing b detectors replaced W/03D321 Itr. 

CHAPLIN, S, D, i KANGA, B. K. General Public Utilities - GPU Service 
Corp. 83/03/21. HAYNES# R. C. Region 1, Office of Director. 4pp. 
19606:033. 24X F 1 c h e : 90-320. 83/03/2 1 , 6307220337. 


8307010059 Updated LER 03-01 4/031. - I on 03 (j5 i .' 6# a i r intake tunnel Ha I on 
sys actuated, causing actuation uf deluge sys -V trip of 
autiliary I. fuel handling bldg* supply b vihauit fans Caused 
by short in actuation Jeads Sys repaired W/830617 ltr 
CHAPLIN. S. D. . KANGAr B K General Public Utilities - GPU Service 
Corp 83/06/17. MURLEY. T E Region 1. Office of Director 4pp 
19169 237 24X Fiche: 50-320. 03/06/17, 030/0)0059 


8307J10441 LER 03-017/031.-0 on 630527. r eac tor bldg water level 
instrumentation indication unchanged all wk despite addition 
of 24.000 gallons of water Caused by impi oper seating of 
level instrument equal iiing valve. W/ 83062 7 ltr 

CHAPLIN. 5 D . KANGA, 0, K General Public Utilities - GPU Service 
Corp 03/06/27 MURLEY, T E Region 1. Office of Director. 3pp. 
19360 i 66 24 X Fiche 50-320. 83/06/27. 83071 1044 1 


83071)0448 LER 83-0 1 5/03L -0: on 630527. one Ha Ion bottle found ui/low 
pressure I- low weight during surveillance- of air intake 
tunnel Ha Ion sys Caused by development of leak in bottle or 
fittings Bottle replaced W/Q3D627 ltr 

CHAPLIN, 5 [> . KANGA, R. K Genera] Public Utilities ■• GPU Service 
Corp 63/06/27 MURLEY. T E Region ). Office of Director 4pp 
19300 192 24X Fiche 50-320, 03/06/27. 0307110448 


B30/I80178 LER 83-01B/03L-0 on 830603. c up tore disc on inboard flange of 
reactor bldg containment penetration R56I breached Caused by 
high pressure hose rupture due to line pressure pulsing Hose 
b rupture disc replaced W/830705 ltr 

HELLS, R. . KANGA. B, K Genera 1 Public Utilities - GPU Service Corp 
03/07/05 MURLEY, T. E. Region 1, Office of Director. 4pp 
19555:063 24X Fiche 50-320,63/07/05.6307100178 


830722052/ LER 83-020/03L-0 on 830610, f 1 owrate for auxiliary bldg 
exhaust fans AH-E-B/B decreased below Tech Spec limit 
Caused by vortex damper linkage problems Parts ordered to 
repair linkage W/03O7H ltr 

NELLS# R , KANGA, D K Genera) Public Utilities - GPU Service Corp 
83/07/11. MURLEY, T E Region I. Office r, f Director. 4pp 
19605:176 24X Fiche: 50-320. 03/07/11, 0307220527 


6307220556 LER 03- 022/ 031.-0 on 830609. while Bailey 055 computer ant of 
svc for checks, loop A T-hot instrument declared inoperable 
Caused by inadvertent removal of ins ti omental i on fuse Fuse 
r op laced W/83Q71 i 1 tr 

KANGA, G. K General Public Utilities - GPU Service Corp. 83/07/11 
MURLEY, T E. Region 1, Office of Director 3pp, 19606 063. 24X 

Fiche 50-320. 83/07/11, 030/220556 


8307220965 LER 83-019/01L-0 on 830610, containment isolation valves 
D5A-V-004 h 005 discovered opened V closed for decon 
evolutions w/o valid procedure between 630215-06)0 Caused 
by personnel error. New procedure issued M/030711 ltr. 

CHAPLIN, 8 D. . KANGA. G . K General Public Utilities - GPU Service 
Corp 03/07/11 MURLEY. T. E Region I, Office of Director 4pp 
19606 00! 24 X Fiche: 90-320. 83/07/ ! J • 0307220569 


0307220550 Updated LER S3 -004/03X-1 • on 030216, while performing 
surveillance on fire sys valves, air intake tunnul sump water 
level rose approx 1/4 on air intake tunnel floor Caused by 
failed heat tracing Leaks repaired W/030713 ltr 

CHAPL IN, f . D. . KANGA, B. K. General Public Utilities - GPU Service 
Corp 83/07/13 MURLEY. T E. Region 1, Office of Director. 4pp. 
19696 051 24X Fiche: 50-320, 93/07/ 13, 030/220550 


8307210262 LER S3-021 /03L-0 : on 830616, wh i le performing 12-month 
surveillance of Flrewa)l-90 fire barrier seals, nine seaLs 
found to be nonfunc t ional . Caused by dehydration cracking.no 
conduit teals, open pull boxes b def anna b i on. W/8307 18 ltr 
CHAPLIN, S. D , KANGA, fl. K General Public Utilities - GPU Service 
Corp 03/07/16 MURLEY# T E Region 1, Office of Director. 4pp 
19664 206 24X Fiche: 50-320, 83/07/ 16, 6307210282 


Q307260364 EN--03-Q4 5 on 830722, noti ce of violation b proposed 
Imposition of civil penalties will be issued in amount of 
$140. 000. Action based on submittal of matl false statement b 
violation re operator requa li f i ca t i on program 

ROSANQ.R , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 63/07/22 Ip 19733 005. 24X Fiche. 30-209, B3/07/22, 

0307260364 


030728038) PNO-TM1-03-OO6: on 030727. util informed TMI Program Ofc that 
R Parks 6 Bechtel reached settlement on R Parks Dept of 
Labor complaint Neither party will mat* further public 
comment other than simultaneous press announcements 
BARRETT, L TMI Program Office 83/07/27. Ip 19796 099. 24 X 

Fiche: 90-320, 03/07/27. 030728036 1 . 


U. Congressionol/Executlve Correspondence 


0307060439 Informs that five lists of documents re IMl-2 accident will 
be compiled per 830607 request 

PALLADINO. N. J. Commissioners. 83/06/24 UDALL# M. K House of Rep 
Interior !» Insular Affairs 4pp. 19300: ) 93 24X 

Fiche: 9O’209# B3/OA/P4 , mrrxnAna no 
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8307060443 Ac lr receipt of NRC 030526 1 
*ot it, fa ip- forthcoming decision on 
GPU triil rgcarri. CoromuiOn majority 
inappropriate. 

UDALli M. K. Houso of R«p , Interior 
PALLAD J NO- N J, C o/Timi s-s i oner s . Ip 
Fiche 50 - 289 , 33 / 06 -/ 34 . 6307060439 


tr responding to 830427 re-que 
TMI-1 restart t 3 &U vs 
f^.pttnse to 830427 I fcr 

*■' InsuLar Affair* 03/06/07. 
19300 157 24 X 


st 


—9307140476 IE Insp Repts 50 - 321 /B 3-13 b 30 - 366 / 83 - 
Noncomp 1 lane e noted : ha log enat ed hydrocarbon b za 
sampled following extensive control room mods 
CRLENJAK. R. V. , HQLMES-RAY. J. Region 2 . Office 0 
BROWNLEE, V. L Division of Project «, Resident Pr 
4 pp 1 - 9520 : 209 . 24 X Fi c he: 50-321 , 03 / 06 / 27 - 9307 


13 on 830326 - 0423 . 
rbon not 

t Director. 

□ grams. 83 / 03 / 16 . 
140467 


V Qperatui Examinations 


8307270327 Advises that revised procedure te control 
requirements imposed by 830426 partial initial deci 
STOLZ.J F Operating Reactors Dvanch A 83 / 07/13 
General Public Utilities - -GPU Service Curp. 3 rp 
Pi Che 50 - 509 , 83 / 07 / 13 , 9307270327 


of exams meets 
sion. 

HUKlLL, H D. 
19812:018 24 X 


DQCKET 50-321 EDWIN t HATCH NUCLEAR Pl-ANT, UNIT 1 
P Security, medical, emergency b fire protection plans 


8307060346 Acfe receipt of 830616 ltr informing NRC of 
correct violations noted in IE Safeguards Insp Rests 
50 - 321 / 83-12 k 30 - 366 / 03-12 

DANCE, H C. Division of Project b Resident Programs 
KELLY. R J Georgia Potuer Co. lp 19234 170 24 X 
Fiche 30 - 321 , 83 / 06 / 30 , 0307060346 , 


steps taken to 

83 / 06 / 30 . 


■-UJU/UPUJ 32 Responds to NRC 830517 ltr re violations noted in IE 
Safeguards Insp Repts 50 - 321 / 03 - 12 *, 30 - 366 / 83 - 12 . Cor rec t i ve 
actions withheld (ref 10 CFR 73 . 3 H 

I* Georgia Power Co 03 / 06 / 16 . O 'REILLY, J. P Region 2 . 

8307 ^ 603^6 * P 19234 :179 24 X P i c h c : 30 - 32 ! j 83 / 06 / 30 , 


a 3 B 3 i 2 AR & nc? F d FEM * R&310T1 rv rp P t of observation results from 
821208-09 emergency exercise b Georgia Emergency Mgt Agency 
response. Encourages continued work w/offsite agencies as 
necessary to resolve open issues 

0 REILLY, J P Region 2 , Office of Director. 83 / 03/25 KELLY, R J 
8307 l 402 ? 5 WBr C ° 25PP l95;?3;l26 24 X F j ch e 50 - 32 1 , 03 / 03 / 25 , 


- - r w„,« - - hcmiii 4^ 4.4, i- gs-jj r 

capa b i 1 1 ty , c lar i f y ing position re schedule for 
implementation of guidance in Reg Guide 1 . 97 , Rev 2 Schedule 
will he develop ed per NUREG- 0737 , 9 upp 1 i. 

BECKHAM, J. T. Georgia Power Co. 03 / 07 / 18 . STQLZ, J F Ooeratinn 
SwiSSo?™'" 4 - 1P ' 1?6S3 H9 24 X Fiche: 50 - 321 , B 3 /S^B 9 




8307060287 Forwards IE Safeguards Insp 
50 - 366 / 03-12 on 830424-28 6 notice of 
violation withheld (ref 10 CFH 73 211 
LEWIS, P C Division of Project b Res 
KELLY* R J Georgia Power Co. 2 pp 
Fiche. 50 - 321 . 83 / 05 / 17 , 0307060287 


Rf^pls 50 - 321 / 83-12 b 
violation Notice of 

idtn.t Programs 63 / 03 / 17 . 
19238 297 . 24 X 


8307290514 Releases public 
implementing procedures. 
FELTDNiJ.fi. Division of 
Management Branch. lp 
0307290514 , 


version of revised emergency 

Rules and Records. 83 / 07/19 
19857 : 174 , 24 X F i c he : 50 - 321 « 


p 1 an 

Document 

83 / 07 / 19 , 


' B 3 2 I? 52 ? 9 Vw S * f 6 9 ^ rdS Ins P n *P ts 50 - 321 / 83-12 V 30 - 366 / 03-12 on 
830424 -*.0 Non comp] lance noted in area of personnel 
access contrel Details withheld (ref 10 CFR 73 21 ) 

HALL. R L Region 2 , Office of Director MCGUIRE , D. R. Division of 

P, ‘*P dredn ® a s 5 Materials Safety & 3 / 05/16 lp 
19=. 38 299 24 X Fiche: 30 - 321 , 83 / 03 / 17 , 0307060287 . 


, . . y ~ " ■ * - ' " ’ ur v i b oq emergency plan 

implementing p roc ed ure s, inc lud ing Procedures HNP -4330 re 
alert - operations supervisor & HNP-Q 002 re radiation 
exposure li mi ts . Transmi tta 1 sheet end 

B3 ' 0b/3B Of'ic. of N»d„r nmtor 

03072905°"! S?P 19837 173 24X Fich, 50-321.83/07/19, 


0307110173 Releases public version of revi 
cross-raf etence procedure 
FELTON, J M. Division of Rules and Refor 
Management Branch lp. 19306 GOB 
8307110173 


sed emergency 

ds 03 / 06/24 
Fiche. 50 - 321 . 


plan 


Document 

03 / 06 / 24 , 


-B 307290530 Public version of revised emergency 
procedures, including Procedures HNP -4330 re a 
operations supervisor & HNP -8002 re radiation 
1 iml t s 


plan implementin 
1 ert - 
exposure 


9 


NIX.H. C. , ROGERS, W. It 
J 9857 ; 17 7 24 X Fiche: 


Georgia Power Co. 83 / 06/29 

50 - 321 , 03 / 07 / 19 , 8307290514 . 


49 pp. 


--8307110176 Public version a f Rev 
Procedure OP ND 13 . Receipt form 
GUCWA, L T Georgia Power Co 
Reactor Regulation, Director 
Fiche. 50 - 321 , 93 / 06 / 24 , 83071 1 0 1 1 


1 to Emergency Flan Cross-Reference 
enc 1 

83 / 05 / 10 . Office of Nuclear 
3 pp 19306:009 24 X 


8307180249 Releases public 
change to emergency plan 
FELTON, J M. Division of 
Management Branch Id 
8307180249 


version of transmittal sheet 
imp lementi tig procedure 
Rules and Records, 83 / 06/24 
19567 336 24 x Fiche 50 - 321 , 


notifying of 

Document 

83 / 06 / 24 . 


—8307180231 Forwards 
deletion of Em erg 
NIX.HC, Georgia 
Regulation, Direc 
6307180249 . 


public version of tr*r, 
ency Plan Implementing 
Power Co 83 / 05 / 27 . 

tor. 2 pp 19567.337 


smittaj sheet notifying of 
Procedure HNP- 0 J 33 

Office of Nuclear Reactor 
24 X Fiche: 50 - 321 , 03 / 06 / 24 . 


Final Safety Analysis Report ( FSAR 1 V. amends 


B 3 Sn 7 ?^?Yr^ dS ReV 1 t0 upd ^ ted FBAR for El Hatch Nuclear Plant, 


BECKHAM, J T. 
Reactors 0 t 
0307270035 . 


Georgia Power Co. 83 / 07 / 22 . STOLZ.J F Ooeratimi 
Reactors Oranch 4 2 pp 19775:264 24 X Fiche: 30 - 32 J, 83 / 07 / 22 , 


—8307270038 Rev 1 to updated F SAR for El Hatch Nuclear Plant, Units 


# Georgia Poumr Co S 3 / 07 / 31 . lJ 42 pp 
Fiche : 50 - 321 , 03 / 07 / 22 , 0307.270033 


19775 : 266 . 24 X 


1 & 


llci?nse stage documents b correspondence 


8307140467 At k receipt of 830616 Jtr 
correct violations noted in IE lose 
50 - 346 / 83 - 13 . 

LEWIS, R C Division of Project V R 
KELLY, R. j. Georgia Power Co ip 
Fiche: 30 - 321 , 83 / 06 / 27 , 830 / 1404*7 


i n f r, r n> i 
Repts 

e s i dent 
19320 : ; 


fig NRC of steps taken 
30 - 321 / 33-13 b 

programs 03 / 06/27 
S03 241 


to 


8307140376 Ack receipt of 830202 ltr 
safety relief valve test program t* 
testing Adjustment of Unit 1 test 
w/Unit 2 acceptable 
LEWIS, R C. Division of Project 6 
OECKMAtt, J T. Georgia Power Co j 
Fiche 30 - 321 , 83 / 03 / 18 , 0307 1 403 76 . 


advising of preliminary results o 
plans to continue 
frequency to be consistent 

Resident Programs. 83 / 03 / 18 , 
p. 19523 : 329 . 24 X 


P 


•IHSataffitesras-s.” - 

ssrr i: ~a.Tas:< 

0 ffVci, L o J'n Ge0rgia Power Co 33 / 06 / 16 , O'REILLY, J P Region 
SSn.OW et * r - 2 " l9320 : ’ 0 ' 1 F W*.: 50 - 331 . 33 ,S A , E ; 


, - 1 ss 3 S 2 !ig r r:;:.* - 

«?!:!■ - 83/03 ' B ° 

Fiche 50 - 321 , 83 / 06 / 27 . Q 307 l 40467 


—8307140474 Noli te of violation I 
* Region 2 , Office of Direct! 
Fiche: 5 - 0 - 321 , 83 / 06 / 27 , 8307 140 < 


»nsp on 030326-0423 
83 / 05/20 ip. 19520 : 208 . 


24 X 


Rate Test flept - ,<ur ^oncainmenc integrated Leaks 

NIX.KC. Georgia Power Co. 63 / 06/16 DENTON, H. R. Office of 
tar Re 9 ulation, Director. Ip. 19260:304 24 X 

Fiche: 50 - 321 . 83 / 06 / 16 , 8307070069 . 


0307070072 "Primary Reactor Containment 
Rapt. " 

* Bechtel Corp 03/O2/2B 106pp 

Fiche: 30-321, 83/06/16, 8307070069 


Integrated 
19268 : 305 . 


Leakage Rate Test 
24 X 


8307070554 Forward* confirmatory order 
permanent scram discharge sys mods by 
Tech Specs alio end 1 

STQLZ, J, F Operating Reactors Uranch 
Georgia Power Co, 2 pp. 19300 267 
8307070554 . 


re t ommi fcment to install 
03 1 231 . Pi oposed model 

4 83 / 06 / 24 . BECKHAM, J. 

24 X Fiche: 30 - 321 , 03 / 06 / 24 , 


T 
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--B307070557 Order confirming licensee commitments to install mods to 
scram discharge sys by 331231. 

E ISENHUT, D. G. Division of Licensing 33/06/24 Georgia Power 

Co. 34pp. 19300:269 24X Fi the : 50-321 , B3/06/24, 0307070554 


8307140359 Approves 030606 request to delag submittal of GA program 
description until 030630. 

LEWIS; R C, Division of Project h. Resident Programs. 03/06/24 
GUCWA.L.T, Georgia Power Co Ip. 19525-227 24X 

Fiche: 50-321. 83/06/24. 0307140359 


8307080553 Advises that requirements of TM1 Item U K 3 13. "HPCI/RCIC 
Initiation Level" met. Item resolved 

STOLZ, J. F. Operating Reactors Branch <1. 93/06/27 BECKHAM. J T 

Georgia Power Co 4pp. 19365 033 24X Fi c he. 50-321 . 83/06/27, 

8307080533. 


0307060270 Requests mod to NRC 830330 order confirming licensee 
commitments on p os t-TMl-r e 1 a ted 1 ssues, a 11 owi ng extension 
for Implementation of NUREG-0737, Item II. B 3, "Pos t-Ac c 1 den fc 
Sampling." to 030901. 

QUCWA, L. T. Georgia Power Co. 83/06/20 STOLZ, J F Operating 
Reactors Branch 4. 2pp. 19239:166. 24X F i c h e : 30-321 , 03/06/28. 

0307060270. 


8307120014 Advises that return piping for reactor water cleanup sys on 
both units rerouted via feedwater piping to feedwater 
noi rlfiii per Section 4.2 of NUREG-0619. Frac tur e mechanic 
analysis per Generic Ltr 81-11 expected by 030729 
BECKHAM. J. T. Georg i a Power Co. 03/06/30 STOLZ. J F. Operating 
Reactors Branch 4. 2pp. 19423:153. 24X Fiche: 30-321, 03/06/30, 

8307120014. 


B 3072701 70 Forwards revised 830330 order re commitments to implement 
NUREG-0737 1 t ems , e x tend i ng completion date for Item II D.3, 
"Post-Accident Sampling." to 830901 

STOLZ. J. F. Operating Reactors Branch 4 83/07/01 BECKHAM, J T. 

Georgia Power Co. 3pp. 1981 1 146 24X Fiche: 50-321 . 03/07/01. 

8307270170. 


— 0307270179 Mod of order confirming licensee commitments on post-TMI- 
related i ssues, ex tend ing completion date for Item II, 3.3, 
"Post-Accident Sampling," to 830901. 

EISENHUT, D. g, Division of Licensing. 83/07/01. Georgia Power 
Co. 5pp. 19011:149. 24X Fi the : 50-32 1 , 83/07/01 , 0307270170 


8306270397 Generic Ltr 03-26 to all applicants for OLs 6 holders of 
CPs for power reactors re clarification of surveillance 
requirements For diesel fuel impurity Svr list enc 1 
EISENHUT. D. 0, Division of Licensing. 03/07/05. Consolidated 
Edison Co. of New York. Inc. 16pp. 19390: 3i7. 24X 

Fiche: 30-000. 03/07/05. 8306270397 


8307060327 Generic Ltr 83-27 to all licensees h applicants for 
operating power reactors b holders of CPs fur power reactors 
re surveillance intervals in STS Svc list end. 

EISENHUT, D. G. Division of Licensing 03/07/06. Consolidated 
Edison Co. of New York. Inc. I6pp 19667:254 24X 

Fiche; 50-000, 03/07/06, 0307060329 


8307090169 Generic Ltr 03-28 to all licensees of operating reactors, 
applicants for OL b holders of CPs re required actions based 
on generic implications of Salem ATW5 events. Svc list end 
EISENHUT, D. G. Division of Licensing B3/07/0B Consolidated 
Edison Co. of New York, Inc. 30pp 19669:269. 24X 

Fiche: 50-000, 03/07/00. 0307080169 


8307100424 Notification of B307I3 meeting w/ut i 1 , c onsul tants C. GE in 
Bethesda.MD to discuss util arguments re NRC request for 
Tech Specs assuring operability of plant high water level 
trip b turbine bypass sys. 

RIVENBARK, G. Operating Reactors Branch 4 03/07/11. STOLZ, J. F. 

Operating Reactors Branch 4. 2pp. 19566:351 24X 

Fiche: 50-32 1 , 03/07/ 1 1 , 0307180424 . 


G. Inspection reports, IE Bulletins 6 correspondence 


8307140292 Requests that liquid samples spiked w/rad ionuc 1 ides .be 
analyzed for tritium. Sr-89 b Sr-90 content within 60 days of 
receipt of samp 1 es, Sp i ked samples will be sent annually as 
part of routine insp program. 

LEWIS, R C Division of Project b Resident Programs 83/02/07. 

KELLY, R. J. Georgia Power Co. Ip. 19525:134. 24X 

Fiche: 50-321, 83/02/07, 8307140292 


8307060207 Forwards IE Safeguards Insp Repts 50-321/03-12 Zt 
50-366/03-12 on 030424-20 & notice of vi o 1 at ion. Not* ce of 
violation withheld iref 10CFR73 21) 

LEWIS, R. C. Division of Project 6 Resident Programs. 03/05/17, 
KELLY, R. J. Georgia Power Co 2pp 19230.297 24X 

Fiche: 50-321, 83/05/17, 0307060287. 


—8307060299 IE Safeguards Insp Repts 50-321/03-12 50-366/83-12 on 

030424-20. None omp 1 iane e noted in area of personnel 
access control Details withheld (ref 10CFR73 21) 

HALL* li. L. Region 2, Office of Director MCGUIRE. D R. Division of 
Emergency Preparedness 6 Materials Safety B3/05/16 Ip. 

19230:299. 24X Fi ch e 50-321 . 03/05/1 7. 8307060297 


9307140243 Responds to IE Bulletin BO-25* 'Operating Problems W/Target 
Rock Safety Relief Valves at PWRs. " High pressure relief 
valve b high pressure alarm sys installed ft dripuull 
pneumatic 6ys pressure switches reset 

BECKHAM, J T Georgia Power Co 83/06/24 0 'RE I LLY, J. P. Region 2, 

Office of Director. 2pp 19523' 061. 24X Fiche 50-321, 63/06/24, 

0307140243 


8307140467 Ac k receipt of 030616 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-321/03-13 6 
30-366/03-13. 

LEWIS.RC. Division of Project 6 Resident Programs. 83/06/27 
KELLY. R. J. Georgia Power Co. Ip 19520 203 24* 

Fiche: 50-321. 83/06/27, 8307140467 


—0307140472 Responds to NRC 030520 ltr re violations noted in IE Insp 
Repts 90-321/83-13 6 50-366/83- 1 3 Cor r ec t i ve a-c 1 1 on a : carton 
filter replaced b criteria for carbon filter testing being 
evaluated Results V schedule will be- available by 830734. 

GUCWA.LT Georgia Power Co 83/06/16 Cl 'BE ILLY. J. P Region 2. 
Off ice of Director. 2pp. 19320 204. 24X Fiche 30-321. 83/06/27. 

B307 1 40467 


— 0307 1 40473 Forwards IE Insp Repts 50-321/03-13 t. 50-366/03-13 on 
030326-0423 b notice of violation. 

LEWIS.R C Division of Project l Resident Programs 03/05/20. 
KELLY, R J. Georgia Power Co 2pp 19520: 206 24 X 

Fiche 50-32 1 , 03/06/27, E307 1 40467 


— 0307140474 Notice of violation from insp on 030326-0423. 

* Region 2, Office of Director. 83/05/20. Ip. 19320:208. 24X 

Fiche: 50-321, 83/06/27, 0307140467. 


— B307140476 IE Insp Repts 50-321/03-13 *> 50-366/03-13 on 030326-0423. 
Nancomp 1 lance no te-d : ha 1 og ena feed hydrocarbon b carbon not 
sampled following extensive control room mods 
CRLENJAK, R. V. , MOLMES-RAY. J Region 2, Office of Director 
BROWNLEE, V L. Division of Project h Resident Programs. 03/05/16. 
4pp. 19520:209. 24X Fi Che : 50-321, 83/06/27, 9307L 40467 


8307060346 Ack receipt of 930616 ltr informing NRC of steps taken to 
correct violations rioted in IE Safeguards Insp Repts 
30-321/83-12 6 50-366/83-12 

DANCE. HC. Division of Project b Resident Programs 83/06/30 

KELLY. R J. Georgia Power Co lp 19234: 178 24X 

Fiche: 50-321, 03/06/30. 8307060346 


—8307060392 Responds to NRC 830517 ltr re violations noted in JE 
Safeguards Insp Repts 50-321/03-12 V 50-366/03-12 Corrective 
actions withheld (ref 10CFR73 21). 

GUCWA.L T, Georgia Power Co. 83/06/16. O'REILLY. J P. Region 2, 
Office of Director. lp 19234; 179. 24/ Fiche . 50-321 . 83/06/30. 

8307060346. 


8306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem ” Svi list oncl 
JORDAN, E L. Division of Emergency Preparedness l. Engineering 
Response (Past B30JO3). 03/07/11 Consolidated Edison Co. of Now 

York, Inc. 154pp. 19563.293. 24X Fiche 50-000, 83/07 /I 1 * 0306270401 


8306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid " Svc list one 1 
JORDAN, E L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/07/12 Consolidated Edison Co. of New 

York, Inc 141pp 19563.153 24X Fiche 50-000. 83/07/ 12, 8306270404 


0306270406 IE Info Notice 03-40, "Gaseous Fffluent Releases of 
Radioactive 1-125 b 1-131 in Excess of NRC I. imtts " Svc list 
enc 1 . 

TAYLOR, J. M. Division of GA, Safeguards fc Inspection Programs (Post 
830103 > 83/07/ J 4. Consolidated Edison Co of New York, In-c. 

U4pp. 19713:270. 24X Fiche 50 -000. 83/07/ 1 4 , 8306270406. 


R Periodic operating reports ?< related correspondence 


8307190006 Monthly operating repts for June 19B3. W / 0307 i 0 ltr 

N1X.H. C. , REDWANZ* F. J Georgia Power Co 83/07/10 Director's 

Office, Office of Inspection and Enforcement. 42pp 19635:058. 24X 

Fiche: 50-321 , 03/07/ 1 0- 0307190006 
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LE * 3 * correspondence 

B 307130979 LER 03-056/031.-0- on 630523 7, 0609, RCIC trip * y 



"rnS; “frr~s: as;, 

' S _ D J C, Georgia Rawer Co B3/06/21 D'PPTijv i o 

•*« «■ « 

----- te " val - 

ltr * toT< l k,e switch f 31 lure. Switch rep j aced W/830628 

H S Georgia Power Cc> 83/06/28 O'REILLY, JP 
? ,^ PflC6 °* Dlr «t°P 4pp 19536 232 24X 

Flche: 50-321. 83/O6/20 i R307150121 

03 n^ 5 I! 2 ! 3 LER B3-059/03L-0:on 630610. personnel received f|* sion 
product fflOBitor high/lou, Mow *1*™ ft found modtor J^nc 

CO K Trlt fl ° w CdU5ed Personnel lifting wire from 

iJoic- e n 5 ’ e lay Wire r t*p 1 at g d W/630700 ltr 

RpflirnV’ritel^n C ’ Ce0r 9 ia Power Co 33/07/08 O'REILLY, J P 
Region 2, Office of Director 4 PP 19705 271 say wlilly, j. p 
Ftche: 50-321. 93/07/03. 6307250293 1 

ltr ^ blown peuer supply Fuse. Fuse rep 1 ac ed. W/0307 12 

TIPPSiS. D . NIX,H. C. Georgia Rawer Co 03 / 07/12 n'BFriiv i o 
Reffiun 2 . Office oF Director 4pp 19705 350 - 4 / fiErLLY< J P ’ 

Fiche: 50-321. 03/07/12, 8307290191 

8307390214 LER 9D-C62/03L-0: tr> 03061 5, sa Fe ty relief valves IG2J-F013 A 
c JL I d .f° ° p0t1 dorin « factor scram Caused fay 
companent failure. Pilot assembling replaced f fl r valves A (< K 

TIPPS.S D* V NIX W°c en0 o d replaced 0,1 v * ] ** B. W/B307M ltr. 

?»**- * im«v.5- 0i ?:sr p :^ r v , ' Re,LL¥ ' j * 

Fiche; 50-321 , 03/07/14. 0307250214 
V. Operator EmminaUans 

senior op erator % losing 'tT^mV V Q3Q?^t *° * * 

2 SV2 wa :s Jr~ 

Flche. 50-321 , B3/06/24, 8307140319. 


nuclear power station 

corT 0iP „„. ence 



1,e3tlns “ / “ t “ 

MCCABE pV tf n * 1 , Performance analy s i s 

Division of P^yect™ ** s|df,nt Programs. 83/06/26. 

Fiche: 90-322, 03/06/26. 8307? iol/o *' ^ ?PP 19371 35 °' 3 < X 

generic l P^n-sp^ i f i^aspects^f 607 (vres * n tat > on »« which both 
program pr** B ,ueS*Wc # C oF vacyu * breaker test 
SMITH, J. L Lana Islfnd I i bypass leakage resolved, 

ef Nuclear HtTclol J^laUo^Dir 0 r 83/06/37 DEMI ON, H. R. Office 

Fiche: 90-322. 83/oL27 5 03O7XoS eC '° r ' SpP ° 7 ’ «* 


“^riu'xrsi^r^r^rss”^*; RD ’ uBst5 

instrumentation. reac tor pump trip electrical schematics 


a — f — r,, r ■ r * r * » cu vi u cu aCnGmd C 1 */ 

rod sequence contro!, to be Included in next FSAR update, 
of Nudear »«!?!■ Ulanii Lighting Co 63/06/28. DENTON, H R. Office 
£1 ? ™ t0r *® 9wUtl0n ‘ director 8 i pp 19221 300 

Fiche: 30-322, 83/06/28. 9307050091 . 


24 X 


"Ex.vri rF? - 

Plan Item 1 G. |, 'Special Low Power Testing t M Training 
*t Recommendations for BURs. ” Svc list end 9 

Qf Muc J ear R&ac fcor^egul a t ion ^^i^ec tor^^pp 29 R 

24X Fiche: 50-322, 83/06/29, B3070 10176 PP 9 60 ^ 


—8307010179 Rev 1 to 
Plant " 

BARRON, L. E , FLAHERTY, J A 
Services. 83/06/27. Bpp 
8307010176 


Independent Design Revi ew, Sh or e ham Nuclear Powir 

LANDERS, D. F Teledyne Engineering 
19168:301. 24X F i t he : 50-322, 03/06/29, 


83 ?^«uL D IIir b 7* (,r0 ' ,o,ed for mo . to core sprl 

',: ,0 \ V Z 1 ? 9 i 0tJ P TeaSLj re perm iss i ve, per 030218 P y 

cammi tment. Mod should resolve NRC concerns re 

SMiTM r j 5 L Ur V afci °? ° f COre spTay S<J3 Piping. 

•i ' 'XT i93ao^ai 4 R a 4 r ,,ce 

Ficho: 50-322. 03/06/29, 0307050038. 19^^0.314. 34X 

"gUI: be , "' lud ' t ’ in *">* OT.nd 

.siw°r R 24 r ,icR 

Fiche: 30-322. 83/06/30, 0307070066 P 2 AX 

83 ?I #? 00 ! 4 Foru,arda draft revs to FSAR Chapters 13 i, 13 4 t, 17 2 

; e s :?» s"i ,a “ o ? ai «»«..*. r-« win l >n 

l" g 1^3 V <>, ' ,0r t0 “how* fu.l loo 4 In 

n^" 010 ? i’l^nd Lighting Co 03/06/30. DENTON, H R 
0 Nuclear Reactor Regulation, Director. 53 pp 19269 093 
Fiche: 90-322, 93/06/30, B307070094. P 3 ’ 


Office 

24X 


e l^LlvF pS ^ do "" ln 

i L ‘ u Lon? island Lighting Co. 83/06/30 DENTON, H R n*m ra 

a 3 ?n°Wa,h ingtonfoc * ra WC ?^^"^ 3 ? 630 af f ‘ i0n ’ “ 1 * CUSi<>n & v «‘' 

Shortham ’ aLAB-7M. Pp 1-8 “ PO, " r ° L f ° r 

* -Commi ssiorver s 93/06/30 t2pp 19364 295 n fl y 

Fiche: 50-322, 03/06/30, 0307000361 & 

•«»«*•-? 

"S' .r — •- 

L D Lon9 *sl^nd Lighting Co 03/07/01. DENTON, H R Office 
of Nuclear Re ac tor Regulation, Director ? DD I S J 
Fiche: 50-322, B3/07/01 030707001 5 6 *** 

F ° ruaT * d5 e^cutivu summary of final rept. “Independent 

-HTfTT"' 

K ertsiT ^5 Board Panel. 43pp I93SJ'356 24X 

F i ch e : 50-322, B3/07/05. 3307080 104 
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0307060329 Generic Ltr 83-27 to a J 1 licensees ft applicants for 
operating power' reactors ft holders of CP :■> for power reactors 
re surveillance intervals in STS Svc list enc 1 

EISENHUT.D G Division of Licensing 83/<i7/06 Consolidated 

Edison Co of New York, Inc l^pp 19*69 234 24 i 

Fiche 30-000, 63/07/06, 830/060329 


8307060169 Generic Ltr B3-2B to Oil licensees of operating reactors, 
applicants for 01 ft holders of CPs re* required actions based 
on generic implications of Salem ATWS events Svc list encl. 
E1SENHUT, 0 G Division of Licensing 83/07/08 Consolidated 

Edison Co of New York. Inc. 3Bpp 19669 269 24 X 

Fiche: 30-000. 83/07/08. 8307080169 


8307140200 Forwards Vo 1 s 1-4 to final PR A iept PRA. logic model will be 
maintained in state reflecting cun tut plant design ft new 
technological developments in field of PR A techniques 
ft data base applications. 

SMITH, J L Long Island Lighting Co. 83/07/11. DENTON. H. R Office 
of Nuclear Reactor Regulation, Director 4pp 19514,259 24X 

Fiche 30-322. B3/07/1 1, 8307140200 


— 8307140206 Vols 1-4 to "Final PR A, Eh or eh am Nuclear Power Station, 
Unit 1 . " 

* Science Applications, Inc SA I -972-83-PA-Q1 83/06/24. 

2G5£3pp 19514 264. 24 X F i c I. e . 50-322. 83/07/ 1 1 - 8307 1 40200 


8307140356 Advises that util has signed contract u»/()OE per Genoric Ltr 
03-07 re requirements of Nuclear Waste Polity Act 

SMITH. J L. Long Island Lighting Co 83/07/11 DENTON* H. R. Office 
of Nuclear Reactor Regulation. Director 2pp 19523 223. 24X 

Fiche; 30-322, 83/07/ H . 8307 1 40396 


8307260516 Forwards memo describing actions taken to resolve OH Conran 
differing prof opinion re sys interaction (Unresolved Safety 
Issue A“ 1 7 ) ft safety classification 

DENTON. VI R. Office of Nuclear Reactor Regulation. Director. 

83/07/11 CONRAN. J H. Reliability ft Risk Assessment Branch. 2pp 
19783 241. 24X F iche ; 30-000. 83/07/ M . 030/260316 


--8307260525 Forwards WT Russell B30622 memo providing independent 
assessment ft recommeuda t ions to resolve JH Conran differing 
prof opinion re sys interaction <Un r e s o 1 ved Safety Issue 
A-17) J, safety classification R&(. o mm end a ti oni adopted, 

DENTON. H. R Office of Nuclear Reactor Regulation. Director 
83/07/11. SPEIS. T. P. Division of Safety Technology. 4pp., 
19792:243. 24X Fiche: 90-000. 63/07/ ) 1 . 030726013 16. 


— 8307110305 Informs that independent assessment of issues raised in 
JH Conran differing prof opinion c und uc t eri, per 830415 
request Issues A ft B essentially same f undamen tal issue — 
mgt of unresolved Safety Issue A-17 

RUSSELL, W T. Systematic Evaluation Program Branch. 83/06/22 
DENTON, H. R. Office of Nuclear R^actur Regulation, Director 7pp 
19792 247. 24X F ic ho : 30-000, 03/07/ I 1 . 8307260516. 


--8306080379 Submits statement of differing prof opinion re certain 
aspects of existing policy ft practice in areas of sys 
interaction ft safety classification Ficerpt from statement 
of mgt views to Shoreham board enc l 

CONRAN, J H Reliability ft Risk Assessment Branch. 83/03/31. 
COFFMAN, F. D Reliability ft Risk Assessment Branch. 53 pp. 

19792 254. 24* Fiche: 50-000, 83/07,' 1 1 , 8307260516. 


—8307260540 Forwards transcript of presentation to American Stds Assoc 
ad hoc committee an nuclear research re NRC statistics. 

RUBINSTEIN. D. Applied Statistics Branch 81/02/04. ABRAMSON, L. . 
BASSETT, H. , ABELL. T. NRC - No Detailed Affiliation Given Bpp. 
19782-317. 24X Fiche; 50-000, 83/07/ 1 1 , 8307260316. 


--B30726054S Draft “Random Thoughts on Uiu er La Int i es, R i i V Analysis 4c 
Nuclear Regulation." 

RUBINSTEIN, D. NRC - No Detailed Affiliation Given. 81/10/26. 
I2pp 19792:323 24X F i c h o : 5Q-000, 83/07/ I I , B3Q7260916. 


—8304140030 Forwards JH Conran 830331 memo ft attachments re differing 
prof opinion Memo forwarded to A5LB hearing Contention 7B. 
Differing prof opinion should be expedited per Manual 
Chapter 4129. W/o end. 

SPE15, T. P. Division of Safety Techno 1 r.gy 83/04/05 DENTON, K R. 
Office of Nuclear Reactor Regulation. Director Ip. 19793014 
24 X Fiche: 50-000. 83/07/11, 8307260516. 


— 8304200084 Concurs w/ft suppls F Coffman comments on JH Conran 8303211 
differing prof opinion re Unresolved Safety Issue A-17. New 
A-17 program plan adequate basis far proceeding ui/sys 
interaction issue 

SPErS, T P Division of Safety Technology. HOWSOME, F, H. Assistant 
Director For Technology Review. THADANl , A, Reliability ft Risk 
Assessment Branch 83/04/14 DENTON. H R Office of Nuclear 
Reactor Regulation, Director 4pp 19783:015. 24X 

Fiche: 50-000, 83/07 / 11 . 83072605 16. 


--8305050085 Comments on JH Conran 830331 differing prof opinion CDFO) 
re sys interaction program, topic of Unresolved Safety Issue 
A-17. 

COFFMAN. F D Reliability ft Risk Assessment Branch. 83/04/13. 

THADANl . A. C . Reliability ft Risk Assessment Branch 4pp. 

197B3 019 24X F i c h e 50-000, 83/07/ U . B30726051 6 


— 8303060655 Comments on JH Conran differing prof opinion on Issue C. 
"Insufficient Priority Given to Resolution of Known Safety 
Classification Problems" Addl action needed to resolve 
issue gener i ca 1 1 y 

MATTSON, R J Division of Systems Integration (post 611009). 

VOLLMER. R. H Division of Engineering 03/04/13. DENTON. H. R. 

Office of Nuclear Reactor Regulation, Director. 3pp. 19783:023. 
24X Fiche; 50-00 0. 83/07/11. 0307260316. 


— B307260563 Designates WT Russell responsible manager for independently 
assessing issues raised by JH Conran differing prof opinion 
Assessment should be completed by 830304. 

DENTON, HR Office of Nuclear Reactor Regulation, Director. 

03/04/15 RUSSELL, WT. Systematic Evaluation Program Branch. Ip. 
19783 026 24X F 1 c h e 50-000, 03/07 / 11 , 83072609 16. 


— 0304270394 Requests written comments on manager view^ expressed in 
8304 13 ft 14 memos re 030331 differing prof opinion by 
B30425. Relevant documents also requested. 

RUSBELL, W. T Systematic Evaluation Program Branch. 03/04/18 
CONRAN, J H Reactor Risk Dranch. Ip 19783:027. 24X 

Fiche; 50-000. 83/07/ t 1 , 83072605 J6 


- -83060 8Q3Q3 Recommends board notification be issued re JH Conran written 
statement of differing prof opinion on sys interaction 
issue 

PUNCHES. J. L Planning ft Program Analysis Staff. 83/04/21. 

EIBENHUT, D G. Division of Licensing. Ip. 19783:028. 24X 

Fiche: 50-000. 83/07/1 1, 8307260516 


--8307260572 Forwards JH Conran differing prof opinion re sys Interaction 
issue ft related info Cognisant beards will be notified 
through board notification p rocedure. W/o end 
DENTON, H. R Office of Nuclear Reactor Regulation. Director. 

83/04/26. COTTER, B P Atomic Safety and Licensing Board Panel 
ROSENTHAL, A S. Atomic Safety and Licensing Appeal Panel. Ip. 

19783 029 24X Fiche: 50-000. 03/07/11 , 0307260516. 


— 0303030338 Forwards relevant documents per 83041B request re differing 
prof opinion of JH Conran re Unresolved Safety Issue 
A-17 ft NUREO/CR-1321 

COFFMAN, F. D. Reliability ft Risk Assessment Branch. 83/04/28. 

RUSSELL, W. T, Systematic Evaluation Program Branch . 2pp. 

19783 030. 24X F l c h e : 30-000, 83/07/ 11 , 030726051 6. 


--S309260333 Comments on status of differing prof opinion. NRR decided to 
provide Boards, via usual notification process, of J Conran ft 
NRR views. 

RUSSELL. W. T. Standard i la t l on ft Special Projects Branch. 83/05/05, 
CONRAN, J. H. Reliability ft Risk Assessment Dranch. lp. 

19703:032. 24X F i ch e: 90-000, 83/07/ 1 1 , 83072609 1 6. 


— B30429D048 Requests that Commission ft. recipients of Board Notifications 
93-17 ft 83-44 be provided w/Suffolk County 830323 testimony 
on Contention 70. 

LETSCHE. KJ Kirkpatrick, Lockhart, Hill. Ch r i s to p heT ft P h ill \ p s. 
LETECHEj K. J Suffolk County, NY. 83/04/21 RAWS ON, R. J. Hearing 
Branch 4. 2pp. 19783:295. 24X Fiche 50-000, 83/07/1 1, 8307260516. 


--93060B0369 Forwards comments on mgt views ft positions on sys 
Interaction per differing prof opinion* in response to 930418 
ft 0305 memos. Excerpts from Suffolk County 930509 vubmtttal ft 
proposed request for addl info re Byron/Oraidwood encl. 
CONRAN, J. H. Reliability ft Risk Assessment Branch, 83/05/29. 
RUSSELL, W. T. Systematic Evaluation Program Branch. 74pp. 
19783:033. 24X Fiche: 50-000. 83/07/ 1 1, 8307260516. 


— 0306080373 Comments on prediction intervals per J Ahearne 821102 memo. 
Prediction intervals do not provide panacea to risk analysis 
problems, yet merit exploration as tool in limited arsenal of 
risk assessment methodolog i es. Re lated info encl. 

RUBINSTEIN. D. Reliability ft Risk Assessment Branch 83/03/09. 
BUSLIK, A. Reliability ft Risk Assessment Branch. 39pp. 19783:203. 

24X Fiche: 50-000, 83/07/U , 8307260516 


— 83060803B7 Discusses 830421 ltr based on belief that Board Notification 
03-44 constituted violation of 10CFR2. 780 re ex parte 
commuuicati ons. NRC does not consider board notification to 
be in violation 

RAW9QN, R J Office of the General Counsel. 83/05/11. 

LETSCHE. K. J Kirkpatrick. Lockhart. Hill, Chr i stopher ft F*h i 1 1 i p s . 

Ip. 19793:297 24X FUh e 50-000, 83/07/U, 8307260916. 
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■0306080390 Responds to B30421 request Fot ?>plination of two sentences 
contained in Board Notification 33-44 ve Unresolved Issue 
A-17 re sys interactions. 

EISENHUT, J). G. Division of Licensing 83/05/06. LE7SCHE, K. J 
Kirkpatrick, Lockhart, Kill, Christopher PlnUips. 3 pp. 

19783:301. 24X F 1 c he : 50-000, 83/07/ 1 1 , 8307260516 


— 83060B0394 States reason for declining to concur w/Congre ssman Downey 
Itr re schedules & resource allocation to Unresolved Issue 
A_ 17. Sign! F leant d 1 ff erences eclat between personal views 
i views of Reliability Risk Assessment Branch 
CO NR AW, J. H. Reliability Risk Assessment Branch 83/04/33 

COFFMAN, F. D. Reliability & Risk Assessment Branch. lp. 

19783:304. 24X F1 che: SO-OOCL 03/07/1 1 . 030726051 6 . 


0307190401 Forwards documents containing history of resour 
to Unresolved Safety Issue A '- 1 7, inc 1 ud i ng organ i ia 1 1 ona ! 
personnel changes, per 030616 Ur. Hi s tor i c a 1 summary of 
program planning also end. 

□ IFCKS.W. J. Office of the Executive Director for Operat 
83/03/ 1 0. DCWNEY, T.J. House of Rep, 5pp. 19 7B3- 305 

Fiche: 50-000, 83/07/ 1 1 , 8307260516. 


ces assigned 
* 


ions 

24X 


E NRC Safety Evaluation Report (5ER>, suppi. 6 correspondence 


830705025* Forwards monthly status of equipment Summary 1 i s t , i nc 1 ud i ng 
balance of plant *- NSSS equipment t.o i esolve 3FR Issue 8 re 
dynamic qualification 

SMITH, J.L Long Island Lighting Co 83/06/27 DENTON, HR Office 
of Nuclear Reactor Regulation. Director 52pp 19197 159 

Fl Che: 30-322, 0 3/06/27, 03070 30256 


0307200141 Forwards Rev 5 to ''Environ Qualification Kept for Class IE 
Equipment for Sh-oreham Nuclear Power Station Unit t, " in 
effort to resolve SER Outstanding Issue 9. 

SMITH, J L Long Island Lighting Cr, 03/06/27 
of Nuclear Reactor Regulation, Director 2 pp 
Fiche : 50-322, 83/06/27, 0307200141 


— 8307200145 Rev 5 tc "Environ Qualification Rept 
for Shoreham Nuclear Power Station Unit 1 . " 

* Long Island Lighting Co 03/06/2?. ? 7 ipp. 
Fiche: 50-322, 03/06/27.8307200141 


DENTON, H R. Office 
17648. 155 24X 


for Class IE Equipment 
19640: 157. 24 X 


— 03O726OS01 Discusses Board Notification 63-44 re differing prof opinion 
concerning safety Interaction (Unresolved Safety Issue 

* boards it Commission considered concerns raised in 
830207 affidavit resolved, 

CONRAN. J. HRC - No Detailed Affiliation Given. S3/04/2O. 

N Rc “ No Detailed Affiliation Given. Ip I97B3 294 

24 X Fiche: 5Q-Q0O, 03/07/11, 0307260516. 


8307050031 Forwards info completing resolution of three generic 
of concern re Outstanding Issue 8 of Suppl 3 to SEP covering 
balance of plant equ i pment, Pa t i gue testing b Category I 
equipment change records. 

SMITH, J. L Long Island Lighting Co 33/06/20 DENTON. H. R. 
of Nuclear Reactor Regulation, Director l! 4 pp 19173 197 
Fiche: 50-322, Q3/06/2B, 8307090031 


i terns 


Office 

24X 


—8303260339 Reque-s 
independent ass 
differing prof 
addl time to pr 
RUSSELL, W. T. B 
DENTON, H. R . a 
19783: 310. 24X 


ts 30-working day extension to 030707 to complete 
essment of issues raised in JH Conran 
opinion Delay due to JH Conran request for 
epare written response 

tandard iiat t on b Special Projects Branch. B3/05/23. 
fflce of Nuclear Reactor Regulation, Director lp 
Fiche: 50-000, 83/07/U, 0307260316. 


vwvc / v p in warqs 


223.69 re dynamic qualification test results /pump b valve 
operability tests to resolve SER Outstanding Issue 8 . 

Rev will be included in next FSAR rev expected Aug 1903. 
SMITH, J. L. Long Island Lighting Co. 83/06/29 DENTON, H. R. 
of Nuclear Reactor Regulation, Director 35pp. J 9220 067 
Fiche: 5D-322, 03/06/29, 8307050274. 


Office 

24X 


—8307260594 Approves request for 30-day extension to Complete evaluatior 
of JH Conran differing prof opinion. 

tj' * of Nuc 1 ear Reactor Regulation, Director. 

, |RUSSEU - W T ' Systematic Evaluation Program Branch Ip 
19703:311. 24X Fi efte : 50-000, 03/07/ 1 1 , 8307260516. 


0307000269 Forwards justification for interim operation for 
equipment which may not be fully qualified at 830S3J 
scheduled fuel J 0 ad per SER Outstanding Item 8 
SMITH, JL Long I s 1 and L i g h t i ng Co 83/06/30. DENTON, H. R. 
of Nuclear Reactor Regulation, Director i 6 pp 19352 092 

Fiche: 50-322, S3/06/30. B3070B0269 


Office 

24X 


8307190002 Forwards HR Denton 830711 memo resolving JH Conran differing 
prof opinion re potential safety significance of lack of 


progress in resolving Unresolved Safety Issue A- 
Interact i an, “ 

RAMSON* R . J. 


17- "Sys 


„, B p CWTco Hearing Branch 3. 03/07/14 BRENNER, L. , MORRIS, P. A. . 

CARPENTER, J. L. Atomic Safety and Licensing Board Panel. 

19635:036. 24X F I ch e 50-322. 83/07/ 14 , 8307 1 90002. 


1 lpp. 


830720001? Confirms agreements reached during 830622 telcon re cables 
For cow energy lighting fixtures Redundant circuit 
protection device (fuse) will be sized L located to ensure 
no credible faults can damage Class IE cables 

SMITH, J.L Long Tsland Lighting Co. 83/07/14. DENTON, HR. Office 
of Nuclear Reactor Regulation, Director 3pp 17647049 24x 

Fiche: 30 - 322 , 03 / 07 / 14 , 0307200012 . 


F. Security, medical, emergency b f Ire protection plans 


9307270034 Forwards Rev 6 to security nl 
(ref 10CFR73. 21 ) 

MUSELER.W J. Long Island Lighting Co 
Office of Nuclear Reactor Regulation, 
24 X Fiche 50-322 . 83/07/19, 0307270034 


an Rev withheld 

03/07/19 DENTON, H R. 
Director 2 pp. 19749:324. 


8307280075 Forwards preliminary detailed control 
program plan, per 630414 commitment 
SMITH, J. l. Long Island Lighting Co. 33/07/20. 
of Nuclear Reactor Regulation, Director 2pp 
Fiche: 90-322. 83/07/20,83072000 75 . 


room design review 

DENTON, H. R, Office 
17790:249. 24X 


ForiJar<|1 sncls fee Teledyne Engineering Svcs 030712 Itr tc 
NRC re independent design verification program. Enc 1 s 
unavailable when Itr sent on 0307 1 2. Cer t i f ica te of Svc end 
BOR DEWICK, D. M. Hearing Branch 3. 83/07/18, BRENNER, L , 

FERGUSON. G. A. , MORR 1 5, F. A. Atomic Safety and Licens ing' Daard Pane 
40pp. 19647:075. 24X Fkch e 50-322, 83707/18, 8307200089. 


S3073S059P Nottficattor of S3O720 n»t,ng U ,uUI ,n Wadin 9 Biver.NY to 
discuss applicant staffing 6 qualifications. 


CARUSO, R. 
Branch 2 


Licensing Branch 
4pp 19718:069 


quai 

2. 83/07/18 SCHHEWCER, A. Licensing 

24X Fiche; 50-322.83/07/18, 0307 25059 2, 


8307250477 Provides description of mods to portion of reactor vessel 
water level measurement sys b ECCS initiation logic. based on 


agreement reached during ASLB hearings, 

SMITH, J. L. Long Island Lighting Co. 83/07/19 
of Nuclear Reactor Regulation, Director 
Fiche: 30-328, 93/07/19.0307250477. 


DENTON, HR, Office 
6 pp. 19701:201. 34X 


9307280127 Notification of 030720 meeting Wutii * Suffolk County In 
ciaJk?ng PrU,Sl t0 diScu5S emergency diesel cylinder head * 

MCCABE, E^ Rejton l* OfFice of Director. 83/07/19. Region l, 

0307280^27 ° T 3PP ' t9026;O3fi - 2^ Fiche: 50-322.83/07/19, 


8307200100 Advises that util 830630 Hr re Tech Spec trip setooinfcs 
,n '° rreci SUHC '"'"‘ ,8r C8rr “ t 

Tt'Zt.'ir R«^.; , ^^,^;;i, in g ( ^ cto ® 3 '°- 7/so * «»., 

F fc c h •: 50-322, 83/07/20, B30728 0 1 00 . 


2 pp. 


19791:183, 24X 


— 03O728OOB1 "Detailed 
Shoreham Station. ” 
* General Physics 
69pp 19790:251 


Control Room Design Review Program Plan for 

Carp 83/07/1? Long Island Lighting Co. 
24X Fiche 50-322,63/07/20, 8307200075. 


0307260049 Forwards NRC 830601 * 17 llr* to FEMA requesting 
findings tj determinations on emergency plap>s 

Rnni^rniru „ j v v 


0ORDENICK, 0 M 
Latham f. Shea 
0307260049 


Hearing Branch 3. 
4pp 19727:351. 


B'J/07/25, LATftAM, 3 B. 
"!4V Fiche 50-322, 83/07/; 


FEMA 

Twomey, 

!5, 


8307290008 Forwards NRC 830722 Itr 
otic 1 

BORDEN I C K, D M. Hearing Branch 3 
Latham «, Shea 2pp. 19815 355 
□307290008. 


to FFMA re util transition plan W/o 

03/07/20, LATHAM, S B Twomey, 
24X Fiche 50-322, 03/07/28, 


G. Adjudicatory correspondence 


8306150303 Reply to Suffolk County B30531 response to NRC * 
oppositions to County 830502 motion h 630510 addendum re 


util 


proposeu emergency diesel generator c on tent ion Cev t i f i cate 
of Svc end. Related correspondence 

03/OA/n/ L a ? 9 Ll 9 h tmg Co IRWIN, D P. Hunton & Williams. 

Tnn SS'SL Atomic Safety and Licensing Board Panel. 27pp. 

10047 204. 24X Fiche: 50-322, 63/06/09, 8306150303, P 


B307030180 Adopt* Suffolk County answer h opposite 
for low-power aL «< contentions. 

LATHAM, S B, Twomey, Latham h Shea. LATHAM, S B. 
03/06/27 MORRIS, P. A. , CARPENTER, J. H. , BRENNER, 
Licensing Appeal Panel lp 19190-36? 24X Fi 
8307050180 


on to util 

Southamp 
L. Atomic 
cho: 50-322 


motion 

ton, NY. 

Safety and 
, 83/06/27, 
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8307050261 Requests to submit written limited appearance statement for 
prehearing conference. 

PRICE- W C Affiliation Unknown 03/06/28. NRC - No Detailed 
Affiliation Given Ip 19197:143 24* Fiche 30-322, 83/06/28, 

0307030261. 


0307030266 Joint compilation of settlement agreement obligations per 
030201 request. List of obligations made under settlement 
agreements & resolution of Phase l emergency planning 
contentions enc l . C er t i f i ca t e of Svc end. 

REPKA, D. A. Hearing Branch 3. IRWIN, D. P Long Island Lighting Co 
LETSCHE, K J. Suffolk County, NY. B3/06/2B 39pp 19197:104. 24X 

Pi che: 30-322, 83/06/20, 0307050266. 


8307030046 Motion to defer Commission action on certified question re 
emergency planning until views of parties heard. Since no 
adequate offsite emergency preparedness exists or planned, 
law-power OL issuance f ut i 1 e. Cer ti f t cats? of Svc end. 

DYNNER, A. R Suffolk County, NY. DYNNER. A R. Kirkpatrick, Lockhart. 
Hill, Christopher & Phillips 83/06/29 Commissioners. 11pp. 
19192:164. 24X Fiche: 30-322, 83/06/29, 8307050046. 


8307030067 Opposes NRC proposed issuance of order permitting util to 
operate plant at law power w/a workable offsite emergency 
response plan, 

COHALAN.P. F. Suffolk County. NY. 83/06/29. PALLAD INO. N. J. , 
GlLlNBKYfV. , ASSELST 1NE, J. K. Commissioners. 2pp, 19192" 147. 24X 

Fiche: 30-322, 83/06/29, 9307030067. 


8307060224 Requests to make limited appearance statement at 030714 
hearing in Hauppaug e , NY. 

RICHARD, M E. Affiliation Unknown. 83/06/29. Office of the 
Secretary of the Commission. Ip. 19239 361. 24X 

Fiche: 30-322, 83/06/29, 8307060224 


8307070203 Response opposing Citizens for Orderly Energy Policy, Inc 
830614 petition to i ntervene. Cr 1 ter ia for late filing not 
met. Sub s tant i ve interests can be protected through limited 
appearance statements. W/Cer t i f i cate of Svc. 

LATHAM, S. B. Southampton, NY. 83/06/29 Atomic Safety and 
Licensing Board Panel 14pp. 19269 294. 24X F ich e 50-322. 83/06/29, 

8307070203. 


8307010068 Forwards list of specific mods to draft emergency planning 
contentions which might eliminate portion of redundancy. 

Enel listing does not address propriety of contentions, 
defects in form qr other possible objections 

REPKA, D. A. Hearing Branch 3. 83/06/30 LETSCHE, K. J. , MCMURRAY, C M. 

Kirkpatrick, Lockharti Hill, Christopher \ Phillips DOUGHERTY - , J 
Dougherty, J. B. 6pp. I9l7i 121. 24X F i ch e : 50-322. 03/06/30, 

0307010068. 


0307030113 Order CLI-03-17, acc ep ting ASL.8 830420 certification of issue 
re issuance of low-power OL, Uncer tainty ip uti) compliance 
w/emergency planning requirements does not bar issuance of 
low-power OL. 

CHILKiS. J. Commissioners. 83/06/30 8pp 19220:025 24X 

Fiche: 30-322, 03/06/30, 8307030113. 


0307050192 Answer opposing util 830629 motion to defer Commission 
action. Moves to strike PF Cohalon itr. Motion is mere 
delaying tac t i c, Cer t i f i cate of Svc end 

REVELEY, W. T. Long Island Lighting Co. REVELEY, W. T. Hunton & 
Williams. 83/06/30. Commissioners Bpp 19199 189 24X 

Fiche: 50-322, 03/06/30. 8307050192. 


8307060167 Requests to make limited appearance statement at B3D713 6 14 
prehearing conference in Hauppauge, NY. 

LATHAM, K. L. Affiliation Unknown 83/07/01. Office of the 
Secretary of the Commission lp 19249 109. 24X 

Fiche: 30-322, 83/07/0 1 , 8307060 1 67. 


8307070192 Forwards util requests for relief from ASME Section XI 
inservice testing program requirements for check valves. 

Nature of rel i ef , jus ti f i cat i one */ar alternate testing 
provided for each request. Related correspondence. 

FLANAGAN, D. 0. Hunton & Wil 1 1 ams 83/07/0! BRENNER, L. , 

MORRISiP.A. , CARPENTER, J. H. Atomic Safety and Licensing Board Panel. 
24pp. 19269:176. 24X Fiche : 50-322, 83/07/01 , 8307070192. 


0307000184 Forwards executive summary of final rept, "Independent 
Design Review for Shoreham Nuc 1 er Power Station " Final rept 
will be available end of Jul. Related correspondence. 

EARLEY, A. F. Hunton 6 Williams. EARLEY, A. F. Long Island Lighting 
CO. 03/07/05. BRENNER , L. , CARPENTER, J. H. . MORRrs, P.A. Atomic 
Safety and Licensing Board Panel 43pp 19351 356 24X 

Fiche: 50-322, 83/07/05. 8307080184. 


0307080194 Proposed schedule for resolution of emergency diesel 
generator cylinder head cracking issue per ASLB 830622 
memorandum !< order. Long-term effects of vibration will be 
resolved inf orma 1 1 y. Cer ti P i cate of Svc enci. 

EARLEY, A. F. Long Island Lighting Co. 83/07/06. 6p p 19351:350. 
24X Fiche; 50-322.83/07/06,8307080194 


8307080425 Concurs w/propcsed 830722 target oate for determining 
whether diesel generator head cracking issues amenable to 
settlement or requires litigation 

REIS, E J Hearing Branch 3 83/07/06. BRENNER, L. . MORRIS, P A 

CARPENTER. J L Atomic Safety and Licensing Board Panel 2p p 
19347 267 24X F i c h e 50-322, 83/07/06, 8307080425 


8307110296 Submits schedule rept re contention on cylinder head 
crac king 

DYNNER, A R. Kirkpatrick, Lockhart, Hill, Christopher h Phillips 
DYNNER, A R Suffolk County, NY 83/07/06 BRENNER, L J. , 

CARPENTER , J L . MORRIS, P.A Atomic Safety and Licensing Board Panel. 
3pp. 19374:360. 24 X Fiche “0-322, 03/07/06, 8307 1 10296. 


8307110358 Request for leave to reply to Suffolk County 030627 answer 
opposing util 830600 motion for law power GL Arguments 
opposing motion could not be anticipated 6 recent 
developments need to be ad dressed Cer t i f i cate of Svc end 
CHRISTMAN, J. N. Long Island Lighting Co 83/07/06. Atomic Safety 
and Licensing Board Panel 5pp 19380:220 24X 

Fiche: 50-322, 83/07/06, 0307110398 


8307110039 Response to Suffolk County , Shoreham Opponents Coalition C< 
Town of Southhampton draft emergency planning contentions 
which were consolidated tu/Norlh Shore Committee contentions. 
Certificate of Svc enc 1 

REPKA, D A Hearing Branch 3 83/07/07 Atomic Safety and 

Licensing Board Panel. 43pp 19375.253 24X F i c he : 30-322, 03/ 07/07 , 

8307 110039 


B307110042 Response opposing Citizens for Orderly Energy Policy 830623 
draft contentions supporting util offsite emergency plan. 

Contentions unnecessary to support intervention of party 
supporting license application W/Cer t i f ic ate of Svc 
REPKA, D A Hearing Branch 3 03/07/0/ Atomic 3afety and 

Licensing Board Panel Bpp 19375 303 24X Fiche: 50-322, 83/07/07, 

03071 10042 


B3071103I3 Order granting util 030706 motion for extension until 
030708 to respond to imtervenor revised emergency planning 
contentions. Response must be served by COB on 030708 Good 
cause shown. 

LAURENSON. J. A Atomic Safety and Licensing Boat'd Panel 83/07/0 7 
Long rs l and Lighting Co. 2pp 19301:262 24X 

Fiche. 50-322, 03/07/07, G3Q7UG315 


8307110319 Order granting util 830706 request for leave to reply to 
Suffolk County answer opposing util motion for low power OL. 

Reply due B3Q718. NRC may File reply on same date. Courtesy 
notification end 

BRENNER, L Atomic Safety and Licensing Board Panel 03/07/07 
Long Island Lighting Co. 3pp 19381. 273. 24X Fiche: 30-322. 

03/07/07, 8307110319. 


8307110336 Memorandum U order setting diesel generator contention 
schedule. Courtesy notification end 

BRENNER, L Atomic Safety ami Licensing Board Panel. 83/07/07 6pp 
19381:295 24X Fiche: 30-322. 83/07/07, 03071 10336 


8307110363 Advises that draft content l ons i f i led by Citnens for Orderly 
Energy Policy, Inc on 830623, should be considered Final 
contentions. 

SWARTZ. L L. Pacific Legal Foundation SWARTZ. L L Affiliation 
Unknown 83/07/07 LAURENSON, J A KLINE, J R. Atomic 5afety and 
Licensing Board Panel. Ip. 19300:260 24X F i c he 50-322, 63/07/07 , 

□307110363. 


8307120350 Forwards final consolidated emergency planning contentions 
LETSCHE, K J. Kirkpatrick, Lockhart, Hill, Christopher & Phillips. 
LETSCHE- K J. Suffolk County, NY LETSCHE, K. J North Shore 
Committee Against NucleaT Za Thermal Pollution 83/07/07. 

LAURENSON. J. A . KLINE. J R , L IVlNGSTQN, M S Atomic Safety and 
Licensing Board Panel lp. 17426 318 24X Fie he 50-322, 83/07/07, 

8307120350. 


--0307120367 Final consolidated emergency planning contentions. 
Certificate of Svc enej. 

LETSCHE, K. J Suffolk County. NY DOUGHERTY, J B Shoreham 
Opponents Coalition SHAPIRO.R North Shore C orrirru t te e Against 
Nuclear !, Thermal Pollution. 83/07/07 Atomic Safety and 
Licensing Board Panel. 204pp 19426:319 24X 

Fiche 50-322. 03/07/07, 03O7J2O39O 


8307120593 Forwards util motion for summary disposition of diesel 
generator cylinder head cracking issue Related 
correspondence. 

EARLEY, A. F, Hunton Williams EARLKY-A F Long Island Lighting 
Co 03/07/07 BRENNER, L Atomic Safety and Licensing Board Panel 
Ip. 19433:017. 24X F tch e : 50-322, 83/07/07. 8307120593 
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— 830712059* Motion for summary disposition of Suffolk County diesel 
generator contention Wo genuine issue of mat! fact exists & 
util entitled to favorable decision Statement of matl Facta 
end. 

EARLEY, A. F Long Island Lighting Co. * Hun ton ft, Williams 
83/07/07 Atomic Safety and Licensing Board Panel. 20pp. 

19433:036. 24* Fich b : 50-322, 83/07/07 , G30712G593 


0307140439 Forwards Teledyne Engineering Svcs 030629 Itr to NRC re 
independent design verification p r og ram. C er t i f i c a t e of 8vc 
end. 

BORDENtCK, B. M Hearing Branch 3. 03/07/12 BRENNER, L. , 

CARPENTER. J. L. , MORRIS, P. A Atomic Safety and Licensing Board Panel 
4pp. 19520:333, 24X F£ ch e 30-322, 03/07/ 1 2. 0307 1 40439 


■8307120601 Affidavit of EJ Youngling re diesel generator cracks 
Reasonable assurance exists that no odd! cracks or leaks in 
remaining cyLinder heads will occur due to 600 li operation 
YOUNGLING, E. J Long Island Light ing Co. 63/07/07. 9pp 
19433:038. 24* F i ch e : 50-322. 93/07/07, 8307 120593 


6307120606 Affidavit of RA Pratt re diesel generator cracking. 
Reliability record of improved, current prodcution cylinder 
heads provides add! assurance cylinder heads free from 
costing imper fee t Ions, Prof qualifications encl. 

PRATT, R. A. Long Island Lighting Co PRATT, ff . A. Transamerlca 
Be lava 1 , Inc. 03/07/07. 27pp. 19433:047. 24X 

FlChe; 50-322 , 83/07/07,0307120593 


— 6307120616 Advises that final PRA completed It sent to NRC & Suffolk 
County ASLOs, Other parties will not be served due to expense 
of reproducing multi-vcl PRA 

EARLEY, A. F. Hunfcon ft, Williams. 63/07/07. BRENNER, L. , 

LAI/REN50N, J. A Atomic Safety and Licensing Hoard Panel. 2pp. 
19433:074. 24 X F i c h e : 30-322, 93/07/07. 8307120593. 


3307150290 Affidavit of RA Pratt re cracks in cylinder heads of diesel 
generators. Reasonable assurance trusts that casting 
Imperfections unlikely in original model cylinder heads. 

Related correspondence 

PRATT i R. A. Trane Co. 03/07/07. 16pp. 19532 177. 24X 

Fiche: 50-322, 83/07/07, 0307150290. 


6307120391 Objections to intervener 830705 draft consolidated emergency 
planning contentions. Contentions 1 eng thy, wordy-, rep eti t ive 
lr, not sequentially numbered Certificate of Sve encl. 
ttCCLESKEY, K, E. Long island Lighting Co. NCCLESKEY, K. E. HuntonBc 
Uilliams, 63/07/08 Atomic Safety and Licensing Board Panel. 

72pp. 19426:094. SAX F l ch e : 50-322, 83/07/08, 3307 120301 . 


■8307120426 Prehearing conference order re 920720 prehearing conference 
re proposed contentions on util emergency plan. 

BRENNER, L. , MORR I S, P _ A . , CARPENTER, J. H Atomic Safety and Licensing 
Board Panel. 02/07/27. 43pp 19426.166. 24X 

Fiche : 50-322, 93/07/08, 8307 l 203 B 1 


8307120554 Answer opposing Suffolk County 830627 motion frr leave to 
file contentions re onsite emergency preparedness. 

W/specific objections to contentions 6 Certificate of 8vc. 
CHRISTMAN, J . N Long Island Lighting Co CHRISTMAN, J. N. Hunton U 
Williams 03/07/08 Atomic Safety and Licensing Board Panel. 
52pp, 19432:075 24X Fi c he 50-322, 83/07/08, 8307 I 20554 . 


0307140442 Advises of commencement of NRC insp of diesel generator 
v-endoT, by Region IV. Region will attempt to expedite insp. 

Written, rept to be Issued approx 30 days after insp 
completion. 

80RDENICK, B. M Hearing Branch 3 63/07/12. BRENNER, L, # 

MORRIS, P. A. , CARPENTER, J. L Atomic Safety and Licensing Board PaneL 
2pp. 19320:343 24X Fi che : 30-322, 03/07/12, 8307 140442. 


8307140444 Forwards Suffolk County response to util abjections to 
intervener consolidated emergency planning contentions it NRC 
response to draft emergency planning contentions. 

MILLER, M S. Kirkpatrick, Lockhart, Hill, Christopher & Phillips. 
MILLER, M, S. Suffolk County. NY. 83/07/12. LAURENSGN, J. A, , 

KLINE, J. A , LIVINGSTON, M. S. Atomic Safety and Licensing Board Panel 
Ip. 19521:271. 24X Fic he: 50-322, 83/07/12. B3071 40444. 


-8307140448 Response to util 830708 objections to intervenor 
consolidated emergency planning contentions & NRC 830707 
response to draft emergency planning c on t ant i ons, Cer t i f i C4 1 e 
of Svc encl. 

MILLER. MS. Suffolk County, NY. MJLLER, M. S. Kirkpatrick, 
Lockhart, Hill, Christopher ftt Phillips, 03/07/12. Atomic Safety 
and Licensing Doard Panel 42pp 19521:272. 24X 

Fiche: 50-322, 03/07/12, 8307140444 


03O714O446 Responds to 030708 informal document request re diesel 
generator cylinder head cracking c o-ntent ion. NRC sent portion 
of documents on 830712. Issuance of Energy Consultants, Inc 
rept immi non fc, 

BORDENICK, J3 M. Hearing Branch 3. 03/07/12. DYNNER, A. R, 

Kirkpatrick, Lockhart, Mill, Christopher & Phillips. 2pp 
1 9521 : 254, 24X Fich e: 50-322, 03/07/ l 2, 0307140446 


□307140470 Cross-reference for emergency planning c ontent 1 ons, between 
Suffolk Coun ty, Sh or eh am Opponents Coalition 6 Town of 
Southhampton 830623 separate draft contentions ft, intervener 
830707 final c on t ont i ons . C er fc i f i c a t e of Svc encl. 

REPKA, D. A. Hearing Branch 3. 83/07/12 Atomic Safety and 

Licensing Board Panel. 13pp 19520 270 24X Fi the: 30-322, 83/07/12, 

6307 I 40470. 


8307150308 Citizens for Orderly Ene 
opposition to Citizens petition t 
injury demonstrated, petition time 
scape of proceeding Certificate o 
SWARTZ, L.L. Pacific Legal Founda 
and Licensing Board Panel, 12pp, 
Fiche: 50-322, B3/07/12, 8307150308 


rgy Policy, Inc reply to NRC 030629 
a i ntorvene. Par t i cu lar 1 zed 
ly & contentions within 
f Svc encl. 

tioi>. 03/07/12. Atomic Safety 
19532:329. 24* 


□307200222 Affida 
con tenti on. Thre 
heads to be rep 
correspondence. 
YOUNGLING, G. J. 

24 X Fiche: 50-3 


Vkt of EJ Youngling re Suffolk County diesel generator 
o leaking Delaval cylinder heads replaced. All 
laced as soon as practicable Related 

Long Island Lighting Co 83/07/06. 9pp. 19646:096 
22, 83/07/OS, 0307200222. 


0307180213 Disputes alleged 030707 agreement not to request addl time 
to revise response ta 830623 content i ons. Re lated 
< or r os p ond enc e. 

MCLG6KEY, K. E Hun ton ftt Williams. 83/07/12 LETSCHE, K. J. 
Kirkpatrick, Lockhart, Hill, Chr i s top h er ft< Ph i 11 i p s . 3pp 
19555:106 24X F 1 1 h e : 50-322, 83/07 / 1 2, 83071 802 13 


8307150290 Opposes granting of Inu power QL 

LATHAM, K. L. Affiliation Unknown. 03/07/09. Atomic Safety and 
^n??linL BOard Pflnel lp iwarai?. 24X Fiche 50-322,03/07/09, 

□ Jv) / I 


8307140447 Advises that plant const <j»! 1 be complete by Aug 
Administrative work necessary for fuel load will not be 
complete until Sept. 

REVELEY, N T. Hunton ft, William REVEtEY. W 7. Long Island Liaht 
Sd 83/07/ 1 1 BRENNERrL. , CARPENTER, J. H , MORRIS, P A. Atomic 
Safety and Licensing Board Panel. lp. 19521-242 24X 

Fiche: 50-322. 03/07/11. 6307140447. 


6307140471 Notice 
fllRKENHElER, J. 
Lockhart, Hill. 
24 X Fiche 50-322 


of appearance in pi 
Suffolk County. NY. 
Christopher ft. Ph i |l 
,83/07/11, 030714047 


oceedzng. Certificate of Svc encl 
BIRKENMEIER, J. Kirkpatrick, 
ips 83/07/11. 4pp. 19520:266. 
1 


□307180082 Expresses 
LILCD to low powe r 
re offsite emergenc 
inconsistent U dist 
CUOMO, M M New y© T 
and Licensing Board 
Fi che: 50-322, 93/07/ 


shock at recent NRC action re "entitlement" of 
license despite existing uncertainties 
y planning Current regulations absurd, 
r ess log Care ful consideration urged 
k, State of. 33/07/11 COTTER, P. Atomic Safe 
Panel 2pp. 19360: 266 24X 

11,6307100082 


ty 


6307 l 503 1 4 Answer opposing Suffolk County 030627 motion for leave to 
file contentions re onsite emergency p lann l ng. Motion 
involves matters dismissed from V stipulated out of 
proceeding t, unt lme 1 y . Cer ti f ica t e of Svc encl. 

REI&,E. J. Hearing Branch 3. 03/07/13. Atomic Safety and 

Licensing Doard Panel 31pp. 19332:341. 24X F iche: 50-322, 63/07/13, 

8307 1 30314. 


G307190002 Forwards HR Denton 630711 memo resolving JH Conran differing 
prof opinion re potential safety significance of lack of 
progress in resolving Unresolved Safety Issue A-17, "Sys 
Interaction, ,J 

RAWSON, R. J. Hearing Branch 3. 03/07/14. BRENNER, L. , MORRIS, P. A,, 

CARPENTER . J. L, Atomic Safety and Licensing Board Panel. llpp 
19635:036. 24 X F U he : 50-322, 03/07/ 1 4, 0307 190002. 


B3073Q02 10 Confirms discussions at 830713 prehearing conference re 
providing Town of Southhampton ft, other emergency planning 
parties w/correspondence between NRC ft< FEMA on FEMA review 
of util interim offsite emergency response plan, 

LATHAM,, 5. Twomey, Latham U Shea. 83/07/14. BORDEN ICK* B. M. Hearing 
Branch 3 PERRY, B, Federal Emergency Management Agency, 2pp 
19640 : 020 . 24X Fi c he: 50-3-22, 03/07 / 1 4, 0307200210. 


8307130134 NRC schedule estimates for const completion ?< readiness for 
fuel loading, per B30707 r eques t. Fina 1 site SER expected by 
end of Aug l 983. C 1 o seo u t of open items anticipated bo 
support proposed Oct 1903 fuel toad date 

B0RDEN1CK, n. h, Hearing Branch 3. 03/07/15. 4pp. 19357:064. 24X 

Flcfie: 30-322, 03/07/ l 3. 3307 1S0134 
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8307180231 Order ruling Suffolk County motion for Commission ruling on 
plan for emergency preparedness is precluded by NRC rules. 

Objections should be presented to ASLAB w/motion for 
directed certification W/Commissioner Gilinsky dissent. 

CM1LK. S J OfficB of the Secretary of the Commission. 03/07/15 
3pp 19535:093, 24X F l c he SO-322, 03/07/ 1 5, 8307 10023 1 


3307250270 Forwards NRC response to u 
of Suffolk County diesel generator 
executed affidavit forthcoming 
DOR DEN I CK. fl H Hearing Branch 3. 

FERGUSON* <3 A. - MORRIS- P A Atomic 
3pp 19705295 24X Fiche 50-322, 


til motion for summary disposit 
contention EG Greenman 


03/07/22- BRENNER- L. . 

Safety and Licensing Board Pane 
03/07/22, 0307250270 


i an 


1 . 


3307190323 Reaffirms ASLB commitment to adjudicatory responsibilities- 
in response to 030711 1 tr, ASLB decisions based solely on 
record & free from external influences 

COTTER, DP Atomic Safety and Licensing Board Panel 03/07/15 
CUOMO-M. h New York- State of 2pp 19632:110 24X 

Ft Che: 30-322, 83/07/13, 0307190323 


0307200009 Forwards encls to Teledyne Engineering Svcs 830712 1 tr to 
NRC re independent design verification program Encls 
unavailable when ltr sent on 0307 1 2. Cer 1 1 f i ca t e of Svc end. 
BDROENICK, B. M. Hearing Branch 3. 03/07/10 BRENNER, L . 

FERGUSON. 0, A - MORRIS, P. A. Atomic Safety and Licensing Board Panel. 
40pp. 19647:073. 24X Fi c he : 50-322. 03/07/ 1 0. 8307200009 


8307200102 Response to Suffolk County answer opposing util 030629 
motion for low power OL, Re 1 berates conditional support of 
motion. Addl findings must be made by NRC before low power OL 
l ssusd . Certi f icate of Svc enc 1 

BORDEN ICK, D. M. Hearing Branch 3. 83/07/10 Atomic Safety and 

Licensing Board Panel 10pp. 19647:146. 24X Fich e : 50-322, 83/07/ 18. 

0307200102. 


B307210164 Response to Suffolk County 830627 opposition to applicant 
030600 motion for low power OL. County answer attempts to 
reopen questions resolved by ASLB & Commi s s i on. Cer t i f i ca to 
of Svc end. 

CHRISTMAN, W, T, Long Island Lighting Co. CHRISTMAN, W T. Hunton & 
Williams. 83/07/18 Atomic Safety and Licensing Hoard Panel 

23pp. 19669:112. 24X F i c he : 30-322, 03/07/ i B. 030721 01 64. 


--8307250279 Response supporting util 030707 motion for partial summary 
disposition of Suffolk County diesel generator c ontent i on. No 
issue of matl fact exists. EG Greenman unexecuted affidavit & 
Certificate of Svc end 

BORDEN I CK, B M Hearing Branch 3 83/07/22 Atomic Safety and 

Licensing Board Panel. 0pp. 19705297 24X Fiche SO-322, 

83/07/2 2. 0307250270 


8307260347 Forwards Suffolk County answer opposition to util motion 
for partial summary disposition of Suffolk County diesel 
generator contention re cylinder head cracking. W/o end. 

OYNNER.A.R Kirkpatrick, Lockhart, Hill, C h r i « toph er & Ph 1 1 1 i p s. 
DYNNER. A. R. Su f f o l k County , NY 83/07/22. BRENNER, L. J. Atomic 
Safety and Licensing Board Panel. Ip 19726:001 24X 

Fiche: 50-322, 03/07/22- 8307260347 


8307260409 Forwards EJ Youngling unexecuted affidavit re questions 
raised in ASLB 030720 memorandum ti order on diesel 
g enera tor s. Pr i or to fuel load.util will implement commitment 
to replace cylinder heads. Certificate of Svc end 

EARLEY. A F. Hunton & Williams 83/07/22. BRENNER, L. , MORRIS- P. A., 
FERGUSON, G. A. Atomic Safety and Licensing Board Panel. 11pp. 
19733:191. 24X FI c h e 30-322. 83/07/22, 0307260409. 


0307260049 Forwards NRC B30601 *, 17 ltrs to FEMA requesting FEMA 
findings & determinations on emergency plans. 

BORDENICK.B. M. Hearing Branch 3 03/07/25. LATHAM, S B Twomey- 

Latham l Shea. 4pp. 19727 351 24X Fiche 50-322, 03/07/25, 

8307260049. 


0307260096 Staff requirements memo re 830714 af f irmation/di scussion tc 
vote approving rev to 10CFR71 & order dismissing Suffolk 
County motion for Commission to reject licensee emergency 
plan. 

CHILK, 8, J. Office of the Secretary of the Commission. B3/07/IB 
DIRCKS-W.J. Office of the Executive Director for Operations. 
PLAINE.H. H. Office of the General Counsel FDUCHARD- J. J. Office of 
Public Affairs. 2pp. 19786.219. 24X Fi c h e : 50-322, 03/07/ 1 0, 

0307260096, 


0307260302 Motion to compel discovery of documents identified in 
Suffolk County 030700 request to util Five-day extension 
requested to decide on head cracking contention due to 
util tard iness. Cor t i f i cate of Svc end 

OYNNER.A.R. Suffolk County. NY. DYNNER, A. R. Kirkpatrick, Lockhart, 
Hill, Christopher & Phillips. 03/07/19 Atomic Safety and 

Licensing Board Panel . SOpp 19726:232. 24X Fiche: 50-322- 03/07/19, 

0307260302. 


0307220337 Response to util h NRC 030700 h 13, respect ivnl y, oppos i tions 
to Suffolk County 830627 motion for leave to file 
contentions re onsite emergency preparedness. Contentions 
allege inadequacy in util plan. Certificate of Svc end 
LANPHERrL. c. Suffolk County, NY. LANPHER, L, C Kirkpatrick. 
Lockhart, Hill, Christopher 6 Phillips 83/07/20 Atomic Safety 

and Licensing Board Panel 25pp. 19673: 149 24X 

Fiche: 50-322, 83/07/20, 0307220357. 


0307220366 First prehearing conference order re 030713 prehearing 
conference in Hauppauge»NY & notice of 830809 second 
prehearing conference in R iverhead, NY. Interveners ordered to 
file redrafted contentions by 830726. 

LAURENSON, J. A. Atomic Safety and Licensing Board Panel 03/07/20. 
6pp. 19676:090. 24 X Fi che : 50-322- B3/07/20, 0307220366. 


0307220369 Memorandum & order denying Suffolk County 830719 motion for 
deferral of 030722 date to respond to util motion for 
summary disposition re cracks in diesel generator cylinder 
heads. 

□RENNER, L. Atomic Safety and Licensing Board Panel. 03/07/20. 
Suffolk County, NY. 5pp. 19676:104. 24X Fiche: 90-322- 03/07/20, 

0307220369. 


8307250140 Advises that NRC will forward future c orr e 5 p ondenc e between 
NRC %r. FEMA re FEMA review of util interim offsite 
radiological emergency response plan to extent 
correspondence otherwise available in PDR. 

DORDENICK. B. M Hearing Branch 3, 03/07/21. LATHAM, S. B. Twomey, 

Latham b Shea. 2pp. 19706:099. 24X FlC he: 50-322- 03/07/21* 

0307250140. 


0307260411 Advises that Util will issue Rev 1 
radiological emergency response plan by end 
Include response to FEMA review & will addre 
County comments & minor inconsistencies. 
MCCLE8KEY, K, E. Hunton K. Williams. 03/07/21 
KLINE, J. R. , LIVINGSTON, M. S. Atomic Safety a 
2pp. 19733:133. 24X Fiche: 50-322. 83/07/21 


to plant local offsite 
of Jul . Rev wl 1 1 
54 Suffolk 

LAURENSON. J. A. , 
nd Licensing Board Panel. 
, 0307260411. 


B3Q7270140 Advises that util requested to send ASLB final PRA. Four vol 
set will be shipped separately 

EARLEY, A F. Hunton b Williams EARLEY, A F Long Island Lighting 
Co. B3/07/25 BRENNER, L Atomic Safety and Licensing Board Panel, 
lp. 19749:341. 24X Fi Che : 30-322, 83/07/29, 3307270140. 


0307290154 Forwards revised emergency planning contentions it memorandum 
re revised contentions. 

LETSCHE, K J Kirkpatrick, Lockhart- Hill, Christopher b Phillips 
LETSCHE- K J. Suffolk County, NY. LETSCHE, K. J. Southampton, NY 
03/07/26. LAURENSON, J. A . . KLINE- J R , L 1 V I NGSTQN, M 5. Atomic Safety 
and Licensing Board Panel lp 1982J162. 24X 

Fiche: 30-322, 03/07/26, 0307290154. 


— 8307290159 Memorandum re revised emergency planning contentions 
Contentions sequentially numbered, redraf ted to eliminate 
repetition t< redundancies It reorganiied per new sub j matter 
categories. Certificate of Svc enc 1 

LETSCHE, K. J. Suffolk County, NY DOUCHERTY, J B. Shoreham 
Opponents Coalition. SHAPIRO, R North Shore Committee Against 
Nuclear ?< Thermal Pollution 83/07/26. Atomic Safety and 
Licensing Board Panel. 200pp 19021:163 24X 

Fiche: 50-322, 03/07/26, 0307290134 


0307200039 Forwards EG Greenman executed affidavit supporting util 
motion for summary disposition of Suffolk County diesel 
generator contention 

BORDENICK, B M. Hearing Branch 3. 83/07/27. BRENNER, L , 

FERGUSON, G. A. , MORRIS, P A Atomic Safety and Licensing Board Panel. 
2 pp. 19791:190. 24X Fiche : 50-322, 83/07/27, 0307200039. 


— 0307200043 Affidavit of EG Greenman supporting util motion for partial 
summary disposition of Suffolk County diesel generator 
contention Imposition of Tech Spec requirements is adequate 
safeguard against loss of offsite power consequences. 

GREENMAN, E. 0. Division of Project 6 Resident Programs. 83/07/25. 
3pp. 19791192 24X Fiche : 50-322, 03/07/27. 8307200039. 


0307290000 Forwards NRC Q30722 ltr to FEMA re util transition plan. W/o 
enc 1. 

BORDENICK.B M Hearing Branch 3. 03/07/20. LATHAM, 5 B. Twomey, 

Latham b Shea 2pp. 19013:333 24X Fit he: 30-322- 83/07/20- 

8307290000. 


K Utility Final Safety Analysis Report (FSARl b amends 


8307200002 Amend 48 to application for OL- con-si sting of Rev 30 to FSAR, 
correcting discrepancies identified by plant conf iguration 
review program 

SMITH. J. L. Long Island Lighting Co. 63/06/30. DENTON, H. R. Office 
of Nuclear Reactor Regulation. Director. 4pp. 19632:001. 24X 

Fiche; 50-322, 83/06/30, 8307200002. 


— 8307200003 Rev 30 to FSAR 

* Long Island Lighting Co 03/06/30 749pp. 19652 006. 24X 

Fiche: 50-322, 83/06/30,8307200002. 
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** aje ’* correspondence 


930&270397 Generic Lfcr B 3-26 to all 


applicants for OLs t, holders of 


rri™ ' ?« u,c ^ n9 ,^o 0 ^ 5 ***•”•'“•"* 

Fiche : 50-000, 03/07/03, 8306270397 3qX 


Inspection reports, IE Bulletin* L corr 



espoadence 


steps taken to 
04 

ograjns. 83/06/14 
19169 054, 24X 

” 83 ?r;“r 4 e t p 3 S^° B ^ •'■”■». * — «« 

on peak pressor. 5 ba Ij SI-? .ir f,a "> as "° i»>Poce 

to spray actuation P pre55ure i« reached prior 

DiWsior^of EnJin^iUj UKhllk'i p e:3/0^ ' ,3 MAR TIN. T. T. 

S 4 X F l ch e :so- 3 a 3 .B 3 /o 4 9 i«.a 3 o 5 SloSa 5 sr *'" 5 l0pp - l,,6 ‘ ?:054 - 

a3 n^°°pna° c r r;^.i E RiN “ 3B -^H-. 3 on 830516-, 9. «. 

POLLOCK . n s Dl LinJ 0 ],°a n o"L[ahJ^’" a c ? ' T, | hn < c ai Programs. 03/04/15. 

FioNoso-aaz.ea/SJ.s.a^oiiS?^ 5 2pp 1 ’ la4;3S « «> 
'" B3 n™is°«o J ^ ^."rsipEsp^i? °" ^ mpllin „ 

findin B ..,r. 0 p”Iti™T t«i V “, ,on l»sp 

jja^irrsfSSi r p FF“ aire,t Pro5ram 
S 3 / 06 / 15 . liM . , 55 S!S: L - a J7iS.fi o^^^^coo,,. 

RePt S °- a3a ^3-.9 on 030531-0603, Mo 

PBLLOCK.N S. D 'L®nj°lol«nd ,, Ltih»lno ll C^ rs i ,lnlcal Program, 83/06/24. 
F1C6. 50-333. a 3 /52/ai’MS?ilOSM ’ 5PP ,,374: 345 

“■"SiifSzif 1 9^31-0603. N o 

process & effluont ^»^Tot? P „ P ' P ! P ! ratl0, '? , ts '“"9 of area. 

assr; r: r : fr 'F ! -'- 4 9 ™ 

— *° pp 

^ESr*!“ri^v ;ip0 ”^‘"’ 4 Rept 

resolve item Uel load ■ tmen ta should 

=f”»cUr B««?oi 5 R:;: i ^“^,‘ n g 1P °o t « a3 ' 0 ^ 3l> Office 

Fiche: 50-332. 83/06/30. 0307070090. *" P ° 193,3; 135. 34* 

Water Cooling °Sys of £ ieSel iterators' •• F * j,ure * 

93040 1 1 tr. Initial vec4i‘! ?r tQrs ' * Rw Starosteclci 

will tie performed for s i * *chec i * » V * r< * * cat * on P roc6rf ures 

SMITH, J L. Long isUntf UahffJ„ V ^ IV?S P T4(>r * c ftj el load- 
I- Office cf Doctor 5 92 P5 5 4 ?p MWM.E1T, T. E. Region 

8307070121. PP lt5 t4X Fiche 30-322, 83/06/30. 

93 ™^:° c T:«J E rnsp Bep ‘ =O-^/«-,0 an 83033,-0603. No 

S: s. ai :% m T ^" u *' • •s™™. 
Fiche: 50 - 323 , 83 / 07 / 06 . mSjsioSm ’ PP 1,469 199 S 4 X 

i"s s R rj:,v“; 3 r^;^/ o " n ^^*-^^n 0 nc..p ll .„ c . 

items, insp activities to rn m ^ ?K,J" prev|0l,5l V identified 

itasarl r 51 '--? i9 ™ e ~ 

=PP .9667 201, 34* Vlc.lo-IW M/WwI’laS&wSS: 03/04729 

B3Q7140329 At i receipt; of 830AO7 i - 

correct violations no?Lf 7* »nform»n 9 NHC of step* taken to 

ST4R0ST6CK1.B SIv^,!n i t I E ,,>5P f epl: 50-322/83-10, 

POLLOCK, M. S. Lunj !,Und LlehtinS cn R '?' d '"‘ Pr0Srai ” 1 - B3 '°7'0B. 

Ftcha: 50-323, 83/07/08, 8307l40329 n9 P 1,523;0, 2 34* 


'T.;?g£z £% - * >«» 

o?ti°Jon"«>? op m B 3 r ° 4/27 starostecki.r. 

Flch. : 50 - 322 , 83 ^ 7 / 08 . 9 l 07 ? 4 S 339 3 ^ 3PP 19333 0,3 34 / 

B 3 B f 3 4 aWe 7 .r°n r “" d5 ' E In5P ’" pt 30 ' 333703 - 7 on 8305 , 0-0621 L n.Uc. 
POLLACK, M s R Lons^lsland^LioPtlna^o B 'i i<i8nt Pro »ram». 83/07/08 

Ficke: 50-323, 83/07/08, aSS 7 3^7 5 ZPP 1,7 ° 2 - 04H ' 3 4 * 


-0307250439 Notice of deviation from insp on 830310-0621 

?.pS: 9 ^3^.^^^S5 7 . 03/07/09 " -02:070 


24X 


HIGBINS, J. C. , PETRONE* C D , MCCARF F r n 

Director. 03 / 06 / 23 . ltpp 17702' 071 pi? 1 ?" ° f 

8307250437 . P iv/ 02 . 071 . 24 X Fiche: 30 - 322 , 83 / 07 / 00 * 

PP 1^63.293. 24X Fi che; 30-000,83/07/11,8306270401. 

8306270404 IE Info hJnfiro on a~i nr 

j ‘ °^*«rs l ™c?r ,,hfc-r " a * 

Rosponae (Popt 8301031 83/07/1^ ro Pnr0dne»s 5 Enginesrlng 

vo/, ,=. 941 pp. F,^:‘^r^^?s.^cX 

'rF'" 5 =:«M=T>? ! m.^;-:rjK*i:s:.rs‘s^-j I :s 

°c f 0 ?:;,^;L ua EJ:,pn , c nsp,c rs n Prp » ram * <p “*‘ 

>. 4 PP 1 , 7 , 5 : 270 . 24 X FI ch« .^ 50 - 000 ^ 03 / 07 / M. 8306370406 !" * t ' 

civil p « na^ t r 3 in^amannt 1 of fRol'oo^lsfC.d to°ll Ead ‘"’ p< ” llUon ° f 

KLINGLERfG. 2 AXELrIo ^ cceptdn “ criteria not satisfied. 

Enforcement. 03 / 07 / 15 ! 1 p T 6C 19632 - lO ? 1 C e ^d? f F f C ! ° f In,pBctiDT ’ 

8307190321, P ' lV63S ' 109 24x FI che: 30-322, 83/07/1 J, 


-!Il!-? C ._! P !I?ilr?_ p ' p ° p ^_*_P»lPt»P correspondence 


9307060428 Provid 
of new 

generator components 

SL S.SS: - • 

‘sSnrS.sirKvsE 1 '' 2 "-"- 1 

Office of Nucl^i'seacter^egSu;? 0 ®* r X ic ** f B 3 704 / 3 ° DENTON. H. R. 
FlcdeSO-ass.Ba/oA/ao.ogo,. 9 , 3 ^ 10 "' ‘ >,rl " :tor ‘p 1 , 16 B: 35 B. 241 

Nupiaar p - p 

- — 

NR T 2-SI^2-2i R B 3 /OT/?S ° f p P 7 Je “ 4 R ”' 4 P'’t Programs, 

3 >p. .fSo^Tu. B3 ^x h .r^:S3 0 O7 Asrs^is^'* 4 **"* ca - 



provided ft BOOOBO^^n^girr^r 5 ^ 

NCCA^E-r E T B ^ i c C TI T“o f t nt, ' I B S- N 30 -° 3 -- B 2 - 24 ,. 83 / 07 / 12 , 

Flche 50-323.63/07/, 3:8307180303, 0,rect “ r «»• 19555:1,3. 24* 
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•6307100222 "Teat Review. Data Analysis tj. Review of Emergency Diesel 
Generator Op erat i ona 1 /Re 1 i a b i 1 i ty Problems at Shor eham, Uni fc 
it " final repfc. 

KUNKLE. G. L. Energy Consultants. Inc. NRC-05-02-249. 03/07/12. 

27pp. 19555: 114. 24X F i c h e : 50-322. 83/07/ 1 3. 8307 1 00203. 


5307290160 Forwards Books 1-3 of "Independent Design Review for 
Shoreham Nuclear Power Station." final technical rept 
LANDERS. D. F. Teledyne Engineering Services 83/07/26. DENTON, H. R 
Office of Nuclear Reactor Regulation. Director. lp 19023 122 24X 

Fiche: 50-322. 03/07/26. 8307290160 


•0307290163 Books 1-3 of "Independent Design Review for Shoreham 
Nuclear Power Station." final technical rept. 

* Teledyne Engineering Services TR-5633-4. 03/07/26 ISOOpp 

19023:123. 24X F 1 che : 50-322. 83/07/26- 0307290 160 


S. Reportable occurrences. LERs & related correspondence 


83072B0300 Interim deficiency rept re failure of Limitorque keys 
between motor pinion gear & motor shaft of two motor 
operated valves in RHR sys. Ini t la 1 ly reported on 030617, in 
response to IE Info Notice 01-00. Keys replaced. 

SMITH. J. L. Long Island Lighting Co. 03/07/18, HURLEY, T. E. Region 
l. Office of Director. 3pp. 19789:194. 24X Fiche; 50-322, 03/07/10, 

0307200300. 


0307250335 Part 21 rept 
injection line of DSR 
Removal of random samp 
Inspected recommended. 
DOVER, R. E. Transameri 
Office, Office of Insp 
Fiche: 50-000, 03/07/20, 


re potential defec 
or DSRV standby di 
le of lines to be 

ca Delaval, Inc. 
action and Enforce 
0307250335. 


t in high pressure fuel 
psel generator, 
internally horoscope 

03/07/20. Director's 
ment. 2pp. 19703:011. 


24 X 


0307250461 Part 21 rept re defect in component of DSR— 40 standby diesel 
generator. Improved design jacket water pump assembly 
retrofitted to all facility engines in Nov 1982 Assembly 
proven successful during several hours tested. 

BOYER, R. E- Transamerica Delaval, Inc 83/07/20. Director's 
Office, Office of Inspection and Enforcement. 2pp 19701:321 24X 

Fiche: 50-322, 03/07/20, 8307250461. 


T. Hearing transcripts on non-an t i tru * t matters 


--0307280469 Advises that Commission has not 
withholding of 830405 meeting transcript 
be released 

CHILK. S. J. Office of the Secretary of th 
PLAINE.H. H. Office of the General Course 
Fiche 50-322, 03/07/20. 0307200468 


nb jec ted 
Transcr ip 

e Commiss 
I. Ip. 


to proposed 
t will not 

ion, 03/05/23 
19826:045. 24 X 


8307250255 Forwards 030713 fc 14 prehearing 5 li 
transcri p ts. p er verbal request W/o end 
BORDEN ICK, B M, Hearing Branch 3. 83/07/21. 

Emergency Management Agency Ip 19705 336 
Fiche 50-322, 83/07/21. 8307250255 


mited appearance 

GLASS. S, Federal 

24X 


DOCKET 50-323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 


A. Ap p | i ca t i on/ c on s tr uc 1 1 on stage documents 6 correspondence 


8306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants for OLs 6 holders of CPs for Ues tinghouee PWRs 
re safety evaluation of "Emergency Response Guidelines. 11 
Svc list end. 

EI5ENHUT, 0. G. Division of Licensing 03/06/03. Yankee Atomic 
Electric Co. lOpp 19563:116 24X Ki che 30-000, 83/06/03, 

0306060070. 


8307260379 Forwards proposed change to FSaR Chapter 17 re company OA 
organ i ta t ion.. U/one overs lie figure. Aperture card is 
available in PDR, 

SCHUYLER, JO Pacific Gas fc Electric Co 03/06/10. MARTIN, J. B. 
Region 3. Office of Director 22pp. 19731:173 24X 

Fiche: 50-275, 03/06/10, 8307260379. 


8307130270 Forwards "Final Rept on Evaluation of Spot-Welded Matls 
Used in Support Sys for Electrical Conduit 6 Cable Trays at 
Diablo Canyon Power Plant," supplementing Bechtel rept 
transmitted by PG&E 030225 ltr. 

SCHUYLER, J. 0. Pacific Gas & Electric Co 83/07/01 EISENHUT, D G. 
Division of Licensing lp, 19474:006. 24X Fi che: 50-275. 03/07/01, 

8307 1 30275. 


— 0307130201 “Final Rept on Evaluation of Spot-Welded Matls Used in 
Support Sys for Electrical Conduit t Cable Trays at Diablo 
Canyon Power Plant. " 

* Bechtel Corp. 03/07/01 19pp 19474: 007. 24X 

Fiche: 50-273,03/07/01, 03071 3027B. 


8307050440 Transcript of Commission 030628 a f f i rma t i on/d t sc us s i on & 
vote in Washington. DC re SECY-B3-190A on review of ALAB-6S7 
& SECY-B3-215A on low-power OL for Shoreham. Pp 1-7. 

* commissioners. 03/06/20, lOpp 19262 336. 24X 

Fiche: 50-322, 83/06/20, 0307050440. 


0307100070 Transcript of 830713 hearing in Haup p auge, NY Pp 1-liB 
* Atomic Safety and Licensing Board Panel. B3/07/13. 120pp. 

19360:008. 24X Fiche: 50-322, 03/07/13, 83071B0O7B, 


■0307130206 ‘Outline for Samp 1 i ng , Prep ara t i on t Testing of Spot-Welded 
Suporstrut Members for Diablo Canyon Power Plant." 

* Bechtel Corp. 0072C/01Q9. 83/06/02. 12pp. 19474:026. 24X 

Fiche 50-273, 03/07/0 1 , B307 1 30278 


■8307130271 "Statistical Analysis of Shear Strength Data for Support 
Strut Spot Welds, Diablo Canyon Power Plant." 

* Jack R Benjamin 6 Associates, Inc. t 13-090-H-D1. 03/06/30. 

I0pp, 19474:038. 24X Fi c h e : 50-273. 03/07/0 1 , 8307 1 30278. 


8307190160 Transcript of B30714 hearing in Haup p aug o , NY. Pp 119-314. 
Supporting documentation end. 

* Atomic Safety and Licensing Board Panel 03/07/14. 206pp 

19633:321. 24X F 1 c h e : 30-322, 83/07/ 1 4, 0307 190168. 


0307250002 Transcript of 830714 affirmation/discussion t< vote in 
Washington, DC re BECY 83-240 on Suffolk County motion on 
emergency planning & BECY 03-232 on J0CFR7I 
» Commissioners. 83/07/14. 6pp. 19720:320. 24X 

Fiche: 50-322, 03/07/14, 0307250002. 


0307200110 Informs of Commission determination to withhold 
transcript of 030415 closed Commission meeting from 
public disclosure. 

CHILK, S. J. Office of the Secretary of the Commission 03/07/20. 
Public Document Branch. Ip. 19012:346. 24X Fiche: 30-322, 83/07/20, 

83072801 18. 


— 0307280122 Advises that Commission has not objected 
withholding of 030413 meeting transcr ip fc. Transcr i p 
be released. 

CHILK, S. J. Office of the Secretary of the Commiss 
PLAINE, H. H. Office of the General Counsel. Ip. 
Fiche: 50-322, 83/07/20, 0307200110. 


tu proposed 
twill not 

ion. 83/05/23. 
19012:347. 24X 


0307200468 Informs of Commission determination re public disclosure of 
830403 hr i efing. Transcr lp t should be withheld. 

CHILK, 8. J, Office of the Secretary of the Commission. 03/07/20. 
Public Document Branch- lp. 19026:044 24X F lc he : 50-322, 83/07/20, 

0307280468. 


--83071 30290 Forwards "Investigation of Matls Used in Support Sys For 
Electrical Conduit & Cable Trays at Diablo Canyon. " 

Suporstrut spot-welded members meet design requirement# 6 
may be installed. 

CRANE. FA Pacific Gas 6 Electric Co 83/02/25. ENGELKEN, R. H. , 
MQRR ILL, P. Q. Region 5, OFflce of Director. Ip 19474:056 24X 

Fiche: 30-275, 03/07/01. 8307130278 


--03Q713O3O2 "Investigation of Matls Used in Support Sys for Electrical 
Conduit I, Cable Trays at Diablo Canyon. " 

4 Bechtel Corp 03/02/23. 39pp 19474:057. 24X 

Fiche: 50-273, 03/07/01 , 8307130270. 


0307150441 Requests assessment of factual circumstances surrounding 
Independent design verification program Interaction w/u t U 
at 830614 meeting, per end Ctr For Law in Public Interest 
830623 ltr 

EISENHUT, DO. Di vis ion of Licensing. 03/07/05 COOPER, W. E. 
Teledyne Engineering Services. 3pp 19340: 200. 24X 

Fiche: 50-273, 83/07/05. 8307150441. 


8307060329 Generic Ltr 03-27 to all licensees l> applicants for 
operating power reactors & holders of CPs for power reactors 
re surveillance Intervals in STS. Svc list end. 

EISENHUT, D. 0, Division of Licensing. B3/07/06. Consolidated 
Edison Co of New York, Inc. I6pp 19669:254. 24X 

Fiche; 50-000, 03/07/06,8307060329. 


0307000169 Generic Ltr 03-20 to all licensees of operating reactors, 
applicants for QL S< holders of CPs re required actions based 
on generic implications of Salem ATW5 events. Svc list end. 
EISENHUT. D. 0. Division of Licensing. 83/07/09. Consolidated 
Edison Co of New York, Inc. 38pp. 19669:269 24X 

Fiche: 50-000, 03/07/08, 0307000169 
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0307120^33 No t i ficatton of B3O7L0 significant licensee meeting w/util 
in Walnut Croek. Cft to -discuss licensee presentation on RCS 
piping min wa ) 1 t h > c kn* s s A g enda encl 

MORRILL, P.J Region S, Office of Director 93/07/06. EISENHUT, D. 0 
Division of Licensing. BUCKLEY. B. C. . SCHIERLING. H. E. Office of 
Nuclear Reactor Regulation# Director. 5pp. 19433 317 24X 

Fiche; 50-275, 03/07/08-8307120533. 


0307190171 Advises that Joint I n ter venar s charged that independent 
design verification program <IDVP> yielded to util pressure 
& util seeking to dilute IDVP independence. Disputes charges. 
SCHUYLER, J O. Pacific Gas b Electric Co 63/07/14. DENTON* Hi 
Office of Nuclear Reactor Regulation, Director. 3pp. 19634 167 

24X Fiche 90-275.03/07/14, B307J9O171 


0307190044 Advises of B30721 meeting in San Francisco, CA to discuss 
rupture rostraint program Agenda included. 

■COOPER , W. E . - CRAG IN, J. Q Teledyne Engineering Services. B3/-07/I9, 
DENTON, N. R Office of Nuclear Reactor Regulation. Director. Ip. 
19633:135 24X F i c h e : 30-273 , 83/07 / l 9. 0307 190044 


8306270419 Hoard Notification 83-077A foruardi summary of evaluation of 
allegation re release of NRC draft rept. Oasis for allegation 
inaccurate. 

EISENHUT , D. G. Division of Licensing 83/07/20 P ALLAD I NO, N. J. , 

GIL INSKY. V. r ROBERTS- T M. Commissioners 3pp 19015 328 24X 

FlChe: 30-273. B3/07/2B, 03062704 19 


F. Security, medical, emergency L fiTe protection plans 


Q. Adjudicatory correspondence 


8307030242 Response to 830610 first set of interrogatories re design 
OA. Certificate of Svc end. 

REYNOLDS, J, R. Joint In fcervenor s-Diab lo Canyon. REYNOLDS, J. R. 
Center for Lau in the Public Interest. 83/06/17. Pacific Gas U 
Electric Co 13pp. 19197:265. 24X F t c h e : 50-275, B3/06/ 1 7, 

B307030242, 


B307090241 Response to first set of i n t err oga tor i e s . Pars ona 1 
qualification statement of RB Hubbard & Certificate of Svc 
end Related 1 correspondence. 

DURBIN, S. L- California, State of. 83/06/27. Pacific Gas & 
Electric Co 51pp 19197:214. 24X Fi c he : 90-275, 83/06/27, 

0307030241. 


8307050075 Objects to Norton 830624 proposed schedule for reopened 
hearings or design OA 

STRUMWASSER, M. California, State of. 83/06/28. MOORE, T, 8. Atomic 
Safety and Licensing Appeal Panel. 3pp 19199:317, 24X 

Fiche: 50-275, 03/06/20, 8307030073. 


8307010115 Proposes alternate schedule for reopened hearing on design 
QA Factors affecting schedule Include NRC SER Issuance 
scheduled for late Jul 19B3 6 hearing on motions to reopen 
record planned for 830719-22. 

CHANDLER, L* J. Hearing Branch 2. B3/06/30. MOORE, T. S. , BUCK, J. H. , 

JOHNSON, W. R. Atomic Safety and Licensing Appeal Panel. 2pp. 
19168:350 24X Fiche: 50-275, B3/O6/30, 03070101 1 3. 


0307120312 Forwards IE Insp Repts 50-273/83-19 b 30-323/83-13 on 
830501-28. No none omp 1 lane e noted 

BISHOP. T. W. Region 5, Office of Director. 03/06/24. SCHUYLER, J. 0 
Pacific Caa & Electric Co. 2pp. 19433:218 24X 

Fiche: 30-273* 03/06/24. B30712Q512, 


9307060437 Notice of correction to B30627 response to util first set of 
in terrogator i es. 

REYNOLDS, J. R . Joint 1 n ter venors-Di ab lo Canyon. REYNOLDS, J. R. 

Center for Low in the Public Interest 83/06/30. 2pp. 19239:337. 
24JC Fiche: 50-275, 03/06/30, 8307060437. 


— B3O7120322 IE Insp Repts 50-275/83-19 8< 30-323/03-13 on B30301-28. No 
no n comp 1 i mice noted. Major areas j nspec t e d : p lan t operations, 
survo 1 1 1 anc u testing, rra i nfc, TMI Item l 3 R 2, emergency 
preparedness s. preoperational testing t< plant tours, 

CARLSON, J. D. Region 5, Office of Director 83/06/24. 7pp. 
19433:220. 24X Ft c h e : 50-275, 83/06/24, 0307 I 203 1 2 


8307060170 Forwards ‘Procedures Generation Package," in response to 
Generic Ltr 02-33, Suppl I to NUREG-0737 re emergency 
response c opab 1 ] i ty . 

SCHUYLER, J. 0. Pacific Gas b Electric Co. B3/07/01 EISENHUT, D. G. 
Division of Licensing, Ip. 19249:246. 24X Fich e: 50-275, 03/07/01, 

0307060170. 


— 8307060100 "Procedures Generation Package." 

SEXTON, J. A. Pacific Gas fc Electric Co 83/06/24 37pp, 

19249:247 24X F I c h *: 30-275, 83/07/01 , 03070601 70. 


0307290132 Releases public version of revised emergency plan 
Implementing procedures, 

FELTON, J, M Division of Rules and Records 83/07/19 Document 

Management Branch. Ip. 19738:172 24X Fiche: 50-275,03/07/19, 

8307250132. 


— 0307060441 Verification & corrected Pago 1 to B3D627 responses to util 
first set of interrogatories Certificate of Svc end. 

* Joint 1 n ter venors -D labia Canyon. 03/06/29. Pacific Gas & 
Electric Co 4pp. 19239:339. 24X Fiche : 50-275, 83/06/30, 

8307060437. 


8307060397 Requests confirmation of State of CA understanding re NRC 
insp repts on const QA, to be entered into record. 

KAUFMAN, P . H, California, State of. 03/07/01. MOORE, T. S. Atomic 
Safety and Licensing Appeal Panel. 2pp. 19239:324, 24X 

Fiche: 50-275. 83/07/01 , 8307060397. 


□307060405 Forwards application Por subpoena directed to VH Tennyson. 
DUfiBlNiS. L. California, State of. 83/07/01, MOORE, T. S. Atomic 
Safety and Licensing Appeal Panel. Ip. 19239:326. 24X 

Fiche: 50-279, 03/07/01, 8307060397. 


— 8307060415 Application for issuance of subpoena directing VH Tennyson 
to testify at 83071? hea r lng s. R r op a sod subpoena & 

Certificate of five encl. 

DURBIN, S, L. California, State of. 83/07/01. ?pp. 19239:327 
24X Fiche: 50-275, 83/07/01, B3O7060397. 


— 0307290139 Forwards public version of Rev 0 to Emergency Plan 
Imp 1 omen ting Procedure EP 0P-4A re loss of electrical power 
b Rev O to Procedure EP 0P-4D re loss of all ac power. 

CRANE, P. A. Pacific Oas b Electric Co. 03/09/18. MARTIN, JD 
Region 5, Office of Director. 2pp. 19738:173. 34X 

Fiche 50-275, 83/07/ 19, B307230I32 


■9307250156 Public version of Rev G to Emergency Plan Implementing 
Procedure EP 0P-4A re loss af electrical pouer & Rev 0 to 
Procedure EP OP-40 re lass of all ac power. 

TJIORNBERRY, R. C. Pacific Gas & Electric Co. 33/04/07. 105pp. 

19733: L 79. 24X Fiche : 50-275, 83/07/19, 0307250132. 


Q30 7270106 Releases public version of revised emergency plan 
Implementing procedures. 

FELTON, J. M. Division of Rules and Records. 83/07/19. Document 
Management Branch. Ip. 19811:103 24X Fiche : 30-275, 83/07/19, 

8307270186. 


0307070235 Subpoena directing VH Tennyson to appear an 030719 in Ban 
Luis Obispo, CA. 

MOORE, T. 5. Atomic Safety and Licensing Appeal Panel. 03/07/09, 
TENNYSON, V. It Affiliation Unknown. 2pp. 19294:078. 24X 

Fiche: 50-273, 83/07/03, 030707023 5, 


B3070B020? Requests removal of listed names & firm Prom referenced 
docket svc list. Cerfri f icato af Svc end. 

LANPHER, L- C. Kirkpatrick, Lockhart. Hill, Christopher & Phillips. 
83/07/05 4pp. 19351:340. 24 X F i c h e : 90-275, 83/07/03, 0307080209. 


8307070201 Motion to present evidenee.not contained in CA Governor 
& Joint Intervonors 830606 mot l ons, to reopen record. Info 
includes Hoard Notifications 83-83 & 03-89, unava 1 lab 1 e when 
NRC 830606 response P i ) e d. W/Cer 1 1 f i cate of Svc. 

CHANDLER, L.J Hearing Branch 2. 03/07/06. Atomic Safety and 

Licensing Appeal Panel. 4pp. 19269:138. 24X Fi the: 50-279, 03/07/06, 

8307070201. 


— 8307270195 Forwards public version of Rev 3 to Emergency Plan 
Implementing Procedure EP OP-ll re loss of component cooling 
water 6 Rev 4 to Procedure EP OP-30 re anticipated transient 
w/o trip. W/o Procedure EP 0P-3B. 

8CHUVLGR,J. □ Public Service Electric b Gas Co. of New Jersey. 
83/07/01. MARTIN, J. 0. Region 5, Office of Director. tp. 
19811:104. 24X F 1 cbe: 30-273, 83/07/ 19, 0307270106. 


■0307270201 Public version of Rev 3 to Emergency Plan Implementing 
Procedure EP GP-1J re loss of component cooling water, 

SCHUYLER.J. 0 Public Service Electric 6 Oas Ca of New Jersey 
83/06/10. 26pp 19011:109. 24X Fiche: 30-279, 03/07/19, B3O727O106. 


8307070210 Forwards IE insp repts re const QA, per ASLAB 830620 order. 
W/o ends. 

CHANDLER, L. J. Hearing Branch 2, 83/07/06. MOORE, T. S. , BUCK, J. H > 

JOHNSON, W. R. Atomic Safety and Licensing Appeal Panel. 2pp. 
19293:357. 24X F i Che : 50-279, 03/07/06, 83070702 10. 


0307080464 Order advising that scheduling conference to discuss 
milestones for reopened proceeding on design QA will be held 
at conclusion of hearing on motions to reopen record re 
cons t QA, 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel, 03/07/06, 
2pp 19346:304. 24X F*c he: 50-273, B3/07/06, 8307080464. 


I 
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8307080469 Order clarifying 030620 order scheduling B30719 oral 
argument on motions to reopen record on const QA. NRC ic util 
Should provide witnesses to testify re Hoard Notification 
83-09 It PN0-V-83-Q22A. 

SHOEMAKER, C. J. Atomic Safety and Licensing Hoard Panel. 83/07/06 
2pp. 19346:320. 24X Fi che ; 30-275, 83/07/06, 0307080469. 


B307I2O371 Suppl to Joint Interveners 630910 motion to reopen record on 
const QA. Documents submitted are PNO- V-03-O22A, not i c e of 
Violation if IE Insp Rept 90-275/03-20 Cer t i f i cate of Svc 
encl. 

REYNOLDS, J. R. Joint Intervenor s-Diab 1 o Canyon. REYNOLDS, J. R 
Center for Law in the Public Interest 83/07/06 Atomic Safety 

and Licensing Appeal Panel. 4pp. 19433:149 24X 

Pi che : 50-275, 03/07/06, 8307120971 


0307120605 Order extending time until 830008 for Commission to act to 
review ALAB-728. 

■CH1LK.S, J. Office of the Secretary of the Commission a3/07/09 
Commissioners. Ip. 19432:268 24X Fi che: 90-279. 83/07/08, 

8307120605. 


0307130072 Second set of interrogatories propounded to independent 
design verification program contractors. 

DURBIN, B. L. California, State of. 83/07/08. 20pp. 19474:227, 24X 

Fiche: 30-275, 83/07/00. 0307130072. 


— 8307130074 Second set of interrogator ies. Cert i f icate of Svc end, 
KAUFMAN, P. H. California, State of. 03/07/00. Pacific Gas fc 
Electric Co. 19pp. 19474:247. 24X Fiche: 90-279, 03/07/08, 

0307130072. 


0307150357 Second set of interrogatories propounded to independent 
design verification program contractors. 

DURDINrS. L. California, State of. 03/07/08. 20pp 19539:110. 24X 

Fiehe: 90-273, 03/07/00, 8307150337 


— - 0307 190361 Second set of 1 nterr oga t or 1 e s Cer t i f i c a t e of Svc onel. 
KAUFMAN, P. H. California, State of, 03/07/08. Pacific Gas 6 

Electric Co, 19pp. 19939:130. 24X Fi c he : 30-279, 03/07/08, 

8307190337. 


0307130229 Response to Joint Intervenor* 830706 suppl to 030910 motion 
to reopen record on const QA per ASLAB 830628 order No 
objection to suppl record, provi ded insp rept It cover Itr 
included w/notlce of yio lation, Certi f i cate of Svc end. 

CHANDLER. L. J, Hearing Branch 2. 03/07/11. Atomic Safety and 

Licensing Appeal Panel. 6pp. 19469:294. 24X Fiche: 50-279, 83/07/ 1 1 , 

8307130225, 


0307150210 Response to motions to present addl evidence by requesting 
acceptance of transmittal itr V. "Rept on Investigation of 
Reactor Coolant Pipe Weld Thickness at Diablo Canyon. " W/o 
Itr rept. Certificate of Svc end. 

CRANE, P. A. Pacific Gas Electric Co. 03/07/11. Atomic Safety 
and Licensing Appeal Panel. 4pp. 19337:333. 24X 

Fiche: 50-275, 83/07/ 1 1 , 0307130218. 


S3Q7180070 Response to NRC, Joint Interveners ?< CA governor motions to 
present addl ev i d enc e. Rep t re reactor coolant pipe weld 
thickness investigation should be admitted. W/o rept. 

Certificate of Svc end. 

CRANE, P. A. Pacific Gas & Electric Co. 83/07/11. Atomic Safety 
and Licensing Appeal Panel. 4pp. 19960: 137. 24X 

Fiche: 90-273, 03/07/ 1 1 , 8307 180070. 


8307200203 Motion to compel California Governor Deukmejian answers to 
830610 interrogatories. Certi f icate of Svc and. Related 
correspondence. 

NORTON, S Pacific Gas l* Electric Co. NORTON, B. Norton, Burke, 
Berry St French, 83/07/12. Atomic Safety and Licensing Appeal 
Panel. 15pp. 19648:119. 24X Fiche: 50-275, 83/07/12, 8307200203. 


8307200311 Motion to compel Joint Interveners answers to 030610 
Interrogatories. Joint Intervenors totally disregarded 
discovery responsibilities & seek to undermine preparation 
for hear ing. Certi f Icate of Svc and. Related correspondence 
NORTON, B. Pacific Gas & Electric Co. NORTON, □. Norton, Burke. 
Barry L French. 83/07/12, Atomic Safety and Licensing Appeal 
Panel. 24pp. 1964B:071. 24X Fiche: 50-275, 83/07/12, 830720031 1 


0307180022 Notice of appearance in proceeding Certificate of Svc end. 
MCGURREN, K. J. Hearing Branch 1. 03/07/14. 3pp. 19360:154 24X 

Flc ho: 30-273, 83/07/14, 0307100022. 


8307190133 Suppl to independent design verification program initial 
responses to first set of interrogatories. Certificate of Svc 
onel. Related correspondence. 

RASKTN, D. B, Lowenstein, Newman, Reis, Axelrad * Toll. 03/07/15. 
STRUMWASSER, M. California, State Of. REYNOLDS, J. R Center for Law 
in the Public Interest. 16pp. 19636:216. 24X Fiche : 30-275, 

03/07/15, 8307190133. 


8307200 1 22 Response to first document production r eques t . Ce r t i f i c a t j on 
of counsel end 

DURBIN, S L California, State of 83/07/13. Pacific Gas it 
Electric Co. 0pp. 19643:396 24X Fi che: 50-273. 83/07/15, 8307200 122. 


8307260253 Response to 030610 first document production request 
Certificate of Svc end Related correspondence. 

MAVIAN.E Joint I n tarv e nor s -D i a b 1 o Canyon HAVIAN, E. Center for 
Law in the Public Interest. 83/07/15 Pacific Gas & Electric Co 

6p p 19727 094 24 X F i ch e : 50-275, 03/07 / 1 5, B307260253 


B3O7260275 Motion to compel production of documents by Governor 
Deukmejian Correspondence, notes Z> other gubernatorial 
documents clearly fall within licensee reque s t. C er 1 1 f i c a to 
of Svc end. Related correspondence 

NORTON, B. Pacific Gas fc Electric Co NORTON, D Norton, Burke, 
Berry & French. 83/07/20. Atomic Safety and Licensing Appeal 

Panel. I2pp 19726:193. 24X Fiche 90-275, 03/07/23- 0307360275. 


8307270147 Answers to second set of interrogatories Certificate of Svc 
end. Related correspondence. 

LOCKE, R, F. Pacific Gas $: Electric Co. 03/07/25. California. 
State of. 66pp. 59765:268 24X Fi c h e : 30-275, 03/07/25. 03072701 47. 


H. General correspondence 


8307100169 Expresses concerns re erosion problems on Pecho Ranch as 
result of Oct 1902 fire. Info re IE procedures requested. 

Listed pages of addendum to FES for clarification an 
licensing requirements one 1 . 

SJRUND, G. E. Affiliation Unknown. 03/07/11. DENTON. H Office of 
Nuclear Reactor Regulation, Director 7pp 19555:086 24X 

Fiche: 50-275. 83/07/1 1, 93O7180169. 


8307100269 Responds to G3O701 Itr requesting ASLAB consider concerns. 
ASLAB cannot consider concerns due to Commission rules of 
practice. Ltr forwarded to NRR Director, for consideration. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. 03/07/14. 
FUNK, D. J. Pismo Beach, CA. Ip. 19556 194. 24X 

Fiche; 30-275,03/07/14, 0307100269. 


— S3O710O272 Forwards City of Pismo Beach, CA 83070i ltr expressing 
concerns re San Luis Obispo County emergency response plan. 

Ltr referred for consideration. 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel. 

03/07/14. DENTON, H R. Office of Nuclear Reactor Regulation, 
Director. lp 19536:199. 24X Fiche 90-273, 03/07/14, 0307 100269. 


—8307100274 Expresses concern re plant 1 i cons ing. Def i c i enc ies in San 
Luis Obispo County emergency plan should be considered. 

FUNK, D J. Pismo Beach. CA 83/07/01 MQRRE, T. Atomic Safety and 
Licensing Appeal Panel. 16pp. 19536: 196. 24X 

Fiche: 50-273,83/07/14, 0307 180269. 


P Operating license stage documents correspondence 


0306270397 Generic Ltr 03-26 to all applicants for QLs U holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list end. 

EI5ENHUT, D. G. Division of Licensing 83/07/09. Consolidated 
Edison Co of New York, Inc. I6pp 19390:317. 24X 

Fiche; 90-000, 03/07/05, 0306270397. 


G Inspection reports, IE Bulletins k correspondence 


0307120312 Forwards IE Insp Repts 50-279/03-19 U 90-323/83-15 on 
030301-28 No noncompliance notod 

0 1 SHOP, T W. Region 5, Office of Director. 83/06/24. GCHUYLER. J. Q. 
Pacific Gds !< Electric Co 2pp. 19433:218. 24X 

Fiche: 90-275, 83/06/24, 8307120912. 


—0307120522 IE Insp Ropts 50-275/83-19 6 30-333/03-15 on 830501-20 No 
noncompliance noted. Major areas inspec ted ; p tant operations, 
surveillance testing, naint, TMI Item II . B. 2, emergency 
preparedness, preoperat i ana 1 testing V plant tours 
CARLSDN, J. D. , MENDONCA, M. M , KIRSCH, D. F. Region S. Office of 
Director 03/06/24. 7pp. 19433:220 24X Fiche: 50-275, B3/06/24. 

8307120512. 


8306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem. " Svc list enci. 

JORDAN, E. L Division of Emergency Preparedness t* Engineering 
Response <Post 030103). 83/07/11 Consolidated Edison Co. of New 

York, Inc I34pp 19563:293. 24X Fi che: 50-000, 03/07/1 1, 0306270401 


8306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end 
JORDANiE.L. Division of Emergency Preparedness & Engineering 
Response IPnst 030103). 03/07/12. Consolidated Edison Co. of New 

York, Inc. 141pp. 19563:193. 24X Fi che: 30-000, 83/07/ 12, S306270404. 
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0306270406 IE Info Notice B3-48, "Gaseous Effluent Release* of 
Radioactive 1-125 U 1-13! in Excess of NRC Limits." Svc list 
end. 


TAYLOR. J. M. Division of GA, Safeguards t, Inspection Programs (Post 
030*03) 83/Q7/M Consolidated Edison Co. of New York# Inc 

I14pp 19715:270 24X Fi ch a : SO-OOQ. B3/Q7/ 1 4 , B3Q627G406. 


S. pReportdble occurrences. LERs It related c ar res; ondenc e 


B307J205B? Interim deficiency rapt re malfunction of L i ml tor qua valve 
operator. Initially reported on 330526 Investigation 
continuing to confirm extent of problem 6 determine 
corrective action. Final rept to tie submitted by fuel load. 

SCHUYLER. JO. Pacific Gas & Electric Co. 33/06/27 MARTIN. J. B, 
Region 5. Office of Director. 2pp 17432: 131 
Fiche 50-323. 03/06/27. 0307120362 


T. Hearing transcripts on non-an t i trus t matters 


—0307110509 Public version oF Rev 8 to emergency response plan 
BOYER. L. E. Carolina Power & Light Co. 03/03/04. 78pp. 

19391:033. 24X Fl c h e : 50-324. 83/06/24. 8307 1 10570, 

8307 2 6 0 0 94 Clarifies Info re penetrations in reactor 1* sve water bldns, 
per B307I1 telcon.Safe operation assured during time " 

required to perform alternate shutdown capability analysis, 
establish fire — area boundaries it implement subsequent mod. 

HDWE.P.W. Carolina Power & Light Co. 03/07/21. VA8SALLQ, D JJ 
Operating Reactors Branch 2. 2pp. 19727 307 24X 

Ft che: 50-324, 03/07/21, 0307260084. 


9307270435 Provides c 1 ar i f i ca t i on of B30302 commitments concerning 
alternate shutdown capability analysis fc proposed mods 
to comply ui/ 10CFR50* App fl. 

ZIMMERMAN, 8 R. Carolina Power & Light Co 83/07/21 HACKAY, S D 

° f Lice "* in * a PP 19767:186. 24X Fi c h e : 30-324, 03/07/21 , 

B3O72704 39. 


8307260532 Transcript dF B30719 hearing in San Luis Obispo, 
t Atomic Safety and Licensing Appeal Panel- 83/07/19. 
19732:107. 24X Fi che : 50-275, 03/07/19, 8307260532, 


CA. Pp 

226 pp. 


1-225. 


B 307270 003 Transcript of 930720 hearing in San Luis Obispo# CA Pp 
226-490 ’ r 

* Atomic Safety and Licensing Appeal Panel. 93/07/20. 273np. 

19748 210. 24X F i c h e: 50-275# 03/07 /20. 8307270003, 


8307270021 Transcript of 030721 hearing 
499-766 

-* Atomic Safety and Li-censing Appeal 
19745:242. 24X F i c he : 50-275 , 83/07/21 , 


in San Luis Obispo, CA. pp 

Panel 83/07/21 270pp 

B307270021. 


utntfc y Safety Analysis Report ( F8AR > amends 


8307230197 Forwards Amend 1 to updated FSAR. 

UlLEY.E. F. Carolina Power it Light Co 03/06/20. 
Office of Nuclear Reactor Regulation, Director 
Fich e : 30-324. 03/06/20, B3072501 97. 


DENTON, H. R. 
Ip. 19706:119. 


24 X 


— 0307250311 Amend 1 to updated FSAR 

■* Carolina Pqtuer it Light Co. 83/07/20 3t4pp 
Fiehe 50-324, 03/06/20, B307230197. 


19706: 120, 24X 


P. Operating license stage documents 6 correspondence 


8307270024 Transcript of 630722 hearing 
* Atomic Safety and Licensing Appeal 
19749:204 24X Fl «h e : 50-275, 63/07/22, 


in San Luis Obispo.CA. Pp 
Fan e- 1. 03/07/22. 55pp. 

B307270024. 


1-54. 


OOCWET 50-324 OR-UNSWICK STEAM ELECTRIC PLANT, UNIT 2 
F. Security, medical, emergency 4 fire protection plans 


8307140194 Discusses understanding of G303Q3 (r 31 
B3Q517 full-scale emergency e xe r c i *e Ex ere 1 t e ob 
scenario description coordinated w/State of NC. 
5T0HR, j. p. Division of Emergency Preparedness i 
B3/04/20, HOWE, P. W. Carolina Power & Light Co. 
24X Fich*: 30-324 # 93/04/20. 0307140194. 


I trs 6 0415 tele on re 
jectives 6 

Materials Safety. 

! P , 19522:066. 


8307140337 Describes NRC radio ays * antenna to be installed by util 
per B30323 meeting Plans will be developed to permit high 
Frequency communication! between site tt Region fl. 

aa/na^s P o* Emergency Preparedness 6 Materials Safety. 

E . E. Carolina Power * Light Co. 4pp. 19523:228, 

24X Fich e: 50-324.83/04/23# S307140357. 


B30714OI61 Advises that Boise Interagency Fire Ctr will conduct first 
radio frequency * electromagnetic interference site survey 
or* 830606-06 to develop communications design i deployment 
plans & conduct pTapagat lonal analysis. 

'r 0 ' n lY 1,l0n of P ^J«t * Resident Programs. 83/05/31, 
UlLEY.E. E. Carolina Power it Light Co. 23pp. 17323: 183 24X 

Fichq: 50-324. 63/03/31, B30714016J. 


J 70 ™ 31 ^ 5 to IE fnsp Rep ts 50-324/93-16 & 

30-325/63-16 01 % 830517-1B. No noncamp 1 l ance noted. Major areas 
5C<?r)8r io emergency organ! »at ion. 

UT(F L rV' M r Oivision of Project & Resident Programs. B3/06/15. 
WILEY. E E Carolina Power U Light Co. lOpp 19522- 008 24X 

Fiche: 50-324, 03/06/15, 8307140214. * 


B307110370 Releases public version qf revised 
emergency plan implementing procedures. 
FELTON. J. M, Division of Rules and Records 
Management Branch. lp. 19391:009 24X Fl 

B307U0570. 


emergency 

83/06/24. 
che: 50-324, 


plan l: 

Document 

93/06/24, 


. “ ■ ■ ur unn uwnera uroup response ti 

NOR EG 0737 , Item II. . K. 3, 18, "Mo d of Au tama tic 
Depressurliation Sy s Logic.. ." Two acceptable options 
. i jA=I*. d . e « e i i ™ ina * iori of hi9h pressure permissive. 

VAS5ALLO, D . B. Operating Reactors Branch 2. 83/06/03 UTLEY, E E 

Carolina Power h Light Co, 2pp. 19320-330 34X 

Fiche: 50-324, 03/06/03, 0307140130 


8307140137 Advises that requirements of TMI It 
Initiation Level, 11 met. J tarn resolved. 
VAS6ALLO# D, B. Operating Reactors Branch 2. 
Carolina Power it Light Co. 2pp. 19529:359 
Fiche: 50-324, 83/06/17, 8307140137 


em II. K, 3. 

03/06/17. 

24X 


13, “HPCJ/RCIC 
UTLEY, E. E. 


Forwards exemption from certain requirements of Sectlo 
50, 44<c J (3H i i> re combustible gas contro 1 , extend ing date 
For compliance to 831 231, Revi ew of permanent exemption 
request nearly complete. 

VAS8ALLD, D, Q Operating Reactors Branch 2. 03/06/21 UTLEY, E 

Carolina Power 6. Light Co. 2pp. 19528:356. 24X 

Fiche: 30-324, 83/06/21 , 8307 1 40 126. 


B3 ^ 1 ^° L35 E * eff| P- ti from certain requirements of Section 
50. 44<c ) (3) ( if ) re combustible gas c on tro 1 , e x t e nd 1 na date 
for compliance to 831231. 

EISENHUTv D. 0. Division of Licensing. 03/06/21. Carolina 
“ Light Co. 4pp. 19520:350, 24X Fi c h 0 : 50-324, 83/06/21 , 

0307 1 40126. 


POU IT 


0306270397 Generic Ltr 03-26 to a 1 1 applicants for OLs 6 ho 
CPs for power reactors re c lari f i c ati on of surveillance 
requirements for diesel fuel impurity. Syc list end. 
EISENHUT, D. G. Division of Licensing. 03/07/03. Conso 
Edison Co of New York. Inc 16pp. 19390:317 24X 

Fich 0 : 50—000, 03/07/05, B306270397. 


Iders of 

1 Idated 


03O7O7O12B Forwards response to 03051 
NUREO-0737, Item I I. K, 3. 28# "Qua 1 iff 
Dspre ssut i latlon Sys (ADS) Accumula 
leakage is of negligible concern. 
ZIMMERMAN, S. R, Carolina Power It Li 
Operating Reactors Branch 2. lBpp. 
Fiche ; 50-324, 83/07/05, 6307070126. 


I request for addl info re 
cation of Automatic 
tor Sys." Accumulator 

ght Co. 83/07/03. VASSALLO, D. B, 
19294: 138. 24X 


03 & ilvile/al ’ P U ver3lor of R « v 9 emergency response pi 
<>Uri implementing p rocedur e s, i nc 1 ud i n 5 
PEP C 02 l a i 1 emergency action, ^ 

ZlMKFBMiw 4 q r 2 Tadtological control d^ector 
Q'fiFm! iV' Carolina Power it Light Co, G 3/06/01. 

□ REILLY, J. p. Region 2 , office of Director 2ud 19391 oiq da 

Fiche: 30-324, 83/06/24, 83071 10570.. ‘ r * Cr0r 19391.010. 24 


pUn ,«p t em.nfcing 

procedures, includ ing Procedure, PEP-02. 1 re initial 
ill'll' aCti ° nS PEPw0a : 6 - 4 ^ radiological control 

1939^012 * L,9rtt Co B3/05/04 23pp 

19391.012. 24X Fiche: 50-324.83/06/24, 0307110370. 


0307060329 Oenerlc Ltr 33-27 to all licensees & applicants for 
operating power reactor* b holders of CPs for power reactors 
re surveillance intervals in STB 8vc list end. 

EISENKOr, D. G. Division of Licensing. 03/07/06. Consolidated 
Edison Co, of New York, Inc. 16pp. 19667:234, 24X 

F iche : 30-000, 83/07/06, 8307060329. 


0307140231 Confirms schedule for B3D70Q mg t meeting at Ra 1 e i gh-Durham 
Airport# Raleigh,NC to discuss status of outstanding 
regulatory Issues, Proposed meeting agenda end. 

0 'REILLY, J. P. Region 2, Office of Director. 83/07/06. UTLEY, E. E. 
Carolina Power & Light Co lp. 19523:044. 24X 

Richer 50-000, 03/07/06, 8307140251. 
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8307000169 Generic Ltr 83-20 to ail licensees of operating reactors, 
applicants for OL it holders of CPs re required actions based 
on generic implications of Salem ATWS events Svc list end. 
EI8ENHUT i D. Q. Division of Licensing 83/07/06 Consolidated 

Edison Co of New York, Inc. 30pp. 19669; 269. 24X 

F i c h e : 30-000* 83/07/00. 0307080169. 


0307230293 Requests 830011 meeting w/NRC, Frank 1 in Research Ctr t* BNL 
in RaleighiNC to discuss NRC 030414 request for addl info 
r< loads evaluation of plant-unique analysis rep t. Responses 
uflll be submitted by 030826. 

Z IttttERMAN, S- R . Consumers Power Co. 83/07/13. VASSALLO, D. B. 
Operating Reactors Branch 2 2pp 19703:322. 24X 
Fiche: 30-324. 03/07/13. 0307250295. 


0307260490 Application to amend License DPR-62, r e v i s i ng Tech Specs re 
supression chamber water level monitoring instrumentation 
peT NUREG-0737, Item II. F. 1.3 

HOWE. P W. Carolina Power & Light Co 83/07/22. VASSALLO, D, 0. 
Oparating Reactors Branch 2. 3pp 19731 : 329. 24X 

Flch*: 30-324 . 03/07/22. 0307260498- 


— 030-7260304 Tech Spec Tables 3. 3. 5. 3-1 & 4. 3. 3. 3-1 re post-accident 
monitoring instrumentation & post-accident monitoring 
instrumentation surveillance requ irements. respec tive 1 g, 

* Carolina Power U Light Co. 83/07/22. 2pp, 19731:332, 24X 

Fiche; 50-324. 03/07/22. B307260498. 


9307270090 Requests review of util 830317 ftubmi ttal , NRC 030603 Itr 6 
clarification re whether NRC request concerning TM I Item 
II. K. 3. 10. "Automatic Depressor i zation Sys Logic Mods," 
appropriate. 

ZIMMERMAN. S. R. Carolina Power It Light Co. 03/07/26 VASSALLO, D. B. 
Operating Reactors Branch 2. 2pp. 19022: 149. 24X 

Fiche: 30-324, 03/07/26, 8307290090, 


0. Inspection reports, IE Bulletins & correspondence 


0307140392 Informs that liquid samples spiked w/rad ionuc 1 id es will be 
sent to facilities for radiochemical analyses as part of NRC 
confirmatory measurements program. Samp 1 et, should be analyied 
for tritium, Sr-8? It 8r-90 content within 60 days 
LEWIS, R.C, Division of Project & Resident Programs. 03/02/07. 
JONES, J. A. Carolina Power Light Co. Ip. 19323:334. 24X 

Fiche: 30-000. 03/02/07, 8307 1 40392. 


0307220204 Forwards IE Insp Repts 30-324/02-20 h. 30-323/02-20 on 
020712-14 & 20-22. Enforcement action arising from insp 
addressed in 830210 Itr. 

LEWIS, R.C. Division of Project U Resident Programs. 83/02/22, 
UTLEY, E. E. Carolina Power it Light Co. 2pp. 19604:041. 24X 

Fiche: 30-324, 83/02/22, 0307220204. 


8307220209 IE Insp Repts 30-324/02-20 it 50-325/82-20 on 020712-14 * 
20-22. Noncomp 1 iance noted : fai lure to perform surveillance 
tests, to prepare surveillance procedures it to take 
corrective action. 

HARDIN, A. K, , MYERS, D. 0. , DARNER, L. W, Region 2, Office of Director. 
02/00/23. 9pp. 19684:043. 24X Fiche: 30-324, 03/02/22, 0307220204. 


8306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Burry Recirculation Spray Subsystem ” Svc list encl. 

JORDAN. E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 83/07/11 Consolidated Edison Co. of New 

York, Inc 154pp J9363.293. 24X Fi c h 0 : 50-000. 03/07/ 11 . 0306270401 . 


0306270404 IE Info Notice 03-47, "Failure of Hydraulic SnubbeT* as 
Result of Contaminated Hydraulic Fluid." Svc list eric 1. 

JORDAN, E L. Division of Emergency Preparedness Engineering 
Response (Post 830J03) 83/07/12. Consolidated Edison Co. of New 

York, Inc. I41pp 19363 133 24X Fiche 50-000,83/07/12,8306270404. 


8307220294 Ack receipt of 830624 Itr informing NRC of stops taken to 
correct violations noted in IE Insp Repts 50-324/03-03 it 
30-323/03-03. 

LEWIS, R.C. Division of Project it Resident Programs 03/07/13. 

UTLEY.E.E. Carolina Power i> Light Co Ip 19683 233 24X 

Fiche: 50-324. 03/07/13. 8307220294 


--S307220298 Responds to NRC 830523 Itr re violations noted in !E Insp 
Repts 30-324/83-03 & 50-325/83-03. Correc t ive acti ons : Plant 
Procedure FH-ll re control fuel movements revised to require 
control rod insertion prior to moving fuel. 

UTLEY, E. E Carolina Power it Light Co 83/06/24. G 'REILLY, J. P. 
Region 2. Office of Director. 3pp 19683:234 24X 

Ficho 50-324, 03/07/13. 0307220294 


-8307220301 Forwards IE Itisp Repts 50-324/03-03 i> 50-323/B3-03 on 
021213-830215 J, notice of violation. 

O'REILLY, J.P Region 2, Office of Director. B3/03/23. UTLEY, E. E. 

Carolina Power it. Light Co. 2pp 19683:239. 24X 

Fiche: 50-324. 83/07/13, 0307220294 


—0307220307 Notice of violation from insp on 021215-030215 

a Region 2, Office of Director. 03/05/23. 2pp. 19683 241. 24X 

Ficho: 50-324, 83/07/ 13, 0307220294 


—8307220317 IE Insp Repts 50-324/83-03 it 50-325/03-03 on 021215-830219. 
Noncompliance noted: fai lure to adequately review procedure 
c hang e , p romp 1 1 y isolate reactor water cleanup % implement 
refueling operation procedures. 

MYERS, D, O, , GARNER, L. W. Region 2. Office of Director. BEMJB, P. 
Division of Project Resident Programs. 03/05/24 16pp. 

19683:243 24X F 1 C h e : 50-324 , 03/07/ 1 3. 0307220294 


8307220362 Ack receipt of 030624 Itr informing NRC of steps taken to 
correct violations noted (n IE Insp Repts 50-324/03-10 6 
30-323/03-10 

LEWIS, R, C Division of Project *. Resident Programs 03/07/13. 

UTLEY, E, E. Carolina Power it Light Co. Ip 19604 309. 24X 

Ficho: 30-324, 63/07/ 13. 6307220562 


— 8307220566 Responds to NRC 830523 Itr re violations noted in IE Insp 
Repts 50-324/03-10 & 30-323/03-10. Cor recti ve actions: 
administrative instructions for procedural rev being 
rewritten. 

DIETZ, C.R Carolina Power h Light Co. 63/06/24. O'REILLY, J. P. 
Region 2. Office of Director 2pp. 19604310. 24 X 

Fiche: 50-324, 03/07/13, 0307220362. 


0306140100 Confirms IE enforcement meeting on 830426 to discuss util 
actions it statements re Q-list equi pment. Proposed meeting 
agenda end. 

O'REILLY, J. P. Region 2, Office of Director. 03/04/19 UTLEY, E. E. 
Carolina Power U Light Co. 2pp. 18839:101. 24X 

Flic ha: 30-324, 03/04/19, 8306140100. 


-0307220569 Forwards IE Insp Repts 50-324/03-10 * 50-323/03-10 on 
030313-0415 U notice of violation 

LEWIS, R C Division of Project & Resident Programs. 83/03/23. 
UTLEY, 6. E. Carolina Power V Light Co. 2pp. 19694 312. 24X 

Fiche; 50-324. 83/07/13, 8307220562. 


0307140214 Forwards details to IE In»p Repts 50-324/B3-16 k 
50-323/03-16 on 030317-10. No noncompliance noted. Major areas 
insp «c ted: exerc i se scenario it emergency organ 1 za 1 1 on. 

VERRELL1, D. M, Division of Project it Resident Programs. 83/06/13. 
WILEY, E. E. Carolina Power it Light Co, lOpp 19522:008. 24X 

Fiche: 30-324, 03/06/15, 8307140214. 


0307130247 Forwards order imposing civil monetary penalties for FR 
publ 1 cation, W/o end. 

AXELRAD, J. A. Director's Office, Office of Inspection and 
Enforcement. 63/06/29. Docketing it Services Branch. Ip 
19474:360. 24X Fi che : 30-324, 03/06/29, 8307130247. 


0307 220-202 Forward* IE Insp Repts 30-324/83-13 h. 30-323/03-13 on 
0304 1 3-031 3. No noncompliance noted. 

VERRELLI, 0. M. Division of Project it Resident Programs 03/06/29. 
UTLEY, E. E, Carolina Power it. Light Co. 2pp. 19684:116, 24X 

Fiche: 50-324. 03/06/29, 0307220202, 


—8307220207 IE Insp Repts 30-324/B3-1 5 >y 50-323/03-15 on 03041 5-031 A. No 
noncompliance noted. Major areas inspected: opera fcions safety 
ver If ication, maint, surveillance it LER it plant transient 
review. 

MEYERS, D. 0. , GARNER, L. W. , HARDIN, A. K. Region 2, Office of 
Director. 03/06/21. 9pp. 19684: 118, 24X F 1 c h e : 50-324, 03/06/29, 

8307220202, 


—8307220371 Notice of violation from insp on 030315-04 19. 

« Region 2, Office of Director. 83/05/23. Ip. >9604:314. 24X 

Fiche: 90-324, 83/07/13, 0307220562 


—0307220576 IE Insp Repts 50-324/B3-10 t 50-325/03-10 on 030315-0415. 
None omp 1 1 anc e noted' fai lure to establish t> implement 
procedure for tracking temporary procedure changes 
MYERS, D. O. 1 GARNER, L. W. Region 2, Office of Director. DEMIS, P. 
Division of Project U Resident Programs 03/05/20 10pp. 

19604 313. 24X Fiche: 30-324, 03/07/ 13, 8307220562 


0306270406 IE Info Notice 03-48, "Gaseous Effluent Releases of 
Radioactive 1-123 & 1-131 in Excess of NRC Limits." Svc list 
enc i. 

TAYLOR, J. M. Division of QA, Safeguards it Inspection Programs (Post 
030103). B3/07/14. Consolidated Edison Co. of New York, Inc. 

114pp. 19715:270. 24X Fiche: 30-000, 83/07/ 14, 8306270406. 


0307190042 Forwards response to IE Bulletin 83-0?. "Stress Corrosion 
Cracking in Large-Diameter Stainless Steel Recirculation Sys 
Piping at BUR Plants . " Ultrasonic sys leak tests indicate no 
immediate c oncern, Continued operation justified 
HDWE.P.W. Carolina Power t- Light Co 83/07/14. VASSALLQ. D. B 
Operating Reactors Branch 2. 2pp 19633 136 24X 

Fiche: 30-324. 03/07/14, B307190042. 
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reports 4 related correspond* 



?„_?*!° r<: ^ bl e 0cctJT ' r6n ces. LERs 4 r«l a fc 


ed correspondence 


have RTGB position indicafcinn * 1 r0d 24-19 rfld not 

P r.^ t i^7onrr d cau ~ d "»•** 

Fiche: 30-324, 63/06/03, B307130242\ 


trol rods 


o- RE ,,uv. , p. ,;^s 


24 X 


”SiuiS,i^-S2;?srssi?i-i ss?3*:r*r l ~ 

.ssss h, 

b V deposit bloc l a g g 0 f instrument a Pfllie*f test in put. C aus e d 
PGULK, R. H. , DIETZ?C R CaJ V? *n nt 1 ihfl W /930701 ] tr. 

O'REILLY.U. p. Regie 2 OfF! <na 4 Li S ,lt c<l S3/07Y01 

Fiche 5 o- 3 a 4 . B 3 / o?/oi,e 3 o?uo 5 a 2 cl0T 3pp 

"!»sse!.s r?“?r ci ^ 

causing autamatif HPC 1 %i * n * 1 “*'"***- 

«£• ™ a-E 4 l-F 0 M. H/ 83 oJo 2 Ur M ^ 5 ° PplV ° Utboard 

O'RElLLYi J. P. 0l Reg iS n R a, i" Light C °“ 03/07/06 

Fiche: 50 - 324 , 83 / 07 / 06 . B 30 n 50024 . ^ ° r ' 2p P 19530:072 


24 X 


24X 


fc 34 No radietlen Roioph op f ^ ? at Station. 33 

frenoencg Increased ” P e «P» s “Fo to puklic. S*«R,ln S 

£112.%."- or?":'s*oTjnL? M s h ‘ c °- ***”'•■ 

F,^. : 3 0 - 3 ^. f ^ 7 Q ;,^So,^ P 14733 : 254 . 24 X 

KJS'Sf *■>« 

PASTVA, M. J. t D^ET2 c l 9 ?^n^ n ru,ay - 11/830719 1 tr 
O'REIILLY, j. p. Region 3. Offirl"'!. P ° U * r ? L ' 9ht Co s 3/07/l?. 
Flcho: 50 - 324 , 83 / 07 / 1^8307260404 D,rec *°r. 2 pP- 19733 061 . 


24X 


operations^enerated'fo^t^fJr/ioer^^'r U T ltit1!} conditions for 

bldg Two fire doors declared a l***' 8 •"•»■* *»* 

cjunterbaunce i ^ ^ 1 8 ^ tr ° ken 

R..i« L ‘^o C °;,*£' <,7/ai - °'^ly,u.p 

Fiche: 50-324, 83/0 7/2^, 8307290 1 32^ P ”*** ° 7 « *<* 

™? P6P ^ tor nations 

8 ^Hi“x: D ^r^, , i!.‘p*: «•*".*.. * 

b xams, per 8304 | 5 |* T r 0 P et, atar r e qua 1 t f l c a 1 1 on 

Coroll^'p.^p ^’j” P t 2 - D 0ff ‘« •>' DlPoctor. 83/06/15. HOWE. J, P. 
Fichs: 30-324, 83/06/J5, SSOVMOsSa. 19523040 24X 

■“USE, "a::::; ...» 

4IUI1MM adv iJlrl " ! j! Pernsjttej to augment four 
class scheduled far Pel ioSJ COn5p 1 *** 0,1 of current license 

Operating Reactor^ ^Brant* a L1 |I|« C ”ut5o /07/S1 VASSALLC. D b. 

Ftch e: 50-324. 83/07/3^*0307260460!* ' 9:,2B a40 »* 


"B^SW ICP. STEAM ELECTRIC PLANT. UNIT I 

& fys protect ion pUns 

8«S!i-«^i^KiSSs r::sr “ "«”“«?• 

per S 30323 e meeting PlSn^Jl U*b» dev n f Bnr> rf b * instaUerf b *J util 

st^:Tp ~r tio ™ bet ***° 2 p iJ.i:« p ?r" lt hi9h 

B 3 / 04 / 25 . UTLEY, 5 E°E ^Caroiin^P PreparedneBS ^ Material, Safety. 
24 X Fiche: 50 - 324 . 83 / 04 / 25 . S 307 l 40357 r & LlflHt C ° 4pP ‘ l95 ^ : 223 ' 

UTLEY, E.E. CaroUna'p^ TliJSJ Ce R ”s3 e "‘ P yS|5 a,n ‘' e3/05 ' 3 ‘ 
Fiche: 50-334. 83/05/31, 0307140161 19533: ,83 - »4X 

8307140214 Forujartfs details tn Tr t o 

50-323 / 83 -i 6 on 830317-10 Nn l Ins P R*pts 30 - 324 / 83-16 f, 
inspected: exercise scenario t onCafT,p 11 e noted. Major areas 

VERRELLr.O.H DlJiliM «r gan i 1 a t i on. 

WILEY, E E Carolina Poujb^ ^Liaht L R ° S !^ nt p y°9^5- 83/06/15. 

Fiche: 30 - 324 , 83 / 06 / 15 , 03 O 7 i?O 2 M PP ‘ l9!,32: 00B - 2 ^X 

e,ner9encv |,lan 4 

Ha™nt B r”‘ c v r io j p of 7 ^. 5 - "•sr; - ;-. 83/0 ^^ ».««*.* 

8307110370 P ‘ 19391 ° 09 - Fiche: 50-324,83/06/24, 

~ a: r::i‘;;e:: n R * v a ^ P „h 

Procedure. FEP-02 J p. in t^ri! " P r « -tore., Inc lud Ing 

z"her 3 m ^ --‘"•o^c 1 :; t ‘^t;rj;^c g t:j t ‘ on5 " 

O'REILLY, j.p ne a i;;‘S' omce^p'^ 6 C ° 33/06/01 ' 

Fiche 50 - 324 , 83 / 06 / 24,03071 10370 ^ DireCtOT ' 2PP 193 ? 1 : 010 . 24 X 

pjfj j«p»— 

* «'-«* ^.2 1 ”.sti!o;Mrii;{„i 

1939L Oil ltx a i\ n i P r 8 ^ ^ Li9f,t CD 03/05/04. 

4 X Fiche. 50 - 324 , 83 / 06 / 24 , 0307110370 , 


23pp. 


83 80YER. 5 L 9 E P,,b c^ o )'fn’ i p p "FT 0 te eTepgencg response plan. 

. 43 ,, 005. «:;vis:.rss:utos:,S; B 3S^: 78 ” 

svc “' t,r bu ”' 

establish fire-area boundari sbu trfoun capability analysis, 

HOWE. P. U. Carolina Polj^ ? J subsequent mod. 

Operating Reacfcois Branch l V" C °; 0 83/07/21 • '/ASSALLO, D. B. 

Fiche : 50-324, 83/07 /?! f 8307260084 ^ 19737:307 2 ^ 

alternate shutd own ca|ab i lttu°an°l 830502 COm mitments concerning 
to comply u/10cIrSo'app I *"*">"* * proposed mods 

Divisi^ N o? Li ce S 5 ing lna 3 89Wer 197^7^1 C ° 83/07/21 . MACKAYiS. D. 
8307270435. 3 3PP *^767 186. 24X Fi che : 30-324, 83/07/21 . 


Flnal Sap ety Analysis Report 


port ( FSAR ) & amends 


a 3 U^? 1 E 7 E r 0 T rd ?/ flie ' ,d 1 t0 Updafc€d FSAR - 

Offlre^lKj C f rQHna p0 '»*r * Light Co 83/ 
Nuclear Reactor Regulation, Direc 
Fiche. 30-324,03/06/20,0307230197. 


83/06/20. DENTON, H. R. 

ctor. Ip. 19706: 119. 24X 


0307250211 Amend 1 to updated FSAR. 
in,.* Pou »r * Light Co. 83/07/20 

Fiche 50-324,83/06/20, 8307250197. 


3l4pp, 19706: 120. 24X 
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P. Operating license stage documents & correspondence 


6307140133 Forwards safety evaluation of BWR Owners Group response to 
NUREG-0737, Item II K. 3. IQ, "Mod of Automatic 
Depr es sur i i at i on Sys Logic...," Two acceptable options 
Include elimination of high drywell pressure permissive. 

V/A5SALL0, D B Operating Reactors Branch 3. 33/06/03. UTLEY, E E. 

Carolina Power & Light Co 2pp. 19320:330 24X 

Fiche: 50-324* 83/06/03. 0307140130 


0307 1804 46 Forwards monthly FR notice of amends to OLs involving NSHC 
* Office of Nuclear Reactor Regulation. Director. 83/06/13. 
UHRIGuR.E. Florida Power & Light Co. 3pp. 19641 347. 24X 

Ftche: 30-000* 83/06/15. 0307180446. 


— 8307190001 Monthly notice of amends to OLs involving NSHC. 
CLARK. R A. Operating Reactors Branch 3 03/06/07. ISpp 

19641:349 24X F i c h e : 50-000* 83/06/ 1 3. 8307 1 00446. 


B307I40137 Advises that requirements of TM1 Item II, K 3. 13, "HFC1/RCIC 
Initiation Level*" met. Item resolved. 

VASSALLO, Q. B. Operating Reactors Branch 2. 03/06/17. UTLEY. E. E. 

Carolina Power 8< Light Co. 2pp. 19329:339. 24K 

Fiche: 50-324, 03/06/17* 0307140137. 


0307140126 Forwards exemption from certain requirements of Section 
50. 44 <c X3> ( i i ) r b combustible gas control * ex tend ing date 
for compliance to 031231. Revi eu of permanent exemption 
request nearly complete. 

VASSALLO* D. B. Operating Reactors Branch 2. 03/06/21. UTLEY* E E, 

Carolina Power & Light Co. 2pp. 19520:356. 24X 

Fiche: 50-324* 83/06/21 , 0307 1 401 26 


-8307140135 Exemption from certain requirements of Section 
50. 44(c ) <□) ( i i > re combustible gas control . e x tend ing date 
for compliance to 031231, 

EISENHUT, D. G. Division of Licensing. 03/06/21, Carolina Power 
8c Light Co. 4pp. 19528:330. 24X Fiche: 50-324* 83/06/21 , 

0307 140 126. 


B307130Q18 Forwards Amend 56 to License DPR-71 8< safety evaluation 
Amend changes Tech Specs to establish revised operating 
limits for Fuel Cycle 4 & changes control rod scram 
insertion times. 

VASSALLO* D. B. Operating Reactors Branch 2. 83/06/20. UTLEY* E. E. 

Carolina Power * Light Co. 2pp. 19511 316. 24X 

Fiche: 30-325* B3/06/28, 8307 1 3001 B 


--03O713OO21 Amend 36 to License DPR-71 * c hang i ng Tech Specs to establish 
revised operating limits for Fuel Cycle 4 8t changing control 
rod scram insertion times. 

VA&SALLG* D. 0. Operating Reactors Branch 2. 83/06/28. 33pp 

19311:318. 24X Fiche: 30-325. 03/06/28, 8307130018. 


'-8307130025 Safety evaluation supporting Amend 36 to License DPR-71, 

* Office of Nuclear Reactor Regulation. Director. 83/06/20 6pp 
1*7511:351. 24X Fiche: 50-325, 03/06/20, 8307130010 


0306270397 Generic Ltr 83-26 to all applicants for OLs & holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity, Svc list end 
EISENHUT. D. G. Division of Licensing. 83/07/03. Consolidated 
Edison Co. of New York, Inc, 16pp. 19390:317. 24X 

Fiche: 50-000, 03/07/05* 0306270397. 


9307070128 Forwards response to 830311 request for addl info re 
NUfIEG-0737* I tarn I1.K3, 20* "Gualificat ion of Automatic 
Depressuri lation Sys CADS) Accumulator Sys. 11 Accumulator 
leakage is of negligible concern. 

Z IfiMERMAN, S. R, Carolina Power Light Co 03/07/03. VASSALLO, D. B. 
Operating Reactors Branch 2. 10pp. 19294: 13B 24X 

Fiche: 30-324* 03/07/05* 8307070120. 


9307060329 Generic Ltr 03-27 to all licensees U applicants for 
operating power reactors & holders of CPs for power reactors 
ra surveillance intervals in STS. Svc list end. 

EISENHUT, D. G. Division of Licensing. 03/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:254 24X 

Fiche: 30-000, 83/07/06* 0307060329 


9307 1 40231 Confirms schedule for 030700 mg t meeting at Ralei gh-Durham 
Airport* Raleigh, NC to discuss status of outstanding 
regulatory issues. Proposed meeting agenda end. 

O'REILLY, J. P. Region 2* Office of Director. 83/07/06 UTLEY, E E 
Carolina Power t>. Light Co. ip, 19523:044 24X 

Ftche: 30-000,03/07/06,8307140251. 


8307080)69 Generic Ltr B3-2B to all licensees of operating reactors, 
applicants for QL holders of CPs re required actions based 
on generic implications of Salem AHWS events Svc list end. 
EISENHUT, D O Division of Licensing 83/07/08. Consolidated 
Edison Co of New York. Inc. 38pp 19669 269 24X 

Fiche: 50-000. 83/07/00, 0307080169 


8307250295 Requests 830011 meeting w/NRC , Fran k 1 i n Research Ctr 6 BNL 
in Raleigh, NC to discuss NRC 030414 request for addl info 
re loads evaluation of plant-unique analysis rept Responses 
will be submitted by 830026. 

ZIMMERMAN. S R Consumers Power Co 03/07/15 VASSALLO* D. B 
Operating Reactors Branch 2. 2pp 19703.322. 24X 

Fiche 50-324, 83/07/15. 0307250295 


0307290090 Requests review of util 830317 sub.m t ta 1 , NRC 030603 ltr & 
clarification re whether NRC request concerning TMI Item 
II. K. 3. 18, "Automatic Deprossur i 1 a 1 1 On Sys Logic Mods," 
appropriate. 

Z IMMERHAN* S. R Carolina Power & Light Co 03/07/26. VASSALLO. D. B . 
Operating Reactors Branch 2 2pp 19822 149 24X 

Fiche 50-324, 03/07/26, 8307290090. 


Q Inspection reports, IE Bulletins *< correspondence 


0307140392 Informs that liquid samples spiked w/rad lonud ides will be 
s&nt to facilities for radiochemical analyses as part of NRC 
confirmatory measurements p r og ram . Samp 1 es should be analyzed 
far tritium, Sr-89 & Sr-90 content within 60 days 
LEWIS. R. C. Division of Project J5< Resident Programs 03/02/07 
JONES. J. A. Carolina Power t> Light Co. Ip. 19523 3 54 24X 

Fiche: 50-000, 03/02/07, 0307140392 


0307220204 Forwards IE Insp Repts 50-324/02-28 6 30-325/B2-28 on 
820712-14 & 20-22 Enforcement action arising from insp 
addressed In 030210 ltr. 

LEWIS, R.C Division of Project 5 Resident Programs 03/02/22. 

UTLEY, E E Carolina Power h Light Cd. 2pp. 19604 041 24X 

Fiche: 50-324. B3/02/22, 0307220204. 


— 8307220209 IE Insp Repts 50-324/82-28 & 50-323/82-28 on 020712-14 & 
20— 22. No n c omp 1 1 anc e noted fa i l ure to perform surveillance 
tests, to prepare surveillance procedures 6 to take 
corrective action. 

HARD IN, A, K. , MYERS, DO.. GARNER. L. W. Region 2, Office of Director. 
82/08/25 9pp 196B4 043 24X F i c ho : 50-324, 03/02/22 , 0307220204 


0306140100 Confirms IE enforcement meeting on 830426 to discuss util 
actions 4* statements re Q-list equi pment. Proposed meeting 
agenda end. 

O'REILLY, J. P. Region 2, Office of Director. 03/04/19 UTLEY, E E 

Carolina Power & Light Co. 2pp 10039:101. 24X 
Fiche: 50-324, 83/04/19, 0306)40100 


8307140214 Forwards details to IE Insp Repts 50-324/03-16 & 
30-325/83-16 on 030517-10. No nonconip 1 lance noted Major areas 
inspected: exercise scenario & emergency organization. 

VERRELLI. D M. Division of Project * Resident Programs. 03/06/13. 
WILEY, EE Carolina Power k Light Co. lOpp 19522:000 24X 

Fiche: 50-324, 83/06/15, 030/140214 


8307130247 Forwards order imposing civil monetary penalties for FR 
publication W/o end. 

AXELRAD, J A. Director's Office, Office of Inspection and 
Enforcement 83/06/29. Docketing & Services Drench. )p. 
19474:360 24X Fi che : 50-324, 83/06/29, 0307130247. 


0307220202 Forwards IE Insp Repts 50-324/83-15 t, 50-325/03-15 on 
0304 15-0515. No noncomp > lance noted 

VERRELLI , D. M. Division of Project b Resident Programs 03/06/29. 
UTLEY.E E Carolina Power V Light Co 2pp. 19604 116 24X 

Fiche: 50-324, 03/06/29, 8307220202. 


—8307220207 IE Insp Repts 50-324/83-15 l 50-325/83-15 on 030415-0014 No 
none omp 1 lance noted. Major areas inspected operations safety 
verification, maint. survei 1 lance *< l.ER V. plant transient 
review. 

MEYERS, D □ . GARNER* L, W. , HARDIN, A K, Region 2, Office of 
Director. 83/06/21. 9pp 19604 tlB 24X F i c h e : 50-324, 83/06/29, 
0307220202. 


8306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem. 41 Svc list encl. 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post B30103). 83/07/11 Consolidated Edison Co. of New 

York* Inc. 154pp. 19563:293. 24X Fi che 50-000, 03/07/ 11 . 8306270401 


8306270404 IE Info Notice 83-47, “Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. M Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness t> Engineering 
Response (Post 030103). 03/07/12. Consolidated Edison Co. of New 

York, Inc. 1 4 l pp 19563:153. 24X F i che: 50-000* B3/07/12, 8306270404. 
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i^’s^ns-^/sUrr ta ‘ e " to 

SPsT’siEu:: Fr v^33 63, v^ 3 ' 

Fic^e: 30-324. 83/07/13. 8307320294 


-0307220290 Responds to NRC 030325 ltr re V »• U * \ , ‘ * ‘ E 1 "‘ P 

p.:;. 50-324/83-03 & 50-325/03-03 Corrective actions Plant 
llltlolrJ' FH-77 ” centra, fuel movemeet, revised ta r S ,d.r. 
control roi insertion prior to moving fu *;L * rvREJLLY, JP 

OTLEV. E E. Carol tea Power * tight Co 83/04/24 0 REltLY.J.P 

Region 2 j Office of Director 5PP 19693.234 24 

Fiche: 30 —324 » 03/07/13.8307220294, 


-B30722O3O1 Forwards IE Insp Repts 50-324/83 03 fc 50 325/83 03 

821215-830213 I* nat ic« of violation^ 03/05/39 OTUEY.E E 

a'REILLY.J.P Region 2 . Of Mb. «f Director _ B3/03/2S. 

Carolina Power & Light Co 2pp 19*83 239. 24X 

FUhe: 50-324, 83/07/13, 0307220294. 


-0307220307 Notice of violation fro, a insp on 021215 B30!lt 

» Region 2, Offica of Director. 03/05/25. 2pP- 17453- »’■ 
Fich*. 30-324, 83/07/13. B307220294 


—0307220317 IE Jnsp Regts 50-324/03-03 t, 50-325/03-03 on 021213-030215. 

“ “ i c. n P o,„’f.,..rP to adequately review d«r. 

th.ngo, prompt m ioolate reactor water cleanup U Implement 

refueling operation procedures, - Director BEMI9, P 

hYERS/D O,. CARNER-L.I4. Region 2, Office of Director. 

Division of Project & Resident Programs 16p,> ' 

19683:243 24X Fiche: 50-324 . 03/07/ 13# 8 3 07220294, 


0307220362 Ack receipt of 830624 ltr Informn, WC of _ttept taken to 
correct violations noted in l£ Insp Repts 50 3^4/83 10 & 

LEU?sfR S c" 10 i)ivl.ion of Project & Reeldent Pt °’^ 3 
UTLEY, E.E. Carolina Power fc Light Co lp 19 
Fiche: 50-324. 03/07/13. 8307220562. 


—8307220566 Responds to NRC 830523 Ur re violations noted in IE It»P 

Repts 50-324/83“ tO * 50 - 325 / 83 - 1 0 - Correc t We at Jions. 

administrative instructions for procedural rev being 

dIe^T Carolina Pear 6 tight Co. 83/04/24. O-REiLEY.J.P. 
Region 2. Office Of Director, 2pP 19634.310 24X 

Fiche 50-324., 83/07/ 13. 0307220562 


— 8307220569 Forwards IE Insp Repts 50-324/B3-10 b 50-325/83 10 on 
830313-0415 it notice of violation. oi/ns/3i 

LEWIS. R. C. D( vie 1 on of Project b I Resident Programs. ■ 31 | MX 
UTLEY.E E. Carolina Power i* Light Co -PP 19684.312. 

Fiche: 50-324,83/07/13. 8307220562. 


-8307220571 Notice of violation fren insp on 830315-0415 _ 

a Region 2, Office of Director. BJ/05/23. lp. 19684,314 
Fiche 50-3 24 f 83/07/13. 8307220562 


-83072Z0576 IE In.p Repts 50-324/03-10 4 9 °' 32 ? /3 ?:'° Ba 0315 - 0 '" 3 

None omp I lance noted : failure to establish & implement 
procedure for tracking temporary procedure chang 
MYERS, D O, , GARNER. L. W Region 2/ Office of Dir 


chang es 

MYERS/DO, / GARNER. L. W Region*. ur r ^ 1 Oo 0 ^^' P 

Division of Project It Resident Programs 83/05/20 10pp 
19684:315- 24X Ftc he: 50-324. 83/07/ 13. 8307220362 


8306270406 IE Info Notice 63-48. “Gaseous Effluent Releases of 
Radioactive J-125 & 1-131 in Excess of NRC Limits. Svc ll«t 

TAYLOR. J. M. Division of OA, Safeguards * Inspection P ™9r am ’J P °*V 
030103) B3/-07/14 Consolidated Edison Co of New York. I« c 

l iV ? p 19713 270. 24 X Fiche: 50-000, 03/07/14, 0306270406. 


B307200150 Commits to submit plan foT add) insp of recirculation piping 
U elds of SO-inch diameter or larger for stress corrosion 
cracking during Nov 1963 - Mar 1984 outage within 30 days of 
issuance of confirmatory order n 

HURFORD, W. O. Carolina Power b Light Co. B3/07/19. VABSALLO, D H 
aperating Reactors Branch 2- Ip 19651 251. 24X 

Fiche. 30-32 3, 83/07/19, 8307200130 


Periodic operating reports 6 related correspondents 


0307130212 Monthly operating repts for June 1983^ U/030706 ltr- 
HARRISON, F. , DIETZ. C. R Carolina PoweT b Light Co, B3/D7/06. 
DEYOUNG. fl- C Director's Office. Office of Inspection and 
Enforcement. I2pp 19306:032 24X Fiche 50-324,83/07/06, 

0307130212 


S. Regertab le occurrences. LER 5 l,J-Pl.t.._4orp«pond.n£. 


03O711OS1O LER 03-O24/O3L-O: on B 30602 . during refueling outage, position 
. jj Mnh. i inht for 13 core spray inboard injection valve 
Pl^ inadvertently tumping 

switch to off post tion. W/03O63O ltr. ST/06/30 

POULK.RM. DIETZ/C. R. Caro 1 i na Power 6 Llg h tC □ . 83/06/3^ 

O'REILLY, JP Region B> Office of Director. pp 
Fiche: 30-323, 03/06/30,0307110310. 


24X 


3307120271 updated LER 03-01 9/03L-1 on 030423, standtg liquid rontrol 
?U, relief valve operntlllty test revealed SLCS velvet 
1-C41-F029A S< F029B lifted at 1321 psig & 
raspectively^C.u.ad b, setpoint drift W/030430 ltr 
..I.,, M i ntFTZiC R Carolina Power 8< Light Co. 03/06/30. 
S^ip.“'^i™ R 2, Off,., of Director. 3pp. ,9424:067. 24X 

Fiche : 30-325. 03/06/30.0307120291- 


8307130102 LER 83-025/03L-0: on 830606. superv i s ory r evl mu. determined 
that standby liquid control sy» unknowingly rendered 
inop erat 1 e ?or 1 h 20 minutes on 830604 Caused by personnel 
failure to update log index- W/030706 l r^ 03/07/06 

PASTVA/M. J. . DIETZ. C. R Carol ina Power & Light Co. 03/07/0*. 

O'REILLY. J. P. Region 2, Office of Director, 3pp 19536.127. ^4X 

Fiche: 50-325, 83/07/06, 0307130102. 


0307220405 LER 83-01 4/03L-0: on 030406 & 00. ur t> ng ong^ o l- ng refueling, 

?wted control rods had no indications for dent f ed 

positions. Caused by def^ ec ti ve 

PAR P TiA C K n u SCt S?E;zrc‘ , R ' S ' ,,1 Ca?otlnrP»mer i. Light Co. 03/07/12. 
O-REIU^Ip. " 91 - 2 , Ofme of Director. 3pp. 19687:368. 24X 

Fiche: 50-325.83/07/12. 8307220405 


0307260496 RO on 830601, gamma analysis of bottom sodiment samples 

8 SnSStad excessive Co-60 concentration at Sample Sta ion* 33 
U 34 No radiation haaard or exposure to public Sampling 

Power , Light 33/07^10 O^ElLLYdJ-P. 

Region 2, Office of Director. 2pp 19733.254. 24X 

Fiche: 50-324, 83/07/ 10, 8307260496. 


0307260397 Updated LER 03-O17/O3L-! cm B30326-2B S. 0402. listed cantral 
reds had pa indications for identified posi t Ions. Caused by 
loose prototyplc inlet piping '""" oc ‘' > ” d d “° a 3 n 7 “; d 'i); 
uiork. Connecters uil) be properly f * st ' nc ?^ “( 8 ?? 7 i’ ‘ H 3 / 07/19 
PASTVA./i.J. . DIETZ, C.R. Carolina Power «, Light Co. 03/07/19. 

□ 'REILLY. J. P. Region 2 , Office of Director 2pp. 19733.116. 

Fiche: 30-325, 03/07/19. 8307260397. 


24 X 


U. Congress l ona l /Executive Correspondence 


8307270047 Forwards monthly PR notice of consideration if issuance of 
amends to OLs involving NSHC determination 6 opportunity 

nENTDN, 11 R^ Office of Nuclear Reactor Regulation, Director. 

03/06/22’ STAFFORD. R. T. Senate. E "X lr Sn?,?ina 7 PUb ' ^ W ° rk ’' ipr ' 
19811:018 24X Fiche: 50-000, 83/06/22, 0307270047. 


— 0307270090 Monthly notice of consideration of Issuance of amends to DLs 
involving NBHC determination 6 opportunity for hea^ ri ng- 
CLARK, R. A Operating Reactors Branch 3. 83/06/07. 15pp. 

19811:020. 24X F 1 C he : 50-000, 83/06/22, 8307270047 


V. Operator Examinations 


0307140240 Forwards list of randomly selected candidates five 
alternates for operator fc senior operator r egua 1 i f icot i on 

S”E}uXjT"R.iun 2. Office of Director 03/06/18. HOWE, J P. 
Carolina Power if Light Co. 2pp. 19323:048. 24X 

Fiche: 50-324, B3/06/15, 8307140248. 


8307260460 Requests that individuals from technical s taff. meeting ehlft 
technical advisor requirements be permitted to augment 
fully qualified advisers until completion of current license 

HOWE*P*W hfld Carollna Power V Light Cq. Q3/Q-//21 . ^ VABSALLO. D. B. 
Operating Rcactars Branch 2 2pp 19728:360. «.4X 

Fiche: 50-324, 03/07/21/ 0307260460. 


DOCKET 50-326 UNIV. OF CALIFORNIA AT IRVINE 
R~~PeModic"operating reports U related correspondence 


f 


0307010160 " Annual Operating Rept for 82 ^ 70l-8 n55o? / 2 7 Director'* ? 

MILLER, 0. E Californlaf Univ. of, Irvine. 03/06/37. j 

Office, Office of Inspection and Enforcement. 23pp. 19124. 2 JY. **** | 

Fiche: 50-326, 03/06/27, 8307010168. 


DOCKETED ITEMS 


S. Rep or tab 1* occurrence)! LERs b related correspondence 


83070 10171 RO; on 830624. fast transient rod failed to insert when 
scr-ammed. Caused by dryness of air-cylinder portion of rod 
drive. 8ys completely cleaned w/solvent & seals inspected. 

MILLER, Q.E. California. Unlv. of. Irvine 83/06/25 

Standard i latlon b Special Projects Branch lp 19169:236. 24X 

Fiche: 50-326. 83/06/23. 83070 10171 


B30721O237 RO: an 830701 , during withdrawal of adjustable transient rod 
cy 1 inder , c ontr o 1 rod began to wi thdraw. Probab iy caused by 
dirt in air sys due to clogged permanent f t l te r . R e g u lar 
malnt of filter planned. 

ROGERS. P. J. California. Univ. of. Irvine 03/07/00. 
Standardization 6 Special Projects Branch. 2pp. 19664:182 24X 

F i c h e : 30-326. 83/07/08. S3072 1 0237. 


— 0307 1 40165 IE Safeguards Insp Repts 50-327/03-11 b 50-320/83-11 on 
830606-10. No noncompliance noted Major areas inspected site 
or ientat i on- secur i ty plan 6 implementing procedure 6 
security organization mgt Details withheld (ref 10CPR73.21) 

KQORE. D. E. Region 2. Office of Director MCGUIRE. D. R. Division 
of Emergency Preparedness b Materials Safety 83/07/08 IP 
19523 215 24X Fj che : 30-327. 83/07/ It . 830714015B 


B307250219 Advises that util emergency operating instruction beiP9 
revised to manually energize permanent hydrogen mitigation 
sys. due to delay in completion of Westinghouse Owners Group 
emergency response guidelines 

MILLS. L M Tennessee Valley Authority 83/07/19 ADENSAM, E 
Licensing Branch 4. 2pp. 19706:030 24* Fiche: 50-327. 83/07/ 19* 

B307250219. 


J. Insurance ?. indemnity information 


V. Operator Examinations 


8307000427 Generic Ltr B3-12A to all nonpower reactor licensees re 
issuance of NRC Form 398. "Personal Qualifications 
gtatament - Licensee. " Svc list end. 

EISENKUT, D, G. Division of Licensing. 83/07/11 Michigan. Unt 

of. 14pp. 19563:138. 24X Fiche: 50-000. 83/07/11. 8307000427. 


DOCKET 50-327 8EGU0YAH NUCLEAR PLANT. UNIT 1 
F. Security, medical, emergency b fire protection plans 


8307140220 Ac k receipt of B30513 ltr re emergency exercise 
during Jul 1983. Scenar to presently under review Any addl 
comments on exercise details will be made by telcon 
w/B Marks, _ 

VERRELLI.D. M. Division of Project b Resident 
PARRI8.H. 0. Tennessee Valley Authority. Ip 1952J. 164. 
Fiche: 50-327. 83/06/21. 0307140220. 


scheduled 


03/06/21 

24X 


0307140340 Ack receipt of 830616 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-327/83 08 b 

LEWIS. R. C. Division of Project b Resident Programs^ 03/06/27 
F ARRIS. H. G. Tennessee Valley Authority lp. 19523:235. 24x 
Fiche: 30-327. 83/06/27. 8307 1 40340. 


— 8307140343 Submits revised response to NRC B30D17 ltr re violations 
noted in IE Insp Repts S0-327/B3-08 V 50-32B/83-08 
Corrective ac t ions: s i te-sp e c i f i c health physics training 
will be required as of 030627. for unescorted access 
MILLS. L. M, Tennessee Valley Authority 83/06/24. 0 REILLY. J. P- 

Region 2. Office of Director. 4pp. 19523:236. 24X 

Fiche: 30-327, 83/06/27, 0307140340. 


8307000031 Forwards Endorsement 33 to NEL1A Policy NF-47 b Endorsement 
27 to MAELU Policy MF-102 

DUCK. J R Marsh b McLennan. Inc 83/06/30. SALTZMAN. J. Assistant 
Director for State b Licensee Relations. 3pp 19331; 313 
Fiche: 50-327. 03/06/30. 83O70B0031. 


8307200008 Forwards Endorsement 34 to NF.LIA Policy NF-247 b 
Endorsement 28 to MAELU Policy MF-102- 

DUCK. J. R Marsh fc McLennan, Inc. 83/07/15 SALT ZMAN, J. Assistant 
Director for State b Licensee Relations 3pp. 19647:173. 24 X 

Fiche: 50-327, 83/07/15. 830720000B 


P. Operating license stage documents b correspondence 


8306060070 Qeneric Ltr 
applicants for OLs b 
re safety evaluation 
Svc list end, 
EISENKUT. D. G. Divis 
Electric Co, iOpp, 
8306060070. 


83-22 to all operating reactor licensees, 
holders of CPs for Westinghouse PWRs 
of "Emergency Response Guidelines." 

ion of Licensing 83/06/03 Yankee Atomic 
19563 116 24X Fiche: 50-000. 83/06/03, 


0307080259 Forwards backfit cost figures for addl 
original 830208 request. Cost figures for 20 utx 
transmitted B30411. 

TOURTELLQTTE. J. Regulatory Reform Task Forte. 
PALLADINO, N Commissioners. 2pp. 19363:313. 
Fiche: 50-000. 83/06/22, 0307080259. 


seven utils 

Is 

B3/06/22 

24X 


per 


-8307000358 Forwards backfit cost estimates t or ( ac i 1 i 1 1 es . p e r NRC 
830315 ltr. Costs do not reflect extending scheduled outage 
due to bacVfits b mods . 

PARR IS, HG. Tennessee Valley Authority 0 ?' O5/ ®* n l93&4 009 

TOURTELLDTTE. J Regulatory Reform Task Force 5pp l 


-0307140351 Responds to NRC 830617 ltr re violations noted in IE Insp 
Repts 30-327/83-00 * 30-320/83-09. Correc t ive actions: 
personnel reinstructed re general escort responsibilities, 
Including dosimetry requirement. 

MILLS. L. M. Tennessee Valley Authority, 

Region 2, Office of Director. 4pp. 

Fiche: 50-327, 03/06/27. 0307140340 


83/06/16. O'REILLY, J.P 
19325240 24X 


8306270397 Generic Ltr 03-26 to all applicants for OLs 6 holders of 
CPs for power reactors re clarification of surveilla 
requirements for diesel fuel impure 1 ty. - Svc 1 

EISENKUT, D. G. Division of Licensing 03/07/05, 

Edison Co of New York, Inc. 16pp 19390:317. 24X 

Fiche- 90-000, 03/07/03, 8306270397. 


-8307140333 Forwards IE Insp Repts 30-327/83-00 b 50-320/83-08 on 
030412-13 b notice of violation 

LEWIS, R.C. Division of Project b Resident al'v 
PARRIS. H. G. Tennessee Valley Authority. 2pp. 193^5.244. 24X 
Fiche: 30-327, 03/06/27, 0307140340 


B307060329 Generic Ltr 03-27 to all Mcensees ft C reac tor * 

operating power reactors b holders of CPs for p 

re surveillance intervals in STS. Svc 1 l l J Consolidated 

EISENKUT, DG Division of Licensing ®|/07/06 C 

Edison Co of New York, Inc I6pp 19669 ^54. 


— B3O7140363 Notice of violation from 
* Region 2, Office of Director. 
Fiche: 30-327, 83/06/27. 0307140340. 


insp on B30412-13, 

03/05/ 17. 2pp 19523:246. 24X 


— 8307140360 IE Insp Repts 50-327/83-00 b 50-320/83-00 on 830412-15. 
NoncompUance noted: fai 1 uro to issue proper dosimetry to b 
to provide adequate radiation protection training for two 

COLLINS, T.R. Region 2, Office of Director. JJARR. K_P- Division of 
Emergency Preparedness b Materials Safety. 83/03/10 7pp. 

19323: 240. 24X Fiche: 50-327. 03/06/27, 0307140340. 


8307140238 Discusses 030705 conversation between B Marks b GN Huffman 
re training requirements for NRC b contract personnel 
entering f ac i liti es. Li *t of NRC b NRC contract personnel 
observing emergency exercise end. ««/«•» /no 

VERREULI.D.H. Dtvl.Hm of Project **■“«•"* Pr '|^ , 00 . S3/ ^' 08 ' 
PARRIS, H. 0. Tennessee Valley Authority. 3pp 19523.004 
Fiche: 30-327, 83/07/00, 0307140258. 


8307140138 Forwards IE Safeguards Insp Repts 30-327/03-1 
30-320/83-11 on 830606-10, No noncompliance noted. 
VERRELLI.D. Division of Project b Resident Pr °9™"*„ 
PARRIS, H. G. Tennessee Valley Authority. 2pp. 193d^. 
Fiche: 30-327, 83/07/ i 1, 8307140138. 


I b 

83/07/11 
213. 24X 


7000169 Generic Ltr 03-20 to all licensees of T 

pp 1 1 can ts for OL 6 holders of CPs re ^4U »’ed actions.bas 
n generic implications of Salem ATWS Consol 

ISENKUT, D.G: Division of Licensing. 83/07 

dison Co of New York. Inc. 3Bpp 19669 269. 24X 


eactors, 

»d 

i dated 


07190166 Forwards LOCA Imajor RCS P*pe pgto^tubi plugging 1 !, 
Cycle 2 assuming 2X uniform steam generator tube P*us» 

containment purging at time of acciden B3 /o 7 /14 ADENSAM. E 
MILLS, L, M. Tennessee V» 1 i *SI A«th or » t v - 60 , 327j 83 /07/ 

Licensing Branch 4. 80pp, 19636:264 24X ficne.v 


8307260207 Forwards jus 
electrical equipment 
submittal for remain! 
KAMMER, D. S. Tonnesse 
Licensing Branch 4, 
0307260207. 


tification for con 
in Categories I B< 
ng i terns will be s 
u Valley Authority 
92pp. 19731:084. 


tinued operation of 
II A b IV. Final 
e „t by 830729 

03/07/20. ADENSAM. E. 
pflX p j che : 50-327 , 03/07 /20, 



ISO 


DOCKETED ITEMS 


83 T«h°a»«?‘‘Ei^ a !!“ > " e ° r *° Llc<M,le * DPH-V7 *. CPR-79, chains 

Ifrcn Specs re hydrogen igniter survei 1 Unce tost U 

requirement, containment isolation valve operability 6 

Spray noi,U operafcional limits l< Table 3.2-|. 
rvTan.; n Tenne!sea 83/07/21 ADENSAM ,E 

B3B7270036 app J4« F, cl,,: 50-327. 83/07/21, 

— B307270040 Propostd Tech Specs re higdragen igniter surveillance test 
rnuirementi containment isolation valve operability t, 

! PrSy not,ie operational limits * change, to 
Table 3. t-| for DNO parameter,. 

* J en ^ s s«e Valley Authority. 03/07/21. 33pp 19749 17 ] 24 v 

F { che 50-327. 63/07/21 , 0307370036. 171 24X 


03O7I4O15B Forwards IE Safeguards Insp Repts 50-327/03-11 
0n 830606-10. No noncorrp 1 lance notS 
PARRISH G ^ lv,5l0#1 of Project t. Pendent Program,. 03/07/11 
PARR IS. H. G. Tennessee Valley Authority. 3pp 19523 213 ox ' 
Flche: 30-327,63/07/11.0307140130. 19523.213. 24X 

03 2Z 14Ol6S IE Safeguards Insp Repts 50-337/03- 11 & 50-32ft/on ,, 
B3oeoe-.o. N . noncen.pU.nte n„tSd.H*,or ernes !„tp«tSfu?;“ 
or ientati on. security plan 6 implementing procedure 6 

MDORF l iV° r9 fl n i 2aU ^ n ^ t 0etaiU ulthheld (ref 10CFR73. 21) 
MQORE.D E, Region 2. Office af Director. MCGUIRE. D R Division 
?u™ e ^ 9BnCy Pre P aretf f'««5 L Materials Safety. 03/07/00 * 

19323 219. 24X Fi c h e ; 30-327. S3/07/ U , 8307 1 401 38 * P ’ 


0 t l ^ P CCt>0n r ®P° T ts, 1 E Bulletins t, correspondence 

83 03O4OA!o5OS r w ardS IE T V 5P Ret>ta 5O '' 327/03 -°'? * 30-320/53-09 on 
HJ0406 °505. Ho none omp 1 i anc e noted 

PARnK^i* r 11 r Division of Project t< Resident Programs. B3/G6/24 
PARRIS. H. G. Tennessee Valley Authority 2pp 19514 160 24X 

Fiche. 50-327, 83/06/24. 6307140072 

— 0307140077 IE Insp ftepts 50-327/03-09 b 50-328/03-09 on B30406-05O5 Wn 
"^compliance noted Major areas i nspec t ed : sy s operabUHg <*<*■ **> 
verification. IE bulletin 8. c i rcular rmeu, TecS s „ ^ 

ar,c * observation & open item review 
‘ * D « TLER< S ° R °aion 2. Of face of Director. QUICK. D R 
1^9514 ?6p Qf U R «5ident Programs. 83/06/24. 6pp. 

19514-162. 24X Fiche: 50-327, 83/06/24, 6307140072 PP 

83 03O5O^O6O5 r r rd5 lE ! ? SP Rept5 50 ~ 327 'S3-iO * 30-320/83-10 on 
“““J 1 ' 6 0605. Ha noncompliancB noted 

PARR^s^H* G ^ r "^vision 1 Project h -Resident Programs 83/06/24 

PARRISrH. G. Tennessee Valley Authority. 2p p 19514*060 pay 

Fiche: 30-327,03/06/24, 8307140085. 24X 

830906 ' 0405 ’ No 

fSnEuii . a ;eE' rit ! 0 '’ al 5af,tg ve Ti,icat.on, reactor trip 
roil uwup 6 LER review. v 

FORD i £ J. , BUTLER . S. D. Reg t on 2. Office of Director QUICK D R 

•*»"£»■ E; g ;i«vS: 5 s^;rt%:;sr^ 07 ?jssK«- 6pp - 

: 5 .‘Kk‘rsast 

PARflrs R H C o D * vision oF Project 6 Resident Programs. 63/06/27 
PAKflrSrH.Q. Tennessee Valley Authority 1 * I9535-3VI m 

Flche: 50-327. 03/06/27.8307140340. 19525.233. 24X 

mJl^l J* < » 0 * r »2 n ii^iS ,f mo2a7rjor h ”iSc l D ?fc!IS 1 SiciI!r ,,,infl 

Ficbe: 50-327, 03/06/27, 8307140340 ^ 

j^on L 2 M „;r Trivixiiii. A r t r p 

Flche: 50-327,03/06/27,6307140340 

Bo - 3a,/ «-« * «-*»*«-» «* 

PKRRIsI'h^O D T»itneEEeE f VeUerAuthe ,S E de '' t -. Pr ‘ ,,r3 ' nS 83/05/17. 

Fiche: 90-3S7, .83/06/8? 8307 ! SragS ‘ ‘ V 2PP ,9M9 ^«- 


B306270404 IE Info Notice 03-47, -Failure of Hydraulic Snuhha™ 

^nonAM Cont3ml r,3ted Hydraulic Fluid. - 8vc list end. * S 

J RDAN.E.L, Division of Emergency Preparedness & Engineerino 
Response (Post 830103). 83/07/12 Co.nol 2 J 8 

Tort, rnc. Mlpp. 19563: lS 3. 24X Fi ^rSilSSS^”! 83062^. 

i14pp 19715:270. 24X F i c h e : 50-000, 83/07/ 1 4, 8306270406. 

R ■■■ P . eri0di !_° P !^ tn g re P° rt * related correspondence 

83 MASQN!*c 4 C {1t,n miSFF P n rat i n9 rept5 f ° r Mav 4903. W/830615 Itr. 
nff?r^ C nr'n to ^ P E ' S’ TenflB55de Valley Authority, 03/06/03. 

_ . _„ eSDU, * ce ^ anta 5ement. Director. 45pp 19685- 046 pay 

Fiche: 50-327, B3/06/03. 0307220474. 683 ° 46 ' 24}( 

B3O7O60O71 Forwards -Aquatic Environ Conditions in Chickamauaa 

R^Erp^u r |N00°S«0 ti ° n ' S<C ° ni1 Ann ° 41 ReP ‘ 1902 '" p ' r 

Flche: 50-327, 83/06/29, 8307060071. X 


K* ^ an 25 SSes ' /aJle y Authority. 83/06/30. 
Fiche: 50-327, 03/06/29, 030706007 1 


Rep t 

334pp. 19240:020. 24X 


t * rol *t° d correspondence 

03 vl 1 vr?-PC V- 3 S? 22 7 ^°? L ^ 0 ? 83 °53l* auxiliary feedmater automatic 
hud^., iT S 3 12 , declaTierf inoperable. Caused by clogged 

i sSSsf" 1 " ^p!,«H/^-,?r td 

S «v ' xr«- 

19425.22^ 24X Flche: 90-327, 03/06/20, 8307120422. PP 

83 swi? 8 het l-LS-B^-SyS 3 ^ 0 / 0 . 030603, two upper head injection level 
** & 23 Glared inoperable, caused by 
J J rift Sultch » rocal lbr. W/030701 ltr 
2SS?Jw Valley Authority. 

b, ““ n - ut * pip “ 

83/07/06 R 0'nrlLLV°j M p R ’n GREEN ' KJ ' Te n nssaee Valloy Authority. 
19429 210 l ^ Reg 1 on 2, Office of Director, 2pp. 

19423.210 24X Flche: 30-327, 03/07/06, 8307120420 


-03071 40363 Notice of violation, fi 
* Region 2. Office of Director 
Fiche: 50-327, 03/06/27, a307 1 4034 


insp on 830412-13. 

63/05/17. 2pp. 19523:246. 


24X 


' S3 ^3,^t ^ p ^ 5& - 3 «/a 3 -PB 

iSiSa 0 - p nrr Ji °" : ‘ : '' : ‘= D ^ p ^- «^s>; 

24X F i c he. 30-327. 03/06/27, 03071 40340 


B3041 2— l 3, 
to k 
two 

Divis i on of 
7pp. 


8306270401 IE Info Notify o-i 

Sorry Rec i rcula t i on Spray Valve Failures Degrade 

JORDANrE.L. Diviu n « lx r! ' 8 Svt ' llst enc ], 

Response (Post 030103) 03/07/11^ Pre J’ ar ed " e « 4 8< Engineering 

York. Inc, 154pp. 19563 293 ia, ***?*&* W* E6ison Co ' of 

t“36J e.93 24 X F i The: 50-000, 03/07/1 1,03062704? 


involvina fr 05O n iKK enigneering evaluation of numerous events 
9 fT03en ,te condenser intermediate deck doors Most 
problems occurred while plant was new * have deer eased' as 
JKS^i 0 " -1 gained decreased as 

BEVFRIT. K V n °R C ^°I °P" ration5 Ana lysis Oranch, 03/07/11. 

24X net,: 90-aMfM/O7/U , r B3i7^0330.' ' ’ ' ‘ flra " C ''' 2PP ' ,7B57:060 - 
"^erig Inec ring r ,va?uat ion °Tept S ° P lnto, ' mel,ia ‘ e " AEOO 

19057' 06 n Re * 4 J°^°S er Si 1 ^ S Branch. 03/07/11. 6pp. 

IVU37 ,062. 24X Fiche: 50-000, 03/07/1 1 , 0307290320. 


B3 aUKni > ary R bldo brelch 8 d°f tU1 ° m0t?>aTi:iCal flre Penetrations in 
3 JiJf b ^«ched (for period greater than 7 days. 

pJnltJaSio^ L°f ;°^ nlcafclon betu(en personnel. Breached 
GREEN H J r 1 h breaching permits will be posted. 

Region^ Va,, * V AuthDrit Y' 03/07/21. O'REILLY* J. P. 

3 ; n ^ flcs Director, 2pp. 19821:034. 24X 

Fiche: 50-327, 03/07/21, 0307290039. 



DOCKETED ITEMS 


151 


0307990096 LER B3-088/03L-0: on 030624, dor 1 rig STEAR 03-07, steam 
ganerator 3 auxiliary feedwater inlet valve handswitch 

did not work. Caused by stripped ramp portion of 
internal op orator, W/B30721 ltr 

DUQGIN# G. E. # HARDING# M. R. , GREEN, H. J Tennessee Valley Author! tu 
O'REILLY, J p. Region S. Office of Director. 3pp 
19822:206. 24X F i c he : 50-327, 03/07/2 1 , 8307290096. 


03 rIS?° 2 J 9 / d U * 5 th4t util B4T,er 9® nc V operating instruction being 
revined to manually energiio permanent hydrogen mitigation 
*yi, due to delay i n completion of Uestinghouae Owner* Group 
emergency response guidelines. 

MILLS# L- M Tenno* tee Valley Authority, 03/07/19, A DENS AM# E. 

r- " Ch * 2PP ' 1<?70i - 030 S4X Fiche: 50-327# 03/07/19# 


Operator Examination* 


8307140273 Advise* that abbreviated operator training program for 
mitigating core damage satisfies intent of NUREG-0737# 

Item I I. 0. 4- Training will be given to managers L technician* 
in health p hy s i cs# p lant chemistry b instrumentation. 

MILLS, L. M Tennessee Valley Authority. 03/07/00 ADENSAM# E 
e3o'l4027S BTa, " : ' > 4 2p ' , • 19SaS:325 ' 24X F 1 ch b ; 30-327, 83/07/00, 


DOCKET 30-320 SEQUOYAH NUCLEAR PLANT, UNIT 2 
F. Security, medical# emergency & fire protection plans 


J. Insurance & indemnity Information 

“?TK”:;j c \ E £;isr ,nt 33 to neua poi “* nf - 47 * 

a ^ cLennani !««• 03/06/30. SALTZMAN# J. Assistant 

f ~ r Stdte * Licensee Relations. 3pp. 19331:313. 24X 

Fiche; 30-327, 03/06/30, 0307030031. 

830720000a Forwards Endorsement 34 to NELIA Policy NF-247 & 

Endorsement 28 to tIAELU Policy MF-102. 

SyjU't-?' ."■I!"* {\ L ' nn *"- *“• 83/07/19. 8ALTZMAW, J. A..i,t.nt 

^ State & Licensee Relations. 3pp. 19647; 173 24X 

Fiche: 30-327, 03/07/ 1 5# 830720(1008, 


8307140220 Ack receipt of 030313 Hr re emergency exercise scheduled 
■during Jul 1903. Scenario presently under review. Any addl 
comments on exercise details will be made by tolcon 
u/B Marks. 

PARr?s L h’ £ M ‘ t Oiviaio " /^Project <• Resident Programs. 83/06/21. 
HARRIS, H. -G. Tennessee Valley Authority. jp, 19523; 164 24X 

Fiche: 30-327, 83/06/21, 8307140220 * ™ 

8307140340 Ack receipt of 830616 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-327/B3-0Q tt 
30-328/83- OB. 

Di Vi S ion of Project & Resident Programs. 83/06/27. 
FARRIS, HO. Tennessee Valley Authority. lp 19325:233 24X 

Fiche: 50-327# 83/06/27# 8307140340. 

B307I40345 Submits revised response to NRC 030517 ltr re violation* 
noted in IE Insp Repts 50-327/83-00 t# 30-32B/Q3-08 
Corrective ac ti ons : s i te-spec i f i c health physics training 
will be required as of B30627# for unescorted access. 

MILLS# L. M. Tennessee Valley Authority. 83/06/24. O'REILLYiJ p 

Region 2. Office of Director. 4pp 19325; 236 24X 

Fiche: 50-327,83/06/27# 8307140340. 

—8307140351 Responds to NRC 830617 ltr re violations noted in IE Insp 
Rapt* 30-327/83-08 it 50-328/83-08. Correc tive actions: P 

personnel reinstructed re general escort responsibilities# 
Including dosimetry requirement. 

MILLS, LM. Tennessee Valley Authority. 83/06/16. 0 'REILLY, J. P. 

Region 2, Office of Director. 4pp. 19525 240 24X 

Fiche: 50-327# 03/06/27# 8307140340. 

1 V’“ > R 'P‘ S 30-337/83-00 «, 90-338/03-08 on 
830412-15 8t notice of violation. 

PA^?ft R u C m D J vi5ion Qf Project it Resident Programs. 83/05/17. 
FARR-ISjH, G. Tennessee Valley Authority. 2pp. 19325:244 24X 

Fiche: 50-327# 83/06/27# 8307140340 * 

33Q7I40363 Notice of violation from insp on B30412-13. 

* Region 2# Office of Director. 83/05/17 2pp 19523-246 24 X 

Fiche: 50-327# 83/06/27# 8307140340, PP 9.^46. 24X 

S3 2 7l4<>3£, ?, lE Iniip Re P fc * 50-327/83-08 V 50-328/83-00 on 030412-15. 
None ampl i ance noted: fa i 1 ure to Issue proper dosimetry to & 
to provide adequate radiation protection training for two 
individual*. 

* Region 2# Office of Director. 03/05/10. 7pp 
19525:248. 24X Fi c h e ; 50-327, 83/06/27# 8307 1 40340. 

B3 ?« 1 D4scu * 9 * s 030703 conversation between 8 Marks * ON Huffman 

r« training requirements for NRC it contract personnel 
altering fac i U ties. List of NRC 8# NRC contract personnel 
observing emergency exercise end. 

PARFMa"^ ' r M ' T Divl * io " of Project <# Resident Programs. 83/07/08. 
PAHRia^M.G. Tennessee Valley Authority. 3pp. 19523:004 24X 

Fiche: 50-327, 03/07/08# 8307140258. P * 

lE 8 * f «9° ar < J * Insp Repts 50-327/83-11 & 

1 1 ° n 03<J6 °6-IO. No noncompliance noted. 

PARHiR L i*n' ? lvlaion Project 5# Resident Programs. 83/07/11. 
FARRIS# H. Q. Tennessee Valley Authority. 2pp. 19523:213 24X 

Fi ch e : 50-327. 83/07/ 1 1 , 83071 40 1 50. 


P. Operating license stage documents It correspondence 

83 «fM^ t 0S ;' , ' 1 ™ L ‘ r B3 ' sa 411 r*«‘w lien...., 

applicants for GLs fc holders of CPs for Westinghouse PWRs 
re safety evaluation of "Emergency Response Guidelines.'' 
avc list end. 

EISENHUT# D. G. Division of Licensing. 03/06/03. Yankee Abo 
8306060070°’ l ° PP ' 17563:116 »4X Fi c be : 50-000, 03/06/03, 


030700023? Forwards backfit cost figures for addl seven utils per 
original 830200 request. Cost Figures for 20 utils 
transmitted 830411. 

J ' Regulatory Reform Task Force. B3/06/22. 

PALLADINQ# N. Commissioners. 2pp, 19363:313 24X 

Fiche: 50-000# 83/06/22# 8307000259, 

**~ 03 03O3?? 3 ?f^°^ a I d, J l>aCkfit C0,t 85tlmate * f ac i l iti*«# per NRC 

030313 ltr.Costs do not reflect extending scheduled outages 
due to hackf its It mods. a 

Tennessee Valley Authority. 83/05/02. 

TOVRTELLOTTE.V. Regulatory Reform Task Force. 3pp. 19364:009 
24X Fiche: 30-000# B3/06/22# B3G7O0O259. 

8307070003 Application for amend to License DPR-79# chang ing Ttch Specs 
to accommodate Cycle 2 reload operations. Class III feet 
applicable per 10CFR170. 22 , 

MILLS# L, M. Tennessee Vallay Authority. 03/07/01, ADENSAM, E 

83 ^SJoSo 3 4 ‘ 2PP ‘ 19267:253 24X F i ch e: 50-323# 83/07/01 1 

8307070005 "Reload Safety Eva 1 ua t i on, Sequoyah Unit 2#Cyde 2 •’ 

* Tinnassoe Valley Authority. 83/07/01. 23pp. 19269:223 24 X 

F i c h •: 50-328, 83/07/01 , 8307070003. 

—0307070011 Proposed Tech Specs re Cycle 2 reload operations, 

* Valley Authority. 83/07/01. 44pp. 19269:230. 24X 

Fiche: 50-328# 83/07/01 , 8307070003, 

8307130334 Forwards notice of c ons idera t i on of issuance of amend to 
License DPR-79 I# proposed no significant hazards 
consideration determination & opportunity for hearing re 
surveillance requirements for rod drop tests. 

ADENSAM# E. G, Licensing Branch 4. 83/07/01, PARRIS#H.O. Tennessee 

2pp ‘ 1*30*345. 24X Fiche: 50-328, 03/O7/O£. 

Nt>tlce of consideration of issuance of amend to License 
DPR— 79 & proposed no significant hazards consideration 
determination it opportunity for hearing re surveillance 
requirement* for rod drop tests, 

ADENSAM, E. G. Licensing Branch 4. 83/06/23. 4pp, 19500-34 7 24X 
Fiche: 50-320,83/07/01,8307130354. w. 24X 

8306270397 Generic Ltr 83-26 to all applicants for OLs U holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impur 1 ty . Svc list end, 

EISENHUT, D. 0 Division of Licensing. 83/07/05. Consolidated 
Edison Co, of New York# Inc. I 6 pp. 19390-317 24X 

Fiche: 50-000# 83/07/05# 830627039 7 . 


Safe 9 ua r<>* Insp Repts 50-327/03-1 1 U 5O-32B/03-H 
a^O606-lO. No noncompliance noted. Major areas inspoc ted: si te 
orientation, security plan it implementing procedure & 
Mrtnt!£ l !^ 0r9ani iakion mflt. Details withheld <ref I0CFR73. 21). 
.225?' R «9 iQ n 2# Office of Director. 83/07/08. lp, 
19523:215, 24X Fiche: 50-327. 03/07/1 1 # 8307140150. 


8307060329 Generic Ltr 03-27 to all licensees it applicants for 
operating power reactors it holders of CPs for power reactor* 
re *urveillance intervals in STS, Svc list end. 

EISENHUT# D. G. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York# Inc. Hpp. 19669:254 24X 

Fiche: 50-000# 03/07/06# 8307060329, 
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*” »" licensee* of op.r.tln, r,. ct or„ 
applicant* for- OL 6. holder* of CP* re required action* based 

liaSSuT D °! Sdl ' m ATWS ev ^ts.Sv C li*t end. 

EISEIMHUT, D, C Oiviiion of Licensing B3/Q7/0B. Consolidated 
Edison Co. of New York, Inc. 38pp. 19669 2 69 24X 

Fiche; SO-OOO. 83/07/08. 8307080169. 

8307140043 Advise, that B3Q6I6 & 21 revests to amend License DPR-79 
SJm S * p P rov * rf b 9 riuclear safety review board "" DPR ?9 

, n Valley Authority. B3/07/08. ADENSAH, E 


Lietnsinj) Branch 4. 
6307 140043 


19514. 190 


V- 83/07/08. ADENSAMj E. 
24X Fiche: 50-32S, 83/07/08, 


SS?4H.r r:s; ' 5 * l »^s?sss* 

— t„ propo,,,! T «» g p , c , , upp „ t<n> cgcl. a 

m 3 S; o«>,. S4X 

B3 2«??T.^^‘ a v 0CA ,i" ajOP / CS pl "' rup»„r.., r..n.l„.,. for 
can 1 nS | 2A uniform steam generator tube plugging & 

« nt £ urjln 3 at *!«■ of accident. 8 

{_£c*n Sinc^" Branrh ^'l****!./** Authority. 83/07/14. ADENSAM, E. 

^7190166 l9A3A:26i »- 24K FI the: 50-327. 83/07/14, 


IE Ir5p RBptS 5 °-327/B3-10 & 50-320/83-10 on 030306 - 060-5 
noncomp 1 i anc a noted. Major areas Inspected: ESF sys 605. Wc 

ope rat) i 1 i ty. operational safety ver i f i ca t i on, r eac tor trio 
followup t< LER review. reaccor crip 

FORD, E.J., BUTLER, S.D. Region 2, Office of Director. QUICK DR 
Pro J ecfc * Resident Programs. 03 / 06/24 too 
19514:070. 24 X Fiche: 30-327, 83/06/24, 8307140085. PP 

8307140340 Ac k receipt of 830616 Ur informing NRC of steps tak„n 
5O-320/83‘Oe ati ° nS nt>t<>d ^ lE rn,P R<fpt5 5 °-327/83-O0 l 

PARRIsVfl D rlt* i0n °Vr? J6Ct * Re9id «"* Programs. B3/06/27 
PARRIS,H. 0. Tennessee Valley Authority i P . 19525 235 mv 
F iche: 50-327. 83/06/27, 8307140340. 19533.233. 24X 

— 0307140345 Submits reviled response to NRC 030517 ltr re violation, 
noted in IE tnsp Repts SG-327/B3-0B b 50-330/03-00 Nation* 

Corrective a c t i d ns : * i te-spec i f i c health physics training 
MILLS L „ Bqu i. red ** of 030627. for unescorted access. 

LLS, L^M. Tennessee Valley Authority. 83/06/24 0'Rriiiv , a 
Region 2, Office of Director. 4pp 19335 236 %av REILLY ’ J - R - 
Fiche: 30-327. 03/06/27, 8307140340 

—0307140331 Responds to Nf?C 030617 ltr re violative , 

R C pt, 30-327/03-08 * 30-328/03-08, Corrects icUonJ * P 

lnclSuni J B ^ 4t ^ ctcd ™ general escort re s p 0n s ! b i li ti e s, 
including dosimetry requirement. 

bI L V Si L *. M ‘ « TennesjBB Valley Authority 03/06/16. O'Rptllv jp 
R egion 2, Office of Director. 4pp. 19525 240 24X ' P ’ 

Fiche: 50-327, 83/06/27, 3307140340 * 


Ficha. 50-320. 83/07/1 5, 8307270290. 

19812,034. 24 X Flehe: 30-320. 03/07/15, 0307270290. P# 

” B3 «”mHC°- An '"" < ' 30 L1 ”"« DPR-7? 

IRBI2-039 21*1,? Slven ' 83/07,13. 3p«. 

19BI2.039. 24X Fiche: 30-328,83/07/13,3307270290. 

B 3 2 uc 4 l?r.l“lr!'' 1 * f«r continued ...r.tton of 

*l»ctrical equipment in Categories I.fl, li.A tu 

KAMMER t D 1 3 fOT T rPm * <nInfl U * m,i WU1 b e ** nt b U 630729 
Li^?'< D * 3 n V$ I ley Authority, 93/07/20 ^ ADENBAM P 

" «»»' «W3l = 0 Bi.*«* nc^ 30 -“?i 7 , S 0 . 
KAm™ i T T ' 9 " 0 '"' ‘’f'r'tlm.l * Trtll 3 2-1 

f 2 i:w ii -“- * «»•«!« *. 

33 ... .w^m. 

*_ I E BulUtln. t carr.spond tnc« 

?"«*p * f Sncr” no*,d r 337 ''® 3-09 * ®®~32B/83-09 0n 


VERRELL1. D.M. "f Pr^Ki' fc R..ld. nt Prdjr. 

■ nn e 1 see Valley Authority :>»- i«. 


PARR 1 9, H. O, Tenn v 
Fiche: 50-327, 03/06^: 03 


2 pp. 


83/06/24. 
19514: iAD. 24X 


noncempU»n c i n n5t»J P Mljo?"a^fls 3 ^n 9 J1 * c J O 3 320/B3 “ 09 0n 630406-0505. Ho 

kjsss. 7 s^ii" V n 1 *’ 

FORD. E. J . auTLER ft n ? P 5 i|Bn » r# view. 

1M14: 168. 84* Flth , ; 90 . 327 , M/oS/SrSM?”^ 

M ER*EH*? r "“ n "^"‘* n " f "»^ M7/83 ' , ° * 30 - Ma/83 - , ° 

PARRIS, H. O, Pr ? s, ' i ‘"‘ 83/06,84. 

F,ch.: SO-387, B3/06/8.*B307HOOM U ' ^ t9S,4i04a - = 4 * 


”^£iSS?« F r“tU. , J» , :R,!|J!Sl 3 °- 327/B3 -° B 4 80-32B/83-0B on 

Fiche; 50-327, 03/06/27, 8307140340. iVDri3.Z44. 24X 

a3 ° 71 R*oion N 2 fci nJp? # Violation from Insp on 030412-15. 

ruh^^.aB^fa^nSo. a3/0S/17 ' 8pp 1,323:a4t - 244 

^< 1 !"^^,*“*''“*“ Protection trolnln, fo? to,. 

Sra-wsa.^.K.'isir- xsx- 

ivoza .240. 24X Fiche: 50-327, 03/06/27, B307140340. 

^SorrHicIrciut,^ 1 ^: B Vt‘ " i 0 ™ 0 " M " 4 « V.Wo Pallor., D.jrad. 
J0 RDAn7e L mi! ? 1 Subsystem. « Svc list end. 

R.tpon » <P„„S 830 S5) M/07/n V ,, '-'f a '-.dn.„ 6 en„tn«Mn, 

York, Inc Mns /1 i' Consolidated Edison Co. of New 

4 pp. 19363.293. 24 X F i c h e : 50-000, 03/07/ H , 8306270401 . 

93 ?O-320/83-nT d «,^? a fr UardS It1Sp 30-327/63-11 * 

-JETV 1 n? f 3 ? 606 ^ 10 Wo noncompliance noted. 

PARRIS MG T Vl,Ifln of Pr °ject b Resident Programs. 83/07/11 

KSifiS^.a; ZVAZ&l&i?'” 1 ''- Spp - ,9523>213 - ^ x 

^ 03 03o2ol-?o I L Saf ° 3Uar ?? In4p nept5 3O -327/03-U 30-328/03-11 on 

odtnta ?nn noncompliance noted. Major areas Inspec ted: site 
5 Ur iJ V P Un * im P lem ®ntlng procedure b 
MQDRE SV 9 i n <* ° n Detal15 withheld <ref 10CFR73 21) 
of FmLrnf. *p* l0n 21 ° fflCB of ^^«tor. MCGUIRE, DR Division 
I 9523- Pi ,, ricy P ^ epar#dnBS * ^ Materials Safety. 83/07/08 lp 
19533.215. 24-X Fiche: 50—327 , 83/07 /II, 8307 1 40 1 50. P 


I ? f ° Hatice 83 - 47 f "Failure of Hydraulic 8 
N,? L Ngrfraullc Fluid. - Svc list end 

R.,pon, a IPo,?‘mS{mi ’'"'“’O'”''” » En„ 


Snubbers as 


^ ^ - Engineering 

v .,'l — " . 93/07/12. Consolidated Edison Co. of New 

* i4lpp. 19363:153. 24X Fi ch e: 50-000, 83/07/12, 8306270404. 


B3 r“io«?iv» ! n fSn N , 0t ! C ?n? 3 ; 4B ' ’' 0a5eo “ s Affluent R,L«„ of 
end U I “ 12 * ** 1-131 in Excess of NRC Limits." Svc list 

8301031 J M 03 /O 7 /!l 1On QA> Safe 9 uarrfs u Inspection Programs CPoit 
I d 19 ?? Consolidated Edison Co. of New York, Inc. 

H4pp. 19713.270- 24X Fiche: 50-000f 03/07/ 14, 8306270406. 

r * P ° rt9 fx related correspondence 

^MASaN^rc^^nSpftP^r 3 ^ 09 T ' Bp<?S f ° r 1983. U/030615 ltr. 

Offlr. of :.r fiEE * Tennessee Valley Authority. 03/06/03. 

^c 6 " 3 o°v 2 ;,‘^;o:/w:ss; 7 “ ,r ‘ ekor 4Spp i,6a5o4i ' 2 « 



DOCKETED ITEMS 


153 


S307060071 Forwards "Aquatic Environ Condi lions in Ch i c kamauga 
Reservoir During Qp era t ion -Sec end Annua] Rent 1992, 11 Be r 
NPCES Permit TN00264S0. 

EL-ASHRY. M. T. Tennessee Valley Authority 83/06/29. TRAINA. P. J. 
Envi r oninenta 1 Protection Agency 2 pp 19248 OlQ 24X 

Fiche; 50-327, 83/06/29. 0307060071 


— 8307060133 "Aquatic Environ Conditions in Ch 
Operation of Sequoyah Nuclear Plant. Second 
1962, M 

* Tennessee Valley Authority. 03/06/30 
Fiche: SO-327, 03/06/29, 0307060071 


iciamauga Reservoir 
Annual Rept 

334pp 19248020. 


During 

24X 


S Re|50Ttable oc currences, LERs V related correspondence 


B307120267 LER B3-0B1/O3L-O on Q30S29. upper containment outer airlock 
door found broken. Caused by two failed operating mechanism 
cam follower bearings. due to normal wear, heavy use h 
improper roaint during const Bearings replaced W/030627 1 fcr 
CARVER, Ah., HARDING, «. R. , GREEN, K J Tennessee Valley Authority 
63/06/87 CREILLY.JP. B,g ,on 2, Offico of Olr.cto? 2„„ 
19424:152. 24X Ft che : 50-328, 03/06/27, 6307 120267. 


on ujuem, hou subcoaling margin monit 
declared inoperable due to loss of plant process computer on 
two occasions, Caused by loss of power during start bus 
transfer >* blown f uso, rospoc t i ve I y. W/830706 Itr 

" ;, H J ROlNff * M R ' ' G ^EN,H. J. Tennessee Valley Authority 
B3/07/06. Q REILLY, J. P. Region 2, Office of Director 2pp 
19423:088 24X Fiche: 30-328. 83/07/06, 8307120416. 


93071203B9 LER 03-O82/O3L-O: on B30607, remote shutdown instrumentation 
channel for RHR flow rate declared inoperable due to being 


„ --- inoperable due to being 

out or to 1 orance Probab ly caused by instrument drift 
Instrument recal ibr. W/830706 ltr 
ROGERS, H-R., HARDING, M. R. 

03/07/06. O'REILLY. J P 

19432:144 24X F i c h e : 50-320, 83/07/06, 0307 120509. 


GREEN, H. j Tennessee Valley Authority 
Region 2, Office of Director 2pp. 


S3 2 7 «f° 335 LER B3 -° q 6/O3L-0: on B306lO,w/RC6 temp at 358 F i- pressure at 
2,213 psig.Btcam generator blowdown containment isolation 
valve 2™FCV - l-32 failed closed Caused by high temp environ, 

Higher temp resistant diaphragm installed W/030700 ltr 

M ^ HARDIN0,K n - ' GR EEN,H. J. Tennessee Valley Authority 
°'«EILLY, J.P. Region 2, Office Of Director^ 2pp. 
19684:245 24 X Fi c h e : 50-328, 03/07/00, R307220235 


B307220420 LER 03-OS7/O3L-O: on 830609, wb j L e reducing power for maint, 
axial fiu* -difference discovered outside target band for 
time period exceeding Tech Specs Caused t,y inoperability of 
D-e control rod. Setpoints adjusted W/830708 ltr 

25/JKJnS' « HARDING,M ' ORECN.H. J. Tennessee Valley Authority 
0'«EILUY,J.P Region 2, office OF Director 2 pp ^ 
19687:263. 24X F i che : 50-328, 83/07/0Q, 0307220420. 


0307290320 Forwards AEOD cnigneering evaluation of numerous events 
involving Froien ice condenser interned lute deck doors. host 
problems occurred while plant was now *, have decreased as 
operational experience gained 

crSSo'rT U Reactor Operations Analysis Branch. 03/07/11. 

f-w u‘ V Reactor Operations Analysis Branch. 2pp 19837 060 

24X Fiche: 30-000,83/07/11,8307290320 


0307290377 "Frozen Ice Condenser Intermediate Deck Doors, " 
RBe* 1 i ng evaluation rept. 

Reactor Operations Analysis Drench. 03/07/11. 
24X Fiche; 50-000. 03/07/11 , 8307290320. 


ZUKGR, 0. 
19037: 062. 


AEDD 

6pp. 


V. Operator Examinations 


E3307 140275 Advises that abbr 
mitigating core damage sat 
Item II. B. 4. Training wi 1 1 
in health pAy si ts, p lanfc ch 
MILLSiL.fi. Tennessee Vail 
Licensing Drench 4. 2pp 
0307140273. 


eviated operator training program for 
isfles intent of NUREG-0737, 
be given to managers & technicians 
emistry 6 instrumentation, 
ey Authority. 83/07/0B ADENSAM, E 
19522:325. 24X Fi che 50-327, 03/07/08, 


DOCKET 30-329 MIDLAND PLANT, UNIT 1 

^I—?f^i^f atl °!l 7c0nStruc,;ton 5ts 3 s documents ft. correspondence 


6307110405 Forwards Rev 1 to 
Energy Ctr Project Units 1 
COOK, J. W. Consumers Power 
Office of Director. 2pp 
0307110405. 


"Const Project Evaluation of 
* 2 ■ 

Co. 83/03/09 KEPPLER, J. 0. 
19382:292 24X Fl che : 50-329. 


CPC Midland 

Region 3, 

83/03/09, 


8307 1 4025c* Forwards 830307.08,0405 4 07 meeting n o t es , , nc I ud i ng 
d °vuments provided to NRC on 830313 ft Landsman 
030412 discussion verifying that Region III will provide 
author nation to excavate portions of Pier 0E/W 
MILLER, D U Consumers Power Co. S3/04/J4 
Office of Director 29pp 19523 009 
03071 40256 


HARRISON, J. J. Region 3, 
■4X Fiche 50-329,03/04/14, 


8307140211 Forwards resperaa t 
NRC 030328 itr re Const Comp 
procedures for controlling r 
training 

COOX, J . w Consumers Power C 
Office of Director iVpp 
8307140211 


° Items Ai, 2, 3, 4, 6. 7, 8 t 9 submittal in 
let ion program covering 
elaase of new work personnel 

□ 83/04/22 KEPPLER, J G. Region 3, 

19522 027 24 X Fiche 50-329,03/04/22, 


8307000453 Forwards Rev 1 to QC Instrumentation 
Implementation Overview Assessment " 

BARAN0W, 3 W. Stone 6 Webster, Inc. 83/06/28 
3, Office of Director ip 19347 256 ^IX F 
0307000453. 


J 0. Q J . "Const 

KEPPLER , J. 0. Region 
iche: 50-329, B3/06/29, 


83070B050B confirms that listed responses to Region 11] inspector 
R Landsman questions, provi d ed to B flurgess-NRC resident 
inspector, on 030608 Responses concern concrete truck drum 
revolving $, Drawing C-1427 

MOONEY, J. A. Consumers Power Co 03/06/28 HARR ] SON, J. J. Region 3, 
03O?O8O3O8 DlreCtOV 3Pt> it,3Ah 24X Fiche. 30-329, 83/06/20, 


03071 10039 Forwards Rev 1 to QC Instruction GCl 10 01, "Const 
Implementation Overview Assessment ,J 
BARANOkhS U. Stone & Webster, Inc 83/06/20 
3. Office of Director lp 19375 270 
8307] 10030. 


KEPPLER, J. G. Region 
24 X Fiche 50-329, 03/06/28, 


--03O7UOO4O Rev i to QC 
Overview Assessment 
* Stone & Webster, Inc 33/06/27 
Fiche 50-329, 03/06/28 , 0307 1 1 0030 


instruction 0C1 10 01, "Const Implementation 
6pp 19375:299. 24X 


0307050053 Advises that review of Zack Co welding procedures & we 1 d ei 
performance testing comp 1 eled ut i 1 author i?ed to proceed 
w/fabricatlon * welding of HVAC sys 

HARR ISON, J. J, Region 3, Office of Director 33/06/29 MILLER, D 
fl307030053 POUIer C ° 2P11 1,192 > 59 2-IX F.th.: 50-329. 83/06/29,' 

D ‘ 5c,,,,<,i ,taff roquirem.nt, fll.no re 03O6IJ brlCtno on 
□a deficiency s tatus. Dcf i c ketic i es resulted in saf e ty-re I a ted 
work stoppage on 82J203 l resulted from work performed 
subsequent to Aug 1980 reorgan i jati on 

«I f !2 KS,W of Executive Director for Operations 

83/06/29 _ CHILK-EJ. Office of the Secretary of the Commission, 
lp. 19434. I3B. c4X Fiche: 30-329, 03/06/29, 03Q71 J 0555. 


- -83 D7 110564 Staff requirements memo re 030615 briefing in Wash ing ton, DC 
on QA problems. Commi »s loner Gilinsky requested info whether 
deficiencies involved const completed before or after Aua 
I960 GA dept formation. 

0ffice of the Secretary of the Commission. 93/06/20 
DIRCKS.W.J, Office of the Executive Director for Operations lp 
24X Ficho 50-329, 03/06/29,0307110555. 


19434 139. 


8307060057 Provides info re na tiural' c ircu iat i on testing addressing 
concerns on boron mixing «, use of reactor vessel head vent 
temp indication in response to NRC 030617 telcon request. OA 
program approving FSAR change notice end 

DEWITT, R B Consumers Power Co 03/06/30 DENTON, H R Office of 
Nuclear Reactor Regulation. Director. 6pp. 19250 350 24X 

Ficho 30-329. 83/06/30, B3O/O60057. 


03071X0305 Forwards comments on mgt review committee 830623 
re bulk hanger organiration Mods ready for implementation. 
DARANOW. S W. Stone ft Webster , Inc. 83/06/30. KEPPLER, J 
Sffi” ° f OlTfCtor 2pp. 19378.330 24X Fiche: 50-327 

0307 1 10302. 


mea t In g 

G. Region 
i 83/06/30, 


8307120245 Forwards Core Damage Assessment Procedure St; 
'Estimation of Extent of Core Damage " Ei.cl changes t( 
NUftEG-0737, Item 1I.D.3 re pos t -accident analytical 
accuracies will be incorporated into FSAR rev 
CODK, J, W Consumers Power Co. 83/07/01. DENTON. H R. 
Nuclear Reactor Regulation, Director 7pp 19422 30i 

Fiche: 50-329,83/07/01,0307120245 


ion 99 IB. 1, 


Office of 
24X 


-8307120248 Core Damage Assessment Rioredure 
of Extent of Core Damage " 

<r Consumers Power Co. 03/06/30 47 pp 
Fiche: 50-329, B3/07/01, B307J2Q245 


STATION 9913. I, 

1 9422: 315, 24X 


"Est 1 mat l on 
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03O7L3O33-5 Trip rspt of 030422 visit to TERA Corp in Gethesda.MD to 
observe filing sys for -controlled docum-snts associated 
w/facility independent -design b verification program 
HCOD.D 3 Licensing Branch 4 03/07/01. Licensing Branch 4. 

4pp. 19508:352 24* F i c he 50 -329, 03/07 I 01. 8307 130335 


8306270397 Generic Ltr 83-26 to all applicants for OLs b holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity Svc list end 
EISENHJT, D. G Division of Licensing 03/07/05. Consolidated 
Edison Co of Neui York. Inc 16pp I939Q 317 24X 

Fiche 5-0-000, 33/07/05, 0306270377 


0307110010 Advises that remedial soils activities identified in Section 
1 of Attachment A b presently scheduled Far Jul 1383 have 
baer identified as crititdl Details of activities requested 
to assist in review, 

HARRIS ON i J J Region 3, Office of Director. 03/07/05 MILLER* D G 

Consumers Power Co 3p p 17374:211. 24X F j c h e : 50-327, 83/07/03, 

8307110010 


8307260547 Rev t to ’'Third-Party Const Implementation Overview, " 
M/830714 ltr. 

KELLY, R.B.. DARANOW, S. W. Stone b Webster* Inc. B3/07/O3. 

KEPPLEB, J.G. Region 3, Office of Director 6pp. 19731:320. 24X 

Fiche 30-329* 03/07/05,0307260547. 


&3 07 06 0329 Generic Ltr 83-27 to all licensees b applicants for 
operating power Tractors b holders of CPs for power reactors 
re surveillance intervals in STS. Svc list emcl 

EISENHUT, 0 0. Division of Licensing 03/07/06 Consolidated 

Edison Co of New York, Inc 16pp 19669:254 24X 

Fich* 50-000. 83/07/06, 8307060329. 


8307080169 Generic Ltr B3-28 to all licensees of operating reactors, 
applicants for OL b holders af CPs re required actions baaed 
on generic implications of Salem ATWEJ events. Svc list end. 

E ! SENHUT , D . G. Division of Licensing 83/07/OB Consolidated 

Edison Co of New York, Inc. 3Bpp 19669 269 24X 

Fl Che 50-000, 83/07/08, 0307080169. 


8307110311 Author l zes Remedial Soils Work 312150011 b 322130011 foT 
const of new ring beam For month of Jul. 

HARRISON. J J. Region 3* Office of Director, B3/07/08 MILLER, D, B. 
Consumers Power Co. 2pp. 19381:001. 24X Fi che • 50-329, 83/07/08., 

0307110311. 


0307180301 Summary of B30705 meeting ui/util In Wash i ngtan. DC re 
development of const completion program 

CUNNINGHAM, 0. H Office of the Executive Legal Director B3/07/OB 
Office of the Executive Legal Director Ip. 19566: t 10. 24X 

Fi c ho: 50-329. 83/07/08, 0307 180301. 


0307200079 Forwards 19 oversize drawings b figures tt various 
hydrographs from observation wells 6 piezometers nearest 
containments* in response to NRC request for info re reactor 
bldg se t tl ement. Ap«T ture cards are available in PDR 

MOONEY, J. A. Consumers Power Co 83/07/00 HARRISON, W.J Region 3, 
Office of Director. 106pp. 19650: 000. 24X Fich e : 90-329, 03/07/00, 

8307200079 


0307200316 Summarizes B30&15 telcon w/applicant re accuracies In 
required pos t-a-c c i d e n t analytical chemistry procedures per 
NJREG-0737, Item II. B . 3. Acceptable gamma spec t rum ana lys i s 
will be submitted in early Jul 1983 

M [ L.LER, ft A. Licensing Branch 4. 03/07/11 Licensing Branch 4 

4pp. 19656:343 24X Fich »: 50-329, 03/07/11 , 0307200316- 


83072003 1 8 Summarizes 830628 telcon w/applicant b Bechtel re NRC 
request for addl info on motion before hearing board to 
reopen contentions concerning effect of dewatering on 
settlement of Unit 1 reactor containment bldg. 

MILLER, M. A. Licensing Branch 4 B3/07/SI Licensing Branch 4. 

4pp. 19656:339 24X Fich »: 50-329, 03/07/1 1 , 0307300318. 


S30-7220402 Forwards Rev 3 to "M5SS Equipment b Piping," Vo l VIII to 
Seismic Margin. Review. " 

COOK. J. W Consumers Power Co. 83/07/il. DENTON. H.ll Office of 
Nuclear Reactor Regulation, Director. 3pp. 19691:175. 24X 

Fiche. 50-329, 03/07/ 1 1 , 8307220402. 


-8307220411 Rev 3 to "N5SS Equipment b Piping,” Vol VIII to “Seismic 
Margin Rev i e-u. " 

KIPP, T. R. . CAMPBELL, R. D , KENNEDY* R. P. Structural Mechanics 
Associates. SMA 1 3701 . 09RQ03 V09 83/07/31. 33pp. 19691:179. 

24X Fiche : 30-329,83/07/11,8307220402. 


8307250253 Forwards Rev 1 to 11 Third-Party Const Imp lemon tat i on Overview 
Procedure " Procedure revised for c lar j ty . Re-qu i rement for 
monthly repts deleted 

□ARANOW, S. U. Stone b Webster Engineering Corp. 83/07/14 
KEPPLER, J G. Region 3, OfFicc of Director Ip 19705:134 24X 

Fiche : 50-329, 83/07/14, 8307230253. 


— 0307230261 Rev 1 to "Third-Party Const Implementation Overview 
Procedure. “ 

BARANOW, S W. Stone b Webster, Ire. 83/07/05 5pp. 19705:133. 
24X Fiche; 50-329, 83/07/14, 8307250253 


8307200434 Requests au th or i 2 a t i on to excavate b backfill trench for 
ground cable east of technical support ctr in accordance 
u/Work Authorization Procedure 942450300. 

MOONEY, J. A. Consumers Power Co. 83/07/14 HARR ISON, J. J. Region 3, 
Office of Director lp. 19797: 119. 24X Fi che; 50-329, 83/07/14, 

8307280434. 


8307210123 Requests appropriate details of remedial soils work 
activities scheduled for month of Jul 1983 to assist in 
review, due to criticality of activity. 

HARRISON, J. J. Region 3, Office of Director 03/07/13 MILLER, D, B. 
Consumers Rower Co 3pp. 19666:085. 24X F i c h e : 50-329, 03/07/ 1 3, 

8307210123. 


*8307210144 Requests authorization to excavate b backfill trench for 
ground cable east of technical support ctr per work 
authorization procedure. 

MODNEY, J. A. Consumers Power Co. 83/07/14. HARR 1 SON, J. J. Region 
3, Office of Director. lp. 19666:088. 24X Fiche; 50-329, 83/07/13, 

8307210125. 


8307210208 Forwards "Kept of Overhead Fluid Grouting Testing Programi “ 
info re svc water pump sfcructur e, procedure for drilling in 
"fl” concrete h justification for continuing soils work, in 
response to NRC B30714 questions re soil drilling. 

MOONEY, J. A. Consumers Power Co. 03/07/15 HARR ISON, J. J. Region 3. 
OfficB of Director 20-pp. 19667:034. 24X F i c h e : 50-329, 83/07/ 1 3, 

8307210208. 


— 0307210210 "Kept of Overhead Fluid Grouting Test Program. " 

* Consumers Power Co. 83/07/15 47pp. 19667:054. 24X 

Fiche 50-329, 83/07/15, 03O721O2OB. 


8307260320 Forwards B&W info re non-nuclear i ns trumon ta t i on/ i n tegrat ti 
control sys failures for generic pressurized thermal shock 
study . BAW- 1 743, Tab le B revised to reflect Failure 4 
dascr ip t ion. 

CDOKiJ, W. Consumers Power Co. 83/07/18. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 4pp. 19726:302. 24X 

Fiche: 30-329, 03/07/10, 8307260320. 


8307250470 Discusses concerns re structural adequacy of diesel 
generator bldg due to numerous structural cracks occurring 
throughout bldg over yrv Recommend s remedial structural 
fixes be undertaken to ensure structural integrity. 

LANDSMAN, R. B, Region 3, Office of Director, 03/07/19. WARNICK,8. F. 

Region 3, Office of Director. 2pp. t?70i;l95 24X 

Fiche: 50-329. 83/07/19, B3G7230470. 


B30729D113 Forwards "Seismic Margin Review, Vol III, Auxiliary Bldg, 11 
describing method of analysis U resulting seismic margins. 
Considerable amount of margin exists in design. 

BUCKMAN, F U. Consumers Power Co. 83/07/22. DENTON, H. R. Office ef 
Nuclear Reactor Regulation, Director. 3pp. 19822:223. 24X 

Fiche: 50-329, B3/07/22, 8307290113. 


— 83072901 10 '’Seismic Margin Review, Vol III, Auxiliary Dldg." 

WESLEY, D. A , KENNEDY, R, P. < KINCAID, R. H. Structural Mechanics 
Associates. ShIA 13701 . D9R003 V03, 03/06/30. 255pp. 19822:327. 

24 X Fiche: 30-329, 83/07/22, 8307270 1 1 3. 


□307290191 Forwards Rev 14 to Vol I of GA program manua 1 , Po l i cy 1, 
"Organ! zat 1 on. " Changes organ l rat i ona 1 . Previ ous 
commitments remain unchanged 

Bl/CKMAN, F. W. Consumers Power Co, 03/07/22. DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director. 3pp. 19021:111, 24X 

Fiche: 30-329, 83/07/22, 8307290191. 


— 8307290196 Rev 14 to Vol I of QA program inanua 1 , Po 1 i c y l, 
"Qrgani z at Ion. " 

a Consumers Power Co. 83/06/29 23pp. 19821:114. 24X 

Fiche: 50-329, 03/07/22, 8307290 191. 


0307200339 Summarizes 830720 meeting w/nechtel in Glen Ellyn, IL re 
actions as result of certain NRC concerns on procurement 
quality issues discussed at 821029 meeting in Ann Arbor,MI. 
WARNICK, R. F. Region 3, Office of Director. 03/07/26. Regions, 
Office of Director. lp, 19789:031. 24X Fi che: 50-327. 83/07/26, 

8307280339. 
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E. NRC Safety Evaluation Report (SER), supple it correspondence 


S307D6OD61 Submits addl info on SER Confirmatory Issue 19 re testing of 
auxiliary feedwater pump suction transfer logic Proposed 
quarterly test of pump suction transfer logic will be 
reflected in revised Tech Specs 

DEWITT, R.B. Consumers Power Co. 83/06/29 DENTON, H R Office of 
Nuclear Reactor Regulation, Director. 2pp 19231:060 24X 

F iche: 30-329. 83/06/29, 830706006 1 . 


8307060039 Forwards info to complete SER Confirmatory Issue 14 re 
design bases used to categorize containment penetrations as 
essential or nonessential Info will be included in next FSAR 
rev. 

DEWITT. R. D. Consumers Power Co. 83/06/30. DENTGN.HR Office of 
Nuclear Reactor Regulation. Director. 8pp 19231:032 24X 

Fiche: 30-329, 83/06/30. 8307060059. 


8307070132 Submits info re util tUTbine missile prevention commitments 
per $ER Open Item 2. in response to NRC 830504 ltr. 

Commitment to Option 2 should enable NRC to reclassify Open 
Item 2 on turbine missiles as confirmatory item. 

COOK i J. W. Consumers Power Co, 83/07/01 DENTON, H R. Office of 
Nuclear Reactor Regulation, Director. 3pp. 19294:232. 24X 

FtChe: 30-329, 83/07/01, 83070701 32. 


03O71GQG77 Advises that S Marello deposition rescheduled for 830719. 
PROCTOR, S. D. [sham, Lincoln it Beale 83/07/12 KELLEY, F. J. , 
STEINBERG, C. Michigan., State of. 2pp 19360 261 24X 

Fiche 50-329, B3/07/12, 8307100077 


0307200104 Response opposing Govt Accountability Project motion to 
quash 830627 subpoenas Notion based on incorrect premise 
since identification of informants not soug h t Cer t i f i ca te of 
Svc enc 1 

WRIGHT.N. A. Hearing Branch 2 B3/07/1B Atomic Safety and 

Licensing Board Panel 6pp 19647:133. 24X Fiche 30-329, 83/07/18, 

8307200104 


0307210239 Response to B 5tamins 830627 motion tD reopen record on 
Stamiris Contention 4 re integrity of containment & soils 
underpinning operations founded upon glacial till Motion 
unsubstantiated it should be denied Certificate of Svc oncl. 

STEPTOE. P P. Consumers Power Co. STEPTQE, P P. Isham, Lincoln i, 
Beale. 03/07/10. Atomic Safety and Licensing Board Panel. 10pp. 
19663:001 24X FJ che : 30-329, 83/07/ 18, 8307210259 


<—8307210261 Affidavit of P Shunmugavel re significance of observed 
cracks in containment. 

SHUNMUGAVEL, P Consumers Power Co. SHUNMUGAVEL, P Dechtel Corp. 
83/07/13. 15pp. 19663:011 24X F j c h o 50-329, 83/07/ 10, 6307210259. 


8307120393 Forwards response to 830331 request for addl info re 
numerical data used in conjunction w/setpoint methodology 
to calculate Tech Spec setpoints to complete review of SER 
Confirmatory Item 15. 

REVNdLDS, J. W. Consumers Power Co. 03/07/09. DENTON, H. R, Office of 
Nuclear Reactor Regulation, Director 54pp. 19430:143. 24X 

Fiche: 30-329, 83/07/03, 8307120393. 


6307130346 Clarifies 030304 ltr re turbine sys maint program options 
for resolution of SER Open Item 2 on turbine missiles. 

NOVAK. T. M. Assistant Director for Licensing. 83/07/07. COOK, J. W. 
Consumers Power Co. 3pp. 19508:336. 24X F i che: 30-329, 83/07/07, 

8307130346. 


8307260236 Provides info re RCS makeup <MU> nozzles in response to NRC 
8307 1 3 telcon 8. topics concerning SER Open Item 0 Commits to 
maintaining min continuous makeup flow of between 1. 2 it 3 
g pm. Info completes response to SER item 

CODK.J, w, Consumers Power Co 83/07/10 DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp 19727: 100. 24X 

Fiche: 30-329, 03/07/10, 0307260236. 


— 8307210266 Affidavit of WG Corley re visual irsp of cracks in 
containments near anchorages in Roams 1J0 i 116. 

CORLEY, W. G. Consumers Power Co CORLEY, W. G Construction 
Technology La bora tor i os. 03/07/13. 6pp 19663:026. 24X 

Fiche 50-329, 03/07/10, 8307210259 


--8307210271 Revised "Visual Insp of Cracks in Containments Near 
Anchorages in Rooms 110 h 116 H 

CORLEY , W. G. Construction Technology Laboratories. 83/04/30. 7pp. 
19663 :032. 24X F i c he : 50-329. 83/07 / 10. S3072 10259 


8307220347 Forwards correct document request to B30509 subpoenas. Svc 
list end. 

PROCTOR, S. D. Isham, Lincoln h Beale 03/07/18, KARR, J. W. Karri, 
Lyons 2pp 19673:333. 24X Fiche: 50-329, S3/07/1B, B307220347. 


— 0307220349 Correct document request to 030509 subpoenas. 

* Isham, Lincoln i Beale 03/07/18. 2pp 19675:337. 24X 

Fiche: 50-329. 03/07/ 10, 8307220347 


Q. Adjudicatory correspondence 


8307070190 Discussion of UG Army Corps of Engineers dynamite depot in 
vicinity of Detroit, MI i: record before ASLB 

HARSH ALL i M. H. Mapleton Intervenors. MARSHALL, M. H. Marsh 4; 

McLennan. Inc. 83/06/28. 3pp 19269:315 24X 

Fiche: 50-329. 83/06/28, 8307070198 


0307070020 Forwards Ofc of Investigation rept re alleged violation of 
ASLB 820430 order. Rept, in conjunction w/brief oral direct 
test imony, const! tutes NRC testimony to be presented at 
030723 hearing on order violation W/o encl. 

WRIGHT i N. A. Hearing Branch 2. 83/07/01. OECHHOEFER, C. , COWAN, F. P , 

HARBOUR, J. Atomic Safety and Licensing Board Panel. 2pp. 

19293:230. 24X F i ch e : 30-329, 83/07/01 . 8307070020 


030 70 004 62 Response to 830407 Request for Production of Documents 0<b». 
Draft rept & investigator handwritten notes will be offered 
to ASLB for in camera review. 

WR TGHT , N. A, Hearing Branch 2. 83/07/06. BERNABE I , L. Stamiris. B 

BERNABEIrL. Government Accountability Project Ip 19346:361. 24X 

F i c h e : 30-329, 83/07/06, 8307080462. 


0307110130 Forwards first installment of proposed findings of fact it 
conclusions of law on remedial soils issues, summar i 2 ing 
record on seismology it seismic models. Certificate of Svc 
enc 1. 


STEPTOE, P.P, Isham, Lincoln 6 Beale. STEPTOE, P. P. Consumers Power 
Co. 03-/ 07/06, OECHHOEFER, C. , COWAN, F. P , HARBOUR, J. Atomic Safety 
and Licensing Board Panel. 4pp. 19373:034. 24X 

Ficho: 30-329, 83/07/06, 83071 10150, 


0307260413 Forwards Ju 1 1983 crack maps of containments at bufctress- 

baae slab junctions, per telcon 

STEPTOE. P.P Isham, Lincoln 6 Beale. 83/07/16 WILCOVE.M.N 
Hearing Branch 2. 12pp. 19733:179. 24X Fiche: 50-329, 63/07/ IS, 

8307260413. 


B307250409 Memorandum i order postponing 830725-27 evidentiary 
hearings, scheduling 830728-30 it 0801-05 hear j ngs, schedul ing 
B30726 oral argument on motion to quash subpoenas V granting 
Q Stamiris motion to compel production of NRC documents. 

□ECHHOEFER, C. Atomic Safety and Licensing Board Panel 03/07/21. 
Stamiris, B Bpp. 17705:125. 24X F iche: 50-329, 03/07/21, 6307250409. 


0307230390 Response apposing B Stamiris B30627 oral motion to reopen 
771206 order modifying CP record on Stamiris Contention 4. 

Stds far reopening record not met. Cer t i f t cate of Svc ericl. 

WILCOVE, M. N. Hearing Branch 2. 01/07/22 Atomic Safety and 

Licensing Board Panel 1 1 p p 19705:143. 24X F l c h e . 50-329, 03/07/22, 

8307250390. 


■8307250396 Affidavit of J Kane re geotechnical engineering issues. 
Natural preconsol Ida ted "very stiff to hard" clay soils is 
competent & acceptable foundation layer. 

KANE. J. Structural h Geotechnical Engineering Branch. 03/07/22. 
7pp. 19705:154. 24X F i c h e . 50-329. 03/07/22, 8307230390. 


— 8307250402 Affidavit of F Rinaldi re cracks in containment bldg.NRR 
will evaluate cause / s 1 gni f icance of cracks in containment 
bldg. Review will be finished after util performs structural 
integrity test. 

RINALDI, F. Structural & Geotechnical Engineering Branch. 

83/07/22. 2pp. 19703:161 24X Fiche: 30-329, 03/07/22. 0307250390 


■8307110194 Proposed findings of fact it conclusions of law on remedial 
soils issues it seismic models. 

* Consumers Power Co. 83/07/06. 39pp. 19375:038. 24X 

Fiche: 50-329, 83/07/06, 8307110130. 


B307150195 Response opposing deponent motion to quash subpoenas of 
L Clark, T Devine, BP Garde i L HaUberg re identity of 
anonymous whistleblowers. Appropriate protective order should 
be entered as alternat i ve. Cer t i f icate of Svc encl. 

PROCTOR, S. D, Consumers Power Co. PROCTOR, S. D. Isham, Lincoln h 
Beale. 83/07/li. Atomic Safety and Licensing Board Panel, 8pp 
19330:361. 24X F i Ch e : 30-327, 03/07/ 1 1 , 8307 1 501 93. 


0307260234 Notice of receipt of Govt Accountability Project request fo 
action under 10CFR2. 206 tn modify CPs by imposing mandatory 
hold points on remaining const work V by requiring mg t 
audit. 

JORDAN, E. L. Director's Office. Office of Inspection and Enforcement 
83/07/22. 2pp. 19727:089. 24X Fic h e : 50-329, 63/07/22. 8307260234. 


8307280153 Corrects mi sc harac ter i zat i 
relationship between CPC L G Charno 
meeting 

MILLER, M. I. Isham- Lincoln 6 Beale 
COWAN, F. P , HARBOUR, J. Atomic Safe 
5pp. 19791:295. 24X F l c h e : 50-329, 


on i misrepresentation re 
ff i attendance at 621124 

03/07/25 BECHHOEFER, C. , 
ty and Licensing Board Panel, 
03/07/23, 83072001 53 
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— 0307260014 Requests list of actions for 1 icensoe to correct 
d ef icienties noted in underp lrm ing. p i p 1 ng 8< electrical 
areas Info needed for meeting preparation. 

M0REL1US.C E. Region 3. Office of Director. 02/03/07. 

LITTLE. W 5 Region 3. Office of Director. Ip 19787:336. 24X 

Fiche: 30-329. 03/03/10, 0307260002. 


. — B307260019 Discusses participation in 020321 ACRB briefing on facility 
OA program Statement should be drafted by 020319, 

K0RELIU5.C.E Region 3. Office of Director. 02/03/14. 

LITTLE. W 5. NRC - No Detailed Affiliation Given. Ip. 19707:337, 

24 X FI Che: 30-329. 03/03/18.0307260002. 


— 0307260021 Forward* comment* on ASLB orders h. applicant response re 


const activities 

NQRELIUS.C- E. Division of Engineering. 
Licensing Branch 4, 4pp. 19787:330 
S 307260002. 


82/03/18. ADEN8AM, E. 

24X Fiche: 50-329, 03/0 3/1 G, 


.SLWmi Dis.uss.s lubcontrit lor e.^plo^e concerns re unqualified 
# * ,M -ill a? Plant site in jobs of critical 

lift, 9 of installation & lack of worker qua 1 1 f tea 1 1 on on 

Dkr««; l.PP 19K0 M3 241 Ficlk.r 50-329. B3/06/27. 

030701 3 10* 


BWC'OlSH Ferraros response tc 030531 ltr re util independent third- 
■ . design b const verification program b const completion 

prejran Actions being taken should provide assurance to 

plant constructed safely DnMn i ft 

>•£ FFlER. 5 Region 3, Office of Director 83/06/28. ROMO. U_R. 
Lc'e Tree Counctj 3;p. 19195 162 24* F i c he: 50-329. 03/06/28, 

03-Z TC 501 84 


- -B’307C* , 3lC3 Acs receipt af response re independent audit of facility. 
“"Truly i p dependent audit should include full scope overview 
sf :c-pieted const done by third party rather than util. 

RCrO- l. a Lone Tree Council 33/05/3) KEPPLER, J 0- Region 3. 
Office of Director 3pp. 19196 033 
©307030104 


Z4X Fiche: 30-329. 83/06/28. 


5307210242 Requests available nontechnical info re problems w/ 
engineering dengn/spees 6 or implementation of engineering 
work for ; l anti 

SiASNER. C U Michigan. State of. 83/07/08 KEPPLER, J C Region 3. 
Office of Director Ip 19664 164 24* Fi Che: 50-000. 03 /O7/O0, 

830 72 1 02-4 2 


0 Inspection reports, IE Bulletins b correspondence 


B307060349 Ack receipt af 030624 ltr informing NRC of step* taken, to 
correct violation* noted in IE Insp Repts 50-329/83-06 & 
5G-330/B3-O6. 

WARNICK, R F Region 3. Off lea of Director. 03/06/30. COOK, J\ W, 
Consumers Power Co. Ip. 19234:180. 24X Fi c h e : 50-329, 83/06/30, 

8307060349. 


— 3307060356 Respond* to NRC 830327 ltr re violations noted in IE Imp 
Repts 50-329/03-06 b 50-330/03-06. C orrec t i ve action*: OLW 
QC procedures ts supplier quality evaluation revised to 
clarify requirement* for performing audits, 

COOK, J. W. Consumers, Power Co. 03/06/24. KEPPLER, J. G. Region 3* 
Office of Director. 4pp. 19234:181 24X F i c h e : 30-329, 03/06/30. 

0307060349. 


0307 \ 40337 Forwards IE Insp Repts 50-329/93-10 b 50-330/83-10 on 
030321-0520 b notice of violation. 

WARWICK, R. F. Region 3, Office of Director. 03/06/30. CQDK. J. W. 
Consumers Power Co, 2pp. 19525:255. 24X F 1 c h o : 50-329, 03/06/30, 

0307140337. 


--8307140341 Notice af violation from insp on B30321 -0320. 

WARWICK, R . F. Region 3, Office of Director. 83/06/30. Ip. 
19523:257 24 X Fiche: 50-329, 83/06/30, 8307140337, 


—0307140344 IE Insp Repts 30-329/83-10 b 30-330/83-10 on 830321-0320, 
Noncomp 1 i anc e noted: inadequate storage facilities for HVAC 
c omponents. 

BURGESS, D. L. i COOK. R. J. , GARDNER, R. N. Region 3, Office of 
Director. 83/06/30, 9pp. 19325:238. 24X Fiche ; 50-329, 03/06/30. 

0307140337 


03072600-01 FQIA request for all records re NRC imps b evaluations of 
util cent activities in soil* work leading to Spessard 
uie^o 

GASvg.a P Gov airmen t Accountability Project 83/03/22. TOMS. N. 

Office c# Administration tp 19707 321 24X Fiche: 50-329, 

33 '*3 '22, 33072*0001. 


■ — 0307140349 ‘'Independent Assessment of Auxiliary Bldg Underpinning 
Weekly Rept 26." for 83031 3- 19, W/030323 ltr. 

LUCKS. A. 8, Stone b Webster. Inc. 03/03/23. COOK, R. NRC - No 

Detailed Affiliation Given. 9pp, 19323:267. 24X 

Fiche: 50-329, 03/06/30, 0307140337, 


8307*60002 Responds to FOIA request far records re IE imps 6 
evaluation* af util const activities in soils work leading 
tc Spessard memo Forwards documents listed in App A 
FELTON- J m. Division of Rules and Records B3/03/I8. GARDE, B 
Government Accountability Project 2pp 19707.323 24X 

Fiche 50.-329, 03/05/16,0307240002 


—8 20 72* DC-04- "Xnsp Evaluation," re IE Insp Repts 50-329/82-11 b 
53 -330 /5Z -II on 820519-0702 

LAN2SMAN,R B nsc - No Detailed Affiliation Given 82/09/02. 
*f=? 19787 325 24X F ic he 50-329. 83/05/ 10- 8307260002. 


—83072*0006 " Insp Evaluation, “ re IE Insp Repts 50-329/82-17 b 
50-330/82-17 cn 820309-13. 

^ FQ31N80N, D NRC - No Detailed Affiliation Given 
0-1.VO8/2O 2pp 19787 327 24X Fiche 50-329. 83/05/10, 0307260002 


—8307140352 "Independent Assessment of Auxiliary Dldg Underpinning 
Weekly Rept 27," for 030320-26, W/830401 ltr. 

LUCKS, A S, Stone b Webster, Inc. 03/04/01. COOK, R. NRC - No 

Detailed Affiliation Given. 7pp 19525:276. 24X 

Fiche: 50-329.83/06/30. 0307140337. 


— 8307140354 "Independent Assessment of Auxiliary Bldg Underpinning 
Weekly Rept 28," for 030327-0402. W/030407 ltr. 

LUCKS, A. B. Stone 1 Webster. Inc 03/04/07. COOK. R. NRC - No 

Detailed Affiliation Given. 9pp, 19525:285. 24X 

Fiche; 50-329. 83/06/30, 0307140337. 


— 8307140358 "Independent Assessment of Auxiliary Bldg Underpinning 
Weekly Rept 29," for 030403-09. W/0304 1 3 ltr. 

LUCKS, A. B. Stone b Webster, Inc. 03/04/15. COOK, R. NRC - No 

Detailed Affiliation Given, 9pp. 19525:294. 24X 

Fiche: 90-329. 83/06/30. 0307140337. 


"'Sn'JiQCv? "Insp Evaluation, 
50 -330 .-'02-19 :n 920920-24 
ftCBlNSGNL D . JACK, J R. nRC 
32/09 '27 19707:329 


r» IE Ir.sp Repts 50-329/82-19 b 

- No Detailed Affiliation Given. 

24X Fiche: 50-329,83/05/10. 8307260002. 


a N ^;^!\ 0f K 82 ? 330 meetin9 W/Hjtl1 re underpinning acti 
reauiTgi!*!* 2 ! 10 ^ discussed include practicality of 
yiSt-i* r transition between various phases of project 

:r c i r .• * 

197bT 3 j t fJilS L ^' 9lQn 3 ■ 0fflc « Director. 3 PP . 

8 33t ,4* Fuchs 50-329, 83/05/10, 0307260002. P 


--8307140361 "Independent Assessment of Auxiliary Dldg Underpinning 
Weekly Rept 30," for S30410-I6. W/B30421 Ur. 

LUCKS, A S, Stone b Webster, Inc. 03/04/21. COOK, R, NRC - No 

Detailed Affiliation Given. 9pp. 19525:303. 24X 

Flcha: 50-329, 03/06/30, 0307 140337. 


— 0307140365 "Independent Assessment of Auxiliary Dldg Underpinning 
Weekly Rept 31," for 830417-23. W/030427 Ur. 

LUCKS, A. 8. Stone U Webster. Inc. 03/04/27. CGQK,R. NRC - No 
Detailed Affiliation Given. 10pp. 19525:312. 24X 

Fiche: 50-329, 03 /06/30. 8307140337. 


--0307 140370 "Independent Assessment of Auxiliary Dldg Underpinning 
Weekly Rept 32." for B30424-30. W/030505 ltr. 

LUCKS, A S, Stone b Webster. Inc. 03/05/05. COOK, R, NRC - No 

Detailed Affiliation Given. 9pp. 19525:322. 24X 

Fiche: 50-329, 03/06/30. 0307140337. 
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**-9307140373 "Independent Assessment of Auxiliary Bldg Underpinning 
Weekly Rept 33," for 030301-07. W/0305 10 1 tr 

LUCKS. AS. Stone & Webster. Inc 83/03/10 COOK. R NRC - No 
Detailed Affiliation Given 10pp. 19323331 24X 

Fiche: 50-329, 83/06/30, 8307140337. 


--0307140378 "Independent Assessment of Auxiliary Bldg Underpinning 
Weekly Rept 34," for 830508-14. W/8305 1 8 ltr 

LUCKS, A. S. Stone it Webster, Inc. 03/05/10 COOK, R. NRC - No 

Detailed Affiliation Given. 9pp. 19523:337. 24X 

Fiche: 50-329, 03/06/30, 8307 1 40337. 


8307140032 Forwards IE Insp Repts 50-329/03-07 * 50-330/03-07 on 
030420-21,23-29 L 0509-20 6 notice of violation. 

WARNICK, R.F. Region 3, Office of Director. 83/07/01. COOK, d, W. 
Consumers Power Co. 2pp. 19314:203. 24X F i c h e : 30-329. 03/07/01 , 

0307140032. 


— 8307140033 Notice of violation from insp on 030420-21.25-29 L 0309-20. 
WARWICK, R. F. Region 3, Office of Director. 83/07/01. 2pp. 
19514:203. 24X Fi c h e : 30-329, 83/07/01 , 83071 40032. 


—0307140044 IE Insp Repts 30-329/83-07 8, 30-330/63-07 on 830420-21,23-29 
& 0509-20. None omp 1 lance noted : fai lure to take corrective 
action re pipe hangers 4c hanger components found in Kelly 
bldg w / o release for const tags attached. 

SIMON, J. A., SATHER.A. , HARR I BON, J. J. Region 3, Office of Director. 
B3/06/30. 4pp. 19314:207. 24X F i C h e 30-329, 03/07/01 , 03071 40032 


6306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list end. 

JORDAN, E. L Division of Emergency Preparedness 4, Engineering 
Response (Post 830103). 83/07/11 Consolidated Edison Co of New 

York., Inc. 154pp. 19363:293. 24X Fich e: 30-000, 03/07/1 1, 8306270401 


0306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness V Engineering 
Response (Post 030103). 83/07/12 Consolidated Edison Co. of New 

York* Inc. 141pp. 19563:153. 24X Fi che : 50-000, 03/Q7/t2, 8306270404. 


8307230123 Forwards amended response to JG Keppler 030923 ltr re notice 
of vi olati on, 1 tem B, concern ing failure to establish measures 
for G matls associated w/diesel generator exhaust muffler, 
supplementing 030624 ltr, 

COOK. J. W- Consumers Power Co 03/07/12, KEPPLER, J. 0. Region 3, 
Office of Director. 9pp. 19706:074. 24X Fiche; 50-329, 03/07/12, 

9307250123. 


B3062704G6 IE Info Notice 03-4B, "Gaseous Effluent Releases of 
Radioactive 1-123 & 1-131 in Excess of NRC Limits. " Svc list 
end. 

TAYLOR, J. M, Division of GA, Safeguards t< Inspection Programs (Post 
030103). 03/07/14. Consolidated Edison Co. of New York, Inc. 

114pp. 19713:270. 24X F J ch e : 50-000, 03/07/ 1 4, 8306270406. 


9307210259 Response to 0 Stamiris 030627 motion to reopen record on 
StamiTis Contention 4 re integrity of containment U soils 
underpinning operations founded upon glacial till. Motion 
unsubstantiated It should be denied Certificate of Svc end 
STEPTOE, P. P. Consumers Power Co. STEPTOE, P P Isham, Lincoln It 
Beale, 83/07/18- Atomic Safety and Licensing Hoard Panel. lOpp 
19663:001. 24X Fiche ; 50-329, 83/07/10, 0307210239. 


— 8307210271 Revised "Visual Insp of Cracks in Containments Near 
Anchorages in Rooms 110 it 116. " 

CORLEY, W, G. Construction Technology Laboratories. 03/04/30 7pp. 
19663:032. 24X Fiche; 50-329, 83/07/ 10, 8307210239. 


8307260451 Suppls 030303 commitment to implement expanded cooling pond 
dike surveillance program. Damaged turf on dike will be 
repaired within 1 month after detection consistent u/lnsp 
pro-gram 

COOKrJ.W. Consumers Power Co. 03/07/18 DENTON, H R. Office of 
Nuclear Reactor Regulation, Director. 2pp 19734:204. 24X 

Fiche: 50-329, 03/07/18, 8307260431 . 


R. Periodic operating reports 6 related correspondence 


0307030006 Forwards util status rept for Apr-May 1983 covering 
electrical cab lea, remed ia 1 soils work It significant 
cnee tings. 

WARNICK, R. F. Region 3, Office of Director. 03/06/20 KEPPLER, J. G. 
Region 3, Office of Director, Ip. 19192:113. 24X 

Fiche: 30-329, 03/06/28, 0307030006, 


•B307030017 Forwards util status rept for Apr-May 1983 covering 
electrical cab les, remed lal soils work it significant 
meetings. 

caOK,R.J. Region 3, Office of Director. 83/06/24, WARNICK, R, F. 
Region 3, Office of Director. 3pp. 19192: 114. 24X 

Fiche: 30-329, 83/06/28, 0307030006. 


S3070B0514 Forwards proposed list of work per "NRC & CPC Work 
Authorisation Procedure," for month of Jul 1903. Sup p i amenta 1 
work activity list for Aug 1903 also end. 

MOONEY, J A. Consumers Power Co. 03/06/30 HARR ISON, J. J. NRC - No 
Detailed Aff i ljation Gi van. 22pp. 19362:114 24X 

Fiche; 50-329, 03/06/30. 0307000514. 


0307140337 Forwards JE Insp Repts 50-329/03-10 b. 30-330/83-10 on 
030321-0520 Sr notice of violation. 

WARNICK, R F Region 3, Office of Director 03/06/30 COOK, J. W 
Consumers Power Co 2pp. 19325:255 24X F i c h e 50-329, 63/06/30, 
0307140337 


--03O714O349 "Independent Assessment of Auxiliary Bldg Underpinning 
Weekly Rept 26," for 030313-19 W/030323 ltr 

LUCKS, A. S. Stone L Webster, [nc 83/03/23 COOK, fi NRC - No 

Detai led Aff i 1 jation Given 9pp 19325.267. 24X 

Fiche; 50-329,03/06/30, 8307140337 


—0307140352 "Independent Assessment of Auxiliary Bldg Underpinning 
Weekly Rept 27." for 030320-26 W/030401 ltr 

LUCKS- A. S Stone & Webster, Inc. 03/04/01. COOK.R- NRC - No 
Detailed Affiliation Given. 9pp 19525 276 24X 

Fiche 50-329, 03/06/30, 0307 1 40337 


--0307140354 "Independent Assessment of Auxiliary Bldg Underpinning 
Weekly Rept 20," for 030327-0402. W/630407 ltr 

LUCKS, A 5. Stone t Webster, Inc. 03/04/07. COOK,R. NRC - No 
Detailed Affiliation Given 9pp 19523:205 24X 

Fiche: 50-329, 83/06/30, B307140337. 


--Q30714035Q "Independent Assessment of Auxiliary Bldg Underpinning 
Weekly Rept 29," for 830403-09. W/9304 1 5 ltr. 

LUCKS. A S. Stone 8, Webster, Inc 03/04/13 COOK, R. NRC *- No 

Detailed Affiliation Given 9pp. 19525; 294 24X 

Fiche 50-329, 83/06/30, 8307140337 


— 0307140361 "Independent Assessment of Auxiliary Bldg Underpinning 
Weekly Hopt 30." for 830410*16 W/830421 ltr 

LUCKS. AS Stone U Webster, Inc. 83/04/21 COOK, R NRC - No 

Detailed Affiliation Given 9pp 19525:303. 24X 

Fiche 50-329,03/06/30. 0307140337 


— 0307140365 "Independent Assessment of Auxiliary Bldg Underpinning 
Weekly Rept 31." for 030417-23 W/830427 ltr 

LUCKS, A S. Stone V Webster, Inc 03/04/27. COOK, R. NRC - No 
Detailed AFf i 1 iation Given lOpp 19525: 312 24X 

Fiche. 50-329.03/06/30. 8307140337 


— 8307140370 "Independent Assessment of Auxiliary Bldg Underpinning 
Weekly Rept 32," for 030424-30. W/830503 ltr 

LUCKS, AS Stone 6 Webster, Inc 03/05/05 COOK, R. NRC - NO 
Detailed Affiliation Given 9pp 19525:322. 24X 

Fiche 30-329 , 63/06/30, 8307 1 40337 


--0307140373 "Independent Assessment of Auxiliary Bldg Underpinning 
Weekly Rept 33," for 030501-07 W/030510 ltr 

LUCKS, A S stone 6 Webster, Inc 03/05/10. CODK,fi. NRC - No 
Detailed Affiliation Given. lOpp 19525:331 24X 

Fiche: 50-329, 03/06/30, 0307140337 


—0307140378 "Independent Assessment of Auxiliary Bldg Underpinning 
Weekly Rept 34," for 830500-14. W/830510 ltr. 

LUCKS, A S. Stone 6 Webster, Inc, 03/05/18. COOK, fi NRC - No 

Detailed Affiliation Given 9pp 19525 337 24X 

Fiche: 50-329,33/06/30, 0307 140337 


0307210225 Forwards "Midland Independent Design & Const Verification 
Program, " second monthly status rept for 030520-0630 
LEVIN, H A TERA Corp. B3/07/J5. KEPPLER, J G. Region 3, Office of 

Director COOK.J W. Consumers Power Co. EISENHUT.D C Division of 

Licensing 3pp 19666:217 24X Fiche 50-329, 03/07/15, 0307210225. 


— 8307210233 "Midland Independent Design ?< Const Verification Program. 
Monthly Status Rept 2 for 83052Q-Q30630. 

LEVIN. H. A , TUL0DI65KI, D. , BECK, J. VERA Corp. 83/07/15. 70pp. 

19666 220 24X F i ch e 50-329, 03/07/1 5, 030721 0225 


0307210291 Forwards "Midland Independent Design h. Const Verification 
Program Monthly Status Rept 2," second monthly status rept 
for 030520-0630. 

LEVIN, H. A TERA Corp 83/07/15 EJSENHUF, D G. Division of 

Licensing. KEPPLER, J. 0 Region 3, Office of Director. COOK, J W. 
Consumers Power Co 3pp. 17664:210. 24X P 1 che; 50-329, 03/07/ 15, 

830721029 J. 


— 8307210296 "Midland Independent Design h Const Verification Program 
Monthly Status Rept 2," second monthly status rept for 
030520-0630. 

LEVIN, H. A. , TULODIESK I , D. TERA Corp 33/06/30 70pp. 19664:213. 

24 X Fiche 50-329,83/07/15,0307210291. 
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LERs * elated correspondence 

! nterirtl deficiency rep t re delivered sa fety-related 
electrical e q uip m e n t not meeting project r«qu I t events. Task 
hu fnr,Ri£ dt lBh * d tQ lt1vestl sate & resolve MCAR 46 Next rept 


fore 

by 630012. 

£52?;/ 5, Coniu*.!-* P.„»r Co. 63/06/2? KEPPLER. J. c. Regions. 

Office or Director lOpp 19231:016 - - - 

030706001 1 . 


24* Fiche 50-329, B3/06/29, 


111 resumption of 

safety related welding on HVAC sys at const site Zaclt Co 
ueldmg procedures & observations of welding performance 
demonstrations reviewed. 

OAR0NE« ; R_, HARRISOM.J ftegi.li 3. Office ef Director 23/06/29. 
ip 19e.3B.33i 24 X Fi c h e : 50-329, B3/0&/29, B3070603 10 

>'ed -Win, engineer 

for allegedly instructing rod room attendant to falsify 

reTuIU r r 0 "" 1 *>ip.-No safety significance 

resulted From incident, 

LANDSMAN, ft , HARRISON, J. Region 3, Office of Director. 83/06/30 
Ip 19236 .254 24X Fic h e : 30-329. 93 /O6/30, 0307060340. 

e3 soefrf 4 n\ I ? fc u ri ^ <,eficienc, j rept *■« loose locking clips ITinnerman 
speed nuts) Vendor approved tooling a installation V insp 

r P# l 1 I ei r* Tinnerniar> ^ eed nut., beginning in 
late Jul Meit rept to be submitted by 830930 

n,,i™ =, Po-er Cu. B3/06/30 KEPPLER. j. 0 Region 3. 

8307000436 PP ' 934&:359 2« FicO e: 50-329, 83/06/30, 


r * f> r ’ P° tBI '“pllv unsefe s i too El on 
• H.Vh-^E*"* ° coolent (lumps during certain 

primary 5 y 5 h i q h void fr^r Hnr mn^ ; ie»>. n. , . , 

will be es 
COOK. J W 

24X Fic6e. 50-329, B3/07/H7 


aonshed per NRC Generic Ltr 83-10 
Off ice n* consumers Power Co 83/07/lj KEPPLER, J 6. Region 3. 

Office of Director. 2pp 19335:084 -- -- * 

8307180171 


t ! ri ? def l cle " c 1 rept re reactor bldg spray piping 
supports Initially reported on 791231 Increased loads 
observed on piping piping anchors caused by simplifying 


modeling assumptions. 

COOK, J. W. Consumers Power Co 83/07/11 kefplfr j r n 
Office of Director 7pp, 19556 IB7 - -- --- - Rat10 " 3 ' 
0307180270 


24X Fiche; 50-329, B3/07/11, 


a3 2h^?!I? R «0-m- 9 3. O6 ,: O „ 830714, Region II. notified thet Doc 
Chemical Co terminating contract w/util to supply process 

oentree? m “S S “ ! * = t!!.t "I 

contract obligations canceled filed 

93/o ^ 3 

being developed for review of safety-related matl 
CQDK*J^ Tequirements. Neit rept aspects by 831014. 

Office n* p °u*r Co. 63/07/ i 9, KEPPLER, J. G. Region 3, 

£5mO«I ‘ 6PP - ,?70 ^ tA2 - 24X Fiche: 50-329,83/07/^: 

B3 ?Ir?nJ 9 ! F n nal ** fici9nci i ^pt re absence of close-latch anti-shock 
spring m Drawn floveri Electric type HK circuit breakers 

%g?h F— — .x*i:ia irssji- 

Sp£ , ; c i** , j! e “ :: *'S"” E ' ,58 ' 0, 

uuuKi j w. Consumers Power Co 83/07/22 KEPPi ^ n 

B307M0272 Dirsct ° r *”■ 197,1:307 »«* si-329. w/or/aa,' 

I.e__ffl!l^_^ anscrtpt ^ an "^-antitrust matters 

nsar . VZiziXdfOZ *•«*"■ •» p > 

fc Siv;s.^:i a ?s:;s 7 rs;Sb l 0 g£>* / «- **» p 

? n TrT^Zl VieW ^ P - “ **»<» be 

Public notumen{ C Dr»Ll! , ' e ® Bcretar 9 of the Coisniisslon. B3/06/27. 
8307060451. * PP ' *W*:U3. 24X Fiche 50-329, 83/06/27, 


«%!£“ Tl ' anstript of 330423 I'f.'-lng in Hidlend, MI. Pp IB, 235- 

19 I 92 °? 7 ^ Sa Jli , e an ? L * censl "3 Panel B3/06/2B 7|>p. 

19192. t75. 24X Fiche: 50-329, 83/06/28, 8307050044. 

8307050073 Transcript of 830629 hearing in Mid land, hi. Pp 10,303- 


T«,f« eniC Ssfety and Licensing Board Panel. 03/06/29 
19198: 006. 24X Fic h e : 50-329, 03/06/29. 0307030073. 

8307080274 Transcript of 830630 hearing in Ml d 1 and , MI . Pp 
Ssfety anrf Licensing Board Panel. 83/06/30 
19332:290. 24X Fi c h e 30-329, 03/06/30, 8307060274. 


260 pp 


18, 772-10,964. 
192pp. 


B3 * 70 At!llc T ^r C / ipt , O f 630701 hedrin9 in Hi«*Und,HI.Pp 18,939-19,071 
1935 2 ?74 S lli v r?f n 2 Uicensin 9 Board Panel 83/07/01. U6pp 
19332.174. 24X Fiche: 30-329, 83/07/01, 8307090279. PP 

a3 omf!t;rfro™ l 0 So 2 V, f RM Wheel ' , ' & BH Pack >•* 0A Inadvertentlg 
i 7 03O63 ° transcript of hearing in Midland,Ml. 

Supporting documentat ion end 

d f D s:: k e^ t t ‘ mon ^ T " ,tat,v - ,c ' ,9d “ u •* 

r? hrrodur, b'r'^^rc. , l s r p j p c i;r 
Mo";o2?2 0 ° ari PanBl ' 4PP - ‘^° 3B MX Picb^SS-yraM. 

—0307190238 Testimony of R Black re events during late Winter lug? L 
«arly Spring 1982 fc installation of cable JJJStiJ Jo ^ 

iry;T" t ; tlgn f ° r work on aumbry bldg. 

BLACK, IL Consumers Power Cq. BLACK, R. Bechtel Corn 03 / 07/11 
24pp. 19620:042. 24X F i < h e : 30-329, 83/07/ 1 5, 8307 1 90232. 

"‘ a3 JnJ«nfnuIr^'“’?' 1 “ f PS ° !a ” rB ca6,e 4 conduit installetieh for 
underpinning instrumentation af auriliary b 1 d g . Overs i i e 
matrix enc 1 Ap er tur e card available in p2r 1 0 9 ' Uvers 4 1 6 

B 3 / 07 / 1 . ,^° n5Um fI™ DUJer C ° CLASS, P.S. Bechtel Carp. 

15pp. 19628:066 24X F i c h e : 50-327 - 83/07/ 1 3, 0307190232. 

e3 LluER? R 51 /° r i^: R l“ B1 “ k testimony. Svc list end. 

03/07/10. HARBOUR, b'r^iwAN, F 6 P 1 " BECHHOEFER J C f 0 ^" C °' 

Si 3 S. Board Panel - 333 "x-ribbC^S^^J^. 

8307220100 Trenscr ip t of S30726 or a | erguAbnt l n Dethe.da. MD. Pp 19,072- 

1I9793 0 254 Sa ^«V? n h L i« B 5^ n S D ° ard Panal B3/07/26. I02pp. 
IV/93.254 24X Fiche: 30-329, 83/07/26, 03072801 BO. 


DOCKET 30-330 MIDLAND PLANT, UNIT 2 

at age documents <5t correspondence 

Pr ° JeCt EV * 1Ua “ 0n ° f CPC MirfUnrf 

COOK, J. w Consumers Power Co B3/03/09 KEPPLER, J o n .n! nn *» 
B307no405 DireCt “ r 2PP ‘ ?3S2:2 ’ 2 ' FlcbP^O-329,23%3^ 3 ' 

B3 «b«?!t.dV ard6 a^.OS.OROO t. 07 »..tlng not.., Including 
J aed documents provided to NRC on 830313. R Landsman 

futhiriJafcion 9 i° n VBr ‘ f9ln9 ttiat legion III win provide 
S 1 t0 e](cavate portions of Pier 8E/W. 

Office f' 0 n . Co ; su ^ r » Power Co. 03/04/14. HARR I SON, J. J. Region 3, 
9307M0236 PP l9923 - 00<? 24X F i c h e : 50-329, 83/04/14, 


V 9 submittal in 


83 NRC 4 flni^fi Q y^ rdS res P°" se Ite n>s Al, 2, 3,4,6, 7, E 
n^„ 8 ^ 0ae - S \ tr re const completion program covering 
training 6 5 ^ conbrollin ^ Telease of new work «< personnel 

COOK, J. W Consumers Power Co. 03/04/22. KEPPLER, J 0 ReoionO. 
B307I4021, B ^ raC *° r ' 7PP ' ! ’ 332 027 24* Fi,be R 50-329,83/^/22: 

S3 ?I??! 4M . F ;r“" r l* RaV 1 t0 0C In.bruib.nt.tlP6 10.01. "Coii.t 
Implementation Overview Assessment, " 

°I*0f??« «f n?‘° n ! *■ He ?‘ t,P ' Inc SB/06/2B. KEPPLER, J. 0. R.glbb 
B30709M33 ip 1<?3<,7:2S4 ' 24X Fiche: 50-329, B3/06/2B, 
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0307080308 Confirms that listed responses to Region III inspector 
R Landsman quo a t i ons . pr ov i d ed to B Burgess, NRC resident 
Inspector, on 030608. Responses concern concrete truck drum 
revolving & Drawing C-1427 

MOONEY, J. A. Consumers Power Co. 03/06/20 HARR I SON. j. J. Region 3, 

Office of Director. 2pp. 19346:340. 24X Fiche: 30-329, 03/06/20. 

03070 80500. 


63071 10038 Forwards Rev 1 to QC Instruction GCI 10 . 01 , "Const 
Implementation Overview Assessment." 

8ARAN0W, S. W. Stone & Webster. Inc. 03/06/28. KEPPLER, J. G. Region 
3, Office of Director. Ip. 19379 290 24X Fiche: 30-329, 83/06/28, 

8307110030. 


6307110040 Rev l to QC Instruction QCI 10.01, "Const Implementation 
Overview Assessment. " 

* Stone 8 c Webster, Inc. 83/06/27. 6 pp 19373:299 24X 

Fiche: 30-329, 03/06/29, 9307110038 


S3O7O90Q53 Advises that review of Zack Co welding procedures e, weldor 
performance testing comp leted. Uti 1 authorized to proceed 
w/fabr ication b welding of HVAC sys. 

HARR ISOM, J. J. Region 3, Office of Director. 83/06/29 MILLER, D 
Consumers Power Co. 2pp. 19192:159. 24X Fiche: 50-329, 03/06/29, 

0307050053. 


0307110535 Discusses staff requirements memo re 830613 briefing an 
QA deficiency s ta tu s. De f i c i anc i e s resulted in safety-related 
work stoppage on 021203 L resulted from work performed 
subsequent to Aug 1980 reorgan i j a t i on. 

DIRCK.S, W„ J. Office of the Executive Director for Operations. 
03/06/29. CHILK, S. J. Office of the Secretary of the Commission 
lp. 19434:138. 24X Fiche: 30-329, 83/06/29, 8307U095S. 


0307110564 Staff requirements memo re 030615 briefing in Wash i ng ton. DC 
on QA problems. Commissioner Gtlinsky requested info whether 
deficiencies involved const completed before or after Aug 
1980 QA dept formation. 

CHILK, S. J. Office qf the Secretary of the Commission. 93/06/20 
DiRCKSi W. J. Office of the Executive Director for Operations lp 
19434:139. 24X F i c h e ; 30-329, 83/06/29, 9307 110955. 


8307060057 Provides info re natural circulation testing addressing 
concerns on boron mixing & use of reactor vessel head vent 
temp indication in response to NRC 930617 telcon request. QA 
program approving FSAR change notice end. 

DEWITT, R. B. Consumers Power Co B3/06/30. DENTON, H R. Office of 
Nuclear Reactor Regulation, Director. 6 pp 19230 330 24X 

F i c ho: 50-329, 03/06/30, 8307060057. 


B3071 10305 Forwards comments on mg t review committee 830623 meeting 
re bulk hanger organ 1 ia 1 1 on. Mod * ready for implementation. 

BARANGW, B. W. Stone b Webster, Inc. 83/06/30. KEPPLER, J. G. Region 
Office of Director. 2pp. 19378:330. 24X Fi c h c : 30-329, 03/06/30, 


0307120249 Forwards Core Damage Assessment Procedure Station 9918. 1, 
"Estimation of Extent of Core Damage. ” Enel changes to 
NUREG-Q737, Item II. P. 3 re post-accident analytical 
accuracies will be incorporated into F5AR rev. 

COOK, J. W. Consumers Power Co 83/07/01 DENTON, H. It. Office of 
Nuclear Reactor Regulation, Director. 7pp 19422:300 24X 

Fiche: 50-329, 93/07/01, 0307120249. 


0307120240 Core Damage Assessment Procedure STATION 9910. 1 , "Estimation 
of Extent of Core Damage. " 

» Consumers Power Co. 03/06/30. 47pp. 19422; 315. 24X 

Fiche: 50-329, 83/07/Qi, 8307120245. 


0307130335 Trip rept of 830422 visit to TERA Corp in Bothesda,hD to 
observe filing sys for controlled documents associated 
u/fadUty independent design b verification program. 

HOOD, D. S. Licensing Branch 4. 03/07/01. Licensing Branch 4. 

4pp. 19500: 392. 24X F 1 ch e: 50-329, 83/07/01 , B3D7 1 30335 


° 3 !?« 27 ? 397 Generic Ltr Q3-26 to all applicants for OLs & holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list end. 

EIBENHUT, D. G. Division of Licensing. 03/07/05. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Fiche: 50-000, 83/07/09, 8306270397. 


6307110010 Advises that remedial soils activities identified in Section 
1 of Attachment A b presently scheduled for Jul 19B3 have 
baen identified as cr i t lea 1 Oetails of activities requested 
to assist in review. 

HARRISON, J. J. Region 3, Office of Director. 03/07/05 MILLER, D B 
Consumers Power Co. 3 pp. 19374:211. 24X Fiche: 50-329, 83/07/09, 

0307110010. 


0307260347 Rev l to "Third-Party Const Implementation Overview 
W/B30714 ltr 

KELLY, R B » DARANOW, S W. Stone b Webster, Inc. 83/07/05. 
KEPPLER- J G Region 3, Office of Director 6 pp 19731:320 
Fiche - 90-329, 83/07/05, 030726054 7 


24 X 


0307060329 Generic Ltr 83-27 to all licensees b applicants for 
operating power reactors & holders of CPs for power reactors 
re surveillance intervals in STS. Svc list encl. 

E1SENHUT, D. G. Division of Licensing 03/07/06 Consolidated 
Edison Co. of New York, Inc I 6 pp 1 9669 254 24X 

Fiche: 30-000, 83/07/06, 0307060329 


0307000169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL b holders of CPs re required actions based 
on generic implications of Salem ATW 6 events Svc list encl. 
EISENHUT, D G. Division of Licensing 83/07/08 Consolidated 
Edison Co of New York, Inc 38pp 19669:269. 24X 

Fiche 90-000, 03/07/00, 8307080169 


830711031J Author i ics Remedial Soils Work 312190011 b 322150011 for 
const of new ring beam for month of Jul. 

HARR I SON, J. J. Region 3, Office of Director 83/07/08. MILLER, D. B 
Consumers Power Co. 2 pp. 19381:001 24X Fiche: 50-329, 83/07/08, 

83071 10311. 


8307180301 Summary of 830705 meeting w/util in Wash i ng ton, DC re 
development of const completion program. 

CUNNINGHAM, G. H Office qf the Executive Legal Director 83/07/08 
Office of the Executive Legal Director. lp. 19566 ilB 24X 
Fiche 50-329, 83/07/00, 83071 9030 1 


8307200079 Forwards 19 oversize drawings b 

hydrographs from observation wells b piezometers nearest 
containments, in response to NRC request for info re reactor 
bldg settlement. Aperture cards are available in PDR. 

KCJDNEY, J. A. Consumers Power Co. 03/07/00 
Office of Director 106pp 19650 008 

8307200079. 


f i gur 


HARRISON, W. J. Region 3, 
4X Fiche: 50-329, 03/07/OB, 


0307200316 Summarizes B30615 telcon w/appi leant re accuracies In 
required post-accident analytical chemistry procedures per 
0737, I tern IJ. Q 3. Acceptable gamma spectrum analysis 
will bo submitted in early Jul 1983 

MILLER, M A. Licensing Branch 4. 83/07/il Liconslng Branch 4 

4p{> 19656:343. 24 X F i ch e SO-329. 03/07/ 1 1 , R3072003 16. 


8307200318 Summarizes 830628 telcon w/applicant b JJechtel re NRC 
request for oddi info on motion before hearing board to 
reopen contentions concerning effect of dewatering on 
settlement of Unit l reactor containment bldg. 

MILLER, M. A Licensing Branch 4 03/07/11. Licensing Branch 4 

4pp. 19656:339 24K Fiche : 50-329, 83/07/ IS , 8307200310 


8307220402 Forwards Rev 3 to "NSSS Equipment b Piping," Vol VIII to 
Seismic Margin Review." 

COOK, J. W Consumers Power Co. 83/07/11 DENTON, H R. Office of 
Nuclear Reactor Regulation# Director 3pp. 19691 ; 179 . 24X 

Fiche: 90-329, 83/07/1 i, 0307220402. 


0307220411 Rev 3 to "NSSS Equipment b Piping," Vol VIII to "Seismic 
Margin Rovi ew. " 

KIPP, T. ft., CAMPBELL, R. D r KENNEDY. R. P. Structural Mechanics 
Associates. SMA 13701 03R003 VO0. 83/07/31 35pp 19691 179 

24X Fiche: 90-329, 03/07/1 1 , 0307220403. 


0307250^93 Forwards Rev 1 to- " Th ird-Party Const Implementation Overview 
Procedure." Procedure revised for c 1 at i ty Requirement for 
monthly repts deleted. 

BARANOW, S W. Stone b Webster Engineering Corp 03/07/14. 

KEPPLER, J. G. Region 3, Office of Director. lp 19705:134 24X 

Ficho 90-329, 83/07/14, B307250253 


-8307350261 Rev 1 to "Third-Party Const Implementation Overview 
Procedure. " 

BARANdW. S. W. Stone k Webster, Inc 03/07/09. 9pp. 19705 135 
24X Fiche: 50-329, 03/07/14, 0307250253 


8307280434 Requests authorl lation to excavate b backfill trench for 
ground cable east of technical support ctr in accordance 
w/Witr* Author! lat 1 on Procedure 942450300 

MOONEY, J. A. Consumers Power Co. 03/07/14. HARR ISON, J. J. Regions, 
Office Of Director. 1 p 19797.119. 24X Fi che: 50-329, 03/07/ 1 4, 

0307280434. * 


8307210125 Requests appropriate details of remedial soils work 
activities scheduled for month of Jul 1983 to assist in 
review, due to criticality of activity. 

HARR I SON, J, J. Region 3, Office of Director. 83/07/15. MILLER, DU. 
Consumers Power Co. 3pp. 19666:085. 24X F i che : 50-329, 83/07 / 1 5, 

8307210125 
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3307210144 Requests authci i tat icin to 

ground cable east of technical support c 
author i ration procedure 

MQON£V i J. A. Consumers Power Co. 03/07/ 
3 p Office of Director. Ip 19&A6 009 
0307210125. 


ate */ backfill trench for 
ti- per wort 

14 HARRISON, J. J. Region 
24X Fiche 50-329. 83/07/15, 


0307210208 Foruar 
info re jvc wa t 
"Q" concrete Zt 
response to NRC 
KOONEYr J A. Ca 
Office or* Dlrec 
0307210200. 


dl " Re P t of Overhead Fluid Grouting Testing Program,” 
er pump structure, procedure far drilling in 
justification far continuing soils work, in 
0307 1 4 questions re soil drilling 
ns timers Power Co 03/07/15 HARR I SON, J J. flegi nri 3, 
tor. 20pp. 034. 24X Fi c he ; 50-329. 83/07/ 1 3, 


0307120393 Forwards response to 830531 request 
numerical data used in conjunction ui/setpoint 
to calculate Tech Spec setpoints to complete 
Confirmatory Item 19 

REYNOLDS, J. W. Consumers Power Co. 83/07/05. 
Nuclear Reactor Regulation, Director. 34pp 
Fiche . 30-329, 83/07/05, 0307120393. 


for addl info re 
methodology 
review of SER 

DENTON, H. R. Offi ce 
1 9430 ; 143. 24 X 


of 


8307130346 Clarifies 830504 ltr re turbine sus 
for resolution of SER Open Item 2 on turbine 
NOVAK, T. M. Assistant Director for Licensing. 
Consumers Power Co. 3pp. 19500 336 24X FI 

8307 1 303-46. 


maint program options 
missiles. 

83/07/0 7. COOK, J. W. 
chB: 50-327, 83/07/07, 


—8307210210 “«ept of Overhead Fluid Grouting Test Program " 

* Consumers Power Co. 83/07/15 47pp 19667 034 24X 

Fiche 50-329, 83/07/15, 83072 1 Q20B. 

93 ?on«??°,urir?‘ “*■“ * nf “ "»n- nU cl«, ins tr union to 1 1 on, i ntopra t ed 

control »ij» fa, i UT6 , for gep«. r , c prfssuriiod thermal shoe, 
study DAN- 1743, Table 0 revised to reflect Failure 4 
tfescr iptior. 

CG0K,J.W_ Consumers Power Co 83/07/10. DENTON, H. R Office of 
Nuclear Reactor Regulation, Director 4pp. 19726 302 24X 

Fiche 50-329, 03/07/! S, 8307260320. * 

0307250470 Discusses concerns re structural adequacy of diesel 

throughout t0> nomeP0U3 structural cracks occurring 

throughout bldg over yr*. Recommends remedial structural 

liuncMA?. n n 2® rt « ICen ts ensure structural integrity. 

NDSflAN. fi. B. Region 3. Office of Director. 63/07/19 WARWICK R f 

Region 3. Office of Director. Jpp 19701:193 a«X * F 

Fiche: 50-J29, 83/07/19, 8307250470. 

03072901 13 Forwards -Seismic Margin Revisw.Vol I 1 1, Au« 1 1 tar u Itlrfn •> 

clllV^ir^ 06 ° f * resulting se I \ m \c Zr] SI!* 9 ‘ 

. I "! 1 ; a ^ unt cf margin e»ists in design 
BUCKNAN, F. W Consumers Power Co. 83/07/22, DENTON, N. R. Office of 

uclear Reactor Regulation Director. 3pp 19822223 24X 

Fiche: 50-329. 03/07/22, B307290 1 1 3. ** 

"^ 03 2pf| 9 2i l n MaT 9 in Review,Vol III, Auxiliary Bldg - 

WESLEY, DA, KENNEDY. R P , KINCAID, RH. Structural Mechanics 

S ™ »3701 -O5RQ03 V03 83/06/30 255pp 1^22 227 

24X Fiche: 30-329, 03/07/22. 9307290113 . 2 27. 

03 SnaUn!:^ d r h ReV 14 tQ V ° 1 1 ^ 0A P™9ra* manua 1 . Po 1 i c y 1, 

Organ 1 1 a 1 1 on. Changes orjamiatjonel Previous ^ 

c ofnrn i tme n t s remain unchanged 

DOCWMAN, F. W Consumers Power Co 03/07/22. DENTON. H R. Office n# 

Nuclear Reactor Regulation, Director 3pp 19821- III 24X 

Ficha: 50-329,63/07/22.8307290191 1 24X 

V01 ' «' « »'•»'« -Ruel.RoHc, 

J3pp 1,62,1 14 ™ 

B3O720O339 Su W i m 830720 meeting w/Bechtel in Glen Ellun, IL re 
act ons as result of certain NRC Concerns on procurement 

2^ic‘x.iT"R 9 ‘"“’5r d ofj,H , 2r 0 T::c t ^; ir a ^r r ' m n . 3 

0307280339° lr * CtOT ' »»*- 8,,^ * 

<SER1. suppls L correspondence 

8307060061 Submits addl info on SER Confirmatory Issue 19 re testino of 
auxsliary footer pump auction transfer logic Reposed 5 

JefllrloH 5 ° f PUm|> suctiDn transfer logic will be 
reflected in revised Tech Specs. 


0307190423 Forwards supplemental SER input on environ q ua 1 i f i cat i on 
program for electrical equipment. Schedules for complTtVon at 
open items prior to future suppl requested. Input serves as 


Sp 

DEWITT.R B. Consumers Power Co. 03/06/29 
Nuclear Reactor Regulation. Director 2pp 

Fiche: 50 - 329 , 03 / 06 / 29 , 0307060061 


DENTON, H. R. 
19251 ; 060 


Office of 
24 X 


83 S«°fa° 5 b^n“u,ed IV° l ° ‘° mplete 6ER Coftroiotor, t..u. M Te 

3 4x fiCe ° f 

Fiche: 50-w29, 83/06/30, 8307060039. iWl.OW. 24X 

i 7* 


summary of 830111-13 meetings. 

NOVAK, T.M. Assistant Director for Licensing. 83/07/08 COOK, J W 
Consumers Power Co. 32pp 19644- 310 — ' - • ■ - CDaK ' M - 

0307190423 ' 


24X Fiche; 50-330, 83/07/08, 


Office of 
24X 


03 a3O7?I 3 t.ir^‘?*J in , r ° T ‘ RCS makeup ,nu ’ ffbponse to NBC 

nalntol^lio IS ,0P *” SER Dpen Item B. Coral t, to 

maintaining min continuous makeup fi DW of between 1,2 {< 3 
gpm. Info completes response to SER item. 

COOK i J. W. Consumers Power Co. 03/07/10 DENTON. H R 
Nuclear Reactor Regulation, Director. 2pp. 19727- 108 

Fiche; 50-329, 03/07/10, 8307260236. 

0 Adjudicatory correspondence 

83 ASLB°alo 4 3 ST; di ? fC .° f 1 r.pt ro oll.j.d vlolotlon of 

A3LB 820430 ord er . R ep t , in conjunction w/brief oral direct 
tea tlrjony, constitutes NRC testimony to be presented aJ 
f^o?^ 25 he ^ rin s on Orrder via lat ion. W/o encl. 

MARnaw < A ' BranCh 3 33/07/01 DECHHOEFER.C. , C0WAM.F P . 

?92?3 230 and Panol. Spp. 

19293.230. 24X Fiche: 50-329, 03/07/01, B307070020. 

03 Dr“?r^ o t7T 5 ' J? 830407 R “' lU ' ,t tar of Oocumont, B<0) 

to ASLB for tn nVS ° a ° r , han<l “’‘ i ' :t ' n "‘t** “ 1U bo op for.d 
to flULu for in camera review, 

nr n mi nr? ? Rcarlns Oron,:l ' 3 83/07,oo. dernaoei.l. stomln,, a 

,p - , ‘ ?346:341 - a « 

record on seismology «< seismic mod e 1 s . Cer 1 1 1 i ca te of Sve 

:TH;“ S««.v saas rite* , ~sar« 

Fichi'sS^B^S^O^SSoTII^So. ,,373:034 - 84X 

" 83 °oi is* ut^'sss.t: fact * £onciu * io '' s af - - 
«.srsns.K%; / s;;-s;SiSS: 59pp - 1,3/5:030 247 

r:z;,“ **»*-»»»»•*• wot.ct ". ‘sai ah0UlJ 

m!m!o alternative. Certlflratp o, Sve enol. 

Beall 'aa/ 07 ,n nSUme I! P ? iJ ’” r c “ p nOCTOR, s. D. Isham, Lincoln A 
19530 361 njv r, h A «„ m ^ 0 Safety and Licensing Board Panel. 8pp, 
19DJD.361. 24 X Fichu: 50-329, 03/07/ 1 1 , 03071 50195. 

G3 pR0CTDR 7 S A D VU r«h th3t | ? Ms ^® ll ° deposition rescheduled for 030719. 

STEINBERG C liiZT Lln ^° 1 n * V**l «• 83/07/12. KELLEY, F. J. , 

STEINBERG, C, Michigan, State of. 2 PP . 19360- 261 24X 

Fiche: 50-329, 83/07/13,8307100077. ** 

B3 ?!«h l a3o2a7 ,, !!;i!I 0pp05 i n 9 Govt Accountability Project motion to 

since S° 0na V? l0n ba6Bd on ^correct premise 

sic encl t fUatl ° n ° f lnf0Tm ' ant9 sought. Certificate of 

Li«nrin a A no^H a r n9 , 0ra 2 Ch 2 ' 83/07/l8 - Atomic Safety and 

03O72OO??4 6PP ‘ 19A<?7:135 - 34X Fi c h e : 50-329, 83/07/10, 

03 8tJm?riI Cnr?° n ff t0 ^ Stamiri * 8306 ^7 motion to reopen record on 
undJ^ \L Contention 4 re integrity of containment & soils 
underpinning operations founded upon glacial till Motion 

S?EP?0E a ? p" ,d F * ' hDUld " a if K,* ‘2.1. 

B«ll B3/07/?B n ’ Un "Ir ?" 6 S STEPToe ' p - p - Lincoln 1 

iSJiS'-Oof lil Ci k A tT iC Saf8fc y and Licensing Board Panel. 10pp. 
19665.001 S4X Fiche* 50-329, 83/07/18, 8307210259. 



DOCKETED ITEMS 


161 


--630721Q261 Affidavit of P Shunmugave 1 ro significance of observed 
cracks in containment. 

SHUNKUOAVEL, R. Consumers Pouier Co SHUNMUGAVEL. P Bechtel Corp. 
03/07/15. 13pp. 19665:011. 24X Fi che; 50-329, 03/07/10. 0307210239. 


--B3072 10266 Affidavit of WG Corley re visual insp of cracks in 
containments near anchorages in Rooms 110 it 116. 

CORLEY, W. G. Consumers Power Co. CORLEY, W. G Construction 
Technology Laboratories. 03/07/13. 6 pp 19665:026 24* 

Fiche: 30-329, 83/07/18, 0307210239 


0307220347 Forwards correct document request to 030509 subpoenas Svc 
list «nc 1 

PROCTOR. S. D- Isham, Lincoln t* Beale 83/07/10 KARR, J. W. Karr it 
Lyons. 2pp. 19673:335. 24X Fiche: 30-329, 83/07/18, 0307220347. 


--6307220349 Correct document request to 830509 subpoenas. 

* Isham. Lincoln & Beale. 83/07/18. 2pp. 19675:337. 34 X 

Fiche: 50-329. 03/07/10, 9307220347. 


0307260413 Forwards Jul 1903 crack maps of containments at buttress- 
base slab junc tions, per telcon. 

8TEPT0E, P. P, Isham, Lincoln it Boale. 03/07/10. WILCOVE, M. N. 
Hearing Branch 2- 12pp. 19733:179. 24X Fiche: 30-329, 83/07/10, 

6307260413. 


0307230409 Memorandum it order postponing 030725-27 evidentiary 
hear ings, scheduling 83O72Q-30 It 0001-05 hearings, schedu 1 ing 
030726 otoI argument on motion to quash subpoenas !< granting 
H Btamlris motion bo compel production of NRC documents. 

HECHHOEFER. C. Atomic Safety and Licensing Board Panel, 03/07/21 
Stami ris. B. 0pp. 19705: 125. 24X Fiche : 50-329, 03/07/21 , 0307250409, 


6307250390 Response opposing D StamlrW 030627 oral motion to reopen 
791206 order modifying CP record on Qtamiris Contention 4, 

Stds far reopening record not met. Certificate of Svc enci. 

WILCOVE. h, N. Hearing Branch 2. 03/07/22. Atomic Safety and 

Licensing Board Panel. llpp. 19705:143 24X F i c h e : 50-329, 03/07/22, 

0307230390. 


——0307230396 Affidavit of J Kane re geotechnical engineering issues 
Natural preconsolidated "very stiff to hard" clay soils is 
competent fc acceptable foundation layer. 

KANE, J. Structural it Geotechnical Engineering Branch 83/07/22 
7pp. 19705:154. 24X F i c h o : 50-327. 03/07/22, 0307250390. 


8307250402 Affidavit of F Rinaldi re cracks in containment hldg.NRR 
ulll evaluate cause/significance of cracks in containment 
bldg. Review win be finished after util performs structural 
integrity test. 

RINALDI, F. structural & Geotechnical Engineering Branch. 

83/07/22. 2pp. 19705:161 24X Fi c h e : 50-329, 03/07/22, 0307250390 


8307260234 Notice of receipt of Govt Accountability Project request for 
action under 10CFR2, 206 to modify CPs by imposing mandatory 
hold points on remaining const work it by requiring mg t 
audit. 

JORDAN. E. L. Director's Office, Office of Inspection and Enforcement. 
03/07/22. 2pp. 19727:009, 24X Fiche : 30-329, 83/07/22, 0307260234. 


0307200133 Corrects mi s c harac ter i z a 1 1 on U misrepresentation re 
relationship between CPC h G CharnoFP U attendance at 821124 
meeting. 

MILLER. M, 1. Isham, Lincoln it Beale. 83/07/23. BECHHQEFER, c, , 
COWAN, F. P., HARBOUR. J. Atomic Safety and Licensing Board Panel. 
3flp, 1^791:295. 24X Fiche: 50-329, 83/07/23. 0307280133, 


0307280161 Motion to squash subpoenas issued to employees it 
representatives of Oovt Accountability Pro jec b, reques ting 
documents re Internal communi ca tions, Cer ti f 1 c a te of Bvc 
•ncl. Related correspondence. 

HERNASE! , L. Sinclair, M. OERNABEI, L. Stamiris, 0. BERNABEI , L. 
Government Accountability Project. 03/07/26. Atomic Safety and 
Licensing Board Panel. 7pp 19792:069 24X Fiche: 50-329, B3/07/26, 

6307280161. 


H- General correspondence 


0307050101 Responds to B3041B concerns re lack of prof engineering 
registration of certain Bechtel employees perf irmlnp work 
at facility 8 < lack of qua J i f 1 ed/trai nrd people doing 7ock 
design work. Insp In progress. 

KEPPLER, J. G. Region 3i Office of Director. 03,06/27. SINCLAIR, M. 
Affiliation Unknown. 2 pp 19220:001. 24X Ficho: 30-329, 03/06/27. 

83070-30101. 


8307050111 Discusses subcontractor employee concerns re unqualified 
personnel at plant site in jobs of critical importance to 
safety, poor installation i lack of worker qua i : f i l a t i on on 
Zack design Investigation requested 

SINCLAIR. M. Affiliation Unknown 03/04/10. KEPPLER, J. Region 3 , 
Office of Director. llpp 19220:003 24X F i c h b 50-329. 83/06/27, 

0307050101. 


S3O7O3O104 Forwards response tu 830531 Iti re util independent third- 
party design 4< const verification program it const completion 
program Actions being taken should provide assurance to 
community that plant constructed safely 

KEPPLER, J. G Region 3, Office of Director 83/06/20 ROMO, L. R. 
Lone Tree Council. 3pp 19193.162 24X F i c he : 50-329, 83/06/20, 

0307050104 


'8307050100 Ac k receipt of response re independent audit of Facility 
Truly independent audit should include full scope overview 
of completed const done by third party rather than util. 

ROMO, L. R. Lone Tree Council 03/03/31. KEPPLFR, J. G, Region 3, 
Office of Director. 3pp 19196 033 24X F i c h e : 50-329, 83/06/20, 

Q3070501B4 


8307210242 Requests available nontechnical info re problems u/ 
engineering design/specs & or implementation of engineering 
work for plants 

WAGNER, C. W. Michigan, State of B3/O7/O0 KEPPLER, 0. G . Region 3, 
Office of Director. Ip 19664; 164. 24X Fi c he ; 50-000, 03/07/ 00. 

0307210242 


Q. Inspection reports, IE Bulletins t* c orr espond enc e 


0307260001 F01A request for all records re NRC lnsps fc evaluations of 
util const activities in soils work leading to Spessard 
memo 

GARDE, B. P Government Accountability Project S3/Q3/22 TOMS, N. 
Office of Administration Ip. 39707 321. 24X Fiche 50-329, 

03/03/22, 0307260001. 


0307260002 Responds to FQIA request for records re IE insps it 
evaluations of util const activities in soils work leading 
to Spessard memo Forwards documents listed in App A 
FELTON, J. M. Division of Rules and Records. 83/05/18 GARDE, D 
Government Accountability Project 2pp 19787 323 24X 

Fiche: 30-329, 03/05/18, 0307260002. 


— 8307260004 “Insp Evaluation," re IE Insp Repts 50-329/82-11 & 
30-330/02- 1 ] on 020519-0702 

LANDSMAN, R. B. NRC - No Detailed Affiliation Given 02/09/02. 
2 pp 19787 325. 24X F i c h e 50-329, 83/05/ 18, 0307260002 . 


-8307260006 "Insp Evaluation," re IE Insp Repts 50-329/02-17 i> 
50-330/82-17 on B20B09-13 

HING,M. , ROBINSON, D. NRC - No Detailed Affiliation Given. 

92/08/20 2pp. 19787:327 24X Fiche: 50-329, 03/05/ 10., 6307260002. 


■8307260009 "Insp Evaluation," re IE Insp Repts 50-329/82-19 i 
50-330/02-19 on 020920-24 

ROBINSON, D , JACK, J N NRC - No Detailed Affiliation Given 
02/09/27. 2pp. 19787:329. 24X Fiche 50-329, 83/05/18, 8307260002, 


'8307260011 Notifies of 920330 meeting w/utl J re underpinning activity 
Principle points to be discussed include practicality of 
requirements U transition between various phases of project. 
WILLIAMS, C. , LITTLE, W. S. NRC - No Detailed Affiliation Given. 
02/03/24. NURELIU3, C. E. Region 3, Office of Director. 9pp. 
19707:331. 24X Fichu : 90-329, 33/05/ J 8 . B307260002. 


--0307260014 Requests list of action’s for licensee to correct 
deficiencies noted in under p inn Jr,g , p i p ing it electrical 
areas. Info needed for meeting preparation. 

NGRELIUS, C. E. Region 3, Office of Director 02/05/07. 

LITTLE, W. 9 Region 3, Office of Director lp. 19707:336. 24X 

Fiche: 50-329, 83/05/18, 8307260D02. 


— 8307260019 Discusses part i c lpati an in 820521 ACRE briefing on facility 
GA prog ram. S tatement should be drafted by 020519 
NOREL J US, C. E Region 3, Office of Director. 82/05/14. 

LITTLE, W, B. NRC - No Detailed Affiliation Given lp, 19787:337. 
24X Fiche; 50-329, 03/05/18, 0307260002. 


■ — 8307260021 Forwards comments on ASLD orders b applicant response re 
const activt ties 

NGRELIUS, C. E, Division of Engineering. 62/05/18. ADENEAM.E 
Licensing Branch 4. 4pp 19707:338 24X F l cbe : 50-329, 83/05/ 1 0. 

0307260002 
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DOCKETED ITEMS 


8307060349 Ac k receipt of 830624 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-327/S3-06 b 
50-330/83-06. 

WARWICK. R F. Region 3. Office of Director 03/06/30- COOK. J. W. 
Consumers Fewer Co Ip 19234 ISO 24X Fi che 50-329, 83/06/30, 
0307060349. 


--0307060356 Responds to NRC 830527 Itr re violations noted in IE Insp 
Repts 30-329/83-06 h 30-330/03-06. Cor rect ive act i ona: B&W 
QC procedures re supplier quality evaluation revised to 
clarify requirements For performing audits. 

COOK. J. W Consumers Power Co. 83/06/24. KEPPLER, J G. Region 3. 
Office of Director. 4pp 19234: iai 24X Fiche: 50-329. 03/06/30. 
6307060347. 


8307140337 Forwards IE Insp Repts 50-329/03- 1 D U 30-330/83-10 on 
830321-0520 L notice of violation. 

WARWICK, RF. Region 3, Office of Director. 83/06/30. COOK, J. W, 
Consumers Power Co 2pp. 17525:235 24X F i c he : S 0-327, 03/06/30. 

8307140337. 


--B307140341 Notice of violation from insp on 830321-0520. 

WARWICK, R . F Region 3, Office of Director. 03/06/30. Jp. 
17523 237- 24X Fi ch e : 50-329, 83/06/30, 0307 1 40337. 


--03O7J 40344 IE Insp Repts 50-329/83-10 6 50-330/83-10 an 830321-0520. 
Noncompliance notgd: inadequate storage facilities far HVAC 
components. 

BURGESS. B. L . CQQK.R.J., GARDNER, R W. Region 3, Office of 
Director- 03/06/30. 9pp 19525 258 24X Fiche 50-329. 83/06/30. 

8307140337. 


0307140032 Forwards IE Insp Repts 50-329/83-07 D 50-330/83-07 on 
830420-21,25-29 L 0507-20 S< notice of violation. 

WARWICK. R F Region 3. Office of Director 83/07/01. COOK, J. W. 
Consumers Power Co 2pp. 19514:203. 24X F iche: 50-329, 83/07/01, 
8307 140032. 


— 8307140036 Notice of violation from insp on B30420 -21 , 25-29 & 0507-20. 
WARWICK, R.F Region 3, Office af Director. 03/07/01, 2pp 
19514 205 24X F i c h e : 50-329. 83/07/0 1 . 8307 140032 


—8307140044 IE Insp Repts 50-329/B3-07 & 50-330/83-07 on B3D4 20-21 . 23-29 
l< 0509-20. Noncomp 1 ian-ce n oted : f a i 1 ure to take corrective 
action re pipe hangers f< hangar components found in Kelly 
bldg w/o release for const tags attached. 

SIMON, J. A., SATHER. A. . HARRISON, J. J. Region 3, Office of Director. 
83/06/30. 4pp. 19514.207. 24/ Fiche: 50-329, 03/07/01 , 03071 40032. 


8306270401 IE Info Notice 83-46, '‘Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem 11 Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness U Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

York, Inc I54pp. 19363:273 24X Fith e : 30-000. B3/07/I I , 8306270401 , 


8306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. " Svc list encl. 

JORDAN, E- 1 Division of Emergency Preparedness U Engineering 
Response (Post 830103). B3/07/I2. Consolidated Edison Co. of New 

Ydt k , Inc. 141pp. 19563:153. 24X Fi ch e : 50-000, 83/07/12, 8306270404 


8307250123 Forwards amended response to JG KoppJer 830523 Itr re notice 
of vi olat i on. Item a, concern i it g failure to establish measures 
for 0 matla associated w/diesel generator exhaust muffler, 
supp 1 einsnt i ng B3D624 Itr. 

COCK, J. W. Consumers Power Co. B3/Q7/I2 KEPPLER, J, G. Region 3, 
Office of Director. 9pp, 19706:074 24X Fi c h c ; 50-327, 83/07/12, 

8307250123. 


8306270406 IE Info Notice 83-4B, "Gaseous Effluent Releases of 
Radioactive J-123 I* 1-131 in Excess of NRC Limits." Svc list 
enc 1 . 

TAYLORrJ.fi. Division of DA, Safeguards !< Inspection Programs (Post 
830103), 83/07/14. Consolidated Edison Co. of Neu York, Inc 

114pp. 19715 270. 24X Fiche: 30-000, 83/07 / 1 4, 8306270406. 


8307210239 Response to B Stamiris 830627 motion to reopen record on 
Stamirts Contention 4 re integrity of containment fc soils 
underpinning operations founded upon g-lacial til I, Motion 
unsubstantiated L should be denied. Certificate «f 8vc end. 

S7EPT0E, P P. Consumers power Co 83/07/10 Atomic Safety and 
Licensing Board Panel. lDpp 19665.001. 24X F i ch o : 50-329, 83/07/ 1 0, 

83072 1D259. 


8307210271 Revised "Visual Insp of Cracks ill Containments Near 
Anchorages in Rooms 110 b 136 " 

CORLEY, W.Q. Construction Technology Laboratories 83/04/30. 7pp. 
19665:032. 24X Fiche: 50-329., 83/07/ 1 0, 8307210259, 


B307260451 Suppls 830303 commitment to implement expanded coaling pond 
dike surveillance program Damaged turf on dike will be 
repaired within 1 month after detection consistent w/insp 
program. 

COOK, J. W. Consumers Power Co. 83/07/18. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director- 2pp. 19734:204. 24X 

Fiche: 30-329, 03/07/18, 0307260451 


R, Periodic operating reports t* related correspondence 


8307050006 Forwards util status rept fur Apr-May 1983 covering 
electrical cab les, remed la 1 soils work & significant 
meetings. 

WARWICK, R . F. Region 3, Office of Director. 83/06/28. KEPPLER, J. Q. 
Region 3, Office of Director. Ip. 19192:113. 24X 

Fiche: 50-329» 03/06/20, 8307030006. 


— B307030017 Forwards util status rept for Apr-May 1903 covering 
electrical cabl es, remed ial soils work & significant 
meeting s. 

CGOK,R. J. Region 3, Office of Director. 03/06/24. WARNICK, R. F. 
Region 3, Office of Director. 3pp. 19192:114 24X 

Fiche: 50-329, 03/06/20,0307050006. 


B307090S14 Forwards proposed list of work per "NRC L CPC Work 
Authoriiatlon Procedure," for month of Ju 1 1783. 8upp 1 amenta 1 
work activity list for Aug 1903 also end. 

MOONEY, J. A Consumers Power Co 83/06/30. HARR ISON, J. J, NRC - No- 
Detailed Affiliation Given. 22pp. 19362:114. 24X 

Fiche: 30-327, 03/06/30. 8307080514. 


0307140337 Forwards IE Insp Repts 50-329/03-10 fc 50-330/83-10 on 
830321-0520 6 notice of violation. 

WARWICK, R . F. Region 3, Office of Director 83/06/30. COOK, J. W. 
Consumers Power Co. 2pp. 19525:255. 24X F i c b e : 50-329, 83/06/30, 
8307140337. 


— 8307140347 "Independent Assessment of Auxiliary Bldg Underpinning 
Weekly Rept 26," for 030313-19. W/830323 Itr. 

LUCKS, A S. Stone fc Webster. Inc. 03/03/23. COOK, R. NRC - No 

Detailed Affiliation Given. 7pp. 17525:267. 24X 

Fiche: 50-329, 03/06/30, 0307140337, 


— 8307140332 "Independent Assessment OF Auxiliary Bldg Underpinning 
Weekly Rept 27," for 030320-26. W/030401 Itr. 

LUCKS, A 9. Stone * Webster, Inc. 03/04/01. COOK, R. NRC - No 

Detailed Affiliation Given. 9pp. 17525:276 24X 

Fiche: 30-329, 03/06/30, 0307140337. 


— 9307140354 "Independent Assessment of Auxiliary Bldg Underpinning 
Weekly Rept 20," for 830327-0402. W/030407 Itr. 

LUCKS, A. 6. Stone & Webster, Inc. 03/04/07. COOK, R. NRC - No 

Detailed Affiliation Given. 9pp. 19325:203. 24X 

Fiche: 50-327, 03/06/30, 0307146337. 


— 8307140358 "Independent Assessment of Auxiliary Bldg Underpinning 
Weekly Rept 27," for 030403-09. W/0304 1 5 Itr. 

LUCKS, A S. Stone * Webster, Inc. 03/04/13. COOK,R. NRC - No 
Detailed Affiliation Given. 7pp. 19525:294. 24X 

Fiche: 50-327, 03/06/30, 8307J40337. 


— 0307140361 "Independent Assessment of Auxiliary Bldg Underpinning 
Weekly Rept 30," for 830410-16, W/03O42I Itr. 

LUCK8, A. S. stone 6 Web ster, Inc. 03/04/21. COOK, R. NRC - No 

Detailed Affiliation Given. 9pp. 19525:303. 24X 

Fiche: 50-329, 03/06/30, 0307140337. 


--B307140365 "Independent Assessment of Auxiliary Bldg Underpinning 
Weekly Rept 31," for 8304 17-23. W/030427 Itr. 

LUCKS, A.8. Stone St Webster, Inc. 03/04/27. COOK, R. NRC - No 
Detailed Affiliation Given. 10pp. 19325:312. 24X 

Fiche: 50-329, 03/06/30, 8307140337. 


— 0307140370 "Independent Assessment of Auxiliary Bldg Underpinning 
Weekly Rept 32," for 030424-30. W/830505 Itr. 

LUCKS, A. 6. Stone t Webster, Inc. 83/05/05. COOK, R. NRC - No 

Detailed Affiliation Given. ?pp. 19525:322. 24X 

Fiche: 50-329, 03/06/30,8307140337. 


— 0307140373 "Independent Assessment of Auxiliary 0 1 d g Underpinning 
Weekly Rept 33," for 830501-07. W/0303 10 Itr. 

LUCK6, A. S. Stone & Webster, Inc. 83/05/10. COOK, R, NRC - No 
Detailed Affiliation Given. IQpp 19525:331. 24X 

Fiche: 50-329, 03/06/30, 8307140337. 


— 0307140378 "Independent Assessment of Auxiliary Bldg Underpinning 
Weekly Rept 34," for 030508-14. VI/030518 Itr. 

LUCKS, A. 8. Stone S< Webster, Inc. 83/05/18. COOK, R. NRC - No 

Detailed Affiliation Given. 9pp. 17525:337. 24X 

Fiche: 50-329, 03/06/30, 8307140337. 
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9307210225 Forwards "Midland Independent Design V Const Verification 
Program. N second monthly status rept for 830528-0630. 

LEVIN, H. A. TERA Corp. 03/07/13. KEPPLER, J. G. Region 3. Office of 
Director. COOK. J. W. Consumers Power Co. EISENHUT, D. G. Division of 
Licensing, 3pp. 19666:217. 24X Fic he: 30-329, 83/07/ 13, B307210225-. 


— 8307210233 "Midland Independent Design b Const Verification Program. 
Monthly Status Rept 2 for 830328-830630 

LEVIN, H- A, i TULDDIESKI , D , DECK, J TERA Corp 83/07/15 70pp. 

19666:220. 24X Fiche : 30-329, 83/07/1 5, 0307210223. 


0307210291 Forwards "Midland Independent Design 6 Const Verification 
Program Monthly Status Rept 2," second monthly status rept 
for B 30 328-0630. 

LEVIN, H. A TERA Corp. 83/07/15. EISENHUT, 0 0 Division of 

Licensing KEPPLER, J. 0. Region 3, Office of Director. COGK, J. W. 

Consumers Power Co. 3pp. 19664:210. 24X Fi che : 50-329. 83/07/ 1 3, 

8307210291. 


— 8307210296 "Midland Independent Design V Const Verification Program 
Monthly Status Rept 2," second monthly status rept for 
630328-0630. 

LEVIN, H, A. , TULODIESKI , D. TERA Corp. 83/06/30. 70pp. 19664:213. 

24 X Fiche: 30-329, 83/07/13, 8307210291. 


S, Reportable occurrences, LERs b related correspondence 


0307060011 Interim deficiency rept re delivered safety-related 
electrical equipment not meeting project requ irements . Task 
force established to Investigate St resolve MCAR 66 Next rept 
by 830812. 

COOK, J. W. Consumers Power Co. 83/06/29. KEPPLER, J. Q. Region 3, 
Office of Director. 10pp. 19231:016. SOX Fi che: 30-329, 83/06/29, 

8307060011. 


0307060310 PNO-1 1 1-83-055: Region III authorized resumption of 
safety-related welding on HVAC sys at const site Zack Co 
welding procedures & observations of welding performance 
demonstrations reviewed. 

GARDNER, R. , HARR I SDN, J. Region 3, Office of Director. 83/06/29. 
lf>. 19230:331. 24X Fiche: 50-329, 93/06/29, 0307060310 


B307060340 PNO-1 11-83-037: on 830629, Oech te 1 fired lead welding engineer 
foT allegedly instructing rod room attendant to falsify 
number of weld rod withdrawal slips No safety significance 
resulted from incident. 

LAN 09 MAN, R, > HARRISON, J. Region 3, Office of Director. 83/06/30 
Ip. 19236:234. 24X Fiche : 50-329. 83/06/30, 8307060340. 


8307080436 Interim deficiency rept re loose locking clips iTinnerman 
speed nutsl. Vendor approved tooling b installation to insp 
procedures for replacing Tinnerman speed nuts, beg inni ng In 
late Ju 1 . Next rept to be submitted by 030930 

CtJDKrJ.W, Consumers Power Co 03/06/30. KEPPLER, J. G, Region 3. 
Office of Director. 2pp. 19346:359. 24X Fiche: 50-329, 83/06/30, 

8307080436. 


8307180171 Interim deficency rept re potentially unsafe- situation 
concerning tripping of reactor coolant pumps during certain 
primary sys high void fraction cond i tions. Pump trip criteria 
will be established per NRC Generic Ltr 83-10. 

COOK, J- W. Consumers Power Co. 83/07/11 KEPPLER, J, G. Regions* 
Office of Director. 2pp 19535:084 24X Fi cho: 30-329, 83/07/ 1 1 , 

8307180171. 


□307 1 BQ270 Interim deficiency rept ro reactor bldg spray piping 
svppor ts. Initial ly reported on 791221 . Increased loads 
observed on piping to piping anchors caused by simplifying 
modeling assumptions. 

COOK, J. tj. Consumers Power Co. 83/07/11 KEPPLER, J. 0, Region 3, 

Office Of Director. 7pp, 19336:107. 24X Fiche : 30-329, 03/07/ 1 1 , 
83 07 1 00 270. 


8307200135 PNO-1 1 1-83-06 1 : on 830714, Reg ion III notified that Dow 
Chemical Co terminating contract u>/util to supply process 
steam to f acl 1 i ty . Sui t seeking court judgement that all 
contract obligations canceled filed. 

HARRISON, J. , WARN1CK, R. Region 3. Office of Director. 83/07/13. 
ip. 19631:246. 24X Fi che: 30-329, 83/07/15, 83072001 53. 


0307230431 Interim deficiency rept ro electrical accessories associated 
w/saf*fcy-r elated matl requi s i t ions. Gu i de 1 t nes to checklist 
being developed for review of safety-related matl 
requisition requirements, Nex t rept expected by 031014. 

CaOK*O.W. Consumers Power Co. 83/07/13. KEPPLER, J O. Region 3, 
Office of Director. 6pp. 19702:162. 24X Fi che: 30-329, 03/07/13, 

8307230431 . 


030720019 J Final deficiency rept re absence of close-latch anti-shock 
spring in Drown Boveri Electric type HK circuit breakers 
mfg between June 1975 b. June 1977. Initially reported on 
030623. Corrective actions w i 1 1 be completed by 830024. 

COOK, J. l-J Consumers Power Co. 83/07/22. KEPPLER, J. G Region 3, 
Office of Director. 6pp 19791 247. 24X Fiche 50-329. 83/07/22. 

8307 280 191 . 


8307280272 First interim deficiency rept re lack of dc-backed power 
supplies for FOGG interlock relays i M auxiliary feedwater 
sys Initially reported on 830622 Schematic diagram E-13B(Q> 
to. associated connection to. panel drawings revised. 

COOK, J W Consumers Power Co. 83/07/22 KEPPLER, J. G. Region 3, 

Office of Director. 4pp J9791 207 24* F i c h 0 : 30-329, 83/07/22. 

8307280272. 


T. Hearing transcripts on non-ant i tr us t matters 


83070 1 0058 Transcript of 830627 hearing in Midland, MI. Pp 17,978-18,234 
Supporting documentation end 

* Atomic Safety and Licensing Board Panel 83/06/27. SOOpp 
19174 100 24X Fiche: 30-329, 83/06/27, 8307010038. 


8307060431 Forwards five vieuigraphs used at 830615 briefing, to be 
included in transcript. 

TIPTON, A Office of the Secretary of the Commission. B3/06/27. 
Public Document Branch. 6pp. 19299:115. 24X F iche 50-329, 03/06/27, 

8307060431. 


8307030044 Transcript of 830628 hearing in M i d 1 and , MI Pp IB. 233- 
18, 304 

# Atomic Safety and Licensing Board Panel 03/O6/2B. 7pp. 
19192:175. 24X Fiche: 30-329, 03/06/20, 8307030044. 


0307030073 Transcript of 830629 hearing in Midland, MI Pp 10,303- 
10, 771. 

a Atomic Safety and Licensing Board Panel 03/06/29. 26Bpp 
19198:006. 24X F i c h e 50-329, 83/06/29, 0307030073 


8307080274 Transcript of 030630 hearing in Midland, MI Pp 10,772-18,961. 
* Atomic Safety and Licensing Board Panel- 83/06/30. I92pp 
19352 290 24X Fi ch e : 50-329, B3/06/30, 8307000274. 


8307080279 Transcript cf B307O1 hearing in M i d 1 and , MI . Pp 18,959-19,071 
* Atomic Safety and Licensing Board Panel. 83/07/01 116pp 

19332:174. 24X Fiche: 50-329, B3/07/01 , 0307080279. 


0307210194 Testimony of RM Wheeler ?< BH Pack re OA inadvertently 
omitted from 030600 transcript of hearing in Midland, MI. 
Supporting documentation end 

* Atomic Safety and Licensing Board Panel. 03/07/12. 60pp. 

19663:112. 24X Fiche ; 30-329, 83/07/ 12, 0307210194 


8307190252 Forwards PS Glass to fi Black testimony Tentative schedule of 
witnesses l i s ted. Certificate of Svc end 

LAUER, R. J. I sham, Lincoln & Beale LAUER. R. J. Consumers Power Co 
03/07/15 HARBOUR, J. , BECHHDEFER, C . COWAN, P. P Atomic Safety and 
Licensing Board Panel, 4pp. 19628:038. 24X F l th e : 90-329, 03/07/ 1 5, 

0307190252. 


— 0307190258 Testimony of R Black re events during late Winter 1902 to 
early Spring 1902 to installation of cable related to 
instrumentation for underpinning work on auxiliary bldg. 

BLACK, R Consumers Power Co. BLACK, R. Bechtel Corp 03/07/11 
24pp. 19620:042. 24X Fich e: 30-329, 03/07/1 5, 8307190232. 


— 0307190260 Testimony of P3 Glass re cable to conduit installation for 
underpinning instrumentation of auxiliary b Idg Overs i io 
matrix end Aperture card available in PDR 
GLASS, P S. Consumers Power Co. GLASS. P S. Bechtel Corp. 

B3/07/U. 15pp. 19628:066. 24X F i c he : 30-329, 83/07/ 1 3, 0307 190252 


8307230381 Forwards RL Black affidavit on testimony. Svc list end. 
LAUER, R J. Isham, Lincoln to Deale LAUER, R-J, Consumers Power Co. 
83/07/10. HARBOUR, J. , COWAN, F. P , BECHHOEFER, C. Atomic Safety and 
Licensing Board Panel, 3pp. 19673 332 24X F i c h o : 30-329, 83/07/ 1 0, 

830722035 t. 


8307280180 Transcript of 830726 oral argument in Be th esda, MD. Pp 19,072- 
19, 174 

# Atomic Safety and Licensing Board Panel. 83/07/26, 102pp. 

19793:234. 24X Fiche: 50-329, 83/07/26, 0307200100. 
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docketed items 


— ARfJ0LD ENERGY center 
F Security, medical, tne 


friotertic .1 plans 

"!SSS!!«i , ;?:;.?"i 1€ v8 ” ,!,n ° f -™ •«►...«, 

DMich*“T r 0f wii-55! "“SI";' B2/l07 °' Document 

a2L0|90u2Q. P 13760.343. 24* F , C he S0 -33 1 . 83/ 1 0/0 1 . 


'331, 82/10/01, 

B2lQt90\13l Forwards oubldr 

iSlSJ*? 1 "* * ”• »S P 4"r *• Man 

Receipt form end Iar,t b Site Evacuation " 

Mr ?;■ ™?» «.«««. .) 

B2 1 OS 90029 lp Ficha: 50-331 , 03/10/01* 

procedures control sheet sncl ^ecuetlon. Revision 9 to 8 

,7pp >^o 3 o 6 . 

e3 B3?^“o^rr^u‘e ^'woUUonT I''' 1 50 ' 3: >1 /93-03 on 
<t*f 10CFR73, 2 j ) . violation. Enc Is withheld 

L,u - L - 

B pSr : irZ¥S laken to 

%s% iir 2 ’ — — 

B307CB03B6 Responds to (JRC o^nma 

?^FBvS:“!' e3_o3 '•"«*•» «uo:s r ; t «h o i?i i ?ri,’"‘ ted in ie 
SepfK^V Hi;” B E i”Sil; c i 1 ;j fc 0 j 1 . p ( o “ T c ° B ^6n7. 

Ficho: 50-331, 33/06/39,830700038! ^ *P 19350:184 24X 


K Utility 


Fina^safety Analysis Report IFSAF?> 


6 amends 


^HCoJSoMY ? e u 1 1° USAFt W/83D630 Ur. 

DEMrOH.HR Office of'h tr | C Llaht 1 f »H'r Co 03/00/30 

i9iao i9o ^'i^r^rrs^ss^jsyij.. 


eoopp , 


respondent* 


mat j vpj 


5t *9« documents b cor 

to ^RE^O^uL^l^rja 0 *T ft °^ ers Crou P sfcody of alto 
Bg. Lagicnc* - tJo ^«H O ri!. ti0 r 

Implementation schedule sh/v,,!^! t,Ve * icre Ptable 

vassallo. d . b. ■•5^;; b * uumh a 5 *.», 

w*. \ 3 ;r» — — 
^aSSSagi— - 

fSitSiSS; »;r «“"• - 

"Control o/hJ^J Loads 5 f eS d650,:ifltBd w/NUREG-06 1 2, 

Final technical evaluation o Ve op * n itffnia * draft 

wUMn 60 days rept. Response should ** provided 

SS&SSKa *W &*-»- — .... 

«"t* IC '* 0, • 0 “ an • Ar "«l‘ Entrjv Ctr." 
MRC-03-at-jio. ^^‘‘“'•^'•enkJlh Reseorch Center 

307090096 forwards 

OTRCKSi M, j. Qffic-e of th* sr in 9 R t 9ulaiory Requirements “ 

‘ • s. , ;5SJ?: v D ? , ;5^ op r‘ iDn ’- 

PO. 19366. 260. F.cte: so-331, B3 /06^7fBM709009r n ’ , “ ,t ""'' 


::^:w;ss* 0 r™ 

EI6ENHUT. D G. Division «c . 

Licensing. „„. i4L Le ^ "? lt . 8 ^!‘ /01 Division of 
B 307090096. b 24X Fiche: 50-331, 03/06/27, 

9307090100 Submits questions on SECY BT-ifVq 

scheduling of plant »>f,.a n , utP [ 1,,“!' "'V 1 *' Integrated 

requested briefing snouid be prepared for 

Executive' Dlr°ctoJ S for'SpiratUh i/01 o D IRCKS ' w J- Office odu,, 
Fiche: 50-331. 53/06/27^8307090096* ,93i6 =’ 4 - 

a3 NDflSS-&737°Ueni' l i' , n!',fn’p*J‘° n . 0 ' 630321 ««»"lUtel re 

-.dent Monitoring . Wo 

a ’ > p^. t ^o R<, %T‘ “ /0i/27 liuu. Uuj 

Fiche: 30-331.83/04/27, 03 0730MB 5. 19472 279 2A * 

NUREO-0737°lUm d * r r 2*3°2i' Iq B305 J 1 retuest for addl Info re 
Oepr.ssuriratun 9uo?aol; . “ ua 1 > f > “‘Ion of Automatic 
provides sufficient cause i fcu h un,ula J°^ s - " Current sys 

mcoalghypR, w. r^ fc ^VAc fiJSVi l 3 ™ »i«ir... n t,. 

DENTON, H. R. Offi c « of Ll 9^^ «t Pouer Co. 83/06/30 

19249:334. 2 q X F 1 c h e : 30-331 ° irett ° r ' C2 P»- 

83 vr2 2 ^v F S:^ 8 u ^^ a ^-*?, En ' rS9 C * r Mant-u„l,ue 

Penetrations ^a^?,"\ C e' tf B 0o? JS 9 \ S W**io* Chamber V ’ P '’ 
V=ls I, a. 5 t, A PP l auo 2nd ' order. Corrected page, to 

“"‘“n^NodeirReacUr^goljdon ^“22 t" a3/0473 °- DENTOM. H. 

R4X F, the: 30-33!, 03/06/30, 03S7o|o2A? r 3pP 19238:010. 

Rev |, roSn2?2| A cruJ r fa*J s JJ 0 ad2 nith V?* a " al94,, r *PL V »1 I, 

SANCHEZ, R A , guwn u , * ^ oad 3 Methodology. « 

IOW-4 0- 1 9 9~ i VO, RiV ea/Si/^T^' ^ECH Engines*, I nc . 

El che : 50-331, 83/06/30, 830^249 7PP 1923a;0l » 24X 

S?EFFEV , w“7'*B;‘"° ,a4a * 4 '* aA "«lR‘i"‘’“ n ‘ <l “* ana "'“ I Ta ‘ ,t Val a - 

IDH-40-199-S vo2 N “ii: J i3/S™f5 AN 'Uo / ' NUTECH E "J‘P»»r„ Inc. 

Fiche: 50-331, 03/04/30. 03O7O6O2I9, 19230 022 2 « 

Rev i? ,3 g°J a " a b2u2p v"wJ' , Dl2?h2 l * nt ry" i,U * a,,al 1 ,i4 r *P‘ Vol 5, 
5FETZ.3. D. , SUND,H J . J Lin<! P1 P in 9 Analygis.- 

1 0W-4D- 199-5 V05 ROl 83/06/^7 ' ^ NUTEc H Engineers, Inc. 

El che: 30-33 j, 83/06/30, 0307060249. Wf>P ,,?23B:0 ^ 24X 

r::s: » tr to 

Rov 0, "T9r22 S Atta2h2d E p'p?2j C t r s2pp2 fc "''i‘ ,UB a " alas “ r »P<! Vol 6. 
Fenetratictns Analyses •* P 9 Suppression Chamber 

i^^499-f v N o D ; H , 0 J 0 ' h S 5S??7 k - \oo mjECH E '^" r -- 

Eiche: S0-33I. 83/06/30, 83070^249. ° PP ' 19238; ° 43 ' 

0306270397 Generic Lfer 

CPs for pouer reactors re c artJi "r OL* 6 holders of 

requirements for dies?] *,.*1 ? iflcation of surveillance 
EISENMUT.O.Oe Si vis Jon 1 ty. Svc Hit end. 

Edison Co of iortd c ;i: nS t J 7/ ° 3 ' Consolidated 
Fiche: 50-000. 03/07/05, 83^6270397^ ^ 3,7 

8307130376 No fci f i ca t i OT1 of B3o 7l£ , _ *. 

resolve App I issue annuel do I ^ w/otl l in acthesd*. M9 to 
APlCELLAeF.i,. OpemJn ! ! + ;*V 8S,!n objective. 

Operating Reactors Branch 2 * S3/07/05. VA9SALLD, D-. B 

Fiche: 50-331, 83/07/05, 83^7 l 50396 P iW0 ^ W 

8307060329 Generic Utr a3-27 M w 

operating poL , frr reactor, * *PPHcar>t» tor 

re surveillance intervals in ° f t CP% for P° wcr ^ctor* 

eiSEKHLlTtD. Q D v L t ( SvC ,,St encl - 
Edscp co. of Neu, lilt* nt u” nS ioS 0 ^ Consolidated 

E i Ch e : 50-000r S3/07 /06, B307060329 P 254 24X 
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33070801-69 Generic Ltr 03-20 to all licensees of operating reactors, 
applicants for OL It holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list enc 1 . 
EISENHUT, D. Q. Division of Licensing. 83/07/08 Consolidated 

Edison Co. of New York, Inc 38pp 19669:269. 24X 

Fiche: 50-000, B3/07/0S, 8307080169 


8307190419 Requests remittance of Class III fee for 030310 application 
■far Tech Specs changes re containment load case avoidance. 

M I LLERj W. O. License Fee Management Branch. 83/07/08 LIU.L. Iowa 
Electric Light It Power Co. 2pp. 19644 360. 24X 

Fi che: 30-331, 83/07/00. 0307190419. 


03O719OJOO Advises of completion of Mark I containment mod program per 
8201 £0 order. Plant mods & structural reassessments meet 
NUREG-0661 acceptance criteria. 

MCGAUOHY, R. W. Iowa Electric Light i Power Co. 83/07/12. DENTON, H 
Office of Nuclear Reactor Regulation, Director. ip 19634:233. 24X 

Fiche: 30-331.83/07/12, 8307190100. 


8307290108 Application for amend to License DPR-49. pr opos lng Tech Spec 
Change RTS-154 re RCIC automatic reset It automatic suction 
switchover from condensate storage tank to suppression pool. 
p«T Nl/REG-0737, Items II. K. 3.136 tt II.K.3,22 

MCGAUOHY, R.W Iowa Electric Light It Power Co. 03/07/20. DENTON, H. 
Office of Nuclear Reactor Regulation. Director. 3pp. 19706:061 
24X Fiche: 30-331 . 83/07/20. 8307230100. 


— 6307230113 Proposed Tech Spec Chango RTB-134 re RCIC automatic reset i. 
RCIC automatic suction switchover from condensate storage 
tank to suppression pool. 

* Iowa Electric Light it Power Co. 83/07/20. 3pp, 19706:066. 

24 X Fiche: 50-331 . 83/07/20, 8307230100 


--0307 080306 Responds to NRC 830518 itr re violations noted in IE Inap 
Rept 50-331/03-03 Corrective actions withheld < ref 
10CFR73. 21 >. 

MCGAUCHY.R W. Iowa Electric Light h Power Co. 03/06/17. 

KEPPLER. J, fl Region 3, Office of Director Ip. 19350: 1B4 24X 

Fiche 50-331. 83/06/29. 030708030 S 


8307060108 Discusses B30228 telcon w/former nonpermanent worker at 
plant re radiation safety concerns documented in IE Insp 
Ropt 50-331 /B3-05 Worker contacted on 830320 it 22 by 
radiation specialists for followup discussion. 

HUETER.L.J, , PAUL. R A Region 3, Office of Director 83/06/30 
Region 3. Office of Director ip 19251: »96. ?4X 

Fich e 50-331, 03/06/30. 9307060100. 


03O71SOO3B Forwards results of inservice inaps of welds i components 
conducted during Nov 1982 it Feb-Apr 1983. 

M.CGAUGHY, R . W. Iowa Electrlt Light i Power Co. 03/06/30 
KEPPLER, J. ©. Region 3. Office of Director 21pp. 19560:213. 24X 

Fiche: 90-331, 83/06/30, 03071 0OO3B 


8306270401 IE Info Notice B3-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem " Svc list encj 
JORDAN, E. L. Division of Emergency Prepar edness i Engineering 
Response {Post B30103). 83/07/11 Consolidated Edison Co. of New 

York, Inc. 194pp 19563:293. 24X Fiche : 30-000. 03/07/81. 8306270401 


0306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN, E. L. Division of Emergency Pr epar edn es s it Engineering 
Response (Post 030103) 03/07/12. Consolidated Edison Co of New 

York. Inc. 141pp. 19363:153. 24X Fiche 30-000. 83/07/12. 8306270404. 


8307230213 Application for amend to License DPR-49, cons luting of Change 
R T8-L33* revising Tech Specs re annual reporting of safety/ 
relief valve chall enges, ma 1 f unc fcions it procedures, per TMI 
Action Item II, K. 3. 3. 

MCGAUGHY, R. W. Iowa Electric Light & Power Co. 63/07/20. DENTON, H. 
Office of Nuclear Reactor Regulation, Director. 3pp, 19706:032. 

24X Fiche: 30-331 , 03/07/20. 0307250215. 


— 8307230227 Proposed Tech Specs revising Section 6.11.1 U Table 6,11-1 
re annual reporting of safety /re 1 i e f valve challenges, 
malfunctions i. procedures 

» Iowa Electric Light & Power Co. 83/07/20. 4pp. 19706: 039. 

24X Fiche: 30-33 1 , 83/07/20, 0307230215. 


8 307260497 Application for amend to License DPR-49, p ropos i ng Tech Spec 
Change RTS-132 re reduced flow rate requirements for RHR svc 
water sys. Proprietary NEDE-30031 it NEDC-22082-P oncl. 

Rapt* withheld (ref 10CFR2. 790). 

MCGAUOHY, R. W. Towa Electric Light i. Power Co. 83/07/20, 

DENTON. H.R. Office of Nuclear Reactor Regulation, Director. 11pp. 
19731:299. 24X Fiche: 30-331 , 03/07/20, 8307260497. 


— 0307260301 Proposed Tech Spec Change RTS-152 re reduced flow rate 
requirements for RHR svc water ays. 

* Iowa Electric Light 6 Power Co. 83/07/20. 10pp. 19731:310. 

24X Fiche: 30-33 1 , 83/07/20, 0307260497. 


0307260140 Forwards Class 111 fee for 830310 Tech Spec Change Request 
RTS- 148. 

MCGAUOHY, R. W. Iowa Electric Light it Power Co. 03/07/22. 

DENTON. H, R. Office of Nuclear Reactor Regulation. Director Ip. 
19727:280. 24 X Fi che: 30-331 , 83/07/22, 0307260140. 


0306270406 IE Info Notice 03-40, "Gaseous Effluent Releases of 
Radioactive 1-125 & 1-131 in Excess of NRC Limits “ 8vc list 
enc l . 

TAYLOR, J. M. Division of GA, Safeguards t* Inspection Programs (Post 
030103). 83/07/14 Consolidated Edison Co. of New York, Inc 

114pp. 19715:270. 24X Fiche 50-000, 03/07/1 4, 0306270406. 


B3O726O404 Forwards final 8ALP Rept 50-331 /S3-09 for Apr 
1983, incorporating 8ALP Doard 830615 ltr it util 030711 
KEPPLER, J. G Region 3, Office of Director. 83/07/20. 
Electric Light it Power Co. 2pp. 19734:031. 24X 

Fiche: 30-331 , 03/07/20, 0307260404. 


1982 - Mar 
Ltr. 

LIU.L. Iowa 


—0307260407 SALP Rept 50-331/83-09 for Apr 1982 - Mar 
util regulatory performance significantly improved 
result of mgt commitment to regulatory improvement 
* Region 3, Office of Director 83/07/20 39pp 
Fiche: 30-331, 03/07/20, 0307260484. 


1903. Overall 
as 

program. 
19734: 003. 


24X 


— 0307260406 Notifies of 830621 meeting to discuss enc L preliminary SALP 
rept for Apr 1902 - Mar 1703 W/o end 

HIND, J. A. Division of Radiological h Materials Safety Programs. 

□ 3/06/15. L 10, L. Iowa Electric Light 1* Power Co. 2pp. 

19734:1(2. 24X Fiche: 50-331, 83/07/20, B3072604B4. 


— 0307260491 Responds to 030615 request for comments on draft SALP rept 
Comments adequately addressed at B3062 1 meeting w/NRC. 

MCGAUOHY, R.W Iowa Electric Light & Power Co. 03/07/11. 

KEPPLER, J. G Region 3, Office of Director. 3p p 19734:114. 24X 

Fiche: 50-331, 03/07/20, B3O726O404 


R. Periodic operating reports t, related correspondence 


G, Inspection reports. IE Bulletins ?< correspondence 


0307210003 Forwards IE Safeguards Insp Rept 50-331/83-03 on 
©30225-0423 $< notice of vi o 1 a t i on. Enc 1 s withheld 
Cref 10CFR73. 21). 

6HAFER.W. D. Region 3, Office of Director, 03/03/18. LIU, L. Iowa 
Electric Light it Power Co. 3pp. 19669 234. 24X 

Fiche: 50-331, 03/03/18, 8307210003 


8307220201 Monthly operating rept for May 1 983 . W/B3061 5 ltr. 

ANDERSON, K. , MINECK, D. L. Iowa Electric Light t* Power Co. 83/06/15. 

Director's Office, Office of Inspection and Enforcement. 3pp. 
19684:137. 24X Fiche: 50-331 . 83/06/15, B3072202B1. 


8307190132 Monthly operating rept Far June 1983. W/830715 Itr. 

ANDERSON, M. , MINECK, D. L. Iowa Electric Light !* Power Co. 03/07/15. 

Director's Office, Office of Inspection and Enforcement. Bpp 
19636:208. 24X Fiche: 50-331 , 83/07/13, 0307190132. 


S30720016I Submits results of analyses of special confirmatory 
measurements as followup to IE Insp Rept 50-331 /82-1 3. A1 1 
rest) It* decayed to 830301 levels. 

KINECK, D. L. Iowa Electric Light t>. Power Co. 83/06/20. 

SCHUMACHER, M. Region 3, Office of Director. Ip. 19647:274. 24X 

Fiche: 50-331, 03/06/20, 8307200161. 


6307030391 Ack receipt of 830617 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-331/83-03. 

SHAFER, W. D. Region 3, Office of Director, 03/06/29. LIU.L. Iowa 
Electric Light i Power Co. Ip. 19350:183. 24X 

Fiche: 50-331, 83/06/29, 0307080381. 


8. Reportable occurrences, LERs it related correspondence 


0307050050 LER 03-0 1 7/03L-0: on 830523, wh i U* operating In torus cooling 
mode, pressure differential across RHR svc water strainer 
1S-90B increased. Caused by sheared motor coupling shear 
pins. Two shear pins insta 1 1 ed. W/030622 ltr. 

ANDERSEN, N W. , MINECK, D. L. Iowa Electric Light it Power Co. 

83/06/22. KEPPLER, J. G Region 3, Office of Director. 2pp. 
19192:161. 24X Fiche ; 50-331 , 83/06/22, 0307050050. 
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B3O70SDJ2O LER 03-01 0/O3L-O. on 030553- dur ing routine surveillance 
testing- HPCI pump failed to meet requirements for output 
pressure Caused by speed indication circuit for turbine out 
of calibr Speed circuit reca I i br W/B30622 I tr. 

K 1 BLER, D R. j M [MECHt D. L. Iowa Electric Light b Power Co 03/06/22. 
KEPPLER-J G. Region 3, Office of Director. 2pp 19220:034 24X 

Fiche: 30-331 . 93/06/32, 8307050120. 


9307030214 LER 83-019/03L-0' on 830524, breaker supplying reactor water 
cleanup isolation valve HO 2701 position b motive power 
-found open w/valve in open position Probably caused by 
personnel inadvertently bumping breaker. W/030623 ltr. 

MILLER, W.V , MINECK, D. L. Iowa Electric Light b Power Co. 83/06/2 3 
KEPPLER, J Q. Region 3r Office of Director. 3pp 19199:279. 24X 

FI che: 30-33 1 , 83/06/23, 8307030214. 


8307030135 LER 83-020/03L-0: on 830553, undervo 1 tags relay for instrument 
bus 27-IY21 failed to trip within required time limits 
during surveillance testing. Caused by target flag 
misalignment preventing contact operation. W/830624 ltr. 

RE I HERS, ft A. » HI NECK, D. L. Iowa Electric Light b Power Co 83/06/24 

KEPFLER.J, 0. Region 3. Office of Director. 2pp 19220:056 24X 

Fiche: 50-331.83/06/24, 9307050135. 


9307060123 LER 83-023/03L-0: on B30S2B, dur Ing normal operation 
surveillance testing, control bldg B discharge valve AV-731BB 
would not open in manual or auto mode. Caused by plugged 
dirt in pitot positioner Positioner c 1 eaned . W/830627 ltr. 
ANDERS DM. M. A. , MINECK, D. L. Iowa Electric Light b Power Co. 
83/06/27. KEPPLER.J. Q. Region 3, Office of Director 2pp. 
19232:224 24X Fi ch e : 50-331 , 83/06/27, 8307060123 


8307210067 Updated LER 82-064/03L-1 : on 820920, s tandb y filter unit fl 
heater tripped on sheath over temp. Caused by low sotting of 
500 F,Setting increased to 550 F. Eng i neer i ng evaluation will 
determine optimum setting. W/03071 1 ltr. 

REIMER8, 0. A. , MINECK, D. L Iowa Electric Light * Power Co. 83/07/tl. 

KEPPLER » J, G. Region 3. Office of Director. 2pp. 19660:262. 24X 

Fiche: 30-331, 03/07/1 i , 0307210067. 


9307210191 RD: on 8307 12. eng i near i ng calculations performed during 
piping walkdoun Identified 3/4-inch HLE pipe exceeded design 
basts code allowable pipe stress. Des ign change will be 
implemented to return, line to within allowable conditions. 

MINECK, D. L. Iowa Electric Light b Power Co. 03/07/12 KEPPLER, J. 0. 

Region 3, Office of Director. Ip 19669:198 24X 

Fiche: 50-331 , 83/07/ 1 2, 8307210151. 
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F. Security, medical, emergency b. fire protection plans 


9307140406 Forwards IE Safeguards Insp Rept 50-333/03-13 on 030606-10 
No noncompliance noted. 

MARTIN, T. T, Division of Engineering b Technical Programs, 83/06/20. 
MCNEIL, C. A, Power Authority of the State of New York 2pp. 
19551:106, 24X F i c he : 50-333, 83/06/20. 0307140406. 


— 9307140410 IE Safeguards Insp Rept 50-333/03-13 on 030606-10. No 
noncompliance noted, Major areas 1 ns p ec ted ; s i te orientation b 
review of security plan 6 Implementing procedures, security 
program aud i t, secur i ty organiiation b testing b maint, 

DUNLAP j J. M. i MCKEQWN, L. M. , GODY, A T. Region 1, Office of Director. 

93/06/27. 3pp. 19521:108. 24X Fiche; 50-333, 83/06/28, 8307140406. 


83070 S 0023 Forwards response to Generic Ltr 82-33, Suppl 1 to 
NUREG~0737i “Requirements for Emergency Response 
Capahi 1 i ty. " 

BAYNE, J P. Power Authority of the State of New York. 83/06/30. 
VASSALLO, D< 0. Operating Reactors Branch 2. 2pp. 19220:318. 24X 

Fiche: 30-333. 93/06/30. 8307050023. 


--83O705Q029 Roy O to "Technical Guidelines for Emergency Operating 
Procedures. " 

LISENO.F . CHILDS, W. N. Power Authority of the State of New York. 
03/06/ 1 9. 92pp. 19220 320. 24X Fiche: 30-333, 03/06/30, 0307050023, 


— 9307050034 Rev 3 to AP 2. 2 “Procedure for Emergency Operating 
Procedures." U/five oversiie drawings. Aperture cards are 
available in PDR, 

* Power Authority of the State of New York. 83/06/03, 53pp 
19221:010. 24X Fi c h e: 50-333, 83/06/30, 8307030023 


9307210326 Forwards exemption from certain fire protection requirements 
of App R b IOCFR50. 48 re control room b torus room, per 
8202 26 request. 

VASSALLO., D. B. Operating Reactors Branch 2. 83/07/01 BAYNE, J. P 

Power Authority of the State of New York 3pp. 19672:344 24X 

Fi c h e : 50-333, 83/07/0 1 , B3072 1 0326 


— B307210331 Exemption from certain fire protection requirements of App R 
to 10CFR50 re control room b torus room. 

PURPLE, R. A. Division of Licensing. 83/07/01. Power Authority 
of the State of New York. 6pp. 19672: 347. 24X 

Fiche: 50-333, 83/07/01 , 830721 0326. 


B307U0223 Forwards paymeht for fee re App R to 10CFR50, "Alternate 
Safe Shutdown Capability," Fee paid under protest pending 
final determination of legality of fee schedule. 

BAYNE, J. R Power Authority of the State of New York. 03/07/06 
MILLER, WO. License Fee Management Branch. 3pp. 19300:074. 24X 

Fiche: 50-333, 83/07/06, B3071 10223. 


8307290305 Requests arrangements be made to support NRC representativo. 
JJ Hawhur st, 030004 site visit re atmospheric transport b 
diffusion modeling supporting emergency dose calculations b 
projections. 

VASSALLO, D B. Operating Reactors Branch 2 83/07/19. BAYNE. J. P. 

Power Authority of the State of New York. 2pp. 19858:161. 24X 

Fiche: 50-333. 83/07/19, 0307290305. 


K. Utility Final Safety Analysis Report (F8AR ) b amends 


0307250238 Forwards Rev 1 to updated FSAR. 

8AYNE, J. P Power Authority of the State of New York. 03/07/20. 
DENTON. H . R. Office of Nuclear Reactor Regulation, Director. Ip. 
19707 : 074. 24X Fiche; 50-333. 03/07/20, 0307290238. 


—8307230248 Rev 1 to updated F5AR. 

BAYNE, J. P. Power Authority of the StafcB of New York. 03/07/31. 
3B5pp. 19707:075. 24X Fiche : 30-333. 03/07/20, 0307230238. 


P. Operating license stage documents b correspondence 


6306100021 Forwards safety evaluation re NURE0-0737, 1 1 em II. B. 2, 
"Design Review of Plant Shielding." Item resolved. 

VASSALLO, D. B. Operating Reactors Branch 2. B3/05/23. BAYNE, J. P. 

Power Authority of the 5tate of New York 9pp. 18019:309. 24X 

Fiche: 30-333, 83/03/25, 0306100021. 


9307120041 Requests util choose one of two acceptable alternatives in 
BWR Owners Group study re NUREG-0737 Item II. K. 3. 18, 

"Automatic Depres sur 1 la t i on Sya Logic Mods." Schedule for 
implementing mods should be provided within 45 days. 

VASSALLO, D. B Operating Reactors Branch 2. B3/06/03. BAYNE, J. P. 

Power Authority of the State of New York. 3pp 19433:350. 24X 

Fiche: 30-333, 83/06/03, 8307120041, 


830712003B Advises of acceptability of deviation from approved GE 
Owners Qrgup conceptual design for TMI Item II. K. 3. 13. 

"HPCI/RCIC Initiation Level." Item resolved. 

VASSALLO, D. B. Operating Reactors Branch 2. 83/06/17. BAYNE, J, P. 

Power Authority of the State of New York, 2pp. 19435:399. 24X 

Fiche: 50-333, 83/06/17, 0307120030. 


B307140504 Forwards confirmatory order verifying 001216,810513,820111 b 
830312 commitments to install permanent scram discharge ttys 
mods prior to Cycle 6 operation Proposed model Tech Specs 
end. 

VASSALLO, D. B Operating Reactors Branch 2. 83/06/24. BAYNE, J. P. 

Power Authority of the State of New York. 2pp 17928:301. 24X 

Fiche: 30-333, 83/06/24, 8307140504. 


—030714050? Confirmatory order verifying 001216,810913.020111 b 830912 
commitments to install permanent scram discharge sy« mod* 
prior to Cycle 6 operatton. 

EISENHUT. D. g. Division of Licensing. 03/06/24. Power Authority 
of the State of New York. 5pp, 19328:303. 24X 

Fiche: 30-333, 83/06/24, 8307140504, 


8307010110 Requests exemption from 10CFR90. 44 < c J ( 3 > ( i 1 > , i n ter 1 m 
hydrogen control requirements. Current plant design provides 
sufficient protection to public health b safety, based on 
review of BWR Owners Group Rept NEDQ-22155. 

BAYNE, J. P. Power Authority of the State of New York. 93/06/29. 
VASSALLO, D. B. Operating Reactors Branch 2. 2pp 19168:392. 24X 

Fiche: 90-333, 03/06/29, 83070101 10. 


0306270397 Generic Ltr 83-26 to all applicants for OLs b holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity Svc list end. 

EiSENHUT, D. 0. Division of Licensing. 83/07/05. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Fiche: 30-000, 03/07/05, 8306270397. 


0307060329 Generic Ltr 83-27 to all licensees b applicants for 
operating pnwer reactors b holders of CPs for power reactors 
re surveillance Interval* in STS. Svc list end. 

EISENHUT, D, G. Division of Licensing. 83/07/06. Consolidated 
Edison Co of New York, Inc. 16pp. 19669:254. S4X 

Fiche: 90-000. 93/07/06, 8307060329. 
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8307(10225 Forwards application to amend License DPR-59. revising Tech 
Specs to reduce susceptibility of scram discharge vol sys to 
common cause failures. 

BAYNE, J. P. Power Authority of the State of New York. 83/07/07 
VASSAL LO. D. D. Operating Reactors Branch 2 3pp. 19300:034. 24X 

Fiche; 50-333, 83/07/07. 0307110225. 


--8307110229 Application to amend License DPR-59, r e v i s i ng Tech Specs to 
reduce susceptibility of scram discharge vol sys to common 
cause failures. 

BAYNE. J. P. Power Authority of the State of New York 03/07/01. 

Ip. 19380:037. 24X Fiche: 50-333, 83/07/07. 0307110225. 


— 0307110233 Proposed Tech Specs re scram discharge vol sys mods 
* Power Authority of the State of New York. 83/07/07. 33pp. 

19300:030 24X Fiche: 50-333# 03/07/07. 0307 1 1 0225. 


0307110314 Forwards description of defect in control rod drive return 
1 In*. proposed mod for capping reactor no j i to. operat i ng 
history of return line 8, implementation schedule for all 
NUREG-Q61? mods 

BAYNE. J. P. Power Authority of the State of New York. 83/07/07. 
VAS8ALL0. D, B. Operating Reactors Branch 2 1 1 p p 19301:264, 24X 

Fiche: 50-333. 83/07/07, 0307110314. 


8307000169 Generic Ltr 83-20 to all licensees of operating reactors, 
applicants for OL & holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list end. 
EIEENHUT. D. G Division of Licensing 03/07/08. Consolidated 
Edison Co. of New York. Inc. 38pp. 19669:269. 24X 

Fiche: 50-000. 03/07/08. 8307080169 


0307180100 Forwards rev to 830623 response to NRC 830202 request For 
add 1 Info re NURE0-0737. I terns II. F. 1.4. '‘Containment 
Pressure Monitor 11 & II. F. 1.5. "Containment Water Level 
Monitor* 1 ' to correct inaccuracies in original data 
BAYNE. J. P. Power Authority of the State of New York 03/07/12. 
VASSALLO. D. B. Operating Reactors Branch 2 3pp 19557:022. 24X 

Fiche: 50-333. 83/07/12. 8307180108. 


8307210011 Requests exemption from 10CFR5Q 44 interim requirements re 
hydrogen c ontro 1 . p end i ng results of NED0-22I55, "Generation 
& Mitigation of Combustible Gas Mixtures in Inerted BWH 
Mark I Containments. " 

BAYNE. J. P. Power Authority of the State of New York. 83/07/19 
VASSALLO, D. B. Operating Reactors Branch 2 4pp. 19669:245 24X 

Fiche: 50-333, 03/07/19.8307210011 


8307270335 Advises that high drywell pressure permissive will be 
eliminated It manual inhibit switch added by 850430. per 
NUREG-0737. Item II. K. 3. 18. "Mod of Automatic 
Depressurization Sys Logic." 

BAYNE. J. P. Power Authority of the State of New York. 03/07/25. 
VASSALLO, D. B. Operating Reactors Branch 2 2pp. 19767:239 24X 

Fiche: 30-333. 83/07/25, 0307270335. 


8307270439 Suppl to 821229 application to amend License DPR-59, a I lowing 
plant operation w/slngle recirculation loop out of sve for 
unrestricted duration at power levels not exceeding SOX. 

Errata fc addenda to NEDO-24201 end. 

BAYNE, J. P. Power Authority of the State of New York- 83/07/23. 
VASSALLO. D. B. Operating Reactors Branch 2 2pp. 19767:180 24X 

Fiche: 50-333, 03/07/25, 8307270439. 


— 0307270440 Errata it addenda to NEDQ-2420], "Single Loop Operation. 
* General Electric Co. NEDO-24201 ERR. 00/12/31. 4pp. 
i9767; 102. 24X F i ch e; 50-333, 03/07/23, 0307270439. 


Q. Inspection reports, IE Bulletins It correspondence 


83070101 1 1 Responds to IE Bulletin 83-03, "ASME Nuclear Code Pumps ?< 
Spare Parts Mfg by Hayward Tyler Pump Co. " No ASME Code 
pumps or spare parts mfg by Hayward Tyler Pump Co used in 
facility. 

MCNEILL. C. A. Power Authority of the State of New York. 03/06/17. 
MURLEY, T. E, Region 1. Office of Director. 2pp. 19169:234. 24X 
Fiche: 30-333, 83/06/17, 030701011 1. 


0307110414 Forwards IE Insp Repfc 30-333/03-12 on 830501-31 it notice 
of violation. 

8TAR0STECKI. R. Division of Project it Resident Programs. 03/06/22. 
MCNEILL, C. A. Power Authority of the State of New York. 2pp. 
19382:011. 24X F i c he : 30-333, 83/06/22, 0307 1 1 04 1 4. 


— 8307110417 Notice of violation from insp on 030501-31. 

a Region 1. Office of Director. 83/06/22 Ip. 19382:013, 24X 

Fiche: 50-333, 83/06/22, 8307110414. 


— 0307110421 IE Insp Rept 50-333/03-12 on 030501-3! Noncompliance noted 
E-7010 covered electrode in portable oven T-39 not 
maintained at 50 to 250 F t, welding rod riot returned to weld 
rod storage attendant at end of shift 

LINVILLE, J C. , DOERFLEIN.lt , KISTER.H B Region i. Office of 
Director 03/06/17. 7pp. 19382014 24X F i c h e : 50-333. 83/06/22. 

03071 J0414. 


8307140406 Forwards IF Safeguards Insp Rept 50-333/83-13 on 830606-10- 
No noncompliance noted 

MARTIN, T.T Division of Engineering 6 Technical Programs. 83/06/20. 
MCNEIL, C A. Power Authority of the State of New York. 2pp. 

19521 106 24X F i c h e : 50-333. S3/06/2B, 0307 1 40406 


— 0307140410 IE Safeguards Insp Rept 50-333/03-13 on 030606-10. No 
noncomp l j ante noted Major areas n,sp«c ted . s i te orientation h 
review of security plan t implementing procedures, setur i ty 
program aurf 1 1, 3 e c ur i t y organization i testing it fliaint 
DUNLAP. JM . MCKEOWNiL.il., GODY, A. T Region 1, Office of Director. 

83/06/27 3pp. 19521 108 24X Fi che : 30-333, 03/06/20, 8307140406. 


0307110394 Ack receipt of 030622 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Ropt 50-333/03-09. 

8TAR0STFCKI, R. Division of Project it Resident Programs. B3/07/01. 
MCNEILL. C. A Power Authority of the State of Now York Ip, 
19380:323. 24X Fl che: 50-333. 03/07/01 . B3071 10394 


— 8307110400 Responds to NRC 830523 ltr re violations noted in IE Insp 
Rept 30-333/83-09 Corrective actions: two lost torque 
wrenches will be calibr if found. calibr records located U 
malnt calibr program rewritten. 

MCNEILL, C. A. Power Authority of the State of New York. B3/06/22. 
BTAROSTECKI , R. Division of Project it Resident Programs. 3pp 
19300:324. 24X Fiche 90-333. 83/07/01 , B3071 10394. 


0306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 030103). 83/07/11. Consolidated Edison Co. of New 

York, Inc 154pp. 19563:293 24X Fiche: 50-000, 83/07/1 1, 0306270401. 


8306270404 IE Info Notice B3-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN, F.. L. Division of Emergency Preparedness V. Engineering 
Response (Post 030103). 03/07/12. Consolidated Edison Co. of New 

York, Inc Mlpp 19963:153. 24X Fiche 50-000, 83/07/12, 8306270404. 


83072G0278 Forwards IE Insp Rept 50-333/03-03 on 830208-11. No 
noncornp I 1 anc e noted 

MARTIN, T. T. Division of Engineering b Technical Programs 83/07/13 
MCNEILL, C, A. Power Authority of thD State of New York. 2pp 
19791:313 24X Fl Che : 50-333, 83/07/ 13, 0307200278. 


— 0307200283 IE Insp Rept 90-333/83-03 on 830200-11 No noncompliance 
noted. Major areas i n sp ec ted : d e s i gn. i ns ta 1 1 a t i on k testing 
of M3IV leakage collection sys. 

EAPEN.P. K. , ANDERSON, C. J Region 1 . Office of Director 03/07/00. 
5pp. 19791:313 24X Fiche: 50-333. 83/07/ ip, 8307280278. 


8306270406 IE Info Notice 03-48, "Gaseous Effluent Releases of 
Radioactive 1-125 * 1-131 in Excess of NRC Limits " Svc list 
enc 1 

TAYLOR, J. M. Division of QA, Safeguards i Inspection Programs iPost 
830103). 03/07/14. Consolidated Edison Co. of New York, Inc. 

1 1 4 p p , 19715:270. 24X Fi ch e : 50-000, 83/07/ 1 4 , 0306270406. 


8307280291 Forwards SALP rept conducted on 830222 b discussed 
u/licensee on 830520 covering period Jon-Dec 1902. Overall 
performance ac cep tab le. Mgt attention i involvement agreasive 
in area of security it safeguards. 

MURLEY, T. E. Region 1. Office of Director. 03/07/20. BAYNE, J. P. 
Power Authority of the State of New York. 4pp. 19790:121. 24X 

F i c h o : 50-333, 83/07/20, 830728029 1 


—0307200295 SALP rept for Jan-Dee 1982 

* Region 1, Office of Director. 03/05/20. 36pp. 19790:125. 24X 

Fiche: 50-333, 83/07/20, 030720029 1 


0307250267 Forwards 830610 ltr in response to NRC 030525 request for 
addl info re IE Bulletin 80-11. "Masonry Wall Design." Ltr 
inadvertently misplaced 

BAYNE. J. P. Power Authority of the State of New York. 83/07/21. 
VASSALLO, P B. Operating Reactors Branch 2. Ip 19701.354. 24X 

Fiche: 50-333, 63/07/21, 8307290267. 


— 8307250278 Forwards response to NRC 830525 request for addl info re IE 
Bulletin BO-11, "Masonry Wall Design " Use of increased 
allowable stresses just i f 1 ed « per NRC 820426 request 
Methodology used to analyze masonry walls submitted. 

BAYNE, JP Power Authority of the State of New York. 83/06/10 
VASSALLO, D B. Operating Reactors Branch 2 5pp 19701:355. 24X 

Fiche: 50-333, 03/07/2 1 , 8307250267 
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R Periodic operating reports Si related correspondence 


8307120927 Monthly operating rept For June 1983 W/B30708 ltr. 

COOK, J i MCNEILL, C. A. Power Authority of the State of New York 
83/07/08. Director's Office. Office of Inspection and Enforcement. 
11pp. 19433 281 24X Fiche 50-333, B3/07/ 08. 8307120527 


S Reportable occurrences. LERs h related correspondence 


8307010060 LER 83-022/03L-0 on 830607, dur lug performance of local leak 
rate testing of containment spray . penetrat ion X-39A found w / 
leakage that may exceed Tech Spec limits Cause undetermined 
Details will be provided within 30 days VJ/S30616 ltr. 

KEITH. HN, MCNEILL, C . A. Power Authority of the State of New York 
83/06/16. ALLAN. J. M. Region 1. Office of Director 2pp 
19169:243 24X Fie h e: 50-333, 83/06/ 1 6, 83070 1 0060 


8307010046 LER 63-021 /03L-0: o n B306Q9. rod black caHbr not performed 
within 7 days of 830603 planned reactor shutdown Caused by 
inadequate mgt controls to implement Tech Specs Procedures 
to be revised. W/0306 1 9. 

KEITH, H. N « MCNEILL, C- A. Power Authority af the State of New York 
83/06/18. ALLAN, J. M. Region 1, Office of Director 2pp. 

19i69; 192 24X Fi c he 50-333, 83/06/ 18, 830701 0046. 


8307010017 LER 83-023/0 1 T-0. □ n 830607, water seepage discovered from 
weld in stainless steel pipe section of control rod 
hydraulic return tine. Caused by intergranu iar stress 
corrosion cracking. PI p ing will be removed. W/830620 ltr. 

PETERS, R. , MCNEILL, C A. Power Authority of the State of New York. 
83/06/20. MURLEY, T.E. Region 1, Office of Director. 2pp. 
19169:101. 24X Fiche : 50-333, 83/06/20, 8307010017. 


0307110309 Advises of potential nonconformance re design of pipe 
supports for normal loads. Visual insp of 20 pipe supports 
in progress. Not reportable per Part 21 . Evaluation will be 
completed prior to startup from refueling outage 
BAYNE, J P. Power Authority of the State of New York. 83/07/07 
VASSALLO, D. B. Operating Reactors Branch 2 2pp 19380:344. 24X 

Fiche: 90-333, B3/O7/07, 83071 10309 


8307220179 PNO- 1-83-076 : on 830719, during ultrasonic exams required 
by IE Bulletin 83-02, pipe crack identified in end cap to 
pipe weld of 22-inch diameter distribution header on 
circulation loop A. Caused by intergranular stress corrosion. 
LAZARUS, U. J. , KI8TER, H. B. Region 1, Office of Director. 83/07/18 
lp. 19684:012. 24X F iche: 90-333, B3/07/J8. 8307220179. 


DOCKET 90-334 BEAVER VALLEY POWER STATION, UNIT 1 


F. Security, medical, emergency 6 fire protection plans 


B3070I0096 Forwards IE Insp Rept 50-334/83-10 on 830503-0606. No 
noncompliance noted. 

STAR0STECK1 , R Division of Project 6 Resident Programs. 03/06/14. 
CAREY, J. J. Duquesne Light Co. 2pp, 19124:262. 24X 

Fiche: 90-334, 83/06/ 1 4, 8307010096 


— 8307010109 IE lnsp Rept 50-334/83-10 On 830503-0606 No noncompliance 
noted Major areas inspec ted : 1 icensee action on previous 
insp f indings, plant op era t i ons» h ousekeep v ng , f i re protection, 

IE bulletins V LER followup 

TROSKOSKI, W. M. , TRIPP, L. E. Region 1, Office uf Director. 

83/06/10. 23pp. 19124:264. 24 X Fi c h t> 50-334 , 83/06/1 4, 83070 10096 


B30707Q442 Discusses 830418 £< 0520 Itrs re installation of encapsulated 
control power transformers in 480-volt emergency motor 
control ctrs instead of installing fuses on secondary side 
of eristing trans formers Des i gn acceptable. 

VARGA, S. A, Operating Reactors Branch 1. 83/06/20 CAREY, J. J. 

Duquesne Light Co. 2pp. 19300:188 24X Fi c he : 50-334, 83/06/20, 

8307070442 


8307200115 Forwards Rev O to Issue 3 of physical security plan. Rev 
withheld irefs 10CFR2. 790 & 10CFR73. 21). 

CAREY, U J Duquesne Light Co. 83/06/27. MURLEY, T E Region 1, 
Office of Director. Ip. 19647:068 24X Fi che: 30-334, 83/06/27, 

6307200115- 


G. Adjudicatory correspondence 


8307250020 Addl response to FOIA request for 22 categories of 
documents Forwards App A ** B documents Portions oP App B 
documents withheld (ref FOIA Exemptions 7 l 31. 

FELTON, J. M Division of Rules and Records 83/05/09. SHOLLY, S. C. 
Union of Concerned Scientists. 4pp. 19725:108 24X 

Fiche: 90-000, 83/03/05, 0307250020. 


— 8307250027 House Resolution 82 directing House of Representatives 
Committee in Mines 6 Energy Mgt to conduct investigation 
into incidents that allegedly occurred at facility. 

* Pennsylvania, Commonwealth of,. 81/06/13 lp. 19723:119. 24X 

Fiche 50-000, 83/05/03, 0307250020 


—8307250033 Notifies of 811112 meeting in Harr 1 s burg , PA to hear 
testimony re facility inc idsnt. Commi ttee will attempt to 
limit subj matter to nuclear plant security requirements. 

TAYLOR -F.ft. Pennsylvania, Commonwealth of, 01/10/21. 

D1RCKS,M. J. Office of the Executive Director for Operations. 2pp. 
19725:120. 24X Fiche: 90-000, B3/05/03, 8307250020. 


K. Utility Final Safety Analysis Report ( FSAR ) amends 


8307280298 Forwards Rev 1 to updated FSAR, re f 1 oc t i ng info U analyses 
submitted to NRC 6 clarification or editorial changes. Revs 
to Section 14.3 will be provided during Sept 1983. Ac k of 
receipt requested. 

CAREY, J. J. Duquesne Light Co. B3/07/22. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 4pp 19813:001. 24X 

Fiche: 50-334, 83/07/22, 0307280290. 


— B3072B0303 Rev l to updated FSAR. 

* Duquesne Light Co, 83/01/31. 897pp. 19813:005. 24X 

Fiche: 50-334, 83/07/22, B3072B0298. 


P. Operating license stage documents 6 correspondence 


8307250020 Addl response to FOIA request for 22 categories of 
documents. Forwards App A k D doc ument s. Por t i ons of App B 
documents withheld (ref FOIA Exemptions 7 V 3). 

FELTON, J. M. Division of Rules and Records. 03/09/05. SHOLLY, S. C. 
Union of Concerned Scientists. 4pp, 19725:100. 24X 

Fiche: 50-000, 03/05/05, 0307250020. 


8306060070 Generic Ltr 03-22 to all operating reactor licensee*, 
applicants for QLs 6 holders of CPs for lies tinghouge PWRs 
re safety evaluation of "Emergency Response Guidelines." 

Svc list end. 

EISENHUT, D G, Division of Licensing. 83/06/03. Yankee Atomic 
Electric Co. 10pp. 19963:116. 24X F i ch e : 50-000, 83/06/03, 

8306060070. 


8307110616 Monthly notice of amends to OLs involving NSHC issued since 
030523. 

CLARK, R A. Operating Reactors Branch 3. 83/06/14. 26pp. 

17391:152. 24X Fiche: 90-000, 83/06/14, 0307110616. 


8307070115 Forwards "Presiuriier Safety It Relief Line Evaluation 
Summary Rept," per TMI Item 1I.D. 1 containing results of 
second iteration of thermal hydraulic evaluation 6r 
structural analysis on piping & supports. 

CAREY, J. J Duquesne Light Co. 83/06/24. VARGA, S. A. Operating 
Reactors Branch i. 2pp. 19267:265. 24X Fiche: 90-334, 03/06/24, 

8307070115. 


— 8307070119 "Pressur i ier Safety t* Relief Line Evaluation Summary Rept.” 
NGrC.K. Westinghouse Electric Corp. SMITH, L. C. , CHANG, K. C. 

Duquesne Light Co 83/06/30. 71pp 19267:267. 24X 

Fiche 50-334. 83/06/24, 8307070115. 


8306270397 Generic Ltr 83-26 to all applicants for QLs St holders of 
CPs for power reactors re c lari f ication of surveillance 
requirements for diesel fuel impurity. Svt list end. 

EI5ENHUT , D. G. Dl vi s 1 on a f L i c ehs ing . 83/07/09. Consolidated 
Edison Co. of New York. Inc. 16pp. 19390.317, 24X 

Fiche: 50-000, 83/07/09, 8306270397, 


0307100119 Requests copy of Dtv of Operating Reactors 791228 generic 
review on inadvertent safety injection during cooldown to 
assure facility adequately bounded by review. 

CAREY, J. J. Duquesne Light Co. 83/07/05 VARGA, S. A. Operating 
Reactors Branch 1. lp. 19556:266. 24X F i che : 50-334, 83/07/05. 

8307100118 


8307060329 Generic Ltr 83-27 to all licensees & applicants for 
operating power reactors It holders of CPs for power reactors 
re surveillance Intervals in STS. Svc list end. 

EI8ENH0T, D. G. Division of Licensing. 83/07/06. Consolidated 
Edison Co of New York, Inc. 16pp. 19669:254. 24X 

Fiche: 50-000, 03/07/06, B30706D329 


0307150118 Confirms info exchanged during B30627 conference call re 
N~ l loop operations. Isolation valves not needed on 3-inch 
DHR lines on secondary side 

CAREY, J J Duquesne Light Co, 83/07/06. VARGA, S. A. Operating 
Reactors Branch 1. 5pp, 19536:222 24X Fi ch e : 50-334, 83/07/06, 

8307 1501 IB. 



DOCKETED ITEMS 


0307000167 Generic Ltr 83-20 to all licensees of operating reactor?* 
applicant? for OL & holder? of CPs re required actions based 
on generic implications of Salem ATWS events Svc list end. 
EISENHUT, D. G. Division of Licensing 83/07/00. Consolidated 
Edison Co of New York, Inc. 30pp 19667 267. 24X 

FI che: 30-000. 83/07/00. 8307000169 


8307280244 Rev to Change Request 78 for License DPR-66, revlsi ng Tech 
Specs to incorporate hydraulic snubbers located on main 
feedwater piping upstream of auxiliary feedwater injection 
piping in Table 3. 7-*4a. Safety evaluation end. 

CAREY, J J Duquesne Light Co. 03/07/14 VARGA, S, A. Operating 
Reactors Branch 1 5pp. 19793:271. 24X Fi c ho : 50-334. 03/07/ 1 4, 

0307280244. 


— 0307280248 Proposed Tech Specs Table 3. 7-4a re safety-related 
hydraulic snubbers. 

* Duquesne Light Co. 03/07/14 Ip. 19795:276. 24X 

Fi che: 30-334. 03/07/14. 8307200244 


0307200277 Application for amend to License UPR-66. cons i sting of 
Proposed Change Request 06 re administrative changes to Tech 
Specs 

CAREY. J J Duquesne Light Co. 83/07/14 VARGA. S. A. Operating 
Reactors Branch 1. 2pp. 19791:320. 24X Fiche: 30-334. 83/07/14, 

0307200277. 


— 8307200202 Proposed Tech Spec Change Request 06 re administrative 
changes. 

* Duquesne Light Co, 03/07/14 19pp. 19791:322. 24X 

Fiche: 50-334, 03/07/14, 0307280277. 


B307270192 Rev to Change Request 79 for License DPR-66 re boron 
concentration reduction in boron injection tank. 

CAREY, J. J. Duquesne Light Co. 83/07/15 VARGA, S A OperatiFig 
Reactors Branch I. 3pp. 19749.332. 24X Fiche: 50-334, 03/07/15, 
0307270192 


— 8307270197 Proposed revs to Tech Spec Change Request 79 re boron 
concentration reduction in baron injection tank. Safety 
evaluation end, 

« Duquesne Light Co. 03/07/15. 3pp 19749:333 24X 

Fiche: 50-334, 03/07/13, 8307270192. 


G. Inspection reports, IE Bulletins ?< correspondence 


8307250020 Add! response to FOIA request for 22 categories of 
documents. Forwards App A 6 B doc uments. Port t ons of App B 
documents withheld <ref FOIA Exemptions 7 & 3). 

FELTON, J. M Division of Rules and Records 03/05/03. SHOLLY, S C. 
Union of Concerned Scientists. 4pp 19725; 100 24X 

Fiche: 50-000, 83/05/03, 8307230020 


— 0307250060 IE investigation Hopt 50-334/81-16 on 010606-10,30.0701,02, 
09 U 1 0. Noncomp 1 iance noted: failure to maintain operable 
high pressure ECCS during power operation & failure to 
properly administer approved operator training program. 

DEVLIN, J. W. , BECKMAN, D. A. , REKI TO, W, A. Region 1, Philadelphia, 
Office of the Director 81/12/07 34pp. 19725:139. 24X 

Fiche: 50-000, 03/03/05. 8307250020 


8307010096 Forwards IE Insp Rept 30-334/03-10 on 830503-0606. No 
noncompliance noted 

STARQSTECKI, R Division of Project !< Resident Programs. 83/06/14. 
CAREY, J. J, Duquesne Light Co. 2pp 19124:262. 24X 

Fiche: 50-334, 03/06/ 14, 03070 1 0096. 


— 8307 0101 IE Insp Rept 50-334/83-10 on 830503-0606. No noncomp liance 

noted. Major areas Inspected licensee action on previous 
insp f indings, p lanfc opera t i ons, house keep ing, fire protection, 

IE bulletins V LER followup 

TRQSKOSKI, W. M. , TRIPP, L, E.. Region 1, Office of Director. 

03/06/10. 23pp. 19124:264. 24X Fiche: 50-334, 83/06/14, 8307010076 


8307110362 Forwards IE Insp Rept 50-334/83-11 on 830924-27. No 
noncompliance noted. 

MARTIN. T. T. Division of Engineering >/ Technical Programs. 83/06/22, 

CAREY, J. J. Duquesne Light Co 2pp 19380:253. 24X 

Fiche: 30-334, 83/06/22, 03071 10362. 


— 8307110366 IE Insp Rept 50-334/83-11 on 030524-27. No noncompliance 
noted. Major areas inspec ted: rad ia fcioh protection program, 
including outstanding items, outage advanced planning 6 
preparation, procedures, tra in ing U posting V control. 

CLEMONS, P. , SHANBAKY, M. Region i, Office of Director. 03/06/20. 
9pp. 19380:259. 24X Fiche: 50-334. 03/06/22, 8307110362- 


6307120463 Ack receipt of 830623 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-334/83-00. 

QTAR05TECKI, R. Division of Project & Resident Programs. 03/07/00. 
CAREY, J J. Duquesne Light Co. Ip 19424:209 24X 

Fiche: 50-334, 83/07/00, 8307120463. 


--B307I20475 Responds to NRC B30523 ltr re violations noted in IE Insp 
Rept 50-334 /83-08. Correc t ive ac t ions: requirement to cycle 
HOV-SI 062A H on 31-day frequency added to OST I. it. 6 & 
l. 11.7 via Operating Manual Change Notices 03-143 & 83-144. 

CAREY. J, J. Duquesne Light Co. 83/06/23. 8TAR08TECKI , R. Region 
1, Office of Director 2pp 19424.206. 24X Fiche: 50-334, 

83/07/08, 8307120463. 


6306270401 IE Info Notice 83-46, "Common Mode Valve Failure* Degrade 
Surry Recirculation Spray Subsystem. 0 Svc list end, 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 03/07/11. Consolidated Edison Co. of New 

York. Inc. 154pp 19363:293 24X Fiche: 30-000, 03/07/1 1 , 8306270401. 


9306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN, E. L Division of Emergency Preparedness U Engineering 
Response {Post 830103). 03/07/12. Consolidated Edison Co. of New 

York. Inc. 141pp. 19563:193. 24X Fiche: 30-000, 83/07/12, 8306270404. 


0306270406 IE Info Notice 03-40, "Gaseous Effluent Releases of 
Radioactive I-i25 * 1-131 in Excess of NRC Limits." Svc list 
end. 

TAYLOR, J. M. Division of QA, Safeguards 6 Inspection Programs (Post 
030 1 03). 03/ 07/14. Consolidated Edison Co. of New York, Inc, 

114pp, 19713:270. 24X Fiche: 90-000, 03/07/14, 8306270406. 


R. Periodic operating reports U related correspondence 


0307220300 Monthly operating rept for May 19B3.il/03O61O ltr. 

HQLTI, J. L. , CAREY, J. J. Duquesne Light Co, 83/06/10. Office of 
Resource Management, Director. Bpp. 196B3:2B5. 24X 

Fiche; 30-334, B3/06/10, 830722030B. 


S3O729O102 '"NPDES Discharge Monitoring Rept, June 1903." W/830723 ltr. 
BTEAD, L. S » FEITKNECHT, C. Duquesne Light Co. 83/07/26. REID,R.W. 
Operating Reactors Branch 4. 10pp. 19022:036, 24X 

Fich e : 90-334, 83/07/26, 8307290182. 


8. Reportable occurrences, LERs 6 related correspondence 


0307290020 Add l response to FOIA request fOT 22 categories of 
documents Forwards App A i* B document s. Por 1 1 ons of App B 
documents withheld <ref FOIA Exemptions 7 t. 3>, 

FELTON, J. M. Division of Rule? and Records. 03/05/05. SHOLLY, S. C. 
Union of Concerned Bcientists App. 19725:100. 24X 

Fiche: 50-000, 83/05/05, 0307250020. 


— 0307230023 Sequence of events re mi sp o* i t i oned high-head safety 
Injection c ommon . sue t i on valve. 

* Duquesne Light Co. 01/06/03. 3pp. 19723:116. 24X 

Fiche: 50-000. 03/09/03, 0307250020. 


— 0307230049 Forwards info re util response to 810606 possible act of 
sabotage per PA House of Representative* Mines 6 Energy Mg t 
Committee Resolution 82 conveyed in BH021 R 1104 Itrs. 

DTRCKS, W. J. Office of the Executive Director for Operations. 
01/12/10. TAYLOR, F. R. Pennsy l van i a , Commonwealth of,. 2pp. 
19723: 126. 24X F i C h e : 30-000, 83/03/09, 8307290020. 


— 8307230034 "Special Rept to PA House of Representatives Ratponie to 
Apparent Act of Sabotage." 

» NRC - No Detailed Affiliation Given. 83/03/03. 6pp. 

19723; 134. 24X Fi c h e : 30-000, 83/03/03, B307230020. 


8307010136 LER 03-O17/O3L-O: on 030528, following reactor trip, one source 
range nuclear detector observed not indicating & other 
source range began spiking high Both declared Inoperable. 

Cause not d a term! ned . Doth detectors rep laced, W/B30619 ltr. 

LACEY, W 9. Duquesne Light Co. 03/06/13. ALLAN, J. H, Region 1, 
Office of Director. 4pp. 19124:338. 24 X Fi c h e : 30-334, 03/06/ 1 3, 

0307010136. 


0307110412 LER 03-0 16/03L-0; on 830320, s upp 1 y breakers to 4,160-Volt 
buses 1A b ID opened due to Inadvertent operation of pilot 
wire protection relay, causing loss of offsite ac source & 

Tflactor trip Caused by ground Fault on panel. *1/030622 ltr, 

LACEY, W. S. Duquesne Light Co, 83/06/22, ALLAN, J, M. Region 1, 
Office of Director 4pp. 19302:276. 24X Fi che : 30-334, 03/06/22, 

0307 1 10412, 


8307110446 LER B3-O10/O3L-O: on B30927, OST 1.16.5 (monthly fuel bldg 
ventilation sys verification) not performed since B30308. 

Caused by failing to schedule test in Apr 6 May. O0T 
performed sa t i #f ac torily . W/B30622 ltr. 

LACEY, W. S Duquesne Light Co. 03/06/22. ALLAN, J. M. Region 1, 
Office of Director. 4pp. 19300:196. 24X Fi c h e : 50-334, 03/06/22, 
8307 110446. 
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□07100170 Updated LER 01 -002/01 X-l : on 81 1003, re view of structural 
calculations foT Category I structuTas showed that 
allowable code working stresses could be exceeded for floor 
loading in excess of 100 psf. Mods completed W/83062B Itr. 

LACEY , W. S. Duqueme Light Co, 03/06/20 ALLAN, J. M. Region 1. 
Office of Director. 4pp. 19336:213. 24X Fi c h e: 50-334, 03/06/28. 

8307180170. 


307220277 LEJ? 03-0 1 9/03L-0: on. 83061 1, uM le in hot standby, l if t 
lettings on 10 of 13 main steam safety valves mfg by Dresser 
found outside Tech Spec 1 Imi t*. Caused by valve lift setpoint 
drift. Settings readjusted within tolerance W/030707 ltr. 

LACEY. W. S Duquesne Light Co. 63/07/07. ALLAN. J. M. Region l. 
Office of Director. 4pp. 19684:133 24JC Ficb e : 30-334, 83/07/07. 
3307220277. 


307220443 Updated LER 83-0G2/03X-2: on 630107, 138-tV bus 1 lost Caused 
by Inadvertent operation of bus back-up timer Telay 62-241. 

0BFU b SRU relays interchanged. SBFU relays modified b 
physical barrier around SBFU switch installed W/83070S ltr. 

LACEY, W, S. Ouquesne Light Co. 83/07/00. ALLAN, J W. Region l. 
Office of Director. 4pp, 19686: 12B. 24X Fich e : 30-334, 83/07/0B, 

8307220443. 


DCKEr 30-333 BT. LUC TE PLANT. UNIT 1 


Security, medical, emergency b fire protection plans 


307 l 40276 Acl receipt of 021227 ltr providing status of corrective 
actions re public irvfo & educ programs. NRC finding of 
adequacy will be based on mat!, along w/FEMA review of 
emergency plan, during Jan 1903 exercise. 

O'REILLYj J, P. Region 2. Office of Director. B3/01/26 UKRIG, R. E. 
Florida Power b Light Co. lp. 19522:324. 24X Flche: 30-333. 

83/0 i /26, 6307 140276. 


107140420 Forwards FEMA evaluation repfc of 030120-21 emergency 
exercise per IE Jnsp Repts 30-333/83-04 b 30-389/83-12, 

DANCE, H. C. Division Pf Project & Resident Programs 83/03/30. 
UKRIO, R. E. Florida Power b Light Co. Ip. 19520:213. 24X 

FlChe; 30-335, 83/03/30, 0307140420. 


■9307140424 "8t Lucie Nuclear Power Plant Full-Scale Local Exercise 
Conducted on 830E20, M final evaluation nepfc. 

* Federal Emergency Management Agency. 83/03/00 36pp. 

19520:214. 24 X Fi ch e: 50-333. 83/03/30, 0307 1 40420. 


107140339 Discusses 1904 full-scale emergency exercise per 830426 
n* etlng . Exc rc i sc will ertenif over 3-rfay p erlod . Emergent y 
operations facility will operate at reduced level after 
first dag. 

0 'REILLY, J. P. Region 2, Office of Director. 03/05/26. UHRIO. R. E, 
Florida Power b Light Co. 2pp. 19323:325 24X 

Fi Che: 30-000, 83/05/26,0307140339. 


07140276 Informs that Boise Interagency Fire Ctr contracted to 
perform surveys of rad iof requency b electromagnetic 
Interference. Assistance requested. 

VERRELLI, D. M. Division of Project b Resident Programs. 83/05/31. 
UHfl 10, R, E. Florida Power b Light Co. 22pp 19322:297. 24X 

Fi che: 30-000, 63/03/31, 8307140278. 


07190269 Forwards notice of consideration of issuance of amend to 
License DPR-67 b proposed N3HC determination ft opportunity 
for hearing re Tech Spec changes adding fire protection 
equipment. 

" Division of Licensing. 03/06/21. Docketing 6 Services Branch. 
Ip. 19636:196. 24X Flche: 50-335. 03/06/21. 0307190269. 


3307190272 Notice of consideration of Issuance of amend to License 
DPfl-67 it proposed NSHC determination b opportunity for 
hearing re Tech Spec changes adding fire protection 
equipment & reporting requirements. 

CLARK, R. A. Operating Reactors Branch 3. 83/06/21. 0pp. 

19656:197. 24X Fi c h e: 50-335, 83/06/21 , 8307 1 90269. 


37140192 Responds to ufcl] 830511 ltr re revs to Chapters 5 b 6 to 

ncurity plan. Changes consistent W/10CFR50. 34< p 3 U 

acceptable. 

tNIOHTON.C. W. Licensing Drench 3. 83/07/06. UHRIQ. R . E. Florida 

>ow*r b Light Co. 2pp. 19540:040. 24X FI ch e : 50-335, 83/07/06, 

3307140152. 


>7270351 Forwards Rev 7 to physical security plan Rev withheld 
rref 10CFR73. 211 . 

IHRiO, ft. E„ Florida Power & Light Co. 83/07/0 7. O'REILLY, J. P. 
legion 2, office of Director. 2pp. 19767 297 24X 

flche: 50-335, 03/07/07. 8307270351. 


0307 130347 Forwards IE Safeguards Insp Repts 50-335/83-25 b 
50-399/83-50 -on 830613-15.110 none omp 1 ianc * noted. 

DANCE, H. C Region 2, Office of Director. 83/07/12. UHRIO, R.E 
Florida Power U Light Co. 2pp. 19530:284 24X 

Fl Che: 50-335,63/07/12. B307 130347. 


— 6307 1 30355 EE Safeguards Insp Repts 30-335/03-25 b 50-389/83-50 on 
830613-13. No noncompliance noted Major areas inspected: 
physical security plan b implementing procedures re records 
b repts Details withheld (ref 10CFR73 211. 

MOORE, D. E. Region 2, Office of Director. MCGUIRE, D R. Division 
of Emergency Preparedness & Materials Safety. 83/07/11. tp 
19538:286 24X Fi ch e : 50-335,83/07/12,830715034 7- 


K. Utility Final Safety Analysis Report (FSAR1 4, amends 


8307280314 Forwards Amend 1 to updated FSAR , re f l ec t i ng plant changes 
during 820 1 23-630122. L i st of plant changes/mods per 
10CFR30. 59 end. 

UHRIO.R E. Florida Power b Light Co 83/07/22, DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director 0pp. 19790:321, 24X 

Fiche: 50-335, 83/07/22,8307280314. 


—0307280316 Amend 1 to updated FSAR. 

* Florida Power b Light Co. 03/07/31 200pp. 19790:329. 24* 

Fiche: 50-335, 03/07/22, 0307280314 


0. Advisory Committee on Reactor Safeguards reports b correspondence 


8307190327 Comments on reactor vessel thermal stress during c ool down, in 
response to 830520 ltr. Concurs w/Taylor Ref 3 that large 
thermal gradients could have developed if no mixing of 
stagnant fluid at tow temps occurred- 

ZUDANS, Z. Franklin I ns 1 1 fcu t e/Fr ank 1 i n Research Center, ZUDANS, Z, 
ACRS - Advisory Committee on Reactor Safeguards. 03/03/31. 

MCKINLEY, J. C, ACRS - Advisory Committee on Reactor Safeguards. Ip 
19656:171. 24X Fi c h e : 50-335, 03/05/31 , B307 1 90327. 


P. Operating license stage documents b correspondence 


8307030599 Notice of consideration of issuance of amend to License 
DPR-67 b prep used no significant haiards consideration 
determination b opportunity for hearing re installation of 
overpressure mitigation sys. 

CLARK, R. A Operating Reactors Branch 3 03/06/10. 3pp. 19364:273 

24 X Fiche: 50-333, 03/06/10, 8307000599. 


B3O711O20B Notice of consideration of issuance oF amend to License 
DPR-67 b proposed NSHC do t arm i na t i on b opportunity for 
hearing re radiological effluent Tech Specs compliance 
W/10CFR3O, App |. 

CLARK, R. A. Operating Reactors Branch 3. B3/06/IO 9pp. 19307:003. 

24X Fiche: 50-335, B3/06/10, 03071 102 B 8 . 


8307110616 Monthly notice of amends to OL* involving NSHC issued since 
830323. 

CLARK, R A Operating Reactors Branch 3. B3/06/14. 26pp. 

19391:152 24X Fiche : 30-000, 03/06/14, 83071 10616, 


8307140063 Concurs In 830516 request For extension until 030627 to 
submit call-in drills (staff augmenta t lon/t ime saving 
measure*!. 

DANCE, H. C Division of Project b Resident Programs. 03/06/20. 
UHRIO, R. E. Florida Power b Light Co lp, 19514:091. 24X 

Fiche: 30-000, 83/06/20,8307140065. 


9307190269 Forwards notice of consideration of issuance of amend te 
License DPR-67 b proposed NSHC determination b opportunity 
for hearing re Tech Spec changes adding fire protection 
equipment. 

* Division of Licensing. 83/06/21. Docketing it Services Branch. 
Ip. 19696:196. 24 X Fiche : 30-335, B3/06/2I , 0307190269, 


--03O719O272 Notice of consideration of issuance of amend to License 
DPR-67 ?c proposed NSHC determination b opportunity for 
hearing re Tech Spec changes adding fire protection 
equipment b reporting requirements. 

CLARK, R. A Operating Reactors Branch 3. 83/06/21. Bpp. 

19656 197. 24X Fiche: 30-333. 03/06/21, 8307190269. 


8307010070 Responds to NRC 830617 ltr re date for submittal of beta 
dose analysis used in equipment qualification methodology. 
Reanalysis will bo submitted by 830715. 

UHRIG, R E, Florida Rower b Light Co. 83/06/24. CLARK. R. A. 
Operating Reactors Branch 3. lp. 19124:349. 24X 

Fiche: 50-335, 93/06/24, 8307010078. 
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0307030016 Informs that intake structure crane fully complies 
w/Guideline 7 of NUREG-0612, “Crane Design," based on 
Frank 1 in Research Ctr J, Dresser Industries studies 
UHRIGi R, E. Florida Power b Light Co 83/06/20 CLARK, R A 
Operating Reactors Branch 3. Ip. 19193: 0B3 24X 

Fiche: 50-333, 83/06/28, 0307050016. 


0307060223 Discusses use of C-E Windsor simulator in r equa 1 i f icat ion 
training to prevent b mitigate voiding during natural 
circulation cooldown per 030426 request Simulator does not 
have capability to model upper head voiding. 

UHRIG, R E. Florida Pouer b Light Co 03/06/30. CLARK, R A. 
Operating Reactors Branch 3 lp 19239:360 24X 

Fiche: 30-333, 83/06/30, 83O7060223. 


8307060233 Submits addl info supporting 030216 request for amend to 
License DPR-67 revising surveillance requirements of 
123-volt dc batteries in conjunction u/?ys mods, in response 
to NRC request. Unit 1 dc sys modified identically to Unit 2. 

UHRIGi R. E. Florida Pouer b Light Co 83/G6/30 EISENHUT, D G 
Division of Licensing. 4pp. 19239:207 24X Fi che 30-335, 83/06/30, 

0307060233. 


8307070077 Forwards description of C -E Owners Group program for 
resolving Till Item II. K, 3. 5 "Automatic Trip of Reactor 
Coolant Pumps" b Generic Ltr 83- 10H. Program scheduled for 
completion by end of 1983. 

UHRIGiR.E. Florida Pouer b Light Co 83/07/01. EISENHUT, D, G. 
Division of Licensing 6pp. 19293:076. 24X Fi c h e ; 30-333, 03/07/0 1 , 

0307070077. 


8306270397 Generic Ltr 83-26 to all applicants for DLs b holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 83/07/05 Consolidated 
Edison Co. of New York, Inc. I6pp 19390:317. 24X 

Fiche: 30-000, 83/07/05, 0306270397. 


8307060329 Generic Ltr 83-27 to all licensees b applicants for 
operating power reactors b holders of CPs for power reactors 
re surveillance intervals in STS. Svc list encl. 

EISENHUT, D. O. Division of Licensing 03/07/06. Consolidated 
Edison Co of Now Vork, Inc 16pp. 19669:234 24X 

Fiche: 50-000, 03/07/06, 0307060329. 


8307130205 Requests withholding of Rev l to QTR103. “Qualification of 
EA180 Series Limit Switches for Use in Nuclear Power Plants 
in Compliance W/JEEE Stds 323-1974,382-1972 * 344-1973." 
per 10CFR2. 790 

SWANSON, N. E Acme-C 1 e ve 1 and Development Co 83/07/07. NRC - No 

Detailed Affiliation Given. Ip. 19463:353. 24X 

Fiche: 30-335, 83/07/07, 8307130205, 


8307080169 Generic Ltr 03-28 to all licensees of operating reactors, 
applicants for OL b holders of CPs re required actions based 
on generic implications of Salem ATW5 events. Svc list end. 
EISENHUT, D. G. Division of Licensing. 83/07/08 Consolidated 
Edison Co. of New York, Inc. 38pp 19669 269 24X 

Fiche: 50-000, 83/07/00, 8307080169. 


8307270255 Forwards request for addl info re 030305 justification for 
continued operation for Item 114 re environ qualification of 
Category II. D equipment. Info requested within 30 days. 

CLARK, R. A. Operating Reactors Branch 3. 03/07/11. UHRIG, R. E. 

Florida Power b Light Co 4pp. 19011:177, 24X 

Fiche: 30-335, 83/07/11, 0307270255. 


0307280465 Requests ex-core detector neutron noise b accelerometer data 
taken at plant. 0RNL will analyte data to establish possible 
correlations to thermal shield motion b vibration 
CLARK, R. A. Operating Reactors Branch 3. 83/07/11 UHRIG, R E. 

Florida Pouer b. Light Co. 2pp. 19026:040. 24X 

Fiche: 50-335, 83/07/11, 8307280465 


8307190141 Advises that 830714 meeting re reactor vessel internals & 
insp results pur plant recovery program rescheduled for 
830721. Followup d dc umen ta t i on will be submitted by 830728. 
UHRIGiR.E. Florida Power b Light Co. 83/07/13 CLARK, R A. 
Operating Reactors Branch 3. Ip. 19636 176 24X 

Fiche : 50-335, 83/07/13, 8307190141 


B307190393 Notification of 830721 meeting w/utils b CHE in Bethesda.MD 
to discuss damage to Millstone thermal shield b status of 
St Luc.ie thermal shield disposal. 

LEECH, P. Operating Reactors Branch 3, 83/07/13. CLARK, R. A 

Operating Reactors Branch 3 2pp. 19634:035. 24X 

Fiche: 50-000, 83/07/13, 8307190393. 


8307190160 Forward s final response to NRC 830216 ltr re purge valve 
op erab i 1 1 ty. Rev lsed purge valve rept addresses remaining NRC 
concerns re operability of 48-inch containment purge valves 
for fac i 1 i ty . 

UHRIG. R E Florida Power b Light Co 83/07/15. CLARK, R. A. 
Operating Reactors Branch 3 6pp 19628 080. 24X 

Fiche 50-335, 03/07/13, 8307190160 


0307190165 Procedure FLO-8770 114, “ 1 so lat icn/Purge Valve Analysis for 

40- Inch RIA Butterfly Valve Blocked at 40 Degrees. " W/two 
oversize drawings Aperture cards are available in PDR 
KAZA, R. N Ebasco Services, Inc (subs of Enserch Corp ). 

83/04/27 02 pp 19620:006 24* F l c h e . 50-335, 83/07/ 1 3, 8307 1901 60. 


9307220503 Forwards analysis supporting conclusion that 030128 proposed 
changes to Tech Specs re shutdown margin b moderator temp 
coefficient limits involve NSHC. 

UHRIO, R. E. Florida Power b Light Co 83/07/15. CLARK, R. A. 

Operating Reactors Branch 3 6pp 19605 275. 24X 

Fiche 50-333, 03/07/ 1 5, 0307220503. 


930722050S Forwards Rev 1 to "Equipment Qualification Radiation Dose 
Nap Development." per NRC 830617 request 

UHRIO, R. E. Florida Power & Light Co. 83/07/15 CLARK, R . A. 
operating Reactors Branch 3 2pp 19685: 104. 24X 

Fiche: 30-333, 03/07/15, 8307220508. 


8307220514 Rev 1 to "Equipment Qua 1 i f i cation Radiation Dose Hap 
Development “ 

* Florida Power l Light Co. 03/06/24 16pp. 19683 106 24X 

Fi c h o 50-335, 83/07/ 1 5, 830722050S 


Q. Inspection reports, IE Bulletins b correspondence 


8307140229 Requests that liquid samples spiked w/rad i onuc 1 i des be 
analyzed for tr i tium, Sr-89 b Sr-90 content within 60 days of 
receipt of spiked samp 1 cs Samp 1 e s will be sent annually as 
part of routine insp program 

LEWIS, R. C. Division of Project b Resident Programs 83/02/07. 
UHRIG, R. E. Florida Power b Light Co Ip 19524:060 24X 

Fiche: 30-000, 83/02/07, 8307140229 


8307140420 Forwards FEMA evaluation rept of 830120-21 emergency 
exercise per IE Insp Repts 30-335/03-04 b SO-309/B3-12 
DANCE, H. C. Division of Project b Resident Programs. 83/03/30. 
UHRIG, R. E Florida Power b Light Co. Jp 19520:213. 24X 

Fiche: 30-333. 83/03/30, 830/140420 


8307140217 Confirms 030426 request for e> tension of time to respond to 
IE Insp Rept 50-335/03-1 6. Re sp onse will be submitted bu 
030309, 

UHRIG, R E. Figrida Power b Light Co 8J/OS/03. O'REILLY, J. P. 
Region 2, Office of Director. lp 19321:332 24X 

Fiche: 30-335. 83/03/03, 0307140217. 


8307140147 Forwards IE Insp Repts 50-335/03-09 b 50-389/83-22 on 
830311-0410, No nonccmpt iance noted 

DANCE, H. C. Division of Project b Resident Programs. 83/06/14 

UHRIG, R E Florida Power b Light Co 2pp 19514:231. 24X 

Fiche 30-335, 03/06/ |4, 03071 40147. 


— 8307140154 IE Insp Repts 90-333/83-0? b 30-3B9/83-22 on 8303 1 1-04 1 0 No 
none omp 1 i anc e noted Major areas mspoc ted. maint b 
surveillance observati ons, p I ant operations, IE bu l le tins, 
circulars b info notices, LERs new fuel handling 
ELROD, S A, , BIBB, HE. Region 2, Office of Director JULIAN. C. 
Division of Project S, Resident Programs. 83/06/13. 14pp. 

19314:233. 24X F i c h e : 30-335, 03/06/ 1 4 . 8307 1 401 4 7. 


8307140394 Ac k receipt of 830615 ltr informing NRC of steps taken to 
correct violations noted in IE Inep Rept 50-333/83-12. 

DANCE, HC. Division of Project b Resident Programs. 03/06/27. 
UHRIG, RE Florida Power b Light Co ip 19520:166. 24X 

Fiche: 30-335, 83/06/27, 8307140394 


--0307 140390 Responds to NRC 830516 ltr re violations noted in IE Insp 
Rept 50-335/03-12. Correc t i ve ac 1 1 ons . documents correctly 
posted inside security check point to prevent unauthorized 
removal. Full compliance achieved 830412 

UHRIG. R E. Florida Power b Light Co. 83/06/13. O'REILLY, J P. 
Region 2. Office of Director 2pp. 19520:167. 24X 

Fiche: 50-333, 83/06/27, 0307 1 40394 


— 8307140405 Forwards IE Insp Repts 50-335/83-12 * 50-389/03-32 on 
830411-15 b notice of violation 

DANCE, H. C Division of Project b Resident Programs. 03/03/16. 

UHRIGiR.E. Florida Power b Light Co 2pp. 19520' 169. 24X 

F iche: 50-335, 83/06/27, 0307140394 


— 8307140407 Notice of violation from insp on 830411-15 

* Region 2, Office of Director. 83/03/16. Ip. 19920: 171 24 X 

Fiche, 50-335, 83/06/27, 8307M0394 
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—0307140411 IE Insp Repts 50-335/03-12 *< 50-389/63-32 on 830411-15 
None amp 1 i anc e no ted : fai lore to post specified documents per 
10CFR19 U. 

WRAY, J R Region 2, Office of Director. BARR- K. P. Division of 
Engineering i V Radiological Safety Programs 83/05/11. 9pp. 
19520:172 24X Fi c h e . 30-335, 83/06/27, 8307 1 40394. 


B307220015 Forwards IE Insp Rept 50-335/03-22 on 830531-0603. No 
nonccmp! lance noted. 

DANCE- H C Division of Project %> Resident Programs. 83/06/26 

UHRIG.R £ Florida Power l Light Co 2pp. 19674:067. 24X 

Fiche; 50-335, 03/O6/2Q, 6307220015 


—0307220022 IE Insp Rept 50-333/33-22 on 830531-0603 No noncomp 1 ianc e 
noted Major areas inepec ted . mserv i ce testing of pumps & 
valves t plant water chemistry. 

GIRARD.E. * ROSS, U. J. Region 2, Office of Director. BLAKE, J. J. 
Division of Engineering L Radiological Safety Programs. 83/06/24 
5pp. 19674:069 24X F i c he : 30-335, 83/06/20. 03072200 1 5. 


8307140393 Ack receipt of 630523 ltr informing NRC of steps taken to 
correct violations noted iti IE Insp Rept 50-333/03-05. 

LEU TS, R. C . Division of Project Cr Resident Programs 83/06/29. 
UHRIG.R £ Florida Power I# Light Co. Ip. 19521:314. 24X 

Fiche 50-335, 83/06/29, 8307140393. 


— 8307140401 Responds to NRC G30421 ltr re violations noted in IE Insp 
Rept 50-335/03-05. Corr ec t i ve actioni. operations personnel 
reinstructed in importance of proper & timely use of 
procedures by means of 830509 night order. 

UHfilG, R E Florida Power 6 Light Co. 63/03/23. O'REILLY, J.P 
Region 2, Office of Director 2pp 19521:315. 24X 

Fiche 50-333, 03/06/29, 6307 1 40393. 


— B30714040B Forwards IE Insp Repts 50-335/03-05 h 50-309/63-15 on 
830211-0310 e, notice of violation. 

LEWIS, RC. Division of Project it Resident Programs, 83/04/21, 
UHR1G. ft E. Florida Power 6 Light Co 2pp. 19521:317. 24X 

Fiche: 50-335, 03/06/29, 8307140393. 


— 6307140413 Notice of violation from insp on 030211-0310 

* Region 2, Office of Director. 03/04/2J. Ip, 19521:319. 24X 

Fiche. 50-335, 03/06/29, 8307140393. 


--B30714041B IE Insp Repts 50-335/03-05 fc 50-389/83-15 On 830211-0310. 
Noncompliance noted: fai lure to follow refueling sequencing 
procedure during refueling operations 

ELROD, 5. A., QIBQ.H. £. Region 2, Office of Director. JULIAN, C. A. 
Division uf Project & Resident Programs 03/04/21. 12pp. 

19521:320. 24X F i C he : 50-335, 83/06/29, 0307 1 40393. 


0306270401 (E Info Notice 03-46. "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem " Svc list end. 

JORDAN, E. L Division of Emergency Preparedness t> Engineering 
Response (Post 630103). 83/07/11 Consolidated Edison Co, of New 

York. Inc 154pp. 19S63: 293. 24 X F i C he . SO-OOO. 83/07 / 11 , 6306270401 , 


8306270404 IE Info Notice 83-47, “Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid.” Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post B30103). 03/07/12. Consolidated Edison Co. of New 

York, Inc. l4Lpp 19363:153 24X Fi Che 50-000. 83/07/12, 8306270404 


8307150347 Forwards IE Safeguards Insp Repts 50-335/83-25 & 
50-389/03-50 on 630613-15. No noncomp 1 iance noted 
DANCE# H. C. Region 2# Office of Director 03/07/12. UNRIG, R. E 
Florida Power U Light Cg 2pp 19938 204 24X 

Fiche: 50-335, 63/07/ 12, 0307130347. 


—8307 150333 IE Safeguards Insp Repts 30-335/63-25 6 50-309/83-50 on 
030613-15. No none amp 1 iance noted Major areas inspected: 
physical security plan 6 implementing procedures re records 
U repts Detail* withheld (ref 10CFR73 21). 

MOORE, D. E. Region 2. Office of Director MCGUIRE, D R. Division 
of Emergency Preparedness & Materials Safety 63/07/11 Ip. 
19538:206. 24* F i che: 90-339, B3/07/12, 6307150347. 


8307190141 Advises that 630714 meeting re reactor vessel Internals 6 
insp results per plant recovery program rescheduled for 
830721. Fol lowup documentation will be submitted by 830728, 

UNRIG, RE Florida Power & Light Co. 03/07/13. CLARK, R. A, 
Operating Reactors Branch 3. Ip. 19636:176 24X 

Fiche: 50-335, 63/07/13. 0307190141. 


6306270406 IE Info Notice 63-48, “Gaseous Effluent Releases of 
Radioactive 1-125 & 1-131 in Excess of NRC Limits." Svc list 
end. 

TAYLOR, J. M. Division of GA> Safeguards & Inspection Programs <Post 
630103 ) B3/07/14. Consolidated Edison Co of New York, Inc. 

114pp. 19715:270. 24X Fiche. 50-000. 03/07/ 14, 0306270406. 


8307220381 Ack receipt of 030511 t* 0624 ltrs informing NRC fo steps 
taken to correct violations noted in IE Insp Rept 
50-335/03-08. 

DANCE, H C. Division of Project & Resident Programs 93/07/15. 

UHR IG, R. E. Florida Power V Light Co. ip 19687:337. 24X 
Fiche: 50-335. 83/07/ 1 5, 630722038 1 


— B3072203B9 Provides addl info re violations noted in IE Insp Rept 
50-335/83-08. Correct ive at t ions: codes !t insp section will 
develop necessary procedures i« revs ta OA manual prior to 
next refueling outage in Oct 1983. 

UHRIG.R E. Florida Power It Light Co, 83/06/24. 0 'RE ILLY, J. P . 

Region 2, Office of Director. 2pp. 19607:33B. 24X 

Fiche: 50-335, 03/07/15, 8307220361. 


— 8307220392 Responds to NRC 830411 ltr re violations noted in IE Insp 
Rept 50-335/83-08. Correct ive ac ti one : computer i led capability 
of flagging timely events being developed h event statu* 
will be provided to mgt. 

UHRIG.R. E. Florida Power tc Light Co. 83/05/11. 0 'REILLY, J. P. 

Region 2, Office of Director 2pp. 19607:340. 24X 

Fiche: 50-335, 03/07/15, 8307220301- 


—8307220395 Forwards IE insp Rept 50-335/03-09 on 030315-10 & notice of 
violation. 

DANCE, H. C. Division of Project & Resident Programs. 83/04/11, 

UHRIG.R. E. Florida Power & Light Co 2pp, 19687:342. 24X 

Fiche: 50-335. 03/07/15# B3O722O301. 


— 0307220398 Notice of violation from insp on 030315-lB. 

* Region 2, Office of Director. 83/04/11. Ip. 19697:344. 24X 

Fiche: 50-335. 83/07/13# 0307220301 


— 0307220400 IE Insp Rept 50-335/03-00 on 03031 5- 1 8. None amp I lane e noted: 
failure to establish measures to correct conditions adverse 
to quality. 

CROWLEY, B. R. , BLAKE. J. J Region 2# Office of Director. 83/04/00. 
9pp. 196B7 345 24X Fiche; 50-335, 83/07/1 5# 830722030 1 . 


8307260505 Reschedules 030721 meeting to discuss reactor vessel 
internals 6 insp results for plant recovery program, New 
meeting date will bo determined by B30727, 

UHRIG.R E Florida Power U Light Co. 03/07/20. CLARK, R. A. 
Operating Reactors Branch 3. Ip. 19733:314. 24X 

Fiche: 30-335# 03/07/20, 0307260505 


R. Periodic operating reports t* related correspondence 


0307220329 Monthly operating repts far May 1903, W/03061 3 ltr. 

PACE, P, L. < WILLIAMS, J, W, Florida Power Light Co. 03/06/15. 
Office of Resource Management# Director. 17pp. 19673:132. 24X 

Fiche: 30-000# 83/06/13, 0307220329. 


S. Reportable occurrences, LERs U related correspondence 


6307120166 LER 03-O27/O3L-O: an 03033 1 # p er i od ic surveillance of fuel 
handling bldg area radiation monitors not performed per 
Tech Specs. Caused by incorrect surveillance procedure k 
personnel error. Proc edure revised. W/830630 ltr 

WALLING, G. E. , WILLIAMS, J. W. Florida Power U Light Co, 83/06/30, 
O'REILLY, J.P Region 2# Office of Director. 2pp. 19423:162, 24X 

Fiche: 50-335, 03/06/30, 0307120166. 


V. Operator Examinations 


0307140300 Forwards list of personnel licensed to operate both units & 
of personnel licensed to operate only Unit 2 per B21129- 
1210, 830124 & 0424 exams. Addl Info re B20219 meeting request 
to lift separate license restriction needed, 

DANCE# H. C Division of Project t* Resident Programs. 83/06/16, 

UHRIG.R E Florida Power fc Light Co 4pp. 19523:233. 24X 

Fiche: 30-333, 03/06/16, 0307140300. 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


F, Security, medical# emergency fire protection plans 


8307010074 Forwards Rev 17 to modified amended security plan. Rev 
withhold <ref 10CFR2. 790). 

COUNSIL# W, G. Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities). COUNSIL, W. G. Northeast Utilities, 83/06/09. 

MURLEY# T. E. Region 1# Offico of Director. Ip, 19124: 339. 24X 

Fiche: 50-245, 83/06/09, B3070 10074 


0307010155 Forwards IE Insp Repts 50-245/03-00 h 50-336/03-10 on 
830500-0604. No noncompliance noted 

9TARQSTECKI, R. Division of Project t< Resident Programs, 83/06/14, 
COUNSIL# W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 19170:086. 24X F i c h e • 90-243, 03/06/ 1 4 , 830701 0 1 55. 
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— Q3070 10167 IE Insp Repts 50-245/83-00 it 30-336/83-10 on 030508-0604. No 
noncomp 1 iance noted. Major areas inspec ted . eval uations of 
plant op era t i ons < s tar tup testing, equipment alignments & 
road iness, physical security it fire protection. 

5HEDLQSKY# J. T. Region 1* Office of Director 03/06/10. Upp 
19170:008. 24X F i c h e : 30-245, 03/06/ 1 4, 03070 1 0 1 33. 


8307010072 Fortuards IE Insp Repts 3O-243/03-JO It 30-336/03-12 on 
830316-19. No noncompliance noted. 

MARTIN# T. T. Division of Engineering f* Technical Programs. 03/06/15, 
CQUNSlLi W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp, 19160:132. 24X Fi che ; 50-245, 83/06/tS# 8307010072. 


—8307010000 IE Insp Repts 50-243/83-10 it 30-336/83-12 on 830516-19 Ho 
noncomp 1 iance noted. Major areas inspec ted : fol lawup of 
emergency preparedness items from IE Insp Repts 30-243/82-01 
6 30-336/02-01 on 020104-14. 

MILLER. M. Region 1# Office of Director. 83/06/13. 17pp. 

19168:134. 24X Fi che: 50-243. 83/06/1 3, 0307010072. 


0307110019 Forwards Rev 1 to sui tab 1 1 1 ty . tra ini ng it qua 1 i f i c a t i on plan. 
Rev withheld (ref 10CFR2. 790>. 

COUNSIL# W. G. Northeast Nuclear Energy Co. (subs of Northeast 
Utilities). COUNSIL, W. 0. Nor th ea s t Ut U i t i es . B3/06/24. 

HURLEY# T. E. Region 1# Office of Director. Ip 19374:202 24X 

Fiche: 50-243. 03/06/24. 8307110019 


J. Insurance $# indemnity information 


0307200111 Forwards Secondary Financial Protection Certificates N-IS 
it N-16 to NELIA Policy 1 6 Secondary Financial Protection 
Certificates M-15 fc M-16 to MAELU Policy 1 

SlNISr.J.M. Marsh it McLennan, Inc. 03/07/12. SALTZMAN# J. D. 
Assistant Director for State 6 Licensee Relations. 29pp. 19646:001. 

24X Fiche: 30-245# 03/07/12. 0307200111. 


K, Utility Final Safety Analysis Report ( FSAR > it amends 


0307060136 Forwards Rev 1 to updated FSAR For Millstone Unit 2 
COUNSIL, W. 0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). C0UN8IL.W.0. Nor th ea s t Ut i I i 1 1 e s . 83/06/30. 

DENTON.H, R. Office of Nuclear Reactor Regulation. Director. 3pp. 
19232:012 24X F i c h e : 30-336. 03/06/30, 0307060 1 36 


'-8307060140 Rev 1 to updated FSAR for Millstone Unit 2. 

* Northeast Nuclear Energy Ca. (subs of Northeast Utilities). • 
Northeast Utilities. 03/06/30. 200pp. 19252:013. 24X 

Fiche: 50-336# 83/06/30. 8307060136. 


P, Operating license stage documents U correspondence 


0307110616 Monthly notice of amends to OLs involving N8HC issued since 
030323. 

CLARK. R. A. Operating Reactors Dranch 3. 83/06/14 26pp. 

19391:132. 24X Fiche: 30-000. 83/06/14. 03071 10616 . 


8307060284 Requests FR publication of notice of consideration of 
issuance of amend to License DPR-65. proposed N3HC i>. 
opportunity for hearing re changes to Cycle 6 refueling 
specs. NSHC determination withheld. 

CLARK. ft. A. Operating Reactors Dranch 3. 83/06/27, Operating 

Reactors Branch 3. 4pp. 19300:160. 24X F i c h e : 50-336, 03/06/27, 

8307060284. 


0307140 1 40 Ack receipt of util 81 1231 # 8204 16, 0623, 1229# 030300 t* 0328 
submittals on TMI Action Plan Items II.F. 1.4, II.F. 1 5 it 
II. F. 1.6 re containment monitors. Items resolved. Safety 
evaluation end, 

CLARK# R. A. Operating Reactors Dranch 3. 83/06/27. COUNSIL, W.C. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 8pp. 
19327:331. 24X Fiche: 30-336. 83/06/27, 8307140148. 


8307000333 Forwards program description & schedule for resolving 
NUREG-0737, J tem II, K. 3. 5. "Automatic Trip of Reactor Coolant 
Pumps." Program completion scheduled for end of 1983. Results 
of analysis & training dates will be communicated by 831231. 
COUNSIL, W. G. Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities). COUNSIL, W. 0. Northeast Utilities. 83/07/01. 
EISENHUT# D. G. Division of Licensing, 7pp 19330:306. 24X 

Fiche: 30-336# 83/07/01 , 0307080333. 


8307080400 Forwards response to 030610 request for addl info re 
methodology used to perform safety analyses supporting Cycle 
6 operat ion. Analyses performed based on C-E Owners Group 
Rept CEN-199 in response to NUREG-0737, Item II.K. 2. 17. 

COUNSIL# W G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL.W. G. Northeast Utilities. 03/07/01. 

CLARK# R. A. Operating Reactors Branch 3 9pp. 19349:313. 24X 

Fiche: 30-336# 83/07/01# B307080400. 


8306270397 Generic Ltr 83-26 to all applicants for OLs it holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list encl. 

EISENHUT. D. G Division of Licensing 83/07/05. Consolidated 
Edison Co of New Vork# Inc 16pp. 19390317 24X 

Fiche: 30-000, 83/07/05, 0306270397. 


0307060329 Generic Ltr 03-27 to all licensees V applicants for 
operating power reactors h holders of CPs for power reactors 
re surveillance intervals in STS Svc list end 

EISENHUT. D 0. Division of Licensing 83/07/06. Ccjnso 1 i da t ed 
Edison Co of Now York, Inc. !6pp 19669:254 24X 

Fiche; 30-000. 03/07/06, 0307060329. 


8307150193 Application for amend to Licenses DPR-21 i DPR-65. rev i s i ng 
Section 6 of administrative Tech Specs to reflect updated 
util policies & practices 

COUNSIL. U Q. . SEARS. C F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities) COUNSIL, U. Q. Northeast Utilities. 03/07/07. 
CLARK# R. A. Operating Reactors Dranch 3 CRUTCHFI ELD# D. Operating 

Reactors Dranch 5. 2pp. 19530:030 24X F i che : 90-243. 83/07/07, 

0307130193 


83Q71S0197 Proposed rov to administrative Tech Specs reflecting updated 
util policies it practices 

* Northeast Nuclear Energy Co. (subs of Northeast Utilities). 
03/06/30. 32pp 19338:032. 24X F i che : 50-245# 83/07/07, .8307 1 50193. 


03Q7QBQ169 Generic Ltr 83-28 to all licensees Df operating reactors, 
applicants for OL V holders of CPs ra required actions based 
on generic implications of Salem ATWS events. Svc list encl. 
EISENHUT, D. Q, Division of Licensing. 83/07/08 Consolidated 
Edison Co of New York# Inc. 38pp. 19669 269 24X 

Fiche: 50-000, 93/07/08, 8307090169 


0307190393 Notification of 830721 meeting w/utils V C-E in Oethesda#MD 
to discuss damage to Millstone thermal shield & status of 
St Lucie thermal shield disposal. 

LEECH, P Operating Reactors Dranch 3. B3/07/13 CLARK# R- A, 

Operating Reactors Branch 3. 2pp. 19694:033. 24X 

Fiche: 50-000, 03/07/13# 8307190395. 


030719013) Submits revs to Corporate Organ j lat ion far Nuclear Incidents 
Procedure Manual.per lOCFRSO-App E. Section V. 

COUNSIL.W 0 Connecticut Yankee Atomic Power Co COUNSIL.W. G. 
Northeast Nuclear Energy Co. (subs of Northeast Utilities). 

COUNSIL.W G. Northeast Utilities 03/07/14 EISENHUT, D. G. 

Division of Licensing lp. 19636 074 24X Fi che: 50-000, 83/07/ » 4, 

8307190131. 


8307230469 Forwards addl info re methodology utilized in performing 
safety analysis supporting Cycle 6 operation, in response to 
Question 400 5 in 830701 ltr 

CQUNSIL.W. G. Northeast Nuclear Energy Co (subs, of Northeast 
Utilities). COUNSIL.W. G Northeast Utilities. 83/07/15. 

CLARK, R A. Operating Reactors Branch 3. 19pp 19701:300. 24X 

Fiche: 30-336. 03/07/15, 0307250469. 


Q. Inspection reports# IE Bulletins it correspondence 


8307010133 Forwards IE Insp Repts 50-243/03-00 S< 50-336/03-10 on 
830308-0604. No none omp 1 i anc e noted. 

STARG5TECK1# R, Division of Project i Resident Programs. 83/06/14. 
CDUHSILfW. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2 pp. 19170:006. 24X Fi che: 50-249, 03/06/14, 0307010155 


—0307010167 IE Insp Repts 50-245/83-00 it 50-336/03-10 on S3050B-Q604 No 
noncompliance noted. Major areas inspected: evaluations of 
plant operat i ons, startup testing. equipment alignments L 
readiness, physical security U fire protection. 

SHEDLOSKY, U. T. # LIP INSKI. D. R. Region i, Of flea of Director, 
ELSA8SER, T, C Division of Project it Resident Programs. 03/06/(0 
llpp 19170 080 24X Ficho 30-245. 83/06/14, 0307010155 


0307010072 Forwards IE Insp Repts 50-245/03-10 V 50-336/83-12 on 
030516-19. No noncomp! iance noted. 

MARTIN#!. T. Division of Engineering i Technical Programs. 03/06/15. 

COUNSILrW. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 19160:132, 24X Fi che : 50-245, 03/06/ 15, 8307010072, 


—0307010000 IE Insp Repts 50-245/83-10 it 50-336/B3-12 on 830516-19 No 
noncompliance noted. Major areas inspec ted : fo 1 i owup of 
emergency preparedness items from IE Insp Repts 50-245/02-01 
'/ 50-336/B2-01 on 820104-14 

MILLER, M, SMITH, R,. CROCKER, H. W. Region 1. Office of Director. 
83/06/15. I7pp, 19168 134, 24X Fiche: 50-245, 83/06/1 5# 0307010072. 


8307120429 Ac k receipt of 030620 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-245/B3-06 6 
30-336/83-00. 

8TAR0STECKJ. R. Division of Project it Resident Programs. 83/07/05. 
C0UN5tL#W. G Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). lp 19423:236. 24X Fiche 50-245. 83/07/03# B307 120429, 
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--8307120422 Responds to NRC 830523 ltr re violations noted in IE Insp 
Rapt* S0-245/B3-O6 <* 5O-33b/03-oa Corrective actions lagging 
requirement implemented for periodic verification of 
computer updating 

CQUNSJL.W G Northeast Nuclear Energy Co (subs, of Northeast 
Utilities) CDUN3JL. U G Northeast Uti 1 i ties 83/06/20. 
STAROSTECKI , R Division of Project 6 Resident Programs. 2pp 
19423 237. 24X Fiche : 50-245, 83/07/05. 9307120429. 


8306270401 IE Info Notice 83-46. "Common Mode Valve Failures Degrade 
Surry Pec i rc u l a t i on Spray Subsystem." Svc list end. 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response fPost B30I03). 83/07/U. Consolidated Edison Co. of New 

York, Inc 154pp 19563:293 24X Fi c he 50-000, 83/07/ti , 8306270401 


0307060027 PNS-I-S3-015A: updates 830616 marijuana cigarette discovery 
reported on B30617. Seven contract security personnel 
terminated because of accusations or admissions of usage. 

DUNLOP, J. . G8DY, A. Region 1. Office of Director. 83/06/30. Ip. 
19251:349, 24X Fiche: 50-245, 83/06/30, 8307060027. 


8307100164 RO 50-336/83-24: i n 1 1 1 a 1 insp of reactor vessel internals on 
core barrel 6 thermal shield revealed damage to thermal 
sh 1 eld. Damage similar to that at Maine Yankee & St Lucie. 
Investigation continuing. 

MROCZKA, E.J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). MROCZKA, E. J. Nor th eas t Ut 1 1 i t i es 83/07/01. 

MURLEY, T. E. Region 1, Office of Director. Ip. 19533:260. 24X 

Fiche: 30-336, 83/07/01, 0307100164. 


8306270404 IE Info Notice 83-47. "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness i Engineering 
Response (Post 830103) 83/07/12. Consolidated Edison Co. of New 

York, Inc » 4 1 pp . 19563:153 24X Ft Che 50-000, 83/07/12, 8306270404 


8307190206 Advises that violations cited in IE Insp Repts 50-245/82-24, 
50-336/82-26 6 50-213/83-02 re QA program foT transport 
packages will be changed to unresolved items until firm 
criteria established 

MARTIN. T, T Division of Engineering V. Technical Programs 83/07/13. 

CDUNSIL.W. G. Northeast Nuclear Energy Co (subs, of Northeast 
Utilities) 2pp. 19632:115 24X Fiche 50-000, 83/07/13, 8307190206. 


8306270406 IE Info Notice 83-48, "Gaseous Effluent Releases of 
Radioactive 1-125 tc 1-131 in Excess of NRC Limits. " Svc list 
end. 

TAYLOR, J M. Division of GA, Safeguards t Inspection Programs (Post 
830103) 03/07/14. Consolidated Edison Co. of New York, Inc 

114pp. 19715:270. 24X Fiche: 50-000, 83/07/ 14, 8306270406. 


R. Periodic operating reports it related correspondence 


0307220042 Monthly operating rept for May 1903. W/830614 ltr. 

GIBSON. J . MROCZKA, E, J. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities) MROCZKA, E. J, Northeast Utilities 03/06/10. 

Office of Resource Management. Director. 6pp. 19683294 24X 

Fiche: 50-336, 83/06/10, 8307220042 


8307220408 LER 83-019/03L-1 : on 830528. fo 1 1 ou i ng reactor trip from 40‘4 
power, greater than 1.0 uCi per g 1-131 indicated in primary 
coolant Caused by degraded fuel pins. Results of fuel sipping 
performed 830622-30 enc 1 . W/030712 ltr. 

PARILLO, J, , MROCZKA, E. J. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities), MROCZKA, E.J. Northeast Utilities. 83/07/12. 
MURLEY. T. E. Region 1, Office of Director 4pp. 19691:169. 24X 

Fiche: 30-336, 83/07/12, 0307220400, 


8307210012 LER 83-024 /OIT-O: on 830630, d ur i ng scheduled Insp* of reactor 
vessel core barrel It thermal s h i e 1 d » damag e to thermal shield 
d i scovered. Cause unknown. Sh ie Id will be removed from core 
barrel assembly to prevent recurr enc e . W/Q30714 ltr. 

BATES. R. W , MROCZKA, E. J. Northeast Nuclear Energy Co. (subs, of 
Northeast utilities). MROCZKA, E. J. Nor theast Uti 1 i ti es. B3/07/14. 
MURLEY, T. E. Region 1. Office of Director. 2pp. 19669:243. 24X 

Fiche: 30-336,83/07/14, 8307210012. 


8307210342 RO: on 830421 , fo 1 1 owi ng preliminary manual test insertion 
(MTI) tes t« ac tuation module lights came on due to module 
energi ling. Cause unknown. Operators stationed to mitigate 
problems or actuation if MTI required. 

MROCZKA, E. J. Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities). 83/07/15. DEYOUNG, R.C. Director's Office, Office of 
Inspection and Enforcement. 3pp, 19664:359. 24X 

Fiche. 50-336, 83/07/15, 8307210342. 


DOCKET 90-33B NORTH ANNA POWER STATION, UNIT I 
F. Security, medical, emergency it fire protection plans 


S. Reportable occurrences, l.ERs t* related correspondence 


0307010030 Updated LER B3-016/03X- 1 : on 830421. steam driven auxiliary 
feedwater pump removed from svc to replace pump packing. 

Caused by leaky pump due to packing failure Packing to be 
replaced at 3-yr interval ». W/B30622 ltr 

FILBURN. T. , MROCZKA, E. J. Northeast Nuclear Energy Co. (subs, of 

1 * tieS ’ MROCZKA, E. J Northeast Utilities. B3/06/22. 
MURLEY, T. E. Region I, Office of Director. lp. i 9 l 69 028 24X 

Fiche : 50-336, 83/06/22, B3070 10030. 

8307050104 LER B3-023/03L-0: on 830526, inservice insp of low pressure 
safety injection B detected excessive noise emanating from 
pump. Caused by rubbing of pump impeller lower wear ring due 
to worn lower bearing in pump motor. W/030624 ltr 
FILBURN, T , KELLEY, J. J. Northeast Nuclear Energy Co, (subs, of 

MURLFY^V^o' *!***', ^ ELLEY ' JJ - Northeast Utilities. 83/06/24. 

^ EY ' T E Region 1, Office of Director 2pp 19199 339 24X 

Fiche: 50-336, 83/06/24, 03G7O5O1O4 * 

93 ?us 6 Dr« 5 ur? t 03-022 /03U ~ 0 : 0305281 cooling down ESF actuation 

sys , pres sur i 7 or pressure block permissive alarmed in 
nonconservative d i rec t ion. Caus ed by personnel error. Event 
* n * rainifl 9 session. W/030627 ltr. 

S ^ ,'.r C! “ ,E J ' Northeast Nuclear Energy Co. of 

MURLEY T F Utl o lt j PS> ' MROCZKA, E. J. Northeast Utilities. 83/06/27 
c UR ^ EV «I E Region l. Office of Director 2 pp 19251 047 -»4X 

Fiche. 50-336, 83/06/27, B307060024 


M curr°” 9 o':oL S:! ; 0 ^ /0,T ' 0: «30613.durtng sch.dulsd ln,,r„c, odd 

current eiams of steam generator tub i ng , ap prox 900 tubes in 
each steam generator found w/degradation exceeding 4 OX 
Atfdl <Md " ,s Cont inuing. W/030627 ltr 
BLANCHARD, T. , MROCZKA. E. J. Northeast Utilities MROCZKA E J 

wol'w ^ ner r co Uubs ,•«»«:* 

NURLEY, T. Region 1, Office of Director Soo 19239 

-.4X Fiche 50-336, 83/06/27,8307060259 2PP 19 39 ‘ 2 


8307140068 Ack receipt of 030216 ltr it Rev 5 to guard training It 
qualification plans. Revs acceptable pur I0CFR30. 54 C p > . Mod 
implementati on will be examined in forthcoming insp rept, 

LEWIS, R C. Division of Project & Resident Programs. 03/04/22. 
STEWART, W. L. Virginia Electric U Power Co. Ip, 19514- 090 24X 

Fiche: 50 - 000 , 83 / 04 / 22 , 8307140068 . 


V’ „ 7 w. w-vw.w in I« emergency exercisa scheduled 

during June 1983. Scenario under review. Addl comments on 
exercise details will be made by telephone. 

, Divi!5ion of Project & Resident Programs, 03/06/15. 
STEWART. W. L. Virginia Electric tc Power Co, Ip, 19525-232 24X 

Fiche: 30-33B, B3/06/1 5, 0307140353. 


B3Q7110159 Releases public 
Implementing procedures. 
FELTON, J. M. Division of 
Management Branch. lp. 
0307110159. 


version of revised emergency plan 

Rules and Records, 03/06/24, Document 
19306:014, 24X F i che : 50-339, 03/06/24, 


------ r - - * * - ut icvnuo emergency plan 

implementing procedures, inc lud ing Procedures EPIp-l.oi re 
emergency manager controlling procedure & EPIP-3. 02 re 
activation af technical support ctr. Receipt form oncl. 

* I rg " ia E ectr ic fc Power Co. 03/04/20. NRC - No Detailed 

0307 1 1 0^39° ‘ lf> ' l93a6:015 - Fi c he : 50 - 330 , 83 / 06 / 24 , 


: T ' ia * UM ur revisoa emergency plan implementim 

procedures, including Procedures EPIP-i.oi re emergency 
manager controlling procedure It EPIP-3. 02 re activation 
of technical support ctr. 

I93BA N o?a J ElBctric * Power Co. 83/04/20. 100pp. 

1 9306 016. 24K Fiche: 50-330. 83/06/24, 8307110159. PP 


8307060301 LER B3-021/03L-0 on 830328. , e ,p „ ,„ts ,„ r „ of ., 
v f IVE5 drifted outside limits during testlna Cause 

c«.itr k !mM'KnS^’;U* tM va,ve 5pri,!95 "'■■■«' -« f 

STA0N!CK. S> . MROCZKA. E.J Nor theast Ut, 1 , t ies MROCZKA E , 
83/06,27 N murlev f n | rsg Co <s '' ts n “ f “orviieast Utilities). 
.9236: ,20 *»• 


8307110179 Releases public 
response plan. 

FELTDN, J. M. Division of 
Management Branch. lp 
03071 10179. 


version of revised corporate 

Rules and Records. 03/06/24 
19306:001. 24X Fiche: 50-GQoi 


emergency 

Document 

83/06/24, 


-o.au/wui a* rublic version of Rev 3 to corpor 
plan W/S30614 ltr. P 

n!u^r, R , T ' w< L ' Vlr 9*n i « Electric it Power Co 
Q REILLY, J, P. Region 2, Office of Dirocto 
Fiche: 50-000, 03/06/24, 0307110179. 


emergency response 

83 / 05 / 15 . 

App. 19306:002. 


24 X 
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9307120302 Forwards suppl to proposed Tech Spec changes re 820624 
application to amend Licenses NPF-4 b NPF-7 reflecting 
reorganization in OA dept b addition of director - emergency 
planning to nuclear operations dept. 

STEWART. W. L. Virginia Electric b Power Co 83/07/01 DENTON. H. R 
Office of Nuclear Reactor Regulation. Director CLARK. R. A 
Operating Reactors Branch 3. 2pp. 19424:073. 24X 

Fiche: 30-338. 83/07/01. 8307120302. 


— 8307120308 Proposed Tech Spec changes reflecting r eor gan i i a t i on in QA 
dept b addition of director - emergency planning to nuclear 
operations dept. 

* Virginia Electric b Power Co 83/07/01. 28pp. 19424:075. 24X 

Fiche: 50-338. 83/07/01 . 8307120302. 


8307120396 Forwards procedures generation package for emergency 
operating procedures in response to NUREG-0737, Supp 1 l 
(Generic Ltr 02-33). 

STEWART. WL. Virginia Electric b Power Co 83/07/01 DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director EISENHUT.D G 
Division of Licensing. ISpp 19426 209 24X Fiche : 50-000. 83/07/01 . 

0307120386. 


8307120561 Suppl to 020624 application for amend to Licenses NPF-4 & 
NPF-7. chang ing Tech Specs re mgt reorgani lat i on b records of 
annual audita for emergency b security plans. 

STEWART. W, L. Virginia Electric b Power Co. 83/07/01. DENTON, H R. 
Office of Nuclear Reactor Regulation. Director CLARK, R. A, 
Operating Reactors Branch 3. 2pp. 19433 098. 24X 

Fiche: 30-338, 83/07/01. 8307120361. 


8307190041 Forwards IE Safeguards Insp Repts 50-338/83-16 b 
50-338/83-13 on 830626-30. No noncompliance noted 
DANCE, H. C- Division of Project b Resident Programs. 83/07/15 
STEWART, W. L. Virginia Electric & Power Co 2pp. 19633:130, 24X 

Fiche: 50-338, 83/07/15, 8307190041 


— 8307190060 IE Safeguards Insp Repts 50-338/03-16 b 30-339/83-15 on 
830626-30. No none omp 1 1 anc b noted Major areas inspected: 
security mgt, repts records, maint. physical barriers b 
protected areas. Details witheld (ref 10CFR73. 21). 

HALL, B. L. Region 2, Office of Director. MCGUIRE, D. R. Division of 
Emergency Preparedness b Materials Safety. 83/07/14 lp 
19633:140. 24X Fi c h e ; 50-330, 03/07/ 1 5, 0307 19004 1 . 


0307270289 Forwards response to 630322 comments re inconsistencies in 
Rev 8 to security plan b ltr of understanding between 
util * NRC.Encls withheld (ref 10CFR2. 790). 

STEWART, W. L. Virginia Electric b Power Co. 03/07/22. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. Ip 19768:330 24X 

Fiche: 50-338, 83/07/22, 0307270289. 


0. Adjudicatory c or re sp ond enc e 


0307120033 Advises of HJ McGurren reassignment from Hearing Div I to 
Hearing Div II b transfer of North Anna case from Hearing 
Div I to Hearing Div II, effective 830712. 

CHRI3TENBURY, E Hearings Division. 03/07/00 RUTOERG, J. Hearing 
Branch 2. TREBY, S. Hearing Branch 1 Ip 19423:152. 24X 

Fiche: 30-338, 03/07/00, B3071Z0053. 


8307130299 Advises that Commission 030630 Memorandum b Order CLI-03-19 
vacated ALAB-687 to extent inconsistent w/decision ASLB 
cited ALAB-607 in 021203 b 830610 memoranda, 

WOLFE, S. J Atomic Safety and Licensing Board Panel. 83/07/14. 
MAUPIN, M. W. Hunton b Williams MCGURREN, H. J. Hearing Branch 1. 
COLEMAN, J. M. Beveridge, Fairbanks b Diamond. Ip 19538:304 24X 

Fiche: 50-330, 83/07/14, 8307 1 30299. 


8307180019 Responds to ASLB 030610 order for estimated dates of 
Issuance of SERs b EIAs for proposed actions to receive b 
store Surry spent fuel at North Anna & expand capacity of 
North Anna fuel poo 1 . Documents to be Issued at end of yr. 

MCGURREN, H. J. Hearing Branch 1. 03/07/14. WOLFE, S, J. , KLINE, J. , 

FERGUSON, G. A, Atomic Safety and Licensing Board Panel. 2pp 
19560:152. 24X F i c h e : 50-330, 03/07/ 1 4. 8307 1 800 1 9. 


J. Insurance «< Indemnity information 


0307130068 Forwards Endorsements 70,53,32 b 43 to NELIA b MAELU 
Policies NF-186, MF-57, MF-96 S< NF-240, re s p ec t i ve 1 y , 

Endorsements 1-6 to NELIA Certificates N-27 b N-28 b 
Endorsements 1-3 to MAELU Certificates M -27 b M-20, 

PAINTER, B. F. Virginia Electric b Power Co 83/07/05. DINITZ, I. 
Antitrust b Economic Analysis Branch (Utility Finance). 53pp 
19474:130. 24X F i c h e : 50-000, 83/07/05, 0307 130068. 


P. Operating license stage documents b correspondence 


8306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants for OLs b holders of CPs for Westinghouse PWRs 
re safety evaluation of "Emergency Response Guidelines." 

Svc list end 

EISENHUT, D.G Division of Licensing 83/06/03. Yankee Atomic 
Electric Co lOpp 19563 116 24X F l c h e 50-000. 83/06/03, 

8306060070 


0307010090 Advises of changes to NPDES permit b state certification 
Section 401. Changes result from study to be done re Impact 
of thermal discharges on biota in Lake Anna. List of interim 
actions for state water control board to initiate end. 

STEWART. W L Virginia Electric b Power Co 83/06/27. DENTON, H. R. 
Office uF Nuclear Reactor Regulation. Director CLARK, R. A. 
Operating Reactors Branch 3 2pp 19124 353 24X 

Fiche: 50-33B, 03/06/27, 0307010090 


8307120302 Forwards suppl to proposed Tech Spec changes re 020624 
application to amend Licenses NPF-4 b NPF-7 reflecting 
reorganization in OA dept & addition of director - emergency 
planning to nuclear operations dept 

STEWART. W. L. Virginia Electric b Power Co B3/07/01. DENTON, H R. 
Office of Nuclear Reactor Regulation. Director. CLARK, R, A. 
Operating Reactors Branch 3. 2pp 19424 073 24X 

Fiche: 30-330. 03/07/01 , 8307 120302. 


8307120300 Proposed Tech Spec changes reflecting reorganization In GA 
dept ?i addition of director - emergency planning to nuclear 
operations dept. 

* Virginia Electric b Power Co. 83/07/01 28pp. 19424:075 24X 

Fiche: 50-338, 03/07/01 , 0307120302 


8307120561 Suppl tq 620624 application for amend to Licenses NPF-4 t, 
NPF-7, chang i tig Tech Specs re mg t reorganization b records of 
annual audits for emergency & security plans. 

STEWART, W L Virginia Electric b Power Co 03/07/01 DENTON, H, R, 
Office of Nuclear Reactor Regulation, Director CLARK, R. A. 
Operating Reactors Branch 3. 2pp 19433: 098 24X 

Fiche: 50-330, 83/07/01 , 8307120561 . 


8307120566 Suppl to 820624 application to amend Tech Specs to reflect 
mg t reorganization. 

* Virginia Electric b Power Co. 83/07/01 2Bpp 19433: 100 24X 

Fiche: 50-338, 83/07/01 , 8307120561 


8306270397 Generic Ltr 93-26 to all applicants for OLs b holders of 
CPs for power reactors re clarification of surveillance 
r oqu t ramen ts for diesel fuel impurity Svc list end. 

EISENHUT, D. G. Division of Licensing 83/07/05. Consolidated 
Edison Co of New York, Inc. 16pp. 19390 317 24X 

Fiche: 50-000,83/07/05, 0306270397. 


0307060329 Generic Ltr B3-27 to all licensees b applicants for 
operating power reactors b holders of CPs for power reactors 
re surveillance intervals in STS Svc list end 

EISENHUT. DO. Division of Licensing. 03/07/06. Consolidated 
Edison Co. of New York, Inc. I6pp 19669:254 24X 

Fiche: 50-000, 03/07/06, B307060329. 


0307120260 Forwards supplemental info in response to 030509 b 0615 Core 
Performance Branch questions re 587 B F RCS temp, per 
application to amend Licenses NPF-4 b NPF-7, Tables re 
correlation limits & core condition provided. 

STEWART, W. L Virginia Electric b Power Co. 03/07/06. DENTON, H R 
Office oP Nuclear Reactor Regulation, Director. CLARK, R. A 
Operating Reactors Branch 3 5pp 19424: 134. 24X 

Fiche: 50-33B, 03/07/06, 8307120268. 


8307120356 5uppls ihfo to 821230 application for amend ta Licenses 
NPF-4 b NPF-7 allowing operation at RCS temp of 507 8 F,per 
NRC 030427 5< 0621 questions. 

STEWART, W. L. Virginia Electric b Power Cq. 83/07/06. DENTON, H. R 
Office of Nuclear Reactor Regulation, Director CLARK, R. A 
Operating Reactors Branch 3. 4pp 19429; 0B2 24X 

Fiche; 50-338, 03/07/06, 8307120356. 


— 8307120361 Proposed Tech Specs re RCS temp 

* Virginia Electric b Power Co. 83/07/06. ?pp 19429:086. 24X 

Fiche: 50-338, 03/07/06, 8307120336 


8307000169 Generic Ltr 03-28 to all licensees of operating reactors, 
applicants for QL t< holders of CPs re required actions based 
on generic implications of Salem ATW5 events. Svc list end. 
EISENHUT, D G. Division of Licensing 03/07/08 Consolidated 
Edison Co of New York. Inc. 38pp 19669:269. 24X 

Fiche: 50-000, 83/07/08. 8307080 1 69. 
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830718D097 Suppl to 701230 application for amend to Luansss MPF-4 4 
NPF-7 allowing operation at RCS average temp of 307 a F 
Info reflects results of containment LQCA reanalysis 
performed by SiU 

STEWART, W.L. Virginia Electric 6 Power Co 03/07/11. DENTON, H R.. 
Office of Nutlear Reactor Regulation, Director. CLARK., R. A. 
Operating Reactors Branch 4 I6pp 19556 340- 24X 
Fiche 30-330, 83/07/11,0307100097. 


0307100100 Submit? final resolution of open items identified in draft 
technical evaluation rept dtd 030233 demonstrating 
conformance ta NUREG-0612, "Control of Heavy Loads at 
Nuclear Power Plants," Phase I. 

STEWART, W L, Virginia Electric it Power Co. 83/07/12. DENTON, R R 
Office of Nuclear Reader Regulation, Director CLARK, R. A. 

Operating Reactors Branch 3. 4pp. 19357:005. 24X 

F i c he : 30-338, 83/07/ I 2, 8307100100, 


0 Inspection reports, IE Bulletins & correspondence 


8306270406 IE Info Notice 83-4B. "Gaseous Effluent Release# of 
Radioactive 1-125 it I-I31 in Excess of NRC Limits." Svc list 
enc l 

TAYLOR. J. M Division of GA, Safeguards it Inspection Programs (Post 
830103). 03/07/14 Consolidated Edison Co of New York, Inc 

114pp. 19715:270. 24X Fiche: 50-000, 03/07/14, 8306270406. 


83071001 06 Forwards insp fees for Unit 1 from Mar 1902 - Mar 1903 1, 
Unit 2 from Apr 1982 - Apr 1983. 

STEWART. W. L. Virginia Electric i Power Co. 83/07/14. DENTON, H R 
Office of Nuclear Reactor Regulation, Director. BARRY, L. Division 
of Accounting lp. 19536:212, 24 X F i c he : 30-330, 03/07/ 1 4, 

8307100106. 


83Q7L9G041 Forwards IE Safeguards Insp Repts 
50-330/03—13 on 030626—30. No noncompliance 
DANCE, H C Division of Project U Resident 
STEWART, W. Virginia Electric Power Co. 
Fiche: 30-330, 03/07/13, 0307190041. 


30-330/03-16 U 
noted 

Programs. 03/07/15. 
2pp. 19635:130, 24X 


6307060160 Informs of NRC Tevieui of 770809. 1 216 , 7B1 027, 0 11 229, 020527 6 
0812 requests for relief from inservice insp requirements of 
ASMS Soilar 6 Pressure Vassal Code. Enel SER delineates 
items foT which relief granted. 

CLARK, R A. Operating Reactors Branch 3 B3/06/20. STEWART, W. L. 

Virginia Electric & Power Co. 3pp. 1929?- 214. 24X 

Fic he: 30-330, 83/06/20. 0307060160. 


•8307190060 IE Safeguards Insp Repts 5D-33B/B3- 1 6 It 30-339/83-13 on 
030626-30. No noncompliance noted. Major areas inspected: 
security mgfc, repts U r#c or d s , ma in t , phy s ic a 1 barriers 6 
protected areas Details wttheld Cref 10CFR73.21). 

HALL, □. L. Region 2, Office of Director. MCGUIRE, D. R. Division of 
Emergency Preparedness 4c Materials Safety, 03/07/14 lp. 

19633:140. 24X Fich e : 30-330, 03/07/1 5. 0307 1 9004 i . 


8307060174 Notice of granting of relief from ASME Section XI inservlc* 
testing (insp) requirements 

CLARK, R. A. Operating Reactors Branch 3, 83/06/20. 2pp 

19299-217. 24 X Fi c he: 30-330, B3/06/20, 0307060 1 6Q 


-- 8307060 1 76 Safety evaluation granting requests for -relief from 
inservice insp requirements. 

* Office of Nuclear Reactor Regulation* Director. 83/D6/20. 
19299:219. 24 X F I ch« : 50-338* 83/06/20, 83070601 60. 


9pp, 


R. Periodic operating reports related correspondence 


8307220192 Monthly operating repts for May I9B3 W/630615 Itr, 

5CHM I TENDORF. G. , STEWART i U. L. Virginia Electric it Power Co. 

83/06/03, HALLER. N. M. Office of Resource Management, Director. 
14pp. 5 9693: 324, 24X Fi c h e : 50-330, B3/06/03* 0307220 192. 


S. Reportable occurrences, LERs it related correspondence 


--020920 0350 "North Anna Power Station Unit 1 Inservico Insp Program." 
technical evaluation rept. 

* Science Applications, Inc. NRC-03-02-096 SA1~ 1 B6-02B-29 
82/09/ i 7. NRC - No Detailed Affiliation Given 33pp 
19299:228. 24X Fic h e : 30-330, 03/06/20. 83070601 60 


8307060042 Requests written interpretation of 10CFR20 202 ( b 3 ( 2) it 
20.203(0) re pasting of radiation areas.in light of notice 
of violation recently issued to util. 

STEWART, H. L. Virginia Electric & Power Co. 83/06/27. DENTONrH R 
Office of Nuclear ReaetOT Regulation. Director CLARK, ft. A. 
Operating Reactors Branch 3. 3pp. 19251:049 24* 

Fiche: 50-338, 03/06/27. 0307060042. 


8307220214 Forwards IE Insp Repts 50-330/03-15 it 50-339/03-14 on 
830331-0601, No none crop 1 ia n c e noted. 

C D »vislon of Project V Resident Programs 63/06/20. 
STEWART, W.L. Virginia Electric it Power Co. 2pp. 19673 337 24X 

Fiche: 50-338. 63/06/20,8307220214 


—8307220220 IE Insp Repts 50-336/83-15 6 50-339/83-14 on 83053 1 -060 1 . Ng 
nancompUance noted, Major areas inspected : 1 i c ensee program 
far keeping radiation doses ALARA 

BARR, K. P. Region 2, Office off Director. 
83/<J6/e.4. 5pp 19673:339. 24 X Fi c he : 50-338, 03/06/20, 9307220214. 


03 ™5? 22,3 Foru,ard * IE Insp Repts 50-330/03- \\ % 50-339/03-U on 
030406-0505 No noncomp 1 j ance noted. 

er^An^ JV. t,Jvl!fon cf Project i Resident Programs. 83/07/01. 
STEWART, W L. Virginia Electric i Power Co. 2pp. 19604- 101 24X 

Fiche: 30-339.63/07/01,6307220224. *** 


8307120504 LER 83-034 /03L-0: on 830323, dur i ng Mode 1 , one header of 
control room bottled air pr esstiri zed sys had lower than 
required p ressur e. Proba b ly caused by leak from 0 bank of air 
bottles. Header r epr tssur i i e rf, W/030622 Itr. 

HARRELL, E. W. Virginia Electric it Power Co. 03/06/22 O'REILLY, J P 

Region 2. Office of Director. 2pp, 19425:019 24X 

Fiche: 50-33B, 83/06/22, B307120304, 

83-031 /03L-D: an B3061 4* w/un i t at 1007. powenFire Door 
S54/5 from emergency switchgear roam to cable vault would 
not latch. Fire watch posted immed la te ly. Caused by 
misaligned strike. Door repaired within 1 h. W/830630 ltr. 

HARRELL, E W- Virginia Electric k Power Co 03/06/30, O'REILLY, J P 

Region 2, Office of Director. 2pp. 19424:071 24X 

Fiche: 50-33B, 03/06/30, 0307120299 


B307120562 LER 83-042/03L-0: on 030606, vital bus 1-1 momen tar U y 
deenergUed while trying to clear inverter trouble alarm, 


Caused by operator error. Bus energi i ed. W/03O63O 1 tr. 
HARRELL, E. W. Virginia Electric it Power Co. 03/06/30. 

Region 2, Office of Director. 3pp, 19433: 12B 24X 

Fiche: 50-330, 83/06/30, 0307120562 


O'REILLY, J. P, 


«, 07. Int.rm.Jl.t. r«„,. channel. 


i N33 high neutron flux reactor trip setpoints found 
higher than Tech Spec limits, Caused by administrative error. 
Intermediate range setpoints r educ ed. W/830706 ltr. 

HARRELL, E W Virginia Electric & Power Co. 03/07/06. 

Region 2, Office of Director. 4pp. 19382:241 24X 

Fiche: 30-338, 83/07/06. 0307110435. 


O'REILLY, J. P. 


— 0307220267 IE Insp Repts 50-330/83-11 U 30-339/03-11 on 830406-0503 I 
none onspl jance noted. Major areas i nspec ted : r e Fti e 1 i ng., 
surveillance It maint ac fcivi ties* LER s , license conditions it 
plant operations. 

SHYhLOCK,M. B. Region 2, Office of Director. JULIAN, C. Division 
V r rD i^ C i„ !< Re * |,,ent Programs. 83/07/01 lOpp 19684:103 24X 

Fiche 50-330, 83/07/01,0307220224 


03O722OO4B LER 83-043/03L-Q: on 830620, during steady-state operation, 
greater than 12 step disagreement noted between individual 
rod position indication for Rods J-13 it Q-13, Caus ed by 
instrument drift. RPI channels r eca 1 1 b r. W/B307 13 ltr. 

HARRELL. E. W. Virginia Electric it Power Co, 83/07/13. 0 'REILLY. J, P. 

Region 2. Office of Director. 2pp. 19683:300 24X 

Fiche: 30-33B, 83/07/13, 8307220046 


0306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
monL ^ CirCUliUon Spra< < Subsystem." Svc list end. ' 

® F Efl18r 9 *ncy Preparedness i Engineering 
Response (Pest B30103L 03/07/1 1 . Consolidated Edison Co* of New 

York* Inc 134pp. 19563:293 . 24X Fiche : 50-000* 03/07/ 1 1 , 0306270401. 


LEK 93 ~ 045/03L " ,: > ; on 030628, containment average temp exceeded 
105 F twice for less than 4 h. First temp spike caused by 
mechanical chiller tripping on high lube oil temp it second 
caused by loss of bearing cooling to ch (1 ler. W/03O72O ltr. 

HARRELL, E, W. Virginia Electric U Power Co. 83/07/20 □ 'REILLY. J, P. 

Region 2, Office of Director. 2pp. 19021:042 24X 

Fiche 30-330,83/07/20, 0307290171 


8306270404 JE Info Notice 03-47* "Failure of Hydraulic Snubbers as 
jORniw CoT1 £ a "' i " 4t ® <I Hydraulic Fluid." Svc list end 
na!«? N,E ■P 1 '' 1510 " of Emergency Preparedness i Engineering 
52JI L 83/07/12 Consol idated Edison Co of Ne. 

141pp. 19563:153. 24X Fi che 50-000,03/07/12,830627040' 


S3D7290189 Updated LER B1-062/03X-2: on B10722, ubi) notified that 15 
ln fupl not meet design requirements of 

IE Bulletin 80-1 1 Caus ed by refinement in masonry wall 
design. Block walls to be rep laced. W/B30720 ltr. 

HARRELL, E. W, Virginia Electric it Power Co. 03/07/20. O'REILLY, J P 
Region 2, Office of Director. 4pp. 1982t;107. 24X 

Fiche: 50-338. 03/07/20, 0307290189, 
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DOCKET 30-33*7 NORTH ANNA POWER STATION. UNIT 2 


F. Security, medical, emergency 6 fire protection plans 


8307140068 Ac k receipt aF 830516 Itr ?< Rev 5 to guard training Zt 
qualification plans. Revs acceptable per 10CFR30. 54 ( p ) . Mod 
implementation mill be examined in forthcoming map rept. 

LEWIS, R C. Division of Project & Resident Programs 83/04/22. 
STEWART. W. L. Virginia Electric it Power Co Ip. 19314 090. 24X 

Fl che: 30-000, 83/04/22, 8307140068 


8307140333 Ack receipt of 830318 ltr re emergency exercise scheduled 
during June 1983. Sc enar io under review. Addl comments on 
exercise details will be made by telephone. 

DANCE. H. C. Division of Project it Resident Programs 83/06/15 
STEWART, W L. Virginia Electric it Power Co. Ip. 19323:232. 24X 

Fichu: 30-338, 83/06/13, 8307140353. 


8307110139 Releases public version of revised emergency plan 
implementing procedures. 

FELTON, J. M. Division of Rules and Records 83/06/24. Document 
Management Branch. Ip. 19386:014. 24X Fi ch e : 30-338, 83/06/24, 

8307110139. 


83072702B9 Forwards response to 330352 comments re inconsistencies in 
Rev 8 to security plan i ltr of understanding between 
util i. NRC Ends withheld (ref 10CFR2 790) 

STEWART, W L Virginia Electric i Power Co 83/07/22. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. Ip 19768:358 24X 

F l che 30-330, 83/07/22, 83072702B9 


G Adjudicatory correspondence 


0307120033 Advises of HJ McGurren 
Hearing Div II it transfer of Nor 
Div l to Hearing Div Il.effectiv 
CHR ISTENDURV, E Hearings Divisi 
Branch 2 TREDY. S. Hearing Bra 
Ft Che 50-338, 83/07/08, 8307150053 


reass i gnment 
th Anna case 
e 830712 
on 83/07/06 
nch 1 ip 


from Hearing Div 1 to 
from Hearing 

RUTBERG, J. Hearing 
19423: 152 24X 


8307 1 50599 Advises that Commission 830630 Memorandum i Order CLI-83-19 
vacated ALA0-6B7 to extent inconsistent w/d ec i s i on. ASLB 
cited ALAB-607 in 82)203 It 830610 memoranda 

WOLFE, S. J Atomic Safety and Licensing Board Panel 83/07/14. 
MAJPIN, M. W. Hunton i Williams {1CGUHREN, H. J. Hearing Branch 1. 
COLEMAN, J. M. Beveridge, Fairbanks it Diamond. Ip 17538:304 24X 

Fiche: 30-338, 83/07/14, 8307150297 


— 6307110163 Forwards public version of revised emergency plan 
implementing procedures, inc 1 ud ing Procedures EPIP-l ,01 re 
emergency manager controlling procedure it EPIP-3. 02 re 
activation of technical support ctr Receipt form encl. 

* Virginia Electric it Power Co. 83/04/20. NRC - No Detailed 

Affiliation Given, lp, 19386:013. 24X Fiche: 30-330, 83/06/24. 

8307110159. 


S307lB00i9 Responds to ASLB 830610 order for estimated dates of 
issuance of SERs t* EIAs for proposed actions to receive i. 
store Surry spent fuel at North Anna i expand capacity af 
North Anna fuel p oo ] . Doc umen t s to be Issued at end of yr. 

MCGURREN, H. J. Hearing Branch 1. 03/07/14 WOLFE, S J ■ KLINE, J., 

FERGUSON, G. A. Atomic Safety and Licensing Board Panel. 2pp. 

19560:152. 24X Fi che : 30-33B, 83/07/ 14, 8307100019. 


■8307110169 Public version of revised emergency plan Implementing 
procedures, inc lud ing Procedures EPIP-l. 01 re emergency 
manager controlling procedure & EPIP-3.02 re activation 
of technical support ctr. 

PAXTON. G, J. Virginia Electric it Power Co. 93/04/20. 100pp. 

19306:016. 24X Fi che: 50-339, 83/06/24. 83071 101 39 


8307110179 Releases public version of revised corporate emergency 
response plan 

FELTON, J. M Division of Rules and Records 83/06/24. Document 
Management Branch. Ip. 19386:001 24X Fi c he 30-000, 83/06/24. 

8307110179. 


J. Insurance & indemnity information 


8307130068 Forwards Endorsements 70,33,32 i 43 to NELIA it MAELU 
Policies NF-106, NF-37, MF-76 L NF-240, res pe c 1 1 ve 1 y , 

Endorsements 1-6 to NELIA Certificates N--27 6 N-28 t 
Endorsements 1-3 to MAELU Certificates M~27 i. M-20. 

PAINTER, B. F. Virginia Electric t* Power Co 03/07/05 DINITZ, I 
Antitrust L Economic Analysis Branch (Utility Finance). 33pp. 
19474 150 24X Fiche: 50-200, 83/07/05, 8307130068 


P Operating license stage documents i correspondence 


03071 10104 Public version of Rev 3 to corporate emergency response 
plan. W/0306I4 ltr. 

STEWART, W. L. Virginia Electric t* Power Co. 63/05/15. 

O'REILLY, J. P. Region 2, Office of Director 6pp 19366:002 24X 

Fiche: 50-000, 83/06/24, 03071 10179. 


8307120302 Forwards suppl to proposed Tech Spec changes re 020624 
application to amend Licenses NPP-4 Sc NPK-7 reflecting 
reorgan i i a t i on in QA dept Si addition of director - emergency 
planning to nuclear operations dept. 

STEWART, W. L. Virginia Electric & Power Co 63/07/01. DENTON, H. R. 
□ffic* of Nuclear Reactor Regulation, Director 2pp. 19424:073. 
24X Fiche: 50-338,83/07/01,8307120302 


— 8307120308 Proposed Tech Spec changes reflecting reorgani lat l on in QA 
dept it addition of director - emergency planning to nuclear 
operations dept. 

* Virginia Electric i Power Co 83/07/01. 28pp 19424:075 24X 

Fiche: 50-338, 03/07/0 1 , 8307 1 20302. 


8307120386 Forwards procedures generation package for emergency 
operating procedures in response to NUREG-0737. Supp 1 1 
(Generic Ltr 82-33). 

STEWART, W. L Virginia Electric i Power Co 83/07/01. DENTON, H. R 
Office of Nutiear Reactor Regulation, Director 13pp. 19426:209. 
24X Fiche: 30-000, 83/07/01 , 8307 1 20386 


B307120561 Suppl to 820624 application for amend to Licenses NPF-4 i. 
NPF-7, changing Tech Specs re mgt r eor gani lat ion &< records of 
annual audits for emergency & security plans. 

STEWART, W. L. Virginia Electric V. Power Ca 83/07/01 DENTON, H, R, 
Office of Nuclear Reactor Regulation, Director 2pp. 19433:090 
24X Fiche: 50-338, 03/07/01, 0307120361. 


8307190041 Forwards IE Safeguards Insp Repts 30-338/83-16 it 
30-338/83-15 on 830626-30 No noncompliance noted. 

DANCE, H. C, Division of Project it Resident Programs. 83/07/15, 
STEWART, W. L Virginia Electric i Power Co. 2pp 19635 138 24X 

Fiche; 50-330, 83/07/13, 8307190041. 


8306060070 Generic Ltr E3-22 to all operating reactor licensees, 
applicants for OLs it holders of CPs for Wes t inghouae PWRs 
ro safety evaluation of “Emergency Response Guidelines “ 

Svc list encl. 

EISENKUT, D. G Division of Licensing 8.1/06/03. Yankee Atomic 
Electric Co lOpp 19363:116. 24X Fiche: 50-000, 83/06/03, 

0306060070. 


8307050288 Responds to B30312 ltr informing NRC that License Condition 
2. C(21 K i ) ( iv) re containment high-range radiation monitors, 
satisfied per NUREG-0737, I tern II. F. 1. In-situ calibr of 
containment high-range monitors verified 

CLARK, R A. Operating Reactors Branch 3 83/06/15. STEWART, W. L. 

Virginia Electric U Power Co 2pp. 19263. 219. 24X 

Fiche 30-339, 83/06/13, 0307050288. 


Q3O7O5O290 Responds to B30519 ltr informing NRC that License Conditions 
2. Ci 1 5 ) < b > (2) it 2 C(l5>(h)(4i re diesel generator 
reliability c omp 1 e ted Ver i f ic a t i on of license conditions 
will be contained in forthcoming insp rept 

CLARK, R A. Operating Reactors Branch 3. 83/06/13. STEWART, W. L. 

Virginia Electric i Power Co 2pp. 19263:237 24X 

Fiche: 30-339, 83/06/13, 8307050298. 


8307010090 Advises of changes to NPDES permit L state certification 
Section 40i. Changes result from study to be done re impact 
of thermal discharges on biota in Lake Anna List of interim 
actions for state water control board to initiate encl 
STEWART, W L. Virginia Electric i Power Co. 83/06/27. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. CLARK, R. A 
Operating Reactors Branch 3. 2pp 19124:333. 24X 

Fiche: 30-338, 83/06/27, 0307010090 


830723043) "North Anna Unit 2, Cycle 3 Startup Physics Test Rept . " 
W/0307 1 9 ltr. 

STEWART, W L. , MANN, H D. , RUFTY, S, J Virginia Electric 6 Power Co 
VEP-N8S-4 83/06/30. DENTON, H. R , Office of Nuclear Reactor 

Regulation, Director. CLARK, R. A. Operating Reactors Branch 3. 
64pp 19702:094. 24X Fiche: 50-339, 83/06/30. 8307250451 . 


— 8307190060 IE Safeguards Insp Repts 30-33B/83-16 it 30-339/83-15 on 
830626-30. No noncompliance noted. Major areas inspected: 
security mgt,repts it record s, ma inf, phys lea 1 barriers it 
protected areas. Data i 1 s wttheld (ref 10CFR73. 21 > 

HALL, B. L. Region 2, Office of Director. 83/07/14, Ip 
19633:140, 24X Fi c h e : 30-338, 83/07/ 1 3. 8307 19004 1 . 


8307120302 Forwards suppl to proposed Tech Spec changes re 820624 
application to amend Litenses NPF-4 6 NPF-7 reflecting 
reorganisation in QA dept 6 addition of director - emergency 
planning to nuclear operations dept. 

STEWART, W L Virginia Electric & Power Co. 83/07/01. DENTON, H. R. 
Office of Nuclear Reactor Regulation- Director CLARK, R. A 
Operating Reactors Branch 3. 2pp 19424. 073 24X 

Fiche, 30-338, 03/07/01 , 8307120302. 
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--B307120306 Proposed Tech Spec changes reflecting reorgani iati on in QA 
dept b addition of director ~ emergency planning to nuclear 
operations dept 

♦ Virginia Electric b Power Co 83/07/01 28pp 19424:075. 24X 

Fiche 50-338.03/07/01.8307130302 


8307120361 Sup p 1 to 020624 application for amend to Licenses NPF-4 t 
NPF-7. ch ang i ng Tech Specs re mgt reorgani iati on b records of 
annual audits for emergency b security plans 

STEWART. W L Virginia Electric b Power Co. 83/07/01 DENTON. H. R. 
Office of Nuclear Reactor Regulation- Director CLARK. R. A. 
Operating Reactors Branch 3 2pp. 19433' 098 24X 

Fiche: 50-338. 83/07/01 . 0307 120561 . 


■0307120566 Suppl to 820624 application to amend Tech Specs to reflect 
mg t reorgani rat ion. 

* Virginia Electric 6 Power Co 83/07/01. 28pp 19433 100 24X 

Fiche 50-33B, 83/07/01 . 83071 20561 


8306270397 Generic Ltr 83-26 to all applicants for OLs U holders of 
CPs for power reactors re c lar i f 1 ca t i on of surveillance 
requirements for diesel fuel impurity Svc list end 
EISENHUT.D G Division of Licensing 03/07/05. Consolidated 
Edison Co of New York. Inc 16pp 19390:317 24X 

Fiche. 5G-000. 83/07/05. 8306270397. 


8307060329 Generic Ltr 83-27 to all licensees b applicants for 
operating power reactors {< holders of CPs for power reactors 
re surveillance intervals in STS Svc list end 

EISENHUT, D. G Division of Licensing. 03/07/06. Consolidated 
Edison Co of New York. Inc 16pp. 19669,254. 24X 

Fiche: 50-000. 83/07/06.8307060329 


8307120268 Forwards supplemental info in response to B3D309 if 0615 Core 
Performance Branch questions re 587.8 F RCS temp. per 
application to amend Licenses NPF-4 b NPF-7 Tables re 
correlation limits b core condition provided. 

STEWART. W L Virginia Electric b Power Co. 83/07/06. DENTON. HR. 
Office of Nuclear Reactor Regulation. Director. CLARK. R. A, 

Operating Reactors Branch 3. 5pp 19424:154 24X 

Fiche: 50-330. 83/07/06. 8307120260 


8307120356 Suppl* info to 821230 application for amend to Licenses 
NPF-4 b NPF-7 allowing operation at RCS temp of 587 8 F, per 
NRC 830427 6 0621 questions. 

STEWART, W L. Virginia Electric 6 Power Co. 83/07/06 DENTQN, H. R. 
Office u f Nuclear Reactor Regulation. Director CLARK, R, A, 
Operating Reactors Branch 3 4pp. 19429:082. 24X 

Fiche: 50-330. 83/07/06. 0307120356. 


— 0307120361 Proposed Tech Specs re RCS temp 

* Virginia Electric b Power Co. 03/07/06. 9pp 19429:006. 24X 

Fiche 50-330, 83/07/06. 8307120356. 


0307120441 Requests deletion of proposed change to partial power 
multiplier on Fxy b Issue 0. 3 FNH part power multiplier 
setpoint-, consistent w/5B2 8 F operation for Facility.per 
821208 application fox amend to License NPF-7. 

STEWART, WL Virginia Electric b Pawar Co. 03/07/06. DENTON, H. fl. 
Office of Nuclear Reactor Regulation, Director. CLARK, R. A. 
Operating Reactors Branch 3. ~pp 19425: 333 24X 

F ; t h i* : *0-339, F2/07/0*,. H3C7 3 204- 1 . 


Q. Inspection reports, IE Bulletins 6 correspondence 


8307060042 Requests written interpretation of 1 0CFR2O 202 ( b > < 2 ) b 
20.2031b) re posting of radiation areas, In light of notice 
of violation recently issued to util. 

STEWART, W L. Virginia Electric b Power Co 03/06/27. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. CLARK, R. A. 
Operating Reactors Branch 3. 3pp t9251:049, 24X 

Fiche: 50-330. 03/06/27. 0307060042. 


8307220214 Forwards IE Insp Repts 50-338/83-15 b 50-339/03-14 on 
830331-0601- No none omp 1 i anc e noted 

DANCE, H.C. Division of Project b Resident Programs. 83/06/28. 
STEWART, W L Virginia Electric b Power Co. 2pp. 19673:337. 24X 

Fiche: 50-330, 03/06/28, 0307220214. 


—0307220220 IE Insp Repts 50-338/83-15 b 30-339/03-14 on 030531-0601. No 
nancomp 1 lance noted Major areas inspected: 1 icensee program 
for keeping radiation doses ALARA. 

HQSEY.C.M. , WRAY, J. R. , BARR, K. P. Region 2, Office of Director. 
83/06/24 5pp. 19673:339 24X F i c h e : 50-330, 83/06/28, 830722021 4. 


0307220224 Forwards IE Insp Repts 50-338/83-11 b 50-339/83-11 on 
830406-0505. No none amp li arte e noted 

DANCE. H.C. Division of Project b Resident Programs. 83/07/01. 
STEWART, W.L. Virginia Electric «, Power Co. 2pp. 19604:181. 24X 

Fiche: 50-330, 03/07/01 , 0307220224. 


—0307220267 IE Insp Repts 50-330/03-11 b 50-339/83-11 On 030406-0505. No 
noncompliance noted. Major areas inspec ted : refue 1 Ing, 
surveillance b maint ac tivi t i es< LERs. 1 Icense conditions b 
p tant operations. 

SHYMLOCK* M. B. Region 2, Office of Director JULIAN, C. Division 
of Project b Resident Programs. 03/07/01. 10pp. 19684: 183. 24X 

Fiche 50-33B, 83/07/01, 8307220224 


8306270401 IE Info Notice 83-46, “Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 03/07/11. Consolidated Edison Co of New 

York. Inc 154pp, 19563:293 24X Fiche : 30-000, B3/07/I1 , 8306270401. 


0306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list enc I . 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 030103). 83/07/12 Consolidated Edison Co. of New 

York, Inc 1 4 1 pp . 19563:153 24X Fi che: 50-000, 83/07/ 12, 0306270404, 


8306270406 IE Info Notice 83-40, "Gaseous Effluent Release* of 
Radioactive 1-125 b I-J31 in Excess of NRC Limits. " Svc list 
one I. 

TAYLOR i J. M. Division of QA, Safeguards b Inspection Programs (Post 
8301031. 03/07/14, Consolidated Edison Co. of New York, Inc. 

114pp. 19715:270. 24X Fi c h e : 30-000, 83/07/1 4. 0306270406. 


0307100106 Forward a insp fees for Unit 1 from Mar 1902 - Mar 1903 b 
Unit 2 from Apr 1902 - Apr 1903. 

STEWART. W. L. Virginia Electric b Power Co. 03/07/14. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. BARRY, L, Division 
of Accounting lp, 19956:212 24X Fl che: 50-330, 83/07/14, 

8307100106. 


JtiUrtK:? r * » > - Pt-./fi i-Ci 5>1 1 licensers cf operating reactors, 

applicants fox 1 QL b holders of CP* re required actions based 
on generic implications of Salem ATWS events Svc list end. 
EISENHJT.DG Division of Licensing. 83/07/08. Consolidated 
Edison Co of New York. Inc. 38pp 19669: 269 24X 

KiC he: 50-000- 83/07/ OB, 8307000169, 


0307190041 Forward* IE Safeguards Insp Repts 50-338/83-16 b 
50-338/83-15 on 830626-30. No noncompliance noted. 

DANCE, H.C. Division of Project & Resident Program*. 83/07/15. 
STEWART, WL. Virginia Electric b Power Co, 2pp 19635 130 24X 

Fiche: 30-330, 83/07/15, 0307190041. 


8307180097 Suppl to 701230 application for amend to Licenses NPF-4 b 
NPF-7 allowing eporation at PCS average temp of 007 8 F 
Info reflects results of containment LUCA reana lusls 
performed by SbW. 

STEWART.W L. Virginia Electric b Power Co. 83/07/11. DENTON, H. R 
Office of Nuclear Reactor Regulation Director CLARK, R. A 

Operating Reactors Branch 4 I6pp 19556:340. 24X 

Fiche; 50-330. 83/07/ 1 1 , 8307160097. 


830710010- Submits final resolution of open items identified in draft 
technical evaluation rept dtd 830222 demonstrating 
conformance to NUREG-0612. “Control of Heavy Loads at 
Nuclear Pouer Plants, " Phase {. 

STEWART. W L Virginia Electric b Power Co. 03/07/12 DENTON, H. R 
Office of Nuclear Reactor Regulation, Diractor. CLARK, R A 
Operating Reactor* Branch 3 4pp 19557 003 24X 

Fiche: 50-338. 83/07/12. 8307180100 


-8307190060 IE Safeguards Insp Ropts 50-338/83-16 b 50-339/83-15 on 
030626-30. No none omp 1 i anc e noted Major area* inspected: 
security mgt, repts * records* ma int, phys i cal barrier* & 
protected areas. Dotal 1 s witheld (ref 10CFR73 21). 

HALL, □. L Region 2, Office of Director. MCGUIRE. D. R. Division of 
Emergency Preparedness b Materials Safety. 83/07/U, In 
19635 140. 24X Fi che; 50-338, 83/07/ 1 5. B307J9004 1 


R_ Periodic operating report* b related correspondence 




BCHM1 TENDORF, G. , STEWART. WL. Virginia Electric b Power Co. 
83/06/03. HALLER, N M, Office of Resource Management, Director. 
14pp. 1 9603. 324. 24X F i ch e . 50-333. 03/06/03, 0307220 1 92, 


Reportable occurrences, LERs b related correspondence 


8307390324 Forwards AEOD technical review vept, "Design Deficiency in 
Control Circuits of Feedwater Isolation Valves b BIT ^ 

" N ° further actions contemplated, 

Reatfeor Operation* Analysis Branch. 83/06/13. 

Reactar Operations Analysis Branch. lp. 19858 140 
24X Fiche 50-339,83/06/13,8307290324 P 
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— 0307290330 “Design Deficiency in Control Circuits of Feedwater 
Isolation Valves & BIT Recirculation Valves. " AEGD 
technical review rept. 

CHIRAMAL, M. Reactor Operations Analysis Branch. 03/06/13. 3pp 
19038:149. 24X Fi c h e : 50-339, 83/06/ 1 3, 8307290324, 


8307120254 LER 83-045/03L-0: on 830614. Fire Door S71 -1 0, b e tween 
Emergency Diesel Generator Room 2H tx turbine bldg. would not 
latch & lock. Caused by stuck latch Latch adjusted tx. 
lubricated. Door designs mod i f i ed . W/830622 ltr. 

HARRELL, E W Virginia Electric 6 Power Co 83/06/22 O 'REILLY. J. P 
Region 2. Office of Director. 2pp. 19419:338. 24X 

Fiche: 50-339, 83/06/22, 8307120294. 


3307120491 LER 03— 044/03L— Q: on 830526, d u r trig Mode 3. one recirculation 
valve on each of two casing cooling pumps found open. Caused 
by procedure inadequacy. Va Ives closed immediately Maint 
procedure will be r ev i s ed . W/830623 ltr 

HARRELL. E. W. Virginia Electric tx Power Co. 03/06/23. O'REILLY, J.P 
Region 2, Office of Director. 3pp. 19425:023. 24X 

Fiche: 30-339, 03/06/23, 0307120491 . 


0307120094 LER 83-047 /03L— 0; on 630330. emergency diesel generator 2d 
tripped on high crankcase pressure during surveillance 
testing. Cause not determined. Diese 1 tested satisfactorily. 

H 7830620 ltr. 

HARRELL, E. W. Virginia Electric & Power Co. 83/06/28. Q 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 19423:076. 24X 

Fiche: 30-339, 83/06/20, 8307120094. 


0307 1 10375 LER B3-048/03L-0: on 830606 6 1 7, 1 n t ermed i a t e range channels 
N33 tx N36 high neutron flux reactor trip setpoints exceeded 
Tech Spec requirements. Caused by administrative error. 

Setpoints reduced. W/B30706 Ur. 

HARRELL, E. W. Virginia Electric tx Power Co. 83/07/06. O'REILLY, J.P. 

Region 2, Office of Director 4pp. 19380 331, 24X 

Fiche: 30-339, 83/07/06, B3071 10373. 


83072201 10 LER 83-043/03L-0: on 830620-27, dur i ng startup from Mode 3 tx 
subsequent \OQV. power operation, 34 rod position indicators 
deviated greater than 12 steps from group demand position 
Caused by temp var i a t 1 ons . W/B30707 ltr. 

HARRELL, E. U. Virginia Electric tx Power Co 83/07/07. 0 'REILLY, J. P, 

Region 2. Office of Director 2pp. 19684:031 24X 

Fiche: 30-339, 83/07/07, 0307220 lie. 


3307220123 LER 83-050/03L— 0: on 0306 1 3. w/un i t at lOO'/t p owgr, emerg ency 
diesel generator 2J tripped during surveillance testing 
Caused by high jacket coolant temp Setpoint found lower than 
required. Setpoint recalibr sat i s fac tor i ly. W/030707 Ur. 

HARRELL, E. W. Virginia Electric tx Power Co. 03/07/07. O'REILLY, J P 
Region 2, Office of Director. 4pp. 19684:037. 24X 

Fiche: 30-339, 83/07/07, 0307220123. 


3307290038 LER 83-052/03L-0: on 030620, ind ividual rod position 
indication for channels F-04.D-10 tx M-Q4 deviated from group 
demand position by greater than 12 steps Caused by 
instrument dr i ft. Channels recalibr . W/03O72Q ltr. 

HARRELL, E. W. Virginia Electric tx Power Co. 83/07/20. O 'REILLY, J. P. 

Region 2. Office of Director. 2pp 19821.076 24X 

Fiche: 30-339, 83/07/20, 8307290030. 


1307290073 Updated LER 83-038/03X- 1 : on 830303, RHR pump B suction last 
during transfer of water from RCS to refueling storge tank. 

Caused by RCS being pumped below operating limit. RCS 
refilled tx RHR pump suction res tor ed, H/030720 ltr. 

HARRELL, E. W. Virginia Electric tx Power Co 93/07/20 O'REILLY, J.P 
Region 2, Office of Director. 3pp. J9B22: 172. 24X 

Fiche: 90-337, 03/07/20, 8307290073, 


1307290187 LER 83-031 /03L-0: on 830627 tx 0702, RCS subcaolant margin 
monitor A failed to operate correc 1 1 y. Cause on 030627 due 
to failed low level data board tx on 030702 due to failed 
computation board. Mon 1 tor will be re located. W/030720 ltr. 

HARRELL, E. W. Virginia Electric tx Power Co. 83/07/20 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 19821:148. 24X 

Fiche: 30-339, 83/07/20, 8307290187. 


□CKET 50-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 


Application/construction stage documents 4c correspondence 


30-6270395 Generic Ltr 03-24 to all DWR applicants for QL 5, holders of 
OL.S for Grand Gulf, LaSalle St Susquehanna re TMI Task Action 
Plan Item I. G. 1, "Special Low Power Testing V Training 
8t Recommendations for BWRs. " Svc list end. 

EISENHUT, D. G. Division of Licensing. 83/06/29. Long Island 
Lighting Co. 26pp. 19304:113. 24X FJ che: 50-000, B3/06/29, 

8306270395. 


Q3070 1016V forwards Amend 49 to application for 01. tx Amend 49 to 
FSAR 

LANDGRAF, l . C LeBoeuf, Lamb, L.eiby V MacRae 83/06/30. DENTON, H 
Office of Nuclear Reactor Regulation, Diiector lp. 17169:200. 24X 

Fiche 30-341, 83/06/30, 8307010169 


— 0307010173 Amend 49 to application for OL 

HE I DEL, CM, Detroit Edison Co 83/06/30 Jp 19169:281. 24X 

Fiche 50-34 1 , 83/06/30, 83070101 69 


8306270397 Generic Ltr 03-26 to all applicants for OLs tx holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity Svc list end. 

EISENHUT, D G Division of Licensing 83/07/05 Consolidated 
Edison Co of New York, Inc I6pp 19390.317. 24X 

Fiche 30-000, 83/07/05, 8306270397 


8307130301 Notification of B30707 meeting w/util in Bethesda, MD to 
discuss design criteria for ins trumentat ion, control 6 power 
cables of standby liquid control sys. 

LYNCH, M D Licensing Branch 1 83/07/05. YOUNGBLOOD. B. J. 

Licensing Branch 1. 3pp. 19525:352 24X F i c h e ; 50-34 i , 83/07/03, 

8307J30301. 


830706032? Generic Ltr 03-27 to all licensees tx. applicants for 
operating power reactors t holders of CPs for power reactors 
re surveillance intervals in STS Svc list end. 

EISENHUT, D.G Division of Licensing 83/07/06. Consolidated 
Edison Co of New York. Inc. 16pp 19669 254 24X 

Fiche: 50-000. 83/07/06, 8307060329. 


8307130297 Reissued notification of 830707 meeting w/util in Bethesda, 
MD to discuss design criteria for instrumentation, control & 
power cables of standby liquid control sys Meeting time tx. 
location changed 

LYNCH, M D Licensing Branch l 03/07/06. YOUNGBLOOD, B. J. 

Licensing Branch L 3pp. 19511:116 24X Fiche 30 - 341 , 03/07/06, 

8307130297. 


8307120239 Forwards Certificate of Svc indicating that Amend 49 to 
amended t> substituted application for licenses served on 
listed persons 

MATERS, B. R. Detroit Edison Co 83/07/07 Office of Nuclear 
Reactor Regulation, Director 3pp. 19423 197. 24X 

Fiche: 30-341, 83/07/07, 0307120239 


0307080169 Generic Ltr 83-20 to all licensees of operating reactors, 
applicants for OL & holders of CPs re required actions based 
on generic implications of Salem ATHS events Svc list encl. 
EISENHUT, D G. Division of Licensing. 83/07/08. Consolidated 
Edison Co of New York, fnc. 38pp 19669.269. 24X 

Fiche: 50-000, 83/07/00, 8307080169 


0307210020 Advises that methodology for establishing setpoints for 
Tech Specs will be provided by B3GG29. Mb thod a l og y could be 
generic. Feasibi 1 1 ty of response by Licensing Review Group 
to NRC 830614 ltr under consideration. 

TAUBERrH. Detroit Edison Co. 83/07/15 YOUNGBLOOD, 0 J Licensing 
Branch 1. lp 19668:348 24X Fiche : 50-341 , 03/07/ 15, 830721002B 


0307290493 Notification of B30721 meeting w/util in Bethesda, MD to 
discuss applicant proposal to form independent safety 
evaluation group 

LYNCH, M. D Licensing Branch 1 83/07/15 YOUNGBLOOD, B J. 

Licensing Branch t. 3pp. 19058:286. 24X Fi che : 50-341, 03/07/1 5, 

0307290493 


8307270207 Forwards "Environ Qualification of 5af ety-Re lated 
Electrical Equipment for Harsh Environ," Vo)s 1-3, in 
response to NUREG-0588. NRC site verification visit expected 
in late Jul or Aug Response to 10CFR30 49 will bo provided. 

TAUBER, H. Detroit Edison Co. B3/D7/J9 YOUNGBLOOD, B. J. Licensing 

Branch 1 Ip. 19770:148. 24X Fiche ; 50-341 , 83/07/19, 0307270207 


— 8307270215 "Environ Qualification of Saf ety-Helated Electrical 
Equipment for Harsh Environ," Vo l s J-3, inc lud ing program 
description tx action p 1 ans, summary sheets tx jus t i f icat ion 
for interim operation, in response to NUREG-0588. 

* Detroit Edison Co. 83/07/31. l?15pp 19770:149 24X 

Fiche: 50-341 , 83/07/19, 8307270207. 


8307280487 Summary of 830707 meeting w/utils.GE tx KMC, Inc in 
Bethesda, MD re standby liquid control sys. 

LYNCH, M D Licensing Branch 1. 83/07717 Licensing Branch l 

10 pp. 19026:052 24X F iche : 50-341 . 83/07/1 9, 0307280487 
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B'POrl ISER>. 5upr ,l s 4 c 0 rT**p O M,r,ce 

* sfc,:sc«KfS5tt ° F 


0307010173 Amend 49 to application for OL. 
HEIDEL, C. M Detroit Edison Co. 03/06/30 
Fiche 30-341. 83/06/30i 8307010169 

— 83070101 75 Amend 49 to FSAR. 

* Detroit Edison Co, -03/06/30. 161pp. 

Fiche : 50-341, 83/06/30, 0307010169. 


ip. 19169:281. 24X 


19169: 282. 24X 


for Effects of Site-Specific Earthquake.- 9 

»’»■ 19424 : 007. 

n0<,ical< emergency fi r * protection plans 


Q. Inspection reports, IE Bulletins k correspondence 

9307000286 Forwards IE Insp Rept 50-341 /B3-1 4 on 030531-0603 * notice 
of violation. 

LITTLE. W. 5 Region 3, Office of Director. 03/06/24 WELLS, D A 

2™^L!? iBOn C °- 2pp 1^331:193. 24X Fiche: 30-341,83/06/24. ’ 

030 7080206 


loading Rev withheld v 


TAUBER, H. Detroit Edison Co. B3/06/29 Office of Nuclear B, af tnr 

Regulation. Director. ip 19199043 — - - ■ _ of J * oc Isar Re * ctt > r 

0307050 ! 07 . ° 


24X Fi Che : 30-341 , 83/06/29, 


93070400^ Far^rd, fio.,1 SALP R„t SO-31 I /B3- 13 for Oct 1?8I - 
aept 1982. Pos > tive performance noted in areas of 

licensln^arM *!?* 0 ro 9rams, emergent t , preparedness U 
licensing activities. 

KEPPLER, J^G. Region 3, Qfn ce of Director 83/06/29 WELLS, D A 
9307040099* S ° n C ° '* a^F.chr: 30-34 1 93/04/2^ 

—3307060106 Final SALP Rept 30-341/83-13 for Oct 1981 - Seat 1902 
Fir h* 9 in n ->?'. 0ffU ® °* Director. 83/06/29. 31pp. 19251-290 

Fiche: 50-341, Q3/06/29, 8307060099. PP ‘ * iV0> 


24X 


0307000289 Notice of violation from insp on 830531-0603. 

L ITTLE* W. 8. Region 3, Office of Director. 83/06/24. 2pp 
19351:193. 24X Fi c h e: 50-34 1 , 03/06/24 , 8307000286. 

-0307000293 IE Insp Rept 50-341/83-14 on 030531-0603. Noncomp 1 i anc e 
noted: failure to comply td/ASNE Code requirements during 


liquid penetrant e*am». 
WARD, K. 0. , CILIMDERO, R. L. , 
Director. 03/06/24, I3pp 
03O7O8O2B6. 


KEATINO, D. E. 
19331 : 197. 


Region 3, Office of 

24 X Fiche: 50-341, B3/06/24, 


8307060099 Forwards final SALP Rept 50-34 1/83-13 for Oct 1981 - 
Sept 1902. Positive performance noted in areas of 
preoper ational test programs, emergency preparedness ?, 
licensing activities. 

KEPPLER,UG, Region 3, Office of Director. 83/06/29. WELLS, D A 
8307040 099 * 5 ° n ’ P ’ 1,231:289 29X Fich,: 30-341. 93/04/29. 


-0307040114 Forward, ,u»*ar, of SALP Board finding 4 pro, i„„„rg SALP 
:; P c 4 |S J 7 19Bl Sept 19a2 ’ for comment within 20 days 
U 1,8 scheduled for 830120 at Region III ofes 

vir Q BflC I rept. 

KIND, J. A. Region. 3, Office of Director. 83/01/14 WELLS, D A 
lVo?oloo"V*° U C ° 4PP 193513!7 - «?4X F I Ch e : 50-34 l^f 83/06/29, 

Provld! «^ info re alternate emergency operations 

faeility^per NRC request. Wayne/Monroe Div headquarters, 
located 22. 5 mile, from s i to. s el ec ted for available 
communications it space. 

nf^nrh'V Detroit Edison Co 83/06/29 YOUNGBLOOD, B. J. Licensing 
Branch 1. Ip 19234:001. 24X Fiche: SO-341 , 03/06/29, 8307060362. 

G. Adjudicatory correspondence 

t" 5 “ 8T “KPO’jnS Ciu,,., far t=„pl.gn,.nt & Energg 330622 
petition for review of A8LAR 030602 decision ALAB-730, 
affirming A5LB G2I029 Initial Decision, LBP-B2-96 re OL 

1 d b * ittni * 4 .Certificate of Svc end 

M«R« A* 0 ",' 0 VO,OT ' HH L,no„ U f. La»h, Lelbg 4 

flacRae^ 83/07/07. Commisstonars 13pp. 19350. I6B 24X 

Fiche; 50-341, 83/07/07,8307080302. 

S3 ^I!t? i|7 «" S, T” '■PP 0 , *"9 Citforno for Sn,,, logmont 4 £ n0 r 9 9 930622 
fj* =, 1 Commi ,5 lon rev, ear of ALAB-730 affirming SN 
LOP-82 96 which ruled on emergency planning t< late-filed 
5.22i e .H5! 0 "*L C * rti f ‘eafce a * Svc end. 

12pp. 


-H^u/060106 Final SALP Rept 50-341/03-13 for Qc t 19BI 
* Region 3, Office of Director, 03/06/29. 31po 
Fiche: 50-341,83/06/29, 8307060099. 


- Sept 1982. 
19251 : 290. 


24 X 


l !' 9 ^ 74 e ^?i C ' P -«v H |f ^ i nS «S ^4 ^' , 4 83/07/07. Co«mi« i on.r,. 

19374.325 24X F! c he : 50-34 1 , 83/07/07, 8307 110047. 


83 ? 71 ??^ 7 Forwards ASLAB decision re emergency plonking issues raised 
for Energy * Emp 1 o tfmen t Doc i s i on on Citiiens 
830622 petition For Commission review of A8LAQ decision will 
be made aval lab 1 e. W/o end, 

WOO DUE AD. CL P. Hearing Drench 4. 03/07/11 FERRY, S. Federal 

Emergency Management Agency. ip. 19474 347 pay 
Fiche: 50-341, 83/07/11, 8307130227, 

a3 rIw“ 3 Al.SS-?So' ! ‘ te " <1 "’ 9 '*”' 0r " ; ‘ , BMB?3 for to «t to 

r™w«. J ' “ f th » S> cretin, of the Comm ,«s ion. 93/07/21 

03072 30357 * r * 1,703 843 29X Picho : SO-341, 83/07/22, 

K, Utility Final Safetg Analgiis Report IFSARl S, amends 


' a3 ?Iof tor ’T a r V .Son S i L '' B “ a,,d ,lndi "3 5 «- prollmlnarg SALP 

rept for Dc t 1901 - Sep t 1982, for comment within 20 days 
of SALP meeting scheduled for 830120 at Region III oft* 

W/o en-c l rept. 

HlNDaJ. A. Region 3, Office of Director. 03/01/14. WELLS, D A 

030^60099 ° Ct> ‘ * PP ’ 19331:317 24X Fiche: 30-341, 03/06/29, 

0306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
™H R c C . lrClllati<in Spray Subsystem." Bvt list end 
JORDAN, E L, Division of Emergency Pr eparetJnes s Engineering 
Response (Post 0301031. B3/07/11. Consolidated Edison Co of New 

York, Inc. 154pp. 19563:293. 24X FI che: 50-000, 03/07/1 1, 0306270401. 

0306270404 IE i n fo Notice 03-47, "Failure of Hydraulic Snubbers as 
of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 03O1O3J. B3/07/12, Consolidated Edison Co of New 

York, Tnc, 141pp. 19563:153. 24X Fich e: 50-000, 03/07/ 12, 8306270404. 

8307280304 Forwards IE Insp Rept 30-341/83-07 on 830315-0503 & notice 
or violation. 

BPEBSARD, R. L. Division of Engineering. 83/07/13. WELLS, D A 
0307200384 1 6 ° " Co ’ 2pp - 19796 ° 67 - ^ F i c h e ■ 50-34 1 , 03/07/ 13, 

--8307200388 Notice of violation from insp on 830315-0503. 

R L Division of Engineering. 83/07/13. 3po 
19796:069. 24X F i c h *: 50-34 1 , 83/07/13, 8307200384. 

— 8307280395 IE Insp Rept 50-341/83-07 on 83031 5-0503. Nancomp 1 i anc e 
noted failure to take followup action to determine 
effectiveness of decision change distribution program & 
to follow procedure, 

P \,; NA,0 V;^' «ENDEZ,H. Rag i on 3. Of, loo of Director. 
83/07/12. 27pp. 19796:072. 24X Fiche: 50-34 1 , 03/07/1 3, 0307300304, 

0306270406 IE Info Notice 03-40, "Gaseous Effluent Releases of 
Radioactive 1-125 & 1-13! in Excess of NRC Limits." Svc list 
ere I. 

° f ° At Safe 9 Uards «* Inspection Programs (post 
830103). 83/07/14. Consolidated Edison Co. of New York, Inc. 

114pp. 19715:270. 24X Fi c h e . 50-000, 83/07/1 4, 0306270406. 


03 FSAn° l6<? Forwards Amend 49 to application for OL U Amend 49 


to 


LANDORAF, L.. C. LePoeuf, Lamb, Leiby $ 
Office of Nuclear Reactor Regulation, 
Fiche: 50-341, 83/06/30, 0307010169. 


MatRae. 03/06/30 DENTON, H. 
Director !p. J9169;2aO. 24X 



DOCKETED ITEMS 


1&1 


S. Reportable QccurrenceSi LERs & related correspondence 


0307060064 Final deficiency rept re Agastat relay bases remaining open 
when relays should be c losed. Ini t ial ly reported on 791109. 

Caused by mounting base sockets being pushed away from 
misaligned relay pins. Relays replaced. 

WELLS# D. A. Detroit Edison Co. 03/06/10 KEPPLER# J. 0. Region 3, 
Office of Director. 2pp. 19230.279. 24X Fi che: 50-341i 03/06/10. 

0307060064. 


0307060016 Final Deficiency Rept Item 93 re Comsip.Jnc post-LQCA 
containment gas monitoring sys. Initially reported on 830324. 

Item not reportable per 10CFR30. 53e since sys not in use at 
fac 1 1 i ty. Also reported per Part 21. 

WELLS# D. A- Detroit Edison Co, 03/06/24. KEPPLER# J. G. Region 3# 
Office of Director. Ip. 19231:033. 24X Fic he: 30-341 , 03/06/24, 

0307060016. 


8307060137 Interim Deficiency Rept Item 04 re security sy* b fire 
detection equipment mounted from block ual U j contrary to IE 
Bulletin 00-1 1. Ini t lal ly reported on 82 1 2 1 3. Ar c h i tec tura 1 / 
civil group conducting final analysis of block walls. 

WELLS# 0. A. Detroit Edison Co. 03/06/20. KEPPLER, J. G. Region 3# 
Office of Director. 2pp. 19252:246. 24X Fiche: 30-341, 83/06/28# 

0307060137. 


DOCKET 30-344 TROJAN NUCLEAR PLANT 


F. Security# medical, emergency b fire protection plans 


0307060039 Submits addl info in support of 030427 fire protection 
exemption request for 43-ft elevation of fuel b auxiliary 
bldgs. W/one overslie drawl ng . Ap er tur e card is available in 
PDR. 

BROEHL# D. J. Portland General Electric Co 03/06/30. CLARK# R. A. 
Operating Reactors Branch 3. 9pp. 19239:246. 24X 

Fiche: 30-344, 83/06/30# 0307060039. 


0307180049 Forwards safety evaluation of NRC 030620-24 App R audit 
findings. Adequate fire protection features will bo 
installed prior to Fuel Cycle 6. Further App R exemption 
requests forthcoming. 

BROEHL# D. J. Portland Qeneral Electric Co 03/07/00. MARTIN# J. B, 
Region 3# Office of Director. 2Bpp. 19936:272 24X 

Fiche: 50-344# 03/07/00, 0307180049. 


0307270037 Forwards exemption from fire protection requirements for 
equipment important to safe shutdown. 

CLARK# R. A. Operating Reactors Branch 3, 03/07/08. WITHERS# B. D. 

Portland General Electric Co. 3pp. 19011:240. 24X 

Fiche: 30-344# 03/07/00# 0307270037. 


— 0307270042 Exemption from fire protection requirements for equipment 
Important to safe shutdown. 

PURPLE# R. A. Division of Licensing. 83/07/00. Portland General 
Electric Co. 6pp. 19011:251. 24X F 1 ch a : 30-344# 03/07/00, 

8307270037. 


8307270267 Informs that BI1203 evaluation of design plan for emergency 
response facilities based on NUREG-0014 not applicable par 
issuance of Suppi i to NUREG-0737. 

CLARK, R. A. Operating Reactors Branch 2. 03/07/il. WITHERS# B. D. 

Portland General Electric Co. 2pp. 19011:132. 24X 

Fiche: 50-344, 83/07/1 1# 8307270267. 


8307210223 Forwards fire protection exemption request re reactor 
coolant pump oil collection sys b addl technical 
justification for App R audit findings 

BROEHL, D. J. Portland General Electric Co. 83/07/15. CLARK# R. A. 
Operating Reactors Branch 3. 10pp. 19664:051. 24X 

Fiche: 90-344, 83/07/15# 8307210223. 


H. General correspondence 


8307190489 Responds to 830620 ltr & confirms 830627 telcon re writing 
style requirements. 

TRAMMELL, C, M. Operating Reactors Branch 3. 83/07/09. ROUSE# E. A. 

Portland General Electric Ca. Ip. 19651:354. 24X 

Fiche: 50-344# 83/07/05, B3071 90485. 


J. Insurance b indemnity information 


8307260400 Forwards Endorsement 61 to NELIA Policy NF-225. 

JOHANSEN# E. Portland General Electric Co. 03/07/19. SALTZMAN# J, 
Office oP State Programs# Director. 2pp. 19731:346. 24X 

Fiche: 90-344. 93/07/19# 8307260400. 


K. Utility Final Safety Analysis Report (F8AR) b amends 


8307220069 Forwards Amend 1 to updated FSAR# Inc lud lng changes made to 
facility or procedures# safety evaluations supporting 
requested license amends b analyses of new safety issues. 

BROEHL, D.J. Portland General Electric Co. 83/07/20. CLARK# R. A. 
Operating Reactors Branch 3. 2pp. 196B0:303. 24X 

Fiche: 30-344, 03/07/20# 0307220005, 


— 8307220087 Forwards Amend 1 to updated FSAR. Ac k of receipt requested. 
Description of changes end. 

TODD# A. J Portland General Electric Co. 03/07/20. Office of 
Nuclear Reactor Regulation# Director. 8pp. 19600:305, 24X 

Fiche: 50-344, 83/07/20# 8307220085. 


— 8307220091 Amend 1 to updated FSAR. 

« Portland General Electric Co. 83/07/31. 976pp. 19680:313. 

24 X Fiche: 50-344# 03/07/20, 0307220085. 


P. Operating license stage documents b correspondence 


0306060070 Generic Ltr 83-22 to all operating reactor licensees# 
applicants for OLs b holders of CPs for Westlnghpuse PWRs 
re safety evaluation of "Emergency Response Guidelines." 

Bvc list end. 

EISENHUT# D. G. Division of Licensing. 83/06/03. Yankee Atomic 
Electric Co. 10pp. 19363:116, 24X Fi c h e : 9p-000# S3/06/03# 

8306060070. 


0307110616 Monthly notice of amends to OLs involving NBHC issued since 
830523. 

CLARK# R. A. Operating Reactors Branch 3. 03/06/14. 26pp. 

19391:152, 24X Flch *: 90-000# B3/06/ 14, 83071 10616. 


8307060078 8ubmits schedule changes for NURE0-0737# Item II. B. 3# 
"Post-Accident Sampling Capability." Post-accident sampling 
sys will not be fully operational by 030701. Clarifications 
of util 821217 responses end. 

BROEHL, D.J. Portland General Electric Co. 83/06/20. EISENHUT, D. G. 
Division of Licensing. Spp, 19230:241. 24X F 1 c he: 30-344# 83/06/2B# 

8307060070. 


0307110003 Forwards addl info re potential mudflows from hypothetical 
failure of Spirit Lake blockage. Based on results, max 
Columbia River flood levels will be below Elevation 39 ft 
mean sea level. 

BROEHL, D.J. Portland General Electric Co. 03/07/01. CLARK, R. A. 
Operating Reactors Branch 3. 13pp. 19374:226. 24X 

Fiche: 50-344, 83/07/01,0307110003. 


8307110143 Forwards list of post-accident sampling sys ltemi identified 
during functional tasting requiring resolution# per 
NUREG-0737, I tern II. B. 3. Other aspects of sys acceptable. 

BROEHL# D. J. Portland General Electric Co. 03/07/01. EI8ENHUT, D. 0. 
Division of Licensing. 3pp. 19375:028. 24X Fiche: 50-344, 83/07/01, 

0307110143. 


8306270397 Generic Ltr 03-26 to all applicants for OLs b holders of 
CPs for power reactors re c lari f icatl on of surveillance 
requirements for diesel fuel impurity. 8vc list end. 

EISENHUT# D. 0. Division of Licensing. 83/07/09. Consolidated 
Edison Co. of New York, Inc. I6pp. 19390:317. 24X 

Fiche: 50-000, 03/07/05# 8306270397. 


B307060329 Generic Ltr 83-27 to all licensees b applicants for 
operating power reactors b holders of CPs for power reactors 
re surveillance intervals in STS, Bvc list end. 

EISENHUT, D. G. Division of Licensing. 03/07/06. Consolidated 
Edison Co. of New York# Inc. 16pp. 19669:234. 24X 

Fiche: 50-000, 03/07/06,8307060329. 


8307080169 Generic Ltr 03-28 to all licensees of operating reactors, 
applicants for OL b holders of CPs re required actions based 
on generic implications of Salem ATH8 events. Svc list tncl. 
EISENHUT# D. G. Division of Licensing. 03/07/08. Consolidated 
Edison Co, of New York, Inc. 38pp. 19669:269. 24X 

Fiche; 90-000# 83/07/OB, 8307000169. 


630712002? Discusses continued problems in making control room 
ventilation sys operational per TNI Action Plan Item 
1 1 1. D. 3. 4. Only one area radiation monitor necessary# per TMI 
Action Plan Item III, A. t. 2, 

BROEHL# D.J. Portland General Electric Co. 03/07/00. EISENHUT# D. 0. 
Division of Licensing. 2pp. 19423:142. 24X Fiche: 90-344# 63/07/08# 

0307120029. 


8307250041 Forwards Amend 81 to License NPF-l b safety evaluation. Amend 
revises method for balancing flow for RGB cold leg injection 
lines from centrifugal charging b safety Injection pumps. 

TRAMMELL, C. M. Operating Reactor* Branch 3. 83/07/08. WITHERS, B. D. 

Portland General Electric Co. 2pp. 19723:340. 24X 

Fiche: 50-344# 83/07/00, 8307290041. 
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Operating Reactors Branch 3 83 / 07 /oe 

19723:350. 24X Fiche : 50-344, B3/07/OB, 8307230041. PP ‘ 

--8307330032 Ba fa to .valuation support, n S Am.nd ai to Llc.ns* NPF- 

S3/O7/0B 


4pp 


B307250103 Forward* Amend 02 to Llctnse NPF-l t 

Reactor* Oranch 3. 33/07/11 WITHERS n n 

Portland Central Electric Cq. 2ao 19733 -S! Si, withers, B. D. 

Fiche: 50 - 344 , 03 / 07 /i 1 , 8307230103 ^’ 9725 ‘ 32fl - 24 X 

—8307250107 Amend 82 to Licmta . . . 

:.°J‘ ‘S ;'«• «» ;«» ™<. r«j c»IJJ 6. 1 ’ u " 

Operating Reactor* Branch 3 03 / 07 /n s> rtn 

1972 V 330 . 24 X FI ct. : 30 - 344 , 83 / 07 / 11.0307230103 ” 

- 8 30 7 330 U 2 Sjf.tg t,o„ . U p p „ T t'n ; Am.nd B 2 t„ Uc.n.a NPF- l. 

MKHL. D J * pS!!?;" 1 ;*-" Actlon **•« consld.r.d tied. 

Division at u™i . 8 ""“ fw^ 00 ' I* 3 '?"**- EI 8 ENHUT.D.®. 

8307190219. PP 1VM7.001. 24X F I ch* : 50-344, 93/07/12, 

83 °sil«mU E^C-m^Qu.micatlS* °l J "' 1 T ° pic * 1 *«P k PCE>I 039 , 
mnn a. , qualification of Prtsturlier Rellsa q... „ 

Dlviiion of e {?J|y.'5 0 3°- “W«»- EISENHUT, D. O. 

8307190219. 9 P ' ‘■9627. 003. 24X FI c he: 30-344, 83/07/12, 

-83W190SS4 "Ssitmlc fc D V n.»ic Qualification pf Pr.ssurU.r R.U.f 

^ ar^jisssu. s>»,^rs 

8307290466 Forward* safety evaluation n n 

S^.sr^.Lsr?jK?" - - p “ ao,aaa 

™ s ' B 0 

-;-. 1 

;,c?:r»,25;s7?rs.^;?*5o?i 6 . e3/07/,B 2pp - «••*««. «« 

"'zaxzx"'™ ° E c — " — 

NPC-03-“:^0 ?e5-cS 5 or3?0 U * , B3/o25I"' R ” , * rc * c»«‘*r. 

O.tPU.0 A, f ?uJ^ C O 5 ?“n 3 ’ 0 2 Vpp 3 ?^§9:O 4 B r SH 2 : X NRC ' N ° 

FI ch*. 30-344, 03/07/18, 83072904*6. * 


r,p,>rtfp IE Bulletin* 


correspondence 


Raipont* {Post * 030103 83 /S?/m V Preparedness 8, Engineering 
York, Inc. li 4 p m*3 ^"iax ErfU ™ Co of 

PP JY063.2 93. 24X Flche: 50-000,83/07/11, 0306270401. 


ISFi^FS--' - 

PP. 1*563,133. 24X Fitter 90-000, 83/07/12, 030*270404. 


Ii^2 Rr J ‘ M ‘ Division of QAj 
830103). 83/07/14 

IMpp. 19715:270.' 24X 


Releases of 
Sv< list 


"£5iJ! ITnVl-uV:™' " 0a ”‘’ u - «,iu.nt ft „ 

and. * 1 131 in E * c »” of NRC Limit,. " 

'£ QA ' Safeguards * Inspection Programs CPo*t 
C cn.. , ld.t,d Edison Co „ „ ttl Yon™ !nc 

Flch a: 30-000, 83/07/14, 8306270406. 


Periodic operating reports & related c 


orrespoodence 


^BAIR^Q 4 * M °VUwnT X*!***^ 9 rt?P * foT Jun * 1<?03 - W/030712 1 t r . 

„,, ’ * YUNDT, C. P. Portland General Electric Co 03 / 07/19 

Office of Resource Management, D1- — - - P 03 /O7/12, 

Fiche: 30-344, 83/07/12, 0307180149. 


related correspondence 

a3 acldefo 0 !? : h” ®?°® l7ltU0 triasial time-history recording 
nut i! raph*- ST-6336, on containment base slab i>. wall take 
C . ca II b r.Unit will be returned to sve bu 03070 : 


JuJi? U i n 2 ‘ntegrat ed leak rate test. 

R , ' «, nfi *? rtland 0ene ral Electric Co 03/06/27 
Region 5, Office of Director. - - 


Fich •: 30-344. 83/06/27, 8307120287 


lp 19424:057. 24X 


to sve by 030708 

MARTIN, J. B. 


N^LEAR POWER STATrDN, UNIT 1 
™? Mire protection planl 

cd'juJr & ' ,lan, 


of r,v to p - 

SsS’ Br '"^“° ?p0f 5SS. B3/0 Z%r n * 

,upporuns 

T™p^”:. PU! " U «v*.W ™*r S .nc, plan K.alth 

ManI™^nt DT.“i^ 5i °5p° f ??«6- !?l 111*1', ® ^ ' 0^>/2,, Docuiant 

B3071S0300. P ' 193^ ' 4 • 11, • 24X Flche : 30-346. 83/06/24. 

8 °ftJ»ic? 4 procedujB. P Hp 1 !fcOZ l, oJ 1 "Eicter r 'T 1 p“' 1 E "' ri|enc, J E*'"' 1 Health 

Ks::k- «r tpri " s " & >°° 4. 8 ™ , Radiation 

□.contamination. •' R.c.lpt form .ncl, 
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-"-9307250125 Public version of revised emergency plan imp 1 om-ent J ng 
procadureSi including Procedures El 1 300 02 re unusual event. 

ET 13-00.03 re alert & El 1 300 04 re site emergency Rev 29 
to index end. 

MURRAY, T. D. , BEYER, □. R. . WELLS, C E Toledo Edison Co. 03/06/15. 
56pp. 19738:062. 24X Fi che 50-346, 83/07/19, 8307250118. 


8307360316 Ac k receipt of 030630 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Re-pt 30-346/83-00 
HIND, J. A. Division of Radiological i Materials Safety Programs 
83/07/20. CROUSE, R.P. Toledo Edison Co Ip. 19726:295. 24X 
Fi che: 50-346, 03/07/20, 0307260316. 


— 8307260321 Forwards response to NRC 030610 1 tr re violations noted in 
IE Insp Rep t 30-346/83-00. Re sponse withheld 
{re# 10CFR73. 21 > 

CROUSE, R. P. Toledo Edison Co. 83/06/30 KEPPLEfl, J. G. Region 3, 
Office of Director. Ip. 19726:296 ?4X F» che: 30-346, 83/07/20, 

830726031 6 


B307260533 Ac k receipt of 030621 1 tr informing NRC of steps taken to 

correct emergency planning exercise weaknesses noted in IE 
Insp Rept 50— 346/83-07. 

PAPER JELLO, C. J. Region 3, Office of Director. 03/07/21 
CROUSE, R. P. Toledo Edison Co ip 19731:357, 24X 

Fi che: 50-346, 03 / 07 / 21 , 8307260333. 


— 830-7260537 Responds to NRC 030516 ltr re emergency planning exercise 
weaknesses noted in IE Insp Rept 50-346/83-07 Corrective 
actl ons: future scenarios will Include more detailed in-plant 
radiation levels V offsite airborne radiation levels. 

CROUSE, R.P. Toledo Edison Co. 83/06/21. KEPFLER, J. G. Region 3. 
Office of Director. 6pp, 19731:338. 24X Fiche : 30-346, 83/07/21, 

0307260333. 


K. Utility Final Safety Analysis Report (FSAR ) & amends 


8307200201 Forwards Rev 1 to updated FSAR. Rep lac oment pages for 
typographical «< grammatical errors identified in 830722 
updated FSAR also end. 

CROUSE, R. P. Toledo Edison Co. 83/07/22. DENTON, H. R Office of 

Nuclear Reactor Regulation, Director. Ip 19798:001 24X 

Fiche: 50-346, 83/07/22, 030728020 1 


— 8307290206 Rev 1 It errata to updated FSAR 

* Toledo Edison Co. 03/07/31. I05pp 19798: 002. 24X 

Fiche: 50-346, 83/07/22, 030720020 1 . 


P. Operating license stage documents k correspondence 


G307220590 Notice of consideration of issuance of amend to License 
NPF-3 & proposed NSHC determination V opportunity for 
hearing re extension of surveillance test due date to 830917 
for steam generator outlet steam pressure channels. 

STQLZ, i7. F. Operating Reactors Branch 4. 03/05/11 Bpp, 19690:305 

24X Fiche: 50-346, 03/05/11, 0307220390. 


Q 3072206 1 7 Forwards notice of consideration of issuance of amend to 
License NPF-3 6 proposed NSHC da terminati on t opportunity 
for hearing re 821014 application for revised Tech Spec 
setpoints. 

DEAQAZ10, A, W. Operating Reactors Branch 4 83/06/13. CROUSE, R.P. 

Toledo Edison Co, 2pp. 19690 313. 24X Fiche 50-346, 83/06/13. 

8307220617. 


— B30722062I Notice of consideration of issuance of amend to License 
NPF-3 it proposed NSHC determination i opportunity for 
hearing re setpoints for prossuriier code safety valves. 

STQLZ, J. F, Operating Reactors Branch 4 83/06/13 7pp. 

19690:315. 24X Fi che: 50-346, 03/06/1 3, 0307220617. 


0307100446 Forwards monthly FR notice of amends to OLs involving NSHC. 
* Office of Nuclear Reactor Regulation, Director 03/06/15. 
UHRIG.fi. E. Florida Power it Light Co. 2pp. 19641:347 24X 

Fiche: 50-000, 03/06/15, 0307180446. 


--03O719OOOI Monthly notice of amends to QLs involving N5HC, 

CLARK, R. A. Operating Reactors Branch 3. 83/06/07. 15pp. 

19641:349. 24X Fiche: 50-000, 83/06/1 5, 0307180446. 


8307080611 Forwards Amend 59 to License NPF-3 it safety evaluation. 
Amend changes Tech Specs to permit one-time extension to 
830917 for surveillance tests on certain instruments i on. 

DEAOAZ 10, A. W. Operating Reactors Branch 4 83/06/16 CROUSE, R.P. 

Toledo Edison Co. ip. 19364:227. 24X F i c h e : 50-346, 83/06 / 1 6 , 

0307000611. 


— 8307080615 Requests FR publication of notice of issuance of Amend 59 
to License NPF-3, e x te nd l ng surveillance test due data- to 
030917 

STQLZ, J F. Operating Reactors Branch 4 03/06/16. CLARK, R . A. 

Operating Reactors Branch 3. 2pp 19364:220 24X 

Fiche: 50-346, 03/06/16, 830708061 1. 


--8307080620 Amend 59 to License NP F-3, c han g i ng Tech Spec to permit 
one-time extension to 830917 for suf-vei 1 I ance tests on 
certain instrumentation. 

STQLZ, J. F. Operating Reactors Branch 4 83/06/id 7pp. 

19364:230. 24X F i e h e : 50-346. 63 /06/ 1 6, 03Q70B06 H 


— 8307000622 Safety evaluation supporting Amend 39 to License NPF-3 

* Office of Nuclear Reactor Regulation, Director 83/06/16 5pp 
19364 237 24X Fiche: 50-346, 03/06/16. 03070006 1 1 


030707004) Requests extension until 830301 to submit revised Tech 
Specs for snubbers, due to extensive internal review 
CROUSE, R P Toledo Edison Co 83/06/20 STQLZ. U F. Operating 
Reactors Branch 4. Ip 19293 253 24X Fiche: 50-346, 63/06/28, 

8307070041. 


0307060226 Notifies of postponement of submittal of plans b schedules 
for resolution of TMI Action Item 11 K. 3 5, "Automatic Trip 
Of Reactor Coolant Pump" (Generic Ltr 83-10) until B3O015. 
due to delay in receipt of generic rept from B&W. 

CROUSE. R P Toledo Edison Co. 83/06/30 5T0LZ.U.F. Operating 
Reactors Branch 4 lp. 19249:033 24X Fiche 50-346, 83/06/30, 

8307060226- 


03070701 7S Submits partial response to B21203 request re Generic 
Item B-24 I, NUREG-0737, Item H E 4.2 for proposed Tech Specs 
Incorporating seal leakage test of containment purge V. vent 
va Ives Rev ta license will be submitted by B30B3 1 
CROUSE, n.P- Toledo Edison Co 83/06/30 STQLZ. J F Operating 
Reactors Branch 4. lp. 19269 335 34X F i c h e 50-346. 83/06 /30, 

8307070178- 


0307110120 Forwards application for amend to License NFF-3, proposing 
changes to Tech Specs 3. O 3. 4 o 3 6 bases re safety sys 
op crab i 1 i ty , C 1 a s s II fee transmitted by 021105 ltr. 

CROUSE, R.P. Toledo Edison Co 83/07/01 STOLZ. J. F. Operating 
Reactors Branch 4 lp 19375:120 ?4X Fiche 30-346, 83/07/01 . 

03071 10120. 


— B307110123 Application for amend to License NPF-3 , prop o s l ng changes to 
Tech Specs 3. 0.3, 4.0.3 6 bases re safety sys operability. 

Safety evaluation enc 1 

CROUSE, R.P. Toledo Edison Co. 03/07/01 3pp 19373:129 24X 

Fiche: 50-346, 03/07/01, 03G7UO12O 


—0307110126 Proposed Tech Specs 3 0 3, 4 0.3 ?, bases re safety sy , 
op erab i 1 i ty 

a Toledo Edison Co. 63/07/01 6pp. 19375 132. 24 X 

Fiche: 50-346, 83/07/01,0307110120 


B30A270397 Generic Ltr 83-26 to all applicants for GLs V holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity Svt list end 
E18ENHUT.D. Q. Division of Licensing 03/07/05. Consolidated 
Edison Co. of New York, Inc. 16pp 19390:317. 24X 

Fiche; 30-000. 03/07/05, 8306270397 


0307120228 Forwards application for amend to License NPF-3. revis i ng 
Tech Specs re Cycle 4 reload ’Davi a-Hess e Nuclear Power 
Station Unit 1, Cycle 4 - Reload Rept 11 also end 

CROUSE, R P- Toledo Edison Co. 83/07/05. QTCLZ.J.F. Operating 
Reactors Branch 4 Lp, 19425:132. i’4X F | che 30-346, 83/07/05, 
0307 120228. 


--0307120237 Application For amend tn License NPF-3, rev i a l ng Tech Specs 
re Cycle 4 reload 

MURRAY, T. D. Toledo Edison Co. 03/07/05 6pp 19425: 133. 24X 

Fiche 50-346, 03/07/03, 0307120228, 


— 0307120246 “Davi s-Be ss e Nuclear Power Station Unit 1. Cycle 4 - Reload 
Rept. " 

* Babcock J h Wilcox Co. 0 AW- 1 703. 83/03/31 69pp 19425: 140. 

24X Fiche: 50-346,03/07/05,0307120220. 


0307060329 Generic Ltr 83-27 to all licensees fc applicants for 
operating power reactors h holders of CPs for power reactors 
re surveillance intervals in STS Svc list end. 

EISENHUT, D G. Division of Licensing 83/07/06. Consolidated 
Edison Co. of New York, Inc 16pp. 19669:254. 24X 

Fi che: 50-0-0Q, 03/07/06, 8307060329. 
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830700016V Generic Ltr 83-20 to all licensees of operating reactors, 
applicants for GL k holders of CPs re required actions based 
on generic Implications of Salem ATWS events Svc list enc 1 
EISENHlfT. D. G. Division of Licensing. 83/07/08. Consolidated 
Edison Co. of New York, Inc 38pp 19669 269 24X 

F i Ch e 30-000, 03/07/08. 8307080169 


0307 L 2041 1 Forwards application far amend to License NPF-3. chang i no 
Tech Specs 6 3 1. 2, 6. 5. 2. 2,Figure 6 2-1 b Figure 6. 2-2 re 
util reorganl lation. Fees previously submitted u/801226 
amend request, 

CROUSE, R.P. Toledo Edison Co 03/07/08. STOLZ, J. F. Operating 
2™*^* Branch 4 l P 19430:132 24X Fiche: 30-346, 83/07/00, 

83071204 1 1. 


-“8307120413 Application for amend to License NPF-3, c hang ing Tech Specs 
6. 3. 1 2, 6. 5. 2. 2, F i gore 6 2-1 & Figure 6. 2“2 re util 
r earganl ration 

MURRAY, T. D. , CROUSE. R P. Toledo Edison Co. 83/07/08 3pp 
19430:133. 24 X F 1 ch e 30-346, 03/07/08. 8307 1204 1 1 


8307120415 Proposed changes to Tech Specs 6. 5. 1 . 2, 6. 3. 2, 2, F i g ure 6.2-1 
& Figure 6.2-2 re util reorganization. 

* Toledo Edison Co. 83/07/06 4pp. 19430:136. 24X 

F 1C he: 50-346, 03/07/08. 830712041 1 


8307210302 Forwards application for amend to License NPF-3. Amend 
revises Tech Specs re operability requirements of DHR tys 
in Mode 3. revs to radiological effluent Tech Specs k rev 
to Table 4. 11-1 for consistency 

CROUSE, R.P. Toledo Edison Co. 83/07/13. STGLZ, J. F . Operating 
Reactors Branch 4. Ip, 19665 045. 24X Fiche 50-346,83/07/13, 

0307210302. 


'8307210309 Application for amend to License NPF-3, revising Tech Specs 
re operability requirements of OMR sys in Mode 3, revs to 
radiological effluent Tech Specs k rev to Table 4.11-1. 

CROUSE r R.P. Toledo Edison Co. 03/07/13. 4pp 19663: 046 24X 

F icha: 50-346. 83/07/13, 0307210302. 


-8307210314 Proposed changes to Tech Specs re operability of DHR sys in 
Mode 3, revs to radiological effluent Tech Specs k rev to 
Table 4. 11-1 to make notation consistent w/std radiological 
off 1 uenfc Tech Specs 

* Toledo Edison Co. 83/07/13. |4pp 19663:050 24X 

Fiche: 30-346. 83/07/13, 8307210302. 


9307210167 Forwards "Disposal of Low Level Radioactively Contaminated 
Secondary-Side Clean-up Resins In Onsite Settling Basins at 
Davis-flessie Nuclear Power Station." 

CROUSE ,3 F . Toledo Edison Ca B3/07/M. STOLZ, J. F. Operating 
Reactors Branch 4. Ip. 19669:087. 24X Fiche: 50-346, 83/07/14, 

83072101 67. 


B307210173 "Disposal of Lou Level Radioactively Contaminated Secondary- 
Side Clean-up Resins in Onsite Settling Basins at 
Davl s-Bes *e Nuclear Power Station." 

* J. Stewart Gland Consulting. 83/09/31, 24pp 19669:088 24X 

Fiche. 50-346.03/07/14, 9307210167. 


0307270294 Requests Identification of specific valves which will be 
locked open as discussed In 830120 response to NUREG-0737, 

Item II. E. 1.1, "Auxiliary Feedwater By s Eva 1 ua t i on. " 

Response requested by B30B12. 

STOLZ, J. F. Operating Reactors Branch <1 83/07/13 CROUSE, R P. 

Toledo Edison Co. 2pp. 19812:043 24X Fiche: 30-346, 93/07/15, 

6307270294, 


6307260530 Submits status rept on ongoing activities towards developing 
5c implementing Integrated living schedule program for 
facility per 830510 ltr. I trip 1 eme nta t i On schedule for FY04 
budget activities expected by 030901 

CROUSE, R . F Toledo Edison Co. 83/07/18, STOLZ, J. F. Operating 
Reactors Branch 4. 4pp. 19734:128. 24X Fi c h e : 30-346, 03/07/18, 

8307260530. 


8307280069 Forwards “Vegetation Survey for Effects of Cooling Tower 
Drift” I* "Environ Noise Impact of Daviy-Besse Nuclear Power 
Station," In response to NRC 021221 ltr re application to 
amend Tech Specs. 

CROUSE, R. P, Toledo Edison Co 83/07/22 STOLZ, J F. Operating 
Reactors Branch 4. 2pp. (9796:325. 24X Fic he: 50-346, 03/07/22, 

8307280069. 


— 0307280071 "Vegetation Survey for Effects of Cooling Tower Drift." 
NASH, K. L. . SCOTT-WASILK# J. Toledo Edison Co 83/07/31. 16pp 
19796 327. 24X Fiche- 50-346. 83/07/22,8307280069 


— 8307280079 '“Environ Noise Impact of Davis-Besse Nutlear Power Station. " 
* Acoustic Technology, Inc. 83/06/30. 124pp. 19796:343. 24X 

Fiche: 50-346, 83/07/22, Q307280069. 


Q Inspection reports, IE Bulletins 6 correspondence 


B307180177 Informs that B30429 commitment lo procedure re verification 
k malnt of drawing indices in response to IE Insp Rept 
50-346/63-01 requires up grad i ng . Separa t c procedure for Index 
verification developed. 

CROUSE. R.P. Toledo Edison Co 83/06/13. NOREL IU5, C. E. Division of 

Engineering. 1 p . 19555:067. 24X Fiche : 50-346, 83/06/13, 83071B0177 


B306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Burry Recirculation Spray Subsystem." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness k Engineering 
Response (Post 030103). 83/07/lf. Consolidated Edison Co. of New 

York, Inc 154pp 19563:293. 24X F j che : 50-000, 83/07/ 1 1 , 830627040 1 . 


8306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. " Svc list encl 
JORDAN, E L. Division of Emergency Preparedness k Engineering 
Response (Post 030103) 83/07/12. Consolidated Edison Co. of New 

York, Inc. 14 1 p p . 19563:133. 24X Fiche: 50-000, 03/07/12, 8306270404. 


8306270406 IE Info Notice 83-48, "Oaseous Effluent Releases of 
Radioactive 1-125 k 1-131 in Excess of NRC Limits. ” Svc list 
enc 1 

TAYLOR, J. M. Division of GA, Safeguards k Inspection Programs (Post 
830103). 83/07/14. Consolidated Edison Co. of New York, Inc 

U4pp 19715:270. 24X FI c h o : 50-000, B3/07/ 14, 8306270406 


8307260316 Ac k receipt of 830630 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-346/03-08. 

HIND, J. A. Division of Radiological & Materials Safety Programs. 
83/07/20. CROUSE, R.P. Toledo Edison Co. Ip. 19726:295 24X 
Fiche: 50-346, 83/07/20, 8307260316. 


—8307260321 Forwards response to NRC 830610 ltr re violations noted in 
IE Insp Rept 50-346/03-08, Response withheld 
(ref 10CFR73. 21), 

CROUSE, R.P, Toledo Edison Co. 83/06/30. KEPPLER, J. G. Regions, 
Office of Director Ip 19726:296 24X Fi c h e : 50-346, 83/07/20, 

0307260316. 


8307260533 Ack receipt of 630621 ltr informing NRC of steps taken to 
correct emergency planning exercise weaknesses noted in IE 
Insp Rept 50-346/83-07. 

PAPER JELLO, C. J. Region 3, Office of Director. 83/07/21. 

CROUBEi R, P. Toledo Edison Co Ip, 19731:357 24X 

Fiche: 50-346, 03/07/21 , 8307260333 


— 0307260337 Responds to NRC 830516 ltr re emergency planning exercise 
weaknesses noted in IE Insp Rept 50-346/83-07. Corroc tive 
ac tians ; future scenarios will include more detailed in-plant 
radiation levels & offsite airborne radiation levels. 

CROUSE, R.P. Toledo Edison Co. 83/06/21. KEPPLER, J. 0. Region 3, 
Office of Director. 6pp, 19731:358 24X Fiche: 50-346, 03/07/21 , 

8307260533 


R. Periodic operating reports 8t related correspondence 


B307220092 Monthly operating rept for May 1903. W/B30609 ltr. 

SARSCIUR, D. , MURRAY, T. D. Toledo Edison Co. 83/06/09. HALLER, N, 
Office nf Resource Management, Director. |2pp 19683:302, 24X 

Fiche: 30-346, 83/06/09, 8307220092. 


8307180035 "Discharge Monitoring Rept for June 1983." W/030700 ltr. 
MURRAY, T. D. Toledo Edison Cp. 03/07/01. DUNLAVY, B. Ohio, State 
of. 10pp. 19360:272, 24X Fiche: 50-346, 03/07/01 , 0307180035. 


8307 180181 "Wastewater Rept for June 1903," W/030700 ltr. 

MURRAY, T. D. Toledo Edison Co 83/07/00 Ohio, State of. 9pp. 
19335:053 24X Fiche: 30-346, 03/07/08, 8307100101 


S. Reportable occurrences, t.ERs k related correspondence 


B307030015 LER B3-026/03L-0: on 830524, one half channel trip in steam & 
feedwater rupture control sys (SFRCB) Channel 2 received. 

Caused by component failure, Input buffer rep laced. W/83062I 
ltr. 

YARCER,K., MURRAY, T. D. Toledo Edison Co. 83/06/21. KEPPLER, J. 0. 
Region 3. Office of Director. 3pp. 19192:001. 24X 

Fiche: 50-346, 03/06/21, 8307030013 


0307060220 LER 83-027/03L-0: on B30527 k 0607, emergency diesel 
generator tripped on overspeed after startup, Caused by 
tachometer being out of calibr k incorrect setting described 
in Woodward Governor EGB-10C bull et in W/030624 ltr. 

MELSTAD, K. , MURRAY, T. D. Toledo Edison Co. 03/06/24. KEPPLER, J. O. 
Region 3, Office of Director, 4pp 19248: 357, 24X 

Fiche: 30-346, 83/06/24, 0307060220. 
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0115 HQ: on 830616, hatch es associated w/negative pressure houndary 

re harrier removed , Not i F i cat i on satisfies 30-day 

irement . Wr i tten rept will be submitted by 830713. 

ftViT. D Toledo Edison Co. 83/06/27 JACKlW.N, Region 3. 

ce of Director. lp. 19251 276. 24X Fi che : 50-346, 83/06/27, 

060113. 


0402 LER 83~O20/O3L~O: on 830603 *< 17, fuel handling area radiation 
tors RE0446 it 7 found deenergiied Caused by blown 
ation monitoring cabinet fuse. Fuse replaced W/830701 

TZ,J. > MURRAY, T. D Toledo Edison Co 83/07/01 KEPPLEK, J. 0 
on 3, Office of Director 3pp. 19380 166 24X 

e; 50-346, Q3/07/01, 8307110482 


0129 LER B3-029/03L-0: on 630612, main steam safety valve on steam 
rator 1-1 header ac tua t e d . C au s e unknown. A1 1 main steam 
ty valves will be tested. W/030712 ltr 

ILL, J. , MURRAY, T. D. Toledo Edison Co. 83/07/12. KEPPLER. J. G. 
on 3, Office of Director. 3pp. 19666: 089 24X 

o: 50-346, 83/07/12, 8307210129. 


8307250696 Releases public version of revised emergency plan 
implementing procedure. 

FELTON, J M Division of Rules and Records. 83/07/19, Document 
Management Branch. Ip. i9720:131. 24X Fiche : 50-348, 03/07/ 19, 

9307250696. 


--83072S0699 Public version of Rev 2B to Emergency Plan Implementing 
Procedure FNP-O-ElP-B, “Notification Raster " W/830502 ltr. 
HUDSPETH, J, □ Alabama Pouter Co. 83/04/28. Office of Nuclear 
Reactor Regulation, Director. 30pp. 19720: 153 24X 

Fiche: 50-348, 03/07/19, 0307250696. 


K. Utility Final Safety Analysis Report (FSAR > it amends 


8307000402 Forwards Rev 1 to updated FSAR.Vol 2i, for JK Farley Nuclear 
Plant, Units i (t 2. Rev reflects plant S, procedure mods 
through B30101 & changes per 10CFR50. 59 ( b ) 

CLAYTON, F. L. Alabama Power Co. 03/07/01 VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director. 3pp. 19354:090 24X 

Fiche: 50-348, 83/07/0 1 , 8307080402 


10228 LER 83-030/03L-0: on 83061 4 , dur t ng change in ECCS coil 
mbly 1, floor plugs forming part of negative pressure 
idary & fire barriers removed Caused by personnel error. 
t plugs reinstalled it new procedure written. 

IPSON, T. , MURRAY, T. D. Toledo Edison Co. 83/07/13. KEPPLER, J. G. 
on 3, Office of Director. 4pp. 19684:250 24X 

i e : 30-346, 83/07/13, 0307220228. 


—8307080405 Rev 1 to updated FSAR.Vol 21, for JM Farley Nuclear Plant, 
Units 1 6 2. 

* Alabama Power Co. 83/07/31. 577pp 19354:093. 24X 

Fiche: 50-340,83/07/01, 0307080402. 


P. Operating license stage documents it correspondence 


igresslonal/Executive Correspondence 


r Q047 Forwards monthly FR notice of consideration of issuance of 
ids to QLs involving NSHC determination h opportunity 
hearing. 

rON, H, R. Office of Nuclear Reactor Regulation, Director. 

>6/22. STAFFORD, R. T. Senate, Environment it Public Worts. 
INQER,R.L. House of Rep., Energy & Commerce. 2pp. 19811:010. 
Fiche; 50-000, 83/06/22, 8307270047 


/270050 Monthly notico of consideration of issuance of amends to OLs 
waiving NBHC determination it opportunity for hearing. 

-ARK, R . A. Operating Reactors Branch 3. 03/06/07. !5pp 

7811: 020. 24X F i c h o : 50-000, 83/06/22, 8307270047 


T 30-348 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 1 


0306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants for OLs t, holders of CPs for Uestinghouse PWRs 
re safety evaluation of "Emergency Response Guidelines. " 

Svc list end, 

EISENHUT, D. 0. Division of Licensing. 03/06/03. Yankee Atomic 
Electric Co. 10pp. 19563:116, 24X FI ch e : 3O-OD0, 03/06/03, 

8306060070. 


83070700B0 "Startup Test Rept, Unit 1. Cycle 5.° W/B3062B ltr. 

NESBITT, C. D. » CLAYTON, F. L. Alabama Power Co. 83/06/23. VARGA, S. A. 
Office of Nuclear Reactor Regulation, Director, 23pp. 19293:002. 

24X Fiche: 50-340, 83/06/23, 8307070080. 


0307010102 Forwards mad to "Conduct of Operations" re post-trip review. 
Permanent rev approval expected within 60 days 

CLAYTON, F. L. Alabama Power Co. 83/06/2B. VARGA, 8. A. Office of 
Nuclear Reactor Regulation, Director. Ip. 19124:207. 24X 

Fiche: 50-340, 03/06/20, 8307010102. 


curity, medical, emergency fc fira protection plans 


30314 Releases public version of revised emergency plan 
lamenting procedure. 

TON, J. M. Division of Rules and Records. 83/06/24 Document 

agement Branch. Ip 19566:090. 24X Ft che 50-348, 83/06/24, 

7 i 003 14. 


7180319 Public version of Rev 5 to Emergency Plan Implementing 
rocedure FNP-O-EIP-26, "Offsite Notification.*' W/830614 
tr , transmi ttal form It procedure request form. 

DOM, J, E. i HUDSPETH, J, 0 Alabama Power Co. 83/06/10. Office of 
uclear Reactor Regulation, Director. 5pp 19566:091. 24X 

IChe: 50-348, 83/06/24, 0307180314. 


20520 Ack receipt of 830705 ltr informing NRC of steps taken to 
rect violations noted in IE Insp Rcpts 50-348/03-15 6 
364/03-13. _ ^ 

RELLI , D. M, Division of Project Resident Programs. 03/07/13. 
ONALD, R. P. Alabama Power Co Ip 19685:031 24X 

he: 50-348, 83/07/13, 0307220520 


7220530 Responds to NRC 030615 ltr re violations noted in IE Insp 
epfcs 50-348/83-15 it 90-364/83-13 Corrective actions: 
o smoking signs posted on auxiliary feedwater pump room 
: personnel counseled re proper logging of entries. 

LAYTON, F. L. Alabama Power Co. 83/07/05. VERRELL I , D. M. Region 
!, Office of Director. 3pp. 19685:032 24X Fi c h e : 50-34B, 

13/07/ 13, 8307220520. 


17220539 Notice of violation from insp on 030411-0510 
> Region 2, Office of Director. 03/06/15 lp 19685:037. 24X 

■iche: 50-348, 83/07/13, 8307220520. 


— 8307010187 "Temporary Procedure Change, Conduc t of Operations - 
Operations Group. " 

# Alabama Power Co. 83/06/20 7pp. 19124: 2B8 24X 

Fiche: 30-340, 03/06/20, 83070101B2. 


8307000479 Advises that Util tt DDE have executed DE-CR01-B3NE44361 » 
"Contract for Disposal of Spent Nuclear Fuel i/ar High Level 
Radwasta,” per Nuclear Waste Policy Act of 1902 & Generic 
Ltr 83-07. 

CLAYTON, F, L, Alabama Power Co, 03/06/20. VARGA, S. A. Office of 

Nuclear Reactor Regulation, Director. lp. 19346:322. 24X 

Fiche: 50-348, 83/06/20, 8307000479. 


0307070104 Supplemental application tD amend Licenses NPF-2 t* NPF-8, 
requesting withdrawal of svc water portions of 030201 * 

0620 Tech Specs. Info re svc water batteries will be provided 
in Jul 1983 to support 831103 approval date. 

CLAYTON, F, L. Alabama Power Co. 03/06/29 VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director. 2pp. 19294:117. 24X 

Fiche: 30-340, 03/06/29, 8307070104. 


30708030B Forwards safety evaluation of 021116 Tech Spec change to 
reflect change in organiiatlon 1* mgt titles, in response to 
030629 request. Change is administrative In nature. 

CLAYTON, F. L. Alabama Power Co. 83/06/29. 5 li'a 

Nuclear Reactor Regulation, Director. 2pp. 19350:163. 24X 


107 1 50432 Forwards notice of consideration of 830527 application 
for amend to License NPF-3 «< proposed NSHC determination 5. 
nooortunitu for hearing re turbine valve cycle tests. 

J Division of Licensing. 83/06/29. CLAYTON.F L AUb-iw Power Co. 
lp. 19540:198. 24X Fiche: 50-348, 03/06/29, 0307150432. 


>7220549 IE Insp Repts 50-340/03-15 V 50-364/03-13 on 830411-0510. 
lone amp 1 i anc e noted : vi olat ion of Tech Spec Section 6.8 re 
smoking in prohibited area in vicinity of auxiliary bidg. 

1RADFGRD, W, H. , RULAND, W. H Region 2, Office of Director, 

:ANTRELL, F. 8. Division of Project it Resident Programs, 83/06/15 

3pp. 19685:038. 24X Fiche : 50-34B, 83/07/ 13, 8307220520 


>0307150437 Notice of consideration of issuance of amend to License 
NPF-3 t< proposed NSHC determination U opportunity for 
hearing, per 030527 application re turbine ya Ive eye le < tMtv 
W1GGINTQN, D. L. Operating Reactors Branch 1. 83/06/24. 7pp. 

19540: 191. 24X Fiche: 50-348,03/06/29,8307150432. 
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0307080272 Forwards design info for automatic shunt trip of reactor 
trip breakers i description of scope 6 objective of DS-416 
undervol tage trip attachment c on f irma tory life testing 
program Info withheld (ref 10CFR2. 790). 

CLAYTON. F. L. Alabama Power Co 83/06/30. VARGA, S. A Office of 

Nuclear Reactor Regulation Director. 2pp. 19349 307 24X 

Fi che: 50-340. 83/06/30- 8307000272 


8307140054 Extends invitation to attend 830701 mgt meeting at Region II 
ofc to present finding* of util i nveitigation of transuranic 
matls in radwaste »h i pment a. p er 930609 telcon. 

LEWIS- R. C. Division of Project it Resident Programs. 83/06/i0, 
MCDONALD- R, p. Alabama Power Co. 2pp. 19514:143 24X 

Fiche: 50-348- 83/06/10, 0307140054. 


8307120005 Notice of consideration of issuance of amends to Licenses 
NPF-2 & NPF-0 h proposed no significant hazards 
consideration determination t opportunity for hearing re 
flexibility in defining rod inoperability. 

VARGA- S. A. Operating Reactors Branch I. 03/06/30. 7pp 19300- 329 
24X Fiche: 50-348, 83/06/30- 8307 120885- 


0307130095 Submits addl info re significant hazard* con* iderat ion for 
030617 proposed one-time Tech Spec change to extend viiual 
insp of inaccessible hydraulic snubbers. Proposed change* 

Involve ho significant hazards. 

CLAYTON, F.L, Alabama Power Co. 83/07/OB. VARGA- S. A. Office of 
Nuclear Reactor Regulation, Director. 4pp. 19536- 122 24X 

Fiche: 50-348,83/07/08, 83071 30Q95. 


0306270397 Generic Ltr 03-26 to all applicants for OL* U holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impur i ty . Svc list end. 

EISENHUT, D. 0. Division of Licensing. 03/07/05. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390-317. 24X 

Fiche: 30-000- 83/07/05- 0306270397. 


0306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list and. 

JORDAN- E, L. Division of Emergency Preparedness * Engineering 
Response (Post 030103). 83/07/11, Consolidated Edison Co of New 

York, Inc. 134pp, 19563:293. 24X Fi ch e : 50-000, 03/07/ 1 1 - 8306270401 , 


8307130262 Forward* comments on 5ER re util relief requests from 
inservice testing requ I rements. SERs should be revised by 
830901 to ensure that Unit 2 outage will not be impacted. 

CLAYTON- F, L. Alabama Power Co. 83/07/05. VARGA. S. A. Office of 
Nuclear Reactor Regulation, Director. 8pp. 1950B- 230 24X 

Fiche: 50-340- 03/07/03- B307 130262 

8307060329 Generic Ltr 83-27 to all licensees it applicants for 
operating power reactor* U holders of CPs for power reactor* 
re surveillance intervals In STS. Svc list end. 

EISENHUT- D. 0 . Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York- Inc. !6pp. 19669-254 24X 

Fiche: 50-000, 03/07/06, 8307060329 . 

0307120483 Submits info in response to request for changes to emergency 
operating procedures (EOP> for reactor trip Sc anticipated 
transient w/o trip (ATWT). Draft reactor ti-ip EOF to be 
completed within 2 wk*. ATWT EOF to be revised. 

CLAYTON, F. L. Alabama Power Co. 83/07/06, VARGA- 6. A. Office of 
Nuclear Reactor Regulation- Director. 2pp. 19423- 060 24X 

Fiche: 50-340- 03/07/06- 03071 204B3. 

03071401 10 Forwards notice of consideration of issuance of amends to 
Licenses NPF-2 & NPF-B tc proposed no significant hazards 
consideration re testing & insp of river water sys 

83/07/06. CLAYTON- F, L. Alabama Power Co. 
Ip. 19528:112. 24X Fi che ; 50-348- S3/07/06, 8307 1 401 10. 

” B3 2p 4 2 1 i A J!j t i C ? ° f C{,nairf « r «ti°n of issuance of amends to Licenses 
NPF 2 !< NPF-8 & proposed no significant hazards 
consideration determination- c orrecting administrative error 
in Tech Specs re testing it insp of river water sy». 

VARGA, S. A. Operating Reactors Branch 1. 03/07/06. 4 dd 

19328:113, 24X Fiche: 30-348, 83/07/06- B307140U0, 

83 ' 2B aU llc *" s0 *» 0 , operating reactor,, 
applicants for OL i>. holders of CPs re required actions based 
on generic implication* of Salem ATWS events. Svc list end. 

EISENHUT- D. 0. Division of Licensing. 03/07/08. Consolidated 
Edison Co. of New York, Inc. 38pp. 19669:269. 24X 

Fiche: 50-000, 03/07/08- B307G80169. 

03 2^!?S 95 Submifes in< *° re *ignificant hazard* consideration for 

830617 proposed one-time Tech Spec change to extend visual 
insp of inaccessible hydraulic snubber 9 . Proposed changes 
involve no significant hazards. 

CLAYTON-F. L Alabama Power Co. 03/07/00, VARGA, 8. A. Office of 
Nuclear Reactor Regulation- Director. 4pp. 19336:122 24X 

Fiche: 30-348- 83/07/00, 0307150093. 

83 Kni??°II to amend Licenses NPF-2 t, NPF-B changing Tech 

f p c * ™ I* alf rat ® testing criter ia. Proposed one-time amend 
* ? de4 tflnated Class III. Permanent Tech Spec change 

considered suppl to 020010 submittal. 

CLAYTON- F. L, Alabama Power Co, 83/07/00, 

Nuclear Reactor Regulation- Director. 4pp. 

Fiche: 30-340- 03/07/00, 0307150097. 


VARGA, S. A. 
19536: 012. 


Office of 
24X 


0307130099 Proposed Tech Specs re leak rate testing criteria. 
* Alabama Power Co. 03/07/08. 4pp. 19536:016. 24X 

Fiche: 50-340, 03/07/08- 0307150097 


0306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubber* a* 
Result of Contaminated Hydraulic Fluid." Svc li*t end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 030103). 03/07/12. Consolidated Edison Co. of New 

York- Inc. I41pp, 19563:133. 24X Fi ch •: 30-000, 03/07/1 2, 8306270404. 

8307220S20 Ack receipt of 030705 ltr informing NftC of step* taken to 
correct violations noted in IE Insp Repts 30-348/63-13 & 

50-364/03-13. 

VERRELL1 - D, M. Division of Project 4- Resident Program*. 03/07/13 
MCDONALD, R. P. Alabama Power Co. Ip. 19605:031 24X 

Fiche: 30-340- 83/07/13- 0307220520. 

8307220530 Responds to NRC B30613 ltr re violation* noted in 2E Insp 
Repts 30-340/83-15 S, 30-364/83-13. Corrective action*: 
no smoking sign* posted on auxiliary feedwater pump room 
it personnel counseled re proper logging of entries. 

CLAYTON, F.L. Alabama Power Co. 03/07/03. VERRELLI- D. M. Region 
2- Office of Director. 3pp. 19605:032. 24X Fiche: 30-348. 

03/07/13,8307220520. 

—8307220534 Forwards IE Insp Repts 30-340/83-13 it 30-364/B3-13 on 
030411-0310 «< notice of violation. 

M ’ D ! vl8ion of Pr °J° ct & Resident Programs. 03/06/15. 
MCDONALD- R, P, Alabama power Co, 2pp. 19603:033 24X 

Fiche: 50-348- 83/07/13- 0307220320. 

0307220539 Notice of violation from in*p on B30411-0310. 

* Region 2 , Office of Director, 83/06/13. Ip. 19683:037 24X 

Fiche: S0-34B, 83/07/13, 0307220320. 

—8307220349 IE Insp Repts 30-34B/83-15 8< 30-364/83-13 on 8304U-0310 
Noncompliance noted : vi ol a t i on of Tech Spec Section 6.8 re 
smoking in prohibited area in vicinity of auxiliary bldg. 

BRADFORD- W. H. - RULAND- W, H. Region 2, Office of Director. 

CANTRELL, F.S Division of Project 8- Resident Program*. 63/06/13. 
Spp. 19685:030. 24X Fi ch e : 30-340- 03/07/ 13- 8307220520. 

8306270406 IE Info Notice 03-40. "Gaseous Effluent Releases of 
Radioactive 1-123 & 1-131 in Excess of NRC Limits. " Svc Ii*t 
enc 1 . 

lnl L tnl\ J ' n ^£l V , Uion 0f QAl * Inspection Program* (Pott 

??? 103 ’ Consolidated Edison Co. of New York, Inc. 

U4pp. 19715:270. 24X Fiche : 90-000, 03/07/14, B306270406. 

R. PeModic operating report* fc related correspondence 

S3 . C 1* 1!?™® Monthly operating rept for June 1903. W/B30712 ltr. 

HAIRSTON, W. 0. - CLAYTON, F. L. Alabama Power Co. 03/07/06. Office 
of Resource Management, Director. Spp. 19636:033. 24X 

Fiche: 50-340- 83/07/06, 03O719Q1OB. 

03 of 1 83O7O0 F ° TWI,rdB 0f ltcen,1 "9 requiring NRC approval a* 

CLAYTON, F.L. Alabama Power Co. 03/07/08. VARGA, 8. A. Office of 
Nuclear Reactor Regulation- Director. 9pp, 19336- 331 24X 

Fiche: 30-348, 83/07/08- 8307180093. 

5. Reportable occurrences, LER* * related correspondence 


^Inspection reports, IE Bulletins it correspondence 


S3 InM°R«Dt R |S U ^py D ? h iS sfcatU5 of Inspector Followup Item 2 from IE 
Insp Rept 30-340/81-03 re pressurizer inservice insp 
indications, be reviewed V rept c orrected, based on 
rilKniU 0 ," ° f indica ti°ns per util 830221 ltr. 

N l ' •. Alabama Power Co. 83/04/03. O'REILLY- J. P. Region 2, 

8307M0427 r ' PP ’ 19321 : 103 ' *« Fich.. 30 - 34 B, Ba/O-t'os, 


8303100000 Forward* LER 83-01 6/03L-0. 

CLAYTON, F.L. Alabama Power Co. 03/03/02. Region 2, Office of 
Director. Ip. 18377:181. 24X Fiche: 30-348, 03/03/02, B303100008. 

—0305100010 LER 83-016/03L-0: on 830412, d iesel generator IB declared 
Inoperable due to start failure resulting in inoperability 
of train B due to loss of emergency power. Caused by 
mechanical binding of fuel filter constant vent check valve. 
HAIR8T0N- W. G. Alabama Power Co. 83/03/02. Region 2, Office of 
Director. 2 pp. lB 377 rlB 2 . 24X Fiche: 30-348, 03/03/02, 83031 00008 . 
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0307120576 Forwards LERs 83-02S/03L-0 & 03-024/ 03L-0. 

CLAYTON* F. L. Alabama Power Co. 03/06/22. Region 2, Office of 
Director. Ip. 19433:079- 24X Fiche: 30-340, 03/06/22, 0307120376. 


— 0307120590 LER B3-023/03L-0: on 030328, <Jur i ng Calibr Procedure 
FNP-2-STP-61 2. 0, r sac tar coolant pump 2A undervoltage relay 
27-3 declared inoperable. Caused by setpoint drift. Relay 
setpoint adjusted. 

HAIRSTON* W. 0. Alabama Power Co. 03/06/22. Region 2, Office of 
Director. ip. 19433:000. 24X Fiche : 50-340* 83/06/22* 8307120576. 


—0307120394 LER 83-024/03L-0: on B3Q525. f q 1 1 owi n g increased count rate 
on containment atmosphere particulate monitoring ays R-ll, 

RC9 unidenti f i ed leakage found above Tech Specs Cause not 
stated. Loop B drain valve tightened. 

HAIRBTON, W, 0. Alabama Power Co. 63/06/22. Region 2, Office of 
Director. ip. 19433:0B1. 24X Fiche: 30-348. 03/06/22* 8307120576 


8307120286 LER B3-027/03L-0: on 030607, d ur ing performance of 
FNP-l-BTP-43. O* train A penetration room filtration sys 
declared inoperable when exhaust fan damper 3357A would not 
open. Caused by comparator card f a i 1 ur e. W/030630 ltr. 

HAIRSTON, W. 0. * CLAYTON* F. L. Alabama Power Co. 83/06/30. Region 
2* Office of Director. 2pp. 19424:055. 24X Fi cho : 50-348, 83/06/30* 

0307120286. 


8307150103 Forwards LERs 03-O3O/O3L-O 8< B3-031 /Q3L-0. 

CLAYTON* F. L. Alabama Power Co. 83/07/07, Region 2, Office of 
Director, lp. 19536:130. 24X Fiche : 30-34B* B3/07/07* 0307150103, 


— 0307150106 LER B3-030/03L-0: on 030607 » dur 1 ng admin i * trat 1 vo review* 
stroke time test for turbine driven auxiliary feedwater pump 
steam admission valve 32350 determined not performed after 
030603 maint. Caused by personnel error. 

HAIRSTON, W. Q. Alabama Power Co. 83/07/07. Region 2* Office of 
Director. 2pp. 19536:131. 24 X Fiche: 50-340* 83/07/07, B307150103. 


— 0307150109 LER B3-031/03L-0: on 830610* dur i ng solid state protection sys 
operability test* loop 3 steam line differential pressure 
Instrumentation channel declared inoperab le. Caused by 
failure of universal card. Card replaced. 

HAJR8TQN* W. 0. Alabama Power Co. 03/07/07. Region 2, Office of 
Director. lp. 19536:133. 24X Flc he: 50-340, 03/07/07* 8307 1 50103. 


0307220338 LER B3-035/03L-0: on 030610, vac u urn pump tripped 4c containment 
atmosphere activity particulate monitor R-ll 6 gaseous 
monitor R-12 declared inoperab le. Caused by failure of 
Inboard pump during maint on outboard pump, W/830703 ltr. 

HAIRBTON* W, 0. , CLAYTON* F. L. Alabama Power Co. B3/O7/O0, Region 
2, Office of Director. 2pp. 19675:359. 24X Fiche; 50-34B, 83/07/00* 

0307220338. 


0307220303 Forwards LERs B3-032/03L-0* 03-O33/O3L-O* 03-O34/O3L-O «< 
B3-037/03L-0. 

CLAYTON* F. L. Alabama Power Co. 03/07/15. Region 2, Office of 
Director. lp. 19683:271. 24X Fiche: 50-348, 03/07/15, 0307220303. 


— 0307220311 LER 83-032/03L-0: on B30617* train A containment spray sys 
declared inoperable due to failure of MOV B826A to open 
fully. Cause not determined. Valve stroked four times in 
succession. Survei 1 lane e frequency increased to monthly. 

HAIRBTON, W. 0. Alabama Power Co. 83/07/15. Region 2, Office of 
Director. Ip. 19603:272. 24X Fi c h e : 50-340, 03/07/ 1 5* 0307220303. 


— 0307220315 LER 83-033/03L-0: on 030613, RCS average temp dropped below 
Tech Spec requirements during routine startup. Caused by 
personnel error, requesting too large steam demand during 
main steam line warmup. Responsib le operators counseled. 

HAIRSTON* W. 0, Alabama Power Co. 03/07/13. Region 2* Office of 
Director. lp. 19683:273. 24X Fiche: 50-34B* 83/07/15* 8307220303. 


— 0307220320 LER B3-034/03L-0: on 8306 1 6, pr ossur 1 1 er pressure dropped 
below Tech Spec limits during startup. Caused by personnel 
error. RCS boratlon* combined w/load increase, resul ted in 
prtssurlxer pressure drop. Personnel counseled, 

HAIRSTON, W. 0. Alabama Power Co. 83/07/15. Region 2, Office of 
Director. Ip. 19603:274. 24X Fiche: 50-348* B3/07/1 5, 8307220303. 


— 8307220323 LER 83-037/03L-0: on 030617, containment isolation valve 
RC-MV-B028 did not meet required stroke time during 
miscellaneous valve Inservice Test FNP-l-BTP-47. O. Caused by 
faulty air solenoid valve. Valve repaired. 

HAIRBTON* W. 0. Alabama Power Co. 83/07/15. Region 2* Office of 
Director. lp. 19603:275. 24X Fi che: 50-348* 03/07/ 15* 0307220303. 


0307290170 LER B3-036/03L-0: on 830629, steam generator IQ wide-range 
level indicator on remote shutdown panel declared Inoperable 
due to erratic readings. Caused by failure of printed circuit 
card. Card replaced. W/B30721 ltr. 

HAIRSTON, W. G. , CLAYTON* F. L. Alabama Power Co. 83/07/21. Region 
2, Office of Director. 2pp. 19821:160. 24X Fiche : 50-34B, 03/07/21 . 

8307290170. 


DOCKET 50-352 LIMERICK GENERATING STATION, UNIT 1 


A, Ap p l i cat i on/constr uc 1 1 on stage documents & correspondence 


8200060366 Board Notification 02-70; not i f i e s of differing prof opinion 
re s ensi t i i at i on of BUR stainless steel weldments. 

EISENHUT, D. G. Division of Licensing. 02/07/20. PALLAD INO, N. J. 
Commissioners 4pp. 17043:001, 24X F i c he: 30-000, 02/07/20, 

8208060366. 


— 0302040562 Forwards request for addl info re reactor internals matls. 
UQHNSTON* W. V. Assistant Director for flat Is Sc Gualif. Engineering 
<Pre 830201J. 02/05/14, TEDESCO, R. L. Assistant Director for 

Licensing 2pp. 17043:089. 24X Fiche: 50-000, 02/07/20, 0208060366. 


0307070556 Summary of B30608 meeting w/util,NUS*J Benjamin Sc Assoc, QNL 
& Structural Mechanics Assoc in Bethesd«,MD re severe 
accident risk assessment . Viewgraphs end. 

MARTIN, R. E. Licensing Branch 2. 03/06/27. Licensing Branch 2. 

166pp. 19344:125 24X Fiche: 50-352, B3/06/27, 8307070556. 


0307000543 Forwards Equipment Qualification Branch request for addl 
info re NUREQ-0737* Item II. D. 1 re review of NEDE-249B8-P. 

For specific safety/relief valves employed at plant, 
ap p 1 1 cab 1 1 1 ty of generic test results must be justified. 
SCHWENCERrA. Licensing Branch 2. 03/06/27. BAUER, E. 0. 

Philadelphia Electric Co. 4pp. 19363:043. 24X 

Fiche: 50-332* 03/06/27, 03O7OBO543. 


8307010093 Forwards response to Core Performance 4* Reactor Sys Branch 
telcon requests for addl info re differences in 
pressuri lation transient results between Limerick & other 
BWR plants of similar design. 

BRADLEY* E. V Ph i lad e 1 ph i a El ec tr i c C □. 03/06/20. SCHWENCER, A. 

Licensing Branch 2. 3pp. 19124:217. 24X F i c h e : 50-332, 83/06/20* 

0307010093. 


8307070549 Summary of 030623 meeting w/uti 1* Bechte 1, CE 8» Koch Process 
Sys, Inc re offgas sys explosion resistance. Meeting handout* 
enc 1 . 

MARTIN, R E. Licensing Branch 2. 83/06/20. Licensing Branch 2. 

13pp. 19344:112. 24X Fi che : 50-352, 03/06/20, 8307070549 


0307130006 Provides statement of position re in-plant communication 
ays Communication sys not seismically supported. Response 
requested in 7 days of ltr receipt. 

SCHWENCER* A. Licensing Branch 2. 03/06/20. BAUER, E.G. 

Philadelphia Electric Co. 3pp, 19525:355. 24X 

Fiche: 50-352, 83/06/28, 8307130006. 


8307130271 Forwards revised draft response 4* FSAR page change* to NRC 
Question 460.5 re air intake sys addl info re ESF filter 
sys instrumentation* in response to 030324 4t 0608 telcons. 

BRADLEY, E. J. Ph i lad e 1 ph ia El ec tr i c Co. 83/06/20. SCHWENCER, A. 
Licensing Branch 2 23pp. 19500:256. 24X Fi ch e : 30-332, 03/06/29, 

8307 130271. 


0307070037 Forwards draft rev to Page 11.5-39 of FSAR re gas analysis U 
core damage per 030620 request. Page will be incorporated in 
F6AR rev scheduled for Aug 1903. 

BRADLEY* E. J. Philadelphia Electric Co. 93/06/29. SCHWENCER, A. 
Licensing Branch 2. 4pp. 19293:247. 24X Fiche: 30-352, 03/06/29, 

0307070037. 


0307070206 Forwards draft rev to Request for Addl Info 210.02 re 
balance of plant supports designed to Subsection NF & 
related FSAR page changes, 

BRADLEY, E. U. Philadelphia Electric Co. 03/06/29. SCHWENCER, A. 
Licensing Branch 2. 5pp. 19269: 330. 24X F i c h e : 50-352, 83 /06/59* 

8307070206. 


0307010105 Forwards Amend 52 to OL ap p 1 1 ca 1 1 on , cons i s t i ng of Rev 21 
page changes to FSAR per NRC 03O3OB & 0603 ltrs 8< Rev 4 
page changes to design assessment rept, 

BRADLEY, E. U. Philadelphia Electric Co. 03/06/30. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 19186:356. 
24 X Fiche: 50-352,03/06/30,0307010105. 


— 8307010190 OL application consisting of Rev 21 page changes to FSAR & 
Rev 4 page changes to design assessment rept. 

BOYER* V,S. Philadelphia Electric Co. 83/06/27. 6pp. 19186: 359. 
24X Fiche: 50-352* 03/06/30, 8307010105. 


— S3070 10192 Rev 4 page changes to design assessment rept. 

* Philadelphia Electric Co. 03/06/30 49pp. 19107:003. 24X 

Fiche: 50-352, 83/06/30* 8307010185. 
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8307070167 Forwards Chapters Sr 6 & B, App A to Chap tar 3 & revised 
table of contents to "Severe Accident Risk Assessment " 

Chapter 7 will be provided in near future. 

BRADLEY. E. J. Philadelphia Electric Co 03/07/01. SCHWENCER. A. 
Division of Lieens ing. 2pp. 19367:092. 24 X Fi c h e : 50-352. 83/07/01 , 

8307070167. 


0307070170 Chapters 5. 6 & 8. App A to Chapter 5 & revised table of 
contents to "Sever* Accident Risk Assessment. ■ 

* Philadelphia Electric Co. 83/07/01. 117pp. 19267' 094 24X 

Fiche: 50-332, 03/07/01 r 0307070167. 


9307130389 Notification of 830708 meeting w/util & consultants in 
Newport Death, CA to discuss seismic aspects of plant 
severe accident risk assessment. 

MARTIN* R. E. Licensing Branch 2. 03/07/01. SCHWENCER, A. Licensing 

Branch 2. 4pp 19540:332. 24* Fi Che : 50-352* 93/07/01 , 83071 50309. 


9306270397 Oeneric Ltr 83-26 to all applicants ■for OL* & holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Bye list and. 

EISENHUT, D. 0. Di vi s Ion of Li cens ing. B3/Q7/05. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24* 

FiChe: 30-000,03/07/05, 8306270397. 


B3O7O0O296 Forwards draft FSAR pages containing addl info re isolation 
of purge It vent valves on high radiation, per Containment 
ays Branch request at B3Q6J5 meeting. Info will be 
incorporated into FSAR rev scheduled for Aug 1903. 

BRADLEY, E, J. Philadelphia Electric Co. 83/07/03. SCHWENCER, A. 
Licensing Branch 2. 0pp. 19331:183. 24X Fiche: 30-352, 03/07/05, 

8307080296. 


8307120330 Forwards response to Environ Qualification Branch & 
Containment By s Branch requests for Info re containment 
purge & vent valve operabi 1 ity. End draft FSAR pages to be 
incorporated in Aug 1903 rev. S* i smi e rept by 830001. 

BRADLEY, E. vf. Philadelphia Electric Co. 03/07/07. SCHWENCER, A 
Licensing Branch 2. 15pp. 19431:133. 24X Fi che: 50-332, 83/07/07. 

8307120330. 


•8307120333 "Purge fe Vent Valve Operability Qualification Analysis. 
Philadelphia Electric Co, Limerick Generating 9tation,Unit 

KRUEGER, J. E. , SAN5QNE, R. C. CLOW Corp. 6-06-83. 83/06/30. 130pp 

19431:171. 24X Fi c h *: 50-332, 03/07/07, 0307120330. 


8307000169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL «< holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list end. 

El SENHUT, D. 0. Division of Licensing. 03/07/08. Consolidated 
Edison Co of New York, Inc. 38pp. 19669:269. 24X 

Fiche: 30-000, 83/07/08, 0307080169. 


0307130075 Forwards NEDO-1O670, "Seismic Qual if Ication of Class I 
Electrical Equipment,*' in response to R Martin 030609 
, raquei t. 

BRADLEY, E. J. Philadelphia Electric Co. 83/07/12. SCHWENCER, A. 
Division of Licensing. 2pp. 19333:287. 24X Fiche: 50-352, 83/07/12, 

8307130073. 


'0307 l 30001 "Seismic Qualification of Class I Electric Equipment." 
TEST, L, D. General Electric Co. NEDO-10678. 72/11/30, 77pp 

19333:209. 24X Fic he: 30-352, 83/07/12, 83071 30075. 


8307080300 Advises that responses to QA Branch 830607 Requests For 
Addl Info 260.56 & 260.37 will be provided by 030722. 

BRADLEY. E. J, Philadelphia Electr ic Co. 83/07/03. SCHWENCER, A. 
Licensing Branch 2. 2pp. 19351:179. 24X Fiche: 30-352, 03/07/05, 

8307080300. 


8307130300 Responds to 030630 lfcr re failure to receive documents. Name 
added to NRC distribution lfit.NRC 030620 ltr to util, 
summariiing NRC Caseload Forecast Panel 630413-13 site visit 
U 030721 meeting summery, incl, 

HDDQDON, A. p . Hearing Branch 2, 83/07/13. BUSH, M. W. Bush, ft W. 

21 pp. 19532:213. 24X Ficha: 30-352, 83/07/13, 0307130300. 


8307000505 Forwards draft rev to Mechanical Equipment Branch Request 
for Addl Info RAI 210.33 re operability of feedwater 
isolation check valves. Info will be incorporated into neat 
FSAR rev, scheduled for Aug 1903, 

BRADLEY, E. J. Philadelphia Electric Co. 83/07/05. SCHWENCER, A 
Dranch 2 - *pp. 19346:338. 24X Fi c he: 50-352, 03/07/03, 


0307080505. 


03O719OU0 Forwards draft rev to Request for Addl Info RAI 210.02 fc 
related FSAR pages containing info requested by Mechanical 
Engineering Branch per 830701 telcon re balance of plant 
supports. Changes supersede info sent by 830627 ltr. 

BRADLEY, E. J. Phi ladelphla Elec tr I c Co. 83/07/13. SCHWENCER, A. 
Licensing Branch 2. 5pp. 19633:001. 24X Fi che: 30-332, 03/07/13, 

83071901 10. 


8307150373 Notification of 8307X2 meeting w/util in Be thestfa, MD to 
discuss outstanding items in Power Sys Branch review, 
including util appeal of NRC position on communications sys. 

MARTIN, R.E. Licensing Branch 2. 83/07/03. BCHWENGER, A. Licensing 

Branch 2. 4pp. 19540:337. 24X Fiche: 30-352, 03/07/03, 83071 30373. 


9307060329 Generic Ltr 83-27 to all licensees *, applicants for 
operating power reactors & holder* of CP* for pow«T reactors 
re surveillance intervals in STS. Svc list end. 

EIBENHUT, 0, 0. Division of Licensing. 03/07/06. Consolidated 
Ediion Co. of New York. Inc. i6pp. 19669:234. 24X 

Fiche: 50-000, 03/07/06, B307060329. 


0307110272 Requests info re decision to conduct 830413-13 caseload 
forecast panel meeting & tour only at Unit l. 

8UGARMAN, R. J. Sugarman, ft. J, 03/07/06. HAUGHEY, M. F. Licensing 
Branch 2. ip. 19379:160. 24X Fi che: 30-332, 03/07/06, B307 1 10272. 


Forwarrf * draft rev* to responses to Question* 410. 10 & 
410.12 re analysis for rotating components <c tornado missile 
spectrum. Responses will be incorporated in FSAR rev 
scheduled for Aug 1903. 

BRADLEY, E. J. Philadelphia Electric Co. 03/07/06. SCHWENCER, A, 
Bin5?!i!o, HranCh 8 ' 1Spp ' 193B0: 191, 24X Fi ch e : 50-332, 03/07/06, 


B3 ?n 1 ^ 8 ? In !° r " , ‘ ,h * t ■«» •>»* '!«*•< t* «<ldr..i chug , Ing pb.nom.n 
by capping downcomers on which uetuel 1/dr ywe II vacuum 
brokers are mounted. Pool swell phenomenon addressed by 
listed mods to vacuum breakers. 

KEMPER, J. 8. Philadelphia Electric Co. 03/07/06. SCHWENCER, A. 

0307 1 204 04 0ranCh 3PP ’ 19425:076 24 X F i c he : 50-352, 03/07/06, 


B3 23i l ^?h 1 F ° rU r <5 V T * tp0nf# 8truc *ural Engineering Branch Ouestio 
220.221b) re damping value for electrical raceway ty* 
a tp ?So£ WlU ** incorporated into FSAR Rev 23 scheduled for 

Au Q l 70 J. 

ElbCtric Co. 83/07/07. SCHWENCER, A. 
8107 ll 043 ? DranCh 8 ‘ ApP ’ ,9380:i34 - 24X Fiche: 50-352, 83/07/07, 


B307L90121 Forwards draft rev to FSAR Section 8. i. 6. 1.12, C U responses 
to Question* 430.37 S< 430.62 re medium & lower voltage sys. 

Change* will be incorporated into FSAR rev scheduled for 
Aug 1903, 

BRADLEY, E. J. Philadelphia Electric Co. 83/07/15. SCHWENCER, A. 
oi™«iV 9 , Brani;h 14pP< 19634: 322, 24X Fi c h e: 30-332, 03/07/i 3, 


8307190197 Forwards draft rev to response to FSAR Question* 220.2 re 
pressure transient caused by design basis tornado per 830624 
telcon. Info will be incorporated into FSAR rev scheduled for 
Auj 1983, 

BRADLEY, E. J, Philadelphia Electric Co. 83/07/13. SCHWENCER, A. 
niA??li^-, BT ' anCh 2 ' 8PP ‘ * 96 3°:iao. 24X Fiche: 50-332, 83/07/15, 


I „ ruiwara* pagn,p«r instrumentation b Contr 

8y* Branch request during 030711 meeting. Info will be 
incorporated Into FSAR rev scheduled for Aug 1903. Requested 
info inappropriate for incorporation into FSAR provided. 

KEMPER, J. B. Philadelphia Electric Co. 83/07/18. SCHWENCER, A 

™4oli!IL BranCh *' 31pp - l9733:2 *°- 24X Fiche: 50-332, 03/07/18, 

0 0 i O o t 


0307230316 Advises that FEAR Figure 9.4-3 will bs revised to show that 
hyrogen bottles now placed outside reactor bidg it number of 
..®**i** r * {fuc#d - Next rev scheduled for Auguit 1983. 

Philadelphia Electric Co. 83/07/20. SCHWENCER, A. 

2pp. 19701:341. 24X Fi ch e: 50-332, 03/07/20, 


KEMPER, J. 0. 
Licensing Branch 2, 
8307250316. 


!■ 1 rB Influent lines & feedwater lines, per Containment 
FBAR 8r#nCh 030717 t * lcon ' Change s will be incorporated into 

BRADLEY, E. J. Philadelphia Electric Co, 83/07/20. SCHWENCER, A 
0307260147^ ** 7pP ‘ l9727:279 ’ 24X Fi <= h t : 30-352, 03 /Q7/2b, 


0307260350 Forwards revised response to B30411 Question 210.92 re RHR 
rev tc^FSAR ication. Info will be incorporated In Aug 

BRADLEY, E. J, Philadelphia Electric Co. 03/07/20, SCHWENCER, A 
03O726O33O B ranC h 8pP * 19731:l36 *. 24X Fi c h e: 50-352, 83/07/20, 
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6307260372 Forwards draft FSAR page change reflecting revised response 
to Question 430,62 re design basis seismic event. per 030719 
telcon. Info will be incorporated into FSAR rev scheduled for 
Aug 1983. 

BRADLEY, E. J, Philadelphia Electric Co, 03/07/21 SCHWENCER, A. 
Licensing Branch 2. 4pp. 19733:037. 24X Fiche : 30-332, 83/07/21 , 

8307260372- 


8307260472 Submits info re components of program plan for Aug 1903 
control room design review. Program will ref BUR Owners Qroup 
generic program plan & include qua 1 1 f icat ions t> structure 
of review team. 

KEMPER. J. 8 . Philadelphia Electric Co. 03/07/21, SCHWENCER * A. 
Licensing Branch 2. 3pp. 19734:165. 24X Fiche: 30-332. 03/07/21, 

0307260472. 


9307200237 Forwards draft F 8 AR change tD Section b. 2. 4. 3. 1. 3. 2. 3, per 
830718 telcon w/Conta 1 nment Sys Branch. Rev will be 
Incorporated in FSAR amend scheduled for Aug 1963. 

BRADLEYf E. J. Philadelphia Electric Co. 83/07/22. SCHWENCER, A. 
Licensing Branch 2. Bpp- 19793:280. 24X Fi c h e : 30-332. 83/07/22, 

8307280237. 


6307200242 Forwards draft FSAR page changes addressing operator actions 
when entry level TRIP procedures met. Changes will be 
Incorporated into FSAR rev scheduled for Aug 1903. 

BRADLEY, E. J. Philadelphia Electric Co. B3/07/23. SCHWENCER, A. 
Licensing Branch 2. 4pp. 19790:161. 24X Fiche; 30-332. 83/07/23* 

8307280242. 


6307200294 Forwards response to Effluent Treatment 8 y* Branch 830710 
request for addl info re delta P recording across first 
HEPA filter of E 8 F cleanup sys. 

BRADLEY, E. J. Philadelphia Electric Co. 03/07/23. SCHWENCER, A, 
Licensing Branch 2. 3pp. 19709:322. 24X Fi ch e; 30-332, 83/07/23, 

9307200294. 


8307200330 Forwards revised draft FSAR page change to TUI Item l.C.B, 
"Pilot Monitoring of Selected Emergency Procedures for 
Near-Term OL Applicants. " 

BRADLEY, E. J. Philadelphia Electric Co. 83/07/23. SCHWENCER, A, 
Licensing Branch 2. 4pp. 19790:037. 24X Fich e; 30-332, 83/07/23. 

6307280330. 


8307200338 Forward* draft FSAR page change re availability of test 
procedures for fuel loading , ini tial startup testing 5t 
supporting activi ties. Inf o will be incorporated in Aug t9B3 
Tev. 

BRADLEY, E. J. Philadelphia Electric Co. 03/07/25, SCHWENCER, A. 
Licensing Branch 2. 4pp. 19789:049. 24X Ft e h e : 50-332, 03/07/23, 

8307200338. 


8307280420 Forwards addl info re interlock setpoint value effect on 
ECC 8 analysis, in response to NRC 030713 reque s fc . P 1 ant~un 1 que 
calculations will be submitted in Feb 1904. 

BRADLEY, E. J. Philadelphia Electric Co. 03/07/23. SCHWENCER. A. 
Licensing Branch 2, 3pp. 19793:309. 24X FI ch e: 30-332, 03/07/23, 

8307280420. 


— 0307080510 Notice of availability of DES < NUREG-097 4 > . 

SCHWENCER, A. Licensing Branch 2. 03/06/24. 3pp. 19365:033. 24X 

Fiche: 50-352, 83/06/24, 6307080300- 


— 0307080522 Forwards notice of availability of DES (NURE0-0974 >. Request 
for comments being sent to appropriate agencies. FES will be 
prepared after receipt of comments 

SCHWENCER, A Licensing Branch 2. 83/06/24. WILSON, K. 

Environmental Protection Agency. Ip. 19363:090. 24X 

Fiche: 50-332. 83/06/24, 6307080300 


— 0307000523 Advises that DES i ssued . Not i c e of availability encl.W/o 
DES. 

SCHWENCER. A. Licensing Branch 2. 83/06/24. BAUER, E. 0. 

Philadelphia Electric Co. 4pp 19365:039, 24X 

Fiche: 30-352, 83/06/24, 0307000300. 


— 0307000327 Forwards DES (NUREG-0974) for review 8 < c ommen t s. Comment* are 
due within 43 days after FR publication. W/o end. 

SCHWENCER, A. Licensing Branch 2. 83/06/24. WOOD, J. M Commerce, 

Dept, of, Natl. Qceanograph ic fc Atmospheric Admin* stration. 5pp. 
19365:063. 24X Fiche: 30-332, 03/06/24, 0307000300. 


B307050479 DRAFT ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
LIMERICK GENERATING STATION, UNITS 1 AND 2, Docket No*. 30-392 
And 30-353. (Philadelph ia Electric Company) 

* Division of Licensing. NURE0-0974. 03/06/30. 331pp 19261:033. 

24X Fiche: 30-332, 83/06/30, 0307050479. 


8307200310 Concurs w/NRC conclusions re DES for facility, per NRC 030624 
request. No detectable effects to Delaware River from 
facility operation expected. 

BARB I Efl I > N. J. Army, Dept, of B3/07/13. Division of Licensing. 

Ip. 1964B:093 24X Fiche: 30-352, 83/07/19,0307200310. 

8307260902 Advises of incorrect interpretation in DES of Delaware River 
Basin Commission water quality stds re mixing ione for 
discharge of constituent* such as residual chlorine. 

HAMSLER, 0. M. Delaware River Basin Commission. 03/07/22. AULUCK, R. 
Office of Nuclear Reactor Regulation, Director. Ip. 19734:169. 24X 

Fiche: 30-392, 83/07/22,0307260302- 


E. NRC Safety Evaluation Report (GER), suppls h c nrre spend enc e 


0307110641 Notification of 830711 meeting w/utll in Dethesda.MD to 
discuss Instrumentation & Control Sys Branch SER open 
issues. Meeting agenda end. 

A0ELBON, H. Licensing Branch 2. 83/06/27. SCHWENCER, A. Licensing 

Branch 2, 8 pp. 19434:039, 24X Flc h e: 30-392, 03/06/27, B3071 1 064 1 . 


0307060245 Forwards draft revised FSAR Sections 6,2. 4 1 7.3 4 Table 
6 2-17, ref lecting position on draft 8 ER Item 15 re 
automatic isolation of containment isolation valves. Info 
will be included in F 8 AR rev scheduled for Jul 1903. 

BRADLEY, E. J. Philadelphia Electric Co, B3/07/01. SCHWENCER, A, 
Licensing Branch 2. 11pp. 19239:275. 24X F 1 c h e : 30-332, 83/07/0 1, 

8307060245. 


0307290080 Forwards revised response to FSAR Question 430.47 re dc 
control relay & terminal box,per 030721 telcon. Info will be 
Incorporated into FSAR rev scheduled for Aug 1983. 

BRADLEY, E. J. Philadelphia Electric Co. 03/07/26. SCHWENCER, A. 
Licensing Branch 2. 3pp. 19022:177. 24X Fi th e : 30-3 32, 83/07/26, 

8307290060. 


B307200449 Notification of 030707 meeting w/util in Bethesda,MD to 
discus* outstanding 6 ER items in containment sys area, 
including potential for overpressuri lation of standby gas 
treatment sys duct work, 

MARTIN, R.£. Licensing Branch 2. 83/07/01, SCHWENCER, A. Licensing 

Branch 2. 4pp. 19672:240. 24X Fiche: 90-332, B3/07/01 , 0307200449. 


C. Utility Environmental Report <ER) * amends 8 t correspondence 


0307190002 Forwards revised page* to Chapter 7 of "Severe Accident Risk 
Assessment" & "Impact of Plant Design Change* an Limerick 
Generating Station Severe Accident Risk Assessment (SARA), 1 ’ 
per 030701 ttr re environ rept, Section 7.1. 

BRADLEY, E. J. Philadelphia Electric Co. 83/07/19. SCHWENCER, A. 
Division of Licensing. 2pp. 19639:249. 24X Fiche: 30-392, 83/07/19, 

0307190002. 


— 8307190092 Revised pages to Chapter 7 of "Severe Accident Risk 
Assessment. " 

a Philadelphia Electric Co. 83/07/15. 136pp. 19639:231. 24X 

Fiche: 30-332, 83/07/13, 8307190082. 


— -0307190096 "Impact of Plant Design Changes on Limerick Generating 
Station Severe Accident Risk Assessment (SARA). " 
a NUS Corp. 03/07/13. Bpp. 19636:027. 24X 

Fiche: 30-332, 83/07/13, 8307190082. 


D. NRC Draft/Final Environmental Statements, suppls & correspondence 


8307150377 Notification of S30713 meeting w/util in Qethesda.MD to 
discus* statu* of development of SER Si actions required to 
address all open issues. 

MARTIN, R E, Licensing Branch 2. 83/07/03. SCHWENCER, A Licensing 

Branch 2. 4pp. 19340:326. 24X Fiche; 90-332, 03/07/03. B3071 30377. 


B3072003B4 Forwards request for addl info re vibration monitoring 
program for all essential safety-related instrumentation 
line* per draft SER Section 3. 9. 2. Util 830404 1 tr did not 
adequately address inaccessible instrumentation lines. 
BCHWENCER, A Licensing Branch 2- 03/07/06. BAUER, E. Q. 

Philadelphia Electric Co. 4pp, 19669:333. 24X 

Fiche: 30-332, 83/07/06, 83072003B4. 


0307120934 Forward* revised draft responses to draft SER Items 2,3,0 6 
9 re fuel rod mechanical fracturing b fuel assembly 
structural damag e. Resp on* ■ < will be incorporated into FSAR 
scheduled for release in Aug 19B3. 

BRADLEY, E. J. Philadelphia Electric Co. 83/07/08. SCHWENCER, A, 
Licensing Branch 2. 7pp. 19433:322. 24X Fiche: 30-332, 03/07/08, 

8307120934. 


0 3-07000300 Forwards FR notice of availability of DES (NUREQ-0974 ». 
BCHWENCER, A. Licensing Branch 2. 83/06/24. CHERRY, M. Cherry, 

rt, M. /Cherry, Flynn !< Kanter. 4pp, 19369:091. 24X 

Fiche: 30-332, 83/06/24, 0307080900. 
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Snf ° re ItM 4 ot R»«i«U»,c*l As, 

Dranc h draft SER concjrnlnj assignment of Taylor as special 
assistant to applied hoalth physicist at Peach Bottom Atomic 
Power station during Fall 1903 refueling outage. 
nr>Am CU C * Philadelphia Electric Co. 03/07/12. SCHWENCER, A. 

3pp, 19540:105 24X Fi c h e : 30-332, 83/07/ i2. 


BRADLEY, E. J. 
Licensing Branch 2. 
8307150067. 


□307150069 Forwards marked-up revised draft FSAR page changes per draft 
SER t resolving discrepancies it Incorporating GESTAR It In ODYN 
analyses of pressurization transients into FSAR, 

DRADLEY, E. J, Philadelphia Electric Co, B3/07/12. SCHWENCER, A. 
Licensing Branch 2. 7pp. 19540: 170. 24X Fiche: 50-332, B3/07/12, 


B 307 130 196 Respond* to telcon request re BNL review of util 030421 
severe accident risk as s tlsmin t. BNL reviewers listed. 

HODQDCJN, A P Rearing Branch 2. 03/07/08, DORSEY, J. A. Limerick 

Ecology Action 2pp. 19465:351. 24X Fic he; 30-392, 03/07/00, 

8207130196. 


8307130232 Forward* Page 6-16 to Rev 2 to emergency plan, inadvertently 
not reproduced when amended. Emerg enc y plan will be 
corrected w/next amend. Re 1 a ted c orratp ondenc e. 

WETTERHAHN, M. J. Conner St Wetterhahn. WETTERHAHN, M, J. Philadelphia 
Electric Co B3/O7/0B. BRENNER, L. i MORRIS,P.A., COLE, R, F. Atomic 
Safety and Licensing Board Panel. 2pp. 19465:330. 24X 

Fiche: 30-332, 83/07/00, 0307130232. 


0307150132 Forwards responses to Chemical Engineering Branch fire 
protection sec 1 1 on, dra f t SER open review Item* 17,20,22,24 h 
28. W/I2 oversize draw i ng *. Ap er tur e cards are available in 
PDR. 

BRADLEY, E. J. Philadelphia Elec tric Co 83/07/12. SCHWENCER, A. 
Licensing Branch 2. 27pp. 1933B;001. 24X Fiche: 50-332, 83/07/12, 

03071 30132. 


8307180136 Forwards Limerick Ecology Action respecification of 
Contention 1-42 per 030316 memorandum. Ap p 1 i ca 1 1 an did not 
show compliance w/030121 rule re environ qualification of 
electrical equipment. 

DORSEY, J, A, Dorsey, J. A. DORSEY, J. A. Limerick Ecology Action. 
03/07/11. BRENNER, L. i MORRIS, P. A. , COLE, R. F. Atomic Safety and 
Licensing Board Panel. Ip. 19337:037. 24X FI c h e : 30-352, 83/07/ 1 1 , 

0307100136. 


8307100054 Forwards revised response to Core Performance Branch draft 
SEf? Item lO, "Post-Irradiation Curve i llanc e. '■ Fuel will be 
visually inspected at each refueling outage. Info will be 
incorporated into FSAR rev scheduled for Aug 1903. 

BRADLEY, E. -J. Philadelphia EloctTic Co. 83/07/13, SCHWENCER, A. 
Licencing Branch 2, 3pp. 19360: 269. 24X Fi ch e : 50-332, 03/07/ 1 3, 

03071 B0034. 


0307250072 Summary of 030623 meeting ei/util & Dechtol in Bethe»da,MD re 
Auxiliary Bys Branch open SER issue*. List of open SER issues 
«nc 1. 

ABELSDN, H. Licensing Branch 2 03/07/15. Licensing Branch 2. 

8pp. 19724: 006. 24X Fiche: 90-332, 83/07/15, 8307250072 


0307290403 Summary of 030711 meeting W/uti 1, Bechtel & ANL in Bethesda, 
MO re Instrumentation It Control Sys Branch open BER issues. 

ABELBON, M. Licensing Branch 2. 03/07/20. Licensing Branch 2. 

9pp. 190991092. 24X Fiche: 30-332, 83/07/20, B30729O483. 


F. Security, medical, emergency & Fire protection plans 


0307130232 Fnrwardi Page 6-16 to Rev 2 to emergency p Ian, i nad ver tently 
not reproduced when amended. Emergency plan will be 
corrected w/next amend. Rela ted correspondence. 

WETTERHAHN, M. J,. Conner fc Wetterhahn. WETTERHAHN, IT J. Philadelphia 
Electric Co. 83/07/08 DRENNER, L. , iMGRR I S, F. A. , COLE, R. F. Atomic 
Safety and Licensing Board Panel. 2pp. 19465:330. 24X 

Fiche: 30-332, 03/07/08, 8307130232. 


8307130076 Forward* draft revised Pages 3-6, <7-1 L ll-l to security 
plan. Pages withheld (ref* I0CFR2. 790 & 10CFR73. 21 ). Changes 
will be incorporated in security plan amend to be submitted 
in Aug 1903. 

BRADLEY, E. J. Ph i 1 ad e 1 p h la El ec t r i c C o. 03/07/12. SCHWENCER, A. 
Licensing Branch 2. 2pp. 19336:168. 34X Fich * : 30-332, 03/07/12, 

8307150076. 


8307130132 Forwards responses to Chemical Engineering Branch fire 
protection sec 1 1 on, dra ft SER open review Item* 17,20,22,24 It 
2fl. W/12 oversize drawings. Aperture cards are available in 
PDR. 

BRADLEY, IT, -J. Fh i 1 ade ! p h la El sc tr t c C o. 03/07/12. SCHWENCER, A. 
Licensing Branch 2, 27pp, 19330:001. 24X Fiche: 50-332, B3/07/ 12, 

03071 50132, 


0, Adjudicatory correspondence 


B 306030332 Order granting Commonwealth of PA 030326 motion for partial 
relief from ASLB requirements to coordinate filing of onsite 
emergency planning con trntion*. Commonwea 1 th required to 
negotiate language of contentions. 

BRENNER, L. Atomic Safety and Licensing Board Panel. 03/06/01. 
Pennsylvania, Commonwealth of,. 6pp. 10713:030. 24X 

Fiche: 30-352, 03/06/01.8306030332- 


8307060409 Answer opposing Del-Aware counsel 030616 Itr proposing new 
contention an use of supplemental cooling water from Point 
Pleasant d i ver* i on, ASLB doe* not have jurisdiction over 
issue Certificate of five encl. 

CONNER, T O. Philadelphia Electric Co. CONNER, T. B. Conner l 
Wetterhahn. 03/06/30, Atomic Safety and Licensing Board Panel. 

6pp. 19234:200. 24X Fi che: 30-332, 03/06/30, 0307060409, 


8307070255 Answer opposing Limerick Ecology Action 830617 onsite 
emergency planning content! ons. Conten tions either lack 
requisite specificity & bases or fail to allege 
noncompl lance w/r*gul a tions. Cert 1 flea te of Svc encl. 

WETTERHAHN# M. J. Philadelphia Electric Co. WETTERHAHN, M J. Conner 8, 
Wetterhahn. 03/07/05, Atomic Bafety and Licensing Board Panel. 
19267:221. 24X Fiche: 30-352, B3/07/03, 0307070253. 


— 0307 1 B0142 Respecification of Contention 1-42 re environ qualification 
of electrical equipment. Certi fi cate of Svc encl. 
a Limerick Ecology Action, 03/07/11. 6pp. 19337:058. 24X 

Fiche: 30-332, 83/07/1 lr 0307180136. 


8307140475 Response to Limerick Ecology Action 830617 onsite emergency 
planning c ontent i ons. Content i ons VI 1 1-3, 4, 3, 6, 8, 9# 10 fc 13 - 
20 incomplete in whole or part due to unavailability of 
pertinent deta i Is. W/Certlf i cate of Svc. 

VQCLER, D.H. Hearing Branch 2- 83/07/12. Atomic Safety and 

Licensing Board Panel, 22pp. 19320:181. 24X Fiche: 30-332, 83/07/12, 

0307140473. 


8307130300 Respond* to 830630 ltr re failure to receive documents. Name 
added to NRC distribution list.NRC 830620 ltr to util, 
summarizing NRC Caseload Forecast Panel 830413-15 site Visit 
& 030721 meeting summer y , enc 1 . 

HDDQDON, A. P. Hearing Branch 2. 83/07/13. BUSH, M. W. Bush, M. W. 

21pp. 19332:213. 24X FI c h *: 30-332, 83/07/ 13, 83071 30300. 


8307180260 Memorandum & order re Del-Aware 830616 ltr to ASLAB. Proposed 
contention denied. Contention vague 6 seems to address 
matter* beyond ASLAB juri Sd ict ion. 

BRENNER, L Atomic Safety and Licensing Board Panel. 83/07/14. 

De 1 -Aware Unlimited, Inc. 3pp. 19336:001. 24X 

Fiche: 30-332, 03/07/14, 8307180260. 


0307190127 Second round of interrogatories re pressurized thermal 
shock. Related correspondence. 

LEWIS, M. Lewis, M. 03/07/13. Office of the Executive Legal 
Director. 2pp. 19636:031. 24X Fi c h e : 30-332, 83/07/ 1 3, 8307 1 90127. 


8307210230 Request* all available info responsive to B30603 first set 
Df interrogatories l< request for production of documents, 
including names, addresses & prof qualifications of all 
expert consultants L witnesses. Related correspondence. 

WETTERHAHN, M. J. Conner &< Wetterhahn. WETTERHAHN, M. J. Philadelphia 
Electric Co. 03/07/10. ANTHONY, R. L. Friends of the Earth- 2pp. 
19669:039 24X Fi c h e: 30-332, 83/07/ 18, B307210230. 


8307220364 Brief incorporating documents to avoid duplication. 
Certificate of Bvc encl. 

SUGARMAN, R. J. Del-Aware Unlimited, Inc. BUOARMAN, R. J. Superman, 
R U- 83/07/18. Atomic Safety and Licensing Appeal Panel. 3pp. 
19673: 23B. 24X F i c h e: 30-332, 83/07/ IQ, 0307220364. 


8307220371 Order striking Del-Aware Uni imi ted , Inc collection of 
documents purporting to constitute Del-Aware appellate brief 
supporting exceptions to ASLB 030308 L 0601 decisions. 

Correct brief due by 030019. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. 83/07/20. 

Del-Aware Unlimited, Inc. 3pp. 19673:271. 24X 

Fiche: 30-332, 83/07/20, 8307220371. 


B3O729DO0B Forwards reply to NRC St util responses to onsite emergency 
planning contentions l< motion for extension of time to file 
contentions on Chapter 7 of environ rept - QL stage. 

DORSEY, J. A. Dorsey, J, A. DORSEY, J. A- Limerick Ecology Action. 
83/07/21, BRENNER, A., COLE, R. F. . MORRISiP.A. Atomic Safety and 
Licensing Board Panel. ip. 19015:333. 24X Fiche: 30-332, B3/07/21 , 

B 307 2 90 060. 


— B307290093 Reply to NRC & util responses to onsite emergency planning 
contentions, A8LD should admit contentions w/exceptions 
stated. 

DORSEY, J. A, Limerick Ecology Action. DORSEY, J. A. Dorsey, J. A. 
03/07/21, Atomic Bafety and Licensing Board Panel. 16pp. 
19813:334. 24X Fiche: 30-332, 03/07/21, B3072900BB. 
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— 6307290077 Motion for extension until 830901 to file Chapter 7 environ 
rept QL content 1 ons. Limer i c k Ecology Action consultant had 
not received suppl to supporting document as of 830717. 

Certificate of 8vc end. 

DORSEY, J. A. Limerick Ecology Action. DORSEY, J. A. Dorsey, J. A. 
83/07/21. Atomic Safety and Licensing Board Panel. 4pp. 

17819:390. 24X Fi ch e: 90-393, 03/07/21 1 8307270080. 


6307290192 Advises of placement in LPDR of portions of ACRS Joint 
Subcommittees on Indian Point Units 2 & 3 it Reliability L 
Probabil is tic Assessment 030706 meeting discussing Limerick 
PRA. 

HODGDON, A. P. Hearing Branch 2. 83/07/22. BRENNER, L. , MORRIS, P. A., 

COLE, R. F. Atomic Safety and Licensing Board Panel. Ip. 17706:104. 
24X FI Che: 30-332< B3/07/22, B307230 1 32. 


S307260373 Forwards A Love notice of appearance & DB Bronstein notice 
of withdrawal of appearance. Certi ficate of Svc end. 

BRONSTEIN, D. S. Bronstein, D. S. BRONSTEIN, D. S. QraterPord 
Prisoners. 93/07/22. BRENNER, L. Atomic Safety and Licensing Board 
Panel. 3pp. 17733:119. 24X Fi c h e ; 30-332, 03/07/22, B307260399 


9307200147 Mentor ia 1 i i es matters discussed on 830722. Doc urtien ts re 
carburetor icing to be sent to uti 1. Resoluti on of discovery 
differences impossible. 

WETTERHAHN, M. J. Conner tc Wetterhahn. WETTERHAHN, M. J. Philadelphia 
Electric Co. 03/07/23. ROMANO, F. Romano, F. 2pp. 17772:045. 24X 

Fi Che: 90-332, 03/07/23, 0307280147. 


6307200246 Objections to certain RL Anthony it Friends of the Earth 
in Delaware Valley 030714 Interrogatories & request* for 
documents. Interrogatories exceed scape of admitted 
contentions. 

WETTERHAHN, H. J. Philadelphia Electric Co. WETTERHAHN, M. J. Conner & 
Wetterhahn. 83/07/29. Anthony, R. L. 3pp. 19793:208. 24X 

Fi Cher 30-332, 03/07/23, B3072B0246. 


— 6307200294 Answer opposing admission of Limerick Ecology Action 830711 
revised Contention 1-42 re qual if ication of electric 
equipment exposed to harsh environs. Contention lacks 
specificity & basis or is premature. Cert 1 ficate of Svc end. 
WETTERHAHN, M. J. Philadelphia Electric Co. WETTERHAHN, M. J. Conner 
fc Wetterhahn. 03/07/29. Atomic Safety and Licensing Board 
Panel. Upp. 17793:293. 24X Fiche: 90-332, 83/07/29, 0307280246. 


9307280144 Second Special Prehearing Conference Order LBP-03-39 re 
630307-11 prehearing conference in Ph 1 lade 1 ph ia, PA on 
proposed contentions & further schedul ing. Contentions 1-8, 

1-19 S, I-33M admi t ted. Courtesy notification end. 

BRENNER, L. , COLE, R. F. , MORRIS, P. A. Atomic Safety and Licensing Board 
Panel. 03/07/26. 44pp. 19772:001. 24X Fich e : 30-332, 83/07/26, 

0307280144. 


B307280167 Informs of agreement in furtherance of memorandum 6 order 
confirming schedules established during 830916 prehearing 
conference. Draft emergency plans will be delivered to 
counsel for Limerick Ecology Action. 

WETTERHAHN, M. J. Conner & Wetterhahn. WETTERHAHN, M. J. Philadelphia 
Electric Co. 03/07/26. BRENNER, L. , MORRIS, P. A. i CDLE, R. F. Atomic 
Safety and Licensing Board Panel. 2pp. 17771:361. 24X 

Fiche: 30-392, 03/07/26. 0307280167. 


H. General correspondence 


0307090177 Requests replacement of UW Ooode u/MW Bush on mailing list. 
BUSH, M. W. Philadelphia, PA. 93/06/29. SCHWENCER, A. Licensing 
Branch 2. Ip. 17197:186. 24X Fiche: 90-352, 83/06/29, 8307050179. 


K. Utility Final Safety Analysis Report <FSAR> & amends 


G 307010183 Forwards Amend 32 to OL app 1 ication, coni istlng of Rev 21 
page changes to F8AR per NRC 030308 & 0603 itrs l* Rev 4 
page changes to design assessment rept. 

BRADLEY, E. J. Philadelphia Electric Co. 83/06/30. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director, 3pp. 19186:396. 
24X Fiche: 30-392, 83/06/30, 8307010185. 


— 8307010190 OL application consisting of Rev 21 page changes to FSAR & 
Rev 4 page changes to design assessment rept. 

BOYER, V. B. Philadelphia Electric Co. 83/06/27. 6pp. 17186:399. 
24X Fiche: 90-392, 03/06/30, 8307010109. 


— 0307010192 Rev 4 page changes to design assessment rept. 

* Philadelphia Electric Co. 03/06/30. 49pp. 17187:003. 24X 

Fiche: 90-392, 83/06/30, 8307010189. 


— 0307010193 Rev 21 to FSAR. 

* Philadelphia Electric Co. 83/06/30. 387pp. 17187:064. 24X 

Fiche; 30-332, 83/06/30, 8307010189. 


8307280063 Forwards Affidavit Df Svc re distribution of Rev 21 to FSAR, 
per 010706 ltr. 

BRADLEY, E. J. Ph i lade 1 ph i a El ec tr i c Co. 83/07/20. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 3pp. 17771:201. 

24 X Fiche: 50-352 , 83/07/20, 8307280063. 


Q. Inspection reports, IE Bulletins t, correspondence 


8307010152 Forwards IE Insp Repts 50-352/83-06 50-353/83-03 on 

830916-20. Nd noncompliance noted. 

MARTIN, T T. Division of Engineering 8, Technical Programs. 03/06/14. 

KEMPER, J. 8. Philadelphia Electric Co. 2pp 19175:326. 24X 

Fiche: 50-352, 83/06/14, 0307010152. 


—0307010161 IE Insp Repts 50-332/03-06 & 30-3S3/B3-03 on B30516-20. No 
noncompliance noted. Major areas inspec ted : i ns ta 1 la t ion of 
e 1 ec trical/instrument components 6 sys in areas of receipt 
Insp, mat! qua 1 i f i cat i on fc insp. 

PAQLINOj R J. , ANDERSON, C. J. Region 1, Office of Director. 

03/06/07. 5pp. 19179:320 24X Fi c he : 50-352, 83/06/ 14, 03070101 52. 


0307210070 Forwards IE Insp Repts 50-352/83-00 & 50-353/83-05 on 
030529-0604 6 notice of violation. 

STARDSTECKI, R. Division of Project h Resident Programs. 03/07/05. 
KEMPER, J. 8. Philadelphia Electric Co. 2pp. 17668. 250. 24X 

Fiche: 50-332, 83/07/05, 8307210070, 


— 8307210073 Notice of violation from insp on B30529-0624. 

• Division of Project & Resident Programs. 03/07/05. Ip. 
19660:232. 24X Flc he : 50-352, 83/07/05, 03072 10070 


—8307210070 IE Insp Repts 50-352/03-08 fc 30-333/03-09 on B30927-0624. 
Noncompliance no ted ; f a i 1 ure to label horiiontal shock 
arrestors QBD-102-H34 & HBB-110-H4O w/ "keep off" signs. 

GRANT, J. M. Division of Project & Resident Programs. 

CHAUDHARY, 8. K. , CONNER, E. L. Region 1, Office of Director. 
83/06/29. 9pp. 19660:253. 24X F i c h e: 30-352, 83/07/05, 0307210070. 


0307120303 Ac k receipt of 830624 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-352/83-03 6 
30-333/83-02. 

3TAR0STECKI, R. Division of Project 6 Resident Programs. 83/07/06. 
KEMPER, J, S. Philadelphia Electric Co 2pp. 19433:247. 24X 

Fiche: 30-352, B3/07/06, 0307120503. 


— 0307120900 Responds to NRC 030326 ltr re violations noted in IE Insp 
Repts 50-352/03-05 h 50-393/83-02. Correc 1 1 Ve ac t i ons ; pro jec t 
QC Instruction E-2. O revised 6 Drawing FJ-44-10 revised to 
include steel barrier per Section 10.0 of M-B30. 

KEMPER, J. B. Philadelphia Electric Co. 03/06/24. MURLEY, T. E. 
Region 1, Office of Director. 4pp. 17433:249 24X 

Fiche: 30-332, 03/07/06, 0307120503. 


0306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Burry Recirculation Spray Subsystem. " Bvc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 83/07/11. Consolidated Edison Co. of New 

York, Inc. I54pp, 17963:293. 24X Fi c h e : 50-000, 03/07/ 1 1 , 0306270401 . 


9306270404 IE Info Notice 93-47, “Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN, E, L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 03/07/12, Consolidated Edison Co. of New 

York, Inc. 141pp. 19363.193. 24X Fi Che : 30-000, 83/07/ 12, 8306270404. 


0307180034 Forward# revised response to Core Performance Branch draft 
SER Item 10, "Post-Irradiation Surveillance." Fuel will be 
visually inspected at each refueling outage. Info will be 
Incorporated into FSAR rev scheduled for Aug 1983. 

BRADLEY. E.J. Ph i 1 ade 1 p h ia El ec tr i c Co. 83/07/13. SCHWENCER, A. 
Licensing Branch 2. 3pp. 19360:269. 24X Fiche: 50-332, 83/07/13, 

0307180034. 


0306270406 IE Info Notice 03-48, “Gaseous Effluent Releases of 
Radioactive 1-123 * 1-131 in Excess of NRC Limits." Svc list 
end. 

TAYLOR, J. M. Division of QA, Safeguards fc Inspection Programs (Post 
030103). 03/07/14. Consolidated Edison Co. of New York, Inc. 

114pp. 19715:270. 24X Fiche: 50-000, 83/07/14, 8306270406. 


0307280433 Forwards SALP rept for Jan-D*c 1782, conducted on 830410 
2< discussed an 030302. Overall performance in const area 
acceptable. 

MURLEY, T. E. Region 1, Office of Director, 83/07/10. KEMPER, J. 8. 
Philadelphia Electric Co. 3pp. 19777:260, 24X 

Fiche: 90-332, 83/07/18, 8307200453. 


—0307280437 SALP rept for Jan-Dec 1902. 

a Region i, Office of Director. 83/04/iB. 30pp, 19797:263. 24X 

Fiche: 50-332, 83/07/10, 8307380433. 
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— 0307280461 Forwards SALP Board rept conducted on 830410. Meeting 
scheduled for 030302 to discuss performance assessment 6 
any plans for Improvement, Hr i tten comments requested within 
20 days of meeting. H/o end. 

9TAROSTECKI, R. Division of Project & Resident Programs. 03/O4/2B. 

KEMPER. J. 5. Philadelphia Electric Co. Ip. 19797:293. 24X 

Fiche: 30-352, 03/07/10, 8307200453. 


—8307200463 Comments on 030502 SALP meeting. OA engineer will be added to 
audit electrical work £ reaudit program w/emphasis on 
deficient areas. 

KEMPER, J. 8. Philadelphia Electric Co. 03/05/19 ALLAN, J. M. 

Region 1, Office of Director. 4pp. 19797:294. 24X 

Fiche: 50-352, 03/07/18, 0307200453. 


0307200298 Responds to violation* noted in IE Insp Repts 50-352/83-09 U 
50-353/03-05 on 630329-0604. Carr ec t iv« actions: pipe shock 
arrestors GBB-102-H34 * KBD-U8-440 have been labeled as 
required. 

KEMPER, J. 5. Philadelphia Electric Co. 93/07/23. MURLEY, T. E, 

Region 1, Office of Director. 3pp. 19790:034. 24X 

Fiche; 30-332, 03/07/23, 8307200200. 


S. Reportable occurrences, LERs it related correspondence 


8307120216 Significant Deficiency Rept 74 re 4 kV switchgear supplied 
by Brown-Boveri, Inc. Initial ly reported on 030225. Circuit 
breaker* 6 ground trucks will have spring added to close 
hatch. Final rept will be provided by 830B26. 

KEMPER, J. S. Philadelphia Electric Co. B3/0&/24. MJRLEY, T . E. 
Region 1, Office of Director. 4pp. 19423:259. 24X 

Fiche: 50-352, 03/06/24,0307120216. 


0307110371 Final Deficiency Rept B3-03 re medium voltage circuit 
breakers of same type Installed at Limerick which 
inadvertently closed after completion of spring charging due 
to slipped close latch, discussed in Brown Boveri 030524 ltr. 
SCHROEDER, C. W. Commonwealth Edison Co. 03/07/07, KEPPLER, J. G. 
Region 3, Office of Director. 3pp. 19300:266. 24X 

Fiche: 30-000. 63/07/07, 0307 110371. 


—0307110377 Followup interim rept re potential deficiency in 5HK 
switchgear supplied by Brown Bover i. C ircui t breaker 
inadvertently closed k tripped following spring charging. 

Light spring added to close latch. 

DUVALL-O. D. Brown Boveri Corp. Isubs. Brown Boveri 5c Co., Ltd. J. 
03/04/20. STELLO, V. Director's Office, Office of Inspection and 
Enforcement. 2pp. 19300:271. 24X FI c h e: 30-000, 03/07/07, 

8307110371. 


6307130015 Final Significant Deficiency Rept 04 re defect in motor 
operated valve tandem torque switches. One torque twitch in 
each tandem assembly removed, rec onf i guring switches to 
Limltorque std configuration. 

KEMFER, J. S. Philadelphia Electric Co. B3/O7/O0. HURLEY, T. E. 
Region I, Office of Director. 3pp. 19474:209. 24X 

Fiche: 30-332, 03/07/00, 0307130013, 


DOCKET 30-333 LIMERICK GENERATING STATION, UNIT 2 


A. Application/construction stage documents & correspondence 


0208060366 Board Notification 02-70: not i f i es of differing prof opinion 
re senilti zation of BWR stainless steel weldments, 

EI5ENHUT,D. 0, Division of Licensing. 02/07/20. PALLADJNO, N. J. 
Commissioners. 4pp. 17043:001. 24X FI ch e : 30-000, 02/07/20, 

0200 060366. 


— 0302040362 Forwards request for addl info re reactor internals matl*. 
JOHNSTON, W. V, Assistant Director for Metis & Qualif. Engineering 
<Pre 030201 1. 82/03/14. TEDESCO, R. L. Assistant Director for 

Licensing. 2pp. 17043:089. 24X FiCh e: 30-000, 82/07/20, 8208060366. 


B3 07 070556 Summary of 830600 meeting w/util, NUS, J Benjamin h Assoc, BNL 
6 Structural Mechanics Assoc in Bethe»da,MO re severe 
accident risk assessment. Vitwgraphs end. 

MARTIN, R. E. Licensing Branch 2. 83/06/27. Licensing Branch 2. 

166pp. 19344:125. 24X Fi che: 50-332, 03/06/27, 8307070336, 


8307000343 Forwards Equipment Qualification Branch request for addl 
info r* NUREO-0737, Item II. D. 1 re review of NEDE-249BB-P. 

For specific saf ety/rel ief valves employed at plant, 
applicability of generic test results must be justified. 

SCHWENCER. A. Licensing Branch 2. 83/06/27. BAUER, E. 0. 

Philadelphia Electric Co. 4pp. 19363:043, 24X 

nrhm; 30-3 32, 63/06/27, 8307000543. 


0307010093 Forwards response to Core Performance & Reactor Syi Branch 
telcon requests for addl info re differences in 
pressurization transient results between Limerick & other 
BWfl plants of similar design. 

BRADLEY, E. J. Philadelphia Electric Co, 03/06/20. SCHWENCER, A. 
Licensing Branch 2. 3pp. 19124:217. 24X Fiche: 30-352, 03/06/20, 

8307010093. 


8307070349 Summary of 030623 meeting w/uti 1, Bechtel, GE h. Koch Process 
Sys, Inc re offgas «ys explosion resistance. Meeting handouts 
end. 

MARTINjR.E. Licensing Branch 2. 83/06/20. Licensing Branch 2. 

I3pp. 19344:112. 24X Fi c he : 30-332, 83/06/28, 8307070349. 


8307130006 Provides statement of position re in-plant communication 
sys, Communication sys not seismically supported. Response 
requested in 7 days of ltr receipt. 

SCHWENCER, A. Licensing Branch 2. 03/06/28. BAUER, E. 0. 

Philadelphia Electric Co. 3pp. 19323:399. 24X 

Fiche: 30-332, B3/O6/20, 0307130006. 


8307130271 Forwards revised draft response it FBAR page changes to NRC 
Question 460.5 re air intake sys it addl info re ESF filter 
sys instrumentation, in response to 030324 5< 0600 teicons. 

BRADLEY, E. J. Philadelphia Electric Co. B3/O6/20. SCHWENCER, A. 
Licensing Branch 2. 23pp. 1?3QB:236. 24X Fiche: 30-332, 03/06/20, 

0307130271. 


0307070037 Forwards draft rev to Page 11,9-39 of F9AR re gas analysis & 
core damage per 030628 request. Page will be incorporated in 
F9AR rev scheduled for Aug 1983. 

BRADLEY, E. J. Philadelphia Electric Co. 03/06/29. SCHWENCER, A. 
Licensing Branch 2. 4pp. 19293:247. 24X F i c he : 90-392, 03/06/29, 

0307070037, 


0307070286 Forwards draft rev to Request for Addl Info 210. 82 re 
balance of plant supports designed to Subsection NF L 
related FSAR page changes. 

BRADLEY, E. J. Philadelphia Electric Co. 03/06/29. SCHWENCER, A. 
Licensing Branch 2. 9pp. 19269:330, 24X Fiche : 90-392, 83/06/29, 

0307070286. 


0307010105 Forwards Amend 52 to OL appl ication, consisting of Rev 21 
page changes to FSAR per NRC 830300 & 0603 ltrs 6 Rev 4 
page changes to design assessment rept. 

BRADLEY, E. J. Philadelphia Electric Co. 83/06/30. DENTON, H. ft. 
Office of Nuclear Reactor Regulation, Director. 3pp. 19106:396, 
24X Fiche: 50-332, 03/06/30, B3070101B3. 


— 0307010190 OL application consisting of Rev 21 page changes to FBAR & 
Rev 4 page changes to design assessment rept. 

BOYER, V. B, Philadelphia Electric Co. 83/06/27. 6pp. 19106:339. 
24X Fiche: 30-332, 83/06/30, 0307010189. 


— 0307010192 Rev 4 page changes to design assessment rept. 

a Philadelphia Electric Co. 83/06/30. 49pp. 19107:003. 24X 

Fiche: 50-352, 03/06/30, B3O7O1O103. 


S307 070 167 Forwards Chapters 9, 6 it 0, App A to Chapter 9 fc revised 
table of contents to ’‘Severe Accident Risk Assessment. " 

Chapter 7 will be provided in near future. 

BRADLEY, E. J. Philadelphia Electric Co. 03/07/01. SCHWENCER, A. 
Division of Licensing. 2pp. 19267:092, 24X Fiche: 90-392, 03/07/01, 

8307070167, 


— 0307070170 Chapters 5, 6 it 8, App A to Chapter 9 it revised table of 
contents to “Severe Accident Risk Assessment." 

* Philadelphia Electric Co. 03/07/01, 117pp. 19267:094. 24X 

Fiche: 30-352, 03/07/01,0307070167. 


0307130309 Notification of 030700 meeting w/util 6 consultants in 
Newport Beoch.CA to discuss seismic aspects of plant 
severe accident risk assessment. 

MARTIN, R.E. Licensing Branch 2. 83/07/01, SCHWENCER, A. Licensing 

Branch 2. 4pp. 19540:322. 24X Fiche: 50-352, 03/07/01, 03071 30389. 


8306270397 Generic Ltr B3-26 to all applicants for OLs 8* holders of 
CP* for power reactor* re clarification of surveillance 
requirements for diesel fuel impurity. Bvc list end. 

EISENHUT, D. 0. Division of Licensing. 03/07/09. Consolidated 
Edison Co, of New York, Inc, 16pp. 19390:317. 24X 

Fiche: 90-000, 03/07/09, 8306270397. 


0307000296 Forwards draft FSAR pages containing addl info rt Isolation 
of purge 6 vent valves on high radiation, per Containment 
By* Branch request at B30619 meeting. Info will be 
incorporated into FSAR rev scheduled for Aug 1983. 

BRADLEY, E. J, Philadelphia Electric Co. 03/07/09. SCHWENCER, A. 
Licensing Branch 2. 0pp. 19391:183. 24X Fiche: 90-332, 03/07/09, 

0307000296. 
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8307080300 Advises that responses to GA Branch 830607 Requests for 
Ad d 1 Info 260. 96 6 260.37 will be provided by 830722. 

BRADLEY, E. v). Ph i lade 1 ph i a El e c tr i c Co. 83/07/03- BCHWENCER, A, 
Licensing Branch 2. 2pp. 19391:179. 24X Fiche: 30-352, 83/07/05, 

B 3 07 OB 0300. 


8307080909 Forwards draft rev to Mechanical Equipment Branch Request 
for Addl Info RAI 210.33 re operability of feedwater 
isolation check valves. Info will be incorporated into next 
F8AR rev, scheduled for Aug 1983. 

BRADLEY, E. J. Ph i lad e 1 p h ia El e c tr i c Co. 83/07/05. SCHWENC6R, A. 
Licensing Branch 2. 6pp. 19346:338. 24X Fi c h a : 50-392, 83/07 /05, 

0307080909. 


8307 1 90373 Notification of 830712 meeting w/ufcll in Bothesda.MD to 
discuss outstanding items in Power Sgs Branch review, 

Including util appeal of NRC position on communications sys. 

MARTIN, R.E. Licensing Branch 2. 83/07/09. 8CHWENCER, A. Licensing 

Branch 2. 4pp. 19940:337. 24X Fiche; 90-392, B3/07/09. 8307190373. 


8307060329 Generic Ltr 83-27 to all licensees & applicants for 
operating power reactors & holders of CPs for power reactors 
re surveillance intervals in ST8. 8vc list encl. 

ElSENHUTx D. 0. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:294. 24X 

Fiche: 90-000, 83/07/06, 0307060329. 


8307110272 Requests info re decision to conduct 830413-19 caseload 
forecast panel meeting 6 tour only at Unit 1. 

8UQARMAN, R. J. Sugarman, R. J. 83/07/06. HAUGHEY, M. F. Licensing 
Branch 2. ip. 19379:160, 24X Fiche: 90-392, 83/07/06, 0307 1 10272. 


8307 1 10491 Forwards draft revs to responses to Questions 410. 10 h 
410.12 re analysis for rotating components U tornado missile 
spectrum. Responses will be incorporated in FSAR rev 
scheduled for Aug 1983. 

BRADLEY, E. J. Philadelphia Electric Co. 83/07/06. BCHWENCER , A. 
Licensing Branch 2. 19pp. 19300:191. 24X Fiche: 50-392, 83/07/06, 

8307110491. 


8307120484 Informs that util has elected to address chugging phenomenon 
by capping downcomers on which wetwel 1/drywel 1 vacuum 
breakers are mounted. Pool swell phenomenon addressed by 
listed mods to vacuum breakers. 

KEMPER, J. 8. Philadelphia Electric Co. 03/07/06. SCHWENCER, A. 
Licensing Branch 2. 3pp. 19425:076. 24X Fiche: 50-352, 03/07/06, 

8307120404. 


8307110459 Forwards response to Structural Engineering Branch Question 
220.22(b) re damping value for electrical raceway sys. 

Response will be Incorporated into FSAR Rev 23 scheduled for 
Aug 1983. 

BRADLEY, E. *J. Philadelphia Electric Co. 83/07/07. SCHWENCER , A. 
Licensing Branch 2. 6pp. 19380:124. 24X Fiche: 90-332. 03/07/07, 

0307110499. 


8307120330 Forwards response to Environ Qualification Branch k 
Containment Sys Branch requests for info re containment 
purge k vent valve operabi 1 1 ty . Enc 1 draft FBAR pages to be 
incorporated in Aug 1903 rev. Seismic rept by B3O0O1. 

BRADLEY, E. J. Philadelphia Electric Co. 83/07/07. BCHWENCER . A. 
Licensing Branch 2. 19pp. 19431:195. 24X Fi che : 30-392, 03/07/07, 

8307120330. 


8307080169 Generic Ltr 83-20 to all licensees of operating reactors, 
applicants for OL & holders of CP* re required actions based 
on generic implications of Salem ATWB events. Bvc list encl. 
E18ENHUT, D. O. Division of Licensing. 83/07/08. Consolidated 
Edison Co. of New York, Inc. 30pp. 19669:269. 24X 

Fiche: 90-000, 83/07/OB, B3Q70B0169. 


0307190079 Forwards NED0-1067B, "Seismic Qualification of Class I 
Electrical Equipment,” in response to R Mertin 830609 
request. 

BRADLEY, E. J. Philadelphia Electric Co. 83/07/12. BCHWENCER, A. 
Division of Licensing. 2pp. 19535:287. 24X Fiche: 30-392, 83/07/12, 

0307190075. 


0307190300 Responds to 830630 ltr re failure to receive documents. Name 
added to NRC distribution list. NRC 830620 ltr to uttl, 
summarising NRC Caseload Forecast Panel 830413-13 site visit 
t< 830721 meeting summary , encl. 

HODODON, A. P. Hearing Branch 2. B3/07/13. BUSH, M. W. Bush, M. W. 

21pp. 19932:213. 24X Fi ch e : 90-352, 83/07/ i 3. 8307 1 90300. 


8307190118 Forwards draft rev to Request for Addl Info RAI 210.82 k 
related FSAR pages containing info requested by Mechanical 
Engineering Branch per 830701 telcon re balance of plant 
supports. Changes supersede info sent by 83062? ltr. 

BRADLEY, E. J. Philadelphia Electric Co. 83/07/13. BCHWENCER, A. 
Liceming Branch 2. 5pp. 19635:001. 24X Fiche: 50-392, B3/07/ 13, 

83071901 18. 


8307190121 Forwards draft rev to FSAR Section 8. 1.6. 1. 12. C & responses 
to Questions 430-97 b 430. 62 re medium & lower voltage sys. 

Change* will be incorporated into FSAR tbv scheduled for 
Aug 1983 

HRADLEY, E. J. Phi ladelph la Electric Co. 03/07/15. BCHWENCER, A. 
Licensing Branch 2. 1 4p p 19634:322. 24X Fi ch e : 90-392, 83/07/ 1 9, 

8307190121. 


0307190197 Forwards draft rev to response to FSAR Question* 220. 2 re 
pressure transient caused by design basis tornado per 030624 
telcon Info will be Incorporated into FSAR rev scheduled for 
Aug 1983. 

BRADLEY, E. J. Philadelphia Electric Co. 83/07/t9. SCHWENCER, A. 
Licensing Dranch 2. 8pp. 19630:130. 24X F 1 c he : 50-392, 83/07/ 1 9, 

8307190197. 


8307260406 Forwards marked-up FSAR pages, per Instrumentation & Control 
Sy* Branch request during 030711 meeting. Info will be 
Incorporated into FSAR rev scheduled for Aug 1983. Requested 
info inappropriate for incorporation into FSAR provided. 

KEMPER, J. S. Philadelphia Electric Co. 03/07/18. SCHWENCER, A. 
Licensing Dranch 2, 31 pp , 19733:210. 24X Fi che : 90-392, 83/07/ 1 B, 

0307260406. 


8307250316 Advises that FSAR Figure 9.4-5 will be revised to show that 
hqrogen bottles now placed outside reactor bldg &t number of 
bottle* reduced. Nest rev scheduled for August 1983. 

KEMPER, J. S. Philadelphia Electric Co. 03/07/20. SCHWENCER, A. 
Licensing Dranch 2. 2pp. 19701:341. 24X Fiche: 90-332, 83/07/20, 

0307230316. 


0307260147 Forwards draft change* to FSAR Sections 1.13 & 6.2. 4. 3.1. B. 
1. I re influent lines b feedwater lines, per Containment 
Sys Branch 830717 telcon. Changes will be incorporated Into 
FSAR. 

□ RADLEY, E. J. Philadelphia Electric Co. B3/07/20. SCHWENCER, A. 
Licensing Branch 2. 7pp. 19727:279. 24X Fiche: 30-392. 83/07/20, 

8307260147. 


0307260390 Forwards revised response tn 030411 Question 210.92 re RHR 
sys quality classification. Info will be Incorporated in Aug 
rev to F8AF1. 

□ RADLEY, E. J. Philadelphia Electric Co. 83/07/20. 8CHWENCER, A. 
Licensing Branch 2. 8pp, 19731:136. 24X F 1 che : 90-352, 83/07/20, 

0307260390. 


8307260372 Forwards draft FSAR page change reflecting revised response 
to Question 430.62 re design basis seismic event, per 030719 
telcon. Info will be incorporated into FBAR rev scheduled for 
Aug 1983 

BRADLEY, E. J. Ph i lade 1 ph i a E 1 ec tr i c Co B3/07/21, BCHWENCER, A. 
Licensing Branch 2. 4pp, 19733:037. 24X Fi che : 30-392, 03/07/21 , 

0307260372. 


8307260472 Submits info re components of program plan For Aug 1903 
control room deiign rtvi ew. Program will ref BWR Owners Group 
generic program plan U Include qua) i f ications b structure 
of review team. 

KEMPER. J. 6. Philadelphia Electric Co. 03/07/21. SCHWENCER, A. 
Licensing Branch 2. 3pp. 19734:165. 24X F i che: 30-352, 83/07/21 , 

0307260472. 


83Q72B0297 Forward* draft FSAR change to Section 6. 2. 4. 3. 1. 3. 2. 3. per 
030710 telcon w/Containment Sys Branch. Rev will bo 
incorporated In FSAR amend scheduled for Aug 1983. 

BRADLEY, E. J. Philadelphia Electric Co. 03/07/22- SCHWENCER, A. 
Licensing Branch 2. 8pp. 19793:280. 24X Flc he : 90-332, 03/07/22, 

0307280257. 


8307200242 Forwards draft FSAR page changes addressing operator actions 
when entry level TRIP procedures met. Changes will be 
incorporated Into FSAR rev scheduled for Aug 1903. 

□ RADLEY, E. J. Philadelphia Electric Co. 83/07/29- BCHWENCER, A. 
Licensing Branch 2. 4pp. 19790:161. 24X Fi c he: 30-332, 03/07/29, 

8307200242. 


0307200294 Forward* response to Effluent Treatment 8y* Branch 030718 
request for addl info re delta P recording across first 
HEPA filter of E6F cleanup sy*. 

BRADLEY, E. J. Philadelphia Electric Co. 03/07/23. SCHWENCER, A. 
Licensing Dranch 2. 5pp. 19709:322. 24X Fiche: 50-392, 03/07/25, 

8307280294. 


8307200330 Forward* revised draft FSAR page change to TMI Item I.C.0, 
"Pilot Monitoring of Selected Emergency Procedure* for 
Near-Term DL Applicants." 

BRADLEY# E. J. Phi ladelphia El ectric Co. 83/07/29, SCHWENCER, A. 
Licensing Branch 2. 4pp. 19790:037. 24X Fiche : 50-392, 03/07/25, 

8307280330 , 
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03072803313 Forward. draft FSAR page change re availability of test 
procedure* for fuel loading Initial startup lasting 
.uppartirg activities Info will ft* Incorporated in Aug 1983 


r iv 

BRADLEY. E J Philadelphia Electric Co 
Licencing Branch 2 4pp. 19789 049. 
6307500338 


83/07/25. SCHWEMCEfiiA. 
24X Fi che: 50-352, 03/07/25. 


E. NRC Safety Evaluation Report (BERK suppl* b correspondence 


93071 10641 Notification of G3071 1 meeting w/utU in BethesdorND to 
discuss Instrument# 1 1 on b Control 8ya Branch 8ER open 
issues. Meeting agenda end- 

ABELSON- H. Licensing Branch 2. 83/06/27. 8CHWENCER, A. Licensing 

Branch 2. Bpp. 19434:055. 24X Fi ch e : 30-352. 03/06/27, 0307 1 10641 . 


8307290420 Forward* addl info re interlock setpoint value effect on 
ECC3 analysis, in response to NFC 830715 request. Plant-unique 

calculations will fte submitted in Feb 1904 A 

BRADLEY. E J Philadelphia Electric Co B3/07/25. SCHHENCER. A. 
Licantmg Branch 2 3pp. 19795 309. 24X Fiche: 50-352, 03/07/25. 

8307260420 


0307290080 Forwards revised response to FSAR Question 430.47 r* dc 
control relay fc terminal toi.per 830721 telton. Info will be 
incorporated into FSAF rev scheduled for Aug 1903. 

BRADLEY. E J Philadelphia Electric Co. 03/07/26. SCHHENCER. A. 
Licensing Branch 2. 3pp. 19822:177. 24X FI ch«- 50-352, 03/07/26, 

8307290000 


C Utility Environmental Report <ER>. amend* b correspondence 


0307060245 Forwards draft revised FSAR Sections 6.2.4 b 7,3 fc Table 
6. 2-17. ref let ting position on draft BER Item 15 re 
automatic isolation of containment isolation valve*. Info 
will be included in FSAR rev scheduled for Jol 1903. 

BRADLEY, E. J. Philadelphia Electric Co. 03/07/01. SCHHENCER, A. 
Licensing Branch 2. 11pp. 19239:275. 24X Fiche: 50-352, 83/07/01, 

0307060245. 


8307200449 Notification of 830707 meeting w/u til in Beth#*da,MD to 
discuss outstanding BER item* in containment »ys area, 
including potential for avtrpressur iiation of standby gas 
treatment *ys duct work. 

MARTIN, R-E. Licensing Branch 2. 83/07/01. SCHHENCER, A. Licensing 

Branch 2. 4pp. 19672:248. 24X Fi ch e: 50-352, 83/07/01 , 8307200449. 


B307I90092 Forwards revised pages to Chapter 7 of "Sever* Accident Risk 
Assessment" L "Impact of Plant Design Changes on Limerick 
generating Station Severe Accident Risk Assessment (SARA)," 
per 830701 Itr r# environ rept, Section 7.1. 

BRADLEY, EJ Philadelphia Electric Co 03/07/15 SCHHENCER, A. 
Division of Licensing 2pp. 19635:247. 24X FI ch* : 30-352, 83/07/ 1 5, 

9307190092. 


— 8307190092 Revised pages to Chapter 7 of "Sever* Accident Risk 
Assessment * 

« Philadelphia Electric Co. 83/07/15- 136pp. 19635:251. 24X 

Fiche 50-352,03/07/15,0307190082. 


9307150377 Notification of 830713 meeting u/util in Betha*d«,MD to 
discuss status of development of 8ER b actions required to 
address all open Issues, 

MARTIN, R.E. Licmsing Branch 2. 83/07/05. SCHHENCER, A. Licensing 

Branch 2. 4pp. 19540:326, 24X Fiche: 50-352, 03/07/03, 8307150377. 


8307200304 Forwards request for addl info re vibration monitoring 
program for all essential safety-related Instrumentation 
lines per draft SER Section 3. 9. 2. Util 830404 ltr did not 
adequately address Inaccessible Instrumentation line*. 

SCHHENCER, A. Licensing Branch 2. 03/07/06. BAUER, E. 0. 

Philadelphia Electric Co. 4pp. 19669:333. 24X 

Fiche: 50-352. 83/07/06, 0307200384. 


- -0 307 1 90096 "Impact of Plant Design Changes on Limerick Generating 
Station Severe Accident Risk Assessment (SARA)." 

* NU5 Corp 03/07/15 8pp 19636:027. 24X 

Fiche 50-352, 63/07/15,0307190082 


0 NRC Draft/Final Environmental Statements, suppls b correspondence 


0307120534 Forwards revised draft responses to draft SER I terns 2,3,8 b 
9 r* fuel rod mechanical fracturing b fuel assembly 
structural damage. Responses will be incorporated into F8AR 
scheduled for release in Aug 1983. 

BRADLEYrE. J. Ph i lade lph la El ec tr I c Co. 83/07/08. SCHHENCER, A. 
Licensing Branch 2. 7pp. 19433:322. 24X Fi ch e: 30-352, 83/07/00, 

0307120534. 


0307080500 Forwards FR notice of availability of DES (NUREO-0974) . 
SCHHENCER. A Licensing Branch 2 03/06/24. CHERRY, H. Cherry, 

M H /Cherry. Flynn b Ranter. 4pp. 19365051. 24X 

FUhe: 30-352. 03/06/24, 0307000500. 


— B307080510 Notice of availability of DES < NURE0-0974) . 

SCHHENCER. A Licensing Branch 2. 03/06/24. 3pp. 19365:055. 24X 

Fiche: 50-332,03/06/24,0307000500 


— 0307080322 Forwards notice of availability of DES (NURE0-0974). Request 
for comments being sent to appropriate agencies. FES will be 
pr spared after receipt of comments. 

SCHHENCER. A. Licensing Branch 2. 83/06/24. WILSON, K. 

Environmental Protection Agency. ip. 19365:050, 24X 

Fiche: 50-332,03/06/24, 0307000500. 


►0307080525 Advises that DES issued Notice of availability encl.H/o 

SCHHENCER. A Licensing Branch 2, 83/06/24. BAUER, E. 0. 

Philadelphia Electric Co 4pp. 19365:059 24X 

Fiche 50-352.83/06/24,0307000500 


0307150067 Forwards addl info re Item 6 of Radiological Assessment 
Branch draft SER concerning assignment of Taylor as special 
assistant to applied health physicist at Peach Bottom Atomic 
Power Station during Fall 1903 refueling outage. 

BRADLEY, E. J. Phi ladelphia Elec tr 1c Co, 83/07/12. 6CHHENCER, A. 
Licensing Branch 2. 3pp. 19548:105. 24X Fiche: 50-352, 83/07/12, 

8307150067. 


8307150069 Forwards marked-up revised draft FSAR page changes per draft 
SER, resolving discrepancies b incorporating GESTAR II b ODYN 
analyses of presiuri ration transient* into FSAR, 

BRADLEY, E, J. Ph 1 1 ade 1 p h I a El ec tr ic Co. 83/07/12, SCHHENCER, A. 
Licensing Branch 2. 7pp. 19548:170. 24X Fiche: 50-352, 83/07/12, 

8307150069. 


8307150132 Forwards responses to Chemical Engineering Branch fire 
protection sec tl on, draft SER open review Item* 17,20,22,24 b 
28. W/12 overslje drawing s. Ap erture cards are available in 
PDR. 

BRADLEY, E. J. Philadelphia Electric Co. 83/07/12. SCHHENCER, A. 
Licensing Branch 2. 27pp. 19530:001. 24X Fiche: 50-352, 03/07/12, 

0307150132. 


-8M70B0527 F «r;,.ra. DEB ,NU«EO-0974> for t, ouMnt.. Co™.„t, or. 

45 **** Fft Plication. W/o end. 

SCHHENCER. A. Licensing Branch 2 03/06/24. WOOD, J. M. Commerce, 

r ! lc * Administration. 5 PP . 

19363 063 24X Fi ch e : 50-352, 83/06/24, 0307080500. 


An, 50-353 El.ctrL Co.p .,,,1 352 

NU«Ee-0?7«. 83,04/30. 331pp. 19261 035 

24X Fic he: 50-352# 83/06/30, 8307050479. svwmi. yja. 


NRC 33068 

'acuity operation expected 



D,uu - r ' Rivf 

WWtE«?0 M "l! ,UC '' *’ chlorln,. 

0„lt, S UC1 „J. 03/07/22. AULUCK.R. 

ru». 50-352. B3/07 /m‘S 55 7 2M»J tp. 19734:149. 24 


8307180054 Forwards revised response to Cor# Performance Branch draft 
8ER Item 10, "Post-Irradiation Surveillance." Fuel will be 
visually inspected at each refueling outage. Info will be 
incorporated into FSAR rev scheduled for Aug 1983. 

BRADLEY, E. J. Philadelphia Electric Co. 83/07/13. SCHHENCER, A. 
Licensing Branch 2 . 3pp. 19560:269. 24X Fiche: 50-332, 83/07/13, 


B307250072 Summary of 030623 meeting w/util b Bechtel in Bethe»da,MD r* 
Auxiliary 5yi Branch open SER i»*ues.H»t of open SER issue* 
enc 1 . 

ABELSON, H Licensing Branch 2. 83/07/15. Licensing Branch 2. 

Bpp. 19724:006. 24 X Fi Che : 50-352, 83/07/ 1 5, 0307250072. 


8307290403 Summary of 8307H meeting w/ut i 1 , Bech t« i b ANL in Bethesda, 
AnrrJnkr n i trU r? ntat !° n £ Con%ro1 a 9« Branch open SER Issues. 
5!! LSO ?o2;«, ™ #nalnB Br * nch *• B3/07/20. Licensing Branch 2. 

9pp. 19859:092. 24X Fi ch e: 50-352, 83/07/20, 8307290483 
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F. Security, medical* emergency & fire protection plant 


8307130076 Forwards draft revised Pages 3-6* 9-1 & 11-1 to security 
plan, Paget withheld (refs 10CFR2. 770 & 10CFR73. 21 >. Chang es 
will be incorporated in security plan amend to be submitted 
in Aug 1703. 

□ RADLEY* E.J. Philadelphia Electric Co. 93/07/12. SCHWENCER, A. 
Licensing Branch 2. 2pp. 19536: 160. 24X Fi c h e : 50—352, 03/07/12* 

0307150076. 


8307150132 Forwards responses to Chemical Engineering Branch fire 
protection sec t 1 om draft SER open review Items 17i20i 22*24 fcc 
29, tJ/12 oversize drawings. Aperture cards are available in 
PDR. 

BRADLEY, E- J. Philadelphia Electric Co. 83/07/12. SCHWENCER, A. 
Licensing Branch 2. 27pp. 19530:001. 24X Fiche: 50-352* 83/07/ 12* 

0307150132. 


83G7J70127 Second round of interrogatories re pressurized thermal 
shock. Related correspondence 

LEWIS, M. Lewis. H. 03/07/15. Office of the Executive Legal 
Director. 2pp. 19636:051 24X Fiche: 50-352. 03/07/15* 0307170127. 


8307210230 Requests all available info responsive to 830603 first set 
of interrogatories S< request for production of documents* 
including names* ad dres se s & prof qua 1 i f i cat i ons of all 
expert consultants t* wi tnesse s . Re 1 a ted correspondence 
WETTERHAHN. M. J. Conner & Wetterhahn. WETTERHAHN, M. J. Philadelphia 
Electric Co. 93/07/10. ANTHONY* R. L. Friends of the Earth. 2pp. 
19667:057 24X F i c h e : 50-352, 83/07/ IB* 0307210230. 


0307220364 Brief incorporating documents to avoid duplication. 
Certificate of Bvc encl. 

SUGARMAN* R. J. Del-Aware Unlimited* Inc, SUGARMAN* R J. Sugarman* 
R. J. 83/07/10. Atomic Safety and Licensing Appeal Panel. 3pp. 
19675:250 24X Fiche 50-352* 03/07/ IB* 8307220364 


0. Adjudicatory correspondence 


9308030332 Order granting Commonwealth of PA 030526 motion for partial 
relief from ABLO requirements to coordinate filing of onsite 
emergency planning c ontentions. Commonwea 1 th required to 
negotiate language of contentions. 

BRENNER* L. Atomic Safety and Licensing Board Panel. B3/06/01. 
Pennsy lvanla* Commonwealth of*. 6pp. 18715:030. 24X 

Fiche: 50-352, 03/06/01, 0306030332. 


0307060409 Answer opposing Del-Aware counsel 030616 1 fcr proposing new 
contention on use of supplemental cooling water from Point 
Pleesant d lver s Ion. A0LD does not have jurisdiction over 
issue. Certificate of Bvc encl. 

CONNER* T. B. Philadelphia Electric Co. CONNER* T. B. Conner & 
Wetterhahn. 83/06/30. Atomic Safety and Licensing Heard Panel. 

6pp. 17234:208. 24X Fiche: 50-392* 83/06/30* 0307060407. 

0307070255 Answer opposing Limerick Ecology Action 830617 onsite 
emergency planning contention*. Content i ons either lack 
requisite specificity fc bases or fail to allege 
n one omp 1 i anc e w/regulat ions. Certi f icate of 8vc encl, 

WETTERHAHN* M. J. Philadelphia Electric Co. WETTERHAHN* M. J- Conner fe 
Wetterhahn. 83/07/05, Atomic Bafety and Licensing Board Panel. 
17267:221, 24 X Fi C h »: 50-352* 83/07/05, 8307070255. 

0307130196 Respond* to telcon request re DNL review of util 830421 
severe accident risk assessment. BNL reviewers listed. 

H0DODON, A. P. Hearing Branch 2. 83/07/00. DOItBEY* J. A. Limerick 

ecology Action. 2 pp. 17465:351. 24X Fiche: 50-352, 83/07/08* 

8307130196. 


0307130232 Forward* Page 6-16 to Rev 2 to emergency p lan, inadvertently 
not reproduced when amended. Emergency plan will be 
corrected w/nixt amend. Related correspondence. 

WETTERHAHN, M. J. Conner & Wetterhahn. WETTERHAHN* N_J_ Philadelphia 
Electric Co. 03/07/00, BRENNER, L. , MORRlSiP.A., COLE* R. F. Atomic 
Safety and Licensing Board Panel. 2pp- 19465:398. 24X 

Fiche: 50-352* 03/07/08* 0307130232. 


0307180136 Forward* Limerick Ecology Action r e sp ec i f i c a t i on of 
Contention 1-42 per 830516 memorandum. Appl Uation did not 
show compliance w/030121 rule re environ qualification of 
electrical equipment. . 

DQRBEY* J. A. Dor sty i J. A. DORSEY, J. A. Limerick Ecology Action. 
03/07/11. BRENNER, L. , MORRIS, P- A., COLE* R. F. 1 

Licensing Board Panel. Ip. 17557:057. 24X Fi che: 50-352, 03/07/1 i, 

9307180136. 


— 0307100142 Respee i f ication of Contention 1-42 re environ qualification 
of electrical equipment. Cert i f icate of Svc 

» Limerick Ecology Action. 03/07/11. 6pp. 17557.058. 24X 

Fiche: 50-392r 03/07/1 1* 8307180136. 


9307140475 Response to Limerick Ecology Action 830617 ons te emergency 
planning contention*. Contentions 9111-3*4.5, 6*8* 9,10 fc 13 
20 incomplete in whole or part due to unavailability of 
pertinent detai 1 i. W/Certl f i cate of Svc. 

VOOLER, B, H. Hearing Branch 2. 83/07/12. Atomic Safety and 

Lieanting Board Panel. 22pp. 19520:181. 24X Fi che. 50-352* 83/07/ 12, 

8307140475. 


1307150300 Responds to 930630 1 fcr re failure to receive documents. Name 
added to NRC distribution li*t.NRC 830620 ltr to util, 
summarizing NRC Caseload Forecast Panel 030413-15 site visit 
* 030721 meeting summary, encl. 

hDDODON, A.P. Hearing Branch 2. B3/07/13. Bu ih ‘ M ’ W ’ 

21pp. 19532:213. 24X Fiche: 50-352, B3/07/13, 83071 S0300. 


3307100260 Memorandum fc order re Del-Aware 030616 ltr to ABLAB. P p 
contention den i »d. Contention vague * seems to address 
matter* beyond ASLAB juried ic t ion. m/07/14 

BRENNER, L. Atomic Safety and Licensing Board Panel. 03/07/1 . 
Del-Aware Unlimited, Inc, 3pp. 19556:001, 24X 

Fiche: 50-352, 03/07/14, 0307100260. 


0307220371 Order striking Del-Aware Un 1 imi ted, Inc collection Of 
documents purporting to constitute Del-Aware appellate brief 
supporting exceptions to ASLQ 830308 & 0601 decisions. 

Correct brief due by 830019. 

SHOEMAKER* C. J. Atomic Safety and Licensing Appeal Panel. 03/07/20. 

Del-Aware Unlimited, Inc. 3pp 19675:271. 24X 

Fiche: 30-352* 83/07/20* 0307220371. 


8307290008 Forwards reply to NRC fcr util response* to onsite emergency 
planning contentions L motion for extension of time to file 
contentions on Chapter 7 of environ rept - OL stage. 

DORSEY, J. A. Dorsey* J. A, DORSEY, J. A Limerick Ecology Action 
03/07/21. BRENNER, A,* COLE, R, F. * MORRIS* PA. Atomic Safety and 
Licensing Board Panel. Ip. 17815:333. 24X Fiche: 50-352* 03/07/21* 

83072700B8. 


— B307270093 Reply to NRC util responses to onsite emergency planning 
contentions. A8LB should admit contentions w/exceptions 

DORSEY* J. A, Limerick Ecology Action. DORSEY* J. A Dorsey* J. A. 
83/07/21, Atomic Safety and Licensing Board Panel. 16pp. 
19015:334. 24X Fi ch e: 50-352, 83/07/21 * B3O729GO80. 


-9307290099 Motion for extension until 830901 to file Chapter 
rept OL contentions. Limerick Ecology Action consultant had 
not received suppl to supporting document as of 030719. 
Certificate of Svc encl. 

DORSEY, J. A Limerick Ecology Action. DDRSEY* J. A. Dorsey 
03/07/21, Atomic Safety and Licensing Board Panel. 4pp 


7 environ 


8307230132 Advises of placement In LPDR of portions of ACR8 Joint 
Subcommittees on Indian Point Units 2 & 3 U Reliability 
Probabilistic Assessment 830706 meeting discussing Limerick 

HDDODON, A. P. Hearing Branch 2, 83/07/22. BRENNER, L. , P. A^, 

COLE* R.F, Atomic Bafety and Licensing Board Panel. Ip. 17706.104. 


B307260375 Forward* A Love notice of appearance & DS Bronstein notice 

BRDN3TEIN?D S S. °%ron* tat n^*i>?s!*** BRONSTEIN. D^S. ^Grater* ard 

Priionara. 83/07/*!. _ BHBHNER. Al 0307 S&S. 


8307200147 Memorialize* matters discussed on 030722. Documents tb 
carburetor icing to be sent to ut i I. Resolution of discovery 

WETTERHAHN* M^ Conner «< Wetterhahn^ WETTERHAHN, M. J. Phi Ude i ph la 

Electric Co, 03/07/25. ROMANO* F. Romano*F. 2pp. 17772-043. 
c * j- K a < 03/07/23. 8307200147. 


307280246 Objection* to certain RL Anthony fc* Friends of the Earth 
in Delaware Valley 030714 interrogatories & request* for 
documents. Interrogatories exceed scope of admitted 

SmrnSHMbkj. nu.ot'hu c. wnmHJWjf J 24 c / nn,r * 

Wetterhahn. 83/07/23. Anthony* R. L. 9pp. 19795.288. 


— 0307200254 Answer opposing admission of Limerick Ecology 
revised Contention 1-42 re qualification of electric 
eauipment exposed to harsh environs. Contention lacks 

WET^RHAHNl l MV fl4 pMladilphirElenrirCo fU HETTERHAHN*M. J. Conner 

r : s&fs* ^ir^i^ssfswsss-. 


0307280144 Second Special Prehearing „ 

830307-1 1 prehearing conference in PhtladelphiAr PA on 
proposed contentions & further schedul ing. Contentions 1 8* 
t.tK 1 - 33 M admitted. Courtesy notification end. 

8307280144. 
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630 7290169 >"»«•■»« ■>' l" furU.rmc. of o.aoranifo* t order 

c-oflrotn) »r».dol.. ..t.OH.h.d dorlnj 930516 preheerln, 
ccnfirtfUt Draft emergency plan* will b* delivered to 

WETTERKAHN.M J PMledrlphl. 

pf ee tr leOo. 93/07/26. BRENNER. L. . RORHIS.P.A, . COLE. R. F. Atonic 
S.'itv *n« Udtn.lo* Bo.rd Panel. 2pp. 19791:361. 2d* 

Ficne 30-352.93/07/26.9307290169, 


H Gm»rjl c or re spend enc « 


fl-T<37 05Ol7 , 9' Request* replacement of WM Coodr u/MW Bush on mailing Hit. 
flisH H W Philadelphia, PA. 03/06/29 SCKWENCER. A. Licensing 
ip 19199: t B6 24X FI ch . 50-332/ 83/06/29, 8307050179. 


K Utility Final Sanity Analysis Report (FSAfll b amends 


8307010103 Forward* Amend 32 to DC application, con sitting of 
page change* to FSAR par NRC B3030B b 0603 Itr* b Rtv 4 


Rav 21 


oaot change* to design assessment rapt. 

BRADLEY. E J- Philadelphia Electric Co. 83/06/30. DENTON. H, R. 
Offic* of Nuclear Reactor Regulation. Director. 3pp. 19186:336, 
24* Fiche: 30-332.83/06/30.8307010183- 


. .wi.jeH rsmanie to Coro Performance Branch draft 


, *11U inspected at each refueling outage. Info will be 

T ; .r a U5 

BRADLEY, E.J- Philadelphia Electric Co 
Licen*lng Branch 2. 3PP 
0307180034. 


19360: 269. 


03/07/13. 8CHWENCER. A. 
24 X Fiche: 30-332. 83/07/13* 


830103 1. «o_nnn. an/n7/iA. 0^06270406. 






0307200433 Forward* SALP rept for J*n-Dec 1982, c endue te d on 030418 
* discussed on 830302. Overa 1 1 performance in con.t area 

HuRlU't'e: R.B 10R ». DFMc. of Dlr.«t.r 33/07/19. KEMPER, J. 8. 

Philadelphia Electric Co. 3pp. 19797.260. 24X 

F 1 c h a : 30-3 32. 83 /07/ IB. 8307200433. 


— B307280439 8ALP rept for Jan-Dec 19B2. 

» Region 1. Office of Director. 03/04/18. 


1 0707. ot,r\ 


B3070JO 1 93 R«v 21 to FSAR 

« Philadelphia Electric Co. 83/06/30. 309pp. 19187:064. 24X 

F I ch e . 50-332, 83/06/30. 0307010 183. 


93072800*3 Forward* Affidavit of Svc re di*trlbution of Rav 21 to FSAR. 
par 910706 Itr. , „ 

BRADLEY. E. J, Philadelphia Electric Co. B3/07/20. DENTON. H. R. 

Office of Nuclear Reactor Regulation. Director. 3pp. 19791:201. 

2<X Fiche: 30-332. 83/07/20. 8307200063 


Q Intpection report*. IE Bulletin* b correspondence 


B307010132 Forward* IE In»p Rept* 30-332/03-06 b 30-333/83-03 on 
030316 -20. No nonceapl lance noted. 

MARTIN. T T. Diviilon of Engineering b Technical Program*. 03/06/14. 

KEMPER, J. 8. Philadelphia Electric Co 2pp. 19173:326 24X 

Fiche: 30-332, 83/06/14, 0307010132. 


—8307010161 IE !ntp Rept* 30-332/83-06 b 30-333/03-03 on B30516-20, No 
noncomp lienee noted. Major area* impec ted: installation of 
e 1 ec tr ic a 1/ 1 n*tru«ent component* b *ys in area* of receipt 
imp, mat 1 qualification b insp. 

PAOC I NO, R. O. . ANDERSON. C. J. Region t, Office of Director. 

03/06/07. 3pp. 19173:328 24X Fiche: 30-332, 03/06/14, 8307010132. 


—8307280461 Forward* SALP Board rept conducted on 830410. Meeting 
scheduled for 030302 to discuss performance atieitment b 
any plan* for improvement. Nr l tten comment* requested within 
20 day* of meeting. W/o end. 

STAROSTECKIrR. Division of Project b Resident Program*, 83/04/28. 

KEMPER, J. 8. Philadelphia Electric Co. Ip. 19797:293. 24X 

Fiche: 50-332, 83/07/18,0307200433. 


—8307200463 Comment* on 830302 0ALP meeting, OA engineer will be added to 
audit electrical work b reaudlt program w/empha»i« on 
deficient areas. 

KEMPER, J. 8. Philadelphia Electric Co. B3/03/19. ALLAN, J. M. 

Region 1* Office of Director. 4pp. 19797:294, 24X 

Fiche: 30-332, 83/07/ IB, 0307200433. 


8307230288 Respond* to violation* noted In IE In*p Rept* 00-332/03-00 U 
50-353/03-03 on 830329-0604. Corrective action*: pipe shock 
arrestor* QH0-1O2-H34 b HB0-U8-44O have been labeled a* 
required. 

KEMPER. J. 8. Philadelphia Electric Co. 03/07/23. HURLEY , T, E. 

Region li Office of Director. 3pp. 19790:034. 24X 

Fiche: 30-332, 83/07/23, 8307200200. 


S. Reportable occurrence*, LER* b related corrt»pondenc * 


8307210070 Forward* IE Imp Rept* 30-332/B3-0B b 50-333/83-05 on 
830529-0604 tc notice of violation. 

STAROSTECKI.R. Division of Project b Resident Program*. 03/07/03. 
KEMPER. J.S Philadelphia Electric Co. 2pp. 19660:230. 24X 

Fiche: 30-332, 83/07/03.8307210070. 


—8307210078 IE Imp Rept* 30-332/83-00 b 30-333/83-03 on 830329-0624. 
None ompl ietic# noted: failure to label horizontal shock 
arrettor* CBB-102-H34 b KBB-HB-H4Q w/ "keep off" *igm. 

©RANT, J. M. Division of Project b Resident Program*. 

CHAUDHARY, S K. , CONNER. E. L. Region 1. Office of Director, 
B3/06/29. 9pp. 19668:233 24X Fiche 30-332, 83/07/03, 0307210070. 


8307120303 Ack receipt of 830624 Itr informing NRC of step* taken to 
correct violation* noted in IE In*p Rept* 30-332/03-03 b 
30-333/93-02 

BTAROSTECKI. R. Division of Project b Resident Program*. 83/07/06. 
KEMPER. J.S Philadelphia Electric Co. 2pp 19433:247. 24X 

FlChe 30-332, 83/07/06, 0307120303. 


—8307120308 Respond* to NRC 830326 Itr re violation* noted in IE lnsp 
R*pt* 30-332/83-03 b 30-333/03-02. Corrective actions: project 
QC Instruction E-2. 0 revised b Drawing FJ-44-18 revised to 
include steel barrier per Section 10.0 of M-030. 

KEMPER, J.S. Philadelphia Electric Co. 83/06/24. MUR LEY, T. E. 
Region 1, Office of Director. 4pp. 19433:249. 24X 

Fiche 30-332,83/07/06. 0307120303 


8306270401 IE Info Notice 03-46, "Common Mode Valve Failure* Degrade 
Surry Recirculation Spray Subsystem." Svc list end. 

JORDAN. E> L. Division of Emergency Preparedness b Engineering 
Response (Post 630103). 83/07/11. Consolidated Edi*on Co. of New 

York, Inc: 134pp. 19363:293. 24X Fiche: 30-000, 03/07/11, 8306270401. 


B3O62704O4 IE Info Notice 83-47, "Failure of Hydraulic Snubbers a* 
tnonio Con *»« ln *t*d Hydraulic Fluid. * Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Respenc* CP«*t 030103), 83/07/12. Consolidated Edison Co. of New 

York, Inc. I41pp. 19363:133. 24X Fiche: 30-000, 83/07/12, 8306270404. 


8307120216 Significant Deficiency Rept 74 re 4 kV ewitchgear supplied 
by Brown-Boveri, Inc. Ini tial ly reported on 830223. Circui t 
breakers b ground trucks will have spring added to close 
hatch. Final rept will be provided by 830026. 

KEMPER, J.S. Philadelphia Electric Co. 83/06/24. MURLEY, T. E. 

Region 1, Office of Director. 4pp. 19423:239. 24X 

Fiche: 30-332, 83/06/24, 8307120216. 


8307110371 Final Deficiency Rept 83-03 re medium voltage circuit 
breakers of same type installed at Limerick which 
inadvertently closed after completion of spring charging due 
to slipped close latch, ditcuesed In Drown Boveri 830324 Itr. 
SCHROEDER, C. W. Commonwealth Edison Co. 83/07/07. KEPPLER. J. 0. 
Region 3, Office of Director. 3pp. 19300:266, 24X 

FlChe: 30-000, 83/07/07, 0307110371. 


— B307110377 Followup interim rept re potential deficiency in SHK 
switchgear supplied by Brown Dover 1. Circuit breaker 
inadvertently closed b tripped following spring charging. 

Light spring added to close latch. 

DUVALL, D. D. Drown Boveri Corp. (subs. Brown Boveri b Co., Ltd. ). 
83/04/28. 8TELL0, V. Director'* Office, Office of Inspection- and 
Enforcement. 2pp. 19300:271. 24X Fiche: 30-000, 83/07/07, 

6307110371, 


0307130013 Final Significant Deficiency Rept 04 re defect in motor 
operated valve tandem torque switches. One torque switch in 
each tandem assembly removed, reconfiguring switches to 
Limitorque ltd configuration. 

KEMPER, J.S. Philadelphia Electric Co. 83/07/00. MURCEY, T. E. 
Region 1, Office of Director. 3pp. 19474:209. 24X 

Fiche: 30-332,03/07/08, 8307130013. 
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DOCKET 30-354 HOPE CREEK NUCLEAR STATION, UNIT l 


A. App 1 icat ion/cons true tion stage documents it correspondence 


6307080684 Advises that OL application sufficiently complete for 
dock# t ing, Cone erns exist re ability to support licensing 
effort & mgt capab i 1 i ty. Bases for confidence to start 
licensing activities should be documented $< FSAR amended. 

EISENHUT, 0. G, Division of Licensing. 83/06/23. MITTL, R.L. Public 

Service Electric 8, Gas Co. of New Jersey. 03pp. 19364:020. 24X 

Fiche: 30-334, 83/06/23, 6307080684. 


6307140143 Advises that util request for relief re RCPB component 
codes justified 4 < ac c ep tab 1 e. Two areas requiring upgrade 
Include compliance w/NA-3260, "Review of Stress Rapt" fc 
fracture toughness requirements for older plants 
SCHWENCER, A. Licensing Branch 2. S3/07/01. MITTL.R-L, Public 

Service Electric it Gas Co. of New Jersey 2pp. 19329:343. 24X 

FiChe: 30-334, B3/07/01 , 03071 40 1 43. 


8306270397 Generic Ltr B3-26 to all applicants for DLs & holders of 
CPs for power reactors re c lar 1 f icati on of surveillance 
requirements for diesel fuel impurity. Svc list end. 

EISENHUT i D. 0. Division of Licensing. 83/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Fiche: 30-000, 83/07/03, B306270397. 


0307080169 Generic Ltr 83-2S to all licensees of operating reactors, 
applicants for OL & holders of CPs re required actions based 
on generic implications of Salem ATW8 events. Svc list end. 
EISENHUT. D. O. 01 v l s i on of L i c en s i ng . 03/07/08. Consolidated 

Edison Co. of New York, Inc. 3Bpp. 19669:269. 24X 

Fiche: 30-000, 03/07/06, 8307080169. 


8307130207 Responds to 830623 ltr forwarding acceptance review of OL 
app 1 i cati on. Bechtel serves at AE it construe tor. Hope Creek 
licensing activities will not detract from safe operation 
of Salem. 

MI TTL, R. L. Public Service Electric & Gas Co. of New Jersey. 

83/07/00. 8CHWENCER, A. Licensing Branch 2. 10pp. 19474:096. 24X 

Fiche: 30-334, 63/07/08. 0307130207. 


G. Adjudicatory correspondence 


B307210248 Notifies of VR Harding employment at law firm. Harding will 
not participate in any case currently pending before NRC. 

8ILBERG, J. E. Shaw, Pittman, Potts 6 Trowbridge. 83/07/13. 
PALLADINO, N. J. Commissioners, ip. 19664:061, 24X 

Fiche: 30-000, 03/07/13, 83072i024B. 


— 8307210231 Notifies of employment at law firm. VR Harding will not 
participate in any case pending before NRC. Svc list end. 
HARDING, V. R. Shaw. Pittman, Potts it Trowbridge. 83/07/13. 
PALLADINO, N. J. Commissioners. 3pp 19664:062. 24X 

Fiche: 30-000, 83/07/13, 0307210248. 


J. Insurance It indemnity information 


8307130240 Forwards Endorsements 39 it 60 to NELIA Policy NF-230 & 
Endorsements 46 it 47 to MAELU Policy MF-9Q. 

GOLDEN, M. P. Marsh & McLennan, Inc 03/07/06. SALTZMAN, J. 
Assistant Director for State & Licensee Relations. 3pp, 19474:332. 
24X Fiche: 30-000, 83/07/06, 8307130240. 


K, Utility Final Safety Analysis Report (FSAR) Jt amend* 


0307130087 Forwards affidavit certifying updated distribution of 
general Info, environ rept - OL stage 8< FSAR, per 10CFR2. 101 U 
End 1 to NRC 830623 acceptance review ltr. 

MITTL, R.L, Public Service Electric it Gas Co, of New Jersey. 

83/07/00. SCHWENCER, A. Licensing Oranch 2. 10pp. 19463:324. 24X 

Fiche: 30-334, B3/07/0B, 8307130087. 


G. Inspection reports, IE Bulletins & correspondence 


0307140439 Forwards IE Insp Rept 30-334/B3-03 on 030418-0603 & 
notices of violation it deviation. 

STAR03TECKI, R. Region 1, Office of Director. 83/06/28. MARTIN, T. J, 
Public Service Electric it Gas Co of New Jersey. 4pp. 19320:320. 
24X Fiche: 50-334, 83/06/20, 0307140439. 


0307230032 Notification of 830727-28 environ site visit w/util in 
Salem, NJ to discuss environ concerns. 

WAGNER, D. Licensing Branch 2. 03/07/12. SCHWENCER, A. Licensing 

Branch 2. 3pp. 19723:299. 24X Fi ch e : 50-334 , 83/07/ 12, 8307290032. 


—8307140463 Notice of violation from insp on 030410-0603. 

* Region 1, Office of Director. 83/06/20, 1 p . 19320:322. 24X 

Fiche: 30-354. 83/06/28, 8307140439. 


0307270164 Notifies of 830727 «< 20 site visit to conduct environ 
site revi *w. Agenda end. 

SCHWENCER, A. Licensing Branch 2, 83/07/13. MI TTL, R. L, Public 

Service Electric & Gas Co. of New Jersey. 6pp. 19811:140. 24X 

Fiche: 50-334, 63/07/13, 0307270164. 


0307270231 Forwards newspaper notice of B30727 public site meeting 
re OL application to be published in area newspapers. 

8CHHENCER, A. Licensing Oranch 2. 63/07/14. MITTL.R. L. Public 
Service Electric fc Gas Co. of New Jersey. 3pp. 19811:173. 24X 
Fiche: 30-354, S3/07/14, B307270231. 


C. Utility Environmental Report <ER), amends it correspondence 


B307130087 Forwards affidavit certifying updated distribution of 
general info, environ rept - OL stage it FSAR, per 10CFR2. 101 & 

End 1 to NRC 030623 acceptance review ltr. 

MITTL, R. L. Public Service Electric & Gas Co. of New Jersey 
S3/07/0B. SCHWENCER, A. Licensing Branch 2. 10pp. 19463:324. 24X 

Fiche: 30-334. 63/07/08, 83071300S7. 


D. NRC Draft/Final Environmental Statements, suppls it correspondence 


— 8307140465 Notice of deviation from insp on 83041B-Q603, 

* Region 1, Office of Director. 83/06/28. Ip. 19320:323, 24X 

Fiche: 30-354, 03/06/20, 8307140459. 


— B307140469 IE Insp Rept 5O-354/03-OB on 6304 10-0603. Noncomp I i anc e 
noted: failure of GC insp to identify pipe support welding 
& installation discrepancies it GE valves designed fc mfg per 
ASME Code, contrary to P5AR commitment. 

BATEMAN, W. H. , MCCABE, E. C. Region I, Office of Director, 83/06/17. 
14pp. 19520:324. 24X Fiche: 50-354, 03/06/20, 0307 140459. 


8307200334 Forwards IE Insp Rept 50-334/03-09 on 83053 1-0603. No 
noncomp 1 ianc e noted. 

MARTIN, T. T. Division of Engineering it Technical Programs. 83/07/13. 
MARTINiT. J. Public Service Electric & Gas Co. of New Jersey. 2pp. 
19790:095. 24X Fiche: 30-354, 83/07/13, 0307280334. 


—8307280342 IE Insp Rept 50-334/03-09 on 630331-0603. No noncompliance 
noted, Major areas i nspec ted : work observation it document 
review of procurement activities, receipt insp, qual i f ication 
& installation of electrical components/iy t. 

PAOL INO, R. J, , ANDERSON, C. J. Region 1, Office of Director. 

03/06/29. 7pp. 19790:097. 24X Fiche: 50-334, 03/07/13, 0307280334. 


8307 200 4 80 Extends Invitation to attend NRC 030727-28 environ sit* 
visit. Public meeting will be held on evening of 030727. 

SCHWENCER, A. Licensing Drench 2. 03/07/12, GASTON, J. New Jersey, 

State of. 4pp. 19026:303. 24X Fiche: 30-334, 83/07/12, 8307200480. 


F. Security, medical, emergency it fire protection plans 


0307200134 Forwards requeit for addl info re security plans submitted 
830304. Info should be provided within 45 days. 

SCHWENCER, A. Licensing Branch 2. 03/07/14. MITTL, R. L. Public 

Service Electric it Gas Co. of New Jersey. ip. 19631:247. 24X 

Fiche: 30-334, 83/07/14, 8307200134. 


0307210172 Notifies that r #pr e senta t i ve of Div of Ecological Svc S 
unable to attend site insp during wk of 030725. No federally 
listed or threatened species under DO! jurisdiction known 
to exist in project area. 

CHEZ1K, M. T, Interior, Dept, of, Fish & Wildlife Service. 03/07/18. 
SCHWENCER, A, Licensing Branch 2. 2pp. 19666:038. 24X 

Fiche: 30-334, B3/07/18, 0307210172. 


8. Reportable occurrences, LERs & related correspondence 


8307130199 Interim deficiency rept re possible lack of heat treatment 
on stainless steel flanges mfg by Tube-Line Corp. Ini tially 
reported on 030601, Affected flanges removed from svc. 

Bechtel providing ana lysis. Next rept by 030013. 

MARTTN/T, J. Public Service Electric it Gas Co. of New Jersey. 
B3/06/30. ALLAN, J. M. Region 1, Office of Director. 2pp. 

19530:240. 24X Fiche: 50-354, 83/06/30, 8307130199. 
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V. Operator Examinations 


8307250456 Submits rev to initial told licensing eia<n i« instructor 
certification exam schedules submitted an 930313 in response 
to Generic Ltr 83-01 due to further development of operator 
training I* testing program 

MITTLjR. L. Public Service Electric *< Gas Ca. of New Jersey. 
83/07/14. SCHWENCERi A Licensing Drench 2. ip. 19701 245. 24X 

Fiche: 50-354*83/07/14, 0307230436. 


DOCKET 30-353 HOPE CREEK NUCLEAR STATION* UNIT 2 


B. Adjudicatory correspondence 


8307140125 Forwards request for addl info- for OL application re trip 
setpoint it ESF c hanne 1. App 1 i cafe i on should be amended to 
comply w/enc 1 requirements. Revi ew schedule based on 
assumption that add) info ui 11 be available by 031001. 

YOUNGBLOOD* B. J. Licensing Branch 1. B3/06/29, WILLIAMS* J. 

Cincinnati G»s * Electric Co. 7pp. 19339:347 24X 

F i c h e : 30-398* 03/06/29, 0307140123. 


8307030483 Requests Bechtel study draft rapt Ec recent util proposals 
developed for consideration In final recommendation re 
Independent review of facility project mgt* per 830326 
meeting agreement. 

NEYLAN* A. J, Torrey Pines Technology. 03/07/01. DICKHQNER, W. H. 
Cincinnati Gas * Electric Co. Ip 19346:336. 24X 

Fi c he : 50-358, 03/07/01 , 030708040 5. 


3307210248 Notifies of VR Harding employment at law firm. Harding will 
not participate in any case currently pending before NRC. 

SILBERG, J. E. Shaw. Pittman* Potts & Trowbridge. 03/07/13. 

P ALLADINO. N. J, Commissioners. Ip. 19664:061. 24X 

Ft c h e : 30-000* 03/07/ 1 3* 0307210248. 


8306270397 Generic Ltr 03-26 to all applicants for OLs It holders of 
CPs for power reactor* re c lari f icat ion of surveillance 
requirements for diesel fuel impurity. Sve list incl. 

EISENHUT, D. 0. Division of Licensing. 83/07/03. Consolidated 
Edison Co. of New York* Inc. !6pp. 19390:317. 24X 

FI Che: 50-000* 83/07/03* 8306270397. 


—8307210251 Notifies of employment at law firm. VR Harding will not 
participate in any case pending before NRC. Svc list enel. 
HARDING. V. R. Shaw. Pittman. Potts it Trowbridge. 03/07/13. 
PALLADIND* N, J. Commissioners. 3pp. 19664:062. 24X 

Fiche: SQ-OOO* 83/07/13* 8307210248. 


t. Insurance 6 indemnity information 


B3Q706O329 Generic Ltr 83-27 to all licensees it applicants for 
operating power Tiector* l< holders of CPs for power reactors 
re surveillance intervals In STS, 8vc list end. 

EI9ENHUT* D. G. Division of Licensing. 93/07/06. Consolidated 
Edison Co. of New York. Inc. 16pp. 19669:234. 24X 

F i c h » : 30 -OOO * 83/07/06 * B3O706O329 . 


3307130240 Forwards Endorsements 59 It 60 to NELIA Policy NF-230 it 
Endorsements 46 I* 47 to WAELU Policy MF-9Q. 

GOLDEN* M. P. Marsh it McLennan* Inc. 83/07/06. SALT Z MAN* J. 

Assistant Director for State $ Licensee Relations. 5pp. 19474:352. 
24 X Fiche: 50-000.83/07/06,8307130240- 


8307130300 Forwards 8ER L request for addl Info t( 
qualification of electric equipment impo-rtant to 
safety-related mechanical equipment. 8ch idu 1 e for 
of addl info requested by 830813, 

YOUNGBLOOD, B, J. Licensing Branch 1. 83/07/06. 

Cincinnati Oas it Electric Co. 3pp. 19311:001. 
Fiche: 30-330. B3/O7/06* 8307130300. 


environ 
safety it 
submission 

WILLIAMS, J. 
24X 


3. Reportable occurrences* LEHs It related correspondence 


3307150199 Interim deficiency rept re possible lack of heat treatment 
on stainless steel flanges mfg by Tube-Line Corp. Initially 
reported on 830601. Affected flanges removed from svc. 

Bechtel providing analys i s. Nex t re.pt by 830815. 

MARTIN, T* J. Public Service Electric it Gas Co. of New Jersey. 
83/06/30. ALLAN* J. M. Region 1* Office Of Director. 2pp. 

19530:240. 24X FI c h •: 30-354, 83/06/30, 8307 1 501 99. 


10CKET 50-356 UNIV. OF ILLINOIS LQPRA RESEARCH REACTOR 
K Operator Eicami nations 


1307080427 Generic Ltr 03-12A to all manpower reactor licensees Te 
issuance of NRC Form 390* "Personal Qualifications 
Statement - Licensee." Svc list end. 

EI8ENHIIT, D. G. Division of Licensing. 83/07/11. Michigan* Unlv. 
of. 14pp. 19563:138. 24X Fi C h •; 50-000* B3/07/1 1.< 8307DB0427. 


IOCKET 30-358 WILLIAM H. ZIMMER NUCLEAR STATION* UNIT 1 


i. Appl i ca tion/cons true t ion stage documents S< corra spondence 


1307130437 Forwards MURE0-Q969, "Rept of NRC Evaluation Team -on Quality 
of Const at Zimmer Nuclear Power Station" for proprietary 
review. 

SNTEZEH, J. H. Director's Office, Office of Inspection and 
Enforcement. 83/04/10. DORGMANN, E. A. Cincinnati Gas U Electric Co. 
398pp. 19510:047. 24X Fi che: 50-350* 03/04/18, 8307130437. 


-“0307 1 30304 SER on environ qua 1 i f 1 ca 1 1 on of electric equipment important 
to safety t< safety-related mechanical equ ipment. Open Items 
Sc request for addl info end. 

4 Office of Nuclear Reactor Regulation* Director. 03/07/06, 

32pp. 19511:084. 24X F i c h e : 50-350, 83/07 /06* 8307 1 30300. 


S3070B0169 Generic Ltr 83-29 to all licensees of operating reactors, 
applicants for OL it holders of CPs re required actions based 
on generic implications of Salem ATWB events. Svc list end. 
EISENHUT * D. G. Division of Licensing. 83/07/00. Consolidated 
Edison Co. of New York, Inc. 30pp. 19669:269. 24X 

Fiche: 50-000* 83/07/0B, 8307080169. 


8307180253 Forwards 830630 ltr to Torrey Pines Technology it ASME ltr 
to HJ Kaiser* Inc re ASME site renewal audit findings. 

WILL1AMB, J, Cincinnati Gas it Electric Co. 03/07/1 1, KEPPLER, J. 0. 
Region 3, Office of Director. 32pp. 19536:020. 24X 

Fiche: 30-358, 03/07/11* 9307100253. 


8307200233 Responds to 821021 request for review of Sargent U Lundy 
seismic design analyses of main steam piping between 
outboard M9IV* & turbine stop valves, p I p ing supports & 
portions of turbine bldg. Design acceptable. 

EISENHUT* D. G. Division of Licensing. 83/07/12. WARWICK, R. F. 
Region 3* Office of Director. 7pp. 19670:263. 24X 

Fiche: 50-350, B3/07/12. 9307200233. 


8307210047 Revises 830706 ltr re Bechtel study draft rept on myt of 
util. Bechtel should retain rept 8, arrange meeting u/Torrey 
Pines Technology. 

COLErGF, Cincinnati Gas S< Electric Co. 03/07/13, JONES, 0. 

Bechtel Corp. Ip. 19660:303. 24X Fich e; 50-358* 03/07/13, 8307210047. 


306290356 Rev A* to "Program Plan for Independent Review of Zimmer 
Project Mgt. " W/one overslie figure. Aperture card is 
available in PDR. 

* Torrey Pines Technology. 03/05/31. 49pp. 66050:051. 24X 

Fichs: 30-358* 03/05/31 , 0306290356 


306270395 Generic Ltr 83-24 to all BWR applicants fur QL It holder* of 
OLs for Grand Gulf, LaSalle it Susquehanna T e TMI Task Action 
Plan Item I.G. 1, "Special Low Power Testing I, Training 
it Recommendations for BMRs. " Svc list end. 

EISENHUT, D. G. Division of Licensing. 03/06/29. Long Island 
Lighting Co. 26pp. 19384:115. 24X Fiche: 50-000, 83/06/29* 

8306270395. 


□07130002 Forwards request for action under 10CFR2. 206 from Miami 
Valley Power Project for transmittal to Dfc of FR for 
pub 1 icat i on, W/o end. 

AXELRAD* J. A. Enforcement Staff. 03/06/29, Docketing I* Services 
Branch. Ip. 19465:356. 24X Fic ha: 50-358* 83/06/29, 8307130002. 


0307210109 Forward* HJ Kaiser* Inc response to ASME 030616 ltr re site 
renewal audit f Ind ings, Procedure FPE-l revised to require 
inclusion of procurement std In purchase orders, All other 
deviations addressed. 

WILLIAMS, J. Cincinnati Gas 6 Electric Co, 83/07/13. KEPPLER, J. G. 
Region 3* Office of Director. 7pp. 19660:212, 24X 

FI che: 50-350, 03/07/ J 3* 8307210109. 


9307280486 Notification of ©30727 meeting u/util in Moscow* OH to 
discuss applicant justifications for deviations from FSAR * 
criteria for electrical cable separation. 

K1NTNER, L.L, Licensing Branch I. 03/07/21. YOUNQBLOOD, B. J. 
Licensing Branch 1. 4pp. 19026:040. 24X Fiche : 50-359, 83/07/21, 

B3G7BB0486. 
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0. Adjudicatory correspondence 


8306160589 Advise* that Appalach ia-Sc i ence in Public Interest request 
to file amicus curiae brief or brief should not be refiled. 
Responses to request will be filed w/responsos to Miami 
Valley Power Project motion. 

FRYE, J. H. Atomic Safety and Licensing Board Panel. 83/06/14 
DAVIS, M. Affiliation Unknown. tp. 18892; 2B3. 24X 

Fiche: 30-330, 03/06/14, B3061 60389. 


B307060493 Responds to 830617 telephone request re 10GFR 2,206 petition 
to suspend const filed by Miami Valley Power Project on 
820820. Forwards two documents re petition. U/a ends 
LEWIS. 8. H. Region 3, Office of Director 83/06/20. FROUG, J. 

Froug. J. 2pp. 19299:209. 24X Fi c h e : 30-338, 83/06/20. 8307060495. 


8307130236 Responds to B30603 request to treat Miami Valley Power 
Project 830323 allegations as unauthorized submission or to 
permit util reply, Util reply should be sent to IE, Region 
II I, Intervener & OELD. 

LIEBERMAN, J. Regional Operations & Enforcement Division 83/06/27 
CONNER, T. B. Conner 6 Wetterhahn. CONNER, T. B. Cincinnati Gas 6 
Electric Co. Ip. 19474:331. 24X Fi c h e ; 50-350, 83/06/27, 8307130236. 


8307050032 Motion for leave to file reply brief, by B30706, to NRC & util 
830630 answers to Miami Valley Powor Project 830603 motion 
to reopen record to admit eight contentions on QA 6 util 
character b competence. Certi ficate of 8vc end. 

DEVINE. T. Miami Valley Power Project. DEVINE, T. Government 
Accountability Project. 83/06/29. Commissioners. 4pp. 

19193:192. 24X Fi c h e : 30-358, 83/06/29, 8307030032. 


8307060197 Requests info from 830607 interview re Ofc of Inspector b 
Auditor 1781 Investigation be immediately reported to 
Commission 6 ABLB. Transcript requested for personal records, 
MCCARTEN, J. B, Affiliation Unknown. 83/06/29. HOYT, H. F. Atomic 
Safety and Licensing Board Panel. Ip. 19249:227. 24X 

Fiche: 30-338, 83/06/29. 8307060197. 


8307060396 Answer opposing Miami Valley Power Project 030629 motion for 
leave to file reply brief to util b NRC answers to Project 
830603 motion to reopen record. No purpose would be served by 
permitting redundant d iscussion. Certi ficate of 9vc end. 

WETTERHAHN. M. J. Cincinnati Oas b Electric Co. WETTERHAHN, M. J. 

Conner b Wetterhahn. 83/07/01. Atomic Safety and Licensing Board 
Panel. 8pp. 19236:089. 24X Fiche: 30-338, 83/07/01 , 8307060396. 


8307060399 Responds to 1 tr requesting removal of util from control of 
QA program by modifying Director's Decision DD-B3-02 & 

Commission 821112 order to show cause b order Immediately 
suspending const. Ltr to be treated as 10CFR2. 206 petition 
DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 03/06/27. DEVINE, T. Government Accountability 
Project. DEVINE. T. Miami Valley Power Project. ip 19236’ 098 
24X Fiche: 30-33B, 03/07/01, 8307060396. 


— 8307060403 Notice of Miami Valley Power Project 10CFR2. 206 petition. 
DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 83/06/27. 2pp. 19236:099. 24X 

Fiche: 30-338, 83/07/01 . 8307060396. 


8307110331 Memorandum b order granting Miami Valley Power Project 
830629 motion to file reply brief to NRC b util answers 
opposing Project 830603 motion to reopen record. F i 1 i ng a due 
on 830712. 

FRYE, J. H. Atomic Safety and Licensing Board Panel. 83/07/07. 
Miami Valley Power Project. 3pp. 19381: 2B8. 24X 

Fiche: 30-330,83/07/07, 83071 i0331. 


8307080301 Response opposing Miami Valley Power Project B30629 motion 
to file reply brief to NRC b util 030620 briefs opposing 
Project 830603 request for reconsideration. No good cause 
shown for not including info in motion. W/Certif 1 cate of Svc. 

BARTH, C. A. Hearing Branch 1. 83/07/00. Atomic Safety and 

Licensing Board Panel. 4pp. 19346:344. 24X Fi che: 30-330, 83/07/00, 

8307000301. 


8307130312 Forwards Miami Valley Power Project 830602 original motion 
to reopen record for admission of eight contentions on QA b 
corporate character b competence, to complete Commission 
record. 

DEVINE, T. Government Accountability Project. DEVINE, T. Miami 
Valley Power Project. 83/07/12. Commissioners. ip. 19333:019. 
24X Fiche: 30-338, 83/07/12, 83071303t2. 


—8307130317 Motion to reopen record for admission of eight contentions 
on QA b corporate character b competence, or alternatively, 
for A8LB to consider whether stds for 020713 exercise of sua 
spante authority exists. 

DEVINE, T. Miami Valley Power Project. DEVINE, T. Government 
Accountability Project. 83/06/02. Atomic Safety and Licensing 
Board Panel. 224pp. 19333:020. 24X Fiche: 30-338, 03/07/12, 

8307130312. 


0307130322 Forwards motions re reopening record to admit contentions on 
QA b corporate character b competence. 

DEVINE, T. Government Accountability Project. DEVINE, T. Miami 
Valley Power Project. 03/07/12. Commissioners. ip. 19331 12B 
24X Fiche: 30-338, 03/07/12, B307130322, 


8307150324 Reply brief supporting Miami Valley Power Project 030603 
motion to reopen record for admission of eight contentions 
on QA b corporate character b competence b motion to compel 
discovery on contentions. 

DEVINE, T. Miami Valley Power Project. DEVINE, T. Government 
Accountability Project. 83/07/12. Atomic Safety and Licensing 
Board Panel. 32pp. 19331:129. 24X Fiche: 30-358, 83/07/12, 

8307130322. 


8307130327 Motion to reopen record for admission of eight contentions 
on QA b corporate character b comp e tenc e . ASLA8 has 
jurisdiction even if ASLB lacks jurisdiction to reopen 
record 

DEVINE, T. Miami Valley Power Project. DEVINE, T. Government 
Accountability Project. 83/07/12 Atomic Safety and Licensing 
Appeal Panel. 3pp. 19331:181. 24X Fi c h e: 30-330, 83/07/ 1 2, 

0307130322. 


•8307190331 Motion to defer ruling on whether to review ALAB-727 until 
A8LB b A8LAB rule on Miami Valley Power Project 030603 b 
0712 motions to reopen record to admit contentions on QA b 
character b c amp e tenc e, or al ternat ively, to reopen record. 

DEVINE, T, Miami Valley Power Project. DEVINE, T. Government 
Accountability Project. 03/07/12. Commissioners. 10pp. 
19331:106. 24X Fiche: 30-338, 03/07/1 2, 8307130322. 


— 0307 l 50330 Motion for protective order to shield identity of affiants 
providing portion of basis for Miami Valley Power Project 
eight proposed contentions. Cert i ficate of Svc end. 

DEVINE, T. Miami Valley Power Project. DEVINE, T. Government 
Accountability Project. 83/07/12. Atomic Safety and Licensing 
Board Panel, 336pp. 19331:196. 24X Fiche: 30-330, 03/07/12, 

0307130322. 


0307190199 Motion for leave to respond by 03072? to Miami Valley Power 
Project CMVPP) reply brief re applicant opposition to eight 
QA c onten t i om , MVPP reply distort* record b applicant 
p os 1 1 1 on. Cert 1 f i c a te of Svc end. 

CONNER, T. B, Cincinnati Gas b Electric Co, CONNER, T, B. Conner b 
Wetterhahn. 03/O7/J3, Atomic Safety and Licensing Board Panel. 
4pp. 19620:205. 24X Fi ch e : 50-39B, 03/07/ 1 5, 03071 901 99. 


8307230202 Response to applicant motion for leave to respond to Miami 
Valley Power Project reply brief, App 1 icant should respond 
only to substance of proposed contentions re QA program 
inadequacy . Certi fi cate of Svc end, 

DEVINE, T . Miami Valley Power Project, 83/07/21. Atomic Safety 
and Licensing Board Panel. 4pp. 19703:324 24X 

Fiche: 30-33B, 03/07/21 , 8307230202. 


0, Inspection reports, IE Bulletins b correspondence 


8307220044 Addl response tp F01A request for documents re IE Insp Rept 
30-338/01-13. Forwards J McCarten f i 1 e. Por t 1 ons of file b 
package addressing concerns raised at Commission meeting re 
criminal investigation withheld <ref FOIA Exemptions 3 b 7>. 

FELTON, J. M. Division of Rules and Records. B3/03/IB. DEVINE, T. , 
ROSENTHAL, J. Government Ac c oun tab i 1 i ty Project. 2pp. 19713:337. 
24X Fiche: 30-330, 83/03/10, 0307220044. 


— 8307220061 J McCarten file on fac 1 1 ity, containing handwritten notes b 
various documents. 

* NRC - No Detailed Affiliation Given. 83/03/18. 40Spp. 

19714:001. 24X Fiche: 30-358, 03/03/18, 0307220044. 


8307000278 Forwards IE Mgt Meeting Rept 30-359/03-06 on 030326. No 
noncompliance noted, 

KEPPLERfJ. G. Region 3, Office of Director. 03/06/23. WILLIAMS, J, 
Cincinnati Gas b Electric Co, 2pp. 19352: i 20. 24X 

Fiche: 30-330, 03/06/23, 8307000278, 


—0307000204 IE Mgt Meeting Rept 30-350/83-06 on B30326, No noncompliance 
noted. Major areas d 1 scussed: changes in independent design 
review program plan b Torrey Pines Technology independent 
review of project mgt. 

HUNTER, D. R. , WARNICK, R. F. Regions, Office of Director. 03/06/17. 
3pp. 19332:130. 24X Fiche: 30-358, 83/06/23, 8307080278. 


8307120574 Forwards IE Insp RBpt 50-350/83-07 on 830117-21,0214-18 b 
0411-13 b notice of violation. 

WARNICK, R. F. Region 3, Office of Director. 83/06/28. WILLIAMS, J. 
Cincinnati Gas b Electric Co. 2pp. 19433:178. 24X 

Fiche: 30-338, 03/06/28, 8307120974. 
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— 03 j^ iaO580 Not * c< of violation from insp on 0301 1 7-21# 0214-18 It 0411- 

WARNICKiR. F. Region 3. Office of Direc tor. 83/06/23. Ip. 
19433:130. 24X Fi ch e : 30-350. 33/06/20, 0307120574. 


— 8307120584 IE Insp Rep t 50-350/83-07 on 030117-21,0214-18 lc 0411-15, 
Noncqmp liance noted: inadequate QA/OC of HPC8 fc RHH pump It 
motor testing, per ASHE Code. 

SCHEIBELHUT, C. , GUSTAFSON, R . N. , CHR ISTIANSQNr W. Region 3, Office 
of Director. 83/06/28. 12pp. 19433:101. 24X 

Flche: 50-359, 83/06/20, 8307120374. 


8306270401 IE Info Notice 83-46, "Common Node Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list unci. 

JORDAN, £. L. Division of Emergency Preparedness l« Engineering 
Response (Post 8301031. 03/07/11. Consolidated Edison Co. of New 

York, Inc, 154pp. 10563:293. 24X Fic ha: 50-000, B3/07/1 1, 8306270401. 


8306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubber# as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post B30103K 83/07/12. Consolidated Edison Co. of New 

Yort, Inc. 141pp. i 0563: 153. 24X Fiche: 50-000, 83/07/12, 8306270404. 


8306270406 IE Info Notice 03-48, "Qaseous Effluent Releases of 
Radioactive 1-123 fc f-J 31 in Excess of NftC Limits. " Svc list 
end. 

TAYLOR, J. M. Division af QA, Safeguards & Inspection Program* (Post 
830103). 83/07/14. Consolidated Edison Co. of New York, Inc. 

114pp. 19715:270. 24X Fiche: 50-000, 83/07/1 4, 8306270406. 


6307090345 Interim deficiency rept, Item M-54, re inadequate 
qualification of hydraulic control units. Initially reported 
on 020726. Reanalysi* of units & limited scope operability 
testing will be performed. Next rept expected by 831130. 

WILLIAMS, J. Cincinnati Gas & Electric Co. 03/06/28. KEPPLER, J. 0, 
Region 3, Office of Director. 2pp. 19350:313. 24X 

Fiche: 50-358, 03/06/28, 0307080345. 


8307000327 Interim deficiency rept, Item M-87, re design control process 
inadequate to assure design output documents contain 
adequate erection * Insp criteria. Initial ly reported on 
830513. Reportabllity per 10CFR50. 55<e > not yet determined. 

WILLIAMS, J. Cincinnati Gas & Electric Co. 83/06/3 0. KEPPLER, J 0 
Region 3, Office of Director. 2pp. 19330:147. 24X 

Fiche: 50-358, 03/06/30, 8307080327. 


8307000333 Final deficiency rept, Item E-44 re undersized wiring In 
4, 160/4BO-volt load c trs supplied by I-T-E Imperial Corp. 

Cable replaced w/3-kV cable & vendor notified. Wire replaced 
w/i/Q flexible wire. 

WILLIAMS, J. Cincinnati Gas 8c Electric Co. 83/06/30. KEPPLER, J. 0. 
Region 3, Office of Director. 3pp. 19350: 137. 24X 

Fiche: 50-35B, 83/06/30, 0307080335. 


B3070B0428 Interim Deficiency Rept Item M-45 re Henry J Kaiser Co 
indeterminate welder qualifications. Initially reported on 
820430. Program to Identify welder qualification deficiencies 
being developed. Next rept by 831010. 

WILLIAMS, J. Cincinnati Oat It Electric Co, 83/06/30. KEPPLER, J. 0 
Region 3» Office of Director. 2pp. 19347:263. 24X 

Fiche: 50-35B, 03/06/30, 0307080428. 


B3O721OO30 Responds to 830711 request for extension to respond to 
Violation noted in IE Imp Rept 50-358/82-1 7. Ex tens i on to 
030824 granted. 

WARNICK, R. F. Rig ion 3, Office of Director. 83/07/15. WILLIAMS, J 
Cincinnati Oat |« Electric Co. 2pp. 19668:322. 24X 

Fiche: 50-358,83/07/15, 8307210038. 


‘0307210044 Requests 45-day extension until 830024 for response to 
violation re welder quali f icati on noted in IE Insp Rept 
50-358/82-17. 

WILLIAMS, J. Cincinnati 0*s & Electric Co. 83/07/11. KEPPLER, J. 0. 
Region 3, Office of Director. 2pp. 19668:324, 24X 

Fiche: 30-350, 03/07/15, 03O72IOO3B. 


R. Periodic operating reports It related correspondence 


8307200307 Forwards biweekly status rept on independent review of 
facility project mgt foT B3Q6IB-07Q1. 

NEYLAN, A. J. Torrey Pines Technology. 83/07/12. DICKHONER , W. H. 
Cincinnati Gas It Electric Co. 3pp. 19640:063. 24X 

Fiche: 50-350, B3/07/I2, 8307200307. 


8307200262 Forwards Biweekly 8tatus Rept 6 on independent review of 
Zimmer project mgt for 830702-15. 

NEYLAN, A. J. Torrey Pines Technology. 83/07/22. DICKHONER, W. H. 
Cincinnati Qas & Electric Co. 2pp. 19793:304. 24X 

Fiche: 50-350, 83/07/22, 8307280262. 


8. Reportable occurrences, LERs U related correspondence 


8307080402 Followup Final Deficiency Rept, Item M-32, re Incomplete 
hydraulic analysis of control rod drive p iplng. Sargent & 

Lundy Engineers evaluation determined piping to be within 
A8ME Cade allowables If Installed per design drawings. 

WELLIAMB, J. Cincinnati Qas It Electric Co. 83/06/30. KEPPLER, J Q 
Region 3* Office of Director. 2pp, 19345:354, 24X 

Fiche: 50-350, 03/06/30, 8307080402. 


0307210106 Followup to 830906 final deficiency rept, Item M-16 re 
Rosemount 1151 pressure transml tt ers. Rosemount Model 1153 
replacement program scheduled to begin on release of NRC 
921112 order to show cause. 

WILLIAMS, J, Cincinna ti Oat It Electric Co. 83/07/00. KEPPLER, J 0 
Region 3/ Office of Director. 2pp. 19666:034. 24X 

Fiche: 50-350, 03/07/08, 8307210186. 


8307210040 Interim deficiency rept Item M-14 re HVAC damper actuators. 
Initially reported on 000312. Pro jec ted schedule for 
corrective actions will be submitted following release of 
821112 show cause order. 

WlLLIAMSrJ. Cincinnati Qas S< Electric Co. 83/07/11. KEPPLER, J. G 
Region 3, Office of Director. 2pp. 19660:313. 24X 

FIChe: 50-358, 03/07/ It » 0307210040. 


0307210116 Interim Deficiency Rept Item M-88 re inadequate testing of 
forged Plangei, Initially reported on 830616. Test to 
determine mechanical properties will be performed by 
approved lab * results evaluated. 

WILLIAMS, J. Cincinnati Qas |< Electric Co. 83/07/14, KEPPLER, J. 0. 
Region 3, Office of Director. 3pp. 19668:204. 24X 

Fiche: 50-350, 03/07/14, 8307210116. 


0307060060 Suppl to final deficiency rept, ref QA-1S95, dttf 920120 re 
Item M-31 concerning main steam relief valve solenoid 
valves. Unqualified solenoid actuated valves will be replaced 
upon release from NRC 821112 show cause order. 

WILLIAMS, J, Cincinnati Qas & Electric Co. 83/06/27. KEPPLER, J. Q. 
Region 3, Office of Director. 2pp. 19251:331. 24X 

Fiche: 50-350, B3/06/27, 8307060060. 


8307210002 Interim deficiency rept re Item M-33 use concerning use of 
high stress stamp on A8ME f i 1 1 ings. In i t is 11 y reported on 
811229. Fi tting* will be blend grided & ultrasonic test for 
min wall violations conducted. 

WILLIAMS, J. Cincinnati Qas & Electric Co. 03/07/15. KEPPLER, J. 0. 
Region 3, Office of Director. 2pp. 19660: 190. 24X 

Fiche: 50-35B, 83/07/15, 030721 0002. 


8307060297 Interim Deficiency Rept Item E-35 re nonconforming 
electrical panel foundation welding. Initially reported on 


830104. Paint removal & insp will be completed by B3O03O. 
Next rept will be submitted by 831010. 

WILLIAMS, J. Cincinnati Qas 5, Electric Co. 83/06/2B 
Region 3, Office of Director. 2pp. 19230:339. 24X 

Fiche: 30-35B, 83/06/20, 8307060297. 


KEPPLER, J. Q. 


8307210096 Interim deficiency rept Item E-29 re lack of Insp records 
for Nelson studs. Initial ly reported on 020928. Const 
author ization request wri tten. Pro jected schedule for work 
completion contingent upon relaxation of NRC 021112 order. 

WILLIAMS, J, Cincinnati Qas * Electric Co. 03/07/15. KEPPLER, J G. 
Region 3, Office of Director. 2pp. 19660:236. 24X 

Fiche: 50-350, 03/07/15, 8307210096. 


8307060327 Interim deficiency rept re Item E-16 on GE UFA relays. 
Corrective action for N8SS shutoff sys relays revised to 
require replacement of entire re lay, Comp let i an will b * 
accomplished upon approval under NRC 02*112: order, 

WILLIAMS, J. Cincinnati Qas |< Electric Co. 83/06/28, KEPPLER, J Q 
Region 3, Office of Director. 2pp. 19234: 185. 24X 

Fiche: 30-358,83/06/20,0307060327. 


8307260550 Interim deficiency rept, Item M-13 re svc water pump mod 
Initially reported on 790010. Reinstal lation of repaired 
equipment will be performed by HJ Kaiser Co by Jan 1904 
Next rept by S402I5. 

WILLIAMS, J. Cincinnati Gas I Electric Go. 03/07/lB, KEPPLER, J. Q. 
Region 3, Office of Director. 2pp. 19734:025. 24X 

Fiche: 50-358, 03/07/18, 0307260550. 


0307080294 Suppl to final deficiency rep t, Item M-44 re possible 
overpressur I xation of p i p ing. Ini tial ly reported on 820430. 
Revised schedule for completion of corrective actions will 
,,r. i^Aui . d Upon T » liai » from NRC 0211 12 order. 

Healed? ^ae? 1 ”* 1 °* § * E1 * ctrIc Co - B3/06/28. KEPPLER, 
Region 3, Office of Director. 2 pp, 19331 : 191 . 24X 

Fiche: 50-350, 83/06/28, 8307080294 


0307260556 Interim deficiency rept, Item 8-12 re Bergon-Peterson EA-3 
pipe clamp incorrectly used In support des ign. Ini tial ly 
reported on 830620. Dei ign or installation tolerances will be 
revised to within 6-degrte allowable skew angle. 

WILLIAMS, J. Cincinnati Qas 6 Electric Co. 83/07/10. KEPPLER, J Q 
Region 3, Office of Director. 2pp. 19732:023 24X 

Fiche: 50-350, 83/07/ 1 0 , 8307260556, 
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T, Hearing transcripts an na-n-anti trust {natters 


G Adjudicatory correspondence 


830730013b Informs of Commission determination releasing portions of 
transcript of Commission S2J02S meeting it releasing whole 
transcripts of Commission 0211OS it 12 meetings re plant 
Investigations. 

CHILKi 8. J. Office of the Secretary of the Commission. 03/07/19. 
Public Document Branch, Ip. 19312:062. 24X Fiche; 50-358, 80/07/19, 

8307260136. 


--8307290141 Advises that Commission does not object to release of 
transcripts of 021028,1100 it 12 meetings re plant 
invqstigati ons. 

CHILK'S. J, Office of the Secretary of the Commission. 83/07/12. 
PLAINS# H. H. Office of the General Counsel. Ip. 19012:063. 24X 

Fiche: 50-358, 03/07/19, 0307280136. 


— 8307280160 Transcript of portions of Commission 021020 closed meeting 
In Was h ington, DC re status of plant Investigation. Pp 1-68. 

Portion of Pages 40 & 49 withheld per Exemption 5. 

* Commissioners. 82/10/20. 70pp. 19012:064. 24X 

Ficht: 50-350, 03/07/19, 8307280136. 


— 0307200166 Transcript of Commission 82110B closed meeting in 
Washington, DC re status of plant invest i gatlon. Pp 1-103. 

* Commissioners. 82/11/00. 105pp. 19012:134. 24X 

FiChe: 30-358, 83/07/19, 8307200136. 


— 0307260172 Transcript of Commission 821112 meeting In Washington, DC re 
Commission action on plant. Pp 1-60. 

* Commissioners. B2/11/12, 62pp. 19812:237. 24X 

Fiche: 50-390, 03/07/19, 8307200136. 


DOCKET 50-361 BAN ONOFRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency it fire protection plans 


8307060066 Forwards info re Orange County l> Ban Clemente, CA plans for 
emergency planning zone, Info re Orange County Transit 
District emergency preparedness training also end. 

BASKIN, K. P. Southern California Edison Co. 83/07/01. KNIGHTON# G. U. 

Licensing Branch 3. 77pp. 19231:071. 24X Fiche: 50-361. 03/07/01 , 

0307060066. 


8307200385 Advises that plant identified for application of IAEA 
safeguards. Installation info should be prepared on end IAEA 
design Info questionnaire forms 6 submitted by 030022. W/o 
end. 

EISENHUT, D. G. Division of Licensing. 03/07/00. DIETCH, R. Southern 
California Edison Co. 2pp. 19669:323. 24X Fi c h e ; 50-361 . B3/07/08, 

0307200305. 


8307050048 Advises that time for Commission to review ALAD-717 expired. 
Commission declined review. Dec i sion became final agency 
action on 830621. 

CHILK,6. J. Office of the Secretary of the Commission. 03/06/30. 
WHARTON, R. J. San Diego, Univ. of, San Diego, CA ip. 19192; 163. 

24X Fiche: 50-361, 03/06/30, B3O7O5OO40. 


8307050095 Advises that time for Commission to review ALAB-717 expired. 
Commission declined review. Dec 1 sion became final agency 
action on 830621. 

CHI LK# 8. J Office of the Secretary of the Commission. 03/06/30. 
MCCLUNG, C, E. Flemming, Anderson# McClung t, Finch. Ip. 19193:191. 
24X Fiche; 50-36 1 , 03/06/30, 0307030055 


P. Operating license 6tage documents 6 correspondence 


8307110616 Monthly notice of amends to OLs involving NSHC Issued since 
830523. 

CLARK, R. A. Operating Reactors Branch 3. 83/06/14 26pp. 

19391:152 24X Fi c he: 50-000, B3/06/ 14, 8307 1 10616. 


B30715Q411 Forwards request for addl info to complete NRC review of 
Util submittal addressing NUREG-0737, Item II. D, 1, 

"Performance Testing of Relief 6 Safety Valves. « Response 
requested within 30 days, 

KNIGHTON, 0. W. Licensing Branch 3. 83/06/27, DIETCH, R„ Southern 

Cal ifornia Edison Co. lOpp 19540:166. 24X F iche: 50-36 1 . 83/06/27, 

0307150411. 


B307110S68 Forwards FR notice of consideration of issuance of amend to 
License NPF-10 It proposed NSHC determination & opportunity 
for hearing re 10-month surveillance requirements for ESF 

*g»- 

ROOD, H. Licensing Branch 3 03/06/20. DIETCH, R. Southern 

California Edison Co. HOLCOMBE, J. C. San Diego Oas 6 Electric Co. 
3pp. 19391:332. 24X Fi c h e ; 50-361 , 03/06/28, B307 110560. 


— B3071 10573 Notice of consideration of issuance of amend to License 
NPF-10 & proposed NSHC determination h opportunity for 
hearing re 18-month surveillance requirements for ESF sys. 
NERSES, V. Licensing Branch 3. 03/06/16, 0pp 19391:335. 24X 

Fiche; 50-36 1 , 03/O6/2B, 03O711O56B. 


0307060091 Requests concurrence w/mods to post-fuel loading initial 
test program for FSAR Sections 14.2.10 2, "Initial 
Criticality” 4, 14.2.12.96, "Loss of Offsite Power Test." 

BASKIN, K, P. Southern California Edison Co B3/06/29. KNIGHTON, G. W. 

Licensing Branch 3. 4pp. 19230:246 24 X F i the : 50-361 , 03/06/29, 

0307060091. 


0307200473 Comments on 030513 response to Generic Ltr 82-33 INUREG-0737 
3uppl I) on detailed control room design & safety parameter 
display *y* racvlew. Schedule for program plan or 
documentation describing processes 8< activities requested. 

KNIGHTON, G. W. Licensing Branch 3. 83/07/0B. DIETCH, R. Southern 

California Edison Co. HOLCOMBE, J. C. San Diego Gas 8< Electric Co. 

2pp. 19671:361, 24X Fi ch e : 50-36 1 , 03/07/08, 8307200473. 


0307060155 Forwards fees for 021119,1203,20 it 930107 proposed changes 
to Tech Specs re Unit 3 low water level refueling 
operations, turb ine overspeed protection for Unit 2 6 
component cooling water loops for Units 2 & 3, 

BABKlNtK.P. Southern California Edison Co. 83/07/01. MILLER, W. 0. 
License Fee Management Branch. 4pp. 19249:230. 24X 

Fiche: 50-361, B3/07/0I , Q307060 1 55. 


8307150215 Ac k receipt of 030615 ltr informing NRC of steps taken to 
correct violations noted In IE lnsp Repts 30-206/03-10, 
30-361/03-19 it 50-362/83-1 7. 

BISHOP, T. W. Region 5, Office of Director. 83/07/11. PAPAY, L. T. 
Southern California Edison Co. Ip. 17330:269. 24X 

Fiche: 50-206, B3/07/ 1 1 , 8307 1 502 1 5. 


0306270397 Generic Ltr 83-26 to all applicants for OLs U holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity, Svc list end, 

EISENHUT, D. 0. Division of Licensing 03/07/05. Consolidated 
Edison Co of New Vork, Inc. 16pp. 19390:317. 24X 

Fiche: 30-000, 03/07/05, 8306270397. 


—0307150222 Responds to NRC 830516 ltr re violations noted in IE lnsp 
Repts 50-206/83-10,50-361/83-19 U 50-362/03-1 7. Correc t ive 
actions: ft xed emergency lighting sya tested 4c instructions 
revised. Six addl lights ulll be Installed. 

PAPAY, L. T. Southern California Edison Co. 83/06/15. MARTIN, J. B 
Region 5, Office of Director. 4pp. 19530: 270. 24X 

Fiche: 50-206, 03/07/11, 0307150215. 


8307270029 Forwards Rev 10 to physical security plan. Rev withheld 
(ref 10CFR73. 21). 

BASKIN, K.P. Southern California Edison Co. 83/07/21. Division of 
Licensing. lp. 19749:359. 24X Fiche: 30-206, 03/07/21 , 0307270029. 


0307260135 Discusses review of emergency operations facility (EOF) 
ventilation sys des ign. Potent la I problem w/air leakage from 
EOF equipment will be corrected. 

BASKIN, K.P. Southern California Edison Co. 83/07/22. EISENHUT, D. G. 

Division of Licensing. Ip. 19727:209. 24X Fi che: 50-206# 03/07/22, 

0307260133. 


B3070701 64 Forwards Rev 3 to "InservicB Testing Program Plan, San Onofre 
Nuclear Generating Station, Unit 2," Rev incorporates changes 
discussed w/NRC on G30213. 

BDSNAKr K.P. Southern California Edison Co. 83/07/05. KNIGHTON, G, W. 

Licensing Branch □. lp. 19294:261, 24X Fiche: 50-361, 03/07/05, 

0307070164. 


— 8307070166 Rev 5 to "Inservice Testing Program Plan, San Onofre Nuclear 
Generating Station, Unit 2." 

* Southern California Edison Co. 83/07/05. 79pp. 19294:262. 

24X Fiche; 50-361, 83/07/03, 0307070164, 


8307060329 Generic Ltr 83-27 to all licensBO-s 6t applicants for 
operating power reactors l< holders op CPs for power reactors 
re surveillance intervals in STS, 8vc list end. 

EISENHUT, D. G. Division of Licensing. 03/07/06. Consolidated 
Edison Co. of New York, Inc. 1 6pp. 19669:234. 24X 

Fiche : 50-000, 03/07/06, B307060329. 


8307080169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL 8< holders of CPs re required actions based 
on generic implications of Salem ATHS events. Svc list end. 
EISENHUT, D, 0. Division of Licensing. 83/07/00. Consolidated 
Edison Co. of New York, Inc. 30pp. 19669:269. 24X 

Fiche: 30-000, 83/07/08, 8307080169 
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0307180096 Forward* C-E Owners Group program description for resolving 
TMl Action Plan Item H.K. 3. 3. "Automatic Trip of Reactor 
Coolant Pumps" fir trip two/leave two strategy Schedule for 
generic cperations-related info being developed. 

BASKIN, K P. Southern California Edison Co 83/07/14. KNIGHTON, G. W. 

Licensing Branch 3. 6pp. 19556:357. 24X Fiche; 30-361. 03/07/14, 

0307 160096 


— 0307150223 Responds to NRC 030516 ltr re violations noted in IE Insp 
Repts 50-206/03-10,30-361/63-19 b 30-362/83- 1 7. Cor rec t ive 
actions; fi xed emergency lighting ays tested fi, instructions 
revised. Bis addl lights will be installed. 

PAPAY, L. T. Southern California Edison Co. 03/06/13. MARTIN, J. D. 
Region 5, Office of Director. 4pp. 19330:270. 24X 

Fiche; 50-206, 03/07/11, 8307130213. 


0307160105 Responds to 030701 fi« 07 telcan requests to reevaluate 030307 
core protection calculator (CPC) schedule b to implement CPC 
software correction* Secondary calorimetric power fi, plant 
power differences clarified. 

BASKIN, K P. Southern California Edison Co. 83/07/14. KNICHTON, G. W, 
Licensing Branch 3 2pp 19557:020. 24X Fi c he: 50-361 , 03/07/14, 

0307180105 


8307100236 Requests concurrent review fi, approval of 030106 fi, 23 
Proposed Changes NPF-10-33 b NPF-1 5-33, re ip ec t i ve 1 y Propo sed 
revised DNBR penalty factors partially restore operating 
margin removed by current rod bow penalty factors 

BASKIN. K. P. Southern California Edison Co. 03/07/14. KNIGHTON, G. W. 

Licensing Branch 3. 2pp 19555:229 24X Fiche: 50-361, 83/07/14, 

0307180236. 


8306270404 IE Info Notice 03-47, '♦Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 03/07/12. Consolidated Edison Co. of New 

York, Jnc 141pp. 19563:133. 24X Fiche: 50-000, 03/07/12, B306270404 


8306270406 IE Info Notice 03-40, "Gaseous Effluent Releases Of 
Radioactive 1-123 fi, I-I3J in Excess of NRC Limits." Svc list 
enc 1. 

TAYLOR, J. M. Division of GA, Safeguards fi, Inspection Programs (Post 
830103), 03/07/14. Consolidated Edison Co. of New York, Inc 

lt4pp. 19715:270. 24X Fiche: 50-000, 03/07/14, 0306270406. 


R. Periodic operating reports & related correspondence 


B307200202 Forwards "Rept on Hydrogen Sensor Response to Dynamic 
Hydrogen Buildup for Southern California Edison Co," per 
util 830420 ltr. Results support acceptability of post-LOCA 
hydrogen monitoring sys. 

0ASKIW,K.P. Southern California Edison Co. 03/07/18. KNIGHTON, G. W. 

Licensing Branch 3- 2pp. 19648:009. 24X Fi che: 50-361 , 03/07/ IS, 

8307200202. 


Station, Unit 2 for 1902 Radiological Environ Monitoring " fl 

Evaluation." H/830429 ltr. V 

BA8KIN. K. P. Southern California Edison Co, BA5KIN,K.P. 8an Diego 
®», 8, ELctrlc Co. 83/04/27. MARTIN, 0.0. Ragle 3, Offlc. of 
Director. 173pp. 19330:344. 24X Flcho: 30-361, 83/04/29. 8307080378 


— 0307200205 "Rept on Hydrogen Sensor Response to Dynamic Hydrogen 
Buildup for Southern California Edison Co." 

HEVERLY, L. General Electric Co. PIR 1454-294. 03/04/27. 16pp. 

19640:011. 24X Fi c h e : 50-361 . 03/07/ 10, 0307200202. 


„ . nth, Y operating repts for May 1903. W/03061 3 ltr. 
MAYWEATHER, L. , RAY, H. B. Southern California Edison Co. 83/06/15 
Office of Resource Management, Director 
Fiche: 50-361, 83/06/15, 0307220465. 


25pp. 19603:322. 24X 


8307210064 Inform* that integrated sys demonstration of DNBR trip 
function requested on 030512 will be performed after 
warranty run fi, prior to completion of startup testing 
program Test performed w/ 007. power natural circulation test. 

BASKIN. K, P. Southern California Edison Co. 83/07/19. KNIGHTONi G, W. 

Licensing Branch 3. 2pp. 19660:267. 24X Fi ch e: 50-361 , 03/07/ 1 9, 

0307210064. 


8307130192 Submits second progress rept for 
(PASS) as of 030701. Test verifying total 
comp 1 eted. Mod outage for sys maint will & 

0 1 no n A 


post-accident 
gas capability 
e completed by 


samp ling 


sys 


BASKIN, K, P, Southern Cali 
Licensing Branch 3. 3p p 
0307130192. 


fornia Edison Co, 03/07/11, 
19469:347. 34X Fi c h e : 50-36 1 


KNIGHTON, 0. U. 
,03/07/11, 


S307270162 Discusses commitment to resolve design concerns re adequacy 
of fuel shoulder gap clearance to accommodate differences 
observed at Arkansas Nuclear One Unit 2 in fuel rod 1< guide 
tube axial growth 

BASKIN, K. P. Southern California Edison Co. 03/07/25 KNIGHTON, G. W. 

Licensing Branch 3. Ip, 19749:340. 24X Fich e : 50-361 , 83/07/25, 

0307270162 


Q. Inspection reports, IE Bulletins fic correspondence 


S. Reportable occu r rence ,. LER, t, related correepondence 

83 ?Idf^t 1 l;^„ B3 " O ?? / ' O3L : 0:0n 830819, containment et«,o.pI,er. pee.ou. 
radioactivity monitors RI-70O4C fi, RI-70O7C i non erab 1 J cm 

controli ntl « i f d u,>aut,1ori I6d manipulation o/»etpoint 
SI! 1 ! Betpolnt recalibr. W/830620 ltr. 

non I « MAA thern Cal,f01l 'nia Edison Co. 03/06/20. MARTIN, J n 
DPfIC0 ° f D ‘™ctor. 4pp. 19250-201 24Y ™ RTrN ' JD ' 

Ficha: 50-361, 03/06/20, 0307060062 24X 


8307120940 Forwards IE Insp Repts 50-361/03-23 b 50-362/8j-*._ 
B30309-I3 & 0331-0603. No noncomp 1 lance noted 

BISHOP, T. W. Region 5, Office of Director. 03/06/27. PAPAY, L. T. 
Southern California Edison Co. 2pp. 19434:020. 24X 

Fiche: 50-361, 03/06/27. 0307120540. 


B307120551 IE Insp Repts 50-361/03-23 fi, 90-362/03-22 on 030509-13 fi, 
0331-0603. No noncomp 1 lance noted. Major areas Inspected: 
maint program, onsite review committee meeting, Unit 2 control 
room fi, emergency lighting. 

ECKHART, J. H. , K IRSCH, D. F. Region 3. Office of Director, B3/06/24 
6pp. 19434:030. 24X Fi ch e : 50-361 , 03/06/27, 8307120540. 


0307030010 Respond* to IE Bulletin 02-02, "Degradation of Threaded 
Fasteners in RCPO of PWR Plants." Action Items 1,8 fi, 4. 

Required insps will be performed only when closures are 
opened for component maint. 

HAYNES, J G. Southern California Edison Co. 83/06/29. MARTIN, J. B. 
Region 5, Office of Director. 12pp. 19192:091 24X 

Fiche: 50-361, 83/06/29, 0307050010. 


0306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
™L*5 C4rewUtlwl 3prav Subsystem." Svc list end. 

Em * r 9 ene V Preparedness fi, Engineering 
vll! fL 10 ?i' 83/07/11 Consolidated Edison Co. of N. 

York, Inc. 134pp. 19363:293. 24X Fiche: 50-000, 83/07/11, 83062704C 


° f 8304,5 ,tr NRC of .top, t.S.n to 

so in IE ,nsp R,pt * SO-206/B3-I0, 

50-361/83-19 t< 50-362/03-17. 

BI5H0P,T.W. Region 9, Office of Director. 83/07/11. PAPAY, L T 
Southern California Edison Co. ip. 19530' 269 24X 

F i c h e : 30-206, 03/07/ 1 1 . 0307 1 502 1 5. 


FiJe Panel fi^LS^ Vnoo^ hf® r 33> flation d 1 adoied*"* 1 V# 

ft"’""'' r. ut T.d 

R.pioo s , aJfuo' r of c s!i: t °;^ E ^; on w™**. 

FU he: 50-361, 83/06/21, 0307060067 ’ 24X 


irw: S ”? sr-ranj: 

RAy/^B^^Suth^* w i 11 b e r *P a iTed. w/83062a r nJ Dr * 

: : , swr.xiixx: E v,r • 

Fiche. 30-361, 03/06/22, 0307060214. 


of sKwiris'sniu 1 „i r ■ i «- -Mutton v 

limit. W/830623 ltr. d * pI c * d ** vpper electrical 

R^'ion B 5. Off“rof C D(^ct nU E 2‘“ n C °' S3/04/23 ' MARTIN. J.B. 

FUd.: 3 0- 34 ^^oL'=“:S04 2 8^' 1 ’ 234:3 ”' MX 


Train A dvc larad Inoperab ll / caujid°bu 8 t 04a7 i t0 f ’ ' *¥» 

failure,; distharoedhat*»iiV tua » *™ul tanaoua 

a.tpoint.ilattar, rap Lead. 2/83068* , £ **" ‘ 

Ragion^S. Of ficI^o^Di rector* ^‘° n ?Sis, 83/ ° i/a ^ "ART.N.J.R, 


4 b boxi, ,1 * m " of T - in * A 

eiptrienced persistant fl2L“n,.! e? P monitors 

cylinder, w/aaolaj it? * r ’'•Pi-cement of 

Region 5, Of f f cVcf ^ 40 ?°” lSasi^m^ 24, MART *Ni J. B. 
Fiche; 30-361, 03/06/24, 8307060080?^' 24X 
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£ » RQs 83-063 & 83-039: on 030621 ■ motor-driven auxiliary 
t t pump* 2P-141 it 3P-504 failed to complete 40 h 
- e teat successfully. Initially reported an 830624. 
y y Improperly machined oil grooves. LERs forthcoming. 

Southern California Edison Co. 03/06/27, MARTIN* J. 8 
>. Office of Director 2PP, 19463:339. 24X 

>—361* 03/06/27# 0307130096. 


i LER B3-059/03L-0 : on 030320# inner motor bearing oil feeder 
- component cooling water ays pump 2P-204 
it 1 broke. Caused by operator climbing in area to 
,,-r-oper valve ai i jnment, Line repaired. W/O30627 ltr. 

Southern California Edison Co. 83/06/27. MARTIN, J. D. 

5 .* Office of Director. 3pp. 19474:348 24X 

361# 83/06/27, B30713O235. 


p LER 03-O61/O3L-O: on B30529* core protection calculator 
C declared inoperable. Caused by loop 2A cold leg 
. i ator to current convertor 2TT-9 1 79-3 out of 
' — cold loop recalibr. W/830628 ltr. 

Southern California Edison. Co. 83/06/28 MARTIN# J. 0. 
1 * Office of Director- 4pp. 19507:324 24X 

► — 361# 83/06/20, 0307130246. 


1 RO: C-E has advised util that RCS hot leg sampling line 
oads exceed stress 1 imits. Acceptab i I i ty of AGUE 
i«-nts being evaluated. Four teen-day rept will be 
d by 030712, 

Southern California Edison Co, 03/06/29. MARTIN* J. 0. 
■r Office of Director. 2pp. 19500:200. 24X 

— 361# 03/06/29* 0307130273. 


LER 03-062 /03L-Q: on 030601 * review of chemistry surveillance 
T*evBaled that secondary coolant sys sampling 8 < 
for specific activity per Tech Spec 4. 7, 1 . 4 not 
d by 830331. Caused by personnel error. M/830701 ltr. 

Southern California Edison Co. 03/07/01, MARTIN, J. B, 

* Office of Director. 4pp. 19474:341. 24X 

—361* 03/07/01# 8307130001. 


LER 83-064/03L-0: on 830602* u/core operating limit 
ory sy* out of svc# Survei 1 lance Test 3023-3-3,6 
o verify that DNBH was within acceptable limit*, 
y conservative thermal power uncertainty bias. 

* RAY* H. 0. Southern California Edison Co. 03/07/03. 

- B, Region 5# OfFite of Director, 4pp. 19557:053. 24X 

— 361# 03/07/03* 0307100133, 


LER 03-O43/O3L-O: on 030607, u}/ p 1 ant in Mode 3# attempt to 
*tart auxiliary feedwater pump 2P304 fa i 1 ed. Caused 
1^0 of control relay in start permissive control 
for pump. Relay replaced. 

Southern California Edison Co. 03/07/07. MARTIN# J. D. 

, Office of Director. 4pp. 19536:256. 24X 

-361# 83/07/07, 03O7IBO146. 


Forwards LEfts B3-063/01T-0 83-039/01T-0, 

Southern California Edison Co. 03/07/00. MARTIN* JD. 
Office of Director. 2pp, 19360:246, 24X 

- 361, 83/07/08, 0307180050. 


3 | LER 03-063/01 T-0: o-n 030621 > mo tor-d r i ven auxiliary Feedwater 
* “304 declared inoperable due to improperly machined 
3 oves. Proper 1 y machined bearings installed. 

3 . Southern California Edison Co. 83/07/00. Region 3, 
of Director. 2pp. 19360:248. 24X Fi the : 50-361 , 03/07/08* 

5 050. 


53 LER 83-039/0 i T-0: on 030621 * mo tor-d r i van auxiliary feedwater 
*—304 declared Inoperable following failure to 
: p 48 h endurance run. Caused by failed outboard 
I . Bearings replaced. 

t, Southern California Edison Co. 03/07/08. Region 3, 
of Director. 2pp. 19560:230. 24X Fiche: 30-361# 83/07/00, 

>030. 


mis 03-072 It 83-041: on 030706, w/Uni t 2 in Mode 5 It Unit □ 
I* marine fouling of inservlce component cooling 
resulted in high differential pressure reduced 
* cooling f low, HXs realigned. 

Southern California Edison Co. 03/07/08. MARTIN# U. D. 
Office of Director. 2pp. 19536:326. 24X 

'CJ61 , 83/07/00# 0307 1 00093. 


l_ER 03-O63/O3L-O: on 830609* c ontrol element assembly (CEA) 57 
•ore than 19 Inches during group ad justment. Caused 
•c tioning upper gripper on assembly. CEA coil stacks 
d-placed w/Sy s 80 coi Is. W/03O7II ltr. 

MOYA.H. E. Southern California Edison Co. 03/07/11. 

O, Region 5# Office of Director. 3pp. 19701:168. 24X 

361, 83/07/1 1# 8307250462. 


8307230490 LER B3-069/03L-0: on 030610, while in Mode 1. control element 
assembly calculator 1 declared inoperable due to erratic 
position indi cat ion. Caused by Faulty isolation amplifier 
card. Card Tep l ac ed W/030711 ltr. 

RAY, MB., MORGAN# H. E. Southern California Edison Co. 83/07/11. 
MARTIN. J, B Region 5, Office of Director. 3pp. 19701:330. 24X 

Fiche: 30-361* B3/07/H, 8307230490. 


8307250472 LER 83-070/03L-0: on 830613*whlle in Mode 1, two steam leaks 
observed in line to turbine-driven auxiliary feedwater pump 
2P-140. Caused by leaking plug on turbine stop valve tt valve 
seating surfa c es. P 1 ug rep lac e d W/8307 12 ltr. 

RAY# H, 8 Southern California Edison Co 83/07/12. MARTIN* J. D. 
Region 5, Office of Director. 3pp. 19702:002. 24X 

Fiche: 30 -361, 83/07/12, 8307230472. 


8307250474 Forwards LERs 03-O6B/O1T-O tt 83-040/01T-0. 

RAY# H. 0. Southern California Edison Co. 83/07/12. MARTIN, J. B. 
Region 3, Office of Director. 2pp, 1970J:I97. 24X 

Fiche: 30-361, 83/07/12# 8307230474. 


—0307250476 LER 03-O68/O1T-O: on B3O620, C-E advised util of deficient 
RCS hot leg sampling nozzle loads. Caused by design error. 

Shims installed to reduce nozzle loads to acceptable limits, 

RAY. H. B. Southern California Edison Co. 83/07/12. Region 3# 
Office of Director. Ip. 19701:199. 24X Fi che: 50-361 > 03/07/12* 

0307230474. 


--B3D725Q479 LER 03-O4O/O1T-O: on 030620# C-E advised util of deficient 
RCS hot leg sampling nozzle loads. Caused by design error. 

Shims installed to reduce nozzle loads to acceptable limit*. 

RAY, H B Southern California Edison Co. 83/07/12. Region 5, 
Office of Director. Ip. 19701:200. 24X Fiche : 30-361, 03/07/12* 

8307230474. 


0307100234 Forward* turbine trip test result* showing plant dynamic 
response par design requirements following 030616 turbine 
tr i p. Approval requested for proposed F5AR mod re power 
atcension testing sequence to support startup testing. 

BASKIN# K. F. Southern California Edison Co 83/07/14. KNIGHTON, 0. W. 

Licensing Branch 3. 3pp. 19556:125. 24X Fiche : 50-361, 83/07/14* 

0307180284. 


— B30718Q2B6 '‘Assessment of Turbine Trip of 030616 for Satisfying FEAR 
Roqu irements, " 

* Southern California Edison Co. 83/07/14 34pp. 19556:120 

24X Fiche: 50-361 , 03/07/1 4, 3307100204. 


B30725049 1 RQ 83-073; on 830714* while In Mode 1 at SOX p 0 uer# Ch anne 1 s 
B 6 D contained nonconservative core protection for 
addressable c on s tant s. Caused by constants from previous 
channel tost left in data base. 

RAY# H. B . Southern California Edison Co 83/07/15. MARTIN, J. B. 
Region 5. Office of Director. 2pp, 19701:210, 24X 

Fiche: 50-361. B3/07/1S, 0307250491. 


DOCKET 50-362 SAN QNDFRE NUCLEAR STATION, UNIT 3 


A. Ap p 1 i c a fc i on/cons tr uc t i on stage documents & correspondence 


B307060329 Generic Ltr 03~27 to all licensees & applicant* for 
operating power reactors 6 holders of CPs for power reactors 
re surveillance interval* in STS. Svc list end. 

EISENHUT, D. 0, Division of Licensing. 03/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:254. 24X 

Fiche: 30-000, 03/07/06# 0307060329, 


F. Security, medical# emergency & fire protection plan* 


0307060066 Forwards info re Orange County I* San Clemente#CA plans far 
emergency planning zone. Info re Orange County Transit 
District emergency preparedness training also encl. 

BASKIN# K. P, Southern California Edison Co 93/07/01. KNIGHTON# G. W. 

Licensing Branch 3. 77pp. 19231:071. 24X Fiche: 50-361, 83/07/01* 

8307060066. 


0307060128 Forwards proposed change to License NPF-15*re License 
Condition 2, C(J2)b* "Fire Protection." for review fc 
approval . Formal request for amend will be submitted during 
wk of 830711, 

BASKIN, K. P. Southern California Edison Co 93/07/01. KNIGHTON, G. W. 

Licensing Branch 3 5pp. 19230:250, 24X Fi che: 50-362* 83/07/01# 

8307060120, 


8307200473 Comments on 830513 response to Generic Ltr 92-33 (NUREG-0737 
Suppl II on detailed control room design 8< safety parameter 
display sys recvl cw. Schedul e for program plan or 
documentation describing processes tt activities requested. 

KNIGHTON, 0. U. Licensing Branch 3. 83/07/08, DIETCH# R, Southern 

California Edison Co. HOLCOMHE* J. C. San Diego Gas 5* Electric Co. 

2pp. 19671:361. 24X Fiche: 50-361# 83/07/08, 0307200473. 
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6307130215 Act receipt of 030615 Ur informing NRC of step, taken to 
correct violations noted in IE Insp Repts 50-206/83- JO. 

50-361 /B3- 19 4 30-362/83-i 7. 

BISHOP, T. W Region 5. Office of Director. 83/07/11 PAPAV, L T 
Southern California Edison Co. ip. 19530:269 24X 

Fi che: 30-206. 83/07/11, 8307130215 

—6307150222 Responds to NRC 830516 ltr re violation, noted in IE Insp 
R.p ti 50-206/83-10, 30-361/83-19 6 30-362/03-1 7- C orrec t i ve 
■ct Qn,:fU»d emergency lighting sy* tested 4 instructions 
revised, Si* addl light, will be installed. 

R«aian L - 5 T n«! Uth Tm aUf0r,,lil Ed 1 *on Co. 83/06/15. MARTIN. J, 0. 
Region 3, Office of Director. 4pp. 19530*2 70 24X 

Fiche: 30-206. 83/07/1 1,8307130213 

W <”’™0CFRm”I7* Rbv 10 *» Physical security pl.n.Rtv withheld 

BASKIN, K.P. Southern California Edison Co. 03/07/21. Division of 
Licensing. Ip. 19749:339. 24X Fi ch e: 50-206, B3/07/21 , 8307270029. 

0307260133 Discusses review of emergency operations facility (EOF> 
des ign. Potential problem w/air leakage from 
EOF equipment will be corrected. 

D D^!^'lsn P «, f“ ut,l »rn California Ftfi.on Co. B3/07/22. EISENHUT, D. 0. 

8307260135 9 P 1 * 3737 . 259 . 24 X Fichu: 50 - 206 , 83 / 07 / 22 , 

0. Adjudicatory correspondence 

t 5 a,t ti ™ f ° r to review ALAB-717 expired 

weSSilr - Wl *“‘ »«*•*•" ' 

StlloJnS a' . 0# l iC * ° f th * S«»* •*«■*¥ ** the Commission. 83/06/30 
!JJO R I? N k R ‘ «« San Di «9 a ‘ Univ. of, San Diego, CA. tp. 19192 163 
24X Fi che: 50-361 , 83/06/30, 8307050048. P 6 * 

6307030055 Advises that time for Commission to review ALAB-717 expired 

,,,red - 

MCCLUWO c'b 0, " <i> ° f hhe Secretary of the Commissi on. 02/06/30. 
MCCLUMOi C. E. Flenpinj. Andersen, McClung 4 Finch. !p 19193 191 
24X Fi che; 50-361, 83/06/30, 0307030033. P ¥ .191. 

0pa rafclng ** c#nSB * la S* documents 4 correspondence 

6307130411 Forward* request for addl Info to complete NRC review af 
util sodmUtai addressing NURE0-0737, Item U. D 1 , 

re!ulrkir^Jr s ^J 9 , Q# R9ii9F * sapBt v v«iv*«. ***pw 

requested within 30 days. 

SJliESIfiJ'Sw Licensing Branch 3. 83/06/27. DIETCH, R. Southern 

WotISKu. ° PP ' l9540:1A6 - 24X Fiche: 30-361. 03/06/27, 

8307060091 Request* concurrence w/mod s to post-fuel loading initial 
test program for FSAR g.ctlon, 14.2,10.2, "Initial 9 

BASKIN*^" i l4 . s - 12 *6, "Loss of Offsite Power Test. 

KIN. K.P. Southern California Edison Co. 83/06/29 KNIGHTON, Q U 

83oS?. Br " C, ‘ 3 ‘ "«*«*• Fichs:,^.^™^ ^ 

630706O12B Forwards proposed change to License NPF-15, re License 
Condition 8,0(12)1,, "Fire Protection, - for review 4 Llcen,B 

Jk P of V B3071j n ’ ai rB,ltJe5t for am,Tld wil1 6 * submitted during 

3 *» STTASSr Si ^SKSWSXK** 

*— •■ * 

operati on s, turbine overspeed protection for Unit 2 4 
HA«!»E*lV O0n " 9 uattr lo °P* for Unit* 2 4 3. 

BASKIN, K.P. Southern California Edison Co. 83/07/01 MILLER, W n 
License Fee Management Branch. 4pp. 19249: 230 24X nJLLER,W °* 

Fiche: 30-361,83/07/01, 8307060153. P 

a3 c“ 7 ?or 7 »o^riL L I 1 ' B3 '“ ?° «»» for OL» & hnK.r. of 

CPI for power reactor* re dar i f teat t on of surveillance 

elsENHUTD^ * Vtl ^P^ity. Svc list end. 

Ed S U Jl D ' »ivi*ion of Licensing. 83/07/03. Consol idated 

Edison Co^ of New York, Inc. 16 pp. 19390:317. 24 X 

Flche: 30-000, 83/07/03, 8306270397, 

in *J> *« testing program plan. 

S*» r'ssa.ssr^.asau.gssa- 

FI che: 50-362, 63/07/03, 8307070063. 


8307090169 Generic Ltr B3-20 to all licensees of operating reactor*, 
applicants for OL 4 holder* of CF* re required action* based 
n i mpUcatlon * op Salem ATWS event*. Svc list end. 

D tvi*ion of Licensing. 03/07/08. Consolidated 
Edison Co, of New York. Inc. 38pp. 19669:269 24X 

Flche: 30-000, 83/07/06, 8307080169. 

B3 ?Ml a 2??t^ 0 RT" rd » t C_E Dwn * rs 0rou P program description for re*olvlng 
TMI Action Plan Item II. K. 3. 3, "Automatic Trip of Reactor 
C-oolant Pump**' 4 trip two/leave two s trategy. Schedule for 
generic op era t i ons-re lafced info being developed. 

n S ° u ‘ f, ; rn C.lifornU Edlion Co. 63/07/14. KNIGHTON, 0. w. 

83071800?’. Pi> 19556: 357. 24X Fichu: 30-361, 83/07/14, 


6307180105 Responds to 830701 & 07 t.lcon requests to reeveluete 630307 
cor. protection c.lcul.tor (CPC) schedule & to implement CPC * 
software corrections. Biconitery calorimetric power 4 plant 
power differences clarified. K 

B Llrini?nn'nr S » U H*S rn ^ al "°r n ‘* E<| l«onCo. 83/07/14. KNIGHTON, Q. kl. 
?S P *" Ch 3 ?|,p - 19S57:020 - MX Flche- 50-361. 83/07/14, 


0307180103, 

8307180121 Application for amend to License NPF- 1 5, changing Tech 8oec* 
re auxiliary feedwater *y, to permit entry into 4 op*?aUon P 
in Mod. 3 prior to Initial criticality w/one motor-driven 
^oi!r 4 , 4 ^tt f0Bdwate1 ' pvsnp inoperable. W/Cla ** III f ce . 

BASKIN, K.P. Southern California Edison Co, 03/07/14. KNIGHTON, O W 
8307100121 . BraT,Ch 19536:260. 24X Fi c h e; 50-362, 83/07/1 4/ * 

—0307100126 Proposed Tech Spec change* permitting entry into 4 operation 
in Mode 3 prior to initial criticality w/one motor-driven 
auxiliary Feedwater pump inoperable. 

* California Edison Co. 03/07/14. 4pp. 19336 262 24X 

Flche: 50-362, 03/07/14* 8307180121. ’ * 

Q307 150236 Request* concurrent review St approval of B30106 St 25 
Prfl ?°*! NPF- 1 0-33 & NFF-15-33, respectively. Proposed 

reviled DNBfi penalty factor* partially restore operating 
I , 2 BVB<r bi * rod bow penalty factor*. 

BASHTNiK. P Southern California Edison Co. 83/07/14. KNIGHTON, 0 W 

^ ^ MX Flche: 50-361^83/07/1 4^ 

8307200202 Forward* "Rept on Hydrogen Sensor Response to Dynamic 
ft>r SBUth,rn California Edison Co," p* r V 
Util 030420 ltr. Results support acceptability of post-LDCA 
hydrogen monitoring »y*. 

BABKIN, K.P. Southern California Edison Co. 03/07/18 KNIGHTON, O W 
8M«SSm!. nCn ^ a '"'' 1,44S:00 ’- MX Fi che: 90-361, 83/2™^”' 

0307200205 "Rept on Hydrogen Sensor Response to Dynamic Hydroaen 
f0r Bout, ‘” n California Ediso!: Co." * H voro fl .n 

iOAdn L ni^‘ Elictric Ca • PIR 1454-294. 03/04/27. I6pp 

19648:011. 24X F 1 che: 50-341 , 03/07/18, 03O72OO2OB. PP ’ 

03 nI a Inlt 2 ? U f!i a3# * eofl '? 1Uint fcD design concern* re adequacy 

of fuel shoulder gap clearance to accommodate difference* * oe{ l uac Y 

SuJr*!? ? ^kanea* Nuc it«r One l/nit a in fuel rod St guide 
tube axial growth. 

B L?cIni^^' n S ° U J h i Tn E,H,on C °‘ B3/07/S9. KNIGHTON, 0. H. 

8307270161. nC '' 1,74,:3,,0 ■ MX Flch •; 50-361, B3/07/2S, 

corr,spand4nc» 

B^ a30507M^ F ? , 'o?^?*n^n^, I 2 ,,1 R ' Pt> ’“-a* 1/B3-23 fc 50-362/03-82 on 
^ 0531-0603. No noncompliance noted. 

BISHOP* T. W. Region 3, Office of Director. 83/06/27. PAPAY, L T 
Southern California EdUon Co, 2pp. 19434:020 24X 

Flche: 30-361, 83/06/27, 0307120540. 

“’ril 1 ? "•»*• 5 °- 3s ‘^3-Z3 *• 50-362/63-22 on 830507-13 6 
0331-0603. No none ompl lance no ted. Ma jot area* inspected: 

on,1 | : * committee meeting»Unit 2 control 

room & emergency lighting. 

ECKHART, J. H. * KIR 8 CH 1 D, F. Region 5, Office of Director 03 / 06/24 
6 ,P. 19434 : 030 . 84X Fl« h«: SO-361, 83/06/27, MOvISmSS: 

0307030010 Respond* to IE Bulletin 82-02, “Deflradmtion 0 f Threaded 

RCPB . o( ' PWR ««*»." Action ItL. 7,2 2 V 

Required lnsps will be performed only when closures are 
opened for component maint. 

HAYNES, U,Q. Southern California Edison Co. 83/06/29. .MARTIN, J n 
Region 9, Office of Director. 12pp 19192 091 24 * 

FirC,.: 50-361, 83/06/29, 8307050010 Wl. MX 

83 bIskin 4 k p” u r d : h ln **rf ,: ! in *> * pt9bi-*«> pun. 

BASKIN, K.P, Southern California Edison Co. 83/07/09. KNIGHTON, 0 w 
1P ' 1 ' ?2iB:047 - MX Fich.:50-?62,83/“ M ' 
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B3070700&7 Inservice Insp fic testing program plan 

* Southern California Edison Co. B3/07/03. 23f»pp 19268:040. 
24X Fi che: 30-362, 03/07 /OS, 9307070065, 


9306270401 IE Info Notice 83-46, “Common Mode Valve Failures Degrade 
Surry Rec irculatl on Spray Subsystem. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Reiponse (Post B30103). B3/07/11. Consolidated Edison Co of New 

York. Inc. 154pp. 19563:293. 24X Fl c he : 50-000, 03/07 / U , 8306970401. 


0307 1 90215 Ac It receipt of 830615 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-206 /83- 10# 

SO -361/83-19 i, 30-362/ 83- 17. 

BISHOP. T. W. Region 5. Office of Director. 83/07/11. PAPAY, L. T. 
Southern California Edison Co. Ip. 19530:269. 24X 

Fi che: 30-206. 03/07/U# 0307130213. 


-0307130222 Responds to NRC 030516 Itr ra violations noted in IE Iraa 
Repts 30-206/03-10,30-361/83-19 & 30-362/83-17. Correc t i ve 
actions: fl xed emergency lighting cys tested & instructions 
revised. Six add! lights will be installed. 

PAPAY. L. T. Southern California Edison Co. 03/06/13. MARTIN, J. D. 
Region 3, Office of Director. 4pp. 19930:270 24X 

Fiche: 30-206. 03/07/i 1. 0307150213. 


0306270404 IE Info Notice S3-47. “Failure of Hydraulic Snubber* a* 
Result of Contaminated Hydraulic Fluid. " Svc list end. 

JORDAN, E, L, Division of Emergency Preparedness & Engineering 
Response (Post 030103), 03/07/12. Consolidated Edison Co. of New 

York, Inc. 141pp. 19563:133. 24X Fiche: 30-000. 03/07/1 2. 8306270404. 


0306270406 IE Info Notice 83-40, “Caseous Effluent Releases of 
Radioactive 1-125 & 1 — 131 in Excess of NRC Limits. " Svc list 
end. 

TAYLOR, J. N. Division of GA> Safeguards !< Inspection Program* (Post 
830103 ). 83/07/14. Consolidated Edison Co. of New York, Inc 

114pp. 19713:270. 24X Fi c he: 50-000, 83/07/ 1 4, B30627O406. 


R, Periodic operating reports & related correspondence 


8307220463 Monthly operating repts for May 1903. H/03Q6 1 3 Ifcr. 

MAYWEATHERj L. , RAY, H. B. Southern California Edison Co. 03/06/13. 
Office of Resource Management, Director. 25pp, 19683:322. 247 

FiChe: 30-361, 83/06/15, 830722044.3. 


03O7L3OI92 Submits second progress rept for post-accident sampling sys 
(PASS) as of 830701, Test verifying total gas capability 
completed. Mad outage for sys maint will he completed by 
030020. 

BASKIN, K, P. Southern California Edison Ct», 83/07/11. KNIGHTON, 0. W. 

Licensing Branch 3. 3pp. 19465:347. 24X Fit h e : 30-361 . 83/07/ 11 , 

0307130192. 


8. Reportable occurrences, LERs & related correspondence 


8307060397 Updated LER 83— 029/01 X— 1 : on 830325, vend or Identified concern 
re valve position Indication for Hestlnghouse gate valve. 

Caused by design defec t. Instruc tlons to visually & manually 
check valve Instl tuted . W/030622 Itr. 

RAYrH. B, Southern California Edison Co, 03/06/22. MART IN, J, D, 
Region 3, Office of Director- 3pp, 19236:117. 24X 

Fiche: 30-362, 03/06/22, 9307060307. 


B3 0706031 1 LER 03-034/0 1L-0: on B30327, po t an t i a 1 for loss of indication 
during & after seismic event discovered during testing of 
qualified safety parameter display sys akin to Installed 
cys. Caused by loose loc k washer . W/B30627 Itr. 

RAY, H. 8. Southern California Edison Co. 03/06/27. MARTIN, J. fl. 
Region 3, Office of Director. 3pp, 19239:179, 24X 

Fiche: 30-362, 03/06/27, 8307060311. 


8307130096 RO* 03-063 b 83-039: on 830621. motor-driven auxiliary 
feedwater pumps 2P-141 b 3P-504 failed to complete 4B h 
endurance test successfully. Ini tial 1 y reported on 030624. 

Caused by improperly machined oil grooves, LERs forthcoming. 

RAY, H. B. Southern California Edison Co. 83/06/27, MARTIN, J. B. 
Region 3, Office of Director. 2PP. 19463:339. 24X 

Flcfie: 30-361, 83/06/27, B307 130096. 


0307130273 RD: C-E has adviced util that RC8 hot leg sampling line 
nozzle loads exceed stress 1 Imi ts. Acc eptabl 1 ity of ASME 
requirements being evaluated. Fourteen-day rept will be 
submitted by 030712. 

RAY# H, fl. Southern California Edison Co, 03/06/29. MART TN« J. D. 
Region 3, Office of Director. 2pp. 19SOB:280. 24X 

Fiche: 30-361, 83/06/29, 03 07 1 30273. 


3307100030 Forwards LERs 83-063/0 1T-0 b 03-039/01 T-0. 

RAYfH.B. Southern California Edison Co. 03/07/08. MARTIN. J. G. 
Region 3, Office of Director. 2pp. 19960:246. 24X 

Fiche: 30-361 , 83/07/00, 0307 1 6 005 O. 


'*"'3^07180033 LER B3— 039/0 IT— O: on 830621 « me tor— dr ive-n auxiliary feedwater 
pump 3P-304 declared inoperable following fai lure to 
complete 48 h endurance run. Caused by failed outboard 
b earing. Bearings replaced- 

RAY. H. B. Southern California Edison Co. 03/07/00. Region 5. 
Office of Director. 2pp 19360:230 24X Fi c h e: 50-36 1 , 03/07/00, 

0307100050. 


0307 100093 RDs 03-072 b 03-041: on B30706, w/Un i t 2 in Mode 5 U Unit 3 
in Mode 4. marine fouling of inservice component cooling 
water HXs resulted in high differential pressure 8r reduced 
saltwater cooling flow. HXs realigned. 

RAY, H. D. Southern California Edison Co. 03/O7/O&. MARTIN, J- B, 
Region 3. Office of Director. 2pp. 19556:326. 24X 

Fiche: 30-36 i , 03/07/00. 0307 180093. 


0307230394 RD B3-043: nn 830706. train B emergency chiller E-335 declared 
Inop erab 1 », render i ng all equipment inoperable in room* in 
both unit* where chilled water provided to coot ambient air. 

Cause not stated 

MORGAN, H. E. Southern California Edison Co. 03/07/11. MARTIN., J. D. 
Region 5, Office of Director. 2pp. 19701:326. 24X 

Fiche: 50-362# 03/07/11, 0307230394. 


0307230474 Forwards LERs B3-06B/Q1T-0 fc B3-040/01 T-0. 

RAY# H. B. Southern California Edison Co, 03/07/12. MARTIN, J. B. 
Region 5# Office of Director. 2pp. 19701:197, 24X 

Fiche: 50-361, 03/07/12, 0307230474. 


—8 3 072 9047? LER B3-Q40/01T-Q: on 030620, C-E advised util of deficient 
RGB hot leg sampling noitle loads. Caused by design error. 

Shims installed to reduce nozzle loads to acceptable limit*. 
RAYiH.il. Southern California Edison, Co. 63/07/12. Region 5, 
Office of Director. Ip. 19701:200. 24X Fi c he: 30-361 , 03/07/ 12, 

8307250474. 


0307250290 RD 93-044 : on 0307 1 1 # d ur i ng Mode 4, manual isolation valve 
MU-033 unlocked !< opened in response to request for svc air. 
Caused by assistant control operator not recognizing Tech 
Spec requirement. 

RAY, H. D- Southern California Edison Co, 83/07/13. MARTIN# J. 0. 
Region 3, Office of Director 2pp. 19705:320 24X 

Fiche: 30-362, 63/07/13, 8307230290. 


8307230426 LER 03-O45/O3L-O: on 030614, while performing QC insp of fire 
barrier penetration seals in Mode 5, five seals in diesel 
generator bldg rfama g ed , Cau » e not d e term i ned . FI r e watch in 
effect until seals rep a I red . W/8307 i 4 Itr. 

RAY, H. D. Southern California Edison Co. 83/07/14. MARTIN, J. B. 
Region 3, Office of Director. 2pp. 19701:262. 24X 

Fiche; 30-362, 83/07/14, 0307230426. 


8307250439 Updated LER 82-006/01 X-l : on 021217, while in Mod* 3# ESF 
actuation sys inadvertently ac t iva ted. Caused by simultaneous 
failure of two independent power supplies associated 
w/plant protection sys. Switch r « p lac ed. M/03071 5 Itr. 

RAY , H. fl. Southern California Edison Co 03/07/13. MARTIN, J. B. 
Region 5, Office of Director. 4pp. 19701:246, 24X 

Fiche: 50-362, 83/07/13, 6307230439. 


DOCKET 50-364 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & fir* protection plans 


8307100314 Releases public version of revised emergency plan 
implementing procedure. 

FELTON# J. M. Division of Rules and Records. 83/06/24. Document 
Management Drench. Ip. 19366:090. 24X Fiche: 30-349# 83/06/24, 

8307100314, 


— 6307180319 Public version of Rev 5 to Emergency Plan Implementing 
Procedure FNP-O-EIP-26, "Offsite Notlf 1 cat 1 on. « M/030614 
l tr , tranEm 1 t ta 1 form & procedure request form. 

ODOM, J, E. # HUDSPETH, J. D. Alabama Power Co. 03/06/10. Office of 
Nuclear Reactor Regulation, Director. 9pp. 19366:091, 24X 

Fiche: 30-348, 83/06/24,6307180314. 


8307220520 Ack receipt of 030705 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts S0-34B/B3-15 b 
30-364/03-13. 

VERRELLIi D. M. Division of Project b Resident Programs. 83/07/13, 
MCDONALD, R. P. Alabama Power Co. Ip, 19685:031. 24X 

Fiche: 30-340# 83/07/13, 0307220520. 


8307220530 Respond* to NRC 030613 Itr re violations noted in IE Insp 
Rapt* 30-340/03-15 6 30-364 /B3- 1 3. Corrective actions: 
no smoking signs posted on auxiliary feedwater pump room 
t personnel counseled re pro-per logging of entries, 

CLAYTON, F. L. Alabama Power Co. 83/07/05. VERA ELL I , D. M, Region 
2, Office of Director, 3pp. 19683:032. 24X Fi c he: 30-340. 

83/07/13, (33 07220 3 20, 



206 


DOCKETED ITEMS 


-6307220539 Nt)tic6 o 


* Region 2, Df *?.! ** Nation -from i 

picb ‘- — 


1-0310. 

1 96S5 : 037, 


24 X 



■13 on 930411-0510. 
oti 6. B re 

** Office of iiu “I auitlll * r Y bldg. 

F1 ^' : =o-3 4a , 83 ^‘;^- o5 e^/i 3 . BPP . 


8307250696 Release, Duhl . 

implementing procedure VeT «ion of r _ vi . ^ 

FELTON, J,M. Dtvlalft^ t,|d araergeney plan 

Management Branch i ° f RuJ »» and 

030723 0696. “ 19720; ijj? ” B^/07/19. Document 

a<J X Fiche: 50-340, 83/07/19, 


—8307290699 Public vbt.i 

Procedure FNP-o-eip n Qf R »v 2 q ta * Ma 

f»j as^'gj 

*•>'"> n„„ 

Ro Povt cfsah 


r . Imp lamenting 

W/B30502 ltr. 

of Nuclear 


1 & amentia 


B 3 07080 402 Forwards r H v, • . 

P lant, Ufr»I ts i & s R 1 vO updated fsar u i r,. 

Nucloar 

»J^O7/0l, 03O7OBO4O2 3pp ' *9354;090 24X 

-“0307080405 Rev j to Ut . 

Units 1 fc 2. u P-f*ted FSAR.Vol 21 JM ^ , 

* Alabama Pc^ r c « „ f Farley Nuclear Plant. 

Fi che. 50-34B. &3/07/o, jQ3 ^^i o ^ 377pp. 19354:093. 24X 

^ CDr ' r »i p ondenc r 

8306060070 Generic Lb Brno* t 


«IWHUT,;. 0 .‘ DIVI,,*. , ’ iPOn ‘ e ° Ut ' 

Electric Co. IOpp L ‘«n. (n , a , /n ,,„, 

8304060070. ‘’943:116, S« 


Yankee Atomic 

30-000, 03/06/03, 

0307010132 Remit, ft, for , 

CLAYTON^F. L <,9P ^JIJ J| ^ 0 JJ a °326 uJ, ** L|c * n * e NPF-B re masonry wall 

2SS?STSrSs. PranU ii. #l, T9l« ra g /06 'g' MIU.ER.U.O. License Fee 

™ 24X Fiche; 50-364, 83/06/13, 


3307010182 Forward* mod to »>r 
Permanent rev approval ■«- Cfth,,uc 4 °f Operation 

£?r ™* ?• l pc*:; 5 l m *» ‘Win 


CL *VTON,P. L A^Vc’r'c” 1 -*** “« iiS*" ” P “" trlP 


— 03O7QIOIB7 "Temporary Pro , 

%:z£ T ' .. 0 ,.™,..., - 

F,ch,: 90^«. M / 06/se , »»». WIM iaM . 24X 

□ 07060479 Advise* that u*i t 

° f ^rU^NudJ °*® c,Jt041 DE-CRO 1 -03NE44361 , 

sa«K.™r- Poi " * ^iT‘ 

isas* "{*«• - 


8307090272 Forward* design info for automatic shunt trip of reactor 
trip breakers * description of scope i, objective of DS-416 
undervoltage trip attachment confirmatory life testino 
program. Info withheld (ref 10CFR2.790). S 

CLAYTON, F.L Alabama Power Co. 83/06/30. VARGA, 8. A. Office of 
F» rC h ea ^n R ^Ja tllT ’ R *0 tJlati01 '' Director. 2pp. 19349:307 24X 

Fiche: 30-340, 03/06/30, B307080272. 

B3 NPM B » 8 N?F k l C i ° P °f i«>«nc. »f ...nd. to Lien... 

NPF S <i NPF-8 l< proposed no significant hazards 

P?-!ih7r?! i0 ? determination 8, opportunity for hearing re 
flexibility in, defining rod inoperability. 

Operating Reactors Branch 1. Q3/06/3Q. 7pp. 1950 B -329 

24X FtChe: 50-340, B3/06/30, 8307120683. P 

B3 cpf?ar 7 0enBT ' Ac 83-26 to all applicants for 0L» i. holder* of 
CP* for power reactors re clarification of surveillance 

EISfiESTS S ^nSl 91 !' 1 fuel list end. 

Edi™ ci Sf M i Lic « nBl ^‘ B3/07/03. Consolidated 

Ediion Co. of n>w York, Inc, 16pp. I9390 , 317 24X 

Fiche: 30-000,03/07/03,8306270397 24X 

0307130262 Forward* comment* an SER re util relief reouest* frnm 

S'lnVl' SER* should be r.M:!S”y 

CLAYTON I L"* U i! J*’** n" 1 ' = Uil1 not be 

CLAYTON, F.L. Alabama Power Co. 03/07/05. VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director. 8pp. 19500:230 24X 

Fiche: 30-346, 03/07/03,83071302*2. ** 

9307060329 Generic Ltr 03-27 tc all licensees fc applicants for 
operating power reactor* fc holder* of CP* for power reactor* 
re surveillance interval* in STS, 3vc list end. 

EISENHUT, D. 0. Division of Licensing. 03/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:234 24X 

Fiche: 30-000, 03/07/06, 8307060329. 

9ubmit * info ln response to request for changes to emergency 
operating procedures (EOF ) for reactor trip & anticipated V 

transient w/o trip (ATHT). Draft reactor trip HOP to be 
S wk». ATWT EOP to be revised. 

CLAYTON, F.L. Alabama Power Co. 03/07/06. VARGA, S. A. Office of 
R *fl ul ***°nr Director. 2 pp. 19425:060 24X 

Fiche: 30-340, 03/07/06,8307120483. H ** 

03071401 LO Forwards notice of c on « i d erat i on of issuance of amends to 
License* NPF -2 * Nff- 8 * proposed no significant hSzarS* ' n<j8 t0 
consideration re testing 4, in»p of river water sy*. 

* Division of Licensing, 83/07/06, CLAYTON. F L Alaham. Pnm.TY 
ip. 19528: 1 12. 24X Fi c he : 30-340, 03/07/06, 03oV 140 U a P C °- 

’" mQ3 UPF A t l l b Jp^ t n C l ° f t0ni Irf#rakion of issuance of amend* to Licenses 
NPF-2 V NPF-0 A proposed no .ignificant hazards 

!i n T«! P S«;!I f; fc ; rm fV afcI ® n ' cor ^^in B administrative error 
u!d I? S y l testing & inep of river water .u*. 
ySSS'f’in °PJ ratIn fl Reactor* Branch i, 03/07/06. 4pp. 

19320.113. 24X Fiche: 30-34B, 03/07/06, B3071401 10 . 

° f B 3 ? 7 A 3 *PP #al **'«fcing w/util 8, We*tinghou*e 

REEVES, E. Operating Reactors Branch I. 03/07/07 VARGA, S 

Operating Reactor. Branch 1. 2pp. 19840: 161. 24X 

Fiche: 30-364, 03/07/07, 0307150402; 

03 £I«tin^hnn^ tl [ iC S t i^ n Df £,at * ch»ng* for 030016 meeting w/utll fc 
He.tinghouse in Dethe*da,hO to discuss util request* to 
va lve testing from Tech apecs. Meeting 
originally scheduled on 830713 , 9 

REEVES, E, Operating Reactors Branch i. 03/07/07. VARGA, 0 

Operating Reactor* Branch I. 2pp. 19716:001. 24X 

Fiche: 30-364, 03/07/07, 8307250367. 


107070104 Supplemental apoti 

S:f;.3;sx£;s^:; 3;.S“X, >»■,;, •• 

07000308 Forward* *af it u 

^r. T ^« Fu ' p " ?-** p<,n " *• 

*85*- « 


: . 9, !! ,rk Ltr 83-28 *° <*“ “«•<••< of op.r.tina r..ctor«, 

applicants for OL & holder* of CP* re required actions based 

gJSHWZ n mp ?>*;*< i ? n * ° f S * lem ATWB * v '"t*.8vc Ii*t end. 

Edisan U Co°'nf M DiV i #i J n Llc#n * ln fl’ B3/O7/O0. Consolidated 
Edison Co, of New York* Inc. 30pp. 19669:269 24X 

Fiche: 50-000, 03/07/00, 8307000169. 

83 S«ic?°rI t?S!* Ca ? io !! " mflnd Licenses NPF-2 5< NPF-B changing Tech 
for iinIJ i J* C ^ 1 teria. Proposed one-tiree amend 

Cla** III. Permanent Tech Spec change 
considered suppi to 820010 submittal. 

£n?yi? N * a* L ‘ a p0W *^ Co. 83/07/00. VARGA, S. A. Office of 

Nuclear Reactor Regulation, Director. 4pp. 19536*012 24X 

Fich*: 50-340,03/07/00,0307180097. * 


■0307150099 Proposed Tech Spec* re leek 
* Alabama Power Co. 03/07/00. 4pp 
Fiche: 50-340, 03/07/08,8307130097. 


rate testing 
19536:016. 


criteria. 

24X 
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0307190144 Application to amend License NPF-0 requesting one-time Tech 
Spec change to permit foregoing turbine valve testing after 
030729 toy advancing approval date to 0307 1 8. Ap p rova 1 by 
830716 requested. 

CLAYTON. F. L. Alabama Power Co. 83/07/13. VARGA, S A. Office of 
Nuclear Reactor Regulation, Director. 2pp. 19*36. 192. 24X 

Fiche: 30-364, 03/07/13, 0307190144. 


8307200106 Supple 030714 request for addl info to support expedited 
review of 830323 application for one-time change to License 
NPF-B, to forego turbine valve testing until end of fuel 
cycle. 

CLAYTON. F. L. Alabama Power Co. 03/07/13. VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director. 3pp 19647:141. 24X 

Fiche: 30-364, 03/07/15, 8307200106. 


— B3072Q0110 Revised proposed Tech Spec Pages 3/4 3-72 8< 3/4 3-73, 
permitting one-time change to forego weekly turbine valve 
testing until end of fuel cycle. 

* Alabama Power Co. 83/07/13. 2pp. 19647: 144. 24X 

Fiche: 30-364, 03/07/13, 0307200106- 


0307290334 Notice Df consideration of issuance of amend to License 
NPF-8 L proposed N8HC determination & opportunity for 
hearing re Cycle 2 refueling in area of pressure Isolation 
valves leak rate test criteria. 

VARGA, S. A. Operating Reactors Branch 1. 03/07/22. 9pp. 19038:139, 

24X Fiche: 30-364, 83/07/22, 0307290334. 


0. Inspection reports, IE Bulletins L correspondence 


0307140169 Forwards IE Insp Rept 30-364/82-23 on 82*023-1102 U notice 
of violat i on. W/o notice of violation. 

LEWIS. R, C. Division of Project & Resident Programs. 83/02/03. 
MCDONALD, R. P. Alabama Power Co. 2pp. 19323:167. 24X 

Fiche: 30-364, B3/0B/03, 8307140169. 


—0307140184 IE Insp Rept 50-364/82-23 on 821020- 1 102. None omp 1 i ante 
noted: containment spray sys inoperable for indefinite period 
of time prior to 021O2B. Enforcement meeting held on 821119. 
BRADFORD, W. H. Region 2, Office of Director. CANTRELL, F, 3. 
Division of Project & Resident Programs. 83/02/02. 3pp. 
19323:169. 24X Fi c h e: 30-364, 03/02/03, B3071 401 69. 


8307140034 Extends Invitation to attend 030701 mg t meeting at Region II 
ofc to present findings of util Investigation of transuranic 
matls in radwaste ah ipmentn, per B30609 telcon. 

LEWIS, R. C. Division of Project 5« Resident Programs. 03/06/10. 
MCDONALD, R. P. Alabama Power Co. 2pp. 19314:143. 24X 

Fiche: 50-34B, 03/06/10, 0307140034. 


8306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Bpray Subsystem." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness fc Engineering 
Response (Post 830103). 03/07/11. Consolidated Edison Co. of New 

York, Inc. 154pp. 19363:293. 24X FI che: 30-000, 03/07/1 1 ■ 8306270401 . 


0306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 030103). 83/07/12. Consolidated Edison Co, of New 

York# Inc. 141pp. 19363:133. 24X FI che : 50-000, 83 /07/ 12, 8306270404. 


8307220320 Ack receipt of 83070S lfcr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-348/83-13 & 
30-364/83-13. 

VERRELLI, D. M. Division of Project L Resident Programs. 83/07/13. 
MCDONALD, R. P. Alabama Power Co. Ip. 19603:031, 24X 

Fiche: 30-348, 03/07/13, 0307220320. 


—8307220530 Responds to NRC 830615 ltr re violations noted in IE Insp 
Repts 30-348/83-13 & 30-364/83-13. Correc tive actions: 
no smoking signs posted on auxiliary feedwater pump room 
& personnel counseled re proper logging of entries. 

CLAYTON, F. L. Alabama Power Co. 83/07/03, VERRELLI , D. M. Region 
2, Office of Director. 3pp. 19683:032. 24X Fiche: 30-340, 

83/07/13, 8307220320. 


— 0307220334 Forwards IE Insp Repts 30-348/83-13 S< 30-364/83-13 on 
030411-0310 & notice of violation. 

VERRELLI# D. M. Division of Project U Resident Programs. 03/06/13. 

MCDONALD# R. P. Alabama Power Co. 2pp. 19683:035. 24X 

Fiche: 30-340, 03/07/ 1 3, 0307220320. 


— 8307220339 Notice of violation from insp on 830411-0310. 

# Region 2, Office of Director. 03/06/13. Ip. 19683:037. 24X 

Fiche: 30-348, 03/07/13, 830722052 0. 


— 0307220549 IE Insp Repts 30 - 340 / 83-15 & 30-364/B3- 13 on 030411-0510 
Noncompliance noted : violation of Tech Spec Section 6.8 re 
smoking in prohibited area in vicinity of auxiliary bldg. 

BRADFORD, W. H. , RULAND. W. H Region 2, Office of Director. 

CANTRELL * F. S. Division of Project L Resident Programs. 83/06/15. 

0pp 19695 038 24 X Fiche: 30-34S, 83/07/13, 0307220320. 


3306270406 IE Info Notice 83-48, "Gaseous Effluent Releases of 
Radioactive 1-125 t< 1-131 in Excess of NRC Limits " Svc list 
enc l . 

TAYLOR, J M Division of QA, Safeguards & Inspection Programs (Post 
030103). 83/07/14. Consolidated Edison Co of New York, Inc. 

114pp. 19715.270. 24 X Fiche: 30-000, 83/07/ 1 4, B306270406. 


R. Periodic operating reports 6 related correspondence 


0307190113 Monthly operating rept for June 1903. W/830712 ltr. 

HATRSTON, W Q. , CLAYTON, F. L Alabama Power Co. 83/07/06, Office 
of Resource Management, Director. 3pp. 19636 040. 24X 

Fiche 50-364, 83/07/06, 83071901 13. 


0307100095 Forwards status of licensing items requiring NRC approval as 
of 030700. 

CLAYTON, F. L. Alabama Power Co. B3/07/08. VARGA, S. A Office of 
Nuclear Reactor Regulation, Director 9pp. 19596:331. 24X 

Fiche : 50-340, 83/07/0B. 8307100095. 


S Reportable occurrences, LERs 6 related correspondence 


8307 120576 Forwards LERs 83-025/03L-0 L B3-024/03L -0. 

CLAYTON, FL. Alabama Pqwbt Co. 83/06/22. Region 2, Office of 
Director. Ip 19433:079, 24X F i c h e : 50-348, 83/06/22, 83071 20376 


— 0307120590 LER 03-O25/O3L-O: an 830520, dur ing Calibr Procedure 
FNP— 2-STP-612. 0, reactor coolant pump 2A undervoltage relay 
27-3 declared Inoperable Caused by setpoint drift. Re lay 
setpoint adjusted. 

HAIRSTON, W.G Alabama Power Co 03/06/22. Regions, Office of 
Director ip. 19433:000. 24X Fi che: 30-340, B3/06/22, 8307120S76. 


DOCKET 30-366 EDWIN I. HATCH NUCLEAR PLANT, UNIT 2 


F Security, medical, emergency & fire protection plans 


8307140225 Forwards FEMA Region IV rept of observation results from 
821208-09 emergency exercise & Georgia Emergency Mgt Agency 
response Encourages continued work w/offsite agencies as 
necessary to resolve open issues. 

O'REILLY, J.P Region 2, Office of Director 03/03/23. KELLY, R J. 
Georgia Power Co. 25pp. 19523:126. 24X Fiche: 50-321 , 03/03/23, 

8307140225. 


0307060287 Forwards IE Safeguards Insp Repts 50-32 1 /83- 1 2 k 
50-366/63-12 on B30424-28 & notice of vlolati on. Notice of 
violation withheld (ref 10CFR73.2I). 

LEWIS, R C Division of Project J< Resident Programs. 83/03/17. 

KELLY# R J. Georgia Power Co 2pp 19230:297. 24X 

Fiche: 30-321, 03/05/17, 83Q70602S7. 


- — 0307060299 IE Safeguard* Insp Repts 30-321/03-12 * 50-366/83-12 on 
830424-2B. Noncomp 1 ianc e noted in area of personnel 
access control. Details withheld (ref 10CFR73. 21 ) 

HALL, B. L. Region 2, Office of Director 03/05/16. Jp. 
19238299. 24X Fi che : 30-321 , 83/03/1 7 . 0307060287. 


B307110173 Releases public version of revised emergency plan 
cross-reference procedure. 

FELTON, J. M. Division of Rules and Records. 03/06/24 Document 

Management Branch. Ip. 19386:000 24X F 1 c h e : 50-32 1 , 03/06/24# 

03071 10173. 


— 8307110176 Public version of Rev 1 to Emergency Plan Cross-Reference 
Procedure GPND 13. Receipt form enc 1 . 

GUCWA.LT, Georgia Power Co. 33/05/10. Office of Nuclear 
Reactor Regulation, Director. 3pp. 19386:009. 24X 

Fiche 30-321, 03/06/24, 0307110173. 


0307 180249 Releases public version of transmittal sheet notifying of 
change to emergency plan Implementing procedure. 

FELTON* J M. Division of Rules and Records, 83/06/24. Document 
Management Branch. Ip. 19567:336. 24X F i che : 30-321 , 83/06/24 , 

03O71BO249. 


— 8307100251 Forwards public version of transmittal sheet notifying of 
deletion of Emergency Plan Implementing Procedure HNP-8133. 

NIXrH. C, Georgia Power Co. 03/05/27. Office of Nuclear Reactor 
Regulation, Director. 2pp. 19367:337. 24X Fi che- 50-321 . 03/06/24, 
8307180249, 
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docketed items 


03071404^7 4cfc r» 

'“•'■M” < 5 W 3 S«-riT tai ' n to 

iSSS^^* ,T ss- a — 

r p< - « -p 

mvilumft i JSJffc? 5 plt ”*« for carbon JJJJ*" «* ™5-«rbon 
CUCWA l r „ * ** ^ *Cfi«dule will ho ^ -t , testing being 

«S?i p s m c °- w/Ji/jr o%,iZr , ? , z u - 

93071 40447. S PP' <»»:», 24X FI 1 , 83?S i « 7 f‘ 

■ 32l/83 -’ 3 * 3 °- 3 — - °* 
:= 5 l 9 ra s:i: 03/03/20 

3070i034i 4 C y 

is^rv^K.'s" — - 

-.730. 

«J?Sri?rS:;? 7 '** , ~-”^*- 5 ^'*'s« 2 i?si ,, Ts c not8d ,n ie 

GUCWA. L T o* ,tf <r<f 10CFR73. 21 > 3^6/83 1 1 . Corr ec t i vo 

Office of'Dlr”w* P f“ er f“ 03/04/16. 0'REtU.VJP „ 
8307060346. *P 2« Fide ea/ol)^. *' 


1722030! y jpn ] 1 ^ 

j"po*fSi 2 r^ 4 i e !;i; (J f;^r Tt enar3tncy '•»»«»■• 

^ rrS ?^^ 1 2 — 

saw *- 4 "V 

^ToS'j^'p* 0 ”''*''-”' V ’ riii ° n 0t W’* emergency plan 

-i_ 1 wivj >j_ n, ni V i... h _ , _ , 

mageinent Branch i 4ncf *® COr tf*- 03/07/19 

W7aro » u ‘P »«x Fi.a.r;£a£ 

implementing p?o|edu? eiftno JtfJJ “o r ' vlI " <l emergency plan 

ssss ""•■*•• "“ sss~ . jpasamaas 

>7290330 Public v . P4 i. 

p™ 0 T' ,ncIudina pJoSm^'^mSo*;:* ? la ? *"p*'"*"“n g 

* «•-«»» re r”?a” on a, :i p t a : ure 

^ 9 -5ri 3 ^^307^’ -PP- 

& amends 

^“sT” ■■'•••■ ....„ 

e/0035 Fiche: 30-321, 63/07/23, 

T” 8 ReV ' ^ , ' ,,da ‘'' i f ° r £I "*“* "«'*•« "U.t.UM,. , t 
:h' 0 so- 3 ?r°e 3 /o 7 ?ba,l 307 aTO 035 , ‘ 14rpp 1,775 25 * 34 x 

- pro 1 imlnary r.su.ta „ 

A 2n J T ' Dt °«»es"»°Pe 8 er' l Co t *| ?' " ‘ f |Sp 3 P 3nr a, " s M/03/IB. 
50-321.83/03/18,0307140376 P ' 1,333 32,7 =« 

™ ;• «-. •«„«„. **. 
n e fl«MH P»„r ( Uo, Co ' ,Kt,r 83/06/13. 

30-000. 83/06/, 5. a30 7 Tso5?6 PP 1,4 ‘ | l:3<7. 34 K 


S3 CLAR5°R.' A M °"o P aIfaJ?^ C R e a c f t ^ ,n ^ 5 to 0Ls inv °>ving NSHC 

41349 *«* f „i 1: 30 - 000 , so/^lS.Boo/feo ?^ 07 15pp ' 

Tech Spec^etUs’a^a 8 } tTsV^^* ** * ‘ °" for “"'-Pime cheng. tn 

«</s isolation lou» water levo^i-r^ 8 T* 5hut(}o ^n cooling 

'urw to daaappd 

UECKHAriyj. r. Georoia f ° r °P 0ra ting Reactors 03/06/21 

PleN.; 30-366. B3/SI^.^S7S604° 8 7. 6PP M* 

perm»nent F °rram d d|5cMioe a « 0r| ' °r <,s ' r re commitment to Install 

STOLZ S j'f* a,1 ° 3,5 ”‘" ,a ‘4 831231. Proposed ioo.J" 

8 lSST P V- f, ^‘-- 3 '’ #,ee COmml *” 0n ‘ 5 *• •»«*••» me- to 

- -pp 1,30^°" Sj, L ^‘M^^.^-.U P »ee 

LEw‘s.‘r <; c 0 '''' ,,0 ‘‘* 33 °*30. r " ,UBSt t0 ^eley submittal of QA program 
°i IC “ A 'L T - Oe^9la n power r Co° <:t ,? RB fo2’ nt PppP^p 83/06/24. 

F 1C6. : 30-32, . 83/06/24. 83^71 5 035V 19323 227 - S4* 

s?iiTr" d ^:i",r 9 Tm ri K - 3 ‘ 3 - ^1,^ 

°eZl^r r 0,1 ^ 5 p R "S^ : ^r Ch 24 4 x f?^^- 7 32 , B 8 E S T 

commltments , o“ 5 po,j!? r1 j! r a” 0 ° 30330 order confirming licensee 

?i£i?r" p "-° i,NUSEO ' 0737,n;:ri 

B307200357 FuruarH* A 

initial NSHC determT^tlo 3 ^ntiu^no’ ^r 5 ' ” f '‘1 ‘vacation 6 

SSSiS^- 8 »!«]! Ficbe^o-36l. 83?=' J ' r - 

— 9307200350 Request* fh n K , 

SS^iaSssariff--- 
swsw 5 HiffiS-“-SmSr% — 

-^0307200360 Amend 33 to j « - - 

,,Wiob; ssx ,r «ii::= 5 s 5 i:r^ 1 t 07 5 ^«. =.pp 

^S'SSSSSSar 

8307120014 Advise 1 * hha + 

i?S' - » 

siKi’-r?: ^ 

9307270170 Forward* ^ a a 

Georgia Poue/co 3n D f, “ a ^ar S 8ranch 4 93/07/01 BECKHAM i r 

9307270170- ' 3pP ' 2^X Fi ch a: 30 >32 1 ^3/07/^ 

Co. gpp I 9 QI 1 rlo^ <,n ’ ° * licensing 03/07/01 « 

8,1 149 2, x Ftch, : 3 oi 32 .,M?o??J,, B 30 ^S? 7 |. POW ’' 
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q^(j 6270397 Generic Ltr 93-2* to all applicants for OLs & holder -3 of 
CP 4 f° r power reactors re c lar i f i c a t i on of surveillance 
■r flRU i remen t$ for diesel fuel Impurity. Svc list enc 1 
£ I9ENHUT i D. G. Division of Licensing B3/07/05. Consolidated 
Edison Co- of New York, Inc. 16pp 19390 317. 24X 

iche: 30-000, 83/07/03, 0306270397. 


^^307060329 Generic Ltr 03-27 to all licensees it applicants for 
operating power reactors & holders of CPs for pouter reactors 
-re surveillance intervals in STS Svc list end. 

EIBENHUT, D. G, Division of Licensing 03/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp 19669:234 24X 

fdehe: 50-000, 03/07/06, 830706032? 


1^307140341 Notification of 030707 meeting w/util in Dethesda.MD to 
cjltcuts pipe crack natters. 

ft IVENflARK, Q. Operating Reactors Branch 4. 83/07/06. 9T0LZ, J. F. 

Operating Reactors Branch 4. 2pp. 19327:338. 24X 

prlche: 30-366, 83/07/06, 0307140341. 


»3O7270048 Defers implementation of Tech Specs re operability of high 
ujater level trip it turbine bypass ays for 60 days following 
« fcartup for Cycle 4 operation. to allow time to discuss 
objections raised in 830326 ltr. 

STOLZ.J. F. Operating Reactors Branch 4 93/07/06. BECKHAM, J. T. 

Georgia Power Co. 3pp. 19011:033. 24X F i c h e : 30-366. 83/07/06, 

0307270048. 


£33 07080169 Generic Ltr 83-20 to all licensees of operating reactors, 
applicants for OL t holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list end. 

E IBENHUT, D. G. Division of Licensing. 03/07/00. C on s o 1 i d a ted 
Edison Co. of New York, Inc. 38pp. 19669:269. 24X 

f=-ich«: 30-000, B3/07/0Q, 0307000169. 


Q307 1 80101 Commits to addl volumetric testing of welds to determine 
eextent of Intergranular stress corrosion cracking in 
i- *c irculat ion sys U RHR sys piping, per 030707 meeting w/NRG. 
Proposed insp plan will be submitted by 830803. 

HEAD, G. F. Georgia Power Co. 03/07/08. STGLZ i J. F Operating 
Reactors Branch 4. Ip. 19357:009. 24X F i c h e 30-366 , 83 /07/OB, 

6307160101. 


B 30721 0333 Forwards order confirming util 030325,0602.08 ^ 0708 
commitments to repair ultrasonic indications on 
T-eclrcuIati on sys piping. Order authorize* plant restart. 

BT0LZ, J. F. Operating Reactors Branch 4. 83/07/00 BECKHAM. J. T 

Oaorg ia Pnwer Co. 4pp. 19672:332. 24X F i che : 50*366. 03/07/00, 

Q 3 072 10333. 


8307140467 Ac k receipt of 030616 ltr informing NRC of steps taken, to 
correct violations noted in IE Insp Repts 50-321/03-13 
50-366/03-13. 

LEWIS, R C Division of Project & Resident Programs. 83/06/27 

KELLY, R J Georgia Power Co Ip 19320: 203. 24X 

Fiche: 30-321, 83/06/27. 0307140467 


— 0307 140472 Responds to NRC 830520 ltr re violations noted in IE Insp 
Repts 30-321/03-13 b 50-366/83-13. Cor rec t ive a c t i ans : c arboti 
filter replaced U criteria for carbon filter testing being 
evaluated Resulti 6 schedule will be available by 830714. 
GUCWA.LT, Georgia Power Co. 83/06/16 0 'RE I LLY, J. P. Region 3. 

Office of Director. 2pp. 19520:304. 24X Fich e; 50-321, 83/06/27, 

8307140467 


—0307140473 Forwards IE Insp Repts 30-321/03-13 h 50-366/83-13 on 
830326-0423 It notice of violation. 

LEWIS, R C. Division of Project & Resident Programs 83/05/20. 
KELLY. R. J -Georgia Power Co. 2pp. 19520:206. 24X 

Fiche 50-321, 03/06/27, 0307140467. 


— 0307140476 IE Insp Repts 30-321/83-13 it 30-366/83-13 on 030326-0423 
Noneomp 1 i anc e noted: ha log enated hydrocarbon L carbon not 
sampled Pol lowing extensive control room mods. 

CRLENJAK, R. V. , HOLMEB-RAY, J. Region 2, Office of Director. 
BROWNLEE, V, L Division of Project t* Resident Programs. B3/03/16. 
4pp. 19320:209- 24X Fi c he 50-32 1 , 83/06/27. 8307 i 40467. 


8307060346 Ac k receipt of 030616 ltr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Repts 
30-321 /B3-12 6 50-366/83- J 2. 

DANCE, H C. Division of Project & Resident Programs. 03/06/30. 
KELLY, ft. J. Georgia Power Co. Ip. 19234:178. 24X 

F t che: 30-321, 03/06/30. 0307060346 


— 8307060352 Responds to NRC 830317 ltr re violations noted in IE 
Safeguards Insp Repts 50-321/83-12 U 30-366/83- 1 2. Cor rec t i ve 
actions withheld (ref 10CFR73. 21 >. 

GUCWA, L. T Georgia Power Co 83/06/(6. O'REILLY, J. P. Region 2. 
Office of Director, lp. 19234:179. 24X F i c h e : 30-32 1 , 63/06/30, 

8307060346 


0307180101 Commits to add 1 volumetric testing of welds to determine 
extent o-f intergranular stress corrosion cracking in 
recirculation sys 4 RHR sys piping, per 830707 meeting w/NRC. 
Proposed insp plan will be submitted by 030005 

HEAD, G, F. Georgia Power Co 03/07/00. STOLZ,J.F. Operating 
Reactors Dranch 4 lp. 19997:009. 24X Fiche 50-366, 83/07/00, 

B3G71B010J. 


■ *0307210339 Order confirming licensee commitments to repair 

recirculation pipe sys cracks h. authorizing restart. 

PURPLE, R. A Division of Licensing. 63/07/08. Georgia Power Cq 
0pp. 19672:336. 24X F i c h e : 30-366, 03 /07 /08, 83072 10333. 


O. Inspection reports, IE Quiletins U correspondence 


0307310335 Forwards order confirming util 630525,0602,08 0700 

commitments to repair ultrasonic indications on 
recirculation sys piping. Order authorizes plant restart. 

STOLZ.J F. Operating Reactors Dranch 4 83/07/06. BECKHAM, J. T. 

Georgia Power Co. 4pp. 19672:332. 24X Fiche 50-366,83/07/08, 

0307210335 


Q3O7140292 Requests that liquid samples spiked w/r a d i onu c 1 i d es be 
■analyzed for tr i tlum< Sr-89 & Sr-90 content within 60 days of 
receipt of aamp les. Sp 1 ked samples will he sent annually a» 
p-art of routine insp program. 

LEWIS, R. C, Division of Project & Resident Programs. B3/02/07. 
KELLY, R.J, Georgia Power Co. lp. 19323:134. 24X 

Fiche; 30-321 1 83/02/07, 8307 1 40292. 


® 30*7060287 Forwards IE Safeguards Insp Repts 30-321/03-12 & 

3 0-366/83- 1 2 on 830424-28 it notice of violation. Notice of 
violation withheld (ref 10CFR73. 2l>, 

LEWIS, R. C. Division of Project & Resident Programs 83/05/17. 
KELLY, R. J. Georgia Power Co. 2pp. 19230:297. 24 X 

F Iche: 30-321, 03/03/17, 8307060207. 


' *3 307060299 IE Safeguards Insp Repts 30-321/83-12 It 50-366/03-12 on 
830424-28. Noncomp 1 lance noted in area of personnel 
access control. Detal Is withheld (ref 10CFR73.21) 

HALL, B. L. Region 2, Office af Director. MCGUIRE, D. R. Division of 
Emergency Preparedness & Materials Safety. 03/03/16. ip. 

19238:299. 24X Fiche: 30— 321 ■ 83/03/ 17, 0307060287. 


7 1 40038 Responds to IE Bulletin 80-13, “Cracking in Core Spray 
Spargers. H No cracking observed In spargers or in in-ves*el 
Piping during 1983 maint/re f us 1 ing outage insp. 

®UCWA,L.T. Georgia Power Co. S3/06/24. Q 'REILLY, J. P. Region 2, 
Office of Director. lp. 19314:143. 24X Fiche : 30-366, 03/06/24. 

&C307140038. 


S3O7140243 Responds to IE Bulletin 80-23, "Operating Problems W/Target 
R Ock Safety Relief Valves at PWRa. " High pressure relief 
high pressure alarm sys installed S', dripwell 
Pneumatic sys pressure switches reset, 

**ECKHAM, J. T. Georgia Power Co. 83/06/24. 0 'REILLY, J. P. Region 2, 

Opfiqa of Director. 2pp. 19323:061. 24X Fiche : 30-321 , 03/06/24, 

« 307140243. 


—8307210339 Order confirming licensee commitments to repair 
recirculation pipe sys cracks t> authorizing restart 
PURPLE, R. A. Division of Licensing. 03/07/08. Georgia Power Co. 
Bpp. 19672:336 24X F 1 c h e : 30-366, 03/07/08, 8307210335. 


8306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surry Rec ircula tion Spray Subsystem." Svc list end. 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 8301031. B3/07/11. Consolidated Edison Co of New 

York, Inc. I34pp 19363:293. 24X F t c h » : 50-000- 63/07/ 11 , 0306270401 


0306270404 IE Info Notice 83-47, ‘"Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list entl 
JORDAN, E. L- Division of Emergency Preparedness 5c Engineering 
Response (Post 830103). 03/07/12. Consolidated Edison Co. of New 

York, Inc. t41pp 19363: 133. 24X F l Ch e : 50-000, 83/07/ 1 2, 8306270404 . 


0306270406 IE Info Notice 03-40, "Gaseous Effluent Releases of 
Radioactive r-|2S 6 1-131 In Excess of NRC Limits." Svc list 
one 1 . 

TAYLOR, J. M. Division of GA, Safeguards U Inspection Program* (Post 
030103) 83/07/14 Consolidated Edison Co. of New York, Inc. 

1 1 4 p p , 19713:270. 24X Fiche: 30-000, 03/07/14, 8306 270406. 


R. Periodic operating reports t* related correspondence 


0307190006 Monthly operating repts for June 1983. W/0 307 10 ltr. 

NI X , H, C . , REDWANZ.F J. Georgia Power Co, 83/07/10. Director's 
Office, Office of Inspection and Enforcement. 42pp. 19635:038 24X 

Ficha: 30-321, 03/07/10,0307190006. 
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— 8307060291 IE Insp Repts 50-313/83-08 ft 30-368/83-08 on 030410-22. No 
noncomp 1 ianc e noted. Major areas inspected security plan ft 
implementing procedures ft security program audit. Safeguards 
info Withheld U0CFR73.21). 

EVANS, C. A. Region 4, Office of Director. 83/06/23. Ip. 

19238:346. 24X Fiche: 30-313, 83/06/29. 0307060282 


0307060230 Informs that response to NRC 830621 1 tr on five open items 
re fire protection 6 schedule for submitting info to resolve 
items will be submitted by 030730. 

MARSHALL, J. R. Arkansas Power ft Light Co 83/06/30. CLARK, R. A. 
Operating Reactors Branch 3. Ip. 19239:206, 24X 

Fiche: 50-368, 03/06/30, 8307060250. 


8307150416 Advises that facility identified by IAEA for application 
of IAEA safeguards. Enel design info questionnaire must be 
submitted to NRC by 830022. W/a end. 

EISENHUT, D. Q. Division of Licensing 03/07/06. GRIFFIN,*/ fl 
Arkansas Power ft Light Co. 3pp. 19540:178- J24X 
Fiche: 30-360, B3/07/06, 0307130416 


8307100079 Advises that util will cease further expedited efforts tD 
provide schedule per request for exemption from App R re 
barrier & suppression/detection sys ft NRC 030617 ltr, pending 
receipt of addl NRC clarification. 

MARSHALL, J. R. Arkansas Power ft Light Co. 83/07/12. STOLZ, J. F. , 
CLARK, R. A. Operating Reactors Branch 4 3pp- 19360:263. 24X 

Fiche: 30-313. 83/07/12, 8307100079. 


0307190153 Provides addl info in support of 820729 schcdular request 
for exemption from 10CFR30, App R, in order to complete 
proposed mods to redundant safe shutdown equipment in Fire 
Zones 2100-Z ft 2101-AA. 

MARSHALL, J. R. Arkansas Power ft Light Co. 83/07/13. 8TQLZ.J F. 
Operating Reactors Branch 4. CLARK, R. A, Operating Reactors Branch 
3. 2pp. 19636:232. 24X Fiche : 50-313, 03/07/13, 8307190155 


K. Utility Final Safety Analysis Report CFBAR) ft amends 


8307230402 Forwards Amend 1 to updated FSARs.W/o Unit 2 rept. 

MARBHALL, J. R. Arkansas Power ft Light Co 83/07/15. NRC - No 
Detailed Affiliation Given. Ip. 19708:100. 24X 

Fiche: 30-313, 83/07/13, 8307230482. 


P. Operating license stage documents ft correspondence 


8307220310 Forwards Rev 6 to QA program topical rept, "QA Manual 
Operations." Rev deletes procedural refs throughout text ft 
changes organization of energy supply dept. 

MARSHALL, J. R. Arkansas Power lit Light Co. S3/06/10. COLLINS, J. T . 
Region 4, Office of Director, 3pp. 19674:081 24X 

Fiche: 50-3 1 3, 83/06/1 0, 830722031 0. 


—83072203 l 4 Rev 6 to "GA Manua 1 Operations." 

* Arkansas Power ft Light Co. 93/06/10. 14Bpp 19674:004. 24X 

Fiche: 30-313, 83/06/10. 8307220310. 


B307110616 Monthly notice of amends to OLs involving NSHC issued since 
030323. 

CLARK, R A. Operating Reactors Branch 3. 03/06/14, 26pp. 

19391:132. 24X Fi che: 30-000, 83/06/14, 83071 10616. 


8307130403 Ac k receipt of util 030526 ltr providing addl info to 
support util 830429 conclusion that eight Category II. B 
items qua U fled. Review of info concludes that items 
environmentally qua 1 i f 1 ed. SEP end. 

CLARK, R. A. Operating Reactors Branch 3. 83/06/22. GRIFFIN, J. M 

Arkansas Power ft Light Co. 2pp. 19340:059. 24X 

FiCha: 30-360, 03/06/22, 0307130403. 


— 0307130405 Safety evaluation concluding that Equipment Items 31,32.97, 
90.101,102,104 ft 103 environmentally qua I i f i ed , 2 terns 
designated Category I. A instead of II.B.No justification 
for continued operation required. 

* Office of Nuclear Reactor Regulation, Director. 83/06/22. 

42pp. 19340:061. 24X Fiche: 30-368,83/06/22x8307130403. 


8307060031 Responds to 830510 request for final submittals of 
radiological effluent Tech Spec a, of f si fee dose calculation 
manual ft process control program within 30 days. Response 
plan to be submitted by 830930 based on ongoing activities. 

MARSHALL, J. R. Arkansas Power 4c Light Co. 83/06/29. STQLZ, J. F. 
Operating Reactors Branch 4. CLARK, R. A, Operating Reactors Branch 
3. 2pp. 17250:340. 24X Fiche : 50-313, 83/06/29, 8307060051 . 


8307050072 Application for amend to Licenses DPR-51 ft NPF-6, revi sing 
Tech Specs to ref ANBI/ASME □M4-1982 guidelines for 
functional testing, per safety-related hydraulic shock 
snubber operability requirements. 

GRIFFIN, J. M. Arkansas Power ft Light Co. 83/06/30. STOLZ, J, F. 
Opsrating Reactors Branch 4. CLARK, R. A. Operating Reactors Branch 

3. 3pp. 19193:139. 24X Fi c he : 30-31 3, 03/06/30, 8307050072. 


— 8307030079 Proposed Tech Specs referencing ANSI/ASMF CM4-19B2 
guidelines for functional testing, per safety— related 
hydraulic shock snubber operability requirements 

* Arkansas Power ft Light Co 83/06/30. 22pp 19193:162 24X 

Fiche 50-313. B3/06/30, 0307030072 


0307260346 Identifies p r ecaut i onary measures to be taken re shape 
annealing matrix (SAM) transposi ti on, i ned ver tently omitted 
from 030603 ltr Procedure mods planned to ensure SAM valves 
properly calculated 

MARSHALL, J. R Arkansas Power ft Light Co. 03/06/30 SEIDLE,W. C 
Region 4, Office of Director lp 19731:295. 24X 

Fiche: 50-368,83/06/30, 0307260546 


8306270397 Generic Ltr 03-26 to all applicants for OLs ft holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list end 
EISENHUT, D. G Division of Licensing. 03/07/03 Consolidated 

Edison Co. of New York, Inc !6pp 19390 317. 24X 

Fiche: 30-000,03/07/05, 8306270397 


8307060329 Generic Ltr 03-27 to all licensees ft applicants for 
operating power reactors 6 holders of CPs for power reactors 
re surveillance intervals in STS. Svc list end 

EISENHUT, D. Q. Division of Licensing 83/07/06 Consolidated 

Edison Co. of New York, Inc. 16pp. 19669:254. 24X 

Fiche: 50-000,83/07/06, B307060329 


8307120306 Advises that, based on review of B30126 ft 0415 SERs re 
environ qual if Uation, submittals do not require proprietary 
classification l< may be made publicly available 

MARSHALL, J. R. Arkansas Power ft Light Co. 03/07/07. STOLZ, J F. 
Operating Reactors Branch 4. CLARK, R A. Operating Reactors Branch 
3. Ip 19424:103. 24X F i ch e : 50-313, 83/07/07 , 83071 20306, 


8307080169 Generic Ltr 03-20 to all licensees of operating reactors, 
applicants for QL ft holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list end 
EISENHUT, D. G. Division of Licensing. 83/07/08 Consol i d a ted 
Edison Co of New York, Inc. 38pp 19669:269. 24/ 

Fiche: 50-000,03/07/08, 0307080169 


8307190098 Application for amend to License NPF-6, proposing Tech Spec 
changes re instrument in-core detectors Change defines 
in-core detector string operability te/ three out of five 
rhodium detectors operable 

GRIFFIN. J M. Arkansas Power 6 Light Co. 83/07/12. CLARK, R A 
Operating Reactors Dranch 3. 2pp. 19634:274. 24X 

Fiche: 50-368,03/07/12, 0307190090 


—0307190101 Proposed Tech Spec changes re instrument in-core detectors 
* Arkansas Power ft Light Co 83/07/12. 6pp. 19634:276. 24X 

FUhe: 50-36B, 03/07/12, 8307190098 


8307250544 Requests FR publication of notice of consideration of 
issuance of amends to Licenses DRR-51 ft NPF-6 ft proposed 
NSHC ft opportunity for hearing re hydrogen/oxygen 
c one an tra, 1 1 on limitations in radwaste gas sys. 

STOLZ, J. F. Operating Reactors Branch 4. 83/07/13 CLARK, R. A. 

Operating Reactors Branch 3. 2pp. 19715:350. 24X 

Fiche: 30-313, B3/Q7/13, 0307250544 


8307250663 Forwards draft safety evaluation concluding that util meets 
Criteria 1 ft 3-9 tn Item II, 0 3 of NJREG-0737, "Post- 
Accident Sampling Sys." Addl info requested within 60 days 
on Criteria 2,10 ft 11 to complete evaluation. 

CLARK, R A Operating Reactors Branch 3. STOLZ, J.F. Operating 
Reactors Branch 4. 03/07/14. GRIFFTN, -J. M, Arkansas Power ft Light 

Co 19pp. 19718:291, 24X F l c h e 50-3 13, 03/07/ 1 4. 8307250663. 


8307210159 Advises nf submittal of Amend 1 to updated FSAR on 830715. 
Brief description of safety evaluation for design changes 
made to facility ft completed during 1982 ft early 1983 end. 
MARSHALL, J. R. Arkansas Power ft Light Co. 83/07/15. STOLZ, J.F. 
Operating Reactors Branch 4, llpp 19669 107. 24X 

Fiche 30-313, 03/07/13, 8307210159 


G. Inspection reports, IE Bulletins ft cor r espohijehce 


8307120240 Forwards IE Insp Ropfcs 50-313/03-10 ft 50-360/83-10 on 
030501-31 ft notice of violation. 

SE I DLE, W. C. Region 4, Office of Director 83/06/15. GRIFFIN, J. M. 
Arkansas Power ft Light Co, 2pp. 19423:001. 24X 

Fiche: 50-313, 03/06/15, 0307120240. 


— 0307 l 20242 Notice of violation From insp on 030501-31. 

# Region. 4, Office of Director. 03/06/13. 3pp. 19423:003. 24X 

Fiche: 50-313, 03/06/15, 8307120240. 
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—03O712O247 IE Insp Repts 50-313/82- 10 V 30-369/93-10 on G30301-3I. 
Monconp liarc? noted: Failure to follow procedures for proper 
labeling of raduiaste b use of inadequate procedure to 
perform monthly maint 

C ALLAN- L. J i CUMMINS. J. E. , JOHNSON, H. D. Region 4, Office of 
Director. 03/06/M. 19pp. 17423:006 24* Fi che : 50-31 3. 03/06/ 1 5, 

9307120240. 


8307140107 Forward* evaluation of util fuel insp results, per 820602 5c 
030330 s ub-m 1 1 a 5 s. Ut i 1 responsive b thorough. Routine fuel 
surveillance recommended on periodic basis One addl insp 
necessary to fulfill FBAR comiitment. 

CLARK, R. A. Operating Reactors Branch 3. 83/06/24. GRIFFIN. J M. 

Arkansas Power & Light Co. 6pp. 17528: I 17. 24X 

Fichu: 90-360, 83/06/24 , 0307 1 40107 . 


0307060292 Forwards IE Insp Repts 50-313/83-08 & 50-368/83-08 on 
030519-22. No none Dmp 1 lance noted 

SEIDLE, W C. Region 4, Office of Director. 93/06/29 GRIFFIN, J M 

Arkansas Power i Light Co. 2pp. 19238. 344. 24X 

Flche: 90-313, 83/06/29, 0307060202. 


—0307060291 IE Insp Repts 50-313/83-08 b 50-368/83-08 on 830410-22 No 
noncomp I iance noted. Major areas inspected security plan 5c 
implementing procedures 6 security program aud i t. Saf e guards 
Info withheld < 10CFR 73. 21 ) . 

EVANS, C. A, . KELLY* J. A. . JOHNSON, W. D. Region 4, Office of Oirector, 
83/06/23. Ip. 19238:346. 24 X Fir he 50-313, 93/06/29, 0307060292 


8306270401 IE Info Notice 03-46. “Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem. " Svc list end. 

JORDAN, EL. Division of Emergency Preparedness 5? Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

York. Inc 154pp. 19963:293 24 X F i Ch e 50-000, 03/07/ U . 9306270401 . 


8306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ?, Engineering 
Response <Post 830103). 93/07/12 Consolidated Edison, Co. of New 

York. Inc Mlpp. 19 963 133. 24 X F i c h e: 50-000, 83 /D7/ 12, 8306270404. 


8306270406 IE Info Notice 93-48. "Caseous Effluent Releases of 
Radioactive 1-125 b I-J31 in Excess of NRC Limits. 0 Svc list 
one 1 . 

TAYLOR, J M. Division of QA« Safeguards b Inspection Programs (Post 
030103). 93/07/14 Consolidated Edison Co. of New York, Inc 

J!4pp. 19715:270. 24X Fiche : 50-000, 93/07/14, S3O6270406. 


0307220560 Provides status b overview of waste gas ays upgrades por 
821220 commitment in response to SALP Tept.Mods include 
replacing large amount of carbon steel pipe tu/stainiess 
steel b rerouting to minimize low spots in sys. 

MARSHALL, J. R. Arkansas Power it Light Co. 03/07/10. STQLZ, J, F. 
Operating Reactors Branch 4. CLARK, R. A Operating Reactors Branch 
3. 2pp. 19686:029 24 X Fiche: 50-313. 83/07/ IB, 0307220560, 


R. Periodic operating reports 6 related correspondence 


8307260180 Submits fifth mo-nthly status rep t on progress of regulatory 
response b commitment control p rogram, For 830314-0614 
Rept on passive commitment tracking expected by 830B01. 

MARSHALL, J. R. Arkansas Power b Light Co. 83/06/14 COLLINS, J. T . 
Region 4, Office of Director. 2pp. 19727 102 24X 

Ft the: 50-313, 03/06/14, 8307360 ISO. 


8307220305 Monthly operating rept For May 1 983. W/8306 1 5 ttr. 

8RAMLETT. L. 5 , MARSHALL, J. R. Arkansas Power 6 Light Co 03/06/15. 
BASSETT, H. s. Division of Data Automation b Management Information 
7pp. 19683:279. 24X F 1 c he - 50-360. 83/06/ 1 5. 8307220303 


S. Reportable occurrences, LERs 5c related correspondence 


8307050078 LER B3-025/01T— 0: from 821 1 13-21 , d egrad ed response time for 
resistance temp detector RTD 4611-4 not adequately 
compensated far per Tech Spec 3.3. 1. I, Subsequent response 
time testing after refurbishment performed 

LEVINE. J. M. Arkansas Power b Light Co 83/06/24. COLLINS, J. 
Region 4, Office of Director 2pp 19193.096. 24X 

Fiche. 50-368, 03/06/24. 0307050078. 


8307120)9) LER 03-025/01 T-0: on S3061 5, d i scov e red that since 030317. 
DNBR power operating limit penalty not adequate for cold leg 
resistance temp detector response time. Caused by degradation 
of Mever-Seei c oup 1 an t W/830620 1 tr. 

ROGERS, P. C. * MARSHALL, J. R. Arkansas Power b Light Co 63/06/28. 
SEIDLE, W. C. Region 4, Office of Director 3pp 19433 354 24X 

Fiche: 50-360, 83/06/23, 8307120191. 


9307260354 LER 83-026/03L-0: on 830620, defic i ent fire barrier 
penetration seals discovered between walls providing access 
to electrical equipment 5c cable spreading rooms. Cause not 
stated. Fire watch posted. Seals repaired. W/B30715 Itr, 

ROGERS, P. , MARSHALL, J. R. Arkansas Power b Light Co. 93/07/15, 
SEIDLE, W. C. Region 4, Office of Director. 3pp. 19731:326. 24X 

Fiche: 30-36B, 03/07/15, 8307260554. 


8307260075 LER S3-027/03L-0: on 830623, 2CV- 1 51 1-1 svc water inlet 
isolation valve to reactor bldg cooling loop 1 failed to 
open during surveillance test. Caused by manual valve closing 
to prevent leakage which overtightened valve. W/B307 10 ltr. 

WADE, P. B, - MARSHALL, J R Arkansas Power b Light Co. 03/07/10. 
SEIDLE. W C Region 4, Office of Director. 2pp. 19727:337. 24X 

Flche: 50-36Q, 83/07/18, 8307260075. 


8307260322 LER B3-029/03L-Q: an 830703, c on tro 1 element assembly 
calculator ! sensor failure lights came on for assemblies 64 
6 72. Caused by failure of high level man card in calculator. 

Card replaced 6 calculator returned to svc. W/830710 Itr. 

ROGERS, P. , MARSHALL, J. R. Arkansas Power b Light Co. 93/07/18. 
SEIDLE, W.C. Region 4, Office of Director. 2pp. 19726:087. 24X 

Flche: 30-369, 83/07/IB, 8307260322. 


DOCKET 30-369 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 1 


F Security, medical, emergency t* fire protection plans 


9307140312 Identifies personnel successfully completing comprehensive 
training course in generic aspects of radiation protection, 
emergency response b physical security. NRC personnel 030207 
access ltr will be revised. 

MCGUIRE, D, R. Region 2, Office of Director. 83/02/10. TUCKER, H. B. 
Duke Power Co. ip. 19523:307. 24X Fi che : 50-369, 03/02/ 10, 

9307140312. 


0307140257 Ack receipt of 830426 Rev 15 to physical security plan. 
Changes consistent w/ 10CFR50. 54 < p > b acceptable for 
inclusion in plan. 

LEWTSiR . C. Division of Project b Resident Programs. 03/06/17. 
TUCKER, H, 0. Duke Power Co. 2pp. 19523:007. 24X 

Fiche: 30-369, 83/06/17, 83D7140257. 


0307140302 Ack receipt of S30414 b 0331 1 trs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-369/03-12 b 30-370/83-16 

DANCE, H. C, Division of Project b Resident Programs. 83/06/24. 
TUCKER, H O. Duke Power Co. Ip. 19321:007. 24X 

Flche: 30-369, 83/06/24, 8307140302. 


■8307)40303 Submits supplemental response to NRC 030314 ltr r* 
violations noted In IE Insp Repts 50-369/83-12 b 
50-370/03- 1 6. Cor r ec t i ve ac t i o ns : ad equa te shielding provided 
for Class IE equipment sub j to water spray. 

TUCKER, H. B Duke Power Co. 03/05/31. O'REILLY, J. P. Region 2, 
Office of Director. 2pp. 19921: OOB. 24X Fi che : 30-369, 83/06/24, 
8307140302. 


03O7I4O3OB Ack receipt of 830414 ltr Informing NRC of steps taken to 
correct violations noted in IE Tinsp Repts 50-369/83-12 b 
30-370/83- 16- 

DANCE, H. C Division of Project 5< Resident Programs. 83/05/17. 
TUCKER, H. B. Duke Power Co lp. 19531:010. 24X 

Fiche: 30-369, 83/06/24, 0307140302. 


8307140310 Responds to NRC B30314 ltr re violations noted in IE Insp 
Repts 30-369/83-12 b 50-370/83- 16. C orrec t 1 ve actions: 
automatic supervision & fire suppression automatic actuation 
circuits added. Fire protection review in progress. 

TUCKER, HD. Duke Power Co. 83/04/14. O 'REILLY, J. P. Region 2, 
Office of Director. Bpp. 19521:011. 24X F i c h e : 50-369* 83/06/24, 

0307140302. 


B3O714O04B Forwards fees for amends to Licenses DPR-30, DPR-47, DPR-55 
5, NPF-9 re location of emergency operating facility b 
addition of license condition for verifying accep tab i I i ty of 
Model D2 steam generator design mod, respect ively. 

RUTHERFORD, N. A. Duke Power Co. 83/07/00. DIGGS, R. M. License Fee 
Management Branch. Ip. 19514:227. 24X Fi c h e : 50-000, 83/07/00, 

8307140048. 


8307100076 Provides supplemental info supporting 830506 request for NRC 
approval of two deviations from NFPA 72D-1775 re local fire 
a larms. Fire protection review, Sec t i on E. 1. <a I , Paragraph 
2471 will be revised. 

TUCKER, H. B. Duke Power Co 03/07/12. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 2pp. 19560:201. 24X Fiche; 50-369, 83/07/12, 0307180076. 
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^07230004 Releases public version of revised emergency plan 
implementing procedures. 

FELTON, J M. Division of Rules and Records. 83/07/19. Document 
■Management Branch. Ip. 19724:140 24X Fi t he : 50-369. 03/07/ 19. 

3307230004. 


''3307230007 Forwards public version of revised emergency plan 
implementing p roc edure s, inc 1 ud ing Procedure HP / 1 /fl / 1009/ 1 3 
re Unit 1 nuclear post-accident containment air sampling sys 
Station Directive 3. 0. 2 re emergency organization. 

TUCKER. H. B. Duke Power Co. 03/03/17, DENTON, H R. Office of 
Nuclear Reactor Regulation. Director. ADENSAM, E. G. Licensing 
Branch 4. 3pp. 19724:141. 24X F t c h e : 30-369, 83/07/ 19, 8307250004. 


©307230092 Public version of revised emergency plan implementing 
procedures, inc 1 ud Ing Procedure HP/ 1 /B/ 1 009/ i 3 re Unit 1 
nuclear post-accident containment air sampling sys 6 Station 
Directive 3.8.2 re emergency organ 1 ia t i on. 

MCCONNELL, T, , JOHNSON, M. K. Duke Power Co 03/03/30- Blpp 
19724:144. 24X Fiche: 50-369, 03/07/ 19, 6307230004. 


^*307230101 Releases public version of revised crisis mgt plan for 
nuclear stations. 

FELTON, J. M. Division of Rules and Records. 03/07/19, Document 
Management Branch. Ip. 19737:207. 24X Fiche: 30-000, 03/07/19, 

0307230101. 


"0307290110 Public version of Rev 9 to crisis mgt plan for nuclear 
stations. W/030630 ltr. 

VAUGHN, T. S. Duke Power Co. 03/06/13. DENTON, H R. Office of 
Nuclear Reactor Regulation, Director, 127pp. 19737:200. 24X 
Fiche: 50-000, 03/07/19, 8307230101. 


® 3072307 17 Releases public version of revised crisis mgt plan 
Implementing procedures. 

FELTON. J. M. Division of Rules and Records. 83/07/19. Document 
Management Branch, Ip. 19719:314. 24X Fiche : 30-000, 83/07/ 1 9, 

0307230717. 


0307230730 Forwards public version of Rev I to Crisis Mgt Plan 
Implementing Procedure 3.3.2 re crisis news group plan & 

Rev 9 to Procedure 3.3.3 re admlnlstrat lve It logistics 
support group, 

TUCKER, H. B. Duke Power Co. 83/03/02. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp, 19719:313. 24X 

Fiche: 50-000, 83/07/19, 0307290717, 


— —0307250744 Public version of Rev 1 to Crisis Mgt Plan Implementing 
Procedure 3. 3 2 re crisis news group plan & Rev 9 to 
Procedure 3.3.3 re admini strat i ve h logistics support group. 

* Duke Power Co. 83/03/16. 106pp. 19719:317. 24X 

Fiche: 50-000, 03/07/19, 8307250717. 


0307270939 Releases public version of rev to emergency plan. 

FELTON, J. M. Division of Rules and Records. 83/07/19. Document 
Management Branch. ip. 19057:006. 24X Fiche: 30-369, 03/07/19, 

0307290539. 


0307290544 Public version of Rev 11 to emergency p lan. W/030630 ltr. 

MCINTOSH, M. D. Duke Power Co. 83/06/30. DENTON. H. R. Office of 
Nuclear Reactor Regulation, Director ADENSAM , E. O. Licensing 
Branch 4. 67pp. 19837:007. 24X Ficho: 30-369, 83/07/19, 8307290339. 


F=> . Operating license stage documents It correspondence 


0307140218 Clarifies scheduling requirement* for integrated leak rate 
tests (Type A tests), per 030309 request. Tests may be 
performed at end of current maint outage or during nest 
refueling outage, scheduled for Oct-Dec 1903. 

LEWIS.R. C. Division of Project & Resident Programs. 03/03/16. 
TUCKER, H. B. Duke Power Co. tp. 19323:166. 24X 

Fiche: 30-369, 03/03/16, 8307140218. 


^306060070 Generic Ltr 83-22 tD all operating reactor licensees, 
applicants for OLs h holders of CPs for Westlnghousa PWR* 
r* safety evaluation of "Emergency Response Guidelines. " 

0vc list end. 

EISENHOTi D. 0. Division of Licensing. 03/06/03. Yankee Atomic 
Electric Co. iOpp. 19363:116. 24X Fiche: 30-000, B3/06/03, 

0306060070. 


^ 0 07030377 Ack receipt of G30609 ltr requesting proposed change in 
T*ch Spec Figure 3.2-3 re rated thermal power total RC3 
flow. Review of proposed 830609 request inappropr late. 

Check will be returned. 

ADENSAM, E. G. Licensing Branch 4. 83/06/22. TUCKER, H. B. Duke Power 

Co. Ip. 19263:314. 24X Fiche: 50-369, 83/06/22, 0307050377. 


8307130104 Forwards Amends 22 8c 3 to Licenses NPF-9 t NPF-17. 
respectively It SER. Amends change Tech Specs to reduce 
measurement uncertainty for total RCS flow rate. 

ADENSAM, E. G. Licensing Branch 4. 83/06/20, TUCKER, H. B. Duke Power 

Co. 3pp 19311:140, 24* Fi che: 30-369, 83/06/20, 8307130104. 


— 0307130112 Amends 22 & 3 to Licenses NPF-9 S, NPF- 1 7, res pec t ive 1 y , 
changing Tech Specs to reduce measurement uncertainty for 
total RCS flow rate. 

ADENSAM, E. 0. Licensing Branch 4. 83/06/2S. 13pp. 19311:143. 

24X Fiche: 30-369, 83/06/28, B307130104. 


— 8307130110 SER supporting Amends 22 k 3 to Licenses NPF-9 & NPF-17, 
respective 1 y. 

* Office of Nuclear Reactor Regulation, Director. 63/06/28. 
10pp. 193 J 1 : 1 38. 24X Fiche: 30-369, 83/06/28, 8307130104. 


8306270397 Generic Ltr 83-26 to all applicants for OLs &t holders of 
CPs for poweT reactor* re clarification of surveillance 
requirements for diesel fuel impurity. Svc list encl. 

EISENHUT. D. G. Division of Licensing. B3/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Fiche: 30-000, 03/07/03, 8306270397, 


0307060329 Generic Ltr 83-27 tn all licensee* & applicants for 
operating power reactors 6 holders of CP* for power reactor* 
re surveillance intervals in STS. Bvc list end. 

EISENHUT, D, Q. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:234. 24X 

Fiche: 30-000, 83/07/06, 0307060329. 


8307140110 Forward* B30609 fee, returned per NRC 030622 ltr concluding 
that application will not be reviewed. 

DIGGS, R M License Fee Management Branch. B3/07/O6. TUCKER, R B. 
Duke Power Co Ip. 19340:031. 24X Fiche: 50-369, 83/07/06, 

8307140113. 


8307080169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicant* for QL t* holder* of CPs re required actions based 
on generic implication* af Salem ATWS events, Svc list encl. 
EISENHUT, D, G. Division of Licensing. 03/07/08. Consolidated 
Edison Co. of New York, Inc, 30pp. 19669:269. 24X 

Fiche: 30-000, 03/07/08, S307080 1 69. 


8307140048 Forwards fees for amend* to License* DPR-3B, DPR-47, DPR-33 
6 NPF-9 re location of emergency operating facility 6 
addition of license condition for verifying acceptability of 
Model D2 steam generator design mod , r espec tivel y. 

RUTHERFORD, N. A, Duke Power Co. 83/07/00. DIOOB, R. M. License Fee 
Management Branch. Ip. 19314:227. 24X Fit he: 30-000, 83/07/09, 

8307140048. 


8307260526 Respond* to unresolved Items in EG Adensam 030610 ltr re 
control of heavy load*. Visual aids will bo provided to 
assist crane operator in ensuring that designated safe load 
paths foil owed. Li * ted lifting devices under evaluation. 

TUCKER, HB. Duke Power Co. 83/07/13. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADEN9AM, E. 0. Licensing Branch 

4. 2pp. 19731:299. 24X FI ch e : 30-369, 03/07/ 1 3, 0307260326. 


0307200409 Forwards revised "Reactor Trip," "Unit Fast Recovery," & 
"Controlling Procedure foT Unit Startup," requiring 
performance group evaluation be completed prior to restart. 

Add! change* will be provided, per Generic Ltr 83-28, 

TUCKER, HB. Duke Power Co. 83/07/22. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E, Q. Licensing Branch 
4. Ip. 19802:131, 24X Fich u : 50-369, 83/07/22, 0307200409. 


— 0307200415 Changes 0 to 1 to Procedure AP/ 1 /A/ 3300/01 , "Reactor Trip. 
F1RE8AUGH,L. , SOMMER, S, J. Duke Power Co. 83/03/12. 6pp. 

19002: 132. 24X Fiche: 30-369, 03/07/22, 0307200409. 


—0307280421 Changes O to 13 to Procedure OP/t/A/6100/03. "Unit Fait 
Recovery. M 

MAYES, R. , FlREBAUGHiL. Duke Power Co. 03/03/27. Upp. 

19802: 138. 24X Fiche: 30-369, 83/07/22,0307200409. 


— 0307200429 Change 63 to Procedure OP/ 1 /A/6100/01, "Controlling 
Procedure for Unit Startup. " 

MAYES. R. , FlREBAUGHiL.. HAMILTON, B. Duke Power Co. 83/03/19. 
3pp. 19802:149. 24X F 1 c h e : 30-369. 83/07/22, 9307200409. 


Q. Inspection reports, IE Bulletins 6 correspondence 


0307140336 Informs that liquid sample* spited u/rad ionucl ides will be 
sent to facilities for radiochemical analyse* as part of NRC 
confirmatory measurements program. Samp les should be analyzed 
for tritium,. Si — 09 I* Sr-90 content within 60 days. 

LEWIS, R.C. Division of Project & Resident Programs. 83/02/07. 
TUCKER, H. 0. Duke Power Co. Ip. 19323:120. 24X 

Fiche: 30-000, 03/02/07, B307140336. 
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83Q71401B9 Forward » IE Insp Repts 50-369/03-22 b 50-370/83-30 on 
830503-06. No none amp i 1 a nc e noted, 

LEWIS, R C. Division of Project 6 Resident Programs. 63/06/16. 
TUCKER. H. D. Dole Poorer Co. 2pp. 19522:073 24X 

Fiche: 30-369. 83/06/16.6307140189 


■0307140193 IE Insp Repts 50-369/83-22 & 30-370/03-30 on 830303-06. No 
nontamplianc e noted. Major areas inspec ted: 1 icensed & 
nonlicensed operator training & r equa 1 1 f 1 ca fri on programs it 
oti-sh i ft/real-time training. 

BURGER. C. . SCHNEIDER. 0. , SKINNER. P. Region 2. Office of Director 
B3/06/16. 9pp. 1 9322 ; 077 . SAX Fiche 30-369, 63/06/16, 9307140169 


8307140302 Ack receipt of 830414 tc 0531 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
30-369/03-12 & 30-370/03-16. 

DANCErH. C. Division of Project In Resident Programs. 03/06/24 
TUCKER, H. Q. Duke Power Cq. lp, I952I 007 24X 

F i c h e : 30 -369. 83/06/24, 8307 1 40302 


R Periodic operating reports & related correspondence 


8307 190 184 Forwards monthly operating repts for June 1903, inc lud ing 
revised unit shutdowns 6 power reduction sheets for Unit 1 
for Feb 1962. 

TUCKER, H. 0 Duke Power Co 03/07/13. Director's Office, Office 
of Inspection and £n f ore ement. ip 19641:300, 24X 

Fiche: 50-369. 83/07/15, 0307190104. 


-830719018B Monthly operating repts for June 1903. 

REAVIS, J. A. Duke Power Co 03/07/15. 9pp. 19641- 309 24X 

Fiche 50-369, 03/07/13, 8307190164 


-8307190309 Revised unit shutdowns 8, power reductions for monthly 
operating rept for Feb 1982. 

REAVIS. J. A, Duke Power Co 02/06/15. 3pp. 19641 318 24X 

Fiche: 50-369, 83/07/15, 8307190104 


*8307140305 Submits supplemental response to NRC 030314 ltr re 
violations noted in IE Insp Repts 50-369/93-12 u 
30-370/03-16. Correc tive ac tlonv : adequate shielding provided 
for Class IE equipment subj to water spray. 

TUCKER, H.B. Duke Power Co. B3/05/31. O 'REILLY, J„ P , Region 2, 
Office of Director- 2pp. 19521:006. 24X FI ch e ; 30-369, 03/06/24, 

□TATI AOTfn 


—8307140300 Ack receipt of 030414 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 5D-369/33-12 it 
30-370/83-16 

DANCE, H, C. Division of Project 6 Resident Programs. 83/03/17, 
TUCKER, H. B. Duke Power Co. Ip. 19521:010 24X 

Fiche; 50-369. 03/06/24, 8307 1 4 0302 


-8307140310 Responds to NRC 030314 ltr re violations noted in IE Insp 
Repts 30-367/03-12 & 50-370/83-16 , Correc t ive actions; 
automatic supervision it fire suppression automatic actuation 
circuits added. Fire protection review in progress. 

TUCKER, H. B. Duke Power Co. 83/04/14. □ 'REILLY, J, P. Region 2, 

0307140302 ° lV * Ct ° T - Bpf> ' 1 ' ?321:011 24X Fiche: 30-369.03/06/24, 


Fo ™ artf * IE Insp Repts 50-369/03-12 * 50-370/03-16 on 
830214-18 h notice of deviation. 

Plv£ » i0n °f Project b Resident Programs. 83/03/14. 
TUCKER, H. B. Duke Power Co, 2pp. 19321 019 24X 

Fiche: 30-369, 63/06/24, 8307 1 40302 


-8304200325 Notice of deviation from insp on 030214-10. 

* Region 3, Office of Director. 03/03/14. 2pp, 19521:021 24x 

Fiche: 50-369, 83/06/24 . 0307 1 40302. 


3. Reportable occurrences, LERs & related correspondence 


0307120113 LER 03-030/01 T-0: on 830526, d 1 sc overed monthly test of 
containment pressure control sys failed to satisfy 
surveillance requirements to check permi s s ive/terminat ion 
setpoint accuracy. Alarm modules recal i hr . W/830627 ltr. 

NARDQC I . P. B. . TUCKER, H, D. Duke Power Co, 03/06/27. 0'flEILLY, J. P, 
Region 2, Office of Director. 5pp. 19423:037. 24X 

Fiche: 50-369, 83/06/27, 83071201 15. 


0307120383 LER 83-035/03L-0: on 03031 3, pr e 95 ur i i er heater group 10 
failed to energiie In manual k declared inoperable per Tech 
Spec 3. 4. 3. Caused by blown fuse in heater contactor control 
circuit. Fuse rep lac ed , W/830628 ltr 

NARDOCI, P. 0, , TUCKER, H. B. Duke Power Co. 03/06/20, O'REILLY, J.P 
Region 2. Office of Director. 2pp. 19432:153 24X 

Fiche: 50-369,83/06/28, 8307120363 


bdO/120397 Updated LER 63-002/03X- 1 : on 830U0, pre.sur l ier heater group 
IB failed to energite in manual U declared i nop erab 1 e. Hea t 
damage found at heat dissipating resistor connec tions. Caused 
by design defect in contactor coil c ircui t. W/830620 ltr. 

NAROOC I, P. D. , TUCKER, H, B. Duke Power Co 83/06/23. D 'REILLY. J. P 
Region 2, Office of Director. 2pp, 19433:077 24X 

Fiche: 30-369. 03/06/20, 0307120397. 


30713021*. LER 83-039/03L-0: on 530606, control room ventilation ays 
train A failed control room pre s sur i ia t ion test performed 
in response to control room door mod. Caused by out-of- 
position manual damper, W/830706 ltr. 

NARDDC I , P. 0. , TUCKER, H. B. Duke Power Co. 03/07/06. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 19530:267, 24X 

Fiche: 50-369, B3/07/06, 8307130212. 


-'0304200529 IE Insp Repts 30-369/B3-12 & 50-370/83-16 on 0302 14- IS. 
None omp I lance noted: sub standard automatic sprinkler sys for 
reactor bldg annulus it failure to insp i, test fire detection 
it actuation sys for diesel generator. 

MILLER, W, H, , CONLON, T. E. Region 2, Office of Director. B3/03/0*, 
Ilpp. 19321:023. 24X Fiche : 30-369, 03/06/24 , 0307 1 40302. 

Fopward * l £ Insp Repts 30-369/63-24 Jk 30-370/03-31 on 
830420-0520. No none omp I lance noted. 

° f Project S. Resident Programs. 83/06/30. 
TUCKER, H. fl. Duke Power Co. 2pp. 19686:121. 24X 

F lch#: 30-369, 83/06/30, 830722043 I . 

—8307220441 IE Insp Repts 50-369/03-24 I* 30-370/63-31 on 030630. No 
non comp II an c e noted, Major areas inspected : operations, 
turvei 1 lance testing, maint activities & followup af 
unresolved items. 

03 / 06/30 * S RDWNL ?lio' U “‘vision of Project it Resident Programs 
83/06/30. 5pp. 19686: !23. 24X Fi c h e : 30-369, 03/06/30, 0307220431 


6306270401 IE Info Notice 03-46, ’'Common Mode Valve Failures Degrade 
^^ ClTC ° Utlon S P P *Y Subsystem. " Bvc list one 1 9 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response <Po«t B30103J. 63/07/11. Consolidated Edison Co of N 

rk, Inc. 134pp. 19563:293. 24X Fich e : 50-000, 93/07/1 1 , 83062704' 


" F * 1,ot « «' Kydriul 1< Snubb.r. „ 
minlu Cor>t * fn< t#«f Hydraulic Fluid.** Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Eng i neer I ng 

Consol Id, to, E,l. D n Co of N.u 
nc. 141pp. 19563:133. 24X FI che: 50-000, 03/07/12, 6306270404. 


6307150234 LER 83-038/03L-0: on 030527, narrow-range levels of steam 
generator* not verified within A'A of average value. On 
630603, Ice condenser monitoring sys * applicable instrument 
Items mi ssad. Caused by personnel error. W/630706 ltr. 

NARDOCI, P, B. , TUCKER, H. B. Duke Power Co. 83/07/06 O'REILLY, J. P. 
Region 2, Office of Director. 3pp. 19530:210. 24X 

Fiche: 30-369, 83/07/06, 0307150234. 


0307130233 LER 83 037/03L-0:on 630602,(1)0111 steam code safety relief 
valve ISV-9 1 1 f ted, w/main steam pressure below acceptable 
lift setpoint range, during reactor fcfip transi ent. Caused by 
setpoint drift, probably due to vibration. W/030706 ltr. J 

NARDDCr, P. B. , TUCKER, H. B. Duke Power Co. B3/07/06. O'REILLY, J. P. 
Region 2, Office of Director. 2pp. 19538:250. 24X 

Fiche: 30-369, 03/07/06, 6307150253. 


0307150100 LER 83-04 1 /03L-0: on B30607, c onta i nmen t hydrogen monitor A 
hydrogen analyier gas flow found out-of-spec. Caused by 
partially blocked flow path. Monthly best performed again on 
030610 U monitor declared op era b 1 e. W/B30707 ltr. 

NARDOCI, P. B. , TUCKER, H. 0. Duke Power Co, 83/07/07. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp, 19336:211. 24X 

Fiche: 30-369, 83/07/07, 630715010a 


8307130340 LER 83-040/03L-0: on 830604,06 & 26, Fire Detection Zones EFA 
76,130 b 103 declared Inoperable due to Invalid alarms. 

Caused by spurious alarms it high dust concentration. Smoke 
tr. fire ionliation detectors replaced, W/030707 ltr. 

NARDOCI. P. D. , TUCKER, H. B. Duke Power Cq. 03/07/07. 0 'REILLY, J. P, 

Region 2, Office of Director. 2pp. 19338:277. 24X 

Fiche: 50-369, 83/07/07, 6307130340. 


"l£dlM?tl« !"f“ N :‘! c ! ® 3 ' 40 ' '■»««««• Effluent Rel„,„ of 
• *c! " 1-123 * 1-131 <" Eictss o, NRC Limit*. - Svf ll*t 

°i 0A ' ® a *'» u » r * Infection Pre, rem* IPo, 
li, n Eiiton Co. o, New Yzrkr Inc. 

II, ,p. 19715: 270. 2,K FlcJi, : 50-000. B3/07/M, 3306370,04 


8307220409 LER 03-O42/O3L-O: on 930609, d i ese l generator IQ declared 
inoperable when two unsuccessful attempts made to load 
generator Caused by Inaccurate timing. Test procedure revised 
to allow for 3 minute wait. W/030700 ltr. 

NARDDCI, P B. Duke Power Co. 83/07/08. 0 ' REILLY, J, P. Region 2, 

Office of Director. 2pp. 19691:173. 24X Fiche: 50-369, 83/07/00, 

6307220409. 



DOCKETED ITEMS 


215 


OJ0726033B Forwards LER B3-043/01T-0 b 83-029/0 1 T -0 

TUCKER. H. B. Duke Power Co 83/07/14 O'REILLY.JP. Regions. 
Office of Director 3pp. 19732:334 24X Fi e he 50-369, 63/07/1 4 , 

0307260558 


— 8307260567 LER 83-043/0 1 T-0. on 03G6G1 , Wes t mghouse notified util that 
extended operation at lower power b. subsequent escalation to 
power in same fuel cyclB would result in heat flux hab 
channel factor limit violations to LOCA analysis. 

NARDOC I . P. D . Duke Power Co. 03/07/14 Region 2, Office of 

Director. lp 19732:338- 24X Fiche 50-369. 03/07/ 14. 8307260550. 


— 0307260569 LER 83-029/01T-Q: cm 030601 . Wes t inghouse notified util that 
extended operation at low power b subsequent escalation to 
power in same fuel cycle would result in heat flux hot 
channel factor limit violations for LOCA analysis. 

NARDOC 1 . P. D. Duke Power Co. 83/07/14. Region 2, Office of 
Director. lp. 19732:339. 24X Ftche 30-269, 83/07/ 14. B307260558 


8307250202 LER 83-044/03L-0: on 8306 1 7> c on ta i nmen t atmosphere gaseous 
radioactivity monitor EMF-39L declared inoperable while in 
Made 1. Caused by failure of monitor to meet acceptance 
criteria due to lower detector voltage r ead i ng . W/0307 15 ltr. 
NARDOCI. P. D. i TUCKER# H, B. Duke Power Co. 83/07/13. 0 ' RE I LLY. J. P. 

Region 2, Office of Director. 2pp. 19705:343 24X 

Ftche: 30-369# 83/07/13# 8307250202 


8307260462 RO 369/83-46: on 830617. two independent control area 
ventilation sys inoperab 1 e, v i olat ing Tech Spec 3.7.6 Rep t 
win be submitted by 830729. 

TUCKER# H. B. Duke Power Co. 83/07/13. O'REILLY, J.P Region 2# 
Office of Director. Ip. 19728:339. 24X Ftche: 50-369, 83/07/15# 

8307260462. 


9307260535 LER B3-043/03L-0: on 8306 1 6# c en tr i f uga 1 charging pump ID 
stopped due to high temp on motor inboard bearing. Caused by 
excess oil removed from bearing reservoir far sample 
analysis Bearing, rotor & endbell Tep lac ed. 14/03071 3 ltr. 

NARDOC 1 1 P. B. , TUCKER. H, B, Duke Power Co 03/07/15 O'REILLY. J P 
Region 2. Office of Director. Bpp 19731 354. 24X 

Fiche: 50-369# 83/07/13# 8307260335. 


8307260495 Presents plan for satisfying Intent of Part 21 in order to 
continue procurement of equipment from Nelson Electric Dlv 
of General Signal Co# in view of Nelson Electric refusal to 
accept purchase orders Involving Part 21 requirements 
TUCKER, H. 0. Duke Power Co. 03/07/20 DENTON, H. R. Office of 
Nuclear Reactor Regulation# Director 3pp 19733:330 24X 

Fiche: 30-000# 03/07/20# 8307260493 


DOCKET 30-370 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 2 


A. Ap p 1 i ca t i on/c ons tr uc t i an stage documents V correspondence 


0307060329 Generic Ltr 83-27 to all licensees b applicants for 
operating power reactors !< holders of CPs for power reactors 
re surveillance intervals in STS. Svc list end 

EIBENHUT, D. G. Division of Licensing 03/07/06. Consolidated 
Edison Co of New York# Inc. 16pp. 19669 234. 24X 

Fiche: 30-000# 03/07/06# 8307060329 


F. Security, medical# emergency fire protection plans 


0307140312 Identifies personnel successfully completing comprehensive 
training course in generic aspects of radiation protection, 
emergency response b physical security. NRC personnel 830207 
access ltr will be revised. 

MCGUIRE# D. n. Region 2# Office of Director 83/02/10 TUCKER# H. B 
Duke Power Co. lp. 19323:307. 24X Fi c he: 50-369, 83/02/ 10, 

8307140312. 


8307140237 Ac k receipt of 030426 Dev 19 to physical security plan 
Changes consistent w/tOCFRSO 54<p) b acceptable for 
inclusion in plan. 

LEWIS, R. C. Division of Project b Resident Programs. 03/06/17. 
TUCKER# H. B. Duke Power Co. 2pp. 19523 007. 24X 

Fiche: 30-369# 03/06/17. 030714023 7 


8307140302 Ac k receipt of 030414 * 0531 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Repfcs 
50-369/83-12 b 50-370/83-16. 

DANCE, H C. Division of Project 6 Resident Programs 83/06/24. 
TUCKER#H. B. Duke Power Co. lp. 19521:007. 24X 

Fiche: 50-369, 83/06/24# 8307140302. 


— 8307140305 Submits supplemental response to NRC 830314 ltr re 
violations noted in IE In9p Repts 50-369/83-12 & 

50-370/83-16. Correc tive ac t ions : adequate shielding provided 
for Class IE equipment subj to water spray. 

TUCKER# H. B, Duke Power Co, 03/05/31. 0 'RE ILLY, J. P. Region 2# 

Office of Director. 2pp. 19521:000 24X Fiche: 50-369, 83/06/24# 

8307140302 . 


--3307140300 At k receipt of 830414 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-369/83-12 %. 
30-370/83-16 

DANCE. H C. Division of Project b Resident Programs 83/03/17. 
TUCKER. H B. Duke Power Co ip 19521 010 24X 

Fiche 30-369, e3/06/24. B307 140302 


- -0307 1 403 1 0 Responds ta HRC 830314 ltr re violations noted in IE Insp 
Rap t s 50-369/83-12 * 50-370/83-16 Corrective actions 
automatic supervision b fire suppression automatic actuation 
circuits added Fire protection revLew in progress 
TUCKER, H B Duke Power Co 83/04/14 0 'REILLY. U. P. Region 2. 

Office of Director Opp 19521 011 24X F i c h e 50-369, 83/06/24# 

0307140302 


830/100076 Provides supplemental info supporting 830306 request for NRC 
approval of two deviations from NFPA 72D--1975 re local fire 
alarms Fire protection rev lew# Sec t i on E I .< a ), Paragraph 
2471 mill be revised. 

TUCKER# H B Duke Power Co. 03/07/12. DENTON# H R. Office of 

Nuclear fiesLtor Regulation, Director ADENSAM# E. G. Licensing Branch 

4 2pp 19560 201 24 X Fiche' 50-369, 83/07/12, 0307 1B0076. 


8307250084 Releases public version of revised emergency plan 
implementing procedures 

FEL TON# J M. Division of Rules and Records 03/07/19. Document 
Management Branch. lp. 19724. 140- 24X Fl c lie : 50-369# 03/07/ 19# 

Q3072300D4 


— 03O723OOB7 Forwards public version of revised emergency plan 
imp 1 eirien 1 i n-g procedures, including Procedure HP / 1 / B / 1 009/ 1 5 
re Unit 1 nuclear post-accident containment air sampling ays 
b Station Directive 3. B 2 re emergency organ i xation. 

TUCKER# H. □. Duke- Power Co 83/05/17 DENTON, H. R . Office of 
Nuclear Reactor Regulation# Director ADENSAM, E. G Licensing 
Branch 4 3pp 19724-141 24X Fi c he 50-369# 83/07/19, B3072500B4 


— 8307330092 Public version of revised emergency plan implementing 
procedures# including Procedure HP / 1 /B / 1009/ 1 5 re Unit 1 
nuclear post-accident containment air sampling sys |» Station 
Directive 3. G 2 re emergency organ i iat i on. 

MCCONNELL, T . # JOHNSON# M. K. Duke Power Co 03/05/30. Blpp 
19724 144 24X Fl che 30-369, 83/07/ 19. 6307250084 


0307250101 Releases public version of revised crisis mgt plan for 
nuclear stations. 

FELTON# J. M. Division of Rules and Records 03/07/19 Document 

Management Branch. lp. 19737:207 24X Fiche 50-000* 83/07/ 19# 

0307230)01 


--B3O72501 1 0 Public version of Rev 9 to crisis mgt plan for nuclear 
stations U/G30630 ltr. 

VAl/GHNf T S Duke Power Co 83/06/15 DENTON, H. R. Office of 
Nuclear Reactor Regulation# Director. I27pp 19737:208. 24X 

Fiche 30-000, 83/07/19, 8307230101 


8307250717 Releases public version of revised crisis mgt plan 
implementing procedures 

FELTON# J. n Division of Rules and Records 03/07/19 Document 

Manag eme r# t Branch. lp. 19719:314. 24X F i c he 50-000# 83/07/ 19. 

03072507 17 


— 0307 2 90730 Forwards public version, of Rev 1 to Crisis Mgt Plan 
Implementing Procedure 5.3.2 re crisis news group plan b 
Rev 5 to Procedure 5.3.3 re administrative b logistics 
support group. 

TUCKER. H B Duke Power Co. 83/09/02. DENTON. M R. Office of 
Nuclear Reactor Regulation, Director 2pp 19719.313. 24X 

Fiche 50-000, 83/07/19, 9307230717 


— 0307250744 Public version of Rev l to Crisis Mgt Plan Implementing 
Procedure 5 3 2 re crisis news group plan b Rev 5 to 
Procedure 5.3.3 re administrative b logistics support group. 

* Duke Power Co 83/03/16 1 06p p 19719' 317. 24X 

Fiche: 50-000# 03/07/19, 8007250717. 


8307290339 Releases public version of rev to emergency plan 

FELTON. J M. Division of Rules and Records. 03/07/19. Document 
Management Branch. Ip 19057:006. 24X Fic h e 30-369, 83/07/ 19* 

8307290539. 


— 0307290544 Public version of Rev 11 to emergency p lan. W/B30630 ltr. 
MCINTOSH, M.D Duke Power Co 03/06/30. DENT ON. HR. Office of 
Nucleat Reactor Regulation# Director. ADEN5AM,E.G Licensing 
Branch 4. 67pp 69857 087. 24X FJ che: 50-369, 83/07/19, 0307290539 
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Ju ‘* nse sta 9® documents K c 


or r e sp on d enc e 


license tantf.Jilr.r' P P«r 

Qff “« Of o. recto 


l criticality 


Duke Power Co 
83071402^4 


>9 523 15.1 14 . it. B3/Q3/02 TUCKER/ H. 0 . 

15-1 24* Fl cfte: 30-370, G3/05./02, 


03Q6Q&OO7O Generic i_tr 35 *■ ^ , . 

applicants for OLs (, holders of rp° P # P3 V ," 9 Teact,or licensees, 
re safety evaluation of CPs for Wes t i nghouse PWRs 

Svc list 0flL | ° f E(ner S e ^y Res ponse Guidelines . «■ 

EISENHUT, D . Q. Division n t ... 

eiictric Co, 10 p wli i r^iSS 1 r . B ? / 06 / W. Tank*, Atomic 
8306060070. PP 3*4.116. «.4J( Fi c h e 30-000, 83/06/03, 


P'ocMr. f or 'u„f? sJ a ^°“!! , ' r ' °F/I /A /6 100 / 01 , .'Controlling 


-B307260429 Change 63 

Startup 11 

r9port35 ' IE Bulletins & torr 


rrespondence 


— fi/mator I ’ " “ ' t* " fTl“ « Mr. of NR< 


confir/votorg „ eajur „,ont, progra^ sL^l “ no 

UEUIS.O C^'Dr 99 ,'' Sr ;’° M 

S ». k. ,j v; & 

Richer 90-000* 83/02/07, 0307140336. 24X 


will be 


83/02/07. 


8307050377 Ack receipt af sin a ncs i ►». . . 

Tech Spec Figure 3.2-3 re rated th J!! ? 0St * * 9 P T °P° 5ed change in 

iiZi’xirsxxz' ncs 

roip°i?wo°mi R A A»en; s a f h a„g. t ?ooli C I^c” ^7’/ ' JPF * 17 ' 

* , vr -" nt3 t.t .1 ssi s Az%:°r au " 

«•■ 3,f ""'" S P« ftl,! TOCKEH, H. B. Du*cP 0 u,.r 

rtche .30-369, 83/06/20, B307 1301 04. 

—0307^30112 JJMM a t 3 ..Lie... NFF -7 t NFF- , 7. r,,p „c 1 1 vo 1 .. 
total Res “ Ce unc.rtaintg for V 


l^pp 19511 : 143 


0307130118 SER supporting Amends 22 i t t-n. t * 

respectively. 9 C 4 3 t& Licenses NPF-9 & NPF-17, 

S 3 Cpf 7 ?ar 7 op^r r ^ac^rf 3 ;e 4 clarif! c *? P aI i '^ t5 ,or 0L ” * Mld.r. of 
requirements f or Jg.Ii V “? lon of '^ei 1 lance 

EisewHUT.D 0 inliVill flipuritySvc ll5t »ntl. 

Edison Co. Q f Nei Voir J™ rS* 1 "*' ^3/07/05 Consolidated 

Ficn.: no-000. 037^7/03. Ma«70397 PP 193703,7 »« 

0307140118 Forwards 830609 o_„ . 

Jw.vi ,e v UB m ::;y:::; pbt nbc 030123 «««•*«.. 

cut. pc, c«. ,pe ;r f ’rv 3 ?o n oir pnp 4 r r ? r>c i a3 '° 7 '° 4 tuck Er .h. B 

03O7J40 1 ! O IVJ40.031. 24* Fj ch* ; 50-369, 83/07/06, 

8307080169 Generic Ltr 83-29 .n . . 

applicants for CL 6 holtflfs^of CPs Je*?* 6 *? °! °P* ratif >* reactors, 
oh generic i mp 1 i c a ti on s of s a i P ™ ! r ® r *9 uired actions based 
E15ENHUT* D G. Division ll fV events. Svc |»st enc l. 

Edison Co. of M etJ Y ork. f^c 3b1^ 9 l o!^ /{,B ' Consolidated 

Ki CHr: 30-000, 03707/08.6307000147 «’^ ^7 2« 

"!ns^.ssn 2 u/ut,u 1 •«»*■• - 

!JS!K ■V r V , " r, - v “-! ; '* : » -ci ranse f,ui 4 ,tea ™ 

* pp -- 

«nt?of 6 0 f‘ > h P °^ S 1 ^ lf “ ,> ;**°^ ,! ^ j» EO A4en 5 a^ 030410 ltr r. 

;:x:% s;ar:i:*« j-,- ^ ?: 10 . d 

”^u5M.:S= r 0 F s “ n 2 ~ u «“-.t.af 
9 3PP “ ,73I:Se ’' =«FU 4 r : ^ 47 .S 5 ^f e § 07 ^ ^ 5 r‘ n • B^anC ' , 

B307280409 Foriuards revised r • 

"Contra | , i n g Froc.diri ”Jr 2nn - Uni ; Fa3t R »“v.r,. -■ 4 

Performance gro-un evalu^fcinn k 5Car * u P''' requiring 

rtddl changes um 5 e provided « p ° °r P 1 * 1 prlor t« restart. 

isssv.-.rsiniS 1 £?v ir off,, of 

i ip .7000,3,. =« FWh.^o^.ao/o^M^oior 4 '" 5 Brant '' 

.... - 

'"SrJ.S’’ *• 13 *° "««»>'. 0F7 1 /A/a 1 00/09 . .. 0nlt Fast 

® "ZiW- ^ - ^r^r. „pp. 


1E^“" : "^.-"« r '-:- 8o ' 369/03 '“ 4 5 °- 37o7a3 - 3 ° «" 
^^"HSSrLSS; B3/04/li ' 

r B30S03 ' 06 ' No 
*■ programs S. 

03 / 06/16 ». Office of Director. 

PP 17322 077 24X FI c h e: 90-067, 03/06/16, 03071 40 1 B?: 

0307140302 Ack receipt of 830414 L 0331 1 , , 

,n ,E ^ NBC of ,teps 

a ?-J=- Pr, sr 


tucker, h. d. 

Office of Director 
S307 140302. 


Duke Power Co.* 83 / 03/31 * P r n^RP 11 1 v 1 a „ J 

2PP. 19521 : 000 , =4X FI chei 30-369 bS/06/^p 


"" S 3 c::r 4 e^L;- a ^‘ 0 ? e p d a3 «ji «« ..... ..... to 

30-370/83-16, 1 * P n0 ^ ts 3O-3A9/03-12 f>. 

TUCKERED, °Duke ^oujer Co° J *U & ^p? e oI I A Pr09ra,nB ' 

Eiche 50-369/83/06/2^3^140^2 ,9321: °“>. ^4X 

Repts 50-369/83-12^ 30-370/83-16^0^ not ® d in IE Insp 

automatic supervision a lili ^.Corrective actions; K 

Circuits added. Fire protec ttnn^ PP f 4SiP ° aut ° m9 ^ ic actuation 
TUCKER 1 H. B, Duke Po£er Jo ,n 

Office of Director, 8 pp 19521'Oli 24Y R ^ L K Vf J * P Re 9 lon 2 , 

8307140302 PP ' 1952 l-0ll. 24X F i ch e : 50-369, B3/06/24, 

83 B302l4?ia F R r nnM * IE , Ir ' 5p ft0 P t4 50-369/83-12 U 30-370/03-16 on 
DANCP u r & notice of deviation J/O/03-16 on 

TUCKER, H. B. Dukl^Jwer Co° J “L 4 ‘ Pro » ri>ms ’ 83/03/14. 

Fiche: 50-369, 1?321: ° I9 ‘ 24 ^ 

^ 2 Region N I, tl offlce d of i Di i0n / r0,n ‘ nSP ° R 630214 -IB. 

Fi che; 50-369,03/06/24,03^7140302. 83/ ° 3/l4 ' 3 ^- l?Sai:0Bi. 24X 

Wonco m pnInce n nSted P sJi,standlM 3 llt & ^°~ 370/83 “ 16 °n B30214-18. 
reactor bldg annuli; 2 JillJlI tl f "**. 1 * 5 P T ’ lnkl ^ *<i* for 
ntllEi a u» n T f ° r Cli<f901 9 en erator 5 P USt MrB detectiofl 

IIPP. 19521; 023 L ^^24X^F1 c h ef 50-369i 83/06/24^0307140302. 83/ ° 3/ ° 9 - 

M E!l 0 ?c“ r S pr "' n "* P “ an '’ P "“‘*° :349 ^ * 50-370/00-3, on 

TUCKER, H B Doll'pauie^ Co^^'L 4 R f 7 ipl " 1 Pr<>S '' i " 5 ' S3 '°*/30. 

Fieha: 90-367. 83/06/30*030722043?" 17681:131 3 « 

830130 - N ' 1 

^«:w:rr t ‘:; tint ' ma,nt acuviti »' * »«i«~p ." 

03/12/30:’ Spp WN 1l;06 L , a 0 D ‘ V ^i“2, P K P P S° J ‘ Ct 4 R ” — ‘ Fro, rams. 

opp 19686.123. 24X F i c he 50-369, 03/06/30, 8307220431 ! 
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8306270401 IE Info Notice 83-46, "Common Mode Va 1 ve Failures Degrade 
Surry Recirculation Spray Subsystem. " Svc list end 
JORDAN i E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

York, Inc. I54pp 19963:293 24X F icho: 50-000, 03/07/ 1 1 , 8306270401 


8306270404 IE Info Notice 03-47, “Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid " Svt list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post B30103). 03/07/12. Consolidated Edison Co of New 

York, Inc 141pp. 19363:133. 24X Fiche 50-000. 03/07/ 12, 8306270404. 


8306270406 IE Info Notice 03-40. "Gaseous Effluent Releases of 
Radioactive 1-125 it 1-131 in Excess of NRC Limits." Svc list 
encl. 

TAYLOR. J M. Division of OA, Safeguards it Inspection Programs (Post 
030103). 83/07/14. Consolidated Edison Co of New York, Inc 

114pp. 19713-270. 24X Fiche: 30-000, 83/07/14, 8306270406. 


R. Periodic operating reports U related correspondence 


8307190104 Forwards monthly operating repts for June 1983, including 
revised unit shutdowns it power reduction sheets for Unit 1 
for Feb 1902. 

TUCKER. H. 0. Duke Power Co, 83/07/15 Director's Office. Office 

of Inspection and Enforcement. lp. 19641: 30B. 24X 

Fiche: 30-369, 83/07/13. 0307190104. 


— 0307190180 Monthly operating repts for June 1983, 

REAVIS, J. A. Duke Power Co. 83/07/13. 9pp. 19641:309. 24X 

Fiche: 50-369, 83/07/15, 8307190184. 


S. Reportable occurrences, LERs & < related correspondence 


8307120200 LER 83-01 9/01 T-0: on 030526, conta Inmen t pressure control sya 
monthly test failed to satisfy surveillance requirements to 
check perm i a s l ve /te rmi na t i on setpoint accuracy . Caused by 
out-of-tolerance ins truments. Modules recal ibr. W/B30627 Itr. 

NARDQC I, P. Q. . TUCKER, H. Q, Duke Power Co. 83/06/27. O 'RE ILLY. J. P. 
Region 2, Office of Director 6pp. 19423 307 24X 

Fiche: 50-370, 03/06/27. 8307120200. 


0307150239 LER 83-024/03L-0: on 030326-0610, Fi re Detection Zones 
EFA 179,109.182,01.102.174 & 163 declared inoperable duo to 
invalid a larms. Caused by dirt accumulation in Firemark 9620 
smoke detec tors. W/030706 ltr. 

NARDOC I , P. 0. , TUCKER, H, 0. Duke Power Co 83/07/06. 0 'REILLY, J.P 

Region 2. Office of Director 4pp. 19337:359 24X 

Fiche: 30-370, 03/07/06, 0307130239. 


B307130305 LER G3-023/03L-0: on 030603, d i g i tal rod position indication 
for control bank C rod F-6 declared inoperable due to 
ambiguous indication that rod was at both 228 & 204 stops 
from core bottom. Caused by failed display card . W/B3Q707 ltr. 
NARDOCI, P, B. , TUCKER, H. 0. Duke Power Co. B3/O7/07, O'REILLY, J.P 
Region 2, Office of Director. 2pp. 19332:309. 24X 

Fiche: 30-370, 03/07/07, 83071 30303. 


0307220221 LER 83-026/03L-0: on 030608, while In Mode 1, reactor coolant 
leakage calculation revealed excessive unidentified RCS 
leakage. Caused by valve 2NM-68 lifting at less than intended 
setpoint, Valve will be rep laced W/830707 ltr. 

NARDOCI, P B. , TUCKER, H. B. Duke Power Co 83/07/07 0 'REILLY, J. P 

Region 2, Office of Director. 4pp. 19674:001. 24X 

Fiche: 30-370, 83/07/07, 830722022 1 . 


0307220257 LER B3-028/03L-0: on 030600, p r e s s ur i i er heater group 2D 
declared inoperable when supply breaker found tripped open. 

Caused by damaged closed indicator lamp socket. Sot ket 
replaced. W/830708 ltr 

NARDOCI, P. 0. , TUCKER, H. 0. Duke Power Co. B3/07/08. 0 -'REILLY, J. B. 

Region 2, Office of Director. 2pp. 19604:220. 24X 

Fiche: 30-370, 83/07/08, 0307220237. 


8307220499 Advises that R0-370/B3-27 Te violation of Tech Spec 3.6.3 
concerning isolation times on 030609 will be submitted by 
830722, Delay due to incomplete investigation k rept 
preparation. 

TUCKER, H. B Duke Power Co, 03/07/08. O'REILLY, J.P. Region 2, 
Office of Director. Ip. 19605:223. 24X Fi che: 30-370, 83/07/00, 

8307220499. 


8307260338 Forwards LER 83-043/01 T-0 it 03-029/OlT-O 

TUCKER, H. B Duke Power Co. 03/07/14 0 'REILLY, J. P. Region 2, 

Office of Director. 3pp. 19732:334. 24X Fi che: 50-369, 03/07/14, 

8307260358. 


— 8307260569 LER 83-029/0 1 T-0 : on 03060 1 , W es t i ng h ou s e notified Util that 
extended operation at low power 6 subsequent escalation to 
power in same fuel cycle would result in heat flux hot 
channel factor limit violations for LGCA analysis 
NARDQC I , P . D . Duke Power Co 03/07/14 Region 2, Office of 

Director lp 19732:339. 24X F i c h e 30-369, 83/07/ 1 4, 0307260530 


83072603B4 LER 03-027 /Q3L-0: on 030609, f o 1 1 owi ng maxnt to ac tua t or , va 1 ve 
2CF-33 (S/0 2A feedwater containment isolation) exceeded 
stroke time of less than 3 a , Caused by solenoid failure of 
valve 2CF33 Solenoid re p l ac e d . W/B307 1 0 ltr 

NARDQC I * P D . > TUCKER, H B. Duke Power Co. 83/07/18. □ 'RE ILLY, J. P. 

Region 2. Office of Director 2pp 19733: 162 24X 

Fiche: 30-370, 83/07/18, 8307260304 


8307260390 LER 03-O3O/O3L-O. on 830618 k 20. fire detection Zones EFA 100 
fc 170 declared Inoperable due to invalid alarms. Caused by 
dirt accumulation In two Firemark 9620 ionization-type firo 
detectors. De tec tors cleaned 6 returned to svc.W/03O718 ltr. 

NARDOCI. P D , TUCKER, H. 8. Duke Power Co 83/07/18. 0 'RE I LLY, J. P- 

Region 2, Office of Director 2pp 19733:164. 24X 

Fiche: 30-370, 03/07/18, 8307260390. 


0307260495 Presents plan for satisfying intent of Part 21 in order to 
continue procurement of equipment from Nelson Electric Div 
of General Signal Co, in view of Nelson Electric refusal to 
accept purchase orders involving Part 21 requirements. 

TUCKER, H. B. Duke Power Co. 83/07/20. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp, 19733: 330. 24X 

Fiche: 90-000, 83/07/20, 8307260493. 


DOCKET 30-373 LASALLE COUNTY STATION, UNIT l 


A. Application/construction stage documents h. correspondence 


8307120382 Forwards revised responses to NRC Questions 031.290 6 292 
re potential multiple control sys failures due to high 
energy line break events, per 030621 discussion. 

8CHR0EDER, C. U Commonwealth Edison Co. 83/07/06. DENTON, H R. 
Office uf Nuclear Reactor Regulation, Director. 9pp. 19429:030 
24X Fiche: 30-373, B3/07/06. 8307120382. 


E NRC Safety Evaluation Report <SER), suppls L correspondence 


8307260314 Forwards marked-up Tevised FSAR Table 14. 2-123, per 830706 
tel con 6 SER Section 14, deleting ref to measurement of 
relief valve capacity Changes will be incorporated into FSAR 
Amend 64. 

SCHR0EDER. C. W, Commonwealth Edison Co. 03/07/21. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. Sp p 19726:297. 
24 X Fiche: 30-373, 83/07/21 , 830726031 4 


F. Security, medical, emergency V firo protection plans 


830711041 1 Ack receipt of 020610 4 24 Itrs Informing NRC of steps taken 
to correct violations noted in IE Insp Repts 30-373/02-34 
& 30-374/02-22. 

SPC8SARD, R, L. Division of Engineering Q3/O7/06. REED, C. 
Cfsnmonwoalth Edison Co. Ip. 19382:021 24X Fiche: 30-373, 03/07/06, 

8307110411. 


--8307110419 Responds to NRC 030420 ltr re violations noted In IE Insp 
Rept* 30-373/82-34 50-374/82-22. C brr ec t i ve actions: 

response re fire endurance capability of US Gypsum cement 
fire stops will be submitted by 830803. 

FARRAR, D, L„ Commonwealth Edison Co 03/06/10. KEPPLER, J. G. 
Region 3, Office of Director 2pp 19382:022. 24X 

Fiche: 30-373, 83/07/06, 0307110411, 


— B307110434 Respond* to NRC 030428 ltr re violations noted in IE Insp 
Rapt* 30-373/02-34 * 30-374/82-22. C o rr ec t i ve actions: fire 
seal acceptable If seal contains no cracks, voids or 
separations greater than 3/8-lnch wide. 

FARRAR, D. L. Commonwealth Edison Co 83/06/24. KEPPLER, J. 0- 
Region 3, Office of Director 202pp. 19382: 024. 24X 

Fiche: 50-373, 83/07/D6, 0307110411, 
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DOCKETED ITEMS 


" ,pt 30 - 373/B3 - 2a - *»»-*». 

C^Lan^lth Edil“" c;. af 3pr "[,« 5°l« r S^rlch ? ^ 

8307120434 V 2il * F I ch e 50-373, 03/07/07, 

:ss“:wy e r;:;vo£js ,, si! t ors4ni,au °" 

SSE ■ skest"*. 

£ 2 S- # j k:s-s. •*£»&. „««. D L 

Cortimnnuea 1 t h Edison Co. 2pp 19636’ 079 ^>ay c< k _ 

8307190410. P JV * 3 *-07S. 24 X F i c h e 30-373, B3/07/0B, 

!::.‘:::;r‘; 84 S,s 5 .UT •• 

SRESSARO, R. l Oivi&lon of Engineering 93/07/11 RFed r 
Commonwealth Edison Cu. Ip 1 9360 320 ndv e . „„ __£/ 

8307180062. P 36U 32S 24x F i cha ; 30-373. 83/07/ 1 i , 

“’93071800J»3 Rpsoantls ta nrc flifiA i n » >.«, __ , , . 

(lopti 50 -373/82-31 6 50-374/82-22. Correct^ve^ictions^cabl* ^ ,r ' 1 ’ 

FARRAR * ^^ VBi J 1 ance f requ«n.c<| increased 

FARRAR , D. L, Co^onueaHh Edison Co 83/07/06 u EPP , r R .« 

F f 5 K 0n J',S f ' ,,:B “ f D,r ' ct “'-- *PP- 19340 329 ER ' J ° 

Flche 50-373, 83/07/11,8307100062 *^ X 

-=■:» w-as s «=r~ - - 
• 5 r,Ki-«aab*s.aBa& 

" a3 ou !os°p 9 s T* orals'd l** fKV bl ' ,n 3 H Wau. ” 

24X Flthe: 50-373^83/07/ , ^8307180062. 77/ ° 7/ ° 6 ‘ PP >934>:0U. 

e3 wlnx°" 6 F,r ' eo ** CT °1P*u™ TNcrroaf .bar Achis F tro i topp lrg for 
“SUfrufc jS-Sw.' 83/07/ M.SSiSoSJi. 7e/07/S4 ’ ,7 ”’ ‘’541:0.7, 


8307200347 Foriuardi rev i fui of rfraP+ Daw a «. 

iz'iz .”"™' "«• «» :.% n ° f 

r™« lELL ?l5 J Region 3. Office of Director 83/07/26 REED C 
Commonwealth Edison Co. iOpo 19769- m ft Iay ^7 ? -S' ™ EeD ’ C ' 
03/07/26,3307280347. 1*769.018. 24X Fi c h e 30-000, 

TBpflrt9 * correspondence 

ZUDAN9 7 <, i , ! survive potential LOCA environ. 

ACRS -’ ahw» * „ an *I iT1 f riBt 1 tut e ''Frank i i n Research Center. ZUDANS, 1 
MCKINLEY. J C ? 'aCRsT- *A rt ! R, ^ ct0T Safeguards. 83/06/13 
.9470:357: 24* FUM .f f S.'^oSSU " 8a, '. U " 1 '*’ 7 " 


p. O parat .ng lic.nw .t^ge d.cpmnti & correspondence 

sssssss'" “'••• ••’ 

■^sps anr'rEsvss.'sj.is'ssr.w •• -- 

SCHWENCEH A , asetf Dh r€s P° nse to Section 3 1 of NUREG-0612 

SCHWENCEFL A. Licensing Branch 2 . 33/06/21 FARRAR nr 

83070S0333.*" E,Ui0n C ° 3PP «««=«»• 2«“:So-373. 83/04/2,. 

-8306210037 -Coptrp, of HPaog Load, at Nuclear Pod,,r PLnt„ LaSal 1. 

JENSEN. 3 A , STICKLFV V u *•'* nica 1 «"luation rapt. 

NRC - N.'b.l.uIS i^lTwF, “i? 1 FIM *-4«7. 83/05/31. 

P.cLa.SO-S^;^;, 1 ^^^*-" 2 *^ 19242.-009. 24X 

" 2 T?To;^r*:H?^ 2 ?rK 6 ° E au b ^ r «. «■ 

Plan It.. J O. I “ "strfti , «■ S«»„.ha Bna r, TMI Task Action 

EI86NHUT*D , 'S tlG S* DWR ’ 1 "“sYru s t 'ani l" * Trainin9 

Li,ht,ng’?„ 24PP ??3S4 n3" 5 2« FiT 0 ^ 27 ' Lt,nS 

0306270395. PP 1 9384 , 113. 24X F U h a: 50-000, 83/06/29, 


"" a3 of1“fo 0 r?a^nt F ‘ T ' T “' fi9P ‘ TR -‘° 7 ' " Fl - Hasa straan r.sts 

2« D |!^a J 30-57rM/i7/U. B 3S?;BSo42. 83/04/07 8S,,P ,934 ' 03 ‘ 1 

'liSV^ 4 -- 374 / 83-21 on 

?s ;k' 5, 0 x 4 * 10 "* 1 

IVx/^O.^iG FI ch, e 50-373, 03/07/13, 8307280323. 

"“Sr-”’” so.scsr.'S'.ys.-K'ss ;; . .. 

“’i- 

SHAFER. wo Region 3, Office of Director 83 / 07/19 nrcn ^ 

Cammonuea l th= Eds sen Co in ioia „ MJ/O// 59 REED, C. 

8307230434 1P ' 19701 102 24 X F j ch e 30 - 373 , 83 / 07 / ! 9 , 

- « -p 

t^brcniort 1 ^^ r ® proper classification & parameters 
FARRAR D ? J Wfien evalu<atl "3 e-nergency plan 

«^ior> 3a offi C °nr^:?e^‘ ,o 3p^ i^? 7 ^ ^ pler ' jg - 

Ficfie 50-373, 03/07/19, 83072S04 34 

B3 Lt? 6 B2^3?“SS«HptlSn'oroaJ ,,6 * |J0n * e to NUPEG-0737. SoppI 1 (Genarit 
submitted bu STii?! u f P* ra '" Qtflr selection criteria to be 
vert JicJtfon to s™? i"**? * P*ra*eUr display 

SWARTZ ED r fc performed tu/ ver i f i ca 1 1 on program 

o?z 2 wa? K .;n:a" , s:: ut?«"s Cn , 83/07/20 ^ 

Fltla 50-000. 83/07/20?8TO72^18 t0r - 2PP 19757:177 "« 


3 c c B ( 3 S> n !i, 7 nAr‘{?^ u t A , S J .r r Con,,Itton 

SCHROEDER. C. W Coumontdea 1 13 Edison Co. 83/07/01 DENTON. H R 

24X F.cEa 50-i?3: B 3/S7^.83?7!TAu5: D ‘ r9C ‘ 0r 7pP 19375: ° 5 «- 

93 c 0 qrp°: p r^a^or! 3 rTc^r:J! c ^?"“r: u ^i?t^ pf 

EISENHUT e D t O f& n d f e ? <l fuel ^pur * ty . 8vc list end. 

of N ri:;;r ? n f £ Lit r2pr 9 - S4X — — 

Flche: 30-000, 83/07/03. B306270397 PP 0 317. 24X 

B3 «Iarw? 7 l '*P Ba -2 7 to all 1 kcansees 6 applicants for 

"• TSv “'»« «°'> POU ‘ r rMCt °" 

«l..nei.-t> N ''““till"' a Can.olldatad 

Fiche. 30-000» 83/07/06, 0307060329. 

03 ^^? 2W r SU,T, " harg ° f 030621 meet i ng w /Comm Ed, Sargent «c Lundu 4 
r«dt?nJ°^ P ‘^ 0at he S da,flD re multiple control sgs fail^eJ 
BDUflirl 1 fV ? < ? h>9h e,Ter 9y line breaks. Attendee list end 
3pp ^69 3 <i“ nS 2 S; 2; d K Ch ^ S3^ 7 /06. Licensing Branch 2. 

jpp 196 69 302. 34X Ftc he; 30-373, 03/07/06, 0307200253. 

8307080169 Generic Ltr 83-20 to ail licensees of operating reactors 
applicants for OL 4 holders of CPs re required actions baied 
EIsInUut'd ^Plications of Salem ATWS events. Svc list end. 

E 1SENHUT, D. G. Division of Licensing Q3/07/0B. Consolidated 
Edison Co of Neui York, Inc. 3Spp 19669:269 24X 

Fiche: 30-000. 83/07/08, 0307080169. 

B3 2pi 2 ?? 3 / W^hdrausp Wo pre j ud ic e, B2091S request for amend to License 
XI: 1 " S3 ?f 24 0405 For rev to'organi zati on 

chart to reflect project manager position. 

SCHRaEDER, c. W Commonwealth Edison Co. B3/O7/O0. DENTON, H. R 
Office of Nuclear Reactor Regulation, Director. ip 19425- 239 24 X 

Fiche: 50-373, 03/O7/OB, 8307120431. P * v 425. 239. 24X 



DOCKETED ITEMS 


2ig 


8307220375 Forwards revised response to NRC Questions 030 i , 29-0 6 
031.592 re potential -multiple control sys failures due to 
high energy line breaks. 

SCHROEDER, C. W. Comma nwea 1 th Edison Co. 83/07/19 DENTON, H R 
Office of Nuclear Reactor Regulation, Director. Spp 19675 27-4 
24X Fiche; 30-373,83/07/19*8307220375 


8307110369 Forwards request for a d d 1 info re fatigue evaluation methods 
to resolve concerns w/test & analysis programs. 

SCHWENCER, A. Licensing Branch 2. 63/07/28. FARRAR. 0. L. 

Commonwealth Edison Co. 3pp. 19391:304 24X Fi c he ; 30-373, 83/07/26, 

8307110569. 


Q. Inspection reports, IE Bulletins f< correspondence 


8307030024 Ack receipt of D3Q622 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-373/83-16 6 
30-374/03-14. 

STREETER, J. F. Region 3, Office of Director, 83/06/23. REED- C. 
Commanuieal th Edison Co. Ip. 19220; 260. 24X Fiche: 30-373. 03/06/28, 

8307030024. 


— 8307050033 Responds to NRC B30324 ltr re violations noted in IE Insp 
Rapt* 50-373/83-16 & 50-374 /83- 14. C orr ee t i ve actions: cable 
2RH-363 removed from ESF Dlv 2 cable tray U into proper 
cable tray & cable pan cleanliness inspected. 

FARRAR, D. L. Commonwealth Edison Co. B3/06/22. KEPPLER, J„ 0 . 
Region 3, Office of Director, 3pp. 19220:281. 24 X 

Fichu; 50-373, 83/06/20, 0307050024. 


0307030259 Confirms 030630 enforcement conference In Glen Ellyn, IL to 
discuss circumstances resulting in mi sp os i t i onerf drywe 1 1 to 
suppression chamber vacuum breaker Isolation valve. 

NORELIUS, C. E. Division of Project 6 Resident Program's, 83/06/23 
REEOrC. Commonwealth Edison Co. Ip 19199:097. 24X 

Fiche: 50-373, 83/06/28, 8307030259. 


0307140173 Forwards IE Insp Rept SO-373/03-23 on 830601-03 No 
noncomp 1 lance noted. 

LITTLE, U, 8, Region 3, Office of Director. 03/06/30. REED, C. 
Commonwealth Edison Co. 2pp. 19322:291 24X F i c h e : 50-373, 83/06/30. 

8307140175. 


— 0307140102 IE Insp Rept 50-373/83-23 on 030601-03. No noncomp I lance 
noted. Major areas inspected: licensee action on previous 
insp findings & stone protection on cooling pond embankment 
NORTON, J. F. , WILLIAMS, C. C. Region 3, Office of Director 
83/06/26. 4pp. 19322:293. 24X Ficho : 50-373, 83/06/30, 3307140175. 


0307180195 Forwards IE Enforcement Conference Rept 30-373/83-19 on 
830312. Wo noncompliance noted. 

NORELIUS, C. E. Division of Project U Resident Programs. 03/07/01. 
REEDiC. Commonwealth Edison Co. 2pp. 19333:146 24X 

Fiche: 50-373, 03/07/01, 0307100195. 


— 8307100199 IE Enforcement Conference Rept 50-373/83-19 on 830512 No 
noncompliance noted, Major areas discussed: licensee 
performance in surveillance program area & proposed 
corrective actions. 

MADISON, A. L. , WALKER, R.D. Region 3, Office of Director. 03/06/30. 
11pp. 19355:148. 24X Ft c h e ; 50-373, 03/07/01 , 83071 001 95. 


0307110411 At* receipt of 830610 24 Itrs Informing NRC of Steps taken 

to correct violations noted in IE Tnsp Repts 30-373/02-54 
50-374/82-22. 

EPE8SARD, R. L. Division of Engineering, 63/07/06. REED, C. 
Commonwealth Edison Co. Ip. 19302:021. 24X Fi c h e : 50-373, 03/07/06, 

8307110411. 


■0307110419 Responds to NRC 830428 ltr re violations noted in IE Insp 
Rept! 50-373/82-54 k 50-374/02-22. Correct lv-e actions: 
response re fire endurance capability of US Gypsum cement 
Flrestops wilt be submitted by 630005, 

FARRAR, D. L. Commonwealth Edison Co, 83/06/10. KEPPLER, J. 0 
Region 3, Office of Director. 2pp. 19382:022. 24X 

Fiche: 50-373, 03/07/06, B307I i04i I. 


•0307110434 Responds to NRC 830420 ltr re violations noted in IE Insp 
R*pti 30-373/02-54 ft 50-374/02-22. Corr ec t tve actions: fire 
seal acceptable if seal contains no cracis, voids or 
separations greater than 3/8-inch wide. 

FARRAR, D. L. Commonwealth Edison Co. B3/06/24. KEPPLER, J. G. 
Region 3, Office of Director. 202pp. 19302:024. 24X 

F i c h e ; 50-3 73, 83/07/06, 0307 11041 1, 


0307120321 Advises that enc 1 insp rept re Sargent Lundy pipe design 
activities concerning preloaded clamps unresolved item. 

W/o end. 

POTAPOVS, U. Division of Vendor Technical Programs. 83/07/07. 
DANIELSON, D. H. Division of Engineering. Ip. 19439:287. 24X 

Fiche: 50-373, B3/07/O7, 8307 1 20321. 


0307120434 Forwards IE Safeguards Insp Rept 50-373/03-22 on 830523-25, 
27 b 0601-03, No noncomp I lance noted. 

MILLER. J. R Region 3, Office of Director. 03/07/07. REED, C. 
Commonwealth Edison Co 2pp 19425; 244. 24X Fiche: 50-373. 83/07/07, 

0307120434, 


9307120439 IE Safeguards Insp Rept 50-373/83-22 on 830523-25,27 060 1 - 

03. No none amp l 1 anc e noted. Major areas insp ec t ed : s e cur i ty 
plan & implementing procedures ic security or gam ration 
Safeguards info deleted (ref 10CFR73 21). 

BELANGER, J L. , MADEDA, T. J. , CHR I STOFFER, 0 Region- 3, Office of 
Director. 83/06/30. 2pp. 19425:246 24X F i che . 50-373, 03/07/07, 

0307120434 


8306270401 IE Info Notice 83-46, "Common Mude Valve Failures Degrade 
Surry Recirculation Spray Subsystem. 11 Svc list end. 

JORDAN, EL Division of Emergency Preparedness 6 Engineering 
Response (Post 930103). 83/07/1!. Consolidated Edison Co. of New 

Vork, Inc. 154pp. 19563:293 24 X F i c he: 50-000, 83/07/ 1 1 , 0306270401 . 


8307180017 Ack receipt of 830603 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-373/83-14. 

NORELIUS, C. E. Division nf Project Resident Programs. 93/07/11. 
REED, C Commonweal th Edison Co. 2pp 19560: 13B. 24X 

Fiche: 50-373, 33/07/11, S307180Q17. 


3307100023 Responds to NRC 030506 ltr re violations noted in IE Insp 
Rept 50-373/83-14 Corrective act i ons : Survel 1 lance Testing 
Procedures LIS-RP-Dl 6 02 revised to comply w/Toch Spec 
setpoints. 

FARRAR, D. L. Commonwea lth Edison Ca. 83/06/03. KEPPLER, J. G. 
Region 3, Office of Director. Qpp. 19560 140 24X 

Fiche: 30-373, 83/07/ 1 1 , 83071 0001 7. 


0307180062 Ack receipt of 830706 ltr informing NRC of steps taken to 
correct violations noted in IE Insp flopt* 50-373/82-54 i 
50-374/82-22. 

5PESS ARD, fi . L. Division of Engineering. 03/07/11. REED. C. 
Commonwealth Edison Co Ip, 19560:328 24X F i c h e; 50-373 , 83/07 / 1 1 , 

0307180062. 


— 8307180063 Responds to NRC 830610 ltr re violations noted In (E Insp 
Rspts SO-373/02-34 & 50-374/82-22 . C or rec t ive actions cable 
pan cleanliness surveillance frequency increased 
FARRAR, D. L. Cartimonw ea 1 1 h Edison Co. Q3/07/Q6. KEPPLER , J, G. 
Region 3, Office of Director 6pp. 19360:329 24X 

Fiche 50-373, 03/07/1 I , 8307180062. 


— 0307180064 "Concrete Floor Fire-Stop Test of Nonqualified IEEE 303 
Cable Penetrations Protected W/Firecode CT Gypsum 6 
Thermaf 1 ii er CT Fe 1 t. " 

GUIGG.PS., ORALS, D L, US Gypsum Co. 00/03/14 30pp. 19560:335, 

24X Fiche: 30-373, 83/07/ 1 1 , 8307180062 


— 8307180065 "Fire-Stop Sys W/o Cable in 3 H Fire-Rated Wall." 

0U1GG, P. S. > ORALB.D, L US Oypsum Co. 79/09/06. 6pp 19561:011. 
24X Fiche 50-373, 83/07/1 l , 8307 180062. 


0307180066 “Firpcode CT Gypsum Thermafiber Access Firestopping for 
Walla" 

•QUIGG.P S. , ORALS, D. L. US Gypsum Co. 7B/07/24 17pp. 19561:017. 

24X Fiche: 50-373, 83/07/11, 8307100062. 


--8307180067 Transco Fire Test Rept Tfl-109, "Fire Hose Stream Tests 
of TC0-001 Cement. rt 

JAROSZ.G.J Transco, Inc TR-109. 83/04/07. 06pp 19561:034 

24X Fiche: 50-373, 33/07/11, 0307180062. 


8306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers aa 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness h Engineering 
Response (Post 830103). 03/07/12 Consolidated Edison Co. of New 

York, Inc. 141pp. 19563: 133. 24X Fiche: 30-000, B3/07/IQ. 8306270404 


6306270406 IE Info Notice 83-48, "Gaseous Effluent Releases of 
Radioactive 1-125 & 1-131 in Eicess of NRC Limits." Svc list 
enc I . 

TAYLOR, J, M. Division of GA, Safeguards & Inspection Programs <PDSt 
030(03). 83/07/14. Consolidated Edison Co. of New York., Inc 

114pp. 19715:270. 24X Fiche: 50-000, B3/07/14, 0306270406, 


0307280323 Forwards IE Insp Rep ts 50-373/03-21 & 50-374/83-21 on 
030607-10 5< 16. No no i>c amp 1 id nc e noted. 

PAPER IELLO, C. J. Division of Emergency Preparedness t Operational 

Support 83/07/15 REED, C. Commonwealth Edison Co. 2pp. 

L9790: 210. 24X Fiche: 50-373, 83/07/15, 8307200323. 
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--8307Z60329 IE .n*, ",t. 9 0 - 37 3 / 83 -=. J. 30-37J/03-2, « P30607-.0 t .*■ 

No monconipl lance e.i.U re ioad.nuatl 

emergancy p repar e d r»e*«. o ener ic P (tl , 

documentation of emergency pl*n B n 3, Office of Director. 

1 Sin-. t ,:^-S7i:o§707/ 19 .B3« s ®o^- 

030725043. Acl recalft of 830711 Ur ."Urmtng a"!j,ra-UT ti '" !n ^ 
corroct violation notod In IE Inop Bapts 30-373/83 1? * 

^ 3. Office of --.tor 24 ?^-’ 30 .S/07/I9. 

Comnoniuealth Edison Co. Ip. 19701.182. 

3307250434. 

-8307230433 Responds to NRC 830613 Ur re violation, noted >6 >""■ 

sjsurru^s^s.rs'sss sr;a»rfn.- r - 

neolor. 3. Office of Director. 3pp 19701 183 24* 

Fiche: 50-373* 03/07/19*6307250434 

6307260004 Confirms 03Q726 m?t meeting in -Chicagoi *^ ^ ° ^* * C ° * 
licensee regulatory performance t communication problem, 
between NRC i util, per 030713 discussion, 93/07/22. 

N0RELIU5, C. E. Dlvitlon of Project fe Pr 9 ^ 

REEC.C Commonwealth Edison Co. 2pp. 19791. 

Fiche: 50-000, 83/07/22, 0307200084. 

- a Tn a ?“:°e 3 c 0 r^‘u%u^::M»n-r 

,?•“ w?-= 3 ' 

0307280084. 

R Periodic operating reports & related correspondence 

0307220200 Monthly operating r opt fo r J^XU/0306 W JJ. 

LIN. D. t— * DIEDEftlCHfO.il. Commonwea 1 th Ed l * on Co. 83/Oh/ov. 

Division of Data Automation t. Management Information. 13pp. 
i 9684 ; 101. 24* Fi ch • : 30-373, 03/06/09, 0307320200, 

0M7O3O21C Forwards Startup Test Sept ^.consisting of test procedures 
re water level measurement* average pou«T range monitor 

i^aEo^r ^™nr E :?:.n <=.. 

Region 3. Office of Director 2pp 19193 ,297 ^4K 

Fiche : 50-373* 83/06/24, 03070502 lO 

— 0307050213 -‘Startup Test Procedure 9. Water L * ve . !! 

* Commonwealth Edison Co. 83/06/24. 3pp. 19190:299. 24X 

Fiche: 30-373,93/06/24i 8307050210, 

—8307050213 "Startup Test Procedure 12. Average Power Range Monitor 

* Commonwealth Edison Co, 03/06/24. Ip 19190:302. 24X 

F iche: 30-373. 83/06/24* 03070 30210 

—830705021S "Startup Test Procedure I7.6ys E* pans! on." 

* Commonwealth Edison Co. 03/06/24. 2pp. 19190:303. 24X 

Fiche 50-373. 03/06/24, B3070502J0. 

— 6307030220 "Startup Test Procedure 23A, F o e d ua ter Control ays. 11 

* Commonwealth Edison Co 83/06/24. 3pp 19198; 303. 24X 

Fiche: 50-373* 83/06/24,0307030210 


—11307030239 -RUrlup Test Procedure '4, Offgas Dys " 

• Commonwealth Edison Co 113/06/24 2pp 19191): 310. 24X 

Fiche. 30- :)73, 03/06/24, 030/0302 1 0 

G. importable occurrences, 1.1:11* fc related r orre.pondence 

mf) 7-030070 Updated LEU 03 -0 1 2 /<KiX - 1 op flUOSMO. w/r uac tor in cold 
shutdown, setpoints fur switches ItiCIl -NM 3 A/II found above 
Tech 8 (i e c limits Cause unknown OwUthos enlibr U /000616 Hr 
1,11 C . U 1 KDGHICH, Q J Common wea l th Edison Co. 0 


WJTTI-NDUKO.n v ■ ■— , 

w'pPLER.J 0 Rug 1 on 3. Office of Dt rut tin 
Fi che: 30 - 3 / 3 < 03/06/ 1 6, U30/0 500/0 

-i on »:u>;«>7, 


:ipp 


--- 03/06/16 

19193:106. JMX 


O1D7O9OO00 Updated l EM 03 003/01 X - 1 on 030207, several temp switch, i efi 
bu Pan* l arm Div nf Riley Co determined out uP Tech Hpec 
requirements Caused by c«llbr between Hi ley modules 6 
common indicator muter W/11006 16 Hr 

glTTENDUHD, K. . DIEPERICH. 0 J Comeuniwo a 1 th Edison Co 03/06/16 
HEPPLFR, \) G Region 3, Office of Director 6pp. 19220:014. 24* 

FlCbe *30 ™3/3, 1)3/06/ 16, 11307030000 

030/030146 Updated LEU 03-01 3/03X- 1 nit (MOiMOi te tpoi nti for sultan 
1 E 31 -N 601 A through It found above LCP Cause of Instrument 
drift not found tin of 10 switches replaced w/Unit 2 module, 

, switches celibr W/(KI06I6 Ur 

UlTTENDUItO, It . DIEDEIUCM. G. */. Commonwealth Edison Co, 03/06/16 
KmTUEK.J 0 Region □, Office of Director 3pp 19220:063, 241 

F$ch»: 30-373* 113/06/ 16* 03O7O9UI46 

03070 600 3 3 U;ll 0:i-093/0:H.-0 on 1130320, d i use 1 generator 1A operability 
'surveillance l.0«-DQ“M2 frequency exceeded lech Hpect by 10 
days. Caused by personnel error Procedure change to 
LAP -1600 -6 being Implemented W/ 11 006 16 Ur 

WILSON, 0 * DIE DEMI CM* 0. J Commonwealth Edison Co 1)3/06/16 
HEPPLEH, J O- Region 3, IJffKw of Director ')PP 19236:230. 24X 

Fiche: 30 t, 37:I* 03/06/16, 030/060333 

0307060331 Ullt OH 0»6/03L"0 m* (ClOtWf, w/im 1 1 Condition 2, rod 30-19 
’wsnt to over- travel position while being withdrawn for 
startup Possibly caused by escetilv* crud buildup 6/or 
unduo force applied directly to inner filter W/UJ06I7 Itr. 

KALMC1N, K J , DlKDEItlCH. 0 J Consolidated Edison Co of Nsw Yorl, 

[IK 03/06/17, KKm.Kfli J 0 Region 3* llfflce of Director. 3?p. 
19234: 210 r!4X Fiche 90- 373, 03/06/17, 0307060331 

0307210040 Updated U-M U3-042/03X-I an 030423, inboard MtHVs ID21-F027A, 
|),C 6 D found Iraki ng above lech Upec I ini t Caused by 
imperfect seating of disc 6 seat surfaces Valves 6 disci 
lapped & reinstalled W/fJ307<)7 Ur 

MA0TEII6UN, R. , 0 1 EDI- ill CM, 0 */ Commonwealth Edison Co. 

KEPPLER, J 0 Region 3i Office of Director 4PP 

Fiche; 50-373, (13/06/21, 1)30/2100411 


03/06/21 
19660:299. 241 


0307060342 U*R 113-039/031.-0 on (130923* month I y functional test ort aitn 
steam leakage control temp i ns lr umen tat i tin not performed 
since lost tallbr on 020120. Caused by misunderstanding of 
responsibility. Test frequency revised U/1130627 Itr. 

TflAtNOR, A , IMKDOTltCM. 0 J. Commonwealth l-.dison Co ' 03/06/27. 
KEPfLEH, J O Region 3* Office of Director. 3pp- 192J6:aS3, 

Fiche; 30 -373, 03/06/27, 11 30/06 034 2 

0^07060034 l.MR 1)3-037/031.-0 on 03(1601 , fo 11 owl ng reactor scrim, operatex 
decreased reactor pressure to 290 psiy to allow cundensate 
makeup to reactor to correct low FlF’V level 

decreased faster than Tach (ipee limit in l h M/IU062V l v. __ 
WITTEN0URO, K « DMiDENICH.O >J Commonwealth Edison Co. 03/«n^- 
W-PPLGflpJ 0 Region 3, Office of 1)1 vector 9pp. 1/250. jes. 

Fiche: 90-373, 03/06/29, 0:10/060034 


- -33070 30223 “Startup Test Procedure 26. Relief Valves." 

a C ammonweal th Edison Co. 03/06/24 2pp. 19190:307. 24X 

Fiche: 50-373, 03/06/24,6307030210- 

— B 307030225 "Startup Test Procedure 29, Recirculation Flow Control Sys, 
e Commonwealth Edison Co. 83/06/24. 9pp. 19198: 309. 24X 

Fiche. 50 -373, 83 / 06/24 , 0307030210. 

— 8307050229 "Startup Test Procedure 30, Recirculation &ys, “ 

* Commonwealth Edison Co. 83/06/24. 2pp 19190:314. 24X 

Fiche: 30-373.03/06/24* 8307050210, 

— 0307050233 ‘'Startup Test Procedure 33,Drywell Piping Vibration," 

* Co mm on we a 1 th Edison Co. 03/06/24. lj> 19190:316. 24X 

Fiche: 50-373*93/06/24,8307050210 

— 0307050235 "Startup Test Procedure 35. Rec irculat l on Sys FlowCalibr “ 

* Commonwealth Edison Co, 83 / 06 / 24 , Ip 19198 : 317 . 24 X 

Fiche 50 - 373 , 03 / 06 / 24.8307030210 


03571 10400 i Ell EJJ - 099 / 031 . -0 on Htl 0 »O I , wh i I ♦ in c S 
discharge line hi-hi radiation isolation valva 
to do«« Caused by coating of dirt on valve seat ueat 
cleaned t renssambled , W/030630 Itr 

ARAN0* J. J , niEDCUlCH, 0. J Cummonwealth Edison Co, 

HEPPUTft, J 0. Region Office of Director 3pp. 

Fiche 90-373, 03/06/30. 0007 1 10400 


03/06/30. 
19302:200, 2« 


03071 104 16 LEU 03 -050/01 T->0: on 000621 , pv imary c nnta Inmint v*«u 
breaker IPCOOID Halation valve IPCOO^IP found closed S« 
unlocked Caused by shortfall in administrative control 
equipment. Equ ipment procedure revised W/U0O7O9 ltr^ n _ /07 * 0 - 
ATCNier, J. H. , Dlt'DEMKH, 0 J. Commonwealth Edison Co _ UJ/v _ 

KEPPLEfl, J 0 Region 3, Office of Director Jpp. i /am. 

Fiche 9O-370, 03/07/03* 00071 10416. 

0307 1104 00 l.ER 03 O6O/O0L.-O; on 000606- fallowing turbine trip b \<r** 
due to high vibration On main turb low* r «ac lor r«C 
breaker 411 closed Cause und eterml ned. Aui k I i«r y conta 
cleaned M/030705 Hr, . B3/07/05 

RENWICK.J C . DIEDEfMCkl, Q J, Commonwealth Edison Co. « 

KEPPLER, J 0 Region 0, Offlco of Director 0pP ivjwv. iu * 

Fiche; 30-373, 00/07/05, 1)3071 10400 
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8307110371 Final Deficiency Rapt 93-03 re medium voltage circuit 
breakers of same type installed at Limerick which 
inadvertently closed after completion of spring charging due 
to slipped close 1 a tc h , d 1 sc us se d in Broun Doveri 830524 Itr. 
3CHR0EDER, C. W. Commonwealth Edison Co. 03/07/07 KEPPLER, J. 0. 
Region 3, Office of Director. 3pp. 19300:266- 24X 

Fiche: 30-000. 03/07/07. 03O7UO371. 


— B307110377 Followup interim rBpt re potential deficiency in 5HK 
switchgear supplied by Drawn Doveri. Circuit breaker 
inadvertently closed it tripped following spring charging. 

Light spring added to close latch. 

DUVALL, D. D. Brown Boverl Corp. (subs. Broun Boverl fc Co. * Ltd. >. 
03/04/28. STELLO, V. Director's Office, Office of Inspection and 
Enforcement, 2pp. 19300:271. 24X Fi che : 30 -000. 03/07/07. 

83071 10371. 


— 0307110301 Procedure IQ-8307. "Instructions for Installation af Close 
Latch Anti-Shock Spring in HK Mechanism (Used in Breakers 
Less Than 1, 000 MVA). " 

* Brown Doveri Corp. (subs. Braun Boverl & Co , Ltd, J. 03/04/23 
3pp. 19380:273, 24X Fi cho : 50-000, 03/07/07, 0307 1 10371 . 


0307180191 LER 83-062/03L-0: on 030612, offgas hydrogen analyjer train A 
would not switch automatically out of calibr mode. Caused by 
contact failure within control switch. Work on analyjer 
completed on 030623. W/03071 1 Itr. 

HOUSTON. H, W, , DIEDERICH, 0. J. Commonwealth Edison Co. 03/07/11. 
KEPPLER, J. G. Region 3, Office of Director. 3pp. 19535:207. 24X 

Fiche: 90-373, B3/07/U, 830718019t. 


6307210001 LER 83-064 /03L-0: on 030613, Dlv 1 post-LOCA oxygen monitor 
drifted downscale & declared inoperab 1 e. Caused by dust 
particles in metering valve at analyier cell. Oxygen monitor 
calibr per LIS-PC-07. W/03071 1 Ur, 

DUS. R. i KALNANi K. , DIEDER ICH, 0. J. Commonwealth Edison Co. 03/07/11. 

KEPPLER, J. 0. Region 3, Office of Director. 3pp. 19660:192 24X 

Fiche: 90-373, 03/07/ 1 1 , 03072 10001 . 


0307210069 LER 83-065/03L-1 : on 030613 6 13, Div 1 post-LOCA oxygen 
monitor began to drift downsca la. Caused by leaking diaphragm N 
in vacuum pump V leaking D-rings of analyier c e 1 1 . Componen t s 
replaced «t monitor rec«l ibr. W/83071 1 Itr. 

DU8,R, , DIEDER ICH, 0. J, Commonwealth Edison Co, 83/07/11, 

KEPPLER, J. 0. Region 3, Office of Director. 3pp 19660:264. 24X 

Fiche: 90-373, 03/07/ 1 1 , 0307210063. 


0307210140 LER B3-063/03L-0; on 030613, u/Div II post-LDCA hydrogen 
monitor out of svcDiv I hydrogen recorder road IX it 
declared inop erab 1 e. Caused by out of calibr hydrogen 
analyier cell. Dlv I monitor rocal i br . W/830711 Itr. 

DUS. ft. , KALMAN, K. , DIEDER ICH, 0. J. Commonwealth Edison Co, 83/07/11. 

KEPPLER, J. O. Region 3, Office of Director. 3pp. 19660:338 24X 

Fiche: 30-373, 83/07/1 1 , 830721 01 48, 


0307220201 LER H3-Q67/03L-0: on 030617, HPCS testable check bypass valve 
IE22-F394 failed to close. Caused by insufficient spring 
tension of actuator assemb ly. Bpr ing tension to rack it gear 
assembly increased & lnservice test revi sed. W/03O715 Itr. 

MASTERSDN, V. V, , DIEDER I CH, G. J. Commonwealth Edison Co. 03/07/15. 
KEPPLER, J. G. Region 3, Office of Director. 4pp. 19604:360, 24X 

Fiche: 90-373, 03/07/15, 0307220201. 


0307220446 Part 21 rept re passible discrepancy in variable springs in 
turnbuckle & top plate assemblies holt interface. No recorded 
failures or complaints registered against subj prod uc ts . Enc 1 
list of springs Identified for Comm Ed only. 

L I TKA, T. J. Elcen Metal Products Co. 03/07/15. KEPPLER, J, G. Region 
3, Office of Director. 26pp. 19606:006 24X Fiche: 30-000, 03/07/15, 

6307220446. 


0307220942 RO: on 030619, while OA diesel fire pump running, oue ta 
frequent autostart signal on low pressure, troub le light 
r e c e 1 ved , Caused by broken V-belt. Pump operability restored 
an 830629. 

D IEDERICH, G, J. Commonwea lth Ed i s on Co. 03/07/15. KEPPLER, J. G. 
Region 3, Office of Director. Ip. 19606:037. 24X 

Fiche: 90-373, 03/07/19, 0307220942. 


0307220193 LER 03-O66/O3L-O: on 030617, HPSC testable check valve 
1E22-F009 Palled to close. Caused by failure of bypass valve 
Work request generated it completed on 830703. Spr ing tension 
to rack & gear assembly increased. W/830715 Itr. 

MASTERSON, V. V. , D IEDER ICH, G, J, Commonwealth Edison Co. 83/07/17. 
KEPPLER, J. G. Region 3, Office of Director 4pp. 19604;OB9. 24X 

F i c h b : 30-373, 03/07/17, 8307220193. 


0307220197 Advises that on 030712, BNWL employee working at site left 
escort to go to washroom. Si tuation warrants further action. 

□ NWL should be contacted to obtain firm commitment to meet 
security responsibilities at sites. 

CREED, J. R. Region 3, Office of Director. 03/07/18 AXELSON, W. L. 
Region 3, Office of Director. Ip. 19683:346 24X 

Fiche: 50-373, 83/07/18, 8307220187. 


B307220S31 PNG— 1 1 I -83-063: on 830714, dur i ng monthly surveillance testing 
of ECCS actuation t ircui try, one Df two reactor water level 
switches Failed to re spend Caused by improperly connected 
wires in terminal panel Panels, will be sealed 

MADISON. A., SHAFER, W. Region 3, Office of Director. 83/07/18. Ip 
J 9605: OOB 24X Fich e 30-373, 03/07/ IB. 0307220531. 
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0307050293 Responds to 83053S Itr re conceptual design of guard pipe 
cooling sys to assure that flashing of level instrument ref 
leg will not occur Final design should be submitted for 
review prior to installation. 

SCHWENCER.A. Licensing Branch 2. 83/06/21. FARRAR, D. L. 

Commonwealth Edison Co. 2pp. 19263:224 24X F l c he 30-373, 03/06/2 i , 

8307090293. 


8307G50333 Forwards draft technical evaluation rept, "Control of Heavy 
Loads at Nuclear Power P la nts , LaSa 1 U Units i V 2 
(Phase II J,” based on response to Section 5. 1 of NUREC-0612. 
SCMWENCERiA. Licensing Branch 2 03/06/21 FARRAR, D, L, 

Commonwealth Edison Co 2pp. 19262:007. 24X F i c h e : 50-373, 03/06/2 l , 

0307090333. 


--8306240037 "Control of Heavy Loads at Nuclear Power P 1 ants, LaSal 1 e 
Units i h 2 (Phase 1 1 > r " draft technical evaluation rept. 

JENSEN* S. A. , 9T I CKLET, T. H. EG&G. Inc FINA-6457. 83/05/31. 

NRC - No Detailed Affiliation Given. 21pp. 19262:009. 24X 

Fiche: 50-373, 03/06/21, 0307050333. 


0306270395 Generic Ltr B3-24 to all EWR applicants for OL 6 holders of 
DLs for Grand Gulf, LaSalle k Susquehanna re TMI Task Action 
Plan Item l. G. 1, "Special Low Power Testing it Training 
& Recommendations for BWRs, ri Svc list end. 

EISENHUT, D. 0 Division of Licensing. 83/06/29. Long Island 
Lighting Co. 26pp. (9384:1 15. 24X F i c h e 50-000, 83/06/29. 

0306270395. 


0307110114 Forwards discussions of detailed automatic depressor i i a t ion 
sys logic implementation & plant-specific analysis 
justifying bypass timeT setting per License Condition 
3. C, <30>. <1> fc TMI Item II. K 3. 18 

SCHRGEDFR, C. W. Commonwealth Edison Co 83/07/01. DENTON, H, R. 
Office of Nuclear Reacto-r Regulation, Director. 7pp. 19373:021. 

24 X Fichs: 30-373, 83/07/01 , 0307 I 101 14 


0307060329 Generic Ltr 83-27 to all licensees & applicants for 
operating power reactors & holders of CPs foT power reactors 
re surveillance intervals i i> STS. Svc list oncl. 

EISENHUT, D G Division of Licensing. 83/07/06, Consolidated 
Edison Co. of New York i Inc. 16pp. 19669:254. 24X 

Fiche: 50-000, 83/07/06,8307060329. 


0307120382 Forwards revised responses to NRC Questions 031.290 L 292 
re potential multiple control sys failures due to high 
energy line break events, per 830621 discussion. 

SCHftOEDER, C. W. Commonwealth Edison Co 83/07/06. DENTQN, H. R. 
Office of Nuclear Reactor Regulation, Director. 9pp. 19429:030. 
24X Fiche: 30-373, 03/07/06, 03O7J2O302 


8307200253 Summary uf 030621 meeting w/Comm Ed, Sargent & Lundy J, 
Guadrex Corp in Bethe$da,MD rs multiple control sya Failures 
resulting front high energy line b reak a. At tendoe list end. 

BOURN I A, A. Licensing Branch 2. 03/07/06. Licensing Branch 2. 

3pp 19669:302. 24 X F 1 c he : 30-373, B3/07 /06, 8307200253. 


0307000169 Generic Ltr 83-20 to all licensees of operating reactors, 
applicants for QL & holders of CPs re required actions based 
on generic Implications of Salem ATMS events. 8vc list end, 

E ISENHUT, D. G Division of Licensing. 83/07/00. Consolidated 
Edison Co. of New York* Inc 3Spp. 19669:26? 24X 

Fiche 30-000, 83/07/00, B307060I69. 


8307220375 Forwards revised response to NRC Questions 0301.290 it 
031.292 re potential multiple- control sys failures due to 
high energy line breaks 

SCHROEDER, C. W Commonwealth Edison Co. 03/07/19. DENTON, H, R. 
Office of Nuclear ReactOT Regulation* Director. 5pp. 19675:274 
24X Fiche: 50-373,03/07/19,8307220373. 


0307260301 Requests deferral of enc 1 pr e opera t i Oha 1 tests beyond fuel 
load. Delay due to des ign, del i very 6 installation problems, 
Evaluation prior to fuel load will ensure ?ys 6 subsystem 
adequacy. 

REEO,C. Commonwealth Edison Co. 03/07/21. DENTON, H. R. Office of 
Nuclear Reacbor Regulation, Director. 3pp. 19726:109. 24X 

Fiche: 30-374, B3/D7/21, 8307260301. 
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8307110369 Forwards reouest fnr . 

to resolve concerns w/test U analysis aroo fa!fci!,ue ev aluatioh methods 

S=i£. iisri:? rtK-r- 

6307110569 P ‘9391304 24X Fic fie: 50-373, 83/07/20, 

corr.spondrnct 

NU’Rls-0?3?> r rrdetI*led , 'cont^o?' n ° rlC rf L ‘ r 82-33 CSu PP ! 1 to 

emergency response capability t,eSl^r, review based on 

C to Supp 1 1 to BER Sec tion C, 


SCHROPBFfi r" u V” SER <N WlEC-05 19J. 

“ft" «•■ . B3 '° 7/ ° 6 *™, H. R. 

»* p ‘«>«^0-374.83;S5;m.mw!mm!|: ‘«W- >9433:5 


Upp- 19433:264. 


tslco^i SER U 'lecUon r M“dB? B ^^‘”f f F ^ ii Ta61 ' *4 2-123, p.r 33070* 
;;^'j alV " to incorporated * i nto fsar 

op^f"'M^„^ o R ~ a, R : s ^:t^n Co D1 ° 3 r /21 

24X Fiche: 50-373, 83/07/21, S307S*a3|"' ° t0r 3 PP- 19726:297 

8 s ‘° p * taken 
SPE85ARD, fl, Ju. Division „ c — _ . 

Commonwealth Edison Co, lp E 5 SaJ^S?. 8 ^ 7/ ° 6 REED ’ c - 
8307110411. lp ‘ * 9382. 02 J 24X Fl c he : 30-373, 03/07/06, 

Repts 50-373/02-54^ 50-374 3-22^ o I" V ‘? lati * nB n 0ted in IE Jnsp 

response re fi re 32. Co r rec t i ve actions: H 

L us flw " c ~- 

Region 3h bfflce^of^JDireJto^ l5 °3a C ° 1 ^ /0A/I ° KEPPLER, J. <J>. 

Fiche 30-373. 63/07/06. 83^04 u" " ^ 24 * 

fiepts 50-373^2-34^ 50-374/62-32^ o rrec t ** °? 5 "**** *" IE rnsp 
farrar n i tnan 3/g-inch unde. 

"•tion i a fM?r;rD?i«tf“*°So^„ 8 ?^^= 4 KEPPLER, J.G. 

Flch.: 50-373,03/07/06, 0307 II09U 19362:054. 24X 

B3 «U«E0-0737° r rr^tnrSr”nt° f"° rU: L * r 62-33 tsuupl | to 
pmo/geno, r„*p„ nsl . c.panil '••view to.ed op 

«I 1 »S«.VS I V° SSR ««&%?“ *“ F ' r,ed '* SSCUon C ' 

PfHee “' , Nuei«arZ , ““fll J g!i[f" <: " s . 63/07/0*. DENTON, „ R 
24X FtChe: 50-374, 63/07/06. Lo/jaoi^' Dlrectar <<PP^ 19433:264. 

correct 2 vUiat“n| P notItf 8 ?n 7 ?E i J Pormih 9 wac «f steps taken to 

30-374/02-22. *** in lE In, P «°Pt* 30-373/02-34 6 t0 

SPESSARD, R. L. hj V f 54 „„ - , 

SSSr EdlS ° n C ° ‘P " -S 1 che: 50-373 i 03/07 /It, 

Repts 50-373/82-34^ 50-374/02^22 ^o rr V ‘° Iatlci> * note * <n IE Insp 

RogSon 3. Office of Director 1 A C ° 93/07 ' r 06. KEPPLER, J. q 
Fiche: 30-373, 83/07/ 1 0307180062.^^ *« 

83072B0323 Forwards IF t_ _ . n . 

p£S^ c. l J NB B ;;:s , iS ; ^ 3/B3 ' 2i * 30 ^ 3 ^ ■■ 

Support 83/07/15 REED c E ^ er9B,nc ^ Preparedness % Operational 

No noncompliancg no ted, rjaj ^arels^ 1 Inspect^ /Q ^ 21 on ^30607-10 «< 16. 
emergency preparedness Oener i r i 6 P &C tBd : & ta k 0 

re inarfequflte 

19790: 220. ,« *«- 

taM 1 C;: , s4K^-i5T “ ken 

ComAanh/.dlth Edf«nn rl a ^f ic t Dlractdr. B3/07/I7 nprn r 
6307250434. edl, ° n C °- '*■ ™1:W. W 0-^83/07/!,, 


fiept, 30-373/83-12 ^ 30-374 /83-1 J ^rpci iia'ictl '’° t ' <l ‘ n IE '"•» 

FARRAR n i - nen ^^aluating emergency plan. 

Rpgion 3. Offi°” m °f' U Dlrector i * 0 3 C ° 03/ O7/ii. KEPPLER. j. o. 

Flch.: 50-373, 03/07/! 6307230434^ 0 9X 

B3 Et^33? u o^^\^?^‘:; n ‘ a ’ a ;;jtoh.p to^ , ( 

SWARTZ, ED. 11, ' “' »/V Briflcation , r08ram / * 

Of Ntoloar fieac“rR'diu,? d i S °„,“ r 83/0 ' /so ' OENTON.H.R. 0 ff|„ 

Fic he: 30-000, 83/07/20, Q3072600 10. r ^ 2PP 19727: 177. 24X 

8307280347 Forwards review of draft Rpv 4 * 

generating station emerqenti/o tin o? generic portion of 

Commonwealth’ Edison^Co" 3 | Op * *' " f t °^ y Q3/ 07/26. REED, C . 

83/07/26,8307230347. PP< ‘9789 010, 24 X Fi che: 50-000. 



83 Evf?°“?o° 1 “^*” p %^ E °- 0B J® F FT 0 »r am Load 

to assure structures zui I i analysis methods adequate 

ZUDAN3, Z. FhiSuu /i V * LOCA anvlron. 

™n^: l r' t 2x‘i'%r ^ b '« ? -"-". s "- 5 c * 2X/J 0,w,s ' z - 

.9*70 357 WX nci..:ao-3Mr^SK:yySS»"‘ 9af '» Ua ^- 'pp. 
-i-« ?f*!!f^I]5_^ leen3e sta 9 e documents t c 


orrespondence 


8306270397 Generic Lfcr * 

CP> for power r.acLrf f «T OL. 


requ i 
EISENNUT, 


far power reactors re clarif cation af ° L * 1 Elders of 

i remen ts for diesel fu u„ ? ^ f surveillance 

^NUT,D.G. Division 1 im P u «" 1 fc V- Svc list end. 

Fdson Co. of New iod? ?nc 1 6oo ^ , ^on^ 05 ' Consolidated 
FUhe : 50-000, 83/07/05/ 03^270377^’ 3l? ^ 

Q. Inspection reports, if n u n»H n • 

c °r respondent e 

□307030024 Ack receipt of 830 APO u 

5S3?^iJiV , - n * nOt0d 16 *«» to 

CommonwooUr Edl B o*°Co 3 ' 1” ^ISSEO^ao' 60 ^/ 03/06/20 REED, C. 

8307030024. P 19 220. 280 24X F i ch e : 30-373. 83/06/20, 

--8307050033 Responds to Nftr t < 

Repts 30-373/03-16 «, 30-374/|3-ii ^ 0 ^ V i® Iatlons noted in IE Insp 
2RH-343 r e »ovpd from esf . 1 !t “ v ' Action,: c.U. P 

FARRAR Vr ; dUe P - OF " 

RpsIoh'r; 0ff?cTT^“ t Ed,SO " C °- 83/06/22 - KEPPLER, 0 0 

F.cho: 50-373, W^/^aSoo 23 "' ' 9320:281 2 « 

- 

re proper cT^ ^ 

Commonwealth EdlloS Co ° f lp C8 1 939 ^ 14 f' ° r ’ ® 3/06/3 °- REED. C. 

8307000329. IP 19350.141. S4X F i c h ft : 30-374, 03/06/30, 

8307000334 Responds to Mfic mnasA 1 * 

Hept 30-374/03-11. Corredive acfcidn/w violation « ^oted in IE Insp 
initiated to record J. resiL ! P l Nt,n ^ 0 ? fl ’ ^n ’ a^t: ' , n *P fc *>**> 

farrar’dT T*™* 1 l>a! ’ eI "«i «m ^ i'v”^:d 9dt,on & 

«c 9 >cn' 3 ; affUnF^‘ h toJ U ^ C °' a3/09/33 - KEPPLER, O.G. 

F let e 50-37 4, f 83/06 /DO,* 8307000229” P 1,3S0: ,W ' 2 « 

'' S3 ?h 0 ?E 3 ?n,p U Hopt ^74/S”;?"cori;cuS 830 ^ 4 ltr re v lh lotion* not.d 

Rh5lon‘ 3 ; 0ff?«ro?“5?iKt«!l“ O 5 C °' 83/06/1, »- KEPPLER, J.O. 

F I ch 0 : 50-374, ^ E3/06/30, S3070S0339 PP *’ 39 ^ >«• M* 

a3 no5?co 7 :F F :;“riJ' 0 ^ InSP ReP ‘ 53 - 3 ^ /a3 - 00 on 6305,7-0*17 * 

cZon«.^ Ed B n d °cV' =p P p f ‘ Ce ,^? , ^‘° r a 4x a F 3 ^ /0 i n * REED ' 

8307140176. vv ‘tw.to i. 24 X F i c h e : 30-374« 03/07/01 , 
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— 0307 140181 Notice of violation from insp on 030517-0617. 

STREETER, J. F. Region 3, Office of Director. 03/07/01. Ip 
19521:003. 24X Fiche: 50-374, 83/07/01, 8307140176 


— 8307140422 IE Insp Repts 50-374/83-20 on 030317-0617. Noncompl lance 
noted; fai lure to Identify deficiencies in reactor 
Circulation sys preop era t i ona 1 test procedure for jet pumps 
LANKSBURY, R. D. , DUPONT, S. 0. , REYES, L. A. Region 3, Office of 
Director. 83/06/30. 3pp. 19521:004. 24X Fiche: 50-374, 03/07/01 , 

0307140176. 


8307 l 104 1 1 Ack receipt of 830610 h 24 ltrs informing NRC of steps taken 
to correct violations noted in IE Insp Repts 50-373/82-34 
h 50-374/02-22. 

SPESSARD, R. L. Division of Engineering. 83/07/06. REED. C. 
Commonwealth Edison Co, Ip. 19302:021. 24X Fi che 30-373, 03/07/06, 

9307110411. 


— 9307110419 Responds to NRC 830420 1 tr re violations noted in IE Insp 
Repts 30-373/02-34 h 50-374/82-22. Correct ive actions: 
response re fire endurance capability of US Gypsum cement 
firestops will be submitted by 830003 

FARRAR, D. L. Commonwealth Edison Co. 83/06/10. KEPPLER , J. G. 
Region 3, Office of Director. 2pp. 19302:022 24X 

Fiche: 50-373, 83/07/06, 0307110411. 


8307110434 Responds to NRC 030420 Itr re violations noted in IE Insp 
Repti 30-373/82-34 *< 50-374/82-22 Corrective actions: fire 
seal acceptable if seal contains no cracks, voids or 
separations greater than 3/8-inch wide. 

FARRAR, D. L. Commonwealth Edison Co. 83/06/24. KEPPLER. J. G. 
Region 3, Office of Director. 202pp. 17302:024 24X 

Fiche: 30-373, 83/07/06, 0307110411. 


8307210147 Forward* IE Insp Rept 50-374/93-26 on 830621-22. No 
noncompliance noted, 

LITTLE, W. S. Region 3, Office of Director. 83/07/06 REED, C. 
Commonwealth Edison Co. 2pp. 19668:3 54 24X F i c h e : 50-374, 83/07/06, 

8307210147. 


■0307210134 IE Insp Rept 30-374/83-26 on 030621-22. No noncompliance 
noted. Major areas inspec ted: review of procedure specs h 
test set-up for structural integrity test. 

NORTON, J. F . , WILLIAMS, C. C. Region 3, Office of Director, 

83/07/07. 2pp. 19660:336. 24X Fiche: 30-374, 03/07/06, 03072101 47. 


0306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness h Engineering 
Response iPost 0301031. 83/07/11. Consolidated Edison Co. of New 

York, Inc. 154pp. 19563:293. 24X Fiche: 50-000, 83/07/1 1, 8306270401. 


8307100062 Ack receipt of 830706 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-373/82-34 & 
30-374/02-22. 

BPE8BARD, R. L. Division of Engineer lng. 83/07/il. REED, C. 
Commonwealth Edison Co, ip, 19360:328. 24X Fiche: 30-373, 83/07/ 1 1, 

8307180062. 


— -B307 180063 Responds to NRC 030610 Itr re violations noted in IE Insp 
Repts 30-373/82-54 fc 50-374/82-22 Corrective a c 1 1 ons : cab 1 a 
pan cleanliness surveillance frequency increased. 

FARRAR, D. L. Commonwealth Edison Co. 03/07/06, KEPPLER, J. G 
Region 3, Office of Director. 6pp. 19560:329. 24X 

Fiche: 50-373, 83/07/ 1 1 , 8307 100062. 


8306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end 
JORDAN, E. L. Division of Emergency Preparedness 4c Engineering 
Response (Post 830103). 83/07/12, Consolidated Edison Co. of New 

York, Inc. 14tpp. 19563:153, 24X Fic he: 50-000, 83/07/1 2, 8306270404. 


6306270406 IE Info Notice 83-48, "Gaseous Effluent Releases of 
Radioactive 1-125 h 1-131 in Excess of NRC Limits." Svc list 
•nc I, 

TAYLGRiJ. M. Division of GA, Safeguards U Inspection Programs (Post 
830103). 63/07/14. Consolidated Edison Co. of New York, Inc. 

114pp. 19713:270, 24X Fi c h e : 50-000, 83/07/ 1 4, 9306270406. 


0307280142 Forwards IE Insp Rept 50-374/03-22 on 8305 1 6-06 1 0. No 
noncomp J lance noted. 

LITTLE, W. S, Region 3, Office of Director 83/07/14. REED.C. 
Commonwealth Edison Co. 2pp, 19791:300. 24X Fic he: 50-374. 03/07/14, 

0307280142. 


— 8307200156 IE Insp Rept 50-374/03-22 on 830516— 0610 No noncompl: lance 
noted. Major areas inspec ted: correc tive actions an previous 
items It observation & record review of instrumentation 
Installation. 

AHMED, I. i NAIDU, K. R. » WILLIAMS, C. C. Region 3. Office of Director. 
83/07/13, 6pp. 19791:302. 24X Fiche: 90-374* 83/07/14, 0307290142 


8307280323 Forwards i£ Insp Repts 50-373/B3-21 h 50-374/03-21 on 
030607-10 & 16. No noncomp 1 lance noted. 

PAPERIELLO. C J. Division of Emergency Preparedness h Operational 
Support 83/07/15. REED# C. C ommonwea 1 th Edison Co, 2pp. 
19790:210 24X Fi c h o 50-373, 93/07/ 1 5, 0307200323 


— 8307280329 IE Insp Repts 50-373/03-21 h 50-374/03-2 J on 830607-10 it 16 
No noncomp 1 ia nc e noted, Major areas i n sp ec t ed : s ta te o-f 
emergency p re pared ne s s. Gener 1 c problem exists re inadequate 
documentation of emergency plan, activities. 

PLOSK I , T, , GLGERSEN, W. , AXELSON, W. L. Region 3, Office of Director. 
83/07/ i 5 9pp 19790:220 24X Fiche: 30-373, 03/07/15, 9307200323 


0307250434 Ac* receipt of 830711 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-373/03-12 l 
50-374/83-1O 

SHAFER, U D Region 3, Offire of Director 03/07/19 REED, C . 

Commomuea l th Edison Co. Ip £97l)l 102. 24X Fi c h e : 50-373. 03/07/ 1 9 , 

8307250434. 


—8307250435 Responds to NRC 030613 Itr re violations noted in IE Insp 
Repts 50-373/93-12^ 90-374/83- l O. Correc 1 1 ve actions: 
personnel briefed re proper r la s 5 i f i cat i on & parameters 
to bo considered when evaluating emergency plan, 

FARRAR, D. L. Commonwealth Edison Co 03/07/1 1. KEPPLER, J. G. 
Region 3, Office of Director 3pp. 19701:183. 24X 

Fiche 50-373, 03/07/19, 0307250434 


0307280004 Confirms 030726 mgt meeting in Chicago, IL to discuss 
licensee requlatory performance h communication problem* 
between NRC & util, per 830715 d £ ecu's* i on. 

NDRELI JS, C. E. Division of Project i* Resident Programs. 03/07/22. 
REED, C . Commonwealth Edison Co. 2pp. 19791:169. 24X 

Fiche: 50-000, 83/07/22. 8307280084. 


■8307280102 Confirms request for NRC h util senior mgt meeting on 830726 
in Chicago, IL to discuss licensee regulatory performance & 
relationship v/NRC, 

REED, C Commonwealth Edison Co 93/07/11 DAVIS, fl A. Region 3, 

□ ffice of Director. Ip 19791:171. 24X Fich e 50-000, 03/07/22, 

8307200084. 


S. Reportable occurrences, LERs & related correspondence 


0307110371 Final Deficiency Rept 83-03 re medium voltage circuit 
breakers of same type installed at Limerick which 
inadvertently closed after completion of spring charging due 
to slipped close la t c h « d i s cu s sed in flrown Doverl 830524 Itr. 
SCHROEDER, C. W Commonwealth Edison Co. 03/07/07 KEPPLER, J C 
Region 3, Office of Director. 5pp. 19300 266. 24X 

Fiche: 50-000, 83/07/07, 03071 I037J 


0307220446 Part 21 rept re possible discrepancy In variable springs in 
turnbuckle it top plate assemblies bolt interface. No recorded 
failures or complaint* registered against subj products Ent ) 
list of springs identified for Comm Ed only. 

LlTKA.T. J Eicon Metal Products Co 83/07/15. KEPPLER, J G. Region 
3, Office of Director. 26pp. 19606 006. 24X F i c he 30-000. 03/07/ 1 5, 

0307220446. 


0307220486 Final rept re potentially defective Figures 425,426 1, 428 
spring hangers mfg by Eicon Metal Products Co. Initially 
reported on 8306 1 7. Rpvi euj revealed 6pnng hanger installed 
at facility no-t type in quest ion. I tern dosed 

SCHR0EDER, C W Commonwealth Edison, Co. 03/07/15. KEPFLER, J G 
Region 3> Office of Director. Ip 19685 103. 24 X 

Fiche: 30-374. 03/07/ I 5, 9307220486. 


DOCKET 50-302 WATERFORD GENERATING STATION. UNIT 3 


A, Ap p 1 i c a t j on/c ons true t i on stage documents h correspondence 


9307260225 Forwards chart of util nuclear operations dept w/f utic t tonal 
responsibilities for NRC contacts. 

DRUMMOND, F, J, Louisiana Power h Light Co. 83/06/06. COLLINS, J. T 
Region 4, Office of Director. 3pp 19727:245. 24X 

Fiche: 50-302, 03/06/06. 0307260225. 


0307260229 Provides info re changes to OA program From P5AR 
d e sc r i p t i on, For review L acceptance. 

QERRET6, T F. Louisiana Power h Light Co. 83/06/09. COLLINS. J- T, 
Region 4, Office of Director 7pp- 19726:346. 24X 

Fiche: 50-382, 03/06/09, 0307260229. 


— 0307260247 Topical rept evaluation of ETR-lOOl.Rev 0, "Ebasca Nuclear 
OA Program. " Rept acceptable 

* OA Branch. 03/06/09 2pp 19726:337 24X 

Fiche: 50-3B2* 03/06/09, 0307260229. 
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docketed items 


;;S : £ ~'T" 

8307070431 Requests list of all «• *- 

TSii'™! 1 " ,ite juj,t = 3 0 .a,.o 6 . 

SSSS? “«'*• — 

^censing Br fl nch°3. i5i 3pJ ^^39- 3 24X *»'<»'**. * NIQHTO *' 0 , W. 

93070*0251. PP *^39 313. 24 X F 1 c he; SO- 3B2, 93/06729. 

83 ?o 7 “4°:r;t :r^M:L e ^r“ f ;:r s r, M 011 * «■«••«! c.. 

to questionnaire re facility i»Dd a tfl! iVl1 ^updated response 
withheld (re# I0CFR2. 790} * P * * qug* 1 1 anna i re response 

Ucen°in 3 F B r a nch°3 Ul ^p osf* Sj x *»'<*'«■ KNIGHTON, G. M . 

0307060314. PP IVS37 - 052. 24X Fi che : 50-382, 83/06/29. 

Jra i'fflrrMOT 1 - — — 

8307060332. PP 34 ' 3 ° 9 ’ 24 X F ic he; 50-382, 83/06/29, 

“ill be .p.r.mn.i JJ SSlMI* ^ "anpouav. Simulator 

«.»e«Ml l Sj f *ri ne * , 5 , * , 2JJ P *?93S| - la? 11 * ^4* ..f 3 ^° 7/C " KNIGHTON, C. W. 
8307080290. pp ' 54X Fiche: 50-362, 83/07/01. 

B3 06270397 Generic Lfcr. l. . , 

CPs for power reactor* rf clarJJLl!!! • *?** f ° n 0Ls ^^ers of 

requirements for d esJl Jue ll,. 

EISENHUT, D 0 DlvlJrii Vi P r Uy - 8vC Ust encl - 

Ed i son Co of nSJ I™ <=■>">■> I < da tad 

FI ch g : 90-000, 83/07/09. 6306970397^^ 19390 3,7 3 « 

oo.Tgtfn^pgggg'g^tor^ 

eiaENHUT*D. 1 o nc *DiJfjyjJ l J f i Ji STa ® ve ll5t entl WCr rC,3C 

Edison Co of Non Tort. C l*Dg I ' J ' l< 5 A*o°=i a 4 ' C°"d»l idgtgd 

FUh.: *0-000, 8 3/07/o" BDWMOG m” 24X 

830700016? Generic Lfcr 83 - 2 B t n jit i 

applicants for 0 L t holders of CPs r l* nw * of *P*«tirsg reactors, 
on generic implication* If stLZ IrlZ requlr * d actions based 
EISENHUT, 0. G. Division If , ^ event*. Sv< list end. 

Edison Co. of Wew Yori? Inc ^pi" 9 ' i *1 f C 0 " so 1 1 tfa ted 

Flche: 50-000,83/07/08, raSwro,””' 19 “ ,; 2 * X 

B3 ?«?f? l f 4 p ir";; ««*«—"» »•-. .nt as g a og d L „ k , se Rats 

DRUMMOND, F.J Louisiana *. _ 


LU “ WraHTON.*. W. 

r i-Tovi.c;^. 24X Fi c h »• 50-302, 83/07/ 1 9, 


83072204 1 2. 


~' B3 "n a ?X; R0 " tl,r Clnl *‘«n t aid, L.ala*. Ratg Tgs 1 1 

C^i ri i? *KAi^S N ' P LL|,^Ja C po®e^ C L 8r h I n r <9ut,s - aP ^nserch 


1 26pp. 


E8F actuation's tes t i na % iLi Ue nts 5 10 f * r requ 9 5 tin* review of 

KEfs ST - - 

5 * fc ‘id* F?T /ai KN ' SHTD *' G W. 

9307260489. PP iv/33. 357. 2<JX Fi che: 30'*352 J 83/07/21, 


Rl, « >l »Ft (SER). suppls 4 cprre spondenc b 


8307010019 Requests that SER. Sect! 


DRUMWOND, F. J 
Licensing Branch 3, 
0307010019 


4 be amended to reflect 
o sed 

er NUREG- 


L»g t , lfna * “*M cj. ««*,„. Knighton, o. w, 

19169,107. 24X Fi c he : SO-aaS, 03/06/27, 


«."TS 5 !r ■■ 

;„s:r:sr s. i i:s::sojrsssis& tl ar“ 

"tssss; 0 :--,-: 3ER , su, “ p, »-nureo-o787. H /« 

Pou/sr & Lljpt Cc) ‘'gp 09 3 2 B g^ 7 p°°- so°” ,N,l - V ' t-«ui,U n , 

0307200303. 02 24X Fi che: 50-332, 03/07/00, 

KSH??!i p n««tT ,1 r p ?w 4 ?,ii ,lt a s;- F( S3/0 , 7 ^‘ kn. G hton, 0 . h . 

03O726O47O. P IV/J4.164. 24X Fi c h e : 50-382, 83/07/21 , 

™'“ ar punt 

drgmhond^f * 1 j. “ r /“r n /° r<t "’ ov ' t,,at 

Ufcenslng Drancli 3 * P ° G 73 j F , B3/07/al • KNIGHTON.O.W 

83072605 J 1 P 1 9731 .34 4. 24X Fiche: 3Q-3B2, 83/07/21, 

a3 sER t agi S g,?n' : 4“t' t p ^ t ;;”‘ d |"‘ “"fling “; s . |, ' r Su PP> » »P 

L-itsn,ln!, F Dr a gcE 0 3. i ’ 1 tp a P °973i*‘ 3 ds 3ht 2a v' p, 8 ?'' 07781 ' KNI0HTDN, 0. U. 
8307260510. P ' 1V/ 3I .345. 24X F 1 che : 50-382, 83/07/21 . 

S 3 “™?uo„\y;!H\i h ™ dZin«uir a ™ be t* 4 *" to r '”' ov * »«n« 

cutback fnaifun,n nh . b ,5 setter or reactor power 
LER on noted na 1 f u n c t i nns * " Fe UNT ~ 6 ~ 003 r ®vi 5H d to require 

Licensing Branch' “s* ** Jp* P 5 > ?732^4 9h ^x' Fi B3/07/3t - KNIGHTON. 0. W. 
8307260360. P ' ,?732 03 4. 24X Fi che : 50-3B2, 83/07/21 , 

condltic,r. R re U reeva! : uation P S}^ss«ni Jf R b<? tl,rltt6 « to removal license 

s:; ”:r d a ' ^ 

Llcens^ng^ranch^.^^p 3 P l973i & 3 5i 9h Fi 8 ^ /07/3j ' KNIGHTON. G. W, 

8307260562. P ' 31 356 34X Ficb e : 50-302, 83/07/21 . 

a 3 c^^ n R rnc s ci *? :r tten to 

nn ( iHidnMn H reoperatioral testinq. 

Licensing Dranch°3 ! * 1 1 FI^^M 21 * KNIGHT0N - «■ 

0307260568. P 106 24X Fi c he : 30-302, B3/07/21 , 


_ med 1 ca emergency & fire 


protection plans 


B3 ?™ilB°ent R ^'p”c a 5“JJ‘ C VBr,ion OP TdV to ddiorg eneg plan 

Managemant Orailcl! 5 ^ip” 7 19439. 233 B '24X d F l h 03 ^ 472 " 1 ' D °' 

83 07120042 P iv'JJY 233. 24X Ft c h e : 90-302. ** 


. .. umen t 

24 X F t c h e : 90-382, 83/06 /24 , 


EP-^4 u n, e ;:^: r n ; i8 " E2 - a -' 80 

KFL D ”^ t9rLRO ' 9 '' a ‘‘-' Uo ^-‘- M 2 pp e ?^°^4 8 "‘" Bf 

Fiche: 50'-382, 83/06/24, 8307120042. PP l9 439.234. 24X 


procedur e s^i deluding ^rocedur e^EP-a^iO^r^man-’caused ^ * ment ^ n9 

ernergenc i es, fp— 3 - i Dn tw, t, , re man caused 

reentry, EP 2 20 nafcl,ral emB rs«nci BS $i EP-2-140 re 

DARKHURST , R. p , BAILEY, G p „ 

E06pp 19439-23A 9 AV C, j. Lo »i* iana Pow & r * Light Co. B3/05/I7 

vopp 19439.236. 24X Fiche: 50-3B2, 83/06/24, 8307120042. 
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8307140134 Responds to util 020106/11 & 20 ltrs re primary St backup 
emergency operations fac i 1 i ty . Fac i 1 i ty location acceptable. 
Approval of other features of facilities will be determined 
during post-implementation appraisal. 

El SENHUT, D, 0, Division of Licensing. 03/06/24. MAURIN, L V. 
Louisiana Power & Light Co. 2pp. 19340:02? 24X 

Fiche: 30-302, 83/06/24, B307140134. 


830 71 30408 Requests c lari f i cat i on re util 030311 evaluation of effect 
of Dec 1902 Union Carbide plant explosion on f ac i l i ty . Add 1 
emergency planning info needed to complete OL review. 

Response requested within 30 days. 

E I SENHUT i D. G. Division of Licensing. 03/06/27. MAURIN, L.V. 
Louisiana Power I, Light Co. 3pp. 19540: 163 24X 

Fi che: 30-303, 83/06/27, B307 150400 


8307110033 Submits updated schedule for completion of responses to 
NUREG-0737 Suppl l on emergency response capability re 
safety parameter display sys. Update based on reevaluation of 
fuel load schedule. 

DRUMMOND, F. J. Louisiana Power & Light Co 03/07/03. KNIGHTON. G. U. 
Licensing Branch 3. 2pp. 19373:243 24X Fich e : 50-302, 83/07/05, 

8307110035. 


8307080442 Forwards response fco Reg Guide 1.97, Rev 2 “Instrumentation 
for Light-Water Cooled Nuclear Power Plants fco Assess Plant 
L Environs During 6 Following Accident," per NUREG-0737, 

Suppl 1 re emergency response capability 

DRUMMOND, F. J. Louisiana Power It Light Co 83/07/06. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 47pp. 19347:130 

24X Fiche: 30-302, 83/07/06, 0307000443, 


0. Adjudicatory correspondence 


B3O7O3O077 Decision ALAB-732, affirming ASLH 021103 Partial Initial 
Decision LBP-82-100 as modified by LBP-02-1 12. I f synergism 
occurs, enhancement effect nonexistent. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. 03/06/29, 
A9pp. 19193:000. 24X Fiche: 50-382, 83/06/29, 0307030077. 


8307030120 Advises that notice of appearance should be filed L 
Commission rules of practic e, federal rules of civil 
procedure NRC cose law should be reviewed for guidance on 
reopening Contention 22. 

WOLFE, S. J. Atomic Safety and Licensing Board Panel, 83/06/30 
BURSTEIN, C. H. Affiliation Unknown. ip. 19220:212, 24X 

Fiche: 30-302, 03/06/30, 0307050120. 


0307070206 Order correcting errata in A0LB Partial Initial Decision 
LBP-83-27. 

WOLFE, 0. J, Atomic Safety and Licensing Board Panel 03/07/05 Ip 
1-9269:314. 24X F 1 c he ; 30-302, 83/07/03, 0307070206. 


0307080494 Notice of ASLAB fee onsti tut 1 on. CN Koh 1 , cha i rman 6 WR Johnson 
5< HA Wi 1 b er, memb er s. 

BHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. 83/07/06 
Ip. 19346:337, 24X Fiche: 30-302, 03/07/06, Q3070B0494. 


0307130342 Forwards SER Suppl 9, NUREG-0787. W/o encl. 

TURK, 8. E. Hearing Branch 1. 03/07/12. KOHL, C. N, , JOHNSON, W. R. , 

WILBER, H. A. Atomic Safety and Licensing Appeal Panel tp, 
19338:327. 24X Fiche: 50-302, 03/07/12, 0307130342. 


0307190268 Notifies of VR Harding employment at lam firm. Harding will 
not participate In arty case currently pending before NRC. 

BLAKE, E. L. Shaw, Pittman, Potts h Trowbridge. 03/07/13. KOHL, C. N. > 
JOHNSON, W. R. , WILBER, H. A. Atomic Safety and Licensing Appeal Panel. 
Ip. 19620:239. 24X Fiche; 30-302, 03/07/13, 0307190260 


— 0307180160 Memorandum in support of motion to reopen Contention 22 r e 
available info on slab cracks initially reported in 1977, 
reappearing on 03051 1, New hearing requested to re-revlsw 
deficiencies in plant design. 

DURSTE IN. C. H. Joinfc Interve-nor s -Wa ter f or d . BURSTEIN, C H. 

Qurstein, C.H 03/07/15, Atomic Safety and Licensing Board 
Panel 5pp. 19556:219 24 X Fiche: 30-382, 83/07/1 5, 0307100 145. 


8307200120 Order re jec t i ng, w/o pr eg ud ice, Jo int Intervenor s motion to 
reopen contention Joint Interveners may resubmit motion in 
proper form showing sve on all parties 

SHOEMAKER, CJ. Atomic Safety and Licensing Appeal Panel. 83/07/10. 

Joint I ntcr venors-Wa terford. 3pp 19647:069 24X 

Fiche: 50-302, 83/07/10, 8307200120. 


0307290052 Notice of appearance in proceeding. 

BURSTEIN* C. H. Joint Inter venors -Waterford. flURSTE IN, C . H. Burstein* 
C.H. 83/07/22. Ip. 19021:013 24X F i c h e : 50-302, 03/07 /22, 

8307290052. 


— 0307290056 Motion to reopen Contention 2? in light of newly discovered 
evidence, 

BURSTE IN, C.H. Joint I n te rven ors- Ua ter f erd . BURSTEIN. C . H. 

Burstein, C.H. 03/07/22. Atomic Safety and Licensing Appeal 
Panel. Ip 19821:014, 24X Fi ch e ; 50-382, 03/07/22, 0307290052 


— 8307290067 Memorandum supporting motion to reopen Contention 22 re 
cracks in plant foundation. Plant is sui generis. Safety 
implications re plant built w/o pilings on cracked slab 
unknown. Certificate of Svc encl. 

BURSTE IN, C. H- Joint I n te rven or s-Wa ter f ord . BURSTEIN, C H. 
Burstein* C. K. 03/07/22. Atomic Safety and Licensing Appeal 
Panel, 9pp. 19821:013 24X F i ch e : 50-332, 83/07/22, 9307290052. 


8307290077 Order fco show cause by 830808 why Joint Interveners should 
not be found in defaul t. Exc epti ons dismissed since A9LAB 
has not received Joint Interveners brief an exceptions which 
was to be deposited in mail by 830711 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. 03/07/27. 

Joint Intervonors- Waterford. 2pp. 19822:175. 24X 

Fiche: S0-3B2, 03/07/27, B307290077. 


K. Utility Final Safety Analysis Report (FSAR) t* amends 


8307010119 Amend 32 to FSAR W/830630 Itr. 

CAVANAUGH, W, Louisiana Power 5< Light Co. B3/06/30. Office of 
Nuclear Reactor Regulation, Director. 900pp. 19102:279. 24X 

Fiche: 30-302, 03/06/30, B3O70101I9. 


0307070043 Certifies svc of Amend 32 to FSAR on 030701 

BAND [ N! < £ Louisiana Power k Light Co 83/07/01 Ip 19293‘ 234 

24X Fiche: 50-302. 03/07/0 i , 0307070045. 


Q. Inspection reports, IE Bulletin^ t< correspondence 


8307120440 Forwards IE Insp Rept 50-302/03-10 on 030220-0303 No 
no nc omp 1 i anc e noted. 

MADSEN, G.L. Region 4, Office of Director. 03/05/23. MAURIN, L. V. 
Louisiana Power & Light Co. 2pp. 19425:270. 24X 

Fiche: 30-302, 03/03/23, 8307120440. 


—8307 120447 IE Insp Rept 30-382/03-10 on 030220-0303. No noncomp liance 
noted Major areas 1 nsp ec ted : p> r e o p erat i ona I insp of licensee 
chemtstry/rad ioc hemi stry program, inc lud 1 ng organ 1 latlan, 
staffing ?< staff qua 1 i f i c a t i ons t* training program. 

NICHOLAS, J. D. , WISE, R. , MURRAY, 0 Region 4, Office of Director. 
□3/03/ 11, 50pp. 19425*280. 24 X F i ch e : 50-302, 03/03/23, 0307 1 20440 


— 8307190271 Notifies of employment at law firm. VR Harding will not 
participate in any case pending before NRC. Svc list encl. 

HARDINO, V. R. Shaw, Pittman, Potts & Trowbridge. 03/07/13. 

KOHL, C. N. i JOHNSON, W, R. , WILBER, H. A. Atomic Safety and Licensing 
Appeal Panel. 3pp. 19620:260. 24X F 1 c h e : 50-302, 03/07/ 1 3, 

8307190260. 


0307 1 20425 Forwards IE Insp Rept 50-382/03-19 on 030420-30. No 
noncompliance noted. 

MADSEN, G, L. Region 4, Office of Director. 03/06/06. MAURIN, L.V 
Louisiana Power U Light Co. 2pp. 19425:226. 24X 

Fiche 50-302, 83/06/06, B307I20425. 


0307100145 Motion to associate author as co-counsel w/L Fontana for 
int ervenors. 

BURSTEIN, C. H. Joint Intervener s-Wafcer for tf. BURSTEIN, C.H Burstein, 
C.H. 03/07/15, Atomic Safety and Licensing Board Panel. Ip, 
19556:217. 24X Fi c h e : 50-302, 03/07/ 1 5, 83071801 43. 


— 0307120430 IE 
noted Major 
c on ta i nm ent 
TAPIA, J. t. , 
Di rector . 
8307120425 


Insp Rept 50-302/83-19 on 030428-30. No none omp I i ante 
areas Inspected, rev 1 e w & witnessing of 
integrated leakage rate test. 

HUNNICUTT, D. M. , CROSSMAN, W. A. Region 4, Office of 
03/06/03 3pp 19425:220. 24X Flc h e : 50-382, 03/06/06, 


— 8307180153 Motion to reopen Contention 22 in light af newly discovered 
evidence. 

BURSTEIN, C. H. Joint Intervenors-Waterford. BURSTEIN, C. H. 

Burstein, C.H. 03/07/15. Atomic Safety and Licensing Board 
Panel. Ip. 19556:218. 24X Fiche: 50-302, 03/07/19, 83071 001 45. 


8307060241 Ack receipt of 030606 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-302/02-09. 

MADSEN, G. L. Region 4, Office of Director. 83/06/30. MAURIN, L. V. 
Louisiana Power 6 Light Co. ip 19239:316. 24X 

Fiche: 30-382, 83/06/30, B307060241, 
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-0307040246 RPtpond, fco NRC 030504 Ur r* vlolatlc .5 noted i„ | E 
R 0 pt 5G 382 y 82~09\ Corrective actions: recoru search conducted 
to establish number of instruments affected by calibr bu 
unqualified technician. 

DRUMMOND, F J Louisiana Power fi Light Co. 83/06/06. MADSEN, Q L 
Region 4, Office of Director. 3pp 19239317 Sdx 
F i c h e 50 “382 , 03/06 /30# S3 070602 41 

B 3 of 1 violieTon tl ' aTd5 IE In5P Rept 3O " 3B32/03 - :ie on 830501-31 * notice 

MADSEN, G. Region 4, Office of Director. Q3/0A/30. MAURI N* L V 
Louisiana Power k Light Co. 3pp. 19531: 10B 24X 

Ftch e: 30-302, 83/06/30, B307150281. 

-“8307130203 Notice of violation, from insp on 830501-31 

* Region 4. Office of Director. 83/06/30 Id 19331-110 Mir 
Fi che 30-302,83/06/30,8307130201. P ‘ 1733|1J0 245f 

"’ 83 ?Iuul^ 4 tIV?? P Rep,: S - 0 - 3B2/a3 -‘8 on 830301-31. Noncomplladc. noted 

failure to follow component cooling water, flaw balance fi 

pump performance procedures during startup testinc 

CONSTABLE* G. L. , FLIPPO.T.A.* CftOSW^ST Region 4, Office of 

MS^^Sai. 63 ^ 27 6PP ' l?33I:Ml Fiche: 50-302* 03/06/30* 

8306270401 IE Info Notice 83-46, ■"Common Mode Valve Failures Degrade 

5S U R r, ,r,:U n a *! 0 ? Sprau " lut and adS 

JORDANiE.L^ Division of Emergency Preparedness k Engineerino 
Response (Post 838103). 03/07/11. Consolidated' Ed 1™?$ of New 

’ Inc. 154pp. 19563:293. 24X Fi c h e : 50-000. 03/07/ 1 1 , B3062704 01 

S306270404 IE Info Notice 83-47. “Failure of Hydraulic Snubbers as 

JORDAN 2 . n n? fT '! natSd Wy<,ratJlic Fluid - Bve list end 
JORDAN, E. L. Division of Emergency Preparedness fi Enuineerino 
Response iPnsta^lO^K 83/07/12^ Con s o 1 1 <1 1 Ja % \ a , N-(I| 

141pp. 19563:153. 34X FI Che : 50-000, 83/07/12, 0306270404 . 

03 R^In^t! E a3 “ 40 * "»«•■“* Effluent Releases of 

Radioactive 1-123 fi 1-131 in Excess of NRC Limits, 11 Svc list 

030103 1 J M G 3 /S 7 /!l i<>h °i Q *‘ , Saf& 9 ua *' d * «■ Inspection Programs (Post 
, D ?7* °Z£ S4 - Consolidated Edison Co. of New York* r nc 
114pp. 19713.270. 24X Fi ehe: 50-000, 03/07/14, 8306270406. 

8307200363 Notifies that* due to unanticipated difficulties in rept 

a 3 O 7 OrJir n n 3 nSnr ViC0 |i n,iP pr ° 9F ™ * iU be submitted by 

030701, per 030404 commi tmen t Preservice insp program 
requests for relief encl. program 

DRUMKOND*r J _ Louisiana Power fi, Light Co. 03/07/25. DENTON, H R 
f . Jrt Cle<ar Reactor Regulation, Director. 146 pp 19/96 I’M 

24 X Ficfie: 30 - 302 , 03 / 07 / 25 , 0307200363 . PP l * 7 ™' ,2J ■ 


S. Reportable occurrences* LERs fi related c 


arreipondence 


-pm- 1 * 33 ” — 


Fi cher 30-302. 83/06/23. 8307050021 


m 2? ?? ? ? lnteMm re P* f °r D.Hclenc^ 54 r* raactor containment 

^iwvwl r plat * nuclear coating f a i 1 ores, in i t i a 11 y reported * 

0 f n iV ’ aC l i0n re5Chedyled f or completion by 

830815. Final rept expected by 030915. ’ 

DRUMMDND, F. J. Louisiana Power 6 Light Co. 03/06/29 COLLINS, J T 
Region 4, Office of Director. Ip. 19433:343 SAX CULUINS ' J T 

Fiche: 50-382, 83/06/29, 8307120543, 

| 2^ ^tf lnt*r,n Const Deflctencg Rept 77 r, inad.iuate clo.u,, 
time *, flow rate for containment purge va 1 ves. Correc tive 

nRUM?nNn°? P i eke ?‘ F !"? 1 r<?pt u4M be »wb«itt*d by 830729. 

a’ F n^r, LQ<ii * iana PoweT & «- i g h t Co. 03/07/05, COLLINS, J T 
Region 4, Office of Director. Ip. 19532 J 76 24X 

Fiche: 50 - 302 , 03 / 07 / 05 , 8307150209 . 

B307150339 Fourth Significant Deficiency Rept 57 re inadequate 
instrumentation fi control installation fi turnover 4 

documentation. Initially reported on 030403. Correc tive action 
comp I e t e. Revi ew underway. Final rept by 830729 

R ^T?' F n», Lou,s i-o <*«•• r 5 Light Co. 03/07/05. C0LLIN9, J T 
Region 4, Office of Director. Ip. 19530- 333 24X ' 

Fiche: 50-302, 83/07/05, S3071 50339 

03O715O3BS Third interim Const Deficiency Rent 72 re radiation 
monitoring *y ; RM-23 control modules. Util await ing ^«?pt 
of six control modules shipped by vendor on B30617 
DRUMMED V r a j CU , 0n ? f infll rept del *¥ 0d until 030728. 

rSm™ 4 Qffi^° U i S nf na * Ll3ht C£ - 33/07/05. COLLINS. J. T. 

negion 4, Office of Director. Ip. 19539:149 2 qv 

Fiche: 30-3B2, 03/07/05, 0307130380. 

0:3 rni !} an 6 ! F T th 1 n % 0 r i n> rept re Significant Const Deficiency 29, 
concerning inadequate clearance between process piping sys & 

02 O i P Cn^ P %? 0pPOrta/re5traints - reported on V 

DRUMMONn r^ Ct . VB f cUons completed Final rept by 830831, 

DRUMMOND, F^J^ Louisiana Power 6 Light Co. 03/07/11. COLLINS, J T 

Region 4, Office of Director. Ip. 19330075 24X 

Fiche: 50 - 303 , 03 / 07 / 11 * 3307150261 4X 

93 4 l!^ 035 ? Se,:0r,d Significant Conit Defici.ncu Rant 74 ra 

?;?! “ haatars daring hat ,«li,n. 't. ! „g 

lca°of *01 rac tor° r ^LINS. ,. T. 

Fiche. 50-302* 03/07/13, B30726035&. 

a3 alc^did on C ra?, ^S '’^? ,, s . i »" inc »'' t c »nat Daflci.ncg B1 r. .half Ufa 
t bls spllce & termination tape. Comp 1 etion of 
corrective action delayed due to testing of volt 
SSJlIJ 1 ioM-Fin* 1 rept will be provided by 830030. 

DRUMMOND, F, J. Louisiana Power k Light Co. 83/07/15 COLLINS J T 

Region 4, Office of Director. Ip. 19727-292 24X CDLLINS ' J T * 

Fiche: 30-302, 83/07/15, 83072603 1 4 

8307260126 Rept on Significant Const Deficiency 42 R-| re HKA auxiliary 
relays. Completion of corrective action delayed due to y 

fces t i ng^ Three regaining coils will be installed during 
DRUMMnwn j S 3j , rept WlM be P r&v < d e d B30923 

Seg^on 4 Off ic h Li » ht C ° 03/07/15. COLLINS, J. T. 

Ksgion 4 p Office of Director. Ip. 19727:290 24X 

Fiche: 30-302, 63/07/15, 8307260126 H 


H3-3304 retUrned Ella,co “•'•Noutt. per Nonconformance Rept- 

co ™ J r 

Fiche. 50-302, 03/06/23, 8307050170. 

B3 »Ha?“?VBaru h rti?5"i;,^ T Contt Daflclancg 55, 

Calculating % Makeup Tank Incorrect Structural 

au55ivrv^ rs;? cflmpl0tlon 

R«gien a! Of f i c e°of *D?rec tor 6r 2of C ° LtIW3 ' J T ' 

Fi che: 50-302, 83/06/23, 0307050204 

ch U led^vatei^o i { r,terlm S1 8 n lfitant Const Deficiency Rept 33 re 

OCN-MP^ comS >J"V UPP °r tS COrT0Ctlv « •ctlo Bi in*l!dj B ; 

a£s inSt'.r.arai.'Ksr"- - - 

r: ? P !-‘ , ^S 5 : T . 

Ficha: 50-383, 83/04/29. B307I20S02. P ‘ ’ 

S3 CE-T?pi 6 AKR , h?el»a" 1 H!/J!o t °; «*»nlflc«nt Const Deficient,, 46 he 

"I’FJ ?p Lii, ^433 OB? 3 ' 0 #*? 1 C ° UL,WS ' " T 

Fiche: 50-3B2* 83/06/29, 8307120516 ° * ‘ ** 


tu^novl? d interim rept of Significant Const Deficiency 60 re 

r -ncZ, ™ nt J tL ° n * i rad e qua te hanger weld problems 

T r f:S“ *t ion of corrective action fi, documentation review 
scheduled for 03OB17, Final rop t by 830916 

nael'on N ?' F n», ''‘’‘'IMf" 3 P °'" er * Ll9ht Co ' 83/07/15. COLLINS, J T. 
Region 4, Office of Director. ip, 19733:124 24X 

Fiche ; 50-302, 03/07/15# 0307260392 

8307290104 Seventh interim significant Deficiency Rept 35 re matl 
properties of tube track fi, welding f ittings. Final rept will 

n P 2lJ2 7a0 tD Ba0a25 ’ UtiJ review expected to be 
completed by 830729. 

DRUMMOND, F. J. Louisiana Power te Light Co. 83/07/19, COLLINS# J. T 
Region 4, Office of Director, Ip, 19020 332 24X 

Fiche: 30-382, 33/07/19# 0307290104 

V. Operator Examina tions 

S307340422 Fcruard, util 030411 Ur to NRR providing estimat'd 
schedule k number of operator license fi- Instructor 
cerfcJ f ica t i on exams necessary between present fi Dec 1903 
per Generic Ltr 03-01. 

MAURIN, L.V, Louisiana Power fi Light Co. 03/04/21. COLLINS, J T 
Region 4# Office of Director. Ip, 19733:171 24X 

Fiche: 50-382# B3/04/21 , 0307260422. 
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DOCKET 50-387 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT l 


F. Security, medical, emergency it fire protection plans 


8007190173 Forwards evaluation rept of radiological emergency exercise 
conducted on 830323. De f i c i enc i e s cited in four areas that 
will require schedule of corrective a c t ions. Ex tens i on until 
end of June to furnish schedule granted 

KRIMM* R. W. Federal Emergency Management Agency 03/06/13. 

JORDAN, E. L. Division of Emergency Preparedness 4< Engineering 
Response (Post 030103). 3pp 19634:172. 24X Fi c he : 30-3B7* 03/0*/ 13, 

£3307190173. 


- -0307 1901 77 Evaluation of PA, Columbia 4* Luierne Counties 8* participating 
municipalities emergency preparedness plan for Susquehanna 
Steam Electric Station. 

* Federal Emergency Management Agency. Q3/03/23. 66pp. 

19634:170. 24X Fi c h e : 30-387, B3/06/ 1 3, 83071 90 1 73 


8307010053 Application to amend License NPF-14* consisting of Proposed 
Amend 23 to revise physical security plan to Include Changes 
N*0 6 P 4t Changes A h D to security training 4< qualification 
plan. Change P withheld (ref 10CFR73. 2-1). 

CURTIS* N- W. Pennsylvania Power U Light Co 83/06/27 DENTON* RR 
Offtce of Nuclear Reactor Regulation. Director. 3pp. 19168:132. 

24 X Fiche: 50-387* 83/06/27, B307010G35. 


G 307260076 Advises that rept an Reg Guide 1.97 sipected by May 1984* per 
NRC request re response to Generic Ltr 82-33 Schedule for 
submittal of safety parameter display sy* safety analysis 
remains 830930 due to resource limitations 

CURTIS, N. W. Pennsylvania Power it Light Co. 83/07/22. SCHWENCER, A, 
Licensing Branch 2. lp. 19727:262. 24X Ficha : 50-3S7, 83/07/22. 

0307260076- 


H. General correspondence 


8307180008 Informs that separate independent design verification 
program not required on Unit 2 since design process 
essentially same as program applied to Ur, i t 1 4 incorporates 
improvements made per lessons learned on Unit 1 
EISENIHUT. D. G Division of Licensing 83/06/29 CURTIS. N W. 

Pennsylvania Power It Light Co 2pp 19367 336 24X 

Fiche: 30-307, 83/06/29, 8307160008 


3306270397 Generic Ltr 83-26 to all applicants for OLa V holders of 
CPa for power reactors re c 1 ar i f icat i on of surveillance 
requirements for diesel fuel impurity. Svc list end 
EISENHUTi D. G Division of Licensing 83/07/03. Consolidated 

Edison Ca of New York. Inc. 16pp 19390 317. 24X 

Flthe 30-000, 83/07/03, B306270397 


0307060329 Generic Ltr 83-27 to all licensees it applicants for 
operating power reactors L holders of CPs for power reactors 
re surveillance intervals in STS. Svc list enc 1 

EJSENHUT, D G Division of Licensing 83/07/06. Consolidated 

Edison Co of New York. Inc. 16pp 19669:254 24X 

Fiche: 30-000, 83/07/06* 0307060329 


0307190494 Submits list of outstanding proposed changes to License 
NPF- ] 4 to be held in abeyance until requested info or 
clarification provided. 

SCHWENCER. A Licensing Branch 2. 83/07/06. CURTIS, N W. 

Pennsylvania Power & Light Ca 3pp. 19 6 51:339. 24X 

Fiche: 50-387. B3/07/06, 8307190494 


8307S1043I Advises that review conducted to identify power sources or 
sensory providing power or signals to two or more control 
sys. per License Condition 2 C. 23(a). N cj failures found which 
would result in consequences outside Chapter IS analyses 
CURTIS* N. W_ Po nn« y l van 1 a Power U Light Co. B3/07/07- SCHWENCER, A 
Licensing Branch 2. 2pp. 19382:240 24X F i c he : 50-307* 83/07/07, 

8307110431. 


0307220161 Requests that all nuclear plants be closely super vis ed, based 
on listed reason*. Knowl edge about nuclear power 
insufficient to permit continued plant operation 

HOOD* B. Affiliation Unknown. 03/07/14 DENTON* H H Office of 
Nuclear Reactor Regulation, Director. 2pp 19684:079. 24X 

Fiche: 30-387* 03/07/14, 8307220161, 


P. Operating license stage documents b correspondence 


8200060366 Board Notification 82-70: not i f lea of differing prof opinion 
re sens i t i iflt ion of BWR stainless steel weldments. 

EIBENHUT, D. G. Di vl s ion of Licens ing. 02/07/20 FALLADiND* N. J. 
Commissioners 4pp. 17043:001. 24X F i c ho : 50-000, 02/07/20* 

8208060366. 


— 8302040362 Forwards request for add! info re reactor internals matls 
JOHNSTON* W. V. Assistant Director for Matls 6 Gualif. Engineering 
(Pre 030201), 02/03/14, TEDE6CQ. R . L, Assistant Director for 

Licensing. 2pp 17043:009. 24X F i che : 30-000, 82/07/20, B208060366 


9307110439 Submits info re automatic d epre s sur i xati on sys timer setting 
4c justification for setting* in response to NRC 830425 ltr 
on TMI Item II K. 3. IB. 

CURTISjN.W. Pennsylvania PoweT l< Light Co 83/07/07. SCHWENCER, A 

Licensing Branch 2. 3pp 19302:235 24 X F i c he ; 50-307* 03/07/07. 

8307110439, 

B3071 10466 Responds to 830628 ltr re assessment !* consequence* of 
immediate or delayed gas cloud ignition resulting from 
rupture of Transcn pipeline. Heat flux does not pose safety 
concern. 

CURT 13* IM, W. Pennsylvania Power 4, Light Co 03/07/07. SCHWENCER. A 

Licensing Branch 2. 2pp 19300:009. 24X Fiche 50-307, 03/07/07, 

8307110466. 


0307000169 Generic Ltr 83-28 to all licensees of operating reactors* 
applicants for QL & holder* of CPs re required actions based 
an generic implications of Salem ATWS events Svc list entl. 
EJSENHUT, 0. G. Division af Licensing. 63/07/00. Consolidated 
Edison Co of Mew York, Inc. 30pp 19669:269. 24X 

Fiche: 30-000. B3/07/0B. 0307000169. 


8307010039 Application to amend License NPF-14, consi sting of Proposed 
Amend 23 to revise physical security plan to include Changes 
N*0 fc P ?< Changes A it B to security training it qua 1 i P icat i on 
plan, Change P withheld (ref 10CFR73. 21). 

CURTIS, N. U. Pennsylvania Power fc Light Co. 83/06/27 DENTON. H H 
Office of Nuclear Reactor Regulation* Director 3pp. 19160: 152. 

24 X Fiche; 30-387* 85/06/27* 0307010055. 


8307080471 Requests licensee provide conservative estimate of thermal 
load vital equipment due to delayed ignition of flammable 
gas plume resulting from rupture of proposed Transco 42-lnch 
diameter pipeline 

SCHWENCERrA. Licensing Branch 2. 83/06/28. CURTIS, N. W. 

Pennsylvania Power it Light Co, 2pp. 19365:069. 24X 

Fiche; 50-387, 03/06/28, 0307080471, 


9306270395 Generic Ltr 03-24 to all BUR applicants for OL 6 holders of 
□Ls for Grand Gulf, LaSalle 4< Susquehanna re TMI Task Action 
Plan Item 1,0.1* "Special Low Power Testing it Training 
if Recommendations for BWRs. *' Svc list end. 

EJSENHUT* D. O, Division of Licensing. 03/06/29 Long Island 

Lighting Co. 26pp. 19384:115, 24X Fiche: 30-000. 03/06/29, 

8306270395. 


8307090058 Summary of 830617 meeting ui/util in Allentown, PA re ECCS 
actuation Instrumentation 4* imp I emen tati on of applicable 
Tech Specs. List of attendees end 

PERCH, R. L. Licensing Branch 2. 03/06/29. Licensing Branch 2. 

3pp. 19366:300. 24X Fiche: 50-387* 83/06/29* 030709-0058. 


— 9307090061 Tech Specs re ECCS actuation instrumentation. 

# Pennsylvania Power 4< Light Ca. 03/06/29. 7pp 19366: 303. 24X 

Fiche; 50-307* 03/06/29, 0307090030. 


0307190440 Informs that processing b issuance costs far DL exceeded 
mast fee No addl Fee required. 

MILLER* W O License Fee Management Branch. B3/07/08 CURTIS, N U 
Penney 1 van i a Power 4, Light Co lp. 19656:076, 24X 

Fiche: 30-387. 83/07/08,0307190440. 


--B307 1 90444 Forwards summary of review cost* far processing 4* issuing 
□ L.No- add! fee required far costs exceeding max fee paid. 

W/o jnc 1. 

HOLLOWAY, C xf. License Fee Management Branch. 83/07/00. License 

Fee Management Branch. Lp. 19636:077. 24X F i c h e : 90-307, 83/07 / 00, 

6307190440 


8307270478 Forward* notices of consideration of issuance of amend* to 
License NPF-14 6 proposed N5HC determination b opportunity 
for hearing re 830203,0415 4c 2? submittals on alignment o-f 
particulate 4« gaseous radioactivity mon i tors. 

SCHWENCER* A Licensing Branch 2. 03/07/18 CURTIS, N. VI. 

Pennsylvania Power & Light Co. 2pp. 19780:336. 24X 

Fi che: 30-387* 83/07/10, 03072704 70. 


— 8307180369 Notice <»f consideration of issuance of amend to License 
NPF-14 re particulate it gaseous radioactivity monitors i> 
proposed N5HC determination 4* opportunity for hearing. 

SCHWENCER* A. Licensing Branch 2. 63/07/01. 6pp. 19708:338 24X 

Fiche 50-3B7, 83/07/ I 8, 8307270470. 


--03O72OOOSO Notice of consideration of issuance of amend to License 
NPF-14 4 proposed NSHC determination & opportunity for 
hear ing. 

SCHWENCER* A. Licensing Branch 2, 83/07/01. 6pp 19786:34 4 E4X 

Fiche 50-387* 83/07/18, 8307270478. 
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'" 83 2 pf!?4 B ' ' N °!i C ! °* Of » SSUd n Ce cf amend to License 

wPF 14 re safety parameter display sys- & proposed NSHC 
determination t opportunity for hearing 

SCHWENCER , A. Licensing Branch 2. 03/07/01 6pp 59708 330 24 * 

Ficha. 30-387- 83/07/1B. 8307270470. 330 . 24X 

0307260336 Forwards application for Amend 27 to License NPF-14 
requesting relief from Tech Spec Tables ?.. 2. l-l & 3 3 2-2 to 
increase main steam line radiation high trip setpoint of 3 
times norma 1 background. 

CURT IS, N. W. Pennsylvania Power & Light Co 63/07/22 SCHWENCFtt 4 

83072 ^ 3 ^ SranCh 2 3PP 19726 002 24X Fiche: »"«, ESSES?' * 

—0307260339 Application for Amend 27 to License hlPF-l 4. r equest inp 
re lef from Tech Spec Tables 2 2. j-i * 3 . 3 2-2 to increase 
main steam line radiation high trip setpoint of 3 times 
norma! background. 

CURTIS, N.W Pennsylvania Power b Light Co. 83 / 07/22 
19726:005 24 X F, c h e : 30-387, 03/07/22, 8307260336 P 

8307260342 Proposed Tech Spec Tables 2. 2 . J-l fc 3. 3, 2-2 increasino main 
steam 1 i n.e radiation high trip * e tp o i n t. Tab 1 e re offsite 
doses end, 

* r en ^ y i^ arU * PoW6T * Li ^ ht Co 03/07/22. 3pp 19726 006 n 4x 

Fi che: 50-387, 93/07/22, 9307260336 ° U£> ^ X 

Dul,etifts * correspondence 

6307010010 Act receipt of 630617 1 tr informing Nfl-C of steps taken to 
50-390/83-04* U ° nS °° tBd * * * E * nSP 90-3S7/Q3”l 1 L 

KEWvSN r n C D I,R p Div ! Sl0R of Project 4 Resident Programs. 03/06/29 
KENVON, 0. a Pennsylvania Power b Light Co. | p , 19169- 103 ' 

Fi Che: 30-307. 83/06/2a, B3O7OI0018 P 1U3. & 4X 


B3 ^nfn« 0 ^ F M rWarC}5 rE , In ^ ***** 30-307/83-13 4 50-388/93-07 on 
040609-27 No nohcompl lance noted 

KESvow T B C S ,,fi p D1 ' , ; s ‘ 0 ? of Pr0 -"’ l:l * Resn-nt Program., B3/07/0I 
KENYON. B. D. P.nn.glvania Pooler !, Light Co, 2pp iV332:3ia = 4 * 

Fiche : 50-397. 83/07/01, 03071 50307. 


—8307130313 IE Insp Repts 50-397/93-15 4 50-380/93-07 on 830608-27 Me 
none omp 1 lance noted. Major areas J ns p ec t ed : pr eop era t i ona I 
test review, opera tional ver i f i ca t i on, ma int observation, 
l^li llance ob6er vation 4 preopera t i ona 1 test witnessing 

B 3 scl%n' ? 4 CANN ' 3 o^^ HOLAS -H Region 1 , Office “ Director. 
83/06/30. 14pp. 19532:314. 24X F i che : 50-307, 03/07/01 , B307 1 50307. 

8306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
®Sr« "•cii'cwi.tlon Spray Subsystem.” Svc list encl W™** 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 83/07/11. Consolidated Edison Co of New 

York, Inc. I34pp, 19363:293. 24X Fi che: 50-000, 83/07/ 1 1 , 0306270401. 

8306270404 IE Info Notice 03-47, -'Failure of Hydraulic Snubber* as 
jnnniw ? . Con ^ m ; r ‘ ated Hydraulic Fluid." Svc list encl. 

JORDAN, E l_ Division of Emergency Preparedness b Engineering 
vVrl° n Vnr (P °?1 S3010 ?L 93/07/12. Consolidated Edison Co® of New 

, Inc. I4tpp. 19363; 153. 24 X Fi c h e : 50-000, 83/07/ 12, 8306270404. 

a3 03 D^ 4 3 nAn 7 r ^ rd !, lE lnBp P<!ptS 3O~387/03-12 fc 30-308/93-06 on 
030304-0607 «< notice of violation, 

KENVGN^n 1 '^ Div }* 10 ? of Project U Resident Programs. 83/07/12 
KENYGN, Q, D Pennsylvania Power b Light Co. 2pp 19790- 061 24x’ 

Ficbe: 50-387,83/07/12, 8307230332. ,061 - 24X 

9307230335 Notice of violation from insp an 830304-0607 

r, K 8g ift n ™ 0ffice af Director. 83/07/12. 3pp 1979Q- 063 24X 
Flche: 50-307, 83/07/12, 0307200332. P 24X 


t& NRC 330316 ltr violations noted in IE Insp 
Repts 50-387/93-! 1 <c 50-388/03-04. Cor rec t i ve ac t i ons \ e vi ew P 

that*? ^ f ted ft* t 33 & 2C6S2 wl11 b * performed to ensure 

KffuvnN l i 5 V U ” 5 are P ro, perly controlled 

V fn ,a Power * Co. 03/06/17. 

19?69 Io 4 °} vl * ion ° f it Resident Programs 3 PP 

19169.J04. 24X Fiche: 50-3B7, 03/06/28, 8307010010. PP 

8307050084 Forwards Rev O to PPL-01-0207, "Ineervice Insp Prooram '■ 
including applicable ASME Section XI relief requests 5, 5 

?nJi !? 4 2*M g baund ^ r V classification drawings 
CURTIS, N. M. Pennsylvania Power 6 Light Co 


Licensing Branch 2 
9307050084 


lo „, S ht Co. 83/06/30. SCHWENCER, A. 

Ip- ! 922 1:064. 24X Fi c he 50-367 . 03/06/30 , 


”lLSr r - iw p — ■ w - a ™ 

S3 ^v a rhtoW«“r^^ R r 2 *" program far p umps 1 valv.. 

u/NRC 

—9307090371 Rev 2 to Inservice insp program for pumps 6 valves 

P0UJer ** L * 9 h t Co. 03/06/30. U2pp ?93S0 ,91 

24X Flche 50-387,93/06/30, 0307090369. PP 

ks 

D - Pennsylvania Power h Light Co. 93/03/24 MARTIN, T T 

5 i 4 ».‘s^,r^sssi:^ p — 3 »- 

■" B 3 ?r?S"p”fig P r 5 nsv B 3 ?sfv.Lf a " '"s 0 ""' to «.*.* ,n 

gross aloha tr? t ?,.l T ; nd0r for performing 

sK^vi" »•'«••«? 2 w - Hs,s of eFf,u °"‘ 

Division nr p®* 111 * V Ivan ia Power !< Light Co. 03/06/22 MARTIN, T T 
a « iO- 3 S7’S3?57"oif B JS5?w5Si f-»na*s. Ip. 19435: 059. 


'" 83 S^rom!?i If In *p Repts 90-3B7/B3-12 6 30-380/83-06 on 830304-0607 
Noncompliance noted: intermit tent broaches of secondary 

h nH k ^ c ^ change not implemented It use of unapproved 
F ° r supports. Pprovea 

RHOADS, G. , MACANN, J. Region 1, Office of Director. MCCABE, E C 
0f * Rodent Programs. B3/oI/fS 2 flpp 

19790:066 24X F i ch e; 30-307, 93/07/ 1 2, 0307280332. PP ' 

,E ' n ‘ P ReptS 50-3B7/83-14 on B3060S-15 notion of 

KENYON ' R p °f Projoct & Resldont Program,. 03/07/12. 

j D. P e n n s l vd n 1 ^ Paidor &< Light Co 2od i ha v 

Fic he: 30-397,03/07/12,0307280336. Uightt °- 2pp ' 19790 l04 * 24X 

— E3072QD340 Notice of violation from insp on 030609-13 

t, J e ®I« n JL' 0fFice oF Director. 83/07/12 Ip 19790- 106 24X 
Fiche: 50-387# 83/07/12, 0307280336. P 0 . 106 . 24X 

'"“operatlno'Nlth^ Si"! 830*08-15. Noncomp llanc. noted: 

rollhli 9 ^ d switch in run position while high 

^ 4 ter level trip to main turbine bypassed. 

83 / 07/12 ° a fJ|CCA ° ElE c Division of Project it Resident Programs 
07/12, 4pp. 19790:107. 24X F 1 c h e : 30-397, 03/07/ 12, 8307280336. 

B3 Rf/iV°^i 1E N ° tUe Qa ' 40, Effluent Releasee of 

encl U r ' 123 & 1_t31 in Exce49 of NRC limits." Svc li*t 

SSJrS;^ M a3/ nivf! lan °r QA ' S " fB 9 U«rds 8< Inspection Programs (Post 
7?a Consolidated Edison Co. of New York, Inc 

U4pp 19713270 24X Fic h a : 30-000, 83/07/1 4, 0306270406. 


R. 


.-!II^Ii- 0pCratln9 reports t, related corresponde 


a3 KU?T?i!l5UI f1 .° n l hly u^ P ,S«f, Un9 rept f0T ttay 1 983. W/8306 1 3 Ur. 

B3/0 A /oS » ^I ON '!•.?..-!!"? s V , Y a " ,a . Po “ e, : *• L ‘9"t =«• 


f«i°J 709 , J - Management Information Branch," 

19684,026. t4X Fi c h e : 30-397 , 83/06/09, 03Q722O1 76. 

™?!!” rtab U occurrence s, LERs 8, related correspondence 


3pp. 


0307010069 LER 03-073/01 P-0: on 3303 1 3, i nterac 1 1 ons of c 
in control room emergency outside air supply sys noteo 
following loss of power, Procedure changes instituted t 
S^reea e Lj° P , erat0r 4 “'appropriate corrective actions. 
£fcI6ER,H. w. Pennsy Ivania Power & Light Co. 83/03/16. 
Region 1, Office of Director. Ip. 19124.337 24X 

Fiche: 50-3B7, 93/03/16, 6307010069 


hlorine detector 
ted 


ALLAN, J. M. 


0307010099 Interim deficiency rept re defective GE HMA auxiliary 
relays, insp program completion awaiting receipt of GE 
=™«? Bnded ^rsetive actions. Final rept scheduled for 

8J0901 r 

W n ,^ enilSVlV4nia P0L,BT Co. 83/06/09. ALLAN, J. M. 

Region 1, Office of Director. 2pp. 19168 133 24X 

Fiche: 50-307, 83/06/09, 8307010099. 
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83070 1 0094 LER 03-O83/O3L-O: an 030520. during review of draft 
proceduresi alarm check required by Tech Spec not included 
in chemistry surveillance procedure*. Change made to 
surveillance procedures to include alarm ch ec k. W/83061 7 ltr. 
KUCZYNSKI . L. A. , KEISER, H. U Pennsylvania Pouier ft Light Co. 
83/06/ 17. ALLAN, J. M Region 1, Office of Director. 2pp 
19160:333. 24X Fi c h e : 90-387, 03/06/ 1 7, 030701 0054 


03O71BO264 LER 03 -O09/O3L-O on 830606, d ur i n g survell 
Train S of standby gas treatment sys tripped short 
starting Caused by controls for outside <>>r makeup 
in closed instead of open position W/B30706 Itv. 
PlEMONTfcTSE. A. P , KEISER, HW. Pennsylvania Rower ft 
83/07/06. ALLAN, J M Region 1, Office of Diretto 
19936 OIQ. 24 X Fiche. 30-307, B3/07/06. 83071B0264. 


lance testing, 
ly after 
damper 

Light Co. 
r 2pp 


8307010031 LER 83-082/01 T-0: on 830607. main turbine trip on high reactor 
pressure vessel level bypassed to clear i nter 1 ock. Af tor 
ou tag e, byp a 5 s discovered still i ns ta 1 1 ed Cau s ed by lack of 
clear requirement far bypass r ev iew. W/030621 ltr. 

KUCZYNSKI , L. A. , KE I SER, H. M. Pennsylvania Power ft Light Co. 

83/06/21 . ALLAN. J. M. Region I, Office of Director. 4pp 
19169:196. 24X F i c h e : 30-387. 83/06/ 21 . 930701003 1 


83072-20459 LER 83 - 091 /03L.-0 on B30609. LPC I loop B of RKR discovered 
not full LPC! declared i nop erab 1 e Cause d by loose LPC I 
control disc valve. Tack weld on disc/stem assembly 
increased W/B3070B ltr 

KUC ZYNSKI . L. A . , KEISER. H. W. Pennsylvania Power ft Light Co. 
03/07/08. ALLAN. J. M. Region 1, Office of Director 3pp 
19686 113 24 X Fiche : 50-387, 83/07/0Q, B307220459 


8307120443 LER 03-O84/O3L-O: on 030524 , d ur ing surveillance testing, 
control room emergency outside air supply sys fan tripped. 

Caused by out of tolerance of time delay relay for heater 
differential temp. Relay resot. 14/830623 ltr. 

P IEM0NTE5E, A. P. , KE ISER, H. W. Pennsylvania Power ft Light Co. 
83/06/23. ALLAN, J. M. Region 1, Office of Director. 2pp 
19425:333. 24X Fi che: 30-307, 83/06/23, 8307120443 


8307220312 LER 83-093/01 T-0 on 830712, w/c attainment radia 
out of s vc , d i s c ove r ed that surveillance test period exc 
for monitor A Cause not stated Monitor A tested 
satisfactori ly. 

KEI SER, H. W Pennsylvania Power ft Light Co. 83/07/12. 
Region 1. Office of Director. Ip. 19674:232. 24X 

Fiche; 30-387. B3/07/12. 8307220312 


tion monitor 
ceded 

ALLAN, J M 


D 


8307120296 LER B3-Q85/03L-0: an 830523 , c on ta i nment isolation valve for 
containment atmosphere control sample line foiled to close. 

Cause not stated. Maint personnel verified switch positioning 
& reconnected c i rc u i try . W/B30624 ltr. 

P IEMQNTESE, A. P. , KEISER, H-W. Pennsylvania Power ft Light Co, 
03/06/24. ALLAN, J. M. Region 1. Office of Director 2pp 
19419:338. 24X F i C h e : 90-387, 83/06/24, 8307 120256 


8307220265 Final deficiency rept re detachment of ILSCO Corp Number 14 
stranded wire from screw clamp detectors Initially reported 
on 830524 Deficiency not reportable per ICCFR50 55(e> for 
Unit 2 Item reportable per Part 21 for Unit 1 

CURTIS, N. w. Pennsylvania Power ft Light Co. 83/07/13. MURLEY, T. 
Region k , Office of Director. 3pp 19683226. 24X 

Fiche: 50-387, 83/07/13, 0307220263 


8307120273 LER 83-087/03L-0 : on Q3QS27, "A" Containment H2/02 analyzers 
found to have erratic readings. Caused by pressure control 
valve & sample pump degradation to point where proper flow 
not ma i nta ined . Fa i 1 ed components r e p lac ed . W/030624 ltr. 

TODD, J. J. , KEISERi H. W, Pennsylvania Power ft Light Co. 83/06/24. 
ALLAN. J M. Region 1. Office of Director, 3pp. 19424:102. 24X 

Fiche: 50-3B7, 03/06/24, 0307120273. 


0307220319 LER B3-094/O3L-0: on B306 1 7, d u r i ng co 1 d s ter tup , averag e power 
range monitor flow biased scram trip setpoint lets 
conservative than Tech Specs Caused by low concentration of 
tenon in core Setpolnb ad j us ted . U/830? 1 4 ltr. 

KUCZ YNSK I , L. A , KEISERi H W. Pennsylvania Power ft Light Co. 

03/07/14. ALLAN. J M. Region 1. Office of Director. 2pp 
19675:093 24X F i c h e : 50-307 , 83/07 / 1 4 . 83072203 i9. 


8307120442 LER 83-0B6/03L-0: on 030925. r eac tor bldg door opened while 
maint performed on turbine bldg side of air lack to reactor 
bldg. Caused by personnel error. Ind iv idua 1 w/radio 
communication will be p os ted, W/030624 ltr. 

PIEM0NTE6E, A. P. , KEISER. H. W, Pennsylvania Power 6 Light Co. 
83/06/24 ALLAN, J. M. Region 1, Office of Director. 2pp. 
19425:234. 24X Fi c h e : 90-307, 03/06/24, 0307 1 20442. 


8307230299 RO on 030628, review revealed reactor bldg station 
particulate iodine ft noble gas monitor out sve for more 
than 72 h during 820917-21 ft 1201 -14 Caused by need to work 
on sample probe ft to replace pump 

KEISER, M. W. Pennsylvania Power 6 Light Co 83/07/15 ALLAN, J. M 
Region 1, Office of Director. 2pp. 19673:361. 24X 

Fiche: 90-307, 03/07/15. 8307220299. 


0307010079 PNO- 1-83-069: on 830624, high reactor water level scram 
resulted from loss of offsite power Caused by extensive 
damage to primary ft secondary windings of startup 
transformer C phase. Eva luat ion underway 

RHOADS, 0. , MCCABE, E. Region 1, Office of Director. 03/06/27 Ip 
19169:217. 24X F i c h e : 50-307, 03/06/27, 0307010079 


8307220403 Second interim deficiency rept re inadequacies in Uechtel 
design verification of max circuit lengths of low voltage 
power ft control cables Initially reported on 821219 Also 
reportable under Part 21-Neit rept by 831031. 

CURTIS, N, W. Pennsylvania Power it Light to 83/07/15. MURLEY, T. 
Region i „ Office of Director. 4pp. 196B3 185 24X 

Fir he 50-307, B3/D7/15, D30722D4B3 


B 307 120436 LER 03-O00/O3L-O: on 830930, RCIC pump discharge valve would 
not open. Caused by gap between breaker male & female stab 
clips. Female clips reworked to allow proper contact. 

W/03062? ltr. - 

PIEMONTESE, A. P. , KEISER, H. W. Pennsylvania Power ft Light Co 
83/06/29. ALLAN, J. M. Region 1, Office of Director. 2pp. 

19429:275. 24X Fiche: 50-307, 83/06/29, 0307120436. 


0307280201 LER 03-093/01 T-0: on 8307 1 1 , d u r i ng review of completion of 
surveillance tests, disc over ed that 3l-day functional test of 
containment radiation monitor A not performed from 
030612-0711. Caused by personnel error. W/B3072O ltr. 

KUCZYNSK I, L A , KEISER, H. W. Pennsylvania Power ft Light Co. 
03/07/20. MURLEY, T E. Region 1, Office of Director. 3pp. 
19791310. 24X F i c he : 50-387, B3/Q7/2Q. 030728020 1 


8307060069 RO re failure of startup transformer TIO, Cause under 
investigation. Transformer will be disassembled for repair at 
which time evaluation of failure will be conducted 
Transformer w/automatic tap changer will be installed. 

KENYON, D, D. Pennsylvania Power & Light Co 83/06/30 ALLAN, J. M 
Region 1, Offita of Director. 3pp. 19291 001. 24X 

Fiche; 50-307, 83/06/30, 8307060069 


8307200328 Part 2! rept re insufficient clearance on GE 250-volt dt 
control ctrs. Initially reported nn 03072 1 . Corr ec t ive 
measures will be d e t ermi no d upon OE Itisp completion. Separate 
rept per 10CFR50 55(e) forthcoming. 

KENYON, D D. Pennsylvania Power ft Light Co 83/07/25. MURLEY, T. E 
Region l, Office of Director. 2pp. 19789:243 24X 

Fiche: 50-387. 03/07/25, B3O728O320 


8307120387 Ack receipt of 830609 ltr 
for submission of final deficiency 
STAROSTECKI, R. Region 1. Office o 
Pennsylvania Power ft Light Co. I 
Fiche: 90-387, 03/06/30, 0307120387. 


Revised date of 830901 
rept re GE HMA relays, 
f Director, 03/06/30. 
p. 19426:005. 24X 


acceptable 
CURTIS, N, W. 


DOCKET S0-3GB SUSQUEHANNA 8TEAM ELECTRIC STATION, UNIT 2 
A. Ap pi icatt on/construc tion stage documents ft correspondence 


0307110274 PNO-I-83-075: on 830705 , r e a c tor tripped from 95'/ power when 
US IV closed. Caused by steam line isolation spike due to 
Increase in condensate deminera 1 i t er resin. Water sample sent 
to Peach Bottom for analysis RC IC being reevaluated. 

RH0AD3, G. , MCCABE, E. Region 1, Office of Director. 03/07/06 2pp 
19379:190 24X F i c h e : 50-387, 83/07 /06, 8307 1 10274. 


0307180230 LER 83-090/03L-0: on 830606, c on ta i nment atmosphere hydrogen 
dioxide analyzer placed in sve from standby condition ft 
exhibited erroneous r ea d i ng a. Ana I y t ers declared inoperable 
Caused by calibr gas In lines. Lines purged. W/830706 ltr. 

KUCZYNSKI, L. A. , KEISER, H. W. Pennsylvania Power ft Light Co, 

83/07/06. ALLAN, J. M. Region 1, Office of Director. 2pp. 

19553:227. 24X Fi ch e : 50-387, B3/07/06, 8307 150230. 


8208060366 Board Notification 82-70: no ti f i es of differing prof 
re sensitization of BWR stainless steo! weldments. 
£igENHUT,D G Division of Licensing 82/07/20. PALLADINO, 
Commissioners. 4 p p 17043.001, 24X F i c he : 50-000, 82/07/20, 


op inion 
N. J 


B2O806O366. 


8307050286 Summary of Caseload Forecast Panel 830325-27 site visit ft 
meeting u/util,PA Dept of Environ Resources ft Bechtel re 
fuel load date pro j ec t ion. App 1 leant projects fuel load date 
of 840205 Panel projects date of late Second Quarter 1984. 

PERCH, R L. Licensing Branch 2 03/06/22. Licensing Branch 2. 

38pp. 19263: 136. 24X F l c he 50-3B9. 83/06/22, 8307050206. 
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03 Q 627 O 395 Generic Ltr 83-24 t Q an 0WF . . 

OLs for Grain tf (JuJ f, LaSai j e U Su 4 due-K Jn ppllCa,, ts for OL 5 , holde-rs of 

pan ft.. 1 . 9 . 1 . "Special Lou l*i T * 5k 

* fltconunendaUons for &HRs " Svc ii«i ” 5 * lining 

EISENHUTi 0 . G. Division of'LicI ^ L 

Lighting Co. 26 pp. 19384 : 115 - 24 X FUh ^ 29 U "S f«land 

0304270395 , * F iche SO-OOO, 83 / 04 / 29 , 

aa 07 lB 0003 Informs that separate independent * 
program not r^uired on Unit 2 since dl l' V'*" ve, ‘‘^«tion 
« * i snt la J I y samB as program appUed to lin?r ? r ? <fl5S 
improvements made per lessons l-Barnp* ,* ^ incorporates 
EISEWflJf. B. o. Dlvi.i.n 8 | J ‘ 


EISENhW.D .0 Division 
Pennsylvania Power * Light Co 2 0d 
F iche: 50 - 387 , 03 / 06 / 29 , 0307100008 . 


03 / 06/29 
19567 : 356 . 


CURTIS, N. tf 
24 X 


8306270397 Generic Ltr 83-26 to all 
CPs f»r payer reactors re cl ar i Pi Cd V\ ^ 0Ls * h<,1 ders of 

reqolfeiBents far die*©] fuel lmpuritu <= 0 f * urv «i j ] an < s 

e senkut.o d .f u»«i: ' M ' !‘ !KI 

F^k° n .S°n 0< w '“ ,nt tAbp 19390 ! 1 I 7 J , CoB,l>| Hs,od 

Piths: 50-1000,83/07/03, S306270397 I¥3<? 0 3J7. 24* 

8307060329 Generic Ltr Q3-2? to a 1 1 H rfl 

operating power reactors & holders af rp?*! & applicants for 
cTcr^ rve * lJance intervals in STS 8 vc n xt Por p0Uer reactors 

KSTL 0 1 ™“'* •!>•«•?■?£ wSL 


0 , NeuYorl!" Inc*’ ‘ ' 1 sp j IWa^m! 6 ComoUj*.,. 

PiChe: 30 - 000 , 83 / 07 / 06 , 830706 O 32 ? PP ,9 **?254 


24 X 


3307110439 Submits Info r» automatic 

™ ™ , . p !:: l n n K.T.i' u ‘ n9, in smi "* 

CUail8.fi W Pennsylvania Power 1 , Uoht Ca «*> 

2 3pp - i,3Bi « 5 

e ^p:ir;.iu:: “ jr,; ; «»»««. » of 

^PUre of Transco piJeUn* Heat Til t L?*" 1 *'** tra " 

«ie*rn fIUlc not p© 5 , safety 

CURTIS, ft. ft Pennsylvania Power £ Linhf r 

Branch 2 , 2 pp 193 BQ: 089 34 X Fi f^ 0 ^ 07 - SCHftENCER, A 

50 - 337 , 83 / 07 / 07 , 


B 3071 10466 


S 30, 0801 69 Generic Ltr 83-28 to all 

applicants for OL t< holders of CPs re r i^ e * °F era Hng reactors, 
| en,ric imputations of Salem ATWS a ' ct( - on ' based 

eismwi,..*. .ivi.ion of svc u « «„*” d 

4 Uon Co Of h ew Yant, j n c 3Qp |o/.„ 0 ^? e Consolidated 
fi the: 50-000, 03/07/08/ 830708 01 69 PP 249. 34.x 


correspondence 


RH ^ Qrt <«*>, su PP i, 

0307130100 Commits to correct 4 p 

ssszi/s pH ii tl%:A ««:•»•«« •» *» 

jenedute f 0P meeting requirements of dlt-iila * pl 5 U SER - 

* SCHHENCEB.a, 

cne 30 - 308 , 03 / 07 / 11 , 


CUBriS.N.W. 
Licensing Branch 2 . 
83071 30 iao. 


emergency i, f 


^jrotectior, plans 


conducted 0n 830323^!?^ i JHc i e^c I e ^^gen C y 

T "°‘ Te 


®V u,ie ** 4vt ' t 'i 

JORDAN, p H L . M4n4 9eme 


a^^f^ Pas * l 630303) ef 3pp rfl *^L^ r f£f 1etfn *«* 


8307190173 


nt Agency 
19634 : 1 72 . 


03 / 06 / 13 , 

247 e*? f n9 * nc?r lng 
24 X Fiche: 30 - 307 , 83 / 06 / 13 , 




cdeJis. * ° f| -‘* a?'". c * r ° i i * a ™ < 

|^onU?Io° , ' anc, ‘ *’ ,p *’«' w«‘ ’"aw' VicK^, s «^wcw. «■ 


In 


0307260076 Adv l5PS that rept on Reg Guid & 1.97 ejected bu Mau 1994 
* T * ^spouse to Generic Ltr 32-33. Schedule for ' P 

submittal of safety parameter display sys safety analysis 
remains 830930 due to resource limitations * iy5 ‘* 

CURT I S, ft. W Pennsylvania Power b Light Co. 33/07/22 SCHWENCER a 

0=o^oSL“ ra,lCh 2 ‘ P 19737:242 

H. Qeneral correspondence 

, tl,at aU " oc, »* r »•«"*• b» clo.elg supervise)!, baserf 
on listed reasons, Knowledge about nuclear power 

Annn ff ici ent to p orm 1 k continued plant operation 

A ^ f J l *-tion Unknown. B3/07/14. DEMTOft, H. R. Qffi ce of 
a I rt R ^ aiCt0r R|> 3 u 1 rntlon. Director. 2p p 19684 079 34X 

Fiche: 50-337, S3/G7/J4, 3307220161, 

IE Dulle ^‘ns * correspondence 

8307010013 Ack receipt of 830617 ltr informing NRC of steos taken f n 
SO-30B/O3-S4 ati ° n9 ln lE lns P nepts 50-307/83-11 l 

KEmoN T D C S I,n p Div J ai0 '* of Pr °JCC* * Resident Programs. 83/06/28 

ip i9i6?:i ° 3 - 24x ‘ 

'■^sr^-BSK, •: sysK.; 1 ;.:;.;;;::'::;; 

? at J 'u Mef t 61 / 5 , 4 ," 3 & 2C4lE “ U1 U .nVur. 

iemni S*^ 1 1 d ** ,lia “ 5 ar " P9“P«Mg controlled 

srAHoarecui n Pe ''’!l? vlv '? n,a 4 L ‘ aht Co m/06/17. 

2« EU^.'DO-^vrD^aL^.^D^rooia 0 ”-^ 5 ' 3pp ' 

Pr9S7M "' 

CUfli S , 2 a S y ' b ^ unddr, j Classification drawings 

v ‘ n ' ,a -- - 191 

e3 B^ 04 ol & - 7 ^ N ^UJa^d,l lE 1 Ini[1 R&pt5 50-307/83-15 * 3O-30B/83-O7 on 
030408-2/. No noncomp i lance noted. 

KENVQN^ C 0 I '"p»o^M! iI “? °o Pr0J f c * & «•*«•»* Pregronie. 83/07/01, 
p P®R n sy J van 1 a Power tt Light Co 2 dd oav 

Flche: 50-3B7, Q3/O7/0I, Q307150307. 19532.312. 24X 

— B307150313 IE Intp Repts 50-307/83-15 & SO-3B8/03-O7 on 03O6OB-P7 w n 
nonccmpliance noted Major areas i ns pec t ed : preop erltJonf? N ° 

°P <!rati,>nal verification, maint observation, 

RHOAD- i" nC 5r?li: r V tl 2? & p re °P ^ ^ ^ i ona 1 test witnessing. 

RHOADS, G, MCCAMM/J. , NICHOLAS, H. Region 1, Office of nir.r^r 

6/30. 14pp_ 19532:314 24X F l c h e : 50-307, 03/07/01 , 8307 1 50307. 

■"SSSJJlS.T;!?." In “’ RCPt 5 °- 3aB/03 - 09 <*" 830617^20. No 

^KENYOM^n^n D ^ viaio, i 1 Df! Engineering U Technical Programs, 83/07/07 
KENYON; R^O Pennsylvania Power fk Light Co, 2pp 19666 347 24X 

Fiche: 30-300, 03/07/07, 0307210204. P ‘ ,V6fa6 347 - 

"^ e3 notId^,. Itr In5P R ? pt 5O " :39S/e3 *’0S «n Q30617-20, No none omp 1 ianc e 
ted. Major areas i ns p e c t e d ; by dros ta t j c testing of reactor 
pressure ves^l Sc associated p iping, inc led ing tours of 
« mCnt rBfu,< * lin 3 floor t reactor bldg, 

Q 3 /n?^ H DE:1 ' TE NHAU3EN,L. Region I, Office of Director. 

07/Oj. 7pp_ 19666:349. 24X Fiche: 50-3B9, 03/07/07, 8307210204. 

^^Rnrr^R 1 IE 1 ^ f ° 83-46, "Common Mod© Valve Failures Degrade 

jnSn L r i irCt, i aUOn 9prav Subsystem. « Svc list end. 9 

JORDAM,E- L^ Division of Emergency Preparedness & Engineering 

v“k ?L Cq„.olH»t.<f Edison Co of Neu 

r rk, Jnc. 134pp. 19563:293. 24X Fi che: 30-000, 83/07/1 1, 0306270401. 

M Ro»u?rnf , Co^ f °, NO . U ; e u 0 v"' 7, of Hydraulic Snubbero a, 

of Contaminated Hydraulic Fluid. - Svc list end. 

ROAN, R. l Division of Emersency Preparedness V Engineering 

v”r r lo C ti. e30, °?o^, S3707/l3 Consol (dated Edioon Co of N.u 

U inc 141pp. 19363:133, 24X F l c h e: 50-000, 83/07/ 12, 8306270404. 

9a 03 Dao 4 3 AAnY r ^ rd !d * E In * P R * pfcS ^*"307/83-12 h 50-388/83-06 on 
030304-0607 & notice of violation. 

KENvSw T n C n r ' n n of Pro ject 4* Resident Programs. 03/07/12. 

KEftYOft, B. ^ Pennsylvania Power 6 Light Co. 2pp. 19790;06| 24X 

Fiche : 30-387, 83/07/12, 8307280332 


■9307280335 Notice of violation from 
* R« 9 ion 1 , Office of Director. 
Fiche 50 - 387 , 93 / 07 / 12 , 0307200332 . 


i nsp on 830504-0607. 
03/07/12. 3pp. 19790:063. 


24 X 



DOCKETED ITEMS 


231 


— 8307290349 16 Insp Rept* 90-307/83- 12 b 50-308/ B3-0 6 on 830904-0607 
Nancomp 1 lane e no ted : i nterm i 1 1 ent breaches of secondary 
containdienti field change not Implemented b use of unapproved 
handbook for acceptance of pipe supports 

RHOADS, G. , MACANN, J. Region i, Office of Director, MCCADE, E.C. 

Division of Project b Resident Programs B3/06/13. 28pp 

19790 066. 24X F i c h e ; 50-307, 83/07/ 1 2, 8307280332 


8306270406 IE Info Notice 03-48. "Gaseous Effluent ReLeases of 
Radioactive 1-125 b 1-131 in Eicess of NRC Limits. M Svc list 
end. 

TAYLOR. J M Division of OA. Safeguards L Inspection Programs (Post 
030103). 03/07/14. Consolidated Edison Co. of New York, Inc, 

114pp. 19715:270. 24X F iche: 50-000, 03/07/14, 0306270406. 


R. Periodic operating reports b related correspondence 


0307260300 Forward* 6-month response to NUREG-0612, "Control of Heavy 
Loads at Nuclear Power Plants." procedures for overhead 
handling sys include precautions b. guidelines to be observed 
while operating sys. 

CURTIS, N. W. Pennsylvania Power 6 Light Co. 83/07/22. 8CHIJENCER. A. 
Licensing Branch 2 17pp. 19726:092. 24X Fic ho: 50-380, 03/07/22. 

8307260300. 


3. Reportable occurrences, LERs 6 related correspondence 


— 8307140424 "St Lucie Nuclear Power Plant Full-Scale Local Exerci 
Conducted on 830120," final evaluation rept. 

* Federal Emergency Management Agency- B3/03/D8. 36pP- 

19320 214. 24X F i ch e : 50-335, 83/03/30, 8307 1 40420. 

8307140339 Discusses 1904 full-scale emergency exercise p*r 830426 
meeting. Exercise will extend over 3-day per iod . Emergent y 
operations facility will operate at reduced level after 

□ 'REILLY? J. P Region 2, Office of Director, 83/05/26, UHRI0,R. 
Florida Power *. Linhfc Co. 


0307140270 Inform* that Boise Interagency Fire C tr contrac 
perform surveys of radio frequency interference b 
electromagnetic in ter f erenc « . Ass i stanc e requested. 
VERRELLI, D. M Division of Project b Resident Programs. 
UHR TO, ft E. Florida Power b Light Co. 22pp. 19922:297. 

Fichu: 50-000, 83/05/31, 83071 40270. 


ted to 

83/05/31 . 
24X 


8307110241 Submits editorial changes to SER.Suppl 2, Section 9. 5.1, Item 
3 re control room fire detection coverag b. S trateg 1 cal ly 
replacing key sections of lay-in files will allow flow of 
combustion where detectors installed. r, r> 

UHRrO,R.E. Florida Power b Light Co. 83/07/05. EI 5 E [|HUT, D. G. 
Division of Licensing. Ip. 19379:235. 24X Fi ch *; 50-389, 83/07/05. 

8307110241. 


0307010099 Interim deficiency rept re defective GE HMA auxiliary 
relays. Insp program completion awaiting receipt of QE 
recommended corrective actions Final rept scheduled for 
830901. 

CURTIS, N. W. Pennsylvania Power & Light Co. 83/06/09- ALLAN, J M, 
Region l, Office of Director. 2pp. 19160:155. 24X 

Fiche: 50-307, 03/06/09, 3307010099. 


830-7220265 Final deficiency rept re detachment of ILSCO Carp Number 14 
stranded wire from screw clamp detectors. Initially reported 
on B30524. Def i c iency not reportable per 10CFR5D. 59< e ) for 
Unit 2. Item reportable per Part 21 for Unit I. 

CURTIS, N, W Pennsylvania Power ?< Light Co. 83/07/13. MURLEY, T. 
Region 1, Office of Director. 3pp. 19603 226. 24X 

Fiche: 50-307, 83/07/13, 0307220263 


0307220403 Second interim deficiency rept re Inadequacies in Dechtel 
design verification of max circuit lengths of low voltage 
power b control cables. Initially reported on 821219 Also 
reportable under Part 21. Next rept by 831031 

CURTIS, N, W, Pennsylvania Power 6 Light Co. 03/07/13 HURLEY, T. 
Region 1, Office of Director, 4pp. 19685: 105, 24X 

F Lche: 50-307, 83/07/15, 0307220403. 


DOCKET 50-389 ST. LUCIE PLANT, UNIT 3 


A. Application/construction stage documents b correspondence 


0307060329 Generic Ltr 03-27 to all licensees b applicants for 
operating power reactors b holders of CPs for power reactors 
re surveillance interval* in STS. Svc list end. 

EI8ENHUT, D. G. DJ Vi Sion of Licens ing. 03/07/06. Consolidated 

Edison Co. of New York, Inc, I6pp, 19669:254 24X 

Fiche; 30-000, 83/07/06, 8307060329. 


E. NRC Safety Evaluation Report (SER>, suppls 6 correspondence 


830711024) Submits editorial changes to SER.Suppl 2, Section 9. B. 1* Item 
3 re control roam fire detection c overag o Stra teg i ca 1 ly 
replacing key sections of lay-in files will allow flow of 
combustion where detectors installed. 

UHRIGrR.E. Florida Power b Light Co. 03/07/05. E 1 SENHUT, D. G. 
Division of Licensing. Ip. 17379:235. 24X Fiche; 30-309, 03/07/05, 

8307 1 1 024 1 . 


1307 1 40 1 52 Responds to util 830511 ltr re rev* to Chapters 5 k 4 to 
security plan. Changes consistent w/ 10CFR30. 34Cp > b 

KNIGHTON. G. W. Licensing Branch 3. 83/07/06. UKRIQ, R. E. Flor Ida 

Power b Light Co- 2pp. 19940:048. 24 X Fi c he: 50-335, 83/07/06, 


8307270351 Forward* Rev 7 to physical security plan. Rsv withheld 
Cref 10CFR73. 21 1. „ , „ 

UHRIG.R- E. Florida Power b Light Co. 83/07/07. 0 'REILLY ■ J. P. 

Region 2, Office of Director. 2pp. 19767:297. 24X 

Fiche: 30-335, 03/07/07, 0307270351. 


0307130347 Forwards IE Safeguard* In*p Repts 50-335/B3-23 * 
30-389/03-50 an 030613-19 No noncompliance noted. 

DANCE, H. C , Region 2, Office of Director. 03/07/12. UHRIO,R.E, 
Florida Power b Light Co. 2pp. 19538:284. 2-4X 

Fiche: 30-335, B3/07/12, 0307130347. 


— 0307130353 IE Safeguards Insp Kept* 30-335/83-29 6 50-389/83-30 on 
030613-15. No noncompliance noted. Major area* inspected: 
physical security plan b implementing procedures re recordi 
fc r ep t s. Do ta 1 1 * withheld (ref I0CFR73.21). 

MOORE, D. E Region 2, Office of Director. 83/07/11. Ip. 
19533:286. 24X F ic h tt l 50-335, 83/07/ 1 2, 03071 30347. 


8307220326 Ac It receipt of 830627 b 30 Itrs infoming NRC of steps taken 
to correct violation* noted in IE Insp Rept 30-309/03-30. 

DANCE, H, C. Division of Project b Resident Program*. 63/07/13. 

UHRIQ, R. E. Florida Power b Light Co. Ip. 19603:209. 24X 

Fiche: 90-3B9, 03/07/13, 0307220326. 


-0307220330 Responds to NRC 030523 ltr re violation* noted in IE Imp 
Rept 30-389/83-38. Corrective actions: insp performed on all 
completed fire barrier* b process sheets revised to indicate 
h oldpoint. 

VHRIG, R. E. Florida Power 4t Light Co, 83/06/30. O 'REILLY, J. P. 
Region 2, OfPice of Director. 2pp. 19603:210. 24X 

Fiche: 50-389, 03/07/13, 8307220326. 


— 0307230332 Ac It receipt of IE Insp Rept 30-369/83-38. No proprietary 
i nf o. Cor ree t Iv* «c t l on* : rou t i ng 6 processing of procedures 
reorganised 6 personnel instruction completed as of 830617,. 

UHR I Of RE, Florida Power b Light Co. 83/06/27, O'REILLY. J. P. 
Region 2, Office of Director. 2pp. 19603:212-, 24X 

Fiche: 50-389, 83/07/15, 8307220326. 


F. Security, medical, emergency b fire protection plans 


8307140276 Act receipt of 021227 ltr providing status of corrective 
action* re public info b educ program*. NRC finding of 
adequacy will be based on matl, along u/FEMA review of 
emergency plan, during Jan 1903 exercise. 

O'REILLY, J. P. Region 2, Office of Director. 03/01/36. UHRI0,R 
Florida Power b Light Co, Ip. 19522:324. 24X Fiche: 50-335, 

03/01/26, 0307140276. 


— 0307220335 Forwards IE In»p Rept 50-389/83-30 on 830503-16 b notices 
of violation b deviation. 

DANCE. K. C. Division of Project b Ro*ldent Program*. 83/09/25. 

UHRTG.R.E. Florida Power b Light Co. 2pp. 19683:214. 24X 

Fiche: 50-309, 83/07/ 1 5, 8307220326, 


— 0307220337 Notice of violation from insp on 830303-06. 

a Region 2, Office of Director. 83/05/25. Ip. 19603:216. 24X 

Fiche: 50-309, 03/07/19, 8307220326. 


B3071 40420 Forwards FEMA evaluation rept of 630120-21 emergency 
exercise per IE Insp Repts 50-335/83-04 b 50-389/83-12 
DANCE, H. C. Division of Project 6 Resident Programs. 83/03/30. 
■UHR 10, R. E. Florida Power b Light Co. Ip. 19520:213. 24X 

Fiche: 30-335, 03/03/30, 9307 1 40420. 


— 0307220339 Notice of deviation from in*p on 830503-06. 

a Region 2, Office of Director. 83/05/25, Ip. 19603:217. 24X 

Fiche: 50-389,83/07/15, 8307220326. 
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—0307220341 IE Imp R ept 50-389/03-38 on 830303-06. None omp 1 1 an c« noted: 
f« Hurt to 9 *tablish it implement procedures for fire 
fighting strategies L inadequate OA/QC program for const of 
fira barrier vails it shields. 

MILLER, W. H. Region 2. Office of Director. CONLQN, T. E. Division 
of Engineering fc Radiological Safety Programs. 03/03/20. 

19683:21 a. 24 X Ficfi a : 50-3B9, 83/07/ 1 St 6307220326. 


8pp. 


9307280031 Advises that Amend i4 to FSAR will not be issued until Nov 
1983. Scope of amend revised to Include rev of Fire 
protection requirements St rev of piping it instrumentation 
d i a a ram to reflect as— built conditions. 

UKRlO.fi- E Florida Power It Light Co. 83/07/22. 

Division oP Licensing. Ip. 19791:195. 24X Fi eh e : 50-389, 03/07/22. 

8307280031 


8307280237 Forwards Rev 2 to 020814 evaluation supporting requests for 
exemption from Section III-Q of App R to 10CFR30 re fire 

UHRIO, R. E. Florida Power It Light Co. 83/07/22. EISENHUT. D. Q. 
Division of Licensing. App. 19795:238. 24X Fi c h e : 50-389. 83/07/22, 

8307280237. 


G. Advisory Committee on Reactor Safeguards reports Sc correspondence 


8307030456 Requests info on whether review panel implemented in Region 
II to inspect licensee documentation is utilized in other 
reg tons 

NOVAK, T. M Assistant Director for Licensing. 83/06/21 TAYLOR, J H, 
Division of QA. Safeguards 6 Inspection Programs (Post 030103). tp. 
1 9262; 279, 24X Fiche: 50-309. 03/06/21. 0307090436. 


8307030126 Forwards safety analysis of 830606 proposed change to Tech 
Specs requesting that weekly testing of valves involved in 
turbine overspeed protection be extended to monthly schedule 
& Westlnghouse Itr inadvertently omitted from 830606 1 tr. 

UHRIO, R.E. Florida Power L Light Co. 03/06/20. EISENHUT, D. 0. 
Division of Licensing. 4pp. 19220:213. 24X F i c h e : 50-399. 83/06/28) 

3307030126 


8307080667 Discusses accomplishments in meeting licensing schedule. 
NERSES, V. Licensing Branch 3. 03/06/20 KNIGHTON, 0. Licensing 

Branch 3 2pp 19364:123. 24X Fi cho : 50-389, 03/06/20. 8307000667. 


0307110634 Responds to Commissioner Ahearne 830613 request for info on 
vicinity population study. Revised resident U transient 
population estimate incorporated into SER Section 2, 1.2. 

OIRCKSiH. J. Office of the Executive Director for Operations. 
83/06/20. PALLADIND, N. U. , 0 IL INSKY, V. , AHEARNE, J. F Commissioners. 
Ip 19391:356, 24X Fi c h e : 50-389, 83/06/28, 0307 1 1 0634. 


8307190327 Comments on reactor vessel thermal stress during cooldown, in 
response to 830520 ItT. Concurs w/Tsylor Ref 3 that large 
thermal gradients could have developed if no mixing of 
stagnant fluid at low temps occurred. 

ZUDANBrZ, Franklin Insfcttute/Frank I in Research Center- ZUDAN9, 2. 
ACAa - Advisory Committee on Reactor Safeguard*. 03/05/31. 

MCKINLEY, J. C. ACRS - Advisory Committee on Reactor Safeguards. Ip. 
19656:171. 24X Flche ! 50-339. 83/05/31 , 8307190327. 


P. Operating licansa stage documents l< correspondence 


0307140136 Confirms that requirement constraining Initial criticality 
complete It initial criticality may proceed. 

□ 'REILLY, J- P. Region 2, Office of Director. B3/05/27. UHRIGrR.E, 
Florida Power & Light Co. Ip. 19514:063. 24X Fiche: 50-389, 

83/05/27.0307140136. 


830714-0168 Confirms that conditions for exceeding 5X rated power met, 
per License NPF-16 Attachment I, Page 2 requirements. Util may 
escalate power once CL emend issued for full power 
operation. 

Q 'REILLY, J. P. Region 2, Office of Director. 83/06/09. UHRIO, R.E. 
Florida Power 6 Light Co. Ip. 19523:207. 24X Fi c h e: 5O-30?r 

03/06/OB, 0307140168. 


83071 50045 Forwards Amend 2 to License NPF-I 61 Su pp 1 4 to 8 ER 
<WREG-O043> & notice of issuance k aval lab i 1 i ty. Amend 
authorizes operation at power levels up to 1007. of full 
rated power, W/a SER. 

KNIGHTON, 0 . W, Licensing Branch 3. 83/06/10. UHRIO, R.E. Florida 

Pover & Light Co. 2 pp. 19562:313. 24X Fiche : 50-309. 03/06/10, 

8307150045. 


— 83071 50048 Amend 2 to License NPF-16, author iz ing operation at power 
levels up to 100X of full rated power. 

EISENHUT, D. G. Division of Licensing. 03/06/10. 5pp. 19562:313. 
24 X F 1 c h • r 50-389, 03 / 06/ 1 0, 8307 1 30045. 


— 0307130030 Notice of issuance & availability of Amend 2 to License 
NPF-16. 

KNIGHTON, 0. H. Licensing Branch 3. 83/06/10. 3pp. 19562:320. 

24X Fiche: 90-389, 03/06/10, 8307130043. 


8307060269 Forwards "St Lucie Units 1 6 2, Turkey Point Units 3 fc 4 
Detailed Control Room Design Reviews Program Plan," per util 
030415 commitment re Suppl 1 to NUREG-0737. 

UHRIO, R. E. Florida Power 8 t Light Co. 03/06/30. EISENHUT, D. 0. 
Division of Licensing. ip. 19239:104. 24X F i c ho: 50-389, 03/06/30, 

0307060265. 


0307070077 Forwards description of C-E Owners Group program for 
resolving TMI Item II. K, 3 .3 "Automatic Trip of Reactor 
Coolant Pumps" Z, Generic Lt t 83-lOD, Program scheduled for 
completion by end of 1903, 

UHRIO. R.E. Florida Power h Light Co. 03/07/01. El SENHUT, D. 0. 
Division of Licensing. 6 pp. 19293:076, 24X Fiche: 50-335, 03/07/01, 

0307070077 


0307120410 Forwards Class II & HI amend fees for 830606 L 17 
applications re turbine overspeed protection k steam 
generator p r « ssur e/ 1 emp 1 imi ts , reap ec t i vo 1 y . 

UHRIO, R E. Florida Power 8 * Light Co. 03/07/01. EISENHUT, D. G. 
Division of Licensing, lp. 19430:140. 24X Fiche: 30-389, 03/07/01 > 

8307120410. 


8306270397 Generic Ltr 83-26 to all applicant# for OLs & holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list end. 

EISENHUT, D. G. Division of Licensing. 83/07/05. Consolidated 
Edison Co. of Now York, Inc. 16pp. 19390:317, 24X 

Fiche: 50-000, 03/07/05, 0306270397. 


0307150231 Application for amend to License NPF-16, re Vi s 1 ng License 
Condition 2, C. 7 re natural circulation cooldown & boron 
mixing test. Safety evaluation end. 

UHRIO, R E Florida Power 6 : Light Co. 83/07/07. EISENHUT, D. 0. 
Division of Licensing. 4pp. 19530:219. 24X F i c h a ; 50-309, 83/07/07, 

9307150231. 


0307080169 Generic Ltr 03-2B to all licensees of operating reactors, 
applicants for OL holder* of CPs re required actions based 
on generic implications of Salem ATWS events. 8 vc list end. 
EISENHUT, D. G. Division of Licensing. 83/07/08. Consolidated 
Edison Co. of New York, Inc. 38pp, 19669:267. 24X 

Ftcha: 50-000, B3/O7/O0, 8307OB0167. 


8307180446 Forwards monthly FR notice of amends to OLs involving NSHC. 
* Office of Nuclear Reactor Regulation, Director. 03/06/15. 

UHRIO, R.E. Florida Power & Light Co. 2pp, 19641:347. 24X 

Fiche: 50-000, 83/06/15, 0307 180446. 


— 8307190001 Monthly notice of amends to OLs involving NSHC. 
CLARK, R. A. Oparattng Reactors Branch 3. 03/06/07. 15pp. 

17641:349. 24X Flc he: 50-000, 83/06/15, 8307100446. 


8307000646 Forwards "Control of Heavy Loads, St Lucie Plant*Unit 2 
{Phase I), " technical evaluation rapt. 

KNIGHTON, 0. H. Licensing Branch 3. 83/06/17. UHRIO, R, E. Florida 

Power It Light Co. 2 pp. 19364:180. 24X Fiche : 50-389, 03/06/17, 

8307080646. 


0307260333 Advises that post-reactor trip review procedure* will be 
modified per NRC 830708 Generic Ltr 83-20 in lieu of util 
830609 commitment. 

UHRIO, R.E. Florida Power & Light Co. 03/07/21. EISENHUT ■ D. Q. 

Division of Licensing. Ip. 19732:361. 24X Fiche: 30-389, 03/07/21, 

8307260353. 


8307280051 Advises that Amend 14 to FSAR will not be Issued until Nov 
1983, Scope of amend revised to Include rev of fire 
protection requirements fc rev of piping 6 instrumentation 
diagram to reflect es-bullt conditions 

UHRIO, R.E. Florida Power it Light Co. 03/07/22. EISENHUT, D. 0. 
Division of Licensing. lp. 19791:195. 24X Fiche: 50-387, 83/07/22, 

8307280051. 


0307140063 Concurs in 830516 request for extension until 830627 to 
submit call-in drill* (staff augmantatlon/time saving 
measures). 

5' £* ^vision of Project & Resident Programs. 03/06/20. 
UHftIG, R.E. Florida Power L Light Co. ip, 19514:091* 24X 

Fiche: 50-000, 03/06/20, 0307140065. 


Q. Inspection reports, IE Bulletins St correspondence 


8307140229 Requests that liquid samples spiked w/rad ionuc 1 ides be 
analyzed for tr 1 1 ium, 8r-89 b Sr-90 content within 60 days of 
receipt of spiked samp les. Samp lei will be sent annually as 
part of routine insp program, 

LEWIS* R C. Division of Project * Resident Programs. 33/02/07. 
UHfilGfR.E, Florida Power «< Light Co. Ip. 19524:060. 24X 

Fiche: 50-000, 83/02/07, 8307 1 40229. 
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9307140112 Forwards IE Insp Rapt 
none ompl i ante noted. 

LEWIS. R.C Division of Projee 
UHBIO. R . E. Florida Power 5* Li 
Fiche: 50-309, 03/02/25. 33071401 


50-3B9/63- 1 0 on 0301 

t 4c Resident Programs 
gh fc Co. 2pp. 1951 4 : 
12 . 


10-21. No 

03/02/25. 
129. 24X 


“—8307 1 404 19 IE Insp Rept* 30-335/B3-05 4. 30-309/03-15 on 030211-0310. 
None amp 1 ianco noted : fai 1 ure to follow refueling sequencing 
procedure during refueling operations 

ELROD'S. A. i B 1 DQ.H E Region 2. Office of Director. JULIAN, C. A, 
Division of Project 6 Resident Programs. 03/04/21. 12pp. 

19521-320. 24 X Fiche: 50-333, 83/06/29, 0307140393 


■8307 1 401 17 IE Insp Rept 50-309/83-10 on 830110-21. No noncompliance 
noted. Me jor areas inspected seismic analysis for as-built 
saf e ty-r elated piping sys (IE Bulletin 79-141. 

ANG.W.P, , BLAKE, J.J. Region 2. Office of Director 83/02/23 
4pp 19514 131. 34X Fiche: 50-389, 03/02/23, 0307140112. 


8307220028 Fot wards IE Insp Rept 50-389 /B3-40 on 630530-06-10. No 
nonCDinpl lance noted. 

DANCE, H. C. Division Of Project t Resident Programs. 83/06/29. 

UHRJO, R-E. Florida Power & Light Co 2pp 19694:353. 24X 

Fiche: 50-389, 03/06/29, 8307220020. 


0307140420 Forwards FEMA evaluation rapt of 830120-21 emergency 
exercise per IE Insp Repts 50-335/83-04 !t 50-389/03- 12. 

DANCE, HC Division of Project & Resident Programs 03/03/30. 
UHRIO.R. E Florida Power 6 Light Co. ip 19520:213. 24X 

Fiche: 50 -335, 83/03/30, 8307 1 40420. 


8307140147 Forwards IE Insp Repts 50-333/03-09 U 50-309/83-22 on 
03031 i -04 l 0. No none omp 1 lane e noted 

DANCE, H. C. Division of Project Resident Programs. 03/06/14 
UKRIO.R E Florida Power S( Light Co. 2pp. 19514:231. 24X 

Fiche: 50-335, 03/06/14, 0307140147. 


— 6307 1 401 54 IE Insp Repts 30-335/03-09 h 50-309/83-22 an 6303 U -0410. No 
noncompliance noted. Major areas inspec ted : mat nt t* 
stirvei 1 lance ob s erva 1 1 one , p 1 ant operations, IE bulletins* 
circulars & info notices, LERs & new fuel handling. 

ELROD, S. A., BIQD.HE. Region 2, Office of Director. JULIAN, C. 
Division of Project 4< Resident Programs, B3/Q6/13. 14pp. 

19514:233. 24X F i c h e: 50-333, 03/06/ 1 4, 0307 1 401 47. 


B307140097 Forwards IE Insp Rept 50-389/03-46 on 830525-27. No 
■noncompliance noted. 

DANCE, H. C, Division of Project h Resident Programs. 03/06/24. 
UMRIO, R.E- Florida Power S« Light Co. 2pp 19314:101. 24X 

Fiche: 30-389, 83/06/24* B307 140097. 


— 0307140103 IE Insp Rept 50-389/83-46 on B30323-27.No non Comp l lance 
noted. Major areas inspec ted: sei smie analysis for as-built 
sa f oty -re 1 a ted piping sys (IE Bulletin 79-141 & pip® support 
baseplate designs using concrete expansion anchors. 

ANC, W P. , BLAKE, J. J, Region 2, Office of Director. 83/06/22 
5pp. 19514:103. 24X Fiche: 30-389, 03/06/24, B307140097. 


G 3071 40394 Ack receipt of 830619 ltr informing NFIC of steps taken to 
correct violations noted in IE Insp Rept 50-333/03-12. 

DANCE, H. C. Division of Project & Resident Programs. 03/06/27. 
UHR1G.R E. Florida Power & Light Co. Ip. 19520:166. 24X 

Fiche: 30-333* 03/06/27, 8307140394 


— B307140403 Forwards IE Insp Repts 50-335/83-12 6 50-389/03-32 on 
630411-15 ?< notice of violation 

DANCE, H. C. Division of Project 6 Resident Programs. 83/05/16. 
UMRIO, R-E. Florida Power 6 Light Co. 2pp. 19550: 169. 24X 

Fiche: 50-335, 03/06/27, 0307140394 


— 8307220037 IE Insp Rept 50-309/83-48 on 630530-0610. No none offlp 1 i anc e 
noted Major aTeas i nsp e c te d : ap p r aac h to k achievement of 
initial critical! ty, low power physics testing 6 review of 
p r e ope r a t i ona 1 procedures re power scansion test program. 

KRUG, H, Region 2, Office of Director. JAPE, F. Division of 
Engineering S* Rad i o log i c a 1 Safety Programs 83/06/20. 3PP- 
19604:355. 24X Fiche: 50-389* B3/06/29. 6307220026 


83D7140274 Ack receipt of 330531 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-389/03-29. 

DANCE, H. C. Division of Project & Resident Programs. 83/06/30. 
UNRIG* R E. Florida Power 6 Light Co. Ip 19523:126. 24X 

Fiche: 30-369, 03/06/30. B307I40274. 


— 0307 1 40202 Forwards response to IE Insp Rept 30-389/63-29. No 
proprietary info. Revised procedure posted. Full compliance 
achieved B3O4O0. 

UHRIO, R- E. Florida Power Light Co. 03/05/31 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 19525:124. 24X 

Fiche: 50-3B9, 03/06/30, 8307140274. 


— 0307 1 402B3 Forwards IE Insp Rept 50-389/93-29 on 930403-06 tt notice of 
viola t ion. 


Division of Project 


LEWIS, R.C 
UHRIG.FL E FI ot i da Power S* Light Co 
Flch*: 50-389, 03/06/30* 8307140274. 


Resident Programs. 03/04/29, 
2pp. 19525: 126. 24X 


--B3071402B7 Notice of violation from insp on 030403-00. 


* Region 2* Office of Director. 
Fiche: 5 0—309, 03/06/30, 8307140274 


83/04/27. Ip. 19525: 120. 24 X 


0307 1 4029 1 IE Insp Rept 50-389/83-39 on, 030405-08. None omp 1 lane a noted: 

failure tn post revised procedures re control room 
inaccessibility, _ 

KRUG* E. P, * JAPE , F. Region 2, Office of Director. 83/04/26. 5pp. 
69525:129. 24 X Fi the : 30-369. 03 /06/30, 8307 1 40274. 


0307140227 Forwards summary of 830602 mg t meeting at Region II re 
disposition of util GC insp repts 1* status of 5X license 
conditions at facility. 

LEWIS, R.C, Region 2, Office of Director. 03/07/05. I/HR I©* R. E. 
Florida Power b Light Co, 4pp. 19523:121. 24X 

Fiche: 50-389, 03/07/05, 0307140227- 


■B307I4041 1 IE Insp Repts 50-335/83-12 U. 50-3B9/03-32 on 030411-15. 
None omp 1 1 anc e noted : fa 1 1 ure to post specified documents por 
10CFR19. II. 

WRAY, J. R. Region 2. Office of Director. BARR, K . P. Division of 
Engineering U Radiological Safety Programs, 93/05/11 9pp- 
19320:172. 24X F i che : 50-335, 03/06/27* 0307 1 40374 


0307120298 Informs that 030425-27 Insp at Nelson Electric plant in 
Tulsa, OK found that identified damage to electrical supply 
panels resulted from gross mishandling during shipping or 
after receipt at site, AITS F02700270 closed. 

POTAPOVS, U. Division of Vendor t* Technical Programs. 03/07/07. 
LEWIS. RL. Division of Project U Resident Programs. Ip, 19424:104. 
24X Fiche: 50-309* 03/07/07* B307 1 2D298. 


8307220483 Forwards IE Insp Rept 50-389/03-49 on B306OB-I0. No 
none omp 1 i anc e noted. 

DANCE, H,C. Division of Project 6 Resident Programs. 03/06/28. 
VHRIG,R.£. Florida Power l>. Light Co. 2pp. 19605 : 091 . 24X 

F i che : 50-389, 03/06/20* B307220488. 


0306270401 JE Info Notice 83-46. “Common Node Valve Failures Degrade 
Surry Reel rcu latino. BpTay Subsystem." Svc list end. 

JORDAN, E L. Division of Emergency Preparedness k Engineering 
Response (Post 030103). 03/07/11. Consolidated Edison Co, of New 

York- Inc. 134pp. 19563:293. 24X Fi c h e: 50-000, 03/07/ 1 1 * 8306270401 . 


—8307220494 IE Insp Rept 90-309/83-49 on 030608-10. No non comp 1 ian c e 
noted Major areas i nspec ted : 1 l c ens ee action on previous 
enforcement matters. 

ANG, W. P . Region 2, Office of Director. BLAKE* J. Division of 
Engineering & Radiological Safety Programs. 83/06/27. 4pp. 
196-85:093. 24X F 1 c h 9 : 50-309, 03/06/28, 830722048B 


106270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness U Engineering 
Response (Post 030103). 83/07/12, Consolidated Edison Co, of Neu 


1/Mrth 






* nm.. fi A fl 4 


8307140393 Ack receipt of 030523 ltr informing NRC of step* taken to 
correct violations noted in IE Insp Rept 50-335/83-03. 

LEWIS* R. C. Division of Project U Resident Pragr-ams. 83/06/29. 

UHR t G, 8 . E. Florida Power U Light Co. Ip 19521:314. 24X 

Fiche: 50-335, 83/06/29* 8307 1 40393. 


— 0307140408 Forwards IE Insp Repts 50-335/83-05 8 < 50-3S9/B3-15 on 
630211-0310 * notice of violation. 

LEWIS, R.C. Division of Project J< Resident Programs. 83/04/21. 
UHR IG, R E. Florida Power k Light Co. 2pp. 19521:317. 24X 
Fiche: 50-335, 83/06/29, 8307140393. 


0307150347 Forward* IE Safeguards Insp Repts 30-335/B3-25 k 
50-389/83-50 an 830613-15. No noncompl lance noted. 

DANCErH. C. Region 2, Office of Director. 83/07/13. UHRIGtRE. 
Florida Power ftt Light Co. 2pp. 19330:204. 24X 

Fiche: 50-333, 83/07/12, 8307150347. 


— 8307130355 JE Safeguards Insp Repts 50-335/B3-23 I< 30-309/83-30 on 
030613-13. No noncompliance noted. Major areas Inspected: 
physical security plan & implementing procedures re records 
& repts. Defcai l s withheld (ref 10CFR73.2I). 

MOORE. D. E. Region 2, Office of Director MCGUIRE, D. R. Division 
of Emergency Preparedness k Materials Safety, 03/07/11. Ip. 
19538:206. 24X F i c he : 50-335* 63/07/ 12* 8307 1 50347. 
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8306370404. IE Info Notue B3-4S, "Gaseous Effluent Releases of 
Radioactive I-I25 fi< 1-131 in Excess of NRC Limits. " Svc list 


ere 1 . 

TAYLOR, J. M. 

830103) 93/07/14 Consolidated Edison Co] of New York- Inc. 

M4pp. 197 1 5; 270. 24* Fiche : 50-000. 93/07/ 14, B30627Q406. 


Division of QA, Safeguards 6 Inspection Programs (Post 


0307320336 Ac k receipt of 930637 5, 30 Ifcrs informing NRC of steps taker 
to correct violations noted in IE Insp Rept 50-3B9/83-3B. 

DANCE. H C Division of Project & Resident Programs. 03/07/15, 
UHRIO.fi E Florida Power tk Light Co. ip 19603:309 24X 

Fi che: 50-309. 93/07/13, 0307220326. 


—0307320330 Responds to NRC 030523 ltr t« violations noted in IE Insp 
Rept 30 309/03-38. Corr pc fc i vc actions: Insp performed on all 
completed fire barriers fi« process sheets revised to indicate 
holdpo l nt. 

UHRIG.R.E Florida Power & Light Co. 93/06/30. O'REILLY, J.P 
Region 2, Office of Director. 2p p 19603:210. 24X 

F i c he : 50-309. 93/07/1 5, B307220326. 

—8307220332 Ac k receipt of IE Insp Rept 30-309/03-33 No proprietary 
info Corrective act i ons: routi ng & processing of procedures 
reorganized fi, personnel instruction completed as of 830617. 

UHRIO. R E. Florida Power fi, Light Co. B3/06/27. □ 'RE ILL Y, J. P. 

Region 2. Office of Director. 2pp„ 19683 212 24X 

F i c h e: 30-309, 03/07/ 1 5, 8307220326. 

— 9307220335 Forwards IE Insp Rept 5O-389/03-3B an 830303-16 fi. notices 
of violation it deviation. 

DANCE, H. C. Division of Project t Resident Programs. 03/05/23. 
UHRIG-R E. Florida Power 6 Light Co. 2pp. 19693 214 24X 

Ficihe 50-3G9, 03/07/15, 0307520326. 

0307220337 Notice of violation from insp on 030503-06. 

* Region 2, Office of Director. 03/03/25. ip, 19603-216 24 X 

Flche: 50 - 309 , 03 / 07 / 15 . 9307220326 . 


0307220339 Notice of deviation from insp an 030503-06 


Region 2, Office of Director 
Ft che: 30-389. 03/07/15, 0307220326. 


83/03/25. ifc, 19683:217. 24X 


— Q307220341 IE Insp Rept 50-389/93-38 on 030503-06. Noncamp 1 i ance noted: 
failure to establish 4: Implement procedures for fire 
fighting strategies & inadequate GA/QC program for const qf 
fire barrier walls le shields. 

MILLER, W H. Region 2. Office of Director CONLON, T. E. Division 
of Engineering 6 Radiological Safety Programs. 03/05/20 Bpp 
19603.219. 24K Ficho: 50-389,93/07/15, 0307220326. 

S. Reportable occurrences, LERs 4. related correspondence 

3307120428 Updated LER 83-006/01T-1 : on 830511, leak developed in weld 
on 1-inch drain line from RCS safety injection header 201, 

Caused by Fatigue duo to vi b ra 1 1 on . Dra i n lire natural 
vibration frequency changed M/03O624 ltr. 

0RANNIM, J, P. , WILLIAMS, J. W. Florida Power tt Light Co. 83/06/24. 

□ 'REILLY, J. P. Region 2, Office of Director. 3pp. 19434' 001 24X 

Fiche: 30 -309, 03/06/24,0307120420. 

8307120134 LER 83-01 B/03L-Q: on 83053 I , dur Ing initial s tartup, i nner 
equalizing valve of personnel air loci did not shut. Caused 
by broken valve operating 1 i n k age. Va I ve replaced 4 linkage 
repaired. W/830630 ltr 

WALLING, <2. E .i WILLIAMS, J. W Florida Power tt Light Co. 63/06/30, 

0 'REILLY, J P. Region 2, Office of Director. 2pp, 19423:169 24X 

F i c h e : 90-389, 03/06/30, 0307120 1 34. 

LGR e3 ~ 0l9 '' 0aL ~ 0: Qn 630603, position indication lights for 
FURY 1475 discovered out. Caused by failure of magnetic slug 
located on valve stem. Slug replaced y/neu magnet w/annealed 
metal. W/6 30701 ltr. 

VALDES, £ A. , WILLIAMS, JW Florida Power 6 Light Co, 83/07/03. 

Q 'REILLY, J. R. Region 2, Office of Director 2pp. 19423 1 I 50 24X 

F i c h e : 50-389, 03/07/03, 0307 120172, 


0307 1 10245 LER 03-02 1 /03L-0 : an 830602, waste gas decay tank oxygen level 
Found out of Tech Sp e c s. Po s s 1 b I y caused by in-leakage Leaks 


cor rec ted 
BRANNIN, J. P. , 

O'REILLY, J. P. 

Fiche: 50-389, 03/07/05, 9307110243, 


WILLIAMS, J. W. Florida Power tt Light Co. 03/07/03. 
Region 2, Office qf Director. 2pp. 19374:337. 24X 


B3 <J?S/03L “ 0: 9* 1 830616, while in Mode 2 startup * filling 
2A2 safety injection tank, relief valve on refueling water 
tank return header ll Fted, resul ting in loss of pressure in 
wB2 Caused by open manual isolation valve. W/Q30705 ltr 

.^n' WILL I AMS, J. W. Florida Power It Light Co. 63/07/03. 

Q REILLY, J.P. Region 2, Office of Director. 2pp. 19380:307. 24X 

Fiche : 50-389, 03/07/09, 83071 10402. 


8307120177 LER B3-020/03L-0: on 830606, ?a f e t y injection tank 2A2 
depressurized to 565 psig during filling Caused by relief 
valve V-3466 lifting during filling fi. operator unaware of 
pressure restr ic t ions. Operator re i nstruc ted. W/830705 ltr. 

VALDES, S. A., WILLIAMS, J. W. Florida Power Light Co. 03/07/05. 

0 'REILLY, J. P. Region 2, Office of Director. 2pp 19423- 149 24 y 

Fiche: 50-389,03/07/03, 0307120177. 


B307 130205 LER 83-O22/O3L-0: on 83D606, waste ga 
explosive ml iture. Caused by out-of-ad justmen 
regulators fi. slightly opened vent valve. Vent 
L nitrogen regulators adjusted. W/83070& ltr. 
ROTELLA, T. S. , WILLIAMS, J. W. Florida Power fi, 
0 'REILLY, J, P, Region 2, Office of Director. 
Fiche: 30-369, 63/07/06, 8307150203. 


s decay tank 2B contained 
t nitrogen 
valve closed 

Light Co. 03/07/06. 

2pp. 19530:233 , 24X 


0307150268 LER 83-027/03L-0: on B3060B, d ur i ng p 
one high radiation containment isolation sys 
bypass, another high radiation channel failed 
h i stable drifting law. W/83707 ltr. 

VALDES, S. A. , WILLIAMS, J. W. Florida Power tt 
□ 'REILLY, J P. Region 2, Office of Director. 
Fiche : 30-389, 63/07/07, 8307 1 50268. 


ower ascension testing, w/ 
channel in 
1 ow. Caused by 

Light Co. 03/07/07. 

2pp. 19338:094. 24X 


8307220427 LER 03-O29/O3L-O: on 030610, while performing power ascension 
testing, auxil iary feedwater pump C failed to reach rated 
speed, Caused by erroneous electrical overspeed trips due to 
noise seen by AIR PAX Series 300 tac h ometer. W/B307 1 1 ltr. 

WALLING* G. E. j WILLIAMS, J, id, Florida Power fit Light Co. 03/07/11, 
O'REILLY, J.P Region 2, Office of Director. 2pp 19607:273 24X 

Fiche: 50-309,83/07/11,8307220427. 


9307220535 LGR 83 030/Q3L-0: on 030610, t ha nne 1 D low component cooling 
water reactor coolant pumps spuriously started causing 
timing to trip. Caused by spikes from flow transmitter. 

Transmitter vented, W/03071 I ltr. 

WALL ING. G. E. , WILL I AMS, J. W. Florida Power & Light Co, 03/07/11. 

□ 'REILLY, J.P Region 2# Office of Director, 2pp. 19606 031 24X 

Fiche: 50-309, 83/07/1 1,0307220535. 


8307250182 LER 83-O24/O3L-0: on 030613, dur ing power ascension testing, 
RCS inventory balance surveillance not performed. Caused by 
unstable conditions associated w/power ascension testing. 

Inventory balance subsequently performed. W/B30715 ltr. 

VALDES, S. A., WILL IAMS, J. W. Florida Power fit Light Co. 83/07/15. 
O'REILLY, J P. Region 2, Office of Director. 2pp. 19705-350 
Fiche: 50-309, 83/07/15, 0307250182. 


24 X 


0307250209 LER 03-O23/O3L-O: on 83061 7, dur I ng 
element assembly 43 slipped greater than 7 
it dropped to bottom during withdrawal. Inves 
conducted Cause unknown. W/03O71B ltr. 
ROTELLA, T. S. , WILLI AMS, J. W, Florida Power 
O'REILLY, J, P, Region 2, Office of Director 
Fiche: 50-309, 03/07/10, 0307250209. 


startup operations, 
inches from group 
t igation 

tt Light Co. 03/07/ 
2pp. 19705:341. 


c tmtrcl 


U. Congress ional/Execufcive Correspondence 


6307270047 Forward* monthly FR notice of consideration of issuance of 
amends to OLs involving N5HC determination fi, opportunity 
for hearing. 

DENTQN, H. R. Office of Nuclear Reactor Regulation, Director. 
83/06/22. STAFFORD, R, T, , SIMPSON, A. Senate, Environment fit Public 
Works, UDALLiM. K. House of Rep., Interior & Insular Affairs. 2pp. 
19611:010. 24X Fi ch e : 50-000, B3/06/22, 8307270047. 


0307270030 Monthly notice of consideration of issuance of amends to DL 
involving NSHC determination fi, opportunity for hearing. 

CLARK, n. A, Operating Reactors Branch 3. 03/06/07, 13pp. 

19011:020 24 X F tc h e : 3D-000, 83/06/22, 8307270047. 


V. Operator Examinations 


0307140300 Forwards list of personnel licensed to operate both units 6 
of personnel licensed to operate only Unit 2 per 021129- 
1210,030124 !, 0424 exams. Addl info re 820219 meeting request 
to lift separate license restriction needed. 

DANCE* H. C. Division of Project fi. Resident Programs. 83/06/16. 

UNRIG* RE. Florida Power It Light Co. 4pp 19323:233, 24X 

Fiche: 50-335, B3/06/16* 8307140300. 


DOCKET 50-390 WATTS DAR NUCLEAR PLANT, UNIT 1 

A. App licat ion/ cons true t ion stage documents fi, correspondence 


6306060070 Generic Ltr 03-22 to all operating reactor licensees, 
applicants for OLs fi, holders of CPs for Westinghouse PWRs 
re safety evaluation of "Emergency Response Guidelines," 

Svc list end. 

EI5ENHUT, D 0. Division of Licensing. 83/06/03. Yankee Atomic 
Electric Co, 10pp, 19563:1 16. 24X Fi ch e: 50-000, 83/06/03, 

8306060070. 
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6307050226 Responds to Generic Ltrs 82-20 b 02-33 b NJREG-0737, I tem 
r I F 2 re detection on inadequate core cool ing. Reac tor 
veil e 1 level instrumentation sys will be installed before 
fuel Load, for operator training b f ami 1 iar i za t i on 
MILLS. L M. Tennessee Valley Authority, 03/06/29. ADENSAM.E 
Licensing Branch 4. 2pp. 19190: 333 24 X Fiche: 50-390 j 83/06/29 , 

8307030226. 


8306270397 Generic Ltr 83-26 to all applicants foT OLs b holders of 
CPs for power reactors re c iar i f icat ion of surveillance 
requirements for diesel fuel impurity Svc list encl. 

EISENHUT. D. 0. Division of Licensing. 03/07/05. Consolidated 
Edison Co. of New York# Inc. 16pp. 19390:317. 24X 

Fiche: 30-000. 03/07/03# 0306270397. 


6307060329 Generic Ltr 83-27 to all licensees b applicants for 
operating power reactors b holders of CPs far power reactors 
re surveillance intervals in STS. Svc list encl. 

EISENHUT. D. G. Division of Licensing. 03/07/06. Consolidated 
Edison Co. of New York# Inc. 16pp. 19669:234. 24X 

Fiche: 50-000. 83/07/06. 0307060329, 


8307060169 Generic Ltr 83-20 to all licensees of operating reactors# 
applicants for 0L b holders of CPs re required actions based 
□ n generic implications of Salem ATWS events. Svc list encl. 
EISENHUT, D. 0. Division of Licensing. 83/07/0B. Consolidated 
Edison Co. of New York. Inc. 30pp. 19669: 269. 24X 

Fiche: 50-000. 83/07/00. 0307000169. 


Q. Inspection reports, IE Bulletins b correspondence 


0307 140064 Forwards IE Insp Repts 50-390/03-18 50-391/03-14 on 

830423-0321 . No noncompliance noted 

VERRELLI , l> M Division of Project 6 Resident Programs. 83/06/24. 
PARRIS. H. G Tennessee Valley Authority 2pp. 19514: 10B. 24X 

Fiche: 50-390, B3/06/24. B3D7140064. 


— 8307140069 IE Insp Repts 50-390/03-10 b 30-391/83-14 on 030423-0921 No 
noncampliance noted. Major areas inspected: review of open 
items (IE bul 1 etuis, const deficiency r ep t s . d ev i at i ons b 
violations) & concrete placement b curing. 

HEATHERLY. T. L , SWAN. W Q Region 2, Office of Director. 

QUICK* D R. Division of Project 6 Resident Programs. S3/G6/24 
7pp 19514 110. 24X Fiche : 50-390. 83/06/24, 8307140064. 


0307220481 Forwards TE Insp Rept 50-390/03-21 dti 830606-10. No 
noncompliance noted 

VERBELLI * D. M Division of Project b Resident Programs. 83/06/27. 
PARRIS, H G. Tennessee Valley Authority 2pp. 19605:346. 24X 

Fiche 30-390, 03/06/27. 0307220481. 


— 0307220493 IE insp Rept 30-390/83-21 on 830606-10. No noncompliance 
noted. Major areas i nspec ted : preoperaticinal review t test 
witnessing. 

THOMAS, M. * MATHIS* J. L. Region 2. Office qf Director. JAPE, F. 
Division of Engineering !# Radiological Safety Programs. 03/06/23. 
4 pp 19603:348 24X Fiche : 50-390, 83/06/27. 8307220401 , 


8307260297 Forwards responses to NRC 030601 ltr re analysis of 
sheetpile walls it seismic analysis of buried p i p e b, s ubmi t te d 
per 820922-24 geotechnical audit. 

KAMMER# D. S. Tennessee Valley Authority. 03/07/21. ADEN3AM. E 
Licensing Branch 4. 16pp. 19726:214 24X Fiche: 50-390, 03/07/21# 

0307260297. 


0307140347 Corrects IE safeguards insp rept number from insp conducted 
on 030410-22 Rept number should be 50-390/83-11 instead Of 
30-390/03-12. 

VERRELLI . 0. Division of Project b Resident Programs. B3/07/06. 

PARR 1 3# H. G. Tennessee Valley Authority. 2pp 19525:233. 24X 

Ficha: 50-390, 03/07/06. 0307140347. 


8307290148 Forwards final response to NUREG-0737, Item II. D. 1. 
"Performance Testing of PWR Relief & Safety Valves " 

KAMMER# D. S, Tennessea Valley Authority. .83/07/22. ADENSAM, E. 
Licensing Branch 4. 8pp. 19821:033 24X Fiche 30-390. 83/07/22. 

0307290140, 


8307290131 Forwards proposed mods to NRC draft version of Tech Specs. 
Resolution of outstanding Items b issuance of proof Sc 
review Tech Specs requested at earliest date posslb le. Uni t I 
fuel load scheduled for Jan 1984. 

KAMMER* D. S Tennessee Valley Authority. 03/07/27. ADENSAM, E. Q, 
Licensing Branch 4. 2pp. 19016:001. 24X F icbe : 50-390, 83/07/27, 

0307290151. 


830712040! Documents 030629-30 discussions w/NRC re preoperati oral 
tests for thermal expansion snubber movement exam b 
preservice insp requirements on snubbers, per F5AR Question 
112. 39 Info documented in submittal prior to fuel load. 

MILLS, L M Tennessee Valley Authority. 83/07/07. ADENSAM, E, 
Licensing Branch 4. 3pp. 19425.064 24X Fi Che 50-390, 03/07/07. 

8307 120401 , 


S306270401 IE Info Notice 83-46. "Common Mode Valve Failures Degrade 
Surry Recirculation 5pray Subsystem." Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness 6 Engineering 
Response (Post 8301031. 03/07/U. Consolidated Edison Co. of New 

York, Inc. I94pp 19363 293. 24 X Fiche: 50-000. B3/07/1 1 « 0306270401 . 


—8307290155 Proposed mods to draft Tech Specs 

h* Tennessee Valley Authority. 03/07/27. 466pp. 19BJ6:003. 24X 

Fiche: 50-390, 03/07/27, 0307290151. 


F. Security* medical, emergency it fire protection plans 


0306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list encl. 

JORDAN, E. L Division of Emergency Preparedness b Engineering 
Response (Post 830103). 03/07/12 Consolidated Edison Co. of New 

Vork, Inc. 141pp. £9563: 133 24X Fi c he : 50-000, 83/07/ 1 2, 8306270404 


0307030226 Responds to Generic Ltrs 02-23 b 02-33 b NUREQ-0737. I tem 
II, F. 2 re detection on inadequate core cooling Reactor 
vessel level instrumentation sys will be installed before 
fuel load»for operator training b fami 1 iar i zat ion. 

MILLS, L. M. Tennessee Valley Authority. 83/06/29 ADENSAM, E. 
Licensing Branch 4. 2pp. 19198:333. 24X Fi che: 50-390. 83/06/29. 

0307030226. 


0307110054 Submits revised imp 1 ementati on schedule for prompt 
notification sys.Alt fixed sirens installed b 
pr seperat ional ] y tested. Revs due to rescheduled fuel load 
dates. 

MILLS* L, M. Tennessee Valley Authority. 83/07/01 ADENSAM, E. 
Licensing Branch 4. 2pp. 19375:018. 24X F i ch e : 50-390, 03/07/01 . 

0307! 10054. 


B307140347 Corrects IE safeguards insp rapt number From insp conducted 
on 830410-22. Rept number should be 50-390/03-1 1 instead of 
30-390/03-12. 

VERRELLI, D. Division of Project b Resident Programs. 03/07/06. 
PARRIS. H. G. Tennessee Valley Authority. 2pp. 19525:233. 24X 

Fiche: 50-390, 03/07/06# 0307 1 40347. 


K. Utility Final Safety Analysis Report <FSAR> b. amends 


0306270406 IE Info Notice 03-40, "Gaseous Effluent Releases of 
Radioactive 1-125 it 1-131 in Excess of NRC Limits." 5ve list 
encl. 

TAYLOR, JM. Division of GA, Safeguards b Inspection Programs (Post 
030103) B3/07/14. Consolidated Edison Co of New YoTk, Inc. 

1 14pp. 19715:270 24X Fi ch e : 50-000, 83/07/ 1 4, 0306270406 


S Reportable occurrences, LERs V. related correspondence 


8307120250 Second interim deficiency rept re nund L v i s i ona 1 power 
received by transfer switches to auxiliary feedwater sys. 
Initially reported on 030202. Redundant circuits Identical to 
existing design provid ed. Next rept expected by 830927. 

MILLS, L. M. Tennessee Valley Authority. 03/06/27. O'REILLY# J P. 
Region 2. Office of Director. 3pp 19423 035. 24X 

Ficha; 50-000. B3/06/C7, 8307120250. 


9307130160 Final deficiency rept re c r os s- tra i nod diesel generator HX 
inlet v& Ives. Initially reported on B3033 L . Log it. sch ema tic b 
connection drawings reviewed b checked against mechanical 
flow diagrams far c ampati b 1 1 i ty , 

MILLS, Lh Tennessee Valley Authority. 03/06/28 0 'RE ILLY, J. P 

Region 2* Office of Director. 2pp 19423:164. 24 X 

Fiche: 50-390, 03/06/20, 8307120160. 


8307010204 Amend 40 to FSAR 

» Tennessee Valley Authority. 83/07/01. 355pp. 19191:070 24X 

Fiche: 50-390, 83/07/01, 83070102B4 


8307120180 Final deficiency rept re diesel generator room exhaust fans 
exhibiting higher than specified vibration amplitudes at 
initial s tartup- Ini t ially reported on 810031. Rotat i ona 1 
speed of fans increased by changing pitch of sheave. 

MILLS, L.M. Tennessee Valley Authority B3/O6/20. O'REILLY. J.P 
Region 2. Office of Director. 2pp 19423:359. 24X 

Fiche: 30-390, 03/O6/2S, 8307120180 
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8307120369 Final deficiency rept re control of non-QA hex nut*. 
Initially reported on 821021. Nuts rep laced. Procedure revised 
to clarify responsibilities for review of arriving items. 

MILLS. L M. Tennessee Valley Authority. 83/06/28. 0 'REILLY. J. P. 

Region 2. OFFice of Director. 2pp. 19433:147. 24X 

Fiche: 50-390, 83/06/28,8307120569. 


8307120377 Final deficiency rept re loosening of yolk holddown nut mfg 
by Masor.e i 1 an Inti, initially reported on 820601. Cond i tion 
not reportable under 10CFR50. 53( e ). 

MILLS, L. M. Tennessee Valley Authority. 83/06/29. 0 'REILLY. J. P. 

Region 2, Office of Director. 2pp. 19432:166 24X 

Fiche: 50-390, 83/06/29,8307120377. 


8307110300 Final deficiency rept for Unit 1 6 sixth interim deficiency 
rept for Unit B re thermal range for auxiliary feedwater sys 
incorrectly analyzed. Initially reported on 811022. Range 
corrected. Next rept for Unit 2 due 840109 

MILLS, LM. Tennessee Valley Authority. 83/06/30. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp 19380:091. 24X 

Fiche: 50-39 0, 83/06/30, 8307 110508. 


0307120179 Final deficiency rept re steam generator water level ref 
column error. Initially reported on 790706. Sensing lines will 
be thermally Insulated L low-low water level setpoint will 
be adjusted. Also reportable under Part 21. 

MILLS, L. M.. Tennessee Valley Authority 83/06/30 O'REILLY, J. P. 
Region 2, Office of Director. 3pp. 19424:001, 24X 

Fiche: 50-390, 83/06/30,8307120179. 


8307120598 Final deficiency rept re safety injection sys train B flow 
below required level. Ini fetal ty reported on 800501. RHR HX 
outlet valves l-FCV-74-16 & 28 will be operated at 79 
degrees open. 

MILLS, L. M. Tennessee Val ley Authority. 83/06/30. O 'REILLY, J. P. 
Region 2, Office of Director. 2pp 19433:007 24X 

Fiche: 50-390, 03/06/30, 8307120590. 


8307I502Q7 Sixth interim deficiency rept re containment spray miniflow 
valve design error. Initially reported on 820305. Eng ineering 
Change Notice 3420 under review for closure. Next rept will 
be provided by 830928 Also reportable per Part 21, 

MILLS, L. M Tennessee Valley Authority 83/07/06 0 'REILLY, J. P. 

Region 2, Office of Director. Ip. 19530:234. 24X 

Fiche: 30-390, a 3/07 / 06 , 8307 1 50207. 


8307150236 Final deficiency rept re summation of loads in STRUDL Code 
Initially reported on 830215. Defective code platform 
discovered in one program application correc ted. Des i gners 
notified of correct computer commands. 

MILLS, L. M. Tennessee Valley Authority. 63/07/07. O'REILLY, J.P 
Region 2, Office of Director. 2pp. 19530:207. 24X 

Fiche; 30-390, B3/07/07, 0307 1 50236. 


0307220554 Final Deficiency Rept 81-89 & sixth interim Deficiency Rept 
81-83 re incorrect modeling of feedwater piping valves for 
Unit I & Unit 2, resfl ective 1 y . Ini tial ly reported on 011009, 

Next rept for Unit 2 will be submitted by 840917. 

MILLS, L. ft Tennessee Valley Authority 83/07/13. 0 'REILLY, J. P. 

Region 2, Office of Director. 4pp. 1?6B6;059. 24X 

Fiche: 30-390, 03/07/ 1 3, 8307220554- 


8307250292 Fourth interim deficiency rept re lack of evidence that 
auxiliary feedwater pump components meet code requirements 
Initially reported on 620330. Cause under investigation. 
Components installed to Class C requirements. 

MILLS, L. M. Tennessee Valley Authority. 83/07/18 0 'REILLY, J. P, 

Region 2, Office of Director. ip. 19705:313. 24X 

Fiche: SQ-390, 03/07/18, 8307230292. 


B3072S0395 First interim deficiency rept re high pressure fire 
protection piping water danger to shutdown board 
transformers. Initially reported on 830616. Pip i ng will be 
supported to insure pressure boundary integrity. 

MILLS, L M. Tennessee Valley Authority. 83/07/18. Q 'REILLY, J. P. 
Region 2, Office of Director. 2pp, 19701 324, 24X 

Fiche: 50-390, 03/07/ IS, 8307250395. 


8307250405 Finol deficiency rept re cable separation in ERCW intake 
pumping sta t ion. Initial ly reported on 81 1204. Drawing revised 
to add 1 h rated fire barrier protection for Train 8 sys 
cables Correct! ve actions will be completed by 830901, 

MILLS, L. M. Tennessee Valley Authority. 93/07/J7. O'REILLY, J. P. 
Region 2, Office of Director. 2pp, 17703:213. 24X 

Fiche: 50-390, 03/07/19, 8307250405. 


63072604 34 Third interim deficiency rept re use of digitiied response 
spectra data. Initially reported on 820422. Util still in 
process of implementing Engineering Change Notice 3481. Next 
rept lift II be submitted by 830922. 

MILLS, L. tt. Tennessee Valley Authority. 83/07/20 O'REILLY, J. P. 
Region 2, Office of Director. Ip 19734.177. 24X 

Fiche: 50-390, 03/07/20,8307260434. 


8307290034 Final deficiency rept for Watts Bar & Items 2 4 of 

Belief qnte & Sixth Interim Deficiency Rept Item 3 for 
Bellefonte re engineering change review 6 hand 1 ing. Ini t ial ly 
reported on 311215. Next Bellefonte rept by 831021. 

MILLS. L. M. Tennessee Valley Authority. 83/07/20. 0 'REILLY, J. P. 

Region 2, Office of Director. 7pp. 19822:142. 24X 

Fiche; 50-000, 83/07/20, B307B90034. 


8307260520 Sgppl to 830628 Final Deficiency Repts 81-73 & 01-69 re 
diesel generator room exhaust fan mod. Initially reported on 
810831 Deficiency also reportable per Part 21. 

MILLS, L, M. Tennessee Valley Authority. 83/07/21. 0 'REILLY, J. P. 

Region 2, Office of Director lp. 19731:238. 24X 

Fiche: 30-390, 03/07/21 , 8307260520. 


8307290172 Third Interim deficiency rept re lack of qualification for 
embedment plates Identified during review of nonconformance 
concerning engineering change notices. Ini tia 1 ly reported on 
811215. Nonconformance rept under review. Next rept by 330929. 

MILLS, L. M Tennessee Valley Authority. 83/07/22. O'REILLY, J.P 
Region 2, Office of Director. 3pp. 19821:044. 24X 

Fiche: 30-390, 83/07/22, 0307290172. 


8307290176 First interim deficiency rept re sensing of pipe breaks in 
component cooling sys. Initially reported on 830624. 

Installation of flow differential measuring device being 
Investigated. Next rept expected by 830913. 

MILLS, L. M- Tennessee Valley Authority. 83/07/22. 0 'RE ILLY, J. P, 

Region 2, Offica of Director. 2pp. 19821: 136. 24X 

Fiche: 30-390, 83/07/22, 8307290176. 


DDCKET 30-391 WATTS BAR NUCLEAR PLANT, UNIT 2 
A. Appllcation/construction stage documents & correspondence 


8306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants for OLs 8, holders of CPs for Westinghouse PWRs 
re safety evaluation of "Emergency Response Guidelines." 

Svc list end. 

EISENHUT, D. G, Division of Licensing, 03/06/03. Yankee Atomic 
Electric Co. lOpp. 19363:116. 24X F 1 che : 30-000, 83/06/03, 

8306060070, 


8307050226 Responds to Generic Ltrs 02-23 t* 02-33 6 NUREG-0737, Item 
II. F. 2 re detection on inadequate core cool Ing. Reac tor 
vessel level Instrumentation sys will be Installed before 
fuel load, for operator training U f ami 1 iar 1 lotion. 

MILLS, L. M. Tennessee Valley Authority. 03/06/29. ADENSAM, E. 
Licensing Branch 4. 2pp. 19193:333. 24X F I c h e : 30-390, 83/06/29, 

0307030226. 


0306270397 Generic Ltr 03-26 to all applicants for OLs & holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list end. 

EISENHUT, D. G. Division of Licensing. 83/07/05. Consolidated 
Edison Co, of New York, Inc. I6pp, 19390317 24X 

Fiche: 50-000, 83/07/05, 0306270397. 


8307060329 Generic Ltr 83-27 to all licensees & applicants for 
operating power reactors k holders of CPs for power reactors 
re surveillance intervals in STS. 8vc list end. 

EISENHUT, D.G Division of Licensing. 03/07/06. Consolidated 
Edison Co of New York, Inc. 16pp. 19669:234. 24X 

Fiche: 30-000, 03/07/06, 0307060329. 


0307000169 Generic Ltr 03-28 to all licensees of operating reactors, 
applicants for OL & holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc li 9 t end. 
EISENHUT, D. G. Division of Licensing. 83/07/08. Consolidated 
Edison Co, of New York, Inc. 3Spp, 19669:269. 24X 

Fiche: 30-000, 03/07/08, 0307080169. 


0307260297 Forwards responses to NRC 030601 ltr re analysis of 
sheetpile walls 5, seismic analysis of buried pipes, submi tted 
per 820922-24 geotechnical audit. 

HAMMER, D. S. Tennessee Valley Authority. S3/07/21. ADENSAM, E. 
Licensing Branch 4. I6pp. 19726:214. 24X Fiche: 50-390, 83/07/21, 

B30726OB97. 


8307290148 Forwards final response to NUREG-0737, 1 tem II. D. 1, 
"Performance Testing of PWR Relief 5< Safety Valves." 

HAMMER, OS. Tennessee Valley Authority. 83/07/22. ADENSAM, E. 
Licensing Branch 4. 8pp. 19821:033. 24X Fiche : 50-390, 03/07/22, 

8307290140. 


8307290151 Forwards proposed mods to NRC draft version of Tech Specs. 
Resolution of outstanding items 8< issuance of proof i< 
review Tech Specs requested at earliest date poss i b le. Uni t i 
fuel load scheduled for Jan 1904. 

HAMMER, D. S. Tennessee Valley Authority 83/07/27. ADENBAM, E. G. 
Licensing Branch 4, 2pp. 19816:001. 24X Fiche: 30-390, 03/07/27, 

8307290151. 
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— 8307290155 Proposed mods to draft Tech Specs. 

* Tennessee Valley Authority. 83/07/2 7. 466pp. 19816: 003 24X 

FI ch e: 30-390. 83/07/27, 0307290131. 


F, Security, medical, emergency it fire protection plans 


6307 09 022 & Responds to Generic ttrs 82-28 it 02-33 V NUREG-0737. Item 
II. F. 2 re detection on inadequate core cooling Reactor 
vessel level instrumentation sys ui i 1 1 be installed before 
fuel load. for operator training U faml 1 iari iat ion. 

HILLS, L. H. Tennessee Valley Authority. 63/06/29. ADENSAM, E. 
Licensing Branch 4. 2pp. 19190:333. 24X Fi c h e : 30-390. 03/06/29. 

8307050226. 


03071 10034 Submits revised implementation schedule for prompt 
notification ays. All fixed sirens installed V 
preoperationa 1 ly tasted. Revs due to rescheduled fuel load 
dates. 

MILLS. L.M. Tennessee Valley Authority. 83/07/01. ADENSAM, E. 
Licensing Branch 4. 2pp. 19373:018. 24X Fiche: 50-390. 83/07/01, 

63071 10054. 


0307120100 Final deficiency rept re diesel generator room exhaust fans 
exhibiting higher than specified vibration amplitudes at 
initial s taT tup . I ni t la 11 y reported on 810031, Rotat Iona 1 
speed of fans increased by changing pitch of sheave. 

MILLS, L. M. Tennessee Valley Authority B3/06/2B. 0 'RE ILLY, J. P . 

Region 2. Office of Director. 2pp 19423 339 24X 

Fiche: 30-390, 83/06/20, 8307120100. 


0307120577 Final deficiency rept re loosening of yolk holddown nut mfg 
by Mas one i lan Inti. Initial ly reported on 020601 Condition 
not reportable under 1 0CFR30. 55 < e ) . 

HILLS. LM Tennessee Valley Authority. 83/06/29. O'REILLY, J P, 
Region 2, Office of Director. 2pp. 19432:166. 24X 

Fiche: 50-390, 03/06/29. 0307120577. 


B30711050Q Final deficiency rept for Unit 1 it sixth interim deficiency 
rept for Unit 2 re thermal range for auxiliary feedwater sys 
incorrectly analyzed. Initially reported on 811022. Range 
correctad. Next rept for Unit 2 due S40109 

MILLS, L.M Tennessee Valley Authority 03/06/30. O'REILLY, J P 
Region 2, Office of Director, 2pp 19300:091. 24X 

Fiche: 50-390, 83/06/30, 83071 1050B 


K. Utility Final Safety Analysis Report ( FSAR ) amends 


6307010284 Amend 40 to FSAR. 

■* Tennessee Valley Authority. 83/07/01. 3SSpp. 19191:070. 24X 

Fiche: 50-390. 63/07/01, 8307010284. 


8307120179 Final deficiency rept re steam generator water level ref 
column error Initially reported on 790706. Sens lng lines will 
be thermally Insulated It low- low water level setpoint will 
be adjusted Also reportable under Part 21. 

MILLS, L.M. Tennessee Valley Authority. 83/06/30. O'REILLY, J. P. 
Region 2, Office of Director. 3pp 1 9424: 001. 24X 

Fiche: 30-390, 83/06/30, 0307120179. 


Q Inspection reports, IE Bulletins S< correspondence 


8307140064 Forwards IE Insp Repts 30-390/83-18 & 50-391/83-14 on 
630423-0321. No none omp 1 ianc e noted 

VERRELLI. D. M. Division of Project 6 Resident Programs. 03/06/24. 
PARRIS, H. 0. Tennessee Valley Authority 2pp, 19314:100. 24X 

Fiche ; 50-390, 03/06/24, 6307140064. 


8307120390 Final deficiency rept re safety injection sys train 
below required level. Initially reported on 800501. RHR HX 
outlet valves t-FCV-74-16 & 28 will bo operated at 79 
degrees open. 

MILLS, L M Tennessee Valley Authority. 03/06/30. O'REILLY. 
Region 2, Office of Director 2pp. 19433:007. 24X 

Fiche: 30-390, 03/06/30, 0307120398 


“-*0 307 1 4 0069 IE Insp Repts 30-390/83-18 8, 30-391/83-14 on 030423-0321 No 
none omp 1 iance noted. Major areas inspec ted: review of open 
items <IE bulletins, const deficiency rep ts, deviations St 
violations) it concrete placement 6 curing. 

HEATMERLY, T. L. , SWAN, W. 0. Region 2, Office of Director. 

QUICK, D. R. Division of Project 6 Resident Programs. 63/06/24 
7pp. 19314:110. 24X Fiche: 50-390, 83/06/24, 0307140064. 


8307150207 Sixth interim deficiency rept re containment spray mintfluw 
valve design error. Ini tial ly reported on 820303. Engineer ing 
Change Notico 3420 under review for closure. Next rept will 
be provided by 030920, Alsu reportable per Part 21. 

MILLS, L.M. Tennessee Valley Authority. 83/07/06 0 'REILLY, J. P 

Region 2, Office of Director Ip 19330:234 24X 

Fiche: 50-390, B3/07/06, 0307150207. 


8307120431 Documents 830629-30 discussions w/NRC re preoperationa 1 
tests For thermal expansion snubber movement exam It 
preservice insp requirements on snubbers, por FSAR Question 
112. 37. Info documented in submittal prior to fuel load. 

MILLS, LM. Tennessee Valley Authority. 03/07/07. ADENSAM, E 
Licensing Branch 4. 3pp. 19423:064. 24X Fi che: 30-390, 83/07/07, 

8307120481. 


0307150236 Final deficiency rept re summation of loads in 5TRUDL Code. 
Initially reported on 03021 5, Def ec tivc code platform 
discovered in one program application c orr ec ted Des i gners 
notified of correct computer commands 

MILLSiL.M. Tennessee Valley Authority. 83/07/07. O'REILLY, J.P 
Region 2, Office of Director, 2pp 19530:207. 24X 

Fiche: 30-390, 83/07/07, 0307150236. 


8306270401 IE Info Notice 83-46, '‘Common Made Valve Failures Degrade 
Surry Racirculat ion Spray Subsystem," Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness h Engineering 
Response (Post 030103). 83/07/11. Consolidated Edison Co. of New 

York, Tnc. 154pp. 19563:293. 24X Fi Ch e : 30-000, B3/07/1 1 , 0306270401 . 


0306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 030103). 83/07/12. Consolidated Edfson Co. of New 

York, Inc. 141pp. 19563:133. 24 X Fiche: 30-000, 03/07/12, 0306270404. 


0306270406 IE Info Notice 03-48, "Gaseous Effluent Releases of 
Radioactive 1-125 it 1-131 in Excess of NRC Limits." Svc list 
enc 1 . 

TAYLOR, J, M, Division of QA. Safeguards 6 Inspection Programs (Post 
330103). 83/07/14. Consolidated Edison Co. of New York, Inc. 

1 14pp. 19715:270. 24X Fiche: 30-000, 83/07/14, 8306270406. 


6. Reportable occurrences, LERs & related correspondence 


8307120250 Second interim deficiency rept re nond i visiona I power 
received by transfer switches to auxiliary feedwater sys. 
Initially reported on 030202. Redundant circuits Identical to 
existing design provided. Next rept expected by 630927. 

MILLS, L.M. Tennessee Valley Authority. 83/06/27. D 'REILLY, J. P. 
Region 3 , Office of Director. 3pp. 19423:035. 24X 

Fiche: 30-000, 83/06/27, 8307120250. 


6307120160 Final deficiency rept re cross-trained diesel generator HX 
Inlet valves. Ini tial iy reported on 830531. Log i c, schematic & 
connection drawings reviewed & checked against mechanical 
flow diagrams for compatibility. 

MILLS, L.M. Tennessee Valley Authority. 03/06/28. 0 'REILLY, J. P, 

Region 2. Office of Director. 2pp. 19423:164. 24X 

Fiche: 50-390, 83/06/20, 8307 1 20 i 60. 


0307220334 Final Deficiency Rept 01-89 it sixth interim Deficiency Rept 
81-83 re incorrect modeling of feedwater piping valves for 
Unit 1 it Unit 2, respectively Initially reported on 011009. 

Next rept for Unit 2 will he submitted by 840917. 

MILLS, L.M. Tennessee Valley Authority 03/07/13 O'REILLY, J. P. 
Region 2, Office of Director. 4pp 19606:039. 24X 

Fiche: 30-390, 83/07/13, 8307220554 


0307230292 Fourth interim deficiency rept re lack of evidence that 
auxiliary feedwater pump components meet code requirements. 
Initially reported on 820330. Cause under investigation 
Components installed to Class C requirements, 

MILLS. L.M, Tennessee Valley Authority. 83/07/10. 0 'REILLY, J. P. 

Region 2. Office of Director Ip. 19705:313. 34X 

Fiche: 30-390, 03/07/10, B307230292. 


0307250393 First interim deficiency rept re high pressure fire 
protection piping water danger to shutdown board 
trans formers. Ini tial ly reported on 830616. Pip ing will be 
supported to insure pressure boundary integrity. 

MILLS, L.M. Tennessee Valley Authority. 93/07/10 O'REILLY, J. P. 
Region 2, Office of Director, 2pp. 19701:324. 24X 

Fiche: 50-390, 03/07/ 1 8, 0307250395. 


0307250405 Final deficiency rept re cable separation In ERCW intake 
pumping station. Initial Iy reported on 011204 Drawing revised 
to add 1 h rated fire barrier protection for Train fl sys 
cab l e s. C orr ec fc i ve actions will be completed by 03O9Ot. 

MILLS, L, M. Tennessee Valley Authority. 83/07/19. O'REILLY, JP. 
Region 2, Office of Director. 2pp. 19703:213. 24X 

Fiche: 50-390, 03/07/19, 8307230405. 


8307260434 Third interim deficiency rept re use of digitized response 
spectre data Initially reported on 820422. Util still in 
process of implementing Engineering Change Notice 3481. Next 
rept will be submitted by 830922. 

MILLS, L.M Tennessee Valley Authority 83/07/20, O'REILLY, JP 
Region 2, Office of Director. Ip. 19734:177. 24X 

Fiche: 30-370, 83/07/20, B307260434. 
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3307550034 Final deficiency rept for Watts Bar fc rtems 2 L 4 of 
Oallefonte !* Sixth Interim Deficiency Rept Item 3 for 
Bellffente re engineering change review h handling Initially 
reported on 311515 Nut Bellefnnte rept by 031021 

MILLS. L M Tennessee Valley Authority. 83/07/20. Q 'REILLY, J. P, 
Region 2. Office of Director. 7pp 19822:142. 24X 

Fierce 50-000. 83/07/20. B307290034 


0307260340 Updates 830415 response to Generic Ltr 82-33 < NUREQ-0737, 
Suppl 1) re emergency response capabi 1 i ty. Summary rapt* re 
control room design revi eu, pos t-acc ident monitoring t« 
emergency operating procedures Dill be submitted by 841230, 

DIXON, a. W. South Carolina Electric tt Gas Co. 83/07/21, DENTON, II R, 
Office of Nuclear Reactor Regulation* Director. 2pp. 17726:330 
24X FlchB: 30-395, 03/07/21, S307260340 


33072*0550 Suppl to 030620 Final Deficiency Rept* 81-73 L 01-69 re 
diesel generator room exhaust fan mod. Ini tial ly reported on 
810931 Deficiency also reportable per Part 21. 

MILLS. L M Tennessee Valley Authority. 03/07/21. D 'RE ILLY, J, P. 
Region 2, Office of Director. Ip 19731:200 24X 

Fiche 50-390, 63/07/21 . 0307260520. 


6307290172 Third interim deficiency rept re lack of qua! i f icatlon for 
embedment plates identified during review of nonconformance 
concerning engineering change no t i ces. Ini t i a 1 1 y reported on 
011213 Nonconformance rept under review. Next rept by 830929. 

MILLS, L n Tennessee Valley Authority. 03/07/22. □ 'REILLY, J. P. 

Region 2, Office of Director. 3pp 19021 044 24X 

Fieri* 30-390, 03/07/22, 0307290172. 


6307290176 First interim deficiency rept re sensing of pipe breaks in 
component cooling sys. Initially reported on 030624. 

Installation of flow differential measuring device being 
investigated Next rept expected by 030915 

MILLS, L h Tennessee Valley Authority 03/07/22. O'REILLY, J.P 
Region 2, Office of Director. 2pp. 19021 156 24X 

Fi c he 50-390, 03/07/22, 0307290176. 


DOCKET 50-395 VIRGIL C. SUMMER NUCLEAR STATION, UNIT 1 
F Security, medical, emergency 6 fire protection plans 


0307140*19 Ac k receipt of 021220 ltr re planned 830316 radiological 
exercise Detailed scenario will be reviewed when received t , 
any atfdl comments will be discussed via telcqn ^/emergency 
preparedness coordinator * * 

03?02/o/ *'*”':**»"< Preparedness U Materials Safety. 

?I« °I* GN 1 0 w - s ™th Carolina Electric 6 Gas Co. Ip 
1952J: 163 24X Piche: 50-395, 03/02/09, 0307140219. P 


‘J, J° IS0 tralnin ® & experience for NRC l< contract persons 

riJ nJ * e30:5iS ~ 14 »“»rgency exerc is*. Listed personnel 
ad radiation protection training 6 previously observed 
emergency preparedness excercises V 

SH -S?? ’jSv" 2 "" 

19522.096 24X Fiche: 30-395, 03/03/00, 0307140108, 9 


83 30-3?5/B3-0S II c«JI “ f violation m IE Intp Rapt 

counseled on r *ctive act ion: opera t i ons personnel 
f * «*Pdrtance uf controlled operations of 
DIXOnW * Opiating Procedure SOP-505 revised 

J p S ° g i h Carolina Electric 6 Gas Co 83/03/04 
Fich. 50-393. S 3/S?;oI.Ii 0 ?fJA" 3 0f ° iFeCtQr 3 PP 19322: 018. 


0307220270 Apprgves issuance 
Apr 1902 - F «b l9fi3 


of SALP Rept 50-395/03-16 for 


O'REILLY. J P, Regi 0n s< Office 
South Carolina Electric 6 Gas Cc 
Ftche: 50-395, 03/07/12, 830722027C 


Director. 03/07/12 
2pp. 19684:262. 24 X 


DIXON, □. W. 


” e3 LEufs 2 R' 3 C F ‘ ,, n Jr J S ^ "' Pt 5 “-3’5/B3-l4 fo, Apr | 
D1XDN.0 w South Carol Pr °i? Ct 1 RB51d8nt Progran 
S4X Fiche 50-395* 03/07/12^ 0307220270^ “ 3PP 


- Feb 1903. 
03/05/20. 

1 96B4: 264. 


H. General correspondence 


0307190416 Advises that recipient status of NRC correspondence w/utll 
re OL proceedings d i scontinued. Documents will bn mads 
available in LPDR & significant events will be publicly 
announced 

ADENSAM, E C Licensing Branch 4. 83/07/08. BURSEY, B. A. Bursey, B 

Ip. 19656:080. 24X FI c h e: 30-395* B3/O7/O0, 8307 1 904 16. 


P. Operating license stage documents & correspondence 


0306060070 Generic Ltr 03-22 to all operating reactor licensees, 
applicants for OLs & holders of CPs for Westinghouse PWRs 
re safety evaluation of "Emergency Response Gu 1 da 1 1 nes. " 

Svc list end, 

E1SENHUT, D. G, 


Electric Co. 
8306060070. 


Division of Licensing. 03/06/03. Yankee Atomic 
10 pp. 19343:116 24X Fiche: 50-000*83/06/03* 


03 S 3 O 3 P 3 1A Monthlv notice of amends to OLs Involving NSHC issued 


CLARK* R. A. 
19391: 152 


Operating Reactors Branch 3. 03/06/14, 

24X Fiche: 30-000* 83/06/14, 8307110616. 


26pp. 


since 


„ . z mru re currant ua proor 

required within 30 days to complete evaluation of proposed 
changes to program. v p " 

dTxdn n u ° f Projeci: ** Resident Programs. 03/06/16, 

DIXON, O.W. South Carolina Electric & Gas Co. 2pp 19314- 046 24X 

Fiche: 50-395, 03/06/16*8307140402. PP> *^14.046 


relief vilv.» » HM si. 21;' * stalls of mechanical 

during VJ P \"™Au n * overpressur 1 ration 

W 'i, l, 000 ** 1 Carolina Electric 6 Oas Co. 83/06/29 DENTON* H J1 

,n‘ JCt0ar R " ct,,r isolation. Director 7 pp „Tre aM 
24X Fiche: 30-395*83/06/29*8307050209. 19IYH.20H. 


2 C mod^ d t t0 bCS ! n ln 6flrly ^ 1 Vwd; a reqSIrr^p t ^x tTiP ' , * 9 **” % 

f t0 ™mp ete. Commitment of 830600 to provide scope 

DIMM n i r li f ‘ CIJc1 ' '"•■’srerr cen.fl.te. P * 

l5fMr?'n, Cerollna Electric t, Ga, Co. 03/06/30. DENTON, H H 

* pp - 

ElSEUHUT*r>c f °L d ! 0 ? el fuel ifflpwrity.Svc list end. 

IvF^ - a 4x c — d 

Fiche: 50-000* 83/07/05, 8306270397 J7U.ai7. 24X 


i:-iSLE37’- joss- 


- -830722027* SAUP Rest 50 ~! 3 >?s/m_ i i t 

* Region 2, Office of Din, ► ° r ' Feb 1983. 

Fiche 30-395,03/07/12,0307220270. 03/05/20 18 PP- 19604:267. 24X 

'' B3 ?K 3 c:ii,';r:;j.;:e sALp R ' pt „ 88 . Feb 

0'Re/llY H J p S0U ^gUn O i! n Sff j!S tr J V Gai C ° S3/ °6/l6. 

Fiche 50-393, 03/07/12, 0307220270° 0ire<:tor 19694:205 24X 

,*,r g ,nc V plan. 

V * r,l0,> ^ R ' V 10 Ra<lia ““ n Et-etfenc, P!aa EP-IOO 

B* , ® 3/oi,; » DOP t > ENT(W.S. , R 0N 'Sf*i C e S oTN C r° lln '* EUctrlc «• C„ 

Dltector 2 » p> 19B| | 07 , M f," ";; 1 ! 1 ' Reactor Reflation. 

* F ‘ che 5 °- 3 '' 3 ' B3/07/I9, 0307270177 


.ior;: U er n ^n??c? t on a f’ la s ‘ artup {ir" 1 * 1 ' of 

applv to Hwtip S.iS. 

P'c T a"on^in:?r t t a, r^: r c: or ^r n5 !;^-^ 07 ^x D,xaN -°" 

Fiche: 50-395, 83/07/07* 830714011 1. ?P * * 952G -liO- 24X 

Generic Ltr B3~OR f „ . . . 

applicants fo r OL $< holders of CP^tt*****^ °! °P ftratil Dfl reactors* 

sjas.‘s Sis 1 * 

®J w Jf h Carolina S E? B c?fic i J%« r cJ 0r DIX0N ' aW ‘ 

Fiche. 30-395, 83/07/12, 8307200537, 3 * 3 ' 24X 
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0307220380 Forwards noncontrp 1 1 ed versions of station emer 
pro-cedures for post-reactor trip reviews Add! revs may b 
necessary to meet requirements of Generic Ltr 83-20 re 
generic implications of Salem ATW5 events. 

DIXON, OW. South Carolina Electric i Gas Co. 03/07/15. 

Office of Nuclear Reactor Regulation- Director 2pp 
24 X Fiche: 50-395- 83/07/15- 8307220380. 


gency 

e 


DENTQN, H 
19696: 132 


R 


— 0307220333 N one on tr o 1 1 ed version of Rev 1 to Station Administration 
Procedure SAP-132- "Off-Normal Occurence Evaluation. 

Reporting it Resolution. " 

* South Carolina Electric t< Gas Co. 83/07/14. 19pp. 19606: 134. 

24 X Fiche 50-395,03/07/15-8307220300. 


8307270062 Forwards steam generator nonle mod radiological dose 
c amp arisons, per 830503 c ortun 1 tmen t Actual dose received 
distinctly lower than estimated dose. 

DIXON, ON South Carolina Electric l Gas Co. B3/07/22. DENTQN, H. R. 

Office of Nuclear Reactor Regulation, Director. 3pp 19749 343. 
24X Fiche 50-395.83/07/22-8307270062 


8307290092 Advises that review of design change paclage, per B30608 
commi tment- wi 1 1 be provided far approval by 030901 i 
referenced in util formal response to Generic Ltr 83~23. 

DIXON- OW South Carolina Electric 4» Gas Co. 03/07/25 DENTQN, H R 
Office of Nuclear Reactor Regulation, Director. Ip. 19622:205 
24 X Fiche 50-395. 83/07/25- 8307290092. 


-“0307220387 None ontr o 1 1 ed version of Rev 6 to Emergency Operating 
Procedure EOP-5. "Recovery From Reactor Trip." 

WOODWARD- K. W. - WILLIAMS, B.C South Carolina Electric S« Gas Co 
03/06/16. 15pp. 19686:153. 24X Fi ch e: 50-395- 83/07/ 1 5, 0307220380 


— 8307220413 None an tro 1 1 ed version of 
Procedure EGP-10, "Malfunction of 
THIBAU-H. R. - WOODWARD, K. W. South 
82/12/29. 17pp. 19606: 160 24X 


Rev 3 to Emergency Operating 
Control Rod Sy s. " 

Carolina Electric tt Gas Co. 

Fiche 30-395, 83/07/15- B307220380. 


0307260394 Application to amend License NPF-12, changing Tech Specs to 
reflect Installation 6 eallbr of condensate derainoral Her 
backwash effluent monitor Rfi-Ll 1 prior to startup after 
first refueling outage. 

DIXON, a. W South Carolina Electric it Gas Co 83/07/22. DENTON- H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 19733:125. 
24X Fiche; 50-395,83/07/22,8307260394. 


—8307260399 Proposed Tech Spec changes reflecting installation & calibr 
of condensate d emi nera 1 i i er backwash effluent monitor 
RM-Llt. 

* South Carolina Electric & Gas Co. 03/07/22. 6pp. 19733: 1&7 
24 X Fiche: S0-39S, 03/07/22, 0307260374. 


0307290085 Advises that contract executed on 830629 w/DOE for disposal 
of spent nuclear fuel 8</or high level radwaste.per Nuclear 
Waste Policy Act of 1982 U Generic Ltr 83-07 

DIXON, OW. South Carolina Electric t. Gas Co 83/07/26. DENTQN, H. R 
Office of Nuclear Reactor Regulation, Director lp. 19822:204 
DA H P, r he. SO-igS. 03/07/26, R307290085 


0. Inspection reports, IE Bulletins 6 correspondence 


8307140273 Informs that project insp responsibilities within Region II 
fnr facility transferred to Div of Project * Resident 
Programs- effective B30314 

LEWIS. R C Division of Project it Resident Programs 83/04/12. 
DIXON, G W South Carolina Electric 6 Gas Co. Ip 19522:327. 24X 

Fiche 50-395, S3/04/12, 0307140273. 


8307140213 Responds to notice of violation in IE Insp Rept 
50-395/03-03 Corrective action: operations personnel 
counseled on importance of controlled operations of 
safeguards equipment & Operating Procedure SQP-505 revised. 

DIXON, OW South Carolina Electric fc Gas Co. 03/05/04. 

O'REILLY, J P. Region 2, Office of Director. 3pp 19522:018 24X 

Fiche; 50-395, 03/05/04, 8307140213. 


B 307260461 Application for amend to License NPF-12, brans f err ing 
Item Cb) U <c) of Tech Spec Surveillance Requirement 4. 7. 4r 
“Svc Water Sys, " to Surveillance Requirement 4 6 2. 3 
Item Cb), "Reactor Bldg Cooling Sys. " 

DIXON, O. W South Carolina Electric St Gas Co. 03/07/22. DENTQN, H. R. 

Office of Nuclear Reactor Regulation, Director, 2pp 19734:012. 

24 X Fiche: 50-395,03/07/22,8307260461. 


— 0307260463 Proposed Tech Spec changes re surveillance requirements. 
# South Carolina Electric it Gas Co. 83/07/22. 3pp 19734:014. 
24 X Fiche: 50-395,83/07/22,8307260461. 


8307260465 Application for amend to License NPF-12, c hang lng Tech Specs 
Tables 4. 6-Ja. 4. 6-lb It 4,6-2 re containment structural 
Integrity. „ „ 

DIXON, Q. W. South Carolina Electric St Gas Co 83/07/22 DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 19731:164. 

24X Fiche: 50-395,83/07/22,8307260465. 


— 0307260469 Proposed Tech Spec changes re containment structural 
i ntegr i ty. 

♦ South Carolina Electric & Gas Co 83/07/22. 3pp 19731:166. 
24X Fiche: 50-395,83/07/22.8307260465, 


03Q727QOO6 Application to amend License NPF-12, chang ing Tech Specs re 
adml nis trat i ve controls to reflect upper mgt or gan i t a t iona 1 

DIXON, O. W. South Carolina Electric & Gas Co. 83/07/22, DENTON, H. R . 

Office of Nuclear Reactor Regulation, Director 4pp. 19765:236. 

24 X Filhe: SO-395, 83/07/22, 8307270006. 


— B307270013 Proposed changes to Tech Specs Chapter 6 re administrative 
c antrols. Resumes for DA Nauman, KW Nettles, DR Moore & 

OS Bradham end, 

* South Carolina Electric & Gas Co 83/07/22. 20pp, 19765:240 

24X Fiche: 50-395,83/07/22-8307270006. 


B307270018 Application to amend License NPF- 1 2, c hang 1 n g Tech Spec 
Table 2.2-1 re reactor trip sys instrumentation trip 
setpoints to correct error in time constants for lead-lag 
compensation of measured delta T, Tau 1 St Tau 2. 

DIXON, O. W- South Carolina Electric i. Gas Co. 83/07/22. DENTON, K. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 19749:319 
24 X Fiche: 50-393,93/07/22.8307270018. 


— 8307270020 Proposed Tech Spec Table 2 2-1 re reactor trip sys 
instrumentation trip setpoints. 

* South Carolina Electric 4< Gas Co 03/07/22. 3pp< 19749:321, 
24X Ficfie: 50-395, 83/07/22, 0307270018 


8307140250 Suppls B30422 ltr re IE Bulletin 81-01 concerning insp 
results for safety-related snubbers. Cor rec t ive actions 
implemented/completed w/exception of adding special caution 
to procedures for handling & abuse nf snubbers 
DIXON. Q W. South Carolina Electric h Gas Co 83/06/30 
O'REILLY, J.P Region 2, Office of Director. 2pp. 19523; 046. 24X 

Fiche: 50-395. 83/06/30, B307M0250. 


8307210197 Forwards IE Insp Rept 50-395/03-20 on 030614-18. No 
noncompliance noted. 

VERRELL I , D M Division of Project & Resident Programs 83/07/01. 
DIXON, D W. South Carolina Electric it Gas Co. 2pp 19669:062 24X 

Fiche: 50-395- B3/07/DI . 830721 0197. 

— 8307210201 IE Insp Rept 50-395/83-20 on 030614-18 No noncomp liance 
noted Major areas l n sp ec ted : s tar tup test program ?< open item 
f O 1 1 ouup 

BURNETT, P. T Region 2, Office of Director. JAPE- F Division uf 
Engineering ?< Radiological Safety Programs. 83/06/29. 5p p 
19669.064 24X Fi c he : 50-395, 83/07/01 , 0307210197. 


0306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list enc l 
JORDAN, E. L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/07/11 Consolidated Edison Co of New 

York, Inc I54pp. 19563:293. 24X F i c h e 50-000, B3/07 / l 1 , 8306270401 . 


8306270404 5E Info Notice 83-47. "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list enc l 
JORDAN , E. L Division of Emergency Preparedness i Engineering 
Response {Post S30103) 83/07/12 Consolidated Edison Co. of New 

York, Inc. I 4 ipp. 19563:133 24X F i c h e 50-000, 03/07/ 1 2, 8306270404 


8307220270 Approves issuance of 5ALP Rept 50-395/83-16 for 
Apr 19 02 - Feb 1983, 

□ 'REILLY, J P- Region 2, Office of Director. 03/07/12. DIXON, O W 
South Carolina Electric ?< Gas Co. 2pp 19604:262. 24X 

Fiche: 50-395, 83/07/12, 0307220270. 


--83 07220273 Forwards SALP Rept 50 - 395 / 03-16 for Apr 1982 - Feb 1983 
LEWIS, R.C. Division of Project it Resident Programs. 83/05/20. 
DrxON, 0 W. South Carolina Electric & Gas Co. 3pp 19684:264 
24 X Fiche: 50-395, 03/O7/12-O3O722O27O 


— 8307220276 SALP Rept 50-395/83-16 for Apr 1982 - Feb 1983. 

« Region 2, Office of Director. 83/05/20. 18pp. 196B4:267. 24X 

Fiche: 50-395, 83/07/12, 8307220270 


- -8307220283 A-c k recoipt of SALP Rept 50-395/03-16 for Apr 1902 - Feb 
1983. No cormnents offered. 

DIXON, O W. South Carolina Electric 8t Gas Co. 83/06/16. 

O'REILLY, J.P Region 2, Office of Director lp 19604:205. 24X 

Ficho. 50-3^3, 83/07/12, 8307220270. 
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3 G- 395 / 33 -nR inh! i lining noted in FE Inap Rept 

co.pu tlon tfate j{„ tiyiv^r 1 *''** sati,factor ^ 

Dixon! o S; South ^aroftn^EU^tr'ic V i ? enfc r PrQiJr,3m5 B3/07/13. 
Finhe; 50-395, 63/07/ 13, 8307220464 ** ° * P ’ 19609:100 24X 


Periodic operating reports «, related 


correspondence 


Inap 


-*•0307320473 Responds to NRC 8304 m i v 

Rept 30-393/83-08 Corrective action* Ufci ° 0S not * d in IE 

□'REILLY W J p S ° U R h Oaro * ina Electric & Gas Co 63/06/29 

F»ch e :5£)l39 S( B3/O7/?S.83 O ?22i464 0f DU ^ tor 2 PP 1^83:101 24X 

83 SSV“V : r PL; - e " 7 - — - 

OIXOW.O W, SoutrCarolina°Eintr Re r? 0nt Pr0srarn! ‘ 83/07/13. 

Picfte 30 - 393 , 83 / 07 / 13 , 83073209^8 C “ ‘ P 19606 003 

O'BEILLY i p S ° U ^ h f arolina Electric & Gas Ca. B 3 / 07 / 01 . 

Flc^e: 50 - 395 , 93 / 07 /° 3 , 0307320340 ° f D ‘ r * Ctor 9 PP- 1 ^ 606 : 006 , 24 X 

S2ur* r< * ’* '"*> Rept 5 °- 39 ^ 0 3-,5 on 030401-0306 „ notice 

PIXoSo.' 5 : sio^h 1 C 4 ro^in^ 0 E^ct^ic e ^o ef ' t C P^0^ ^ a<nS, 03/06/03 
24X Fiche: 30-393, 03/87/13,33^358 C ° ^ 1<?6B6: °19- 

83 ? 72 Reg?on N 2 , tl alff^% V o? , Sfi 0n t #r0m *" sp on 930401-0306 
Ficfte. 50-395, 83/07/13,0307220348. 83/ ° 6/ ° 3 - 2pp 17636:017. 24X 

^L*o 2 Sr THE «iL 8 ; Div “ ion 

Fiche: 50 - 375 . B 3 / 07 / 1 3 . 83073 M 54 B ***’ «’M 6 : 019 . S 4 X 

•ncl. 3 *■ I 131 ln E,ce,s ° F N»C Limit, " Svc Jl.t 



Sn“S^ffi5-«™SssrL» 



O'REILLV^.l p S ° U ^ ? aroli " a Et.ptrlc *, 0a, Co. 03/04/az 

FUh, : sol 3 , 3 ;a 3 ^?;.eio?Moow 0fD,r *‘ : * 0 r 6 ” 2 „x 

" 8 “F“?Ma t r:r rd ‘ IE In ‘ P R5pt «»-»»«»-« « 030303-0401 , noUc. 

34X Fiche: 50-395, 03/07/14, BGOwSSw PP ' 19674 ' 039 


-8307230070 Notice of violation from insp an 830303-0401 

F 1 c he^ 50-395, 83/07/ J 4 f B307220039. S ^° 9/23 * PP 19674:04 ° 


24 X 


fpTf.^a^ftaTt 0 ", 030395 - 0401 ^ 

* ft Ss);, a . Oivt , lon 

FU 1 >«: 50 - 393 , 03 / 07 /( 4 . 83 S 72 M 059 . 6 ?PP IW 4 .- 048 . 24 X 


S 3 ? 0 VlS^O ‘’“■"'MOMS Ur, 

QARRY.l u i n S th Caroilna Electric * Gas Co. 

19694:084 «*„,»:f B S!5;srsir!s^5. , ssJi 8 s, , ^. et,r - 5pp - 


03/06/13, 


8 : Btpo rtaM, m,,, ,,,, „, L 6 H 5 «, ralatod corrospondandc. 



0307290401^“ iaadver tan t ^8a f, n, ,c t ion, AtPrlPutod t. R.r.onno, 
C90 E 7 F O7O R *n« r F??::r^!S; 9 fS5‘S2^4^§S729O393 /O6/H - 3PP ' 

B3 d^«u:^J;f r ^ l ^ 3 t‘?ari B ? 0 d? 4 'r ntr ° l r00m evacuation pan,, 

TO ?ss;s, ---- ss*-Si, 

8 S 3 ^H%S ? S;rr;r' ld - 

«?»>» .i.!i.i”,X ! iftoEo'ft p ,upp1 '' mo,,UIe 9roun<,, ' ) « 

^r^HS&H-.srs"' 

O'REILCV, j. p. Region sf' ° dJ f *Vf 1 Dir E1 V ^V* Ca5 C °’ 03 /O 7 ^ o l- 

Fiche: 50 - 395 , 03 / 07 /S?, B 30 ?JwJ ?6 DlrBCt ° r - 3pP ‘ 19 ^ 3 14 . 24 * 

^bliJ^ne^faUerCaused bS we^d^n/iJ 0, detector5 in control 

5^oi n ;^ ated 1 

63 / 07 / 06 T ' ” 0 ^^ ILLY°J p' W R S J Uth CdroUTia Electric 5 < Ga, Co. 

1 9300 : 078 54 X Flch . J VoiVo™"' 2PP ' 

5iE^4lSSs&^^"»s" 

VwVIt “aS'Sv’ P 3- W ««“ o5'o^«tnn 0a, a p p D - 

19379 . 161 . 24 X Fiche: 30 - 393 , 03 / 07 / 06 , 0307110262 , PP ' 

6307110370 LER 83 -O 50 /O 3 L-O: on 830607 , smoke detector 1 XA -49930 failed 
In a '-m.C,u,ed 69 6 rn k ,ri«. I «,^?: 

Component rop UcJS. S/I2 0 5ol"{j . pr,ventl '” alaI ''" 

83 / 07/06 ^ □'fjPT > M X v N, | 0 ' W ' South Carolina Electric & Gas Co. 

19380 ^™ °^av I eV Y |. J ' P ' Ra 9 ion 5 ' Office of Director. 3 pp 

19380.228 24 X Fiche: 50 - 395 , 83 / 07 / 06 , 8307110370 , PP 

83 ?Inf?ell E ? S 3 -° 39 / 03 L- 0 : an 830609 * 0702 , re f ue 1 i ng abater storage 
tank level transmitter failed high. Caused by intermittent * C ° raS * 

100 F n ria 5 smit? ent ^f akt,Dh;n when transmitter temp exceed* 

MCKIttJl ? :rw 2 ,n be r*P la ced W /830700 Itr. 

83 W/ 0 B. S'-Jn « S0Ut,> 0arallna Electric C G as Co. 

19684 - 131 149 e, ! ' _L ^ e 9 *on 2 , Office of Director. 4 pp. 

1 t 6 h 4 . 131 , 24 X Fiche: 50 - 395 , 83 / 07 / 08 , 8307220274 . PH 

B3 °I“«n??et 8 on B ?I?t 0 ^?^ O r° n K B n O6O ' ? ’i <>rOn ‘ n J»'“ #n til ’" »«r«n 
concen vratj on fell belou Tech Specs. Caused bu 

P^r»H <33Uri,8d * l * 9tr **' jl in relief valve actuation 

Procedures revised W/B 30708 ltr 

Sw^Vw, S ly’S?- W r T' k s Ci i:! ,M EUctrfc & 0a ‘ Co. 

19694 154 . 24 X Flcho: SO- 393 ? 83 /O 7 /O 0 , 8307230 S 94 rettDT ' 3PP ' 
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9307220454 LER 03-06 1 /03L-0: on 830610. ide 
requirements for 6 -inch containment pur 
isolation valv-es not fully conducted Ca 
Inadequacy Procedure developed. W/830708 
FIELDS, H. C. * DIXON. 0- W. South Carolina 
O'RE ILLY, -J. P. Region 2. Office of Dir 
Fiche 50-393. 83/07/08. 8307220434. 


nt i f i 

ed 

survei l lance 



ge su 

PP 

ly ft 

exhaust 



used 

by 

p roc e tfura 1 



ltr 






Elec 

tr 

left 

Ga* Co, 

03/07/09. 

ec tor 


3pp 

19686 

116. 

24X 


8307220256 LER 83-062/03L-0: on B30611 ft 12 , reactor bldg purge exhaust 
radiation monitor sample pump overload protector tripped 
Caused by loose motor controller electrical connections 6 
defective pump bearing. Bearing rep laced W/03071 1 Itr. 

KOLD-L.E * DIXON. □ . W. South Carolina Electric ft Gas Co. 03/07/11. 
0 'REILLY. J. P. Region 2. OfflcB of Director. 3pp 19684 225 24X 

Fiche: 30-375. 63/07/ 1 1 . 8307220256. 


8307250514 Releases public version of licensee request for attention 
for responding to emergency plan review. 

FELTON. J. M Division of Rule* and Records 83/07/19. Document 

Management Branch Ip. 19725:361 24X F i c he 50-062, 03/07 / 19. 

8307250514 


— 6307250321 Forwards public version of request for 60-day extension for 
responding to emergency plan review Extension needed to 
allow rewriting, review ft approval of SOPs to improve reactor 
operations 

8REN1 ZER. J. S Virginia. Univ. of. Charlottesville. VA. 83/06/24. 
THOMAS, C D. Standard i iat i on 6 Special Projects Branch Ip 
19720 341. 24 X F j c h e : S0-062, 03/07/ 1 9, 030725051 4 


V. Operator Examinations 


0307220252 Updated LER Q3-039/03L- 1 : on 830506. e 1 ec tv i c a 1 power lost to 
R «8 train D. Caused by main power supply fuse blowing during 
extender module ins ta 1 lafci on. Fuse rep 1 ac cd W/830712 ltr. 

MCKINNEY* C. J. , DIXON, O.W. South Carolina Electric ft Gas Co. 

03/07/12. Q ■'REILLY. J. P. Region 2. Office of Director. 3pp. 

1 7694 : 199. 24 X Fiche: 50-393. 03/07/ 12. 8307220232. 


0307060427 Generic Ltr 03-12A to ail nonpower reactor licensees re 
issuance of NRC Form 39B, "Personal Qua 1 i f icati ons 
Statement - Licensee." Svc list end 

El SENHUT , D G . Division of Licensing 03/07/11 Michigan. Univ. 

of 14 p p . 19563:130 24X Fiche. 50-000, 33/07/11,8307030427. 


B30723O13B LER B3-063/03L-0: on 030616 ft 27. turbine bldg sump radiation 
liquid effluent monitor RML -8 declared inoperable duo to 
law sample Flow. Caused by accumulation of trash in sample 
monitor inlet isolation valve. Valve cleaned W/830614 ltr. 

88 UKNIGHT. R, J. . DIXON, 0. W. South Carolina Electric ft Gas Co. 
03/07/14 □ 'REILLY. J. P, Region 2, Office of Director. 2pp. 

17706:097. 24X Fi che: 50-393. 83/07/14. 8307230138 


6307230496 LER 03-O63/O3L-O: on 030616; while in Mode 1 , RHR snubber 
RHH-021 I declared inoperable due to bearing protruded from 
paddle plate. Caused by vibrational effects induced by *ys 
operat ion. Snubber repa ired. W/030714 ltr 

B0UKN1QHT, R, J. , DIXON, □. W. South Carolina Electric ft Gas Co 
83/07/14. □ 'REILLY, J. P. Region 2. Office of Director. 2pp 

19701:273. 24X Fi che: 50-393, 03/07/14, 8307230496. 


3307230515 LER 33-O64/03L-0: on 0306 16, wh i 1 e in Mode 1 , snubber 
HK-CCH-306 declared inoperable due to mlfallgnmont. Caused by 
inappropriate maint activity. Info re snubber handling ft care 
provided to p ers onne 1 . W/03071 4 ltr. 

BOUKNIGHT. R. J. , DIXON, 0. W. South Carolina Electric ft Gas Co 
83/07/14. O'REILLY, J. p. Region 2. Office af Director. 3pp. 
19701:266. 24X F i c h e : 30-395, 03/07/ i 4, 93072303 1 3. 


0307250201 LER 03-O66/O3L-O; on 030616, fire barrier Kaowool Wrap on 
conduit SWC-B7C in svc water pump house Found tarn. Caused 
by high traffic on access ladder. Damaged area expeditiously 
repaired. W/03071 3 ltr. 

KOLB, L, E, DIXON, O.W, South Carolina Electric ft. Gas Co. 93/07/15. 
□ 'REILLY, J. P. Region 2, Office of Director. 3pp 17705:343 24X 

Fiche: 30-393, 83/07/13, 8307230201. 


8307260957 LER 83-067/03L-0: from 830601 to 19. reactor bldg sump 
Inventory not performed, contrary to Tech Spec Surveillance 
Requirement 4. 4. 6 . 2. 1. b. Caused by personnel failure to 
implement alternative Inventory method. W/0307 i 0 ltr. 

HOUHNIGHT, R. J. , DIXON, 0. W. South Carolina Electric ft Gas Co 
03/07/ IB. O 'REILLY, J. P. Region 2, Office of Dtreetor 3pp, 
19732:021. 24X Fi c he : 30-393, 03/07/ IB, 8307260597. 


B307290175 LER 03-O68/O3L-O: on 830620, snub b e r FWH-1109 C feedwater ay*) 
declared inoperable due to bearing off set. Caus ed by maint 
activity in immediate area. Bearing c entered, r e s ta k od , t e s t ed 
ft declared operable on 830620 W/03O72O ltr. 

BOUKNIGHT ■ R. J. ■ DIXON, 0. W. South Carolina Electric ft Gas Co. 
03 / 07 / 20 . O'REILLY, J. P. Region 2, Office of Director. 2p|> 
19821:050. 24X F i c h e : 30-393, 03/07/20. 6307290 1 75. 


DOCKET 50-397 WPPSS NUCLEAR PROJECT, UNIT 2 

A. Ap p 1 lea t ion/cons true t i on stage documents ft correspondence 


9307030001 Submits lowest svc metal temp values for mos 
pressure boundary components ft table for theoretical 
wail thickness for valves RFW-V-63A/B based on hydro 
pressures per GDC 51. 

BaUCHEY, G D Washington Public Power Supply System. 
SCMWENCER.A, Licensing Branch 2. 7pp. 19192:133. 
Fiche: 30-397, 83/06/15, B3D70 50001. 


t limiting 

ml r* 

test 

93/06/15 

24X 


0307090022 Forwards response to request for supporting documentation ft 
per Tech Spec second draft discussed during 830523-26 
meetings. Tentative schedule for preparation of proof ft 
review copy listed. 

DQUCHEY, 0. D. Washington Public Power Supply System. 93/06/15 

SCKWENCER, A. Licensing Branch 8 . 39pp 19220:241. 24X 

Fiche : 30-397, 83/06/15* 8307030022. 


B30703D23B Notification of Caseload Forecast Panel 830712-14 site 
visit ft mooting u/WPPSS in Richland, WA tD review project 
const ft p r cap c ra 1 1 ona l testing sch edule. Agenda encl. 

AULUCK, R. Licensing Branch 2. 03/06/20 SCHWENCER, A. Licensing 

Branch 2. 6 pp. 19261 015. 24X Fi che . 50-397. 03/06/20, 8307030258, 


0306270395 Generic Ltr 83-24 to all BWR applicants for OL ft holders of 
OLs for Grand Gulf, LaSalle ft Susquehanna re 7MI Task Action 
Plan Item I.G 1> "Special Low Power Testing ft Training 
ft flee omme nda t i on* for BWRs “ Svc list encl 

EISENHUT, D . G. Division of Licensing. 83/06/29. Long Island 
Lighting Co. 26pp. 19394:115 24X Fiche: 50-0 00. 03/06/29. 

B30627039 3. 


B30707OQQ6 Forwards revised Vo 1 s 1-3 to "Environ Equipment 
Qualification Rept for Safety-Re lated Equipment." Rev 
provides response to concerns raised in Suppl 3 to SER 
< NLIREG— 0892 ) . 

BOUCHEY. G. D. Washington Public Power Supply System. B3/06/30. 
SCHWENCER , A. Licensing Branch 2. 3pp. 19293:138 24X 

Fiche: 50-397, 03/06/30, 0307070006 


— 8307070013 Revised Vois 1-3 to "Environ Equipment Qualification Rept 
for Safety-Related Equipment." 

* Washington Public Power Supply System 03/07/31. 1220pp. 

19293 141 24X Fiche 50-397, 83 /O6/30* 0307070006 


0307290166 LER B3-069/03L-0: on 030620, snub b er FWH-0263 declared 
Inoperable due to misalignment ft bent paddle plate. Caused by 
transient loading during startup. Snubber replaced w/untt 
modified to suit dimensional requ irements. W/830720 ltr, 
BOUKNIGHT, R. J. , DIXON, J. P. South Carolina Electric ft Gas Co. 
03/07/20. O'REILLY, J. P. Regions, Office of Director. 3pp 
19821:104. 24X F i c h e : 30-393, 03/07/20, B307290 i 86 . 


8306370397 Generic Ltr B3-26 to all applicants for OLs ft holders of 
CPs for power reactors re c l ar i f i cation of surveillance 
requirements for diesel fuel impurity. Svc list end. 

EISENHUT, D. G Division of Licensing. 83/07/05. Consolidated 
Edison Co of New York, Inc. 16pp 19390: 317 24X 

Fiche 50-000, 03/07/05. B306270397. 


DOCKET 30-396 UNIV. OF VIRGINIA CAVALIER REACTOR 


F, Security* medical, emergency ft fire protection plans 


0307210344 Grants extension until 030915 to respond to NRC questions on 
emergency plan, per 830624 request. 

THOMAS, C. O. Standard i i a t i on ft Special Project* Branch. 83/07/13. 
BRENIZER, J. S. Virginia, Univ. of, Charlottesville. VA, Ip. 

19672:323. 24X Fi che: 50-062, 03/07/13. 8307210344. 


B307060329 Generic Ltr 83-27 to all licensees ft applicants for 
operating power reactors ft holders of CPs for power reactors 
re surveillance intervals in STS. Svc list end. 

E1SENHUT. D G. Division of Licensing. 03/07/06 Consolidated 

Edison Co. of New York, Inc. 16pp. 19669:254. 24 X 

Fiche: 50-000, 83/07/06, 0307060329. 


0307150227 Revise* 030615 ltr re GDC 51. based on discussions ft 
agreements reached at 830616 meeting. End provides lowest 
svc metal temp values superseding values previously 
provided 

BDUCMEY.G D. Washington Public Power Supply System. 83/07/07. 
SCHWENCER.A Licensing Branch 2 0pp. 19330:064. 24X 

Fiche; 30-397.83/07/07, 0307150227. 
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SSO’CSOIA* 5 >n»n; Ltr S3-23 to all licensees of operating reactors, 
affPliCjn-si far Cl. h holders of CPs re required actions based 
3 *i }in(ri( injllfdticns of Salem ATWS events Svc list encl. 
E*E£NHJT. Z G Division af Licensing 03/07/09 Consolidated 

tiii:n Cc cf New York. Inc 3Spp 19669 269 24X 

ri*M 5v*C:-C. 83/07/09, 0307050169 


i3C7l?0*l3 F'&fwiTdi preposed snubber Teen Spec far review as followup 

1.1 530314 it C'^24 telcons Changes will not lessen assurance 
zt structural integrity ft functionality of safety-related 

1.1 fuel laaj scheduled far Sept 1903 

li Washington Public Power Supply System 03/07/00 
S_‘mw£nC£F • A Licensing Branch 2 2pp 19629:107. 24X 

Fisf-f SO- "97. £3/ 07/00, 0307 J 9021 3 


• -230 719021 5 Prjposed snubber Tech Spec 

* Washington Public Power Supply System 03/07/00 9pp. 
19629 159 24X FI ch 9 30-397. 83/07/00, 0307 19021 3. 


--0307190217 ''Component Support Imp L Test Program Plan." 

FRILLS L Washington Public Power Supply System. 03/03/14 JBpp 
19629 197 24X Fich*: 50-397. 03/07/05,0307190213. 


— 0307120313 "WPPSS 2 Purge t* Vent Valves Seismic Zn Hydrodynamic 
Analysis " 

* Washington Public Power Supply System. 03/06/30. S59pp 
19427 163, 24X F i c h o : 30-397. 03/06/22, 8307 1 20309. 


5307050136 Forwards procedures for post-accident sample analysis 6 cor* 
damage eva 1 uati on, p er NUREG-0092 (SERiiltem II. 5 3 h Section 
9. 3. 2. 4, GE interim dissolved gas analysis w/o krypton tracer 
expected by end of June 1903 

BOUCHEY, G. D. Washington Public Power Supply System. 03/06/23 
SCHWENCER, A Licensing Branch 2. 2pp. 19199:000. 24X 

Fiche; 30-397, B3/06/23, 0307030136. 


— 0307030141 Draft Procedure 9. 3 30, "WNP-2 Core Damage Evaluation. M 
* Washington Public Power Supply System 03/06/23 44pp 
19199 002 24X Fiche: 30-397, 03/06/23, £1307030136. 


0307050151 Rev O to Chemistry Procedure 12. 10,2, "Post-Accident 
Sampling St Ana 1 ys i s, Sma 1 1 Vol Liquid Analysis." 

MARTIN, J. Washington Public Power Supply System. 03/06/21 
19199- 126. 24X Fiche: 30-397, 03/06/23, 0307030136, 


33372333136 Forwards request for ad<Jl info re procedures generation 
package transmitted w/830323 ltr. Response requested by 

.930722 

SCHWENCER. A Licensing Branch 2 63/07/08. FERGUSON, R L 

Washingtpr Public Power Supply System 6pp. 19669 337 24X 

FlCh* 50-397, 63/07/03, 0307200306 


5.107190457 Notification cf 830715 meeting w/util in Bethesda.MO to 
discuss containment aut-of-roundress. 

A'JLUCk.r Licensing Branch S, B3/07/11. SCHWENCER, A. Licensing 
Branch 2 3pp 19656 070 24X Fiche: 50-397, 03/07/11 . 0307190459 


0.1 r j7 1 5 j 23? Forwards list cf retraining open items requiring resolution 
btf:r« finding qf readiness for operation can be endorsed 
Ite.tii include pr , operationa 1 testing 5, radiation protection 
MARTIN, j C Region 5, Office of Director. 03/07/12. EISENKUT, D G 
Division of Licensing. 6pp. 19535.244. 24X Fi ch e: 30-397, 83/07/ 1 2^ 

8307 1 50*52 


0307.00142 Forwards response to Phase II of NUREG-0612. "Control of 
Kea»y Leads at Nuclear Power Plants ♦' Items discussed 
include step plugs, vessel cavity plugs. dryer separator pool 
*ncr^ei U3$ J f UBl * lot plo 9* ^ auxiliary hoist 

SSSSSnV 1 Hl,Mn > ton PubUc Pcwer s ”PPl</ System 03/07/13 
5uHWEN...R, A Licensing Branch 2 9pp 19651 011 24X 

Fiche 53-297. 03/07/13, 0307200142 


0307290359 Forwards info re as-built Seismic Category I Qualitu Cla* 
h^i 4 4 y 3 * r, L S i* C requirement 6 documentation relative to 

Jf l^^s rlWJr r ” C J 0r vesse| to * in resolution 

?Inr y Const as * e5Sm ent team 

MART N 7 a « Power Supply System 03/07/15 

PltKf 30-397, 93/07/. a! B3072B0339, IJlrector '™>P .97 B! :0 5t , 24 


_<»>. amends 6 correspondence 

^.iG726C523 Forwards list of dates for issuance 
i numbers per E Chan telcon request fo 


t* expiration of permits 

various permits 4, licenses nothin’ T*blV ^ l nil ran 

"t: Su !M;r 24 ° 3/07/i9 


Washington Public Power 
_ __ _ Licensing Branch 2 4 pn 
Fiche Sw-397, 83/07/ 19, 8307260323 


R " ,,,rt ‘S£R>. doppls l corresp 


»**•••" ■»«.«» re tortin, 
l«C W ti, ( | ! r »I l> ‘ for 

rrr dl ser out ’‘— » 

5CNWENCEB.A ulctrt jij n B^*" 2 P °“? r SupB * « Sfotem 83/04/13 

„ w , It „ 

of tatft'vp dir supply sue R e ! u L ’ to en5Ut ' e operability 

94U|M <«hl«Stt« t 00 caI * br Of bottle 

; h Specs 

Supply System. 83/06/22 
19250:338, 24 X 


es Seismic 6 Hydrodynamic 

System. B3/06/22. 

'7 >63 24X 


0307030196 Rev O to Chemistry Procedure 12. 10.3, "Post-Accident 
Sampling & Ana 1 y s i a , De t erm i na t i on of Chloride*. " 

MARTIN, J. Washington Public Power Supply System, 83/06/21 fot 
19199:130. 24X Fiche: 30-397, 83/06/23, 8307050136. 


—0307050160 Re 
Sampling S< 
MARTIN, J. 
19199: 134. 


v O to Chemistry Procedure 12. 10.4, "Po* t-Acc iden 
Analysis, Determination of Boron. " 

Washington Public Power Supply System. 03/06/21 
24X Fiche: 50-397, 83/06/23, 0307050136. 


t 


4pp 


Sampling 6 Analysis, Gas Sample Analysis. " 

MARTIN. J. Washington Public Power Supply System 
19199:138. 24X F i c h e SO-397, 83/06/23, 0307050 1 36. 


03/06/21. 


0307050167 Rev 0 to Chemistry Procedure 12. 10. 6, "Post-Accident 
«^n£iK, n9 . h A " al V*ls, Iodine U. Particulate Filter Analysis," 

Washington Public Power Supply System 03/06/21. ?pp 
19199:146. 24X F i c h e : 50-397, 83/06/23, 8307050136. 

—S307030173 Rev O to Chemistry Procedure 12. 10.7, "Po»t-Ac c i dsnt 
^9 li Analysis, pH of Post-Accident Sample," 

19199 14 fl W 225 1 S? P ii b ii C P ° Uer 6u PP»V System. 83/06/21, 
19199.140. 24X Fiche: 50-397, 03/06/23, 0307030136. 


qt 1 Forward s final response to NRC Questions 031 . 135, 031. 137 %, 
hI 3Q *l eon fr? 1 sg ’ failures, per SER Outstanding Issue 
nnurHrv ? n S “A 11 .? 0 incorporated into FQAR Amend 31. 

S^hSfncfr a ^ 5hin 9 ton Public Power Supply System. 03/06/24. 
SCHWENCER, A Licensing Branch 2. 200np 19193 339 24 X 

Fiche: 50-397, 03/06/24,8307050004. PP >93,339. 24X 


n I,., . , ----- vu environ touiument 

O^o ! iAl rl°« n pt POr Sflp ®ty-nelatod Equipment." Rev 
{NUREG-0892) P ° nSe C ° ncern4 rai * ed in Suppl 3 to SER 

SCHWENCER A l^i r »n ”? ton n Putl 1 ‘ c PoW,}r Supply System. 03/06/30. 

Licensing Branch 2. 3pp. 19295 130 34 X 

Fiche: 50-397, 03/06/30, 0307070006 


f or ^Saf ety-Re la t ed°Equipment. !^ r>v ^ r0n Qualification flep* 

* 9293 * 14 ,^ ^°24y U p! if p ;“" ! U £ P " J m/ 07/31. 1220pp. 

141 24X Fiche: 50-397, 83/06/30, 0307070006. 

B307110007 Respond, to NRC ro,uo,t , or odd! Info r. SEH Co n flr M „Tg 
l*l U * ; C^P^ent Supports." Results of evaluation In 
BOUCHEY O D u K? hat 175 ,op P° re * * 16 anchors acceptable. 
SCHWENCER, A lT c e i 2 ° R P 0<> 1 k C =» P ° ° r Supplg 03/06/30. 

F.ch^^.s^o^KtJoSo/: n,,p I937,:3,i ’ 24 ^ 

a3 °Imp?ni<,n°due 5 ^t’''i ief V" BER Lic<, "“ Condition s roRuIMn, 

siwSr ? ”{?• 

SORENSEN, G C Wa h^ T f y®f U6 >>ng outage requested 

SCHWENCER, A. Lic.iiT5j°SrISrt *£ P °2 p S ; 

Fiche: 50-397, 83/07/19,8307260519. PP ' 19734i161 - ^4X 


F^ Security, medical, emergency It fir 


T ” 03 ' 7 Rc!eases PU,,li ' v *”‘ , > n Of ’■tvlddd emergency pr.p.T.«n.» 


Monlod^nt n^r i Sl " 0 ° f R “‘|! »**•*•«* BB/04/29 D oc Um .n, 

lp 19384:25? 24X Fi c h 0 : 50-397, 03/06/24, 


Management Branch 
03071 10317 
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,0307110321 Public version of Rev 3 to emergency p repare d ne? s plan 
consisting of drawings of backup emergency operations 
facilities at util headquarters stj R i c h 1 and . WA W/8306 1 6 1 tr 
BOUGHEY, G. D. Washington Public Power Supply System 93/04/30 
NOVAK* T. M. Assistant Director fQT Licensing, 4pp 19384:253, 
24X Fit he: 50-397, 83/06/24, 83071 10317. 


8307190213 Forwards pro 
to 830314 h 0624 tele 
of structural integri 
■sy 5 Fuel load sebedul 
DOUGH EY, G D Washing 

SCHWENCER, A. Licensl 

Fiche 30-397 , 83/07/08 


posed snubber Tech Sp 
ons. Changes will not 
ty L functionality of 
ed for Sept 1983. 
ton Public Power Supp 
ng Branch 2. 2pp. 1 
, 8307190213. 


ec for review as followup 
lessen a s surauc e 
safety-related 

ly System. 03/07/08. 

9629 187 . 24 X 


107120339 Responds to fire protection bite audit concerns noted in 
.030413 trip rept. Correc tive actions: fire detectors 
installed, instrument racks will be etic 1 u/concrete 6 use of 
automatic sprinkler sys, reevaluated. 

jjDUCHEY. 0. D. Washington Public Power Supply System. 03/07/01 
gCHWENCERrA Licensing Branch 2. lOpp 19433: 333. 24X 

fiche: SO —397, 83/07/01, 0307120539. 


107270432 Forwards rept on safety parameter display sys safety 
analysis, per 030415 commitment & response to Generic 
l6f 02-33, Sup pi 1 to NUREG— 0737, "Requirements for Emergency 
Response Capability . " 

gOUCHEY, 0. D. Washington Public Power Supply System. 83/07/01. 

0CHWENCER, A. Licensing Branch 2. 40pp 19767:130. 24X 

fiche; 30-397, 83/07/01, 83072704 32. 


Ad judicatory correspondence 


j- 07 1 3 0320 Notice of appearance in proceeding. Certificate of Svc end. 
0YAN, K. M. Washington, State of. 63/07/08 2pp, 19338:117, 24X 

Fiche; 30-397, 03/07/03, 0307130320. 


General correspondence 


107120343 Informs that D Hater appointed new managing director, 
effective 830316. 

anUCHEY, G. D. Washington Public Power Supply System. 03/07/06. 
SCHWENCER, A. Licensing Branch 2. ip 19433:347. 24X 

Fiche: 30-397, 03/07/06, 0307120343. 


inspection reports, IE Bulletins &. correspondence 


J0617O412 Ac k receipt of 030420 U 0320 1 trs Informing NRC of steps 
taken to correct violations noted in IE Tnsp Rept 
50-397/83-05 

STERNBERG, D. M. Region 3, Office of Director. 83/06/13. 

CARLISLE, C. S, Washington Public Power Supply System. Ip. 
18079:323. 24X Fi che : 90-397, 03/06 / 13, 0306 1 704 12. 


— 8307190217 “Component Support Insp l Test Program Plan. •' 

PRILLS, L Washington Public Power Supply System. 03/03/14. lHpp 
19629 197 24 X F i c h c 50-397, 83/07/08. 8307 1902 1 3 


830627040) IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem " Svc list enc 5 
JORDAN, E. L. Division of Emergency Preparedness h Engineering 
Response (Post 830103). 03/07/il. Consolidated Edison Co of Now 

York, Inc. 1 34pp 19963:293. 24X Fi che 50-000, 93/07/ 1 1, 8 306270401 


0306270404 IE Info Notice B3-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid " Svc list end 
JORDAN, E. L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 03/07/12. Consolidated Edison Co. of New 

York, Inc. !41pf> 19363 133 24X Fi che : 50-000, 83/07/ 12, 0306270404. 


0306270406 IE Info Notice 83-40, “Gaseous Effluent Releases of 
Radioactive 1-123 & 1-131 in Excess of NRC Limits." Svc list 
enc I 

TAYLOR, J. M. Division of 0A, Safeguards h Inspection Programs (Post 
830103). 83/07/ 1 4, Consolidated Edison. Co of New York, Inc. 

114pp. 19715:270 24X F l c h e : 30 - 000, 83/07/ 14 , 0306 2704 06. 


B. Reportable occurrences, LERs fc related correspondence 


0307150350 Part 21 Evaluation Rept 03-01 re section modulus error In 
ADLPIPE program. Initially reported on 830128. Error did not 
affect sa f ety-re 1 ated nuclear power plant piping sys 
Deviation, nut reportable per Part 21. 

VERDERBER-, J. J Burns 6 Roe Co. 83/04/26 COLLINS. J P Region 4, 
Office of Director, 3pp. 19539:090 24 X Fi che: 50-397, 03/04/26, 

0307150350. 


— 8307150362 "Evaluation of ADLPIPE Error in Tee Element re Defect V 
Noncamp It a nee Evaluation Rept 83-01. WPPSS Nuclear Power 
Plant 2. “ 

CHIP, A . STUDNICKA, l. , MICHEJDA. 0 Burns b Roe Co 03/03/28 
17pp. 19539:093, 24X F j eft e : 50-397, 83/04/26, 8307 1 30358 


- 0306170416 Responds to NRC 830329 1 tr re violations noted in IE Insp 
Rept 50-397/83-05. Correct tvo ac t i ons ; mi s a ing documentation 
located 6 reviewed. Hicrof i 1m Indexing sys sufficient. 

CARLISLE, C. S. Washington Public Power Supply System) 03/04/23. 
STERNBERG, D. M. Regions, Office of Director. 3pp. 1B879: 324. 

24X Fi che; 30-397, 83/06/13, 0306170412. 


03O7O6O22S Forwards deficiency repts re Condition 240, loss of ESF loads 
an undorvolt.ige trip 6 Condition 250, RHR HX installation. 

CARLfSLE.C S Washington Public Power Supply System 03/06/24 
MARTIN. J. D. Region 3, Office of Director. Ip. 19239:251 24X 

Fi c h e : 30 *397, 83 /06/24, 0307060220 . 


-0306170422 Submits amended response to NRC 030329 1 tr re violations 
noted in IE Insp Rept S0-397/83-O5. Cor r ec tive actions : GA 
will Issue nonconformance rept re missing welder 
qual i flea tions, for engineering review, 

CARLISLE, C. S. Washington Public Power Supply System 83/03/20 
STERWOERG, D. B. Region 5, Office of Director. 2pp 10879:327. 
24X Fiche: 30-397,03/06/13, B306170412 


— 8307060232 Interim deficiency rept re Conditl 
on undervoltage trip AE issued Project Engi 
PEG 21B-E-461& on S30303 to delate seal-in 
will be submitted on 830921. 

* Washington Public Power Supply System 
Office of Director 2pp. 19239.252. 24X 

B307060229 


on 240, loss o 
nearing Direc 
c Ircui t. Nex t 

83/06/24 
Fiche: 90-397, 


P ESF load 

Live 

rept 

Region 5, 
03/06/24, 


307030083 Responds to NRC 830608 telecopy requesting c lar i f lea fciem of 
bhTda areas of util preservice insp pr ogram. C larif icat i on of 
pr«service insp of scram discharge vol sys end. 

BOUCHEY, G. D. Wash ing ton Pu b 1 i c Power Supply System. 03/06/13 
8CHWENCEFL A. Licensing Branch 2. 3pp. 19199:327. 24X 

Fi che: 50-397, 03/06/15, 0307030003 


— 8307060237 Interim deficiency rept re Condition 258. RHR HX 

installation Burns %. Roe issued PED 213-CS-P531 to install 
new shear plates in lieu of sb ims. E* tens i ve review of 
equipment installation being conducted 

* Washington Public Power Supply System 83/06/24 Region 5, 

Office of Director 6pp 19239 254 24X F i c h 0 : 50-397. B3/06/24 , 

8307 060220 


307120532 Forwards IE Insp Rept 50-397/83-21 during Hay 19B3. No 
noncompliance noted. 

STERNBERG, D. M. Region 5, Office of Director. 83/06/29. 
CARLISLE, C. S. Washington Public Power Supply System. 2pp. 
19433:310. 24X Fich e : 50-397 , 03/06/29, 0307 1 20532. 


"8307 120337 IE Insp Rept 30-397/03-21 during May 1983. No noncomp 1 tance 
noted, Major areas inspected ; preoper; »t iona 1 test procedure 
review & wi tnessing. fve I receipt, storage 6 independent insp 
effort. 

FEIL, R. A. ► DODDS, R. T. Region 3. Office of Director. 83/06/28. 

5pp. 19433:312. 24X Fi c h e : 50-397, 03/06/29, 8307 120332. 


307190495 Forwards request for addl info re preservice insp program 
t, relief requests in response to 030303 Itr.Addl info 
requested by 030722. 

SCHWENCER, A. Licensing Branch 2. 03/07/05. FERGUSON, R. L, 
Washington Public Power Supply System 6pp. 19651:252, 24X 

Fiche: 30-397, 03/07/05, 0307190495. 


8307180027 Final deficiency rept Condition 246 re balance of plant 
Board G-2 design error. Initially reported on 830315. AE 
issued project engineering directive (PED-210-E-O375) to 
switch power supplies 

CARLISLE, C. 8. Washington Public Power Supply System 83/07/01 
MARTIN, J. D Region 3, Office of Director 2pp 19560:282. 24X 

Fiche: 30-397, B3/07/01 , 8307 i B0027 


8307 1 00003 Interim deficiency rept re Reportable Condition 264, 
concerning improperly sited overcurrent devices Ini tia l ly 
reported on 030609. Pump l valve operator motor fuses 
replaced Fuse site verified - . Next rept by B31O03. 

CARLISLE. C. S. Washington Public Power Supply System, 93/07/08. 
MARTIN, J B. Region 5, Office of Director. 6pp. 19360:001. 24X 

Fiche: 30-397.03/07/00, 0307180003. 
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DOCKET SO -4 00 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT J 


A App lica t ion/ c onstruction sta-ge documents & correspondence 


€306060070 Generic Ltr 83-22 to -all operating reactor licensees* 
app] leant* for (JLs fic holders of CPs for He st inghous e PWRs 
re safety evaluation of "Emergency Response Guidelines.* 1 
Svc list end, 

EIS ENHUT, D. G. Division of Licensing, 03/06/03 Yankee Atomic 
Electric Co. 10pp. 19563: 116. 24X F i c h e : 50-000, 03/06/03, 

B306060070. 


0307200333 Notification of 830707 meeting ui/ techn leal review committee 
in 8 b the sd a> HD to discuss review of D4. D5 fit E steam 
generator mods. 

HOPKINS* J. Q, Licensing Branch 4. 83/07/01 ADENSAM, E. G. Licensing 

Branch 4. 2pp. 19670:234. 24X Fic he : 30-000, 93/07/01* 0307200231 , 


8306270397 Generic Ltr B3-26 to all applicants for QLs 8 < holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity Svc list end. 

ElSENHUfT, D G. Division of Liceniing. 83/07/03. Consolidated 
Edison Co. of New York. Inc. 16pp 19390:317. 24X 

F J c he ; 50-000. 83/07 /OS. B3O6270397 


0307060329 Generic Ltr 83-27 to all licensees fic applicants for 
operating power reactors L holders of CPs for power reactors 
re surveillance intervals in STS. Svc list and. 

E I SENKUT. 0, Q. Division of Licensing 03/07/06 Consolidated 

Edison Co of New York. Inc. 16pp. 19669:234 24X 

Fi ch«: SO-OOO, 93/07/06. 8307060329. 


8307140251 Confirms schedule for 030708 mgt meeting at Ral eigh-Durham 
A l rport. Rale i gh. NC to discuss status of outstanding 
regulatory 1 s sues. Prapos ed meeting agenda end. 

0 'REILLY. U. P . Region 2. Office of Director 83/07/06. UTLEY. E E 
Carolina Power fi< Light Co. Ip. 19523:044. 24X 

Flc he: 30-000, S3/O7/06. 0307140251, 


B3Q70B0169 Generic Ltr 03-29 to all licensees of operating reactors, 
applicants foT OL & holders of CPs re required actions based 
on generic implication* of Salem ATWS events Svc list end. 
EISENHUT, D, G. Division of Licensing. 03/07/08 Consolidated 

Edison Co of New York. Inc. 38pp. 19669 269 24X 

Pi the: 30-000,03/07/00. 8307030169 


0307070083 Forwards comments on DES. NUREG-0972. Mar k ed-up DES pages 
correcting typograph lea 1 errors U containing minor comments 
enc 1 . 

HURFORD, W. J. Carolina Power It Light Co. 03/07/03. EISENHUT, D. G. 
Division of Licensing. 20pp. 19293:130. 24X Fiche- 30-400, 83/07/03, 

0307070003. 


B307130091 Forwards NC Dept of Natural Resources fi. Community 
Development comments on DES. Wi Id 1 if e mgt plan for mitigation 
of land use impacts -not yet received. 

BAGGETT. C. North Carolina. Sta te of 03/07/05. KNIGHTON, 0. W. 
Licensing Drench 3. 2pp. 19465:334. 24X F i e h e : 50-400, 83/07/05. 

8307130091. 


E. NRC Safety Evaluation Report <SER>, supple & correspondence 


9307010053 Forward* responses to draft SEfl Open Items 103.106,116.110* 
119. 123, 149 fit 153. 

MCDUFFIE. M. A. Carolina Power h. Light Co. 83/06/29. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. lBpp. 19160:314 
24X Fiche: 50-400. 83/06/29. 0307010053. 


03070601 L ] Forwards response* to draft Chemical Engineering Branch 
SER Open Items 146 L 147 re schematics of sample linos fit 
panels (per TMI Item II. B. 3) re post-accident sampling syi. 
MCDUFFIE. N. A. Carolina Power fit Light Co. 83/06/30. DENTQN, H. R. 
Office of Nuclear Reactor Regulation, Director. 4pp. 19252*214 
24X Fiche: 50-400, 03/06/30. 83070601 1 1. 


B3O706O144 Forward* revised response to Accident Evaluation Branch 
draft SER Open Item 55 re containment spray sys design. 

Responses to remaining open Items forthcoming. 

MCDUFFIE, M. A. Carolina Power fit Light Co. 83/06/30. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp 19249- 360 
24X Fiche: 30-400. 83/06/30,830706014 4. 


B307060302 Forwards responses to Auxiliary Sys Branch draft SER Open 
Items 134*135 fit 224, re removal of barrier in fuel cask pool, 
crane load dock fit protection of circulating water sus, 
respectively. 

MCDUFFIE, M, A. Carolina Power fit Light Co. 03/06/30. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 7pp 19238*332 
24X Fiche: 30-400, 03/06/30, 0307060302. 


0307 1 40239 Advises that review of 830509 description of GA program in 
progress. 

LEHI8.R.C Division nf Project & Resident Programs. 03/07/00. 
MCDUFFIE. M. A. Carolina Power fit Light Co. Ip 19323- 105 24X 
Fiche: 30-400, 03/07/00, 8307140239. 


0307060095 Responds to Containment 0ys Branch draft SER Open Item 60. 
Addl failure alarm located within control room unnecessary. 
Continuous indication will be functioning within 30 minutes 
of safety injection initiation per TMI Item II. F. 1. 

MCDUFFIE, M. A. Carolina Power fit Light Co. 03/07/01. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 19252*008 
24X Fiche; 30-400,83/07/01,0307060093. 


8307210300 Forwards proprietary “ Independ ent Evaluation of Proposed 
Mods to Westinghouse 04, D5 fi, DE Steam Generators. ” Rept 
withheld (ref 10CFR2. 7901. 

BUTTERFIELD, L. Steam Generator Owners Group. BUTTERFIELD, L. 
Commonwealth Edison Co. B3/Q7/1B. EISENHUT, D. G. Division of 
Licensing. 3pp. 19664:114. 24X Fic he: 50-0-00, 03/07/18. B307210300. 


0307060114 Responds ta draft SER Open Item 10 re meteorological 
1 ns tr umenta 1 1 on. Ut i 1 will complete review of emergency plan 
during emergency preparedness implementation appraisal. 

MCDUFFIE, M. A, Carolina Power fi< Light Co. 03/07/01. DENTON, H, R, 
Office of Nuclear Reactor Regulation, Director. 2pp. 19252:219. 
24X Fiche: 30-400, 83/07/01, 03070601 14. 


0307250124 Summary of 830-707 meeting w/teehnical review committee in 
Bethesda. MD re Model D4/D5/E steam generator mod. Vi ewgran hs 
end, 

HOPKINS. J. B. Licensing Branch 4. 03/O7/IB Licensing Branch 4 

26pp. 19739:132. 24X FI ch e : 50-000, 03/07/ 10, 0307250124. 


D, NRC Draft/Final Environmental Statements, suppls fic correspondence 


0307070054 Forwards comments on DES re operation of facilities 
(NUREG-0972 ) , Opin i ons 8< calculations presented do nut 
necessarily reflect Pennsylvania State Univ position. 

LOCH8TET . W. A. Pennsylvania State Univ. 83/06/30, Division of 
Licensing. 5pp. J 9293: 261 24X F i che 50-400, 03/06/30, 03O7O7QO54. 


B307060I63 Forward* response to Matts Engineering Branch draft SER Open 
Item 36 re beltlln* matl test requirements of lOCFRSO.App G. 
Paragraph I 1 1 C. 2. 

MCDUFFIE, M. A. Carolina Power fit Light Co. 83/07/01. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19250:270. 

24 X Fiche: 30-400. 03/07/01. 0307060163. 


8307060234 Forwards responses to Procedures fit Sys Review Branch draft 
SER Open Items 194,195 fit 217. Re s p ons ss cover NSSS review of 
low-power testing, power ascension L emergency operating 
procedures per NUREG-0737. 

MCDUFFIE, M. A, Carolina Power fit Light Co. 03/07/01. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 4pp. 19239:356. 
24X Fiche: 50-400, 03/07/01 , 0307060234 , 


8307060250 Comments on DES (NUREG-0972) re plant op era t ion. Requ es t ing 
public comments after decision supporting issuance of OL 1 
made Inappropriate. 

LOTCHIN.F. Affiliation Unknown. 03/07/01. Division of Licensing. 
3pp 14239:303, 24X F l c he: 50-400., 03/07/01, 8307060250 


8307 1 10259 Forwards comment* on DES. Request* clarification of section 
re chemical impacts of blowdown discharge on reservoir 
Statement acceptable. 

MOORE, BN, Environmental Protection Agency. 83/07/01. KADAMB I , P. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19374-266 
24X Fiche; 50-400,03/07/01,8307110258 


0307070085 Forwards response to Core Performance Branch draft SER Open 
Item 29 re visual exam of discharged fuel assemblies after 
refueling. 

MCDUFFIE, M. A. Carolina Power V. Light Co. B3/07/01. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director, 2pp. 19269:361. 

24X Fiche: 50-400,83/07/01,8307070085. 


0307000390 Forward* responses to draft SER open items. List of item*, 
responsible NRC review branch fit reviewer encl. 

MCDUFFIE, M. A. Carolina Power fit Light Co. 03/07/01, DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 166pp. 19349:330. 

24 X Fiche: 50-400,83/07/01 , 0307000390. 
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0307070125 Forward* response's to Auxiliary Sys Branch draft SER Open 
Item* 129 through 131 t* 137 re spent fuel pool drainage & 
i torag e. App 1 i cab 1 e FSAR sections will be revised .flespanses 
to remaining open items forthcoming. 

MCDUFFIE. M. A. Carolina Power it Light Co. 03/07/05 DENTON. NR. 
Office of Nuclear Reactor Regulation. Director 6pp. 19269:330 
24X Fiche: 30-400, 03/07/05, 0307070123. 


B307080315 Forwards response to draft SER Open Item 209 re single 
failures assumed for accidents. 

MCDUFFIE. M A. Carolina Power Z* Light Co. 03/07/03 DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director 12pp 19350: 151 
24X Fit he: 30-400. 03/07/05, B3070S031S 


B30714O323 Forwards response* to Meteorological L Effluent Treatment 
Branch draft SER Open Items 138 Z> 186 Turbine gland sealing 
eys is nnn-nuc lear, nonseismic Category t syv 

KCDUFFTE, M. A. Carolina Power & Light Co. 83/07/11 DENTGN. H. R 
Office of Nuclear Reactor Regulation. Director 3pp. 19525:117. 
24X Fiche: 50-400. 83/07/11. 8307140323. 


B 30=72703 40 Forward* responses to draft SER open items & rev to 030701 
response to Open Item 131. 

MCDUFFIE. M. A. Carolina Power it Light Co. 03/07/13. DENTPN.H R. 
Office of Nuclear Reactor Regulation. Director. 346pp. 19760:001. 

24X Fiche: 50-400, 83/07/13. 0307270340. 


8307210146 Forwards response* to draft SER Open I terns 172 it 173, Resumes 
of personnel to fill position* of environ & radiation 
control manager it radiation control supervisor will be 
added to FSAR when positions filled. 

MCDUFFIE, M. A. Carolina Power it Light Co 03/07/10. DENTON, H. R 
Office of Nuclear Reactor Regulation, Director. 3pp. 19668:349. 

24X Fiche: 30-400, 03/07/10, B307210146. 


0307200361 Forwards responses to Licensee Qua 1 i f ica t i on Branch 
Questions 630.1 - 630.8 re personnel training program, per 
draft SER Open Items 316-323 Training for all license 
candidates completed prior to cold license exam 

HC DUFF IE. M. A. Carolina Power & Light Co. 83/07/23 DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 25pp. 19796:259. 

24 X Fiche: 50-400, 83/07/25, 830728036 1 , 


F. Security, medical, emergency 6 fire protection plans 


8307 1 40301 Forwards IE Insp Repts 30-400/03-19 V 90-401/83-19 on 
83093 1-0602. No noncompliance noted 

VERRELLI, D. M. Division of Project i Resident Programs. 83/06/22. 
UTLEY.E.E. Carolina Power * Light Co. 2pp. 19525:063. 24X 

Fiche: 30-400. 03/06/22, 0307140381. 


’0307140383 !E Insp Rept* 50-400/03-17 * 30-401/03-1? on 830531 -0602. No 
noncompliance noted. Major areas inspec ted: f Ire protection. 

MILLER, U. H. Region 2, Offlco of Director. CDNLON, T. E. Division 
of Engineering it Radiological Safety Programs, 83/06/20, 3pp 
19925:067. 24 X F i c h e : 30-400, 03/06/22, 0307 1 4038 l . 


0307060114 Responds to draft SER Open Item 10 re meteorological 
instrumentation. Ut i 1 will complete review of emergency plan 
during emergency preparedness implementation appraisal. 

MCDUFFIE, M, A Carolina Power Zt Light Co. 03/07/01. DENTDN.H R. 
Office of Nuclear Reactor Regulation, Director 2pp. 19252:219 
24X Fiche: 30-400, B3/07/01, 0307060114 


0307220109 Notification of B30720 fc 21 meetings w/util at site to 
review physical security plan per 10CFR73. 21. 

LICITRA, E, A. Licensing Branch 3. 83/07/08. KNIGHTON, G.W. 

Licensing Branch 3. 3pp. 19692:339. 24X F i c he ; 30-400, 83/07/OG, 

8307220109. 


8307130225 Forwards responses to Chemical Engineering Branch FSAR 
safety t acceptance review questions re fire protection. 

Draft safe shutdown analysis in case of fire transmitted on 
030927. Final analysis to be transmitted by 830717. 

MCDUFFIE, M. A. Carolina Power & Light Co. 83/07/11 DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director l?pp 19537:332 
24X Fiche: 50-400, 83/07/11, 8307150225 


830=72203 33 Ac k receipt of 830616 1 tr informing NRC of steps taken to 
correct violations noted In IE Insp Rept* 50-400/83-16 t* 
50-401/03-16. 

LEWIS, R. C. Division of Project t< Resident Programs. 03/07/12 
UTLEY, E. E. Carolina Power it Light Co lp 19675:339. 24X 

Fiche: 90-400, 83/07/ 1 2. 0307220333. 


— B307220336 Responds to NRC 830519 Itr re violations noted in IE Insp 
Rep ts 50-400/83-16 it 90-401/83-16. Correc tive ac t i on* : c ab 3 e 
tray fc cable tray support insp programs revised 

PARSONS, R. M. Carolina Power * Light Co. 83/06/16 O'REILLY, J P. 
Region 2, Office of Director. 3pp 19675:340. 24X 

Fiche: 30-400, 03/07/12, 0307220333, 


— 8307220340 Forward* IE Insp Repts 50-400/03-16 50-401/83-16 on 

830320-0420 & notice of violation. 

LEWIS. R C Division of Project it Resident Programs 03/05/19. 
UTLEY, E E. Carolina Power it Light Co 2pp 19675:343 24X 

Fiche 50-400. 03/07/12, 8307220333. 


— B307220342 Notice of violation from insp on 830320-0420. 

-» Region 2, Office of Director. 83/05/59. Ip. 19675:345 24X 

Fiche 50-400, 03/07/12. 9307220333 


--8307220344 IE Insp Rept* 50-400/03-16 t* 50-401/83-16 on 030320-0420 
None omp 1 1 anc« noted: insp statu* of electrical raceway 
supports not completed prior to installation of cable 
tray s 

MAXWELL. G F , PREVATTEi R. L Region 2, Office of Director. 

DEMIS, P Division of Project tr Resident Programs. B3/05/17 5pp 
19675:346 24X Fi c he: 50-400. 93/07/ 1 2, 0307220333 


G. Adjudicatory correspondence 


0307050195 Advise* that author cannot attend 030720-21 prehearing 
confer ence. Joi nt tntervenors will represent Kudru Alliance 
po* iti on on issue*. 

PAYNE, M. T. Ed e 1 s te in & Payne PAYNE, M T Ku d I u A1 1 ia nc e 
83/06/27 KELLEY. T L. . BRIGHT, GO., CARPENTER , J. H Atomic Safety 

and Licensing Doard Panel. 2pp. 19197:211. 24X 

Fiche: 50-400, B3/06/27, 0307030195. 


0307050190 Forwards revised joint interrogatories on Contentions JV,Y t* 
UI (first sot) Related correspondence. 

PAYNE, rt. T. Edelstein l< Payne 83/06/27. O'NEILL, J, H Shaw. 
Pittman, Potts it Trowbridge 2pp 19199.221. 24X 

Fiche: 30-400, 03/06/27, 0307050198 


— 8307050205 First set of Joint Intervenors interrogatories on 
Contentions IV, V 6 VI (first set) Certificate of Svc end. 
PAYNE, M T. Hudiu Alliance. PAYNE, M. T Ed a 1 s te i n Payne 
83/06/27 Carolina Power tr Light Co. 15pp. 19199:223. 24X 

Fiche: 50-400, 03/06/27, 0307030190 


8307060198 Third set of interrogatories it request for production of 
documents to joint intervenors, Certificate of Svc end. 

0AUSER.D, D Carolina Power it Light Co DAUSER, D B Shaw- Pittman. 
Pott* tr. Trowbridge 03/06/30 Chapel Hill Anti-Nuclear Group 

Effort. 13pp. 19250 231. 24X F i c h e : 50-400, 03/06 /30, 63070601 90 

N 

0307060303 Petition under 10CFR2-75B for waiver of rule barring issues 
re alternatives to it need for power, from QL proceeding. 

Issues must be litigated since environmentally 6 
economically superior alternatives exist. 

EDDLEMAN.W, Eddleman, U 03/06/30. Atomic Safety and Licensing 
□ card Panel ?pp, 19234:302. 24X F i c he 50-400, 03/06 / 30, 0307060333. 


— 8307060306 Submission of Contention 15-AA that operating capacity 
factor of 55*/. in DES overestimated Contention submitted per 
ASLQ 030327 order. 

EDDLEMAN.W Eddleman, W. 03/06/30. Atomic Safety and Licensing 
Board Panel. 2pp 19234:304. 24X F l c h e : 50-400, 83 /06/30, 

83070603B3, 


— 0307060391 Affidavit of W Eddl eman. summar i t lng economic L environ 
superiority of alternative to plant op e ra 1 1 on. T es t ixn any of 
individuals before NoTth Carolina Util Commission t portions 
of State of NC rept on need for power encl. 

EDDLEMAN.W. Eddleman, W. 03/06/30. 150pp. 19234:306. 24X 

Fiche 50-400, 03/06/30, 03O7O6O3B3. 


■0307060406 "Bide Effects of Renewable Energy Sources, " revised edition 
MEDSKER.L. Audubon Society. EPRD 15. 02/12/31 75pp. 

19235:096 24X Flch e 50-400, 03/06/30, 8307060303. 


— B307060411 "Risk of Renewable Energy Sourc e 5 Cr i t i que of Inhaber Rept." 
Certificate of Svc end. 

HQLDREN.j p., ANDERSON, K , GLEICK.PH California. Unlv. of, 

Berkeley ERG 79-3. 79/06/30 55pp. 19236 001. 24X 

Fiche 50-400, 03/06/30, 0307060303. 


8307070022 Supplemental answers to i n t err oga tor i « * on Contentions 75 h 
B3/04 Certificate of Svc end. Related correspondence 
C ARROW, H. Carolina Power 6 Light Co 03/06/30. EDDLEMAN.W. 

Eddleman, W. 7pp 19293: 234. 24X Fi che: 30-400, 03/06/30, 0307070022 


8307070023 Fourth set of interrogatories % request for production of 
document*. Certificate of Svc end. Related correspondence 
CARROWtH. Carolina Power it Light Co. 03/06/30 WILSON, R. D 
Wilson. R llpp 19293:334. 24 X F i c h e 50-400, 83/06/30, 0307070025. 
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8307070071 Fourth set of interrogatories ft request for production of 
documents re Contentions 75 ft 33/84. Cer t i flea te of Svc encj 
Related correspondence. 

CARRQW, H Carolina Power 4 Light Co 63/06/30. EDDLEMAN, W. 

Eddlemani VI. 13pf> 19293: 115 . 24 X Fiche 50-400,63/06/30* 

B3Q7070Q71 

0307070076 Interrogatories ft request for production of documents. 
Certificate of Svc end Related correspondence 
READ. D F Chapel Hill Anti-Nuclear Group Effort. 63/06/30 
Carolina P-amer 4 Light Co. 9pp. 19293 128 . 24x 

Fiche: 50-400. 83/06/30, 8307070076. 

8307070092 Second set of interrogatories 4 request for production of 
documents. Certi # i cate of Svc end . Related correspondence. 

CARRGWiH Carolina Power 4 Light Co CARROW, H. Shaw, Pittman, 

Potts !< Trowbridge. 83/06/30 Conservation Council of North 
Carolina, 16pp. 19294:001. 24X Fich e : 50-400. B3/06/30. 8307070092. 

8307060173 Response to ASLB 830S27 memorandum 4 order ruling on cost 
saving < onten 1 1 ons , d i jcoverij disputes 4 scheduling matters 
Commission assumed capacity factor of 557. considered 
conservative Certificate of Svc end. 

O 'NEILL. J H. -Carolina Power ft Light Co. 0'NElLL. J H Shaw, 
Pittman. Potts 4 Trowbridge 83/07/01. 5pp 19249 184 S4X 
Fiche: 50-400, 83/07/0 1 . 8307060173. 


8307130067 Response to U Eddleman 830502 contentions re applicant 
onsite emergency p 1 an. C on t* nt i ons 150.133.194,153,136,158, 

139 ft 160 should be den i ed- Con tent i ons 131,132 ft 137 should 
he d efer red. Cer t i f i cate of Svc end. 

BARTH. C A Hearing Branch 1. 83/07/11 Atomic Safety and 

M 071^7 d l ° PP 19474 217. 24X Fiche: 30-400, 83/07/El, 

° f d PP« ara *i c ® ifi proceeding. Certificate of Svc end 
RIDGWAY. D^A Carolina Power 6 Light Co. RIDGWAY, D. A. Shaw, 
Pittman. Potts 4 Trowbridge. 83/07/tl. 4pp 19320' 162 24* 

Ftche: 30-400, 83/07/1 1, 8307140435. ** 

83 ?nfc^^Lrrr nS r fc ° ® 30523 re <l««s* s“PPl to 830310 answers to 
Interrogatories. Cert if lcate of Svc end. Related 
correspondence 

FLYNN, S.F^ Carolina Power 4 Light Co 83/07/11. Wilson, R. 

49pp. 19521:034 24 X Fi c ha: 50-400, 83/07/ I l, 8307140437. 

B307140440 Forwards Pages 43 4 44 to util 030708 response to W Eddlemm 
contentions re DEB, inadvertently omitted 

0 NEILL, J. H. Shaw, Pittman, Potts 4 Trowbridge. O'NEILL, J K 

BRmiT n ? n° mB L & l 7 l9 o\ CO ' B3/07/I1 ‘ KELLEY, J, L. , CARPENTER, J, H- , 

D Atomic Safety and Licensing Board Panel, Ip. 

19321:256. 24 X Fi che: 50-400, B3/07/1 1 , B307I40440. 


! et ® f general interrogatories 4 in l e rr o g a tor i es on 
Contentions 75.80,83,84,641 4 67, 

EDDLEHAN.tL Eddleman, W. 83/07/02. Carolina Power 4 Light Co. 
20pp. 19250.174, 24X Fi C h e: 50-400. 83/07/02. 8307060 1 39. 


—0307140445 Pages 43 ft 44 to util 830708 response to H Eddleman 
contentions re OEs, i native r tent 1 y ommitted Svc list end 
* Carolina Power ft Light Co. 83/07/11 
Licensing Board Panel. 4pp. 19321:257 
63/07/ 1 1 , B307 1404 4 0. 


Atomic Safety and 
24X Fiche; 50-400* 


6307060402 Response to util Kay 1983 DCRDR upda t e , inc 1 ud i ng revised ft 
new contentions. Certificate of Svc enc 1 

E ?? Uman ' W 33/07/02. Atomic Safety and Licensing 
8307060402^ PP 1 9236 OS<? 24X Fiche: 50-400, 83/07/02, 9 


8307L30242 Notice of withdrawal of 0 GreeubJatfc a 5 intervener counsel 
on sec-uricy-r elated contentions j Runkle will replace 
Greenblatt, Certificate of Svc end. 

RUMKLE. J. RunUe, J. D. 83/07/07 2 pp. 19474 337 24 * 

Fj che: 30-400,83/07/07, 8307130242. 

B3 2pb 2 ?^L^! P ° , ' S ' t0 » euunsn 83063<l reiponi, to NRC Apr 1763 DEB. 
j 5 contains no new info previously unavailable in public 
domain upon which new contentions could be based Notice of 
appearance ft Certificate of Svc end 

OARTH, C.A Hearing Branch 1 83/07/08 I8 PP 19423039 24X 

F lche: S0-40Q, 03/07/00, 8307120077. 

03 D?de? 2 CU^83Mrin h Md fe J!li OnSi ? er f^ d Commission 830630 Memorandum & 
r * 3 *??* filiogn Certificate of Svc end 

BAXTER,!. A. Shaw, Pittman, Potts ft Trowbridge BAXTER, T A 

CARpiitGR ,“IT £°: 83/07/0f> KfLUEV.j L. , ERICH,, C D. , 

,o^Ti ^ Atomic Safety and Licensing Board Panel. 5pp 

19473:290. 24X F 1 che : 50-400, 83/07/08. 8307130231 P 

— 9307130241 Response to W Eddleman 030620 content j ons. No objection 
raised to admission of portions of Contention 0F. Remaining, 
deferred It new contentions re DES should he rejected 
CTNEILL, *LH. Carolina Power ft Light Co. Q 'NEILL. J, H- Shaw, 
Pittman, Potta It Trowbridge. 83/07/08 Atomic Safety and 
n^&nS&ooT 1 ' ***' 174,3 2,3 2 « ncii.: *>-400. 

—8307130253 Motion for dismissal of Conservation Council of North 
^ Dl ? n ® Contention 4 6 Chapel HIM Anti-Nuclear Group 
Effort Contention 9 ft response to W Eddleman B30620 
contention on spent fuel transportation 
O'NEILL, j. A. CaTO-lina Power ft Light Co. 

Pittman, Potts ft Trowbridge 83/07/06 
Licensing Board Panel. 25pp 19473 341 
Fiche: 50-400. 83/07/08.8307130231. 


O'NEILL, J. A, Shaw, 
Atomic Safety and 
24X 


LH fun. Shipment „f 

Spent fuel from Robinson ft/OT Brunswick to Harris will be 
condderedjhipments will be made so environ impacts fall 
within 10CFR51. 20, Table S-4. values 


MARTIN, L H Carolina Power ft Light Co. 83/07/06 
19474 004. 24X Fiche: 50-400. 83/07/08, 8307130231 . 


2 pp. 


8307130244 Forwards protective order governing access to securitu info 
*»"»»■« uf non,, «,«..?« For plan V 

??*** f 1 F i ; T ?"* ,,,n »* A l ,|,ro P''i»t« notatf of appoint*,,, 1 a» 

CARROO H l"‘" ve " 0 ” r.Rolrei.R.latotf corro.pcnaonc. 
tall. , / f J Ll,ht C ° 03/O7TO8 HUNKLE.J. D. 

Ip. 19,74:359. 34, E ichi 50-400. 83/07/98. 8307I3D244. 


B3071 40454 Response to W Eddleman 830503 proposed contentions ro 
emergency plan. Opposes Contentions 150/2,130/29.150/30, 

150/33, 1 50/57, 150/63, 150/97 , 150/99, 1 50/ 100, 130/117, 130/118, 

150/124 ft 151 - 160. Cert 1 flcate of Svc encl. 

RIDGWAY, D_A. Carolina Power ft Light Co RIDGWAY, D A. Shaw, 

Pittman, Pott* ft Trowbridge. B3/07/H Atomic Safety and 

B307U0434 PinCl ' 3SpP ’ 1?521204 ' 24X F i c h « : 50-400, 03/07/11 , 

0307140438 Extends Invitation to participate in 830721 site tour. Svc 
list enc J . 

FLYNN, S. F, Caroline Power S> Light Co. 83/07/11 OARTH. r u t o T |.. 

”r ch ,.u E ^ EMA ^ Eadi ‘” i "' w «K!3!iu ^ :i s 

«^pp 19521,196 24X Fi c h e : 50-400, 63/07/ 1 1 , B307140458, 

8307150138 Motion to compel discovery re Eddleman 29,370,75 l< B3/84 per 
applicants ob JPC 1 1 on* . Cer t if icat* of Svc, c ert i f icate of 
negotiations I* notice of negotiations enc 1 

EDDLEKAM.U. Eddleman, U. 83/07/11, DR IOHT, 0. 0. , CARPENTER, J. H. , 
lo^n V ^ L ' o? t0 ^ lc S,afet M «nd Licensing Board Panel. 19 pp. 
19530.342, 24X Fiche: 50-400, 83/07/1 1 , 8307150188, 

6307140443 Answer to W Eddleman 830626 motion for extension to file 
second round interrogatories & to file interrogatories on 
Contentions 29 * 37B until 830720. Agre es w/second request fc 
opposes first reque % fc. W/Cer ti f Uate of Svc. 

C*\*li*a Power l< Light Co. BAXTER, T. A, Shaw, Pittman. 
Panel 83/07/12 Atomic Safety and Licensing Board 

Panel 10pp. 19521:261. 24X Fi c h a : 50-400, 83/07/12, 83071 40443. 

if1put on economics l< alleged technology set 

forth in W Eddleman 1QCFK2. 738 petition to litigate need for 
power U alternatives to plant, Logic ft coherence of Eddleman 
scenarios bear close scrutiny. 

BARTH, (LA. Hearing Branch 1, 83/07/12. KNIGHTON, 0, Licensing 
Branch 3. Ip, 19521:243. 24X F i ch e : 50-4 00, 83/07/ 12, 83071 4045 1 . 

8307140466 Forwards Commission 030701 order on Issue of late filed 
contentions ft NUREG-0794. "Protection of Unclassified 
Safeguards Info," W/o NUREG. 

DARTHrC.A. Hearing Branch 1. 83/07/12, FLYNN, S. Carol ina Power S< 

Light Co ip. 19521:134, 24X Fiche 50-400, 83/07/ IS, 8307140466 

G307 1 5020 1 Informs that applicants considering filing second motion 
to compel discovery on In terr oga tory 2 per unsuccessful 
negotiations w/Edd 1 eman. Di scusses Eddleman 030625 response. 

BAXTER, T A. Shaw, Pittman, Potts ft Trowbridge. BAXTER, T. A, 

Carolina Power ft. Light Co. 83/07/12 KELLEY, 0. L. , BRIGHT, G. Q. , 
CARPENTER, J. H. Atomic 5afety and Licensing Board Panel, 4pp. 
19530:242. 24x Fic he: 50-400, 83/07/ 12, B307I 50201 . 

B3071902B3 Notifies of VR Harding employment at law firm. Harding will 
not participate in any case currently pending before NRC. 

BAXTER, T A Shaw, Pittman, Potts ft Trowbridge. BAXTER, T. A. 

Carolina Power ft Light Co. 03/07/13. KELLEY, J. L. , BRIGHT, 0. O. , 
CARPENTER, J. H Atomic Safety and Licensing Board Panel. ip. 
19626:034. 24X Fiche 50-400, 83/07/13, 0307190283. 
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. — 03O719O2BB Notifies of employment at law firm VR Harding will not 
participate in any ca&e pending before NRC. Svc list entl 
HARDINQ»V. R Shaui Pittman. Potts b Trowbridge 83/07/13 
KELLEY, J L. . BRIGHT. G O . CARPENTER, J. H Atomic Safety and 

Licensing Board Panel. 3pp 19620: 035 24X Ft c he; 30-400, 

83/07/13- 0307 170203. 


0307210201 Response to fourth set of interrogatories V request for 
production of document s. Certificate of Svc encl. Related 
cott espondenc e. 

WILSON, R Wilson, R. 03/07/14 Carolina Power b Light Co. 4pp 

19664: 19S 24X F i c h e ; 50-400. 83/07/ 1 4 , 030721 020 1 


G 307 1 7 0262 Memorandum b order meoior ia 1 i t ing 830714 talcon re 
postponement of upcoming prehearing conference & related 
matters. 

KELLEY. J L. Atomic Safety and Licensing Board Panel. 03/07/13 
4pp. 19628:263. 24X F t c h o : 30-400. 03/07/ 1 3, 0307 1 90262 


03072 10171 Forwards modified draft protection order b affidavit of 
nondisclosure b submits summary of unresolved issues 
discussed on 030713, Draft incorporates NRC be intervenor 
sug g es t i ons. Cer t i f i c a t e of Svc encl. 

FLYNN, S. F. Carolina Power b Light Co. 03/07/15. KELLEY, J. L. , 
BRIGHT, G. O. . CARPENTER. J. H. Atomic Safety and Licensing Board Panel. 
11pp. 19666.047. 24X Fiche: 50-400, 03/07/1 5, 0307210171. 


8307210203 Confirms 930718 teicon re agreement concerning intervenor 
830630 request for production b 1 nterroga tor i es , Ap p 1 icants 
will respond to discovery requests an Contention 44 by 
030812. 

BAXTER, T. A. Shaw, Pittman, Potts b Trowbridge BAXTER, 7. A. 
Carolina Power b Light Co. 83/07/19 REED. D F Chapel Hill 
Anti-Nuclear Group Effort. 4pp. 19669; 043. 24X 

Fiche: 30-400, 03/07/19. 0307210203. 


8307260201 Notice of amend to W Eddloman third set of interrogatories 
to utils. Page 8 should not be inc luded Certi f icate of Svc 
enc 1 . 

EDDLEMAN, W. Eddleman, W. 03/07/19 Carolina Power b Light Co 

2pp. 19726 206. 24X Fi che : 50-400, 03/07/ 19, 0307260201 


Q3O7230247 Forwards RH Odegaarden. P Bemis.WC Seidle.F Hawkins b T Mo 
signatures to complete NRC 030624 responses to 
Interrogatories. 

BARTH, C. A Hearing Branch 1. 03/07/20 EDDLEMAN, W. Eddleman, W 

0pp. 19705:328. 24X F i c h e : 50-400, 83/07/20, 030 7250247. 


B 307250346 Response opposing admission of W Eddleman proposed 
Contention 15-AA re NEPA cost-benefit balance Eddleman 
fail* to plead litigable contention w/adequate basis b 
specificity. 

0 ’'NEILL, -J . H. Carolina Power b Light Co. O'NEILL, J. H, Shaw, 
Pittman. Potts b Trowbridge 03/07/30 Atomic Safety and 
Licensing Board Panel. 7pp. 19702:004. 24X Fi che 50-400, 83/07/20, 

0307250346. 


——0307230330 Fifth set of interrogatories 6 request for production of 
documents re Eddleman Contentions 29/30 b 37B Certif ica tes 
of Svc encl. 

HAUSER, D. B. Carolina Power b. Light Co BAUSER, O B Shaw, 
Pittman, Potts b Trowbridge. 03/07/20 Eddleman, W. 30pp 

19702:011. 24X Fi che: 30-400, 03/07/20, 0307230346. 


0307260341 Answer to applicant response to motion For extension of time 
re second round interrogatories on environ contentions. 

EDDLEMAN, W. Eddleman, W. 83/07/20. 2pp 19726:332 24X 

Fiche: 30-400, 83/07/20, 8307260341. 


8307230265 Amend to svt list. 

MILLER, R. G. Atomic Safety and Licensing Board Panel. 83/07/21 lp. 
19703:305. 24X F i c h e : 50-400, 03/07/2 1 , 8307230205. 


8307230337 Advises that during 030721 telephone c onferenc e, app 1 icants & 
NRC did not modify positions taken in written response to 
proposed content ions. W Eddleman will reflect changes in 
written reply to applicant b NRC written responses. 

BAXTER, T. A, Shaw, Pittman, Potts b Trowbridge BAXTER, T A- 
Caro 1 £na Power b Light Co. 83/07/21 KELLEY. J, L- , BRIGHT, G O , 
CARPENTER, J, H. Atomic Safety and Licensing Board Panel 4pp 
19703:007. 24X Fiche: 30-400, 83/07/21 , 0307230337. 


8307260360 Advises that util does not accept W Eddleman 830625 reply 
as conforming to ASLB 030527 holdings on General 
Interrogatory 2 re identification of experts or witnesses 
Svc list oncl. Related correspondence. 

BAXTER, J. A. Bhaw, Pittman, Potts b Trowbridge BAXTER, J A, 
Carolina Power b Light Co. 03/07/22. KELLEY, J L . , BRIGHT, G. O , 
CARPENTER . J. H. Atomic Safety and Licensing Board Panel. 3pp 
19733:031. 24X Fi c h e : 50-400, 83/07/22, 0307260360- 


B30726O483 Objections to applicant 030711 draft affidavit of 
nondisclosure b protective order governing access to 
security plan info Proposed restricted tii*e schedule makes 
proper i«vieu difficult. Certificate of Svc encl. 

RUNKLEj J D Joint 3r tervenors-Shoansn Harris 03/07/22. Atomic 
Safety jDd Licensing Board Panel lt|<P 19731 145 24X 

Fiche: 90-400. 83/07/22, 0307260483 


S3O7260248 Fourth set of general interrogatories t interrogator i es on 
Contentions .29 b 370 

EDDLEMAN, IT Eddleman, W 83/07/25 Carolina Power b Light Co 

31 pp 19727 007 24 X F i c h e : 50-400, 83/ 07 /?5, 6307260248 


0307200163 Requests response to Q30630 interrogatories on Joint 
Contention J I or request for ei tension Early response 
important due to 830901 deadline for motion for summary 
disposition. Svc list encl 

BAXTER. T A Shaw, Pittman, Potts b. Trowbridge BAXTER, T A 
Carolina Power b Light Co 83/07/25 PAYNE, M T EifeJstein b Payne 
3pp 19792 076 24 X Fiche 50-400,83/07/25,8307280163 


03O’729O195 Answer opposing W Eddleman 830711 motion to compel discovery 
re applicant response to W Eddloman general interrogatories 
Al interrogatories on Contentions 29 b 370. C er ti f i ca to of Svc 
encl Related correspondence 

BAUSER. I). U. Carolina Power ■*< Light Co DAUBER, t) B Shaw, Pittman, 
Potts b Trowbridge 83/07/26 Atomic Safety and Licensing Board 

Panel 2lpp 19791:268 24X Fiche. 30-400, 03/07/26, 8307280105 


0307280167 Comments on util 830715 transmittal to ASLB tRunVle 830722 
comments. Clearer statement re not removing safeguards paper* 
needed in affidavit of n-nnd j sc l osure Site visit would be 
more meaningful at later stage of const 
BARTH.C A Hearing Branch 1 03/07/2 7. KELLEY, J L , 

CARPENTER. J. h. > BRIGHT, G O Atomic Safety and Licensing Board Panel 
2pp 19791 293 24 X Fiche 50-400,83/07/27,8307200167 


030729014= Advises that second round discovery requests on Contentions 
29 b 37B will be treated as having been served on 830725. 

Original copy lost in mail. Svc list encl Related 
c orrospondime e. 

B AX TER, T A Shaw, Pittman, Potts b Trowbridge 03/07/27 
EDDLEMAN, U. Eddleman, W 3pp 19821 036 24X 

Fiche 90-400, 83/07/27. 0307290142. 


K. Utility Final Safoty Analysis Report iFSAfll b amends 


B307060131 Forwards Amend 7 to FSAR, in losponse to draft SER Open Items 
132, 156, 157. 190, 199, 203, 204 b 207 

MCDUFFIE. M A Carolina Power !< Light Co. 83/06/30 DENTON. H R. 
Office of Nuclear Reactor Regulation, Director 2p p J9251: 197 
24X Fiche 50-400. 03/06/30. 0307060121 


— 9307060127 Amend 7 to FSAR 

* Carolina Power b Light Go 83/06/30 36pp 19251:199. 24X 

Fiche 50-400, 83/06/30, 0307060121 


0307140267 Advises that Amend 7 to F8AB distributed to encl list of 
i nd i vi dual s. 

ZIMMERMAN, B. I? Carolina Power b Light Co 83/07/07 EISENHUT. 1). G 
Division of Licensing. 4pp. 19522: 33t>- 24X Fi che . 50-400, 83/07/07, 

0307140267. 


B307270057 Forwards Amend 8 to FSAR, in response to draft SER Open 
Items 50,61,65,113 h 202. 

MCDUFFIE, M A Carolina Power h. Light Co 03/07/22 DENTON. H R. 
Office of Nuclear Reactor Regulation, Director 2pp 19765:001 
24X Fiche. 50-400, 03/07/22, 0307270057. 


— 0307270060 Amend 0 to FSAR 

# Carolina Power b Light Co 03/07/22. 79pp. 19765:003 24X 

Fiche 50-400, 03/07/22, 8307270057 


B3O720G355 Forwards Affidavit of Svc b revised distribution list for 
Amend B to FSAR 

ZIMMERMAN, S R. Carolina Power b Light Co 03/07/25. EISENHUT, D. G 
Division of Licensing 4pp. 1 9789 OOf 24X Flcho' 50-400,03/07/25, 
8307280353 


G. Inspection reports. IE Bulletins b correspondence 


8307140301 norwards IE Insp Repts 50-400/83-19 ?. 50-401 /B3- 19 on 
830331-0602. No none amp 1 i anc e noted 

VF.RRELL I - D . M Division of Project h Resident Program.fi. 83/06/22 

UTLEY, E E Carolina Power b Light Co 2pp 19525.065 94X 

Fiche 30-400, 83/06/22. 3307)40381. 
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■B3*714Q3M IE lr.*p Rept 5 50-400/93-19 ?, 50-401/63-19 on 830531-0602 No 
ncnca ?p I iant* notea Major areas inspected fire protection. 

MILLER. WH Region 2. Office of Director CONLON, T E. Division 
cf Engineer in 3 !- fia d l o 1 og i c a 1 Safety Programs 83/06/20. 5pp. 

19525 0 1 7 24* F i c he 50-400, 03/06/22, 8307140381 


Q30fc27040i IE Info Notice 63-46, ■■Commori Mode Valve Failures Degrade 
Surry Recirculation Spray Sufi sy s t em. " Svc list end 
JORDAN, E 1 . Division of Emergency Preparedness I# Engineering 
Response 'Post 630103) 83/07/ II Consolidated Edison Co of New 

Vork. Inc 154pp 19563 293 24« Fiche. 50-000. 83/07/11, 0306270401. 


930*270404 IE Info Notice 83-47, “Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid.” Svc list end 
JORDAN, E L Division of Emergency Preparedness V Engineering 
Response 'Post 630103) 83/07/12 Consolidated Edison Co. of New 

York, In- 141pp. 19563 153 24 X Fi c he : 50-000. 83/07/ 12, 8306270404 


830^22033.4 Act receipt of 830616 Itr informing NRC of steps taken to 
correct violations noted in IE Jnsp Ropts 50-400/83-16 6 
50-401/63-16 

LEWIS, P C Division of Project 6 Resident Programs 83/07/12. 

UTLEY. E E Carolina Power 6 Light Co Ip 19675 339 . 24X 

Fiche: 53-400, 83/07/12,8307220333 


8307220336 Responds to NRC 030519 Itr re violations noted In IE Insp 
Repts 50-400/83-16 5* 50-401 /03- 16. Correc 1 1 ve ac tl ons: cab 1 e 
tray l cable tray support insp programs revised 

PaR SON ii , ft M Carolina Power £ Light Co 83/06/16 O'REILLY. J.P 
Region 2 , Office of Director 3 pp 19675:340 24X 

Fiche 50-400. 83/07/12, B30722Q333 


^ Gryar * s IE Insp Repts 50-400/83-16 *, 50-401/83-16 on 
0 jO 3 «.v-G 4 tQ ». notice of violation. 

* L ,T, W rw ^ 5 Division of Project 6 Resident Programs. 03/05/19. 
UILEY.E E Carolina Power £ Light Co 2 pp 19675 343 24X 

Fiche 50-400,83/07/12.8307220333 


— 8307220342 Notice of violation from 
■* Region 2 , Office of Director, 
Fiche 50-400,83/07/12, 8307220333 


insp on 830320-0420. 
83/05/19. Ip 19675:345. 


24 X 


— 8307220148 Responds to NRC 830610 Itr re violation noted in IE Insp 
Rept 50-400/83-18. Correc t ive actions, eitens ive audit of 
procedural reading assignments conducted 830503. All overdue 
requirements resubmitted. 

PARSONS, R M. Carolina Power It Light Co. 83/06/30. D 'REILLY, J, P, 
Region 2, Office of Director. 3pp. 19684:068. 24X 

Fiche 50-400, 83/07/13. 8307220130 


R Perlodit operating reports Z related correspondence 


0307260363 “Quarterly Data Rept Seismic Monitoring Program# Sh earon 
Harris Nuclear Power Plant, Apr-June 1983 11 W/830721 Itr. 

ZIMMERMAN. S. R. Carolina Power it Light Co 83/07/21. DENTON, H. R 
Office of Nuclear Reactor Regulation, Director 2pp 19733 030 
24X Fiche 50-400, 03/07/21, 8307260363. 


S. Reportable occurrences, LERs 6 related correspondence 


83O7120395 Interim deficiency rept re receipt of 34 Ruslcin Mfg Co 
baekdraft dampers w/one counterbalance arm assembly, in lieu 
of required twa.Wyle Labs test results expected by 830719, 
Extension requested until 030808 for submittal of rept 
PARSONS, R M. Carolina Power & Light Co 83/06/29. O'REILLY# JP 
Region 2, Office of Director. Ip 19430:197. 24X 

Fiche: 30-400.83/06/29, 8307120395. 


UJU/ 1 V 0 U 03 Interim deficiency rept re receipt of 34 baekdraft dampers 
w/one counterbalance arm assembly instead of required two 
Initially reported on 830602. Er tens i on for rept on 
reportabi lity until 830808 requested. 

PARSONS. R M Carolina Power h Light Co 83/06/29, □ 'REILLY. J P 

Region 2 , Office of Director. Ip 19635:015 24X 

Fiche; 50-400, 83/06/29# 8307190005. 


k u me. re riMTiuvai or expansion 

anchors after tnsp. Ini ti ally reported on 830601 Hanger base 
plate in fuel handling bldg rei nstal led# torqued t# accepted 
by const insp. Insp Procedure TP-39, Rev 5 revised. 

PARSONS, R M. Carolina Power fy Light Co. 83/07/01. 0 'REILLY# J P 

Region «.< Office of Director. 4pp. 193BI 301 24X 

Fiche. 30-400, 83/07/01. 83071 10338 


■' 03 S^' E Insp Repts 50-400/03-16 6 50-401/03-16 on 830320-0420 
Mn L on,pIjance noted insp status of electrical raceway 
trays'** rGt COmp,eted P ri0r t0 installation of cable 

0 i ■ <‘«HVATTE,R.L R,g ion 2, Offit. of Dir.ctor. 

^19675 346 DiV ^x°p S Reiildent Programs 83/05/17, 5pp. 

l" 6/5 ^46, * 4 X Fiche: 50-400, 83/07/12, 8307220333 . 

8306270406 TE Info Notice 83-4B, "Gaseous Effluent Releases of 
Radioactive 1-125 6 Z-J3X in Excess of NRC Limits ” 8 ^“^ 

l7o\al\ ’ °r QA - 6 Inspection Programs iPo 5t 

**» ,nt 

50-400/83-186 50-401/83-18 P P ' 5 

OTLEY^E M r A n! VISl o n 0f Prt 3 J ect ** Resident Programs. 83/07/15 

Fiche 50-400^63/07/^5^8307220^30*'^ " 

""■”S5S5”aSs r r;:: > 2; ^sr^r 400 ' 83 " 8 * on 

pT^, r 8 ;r^ r;/si i^tr a i:r'° 

Fiche *0-400, 83/07/1 5. 8307220130 PP !9 *84 036 24X 


-3307230135 Nolle, of vIDUt.on fro. l„ ip „„ 830430-0530 

M«H:*55yo.Ki;; l i^s5So S3 ' 06/, °- “ 19684 05B - 


24X 


B307 l \ 0440 Interim deficiency rept on Item 135 re Insufficient Nuclear 

eC illV & ?S?*r e ?? t0t V6S5el *> r " ervi " insp waveforms for 
pulsars. Initially reported on 830603. Cond i t ion not 

t per ^ t0CFRso - 33fe),per 830701 telcon. 

CHIANGI, N. J. Carolina Power l< Light Co. 03/07/01 O'REILLY, J P 

— 1 »■ ™ oreilly ' j ''*- 

iz * s,tetMed fiUet welds. Initially reported on 820013 * 

PARloN3 n R M rep r b \ ? 3I0 ° 3 ' A1 *‘ "porteZ pef Port 020813 * 

0N3> R. M Carolina Power fy Light Co. 03/07/01 O'RFIIIV j p 

Region 2 , 0ff.ee of Director Spp. 19423 2 B 4 24* REILLY ' P ' 

Fiche: 50-400, 83/07/01 # 0307 1 20207 

Ilsi, > 94 ” fi.ld »ld. 

ir,«n« e r F 1 ?* han 9 pr » previously accepted by QC 

® ^ ^ re undersell? skewed tee f j 1 uf 

R^gfon ? 2,#,^ r of T r & V 91 " 1 C °- B3/07 ''°* 0 'REILLY, J. P. 

o yiun ki urrice of Director. 5pp 19429 1 lAft may 

Fiche :50-400. 03/07/01, 8307120316 9 

mau 4 “ ,i1 

wM'ni'st,::;:; - sir* ^ 9 r a r% x 

F,ch.: 50-400, 03,07/03, 8307130380 ' 953,;, '» 4 - 24X 




OoJu'ou : ,; 480-voU*:r t rept ,S9 "-MCLOCI., on 

I ~ 480-volt motor control c trs. Ini t ia I lu 

* jn B^OaEiteai.on of submittal of re ? ^ 

PARSONS n jeqwested to 830831. Also reportedpe? Part 21 

Sffl^-J 1 -^ ^r ht .^ 8 4.^ 07/ ? °™ J P - 

Fiche: 50-400, 83/07/13# B307220145 1X 




-8307220140 Responds to NRC B 30610 Itr r* 

P*pt 50 - 400 / 83 - 18 . Corrective act I violation noted in IE lns P 

s^r/ Sf#,'r:i i s:-::: * & o,^. JP 

Ft.h. 30-400. •3.-07;,S. h5;S»,m M ' «* 


B 3 ?uJ?TsA- 3 l 5 ” I . b t S 6 l ^° b f ntla,1 J If" 137 r. S.l.„tc 

"■ ^«i ,h ‘>’” 03 :?^° 7 ^X °' ,,EILLV '^ J P 

Fiche. 30-400, Q3/07/14, 0307250399. X 
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)404 Fourth Interim deficiency rept. Item 61 re defective valve 
ig s on die-sel engines mfg fay Transamer ica Delaval. 
ally reported on B1 0828, Final rept will be submitted by 
16. Also reportable under Part 21. 

(NS i R. M. Carolina Power & Light Co. 03/07/14. 0 'REILLY, J. P. 
in 2, Office of Director. 4pp. 19703: 209. 24X 

i: 30-400, 03/07/14, 0307230404. 


1483 Interim rept re welding deficiencies in main s team/ f eed we ter 
irt frames. Initially reported on 830713. Sup par t frames 
fated. Item considered not reportable under 10CFR50. 35< e ) 
t 21. 

iGI.N J. Carolina Power 6 Light Co 83/07/13. O'REILLY. J.P 
in 2. Office of Director Ip 19734: 168 24X 

; 30-400, 03/07/13, 0307260483. 


50-401 SHEARGN HARRIS NUCLEAR POWER PLANT, UNIT 2 


i cat ion/ construe tion stage documents & correspondence 


070 Generic Ltr 83-22 to all operating reactor licensees, 
cants for OL* 6 holders of CPs for Westinghouse PWRs 
fety evaluation of "Emergency Response Guidelines. " 
i s t enc 1 

HUT, D. G. Division of Licensing. 83/06/03 Yankee Atomic 

ric Co, 10pp. 19363:116. 24X Fi c h o : 50-000, 63/06/03, 

60070. 


231 Notification of 030707 meeting w/tcchnical review committee 
the* da, MD to discuss review of D4, D3 %■ E s team 
ator mods 

NS, J O. Licensing Branch 4 03/07/01, ADENSAM, E. 0. Licensing 

h 4. 2pp. 19670:234. 24X F i ch e : 30-000, 03/07/0 1 , 8307200231 . 


397 Generic Ltr 03-26 to all applicants for OLs b holders of 

or power reactors re c lar i f ica t i on of surveillance 

raiments for diesel fuel imp ur i ty . Svc list end- 

HUT, D. 0. Division of Licensing, 03/07/03. Consolidated 

n Co. of New York* Inc. 16pp. 19390:317. 34X 

: 30-000, 83/07/03, 6306270397. 


329 Generic Ltr 03-27 to all licensees & applicants for 
ting power reactors it holders of CPs for power reactors 
rvelllance intervals in STS Svc list end. 

HUT, D. G. Division of Licensing. 83/07/06. Consolidated 
n Co. of New York, Inc. 16pp. 19669:254. 24X 

: 30-000, 83/07/06. 8307060327 


231 Confirms schedule for 030700 mg t meeting at Ra le i gh -Durham 
rfc, fla loigh, NC to discuss status of outstanding 
story issues Proposed meeting agenda encl. 

LLY,J.P, Region2i Office of Director. 83/07/06. UTLEY, E. E. 
ina Power L Light Co. Ip 19323:044. 24X 

: 30-000, 03/07/06, 8307140231 . 


169 Generic Ltr 83-20 to ail licensees of operating reactors, 
cants for OL b holders of CPs re required actions based 
rteric implications of Salem ATWS events. Svc list encl. 

HUT, D. G. Division of Licensing. 03/07/OB. Consolidated 
h Co. of New York, Inc. 3Spp, 19669:269. 24X 

: 30-000, 03/07/08, 8307080169. 


239 Advisee that review of 030309 description of GA program in 

BSS. 

>R.C. Division of Project & Resident Programs. B3/O7/0S, 

*fE, M, A. Carolina Power * Light Co. Ip. 19323:103. 24X 

■ 30-400, 03/07/08, 8307140239. 


300 Forward* proprietary "Independent Evaluation of Proposed 
to Westinghouse D4, D5 & DE Steam Generators." Rept 
Jld l ref I0CFR2. 790). 

?FIELD,L. Steam Generator Owners Group. BUTTERFIELD, L. 
^wealth Edison Co. 03/07/18. E18ENHUT, D. O. Division of 
ling. 3pp. 19664:114. 24X F 1 che: 30-000, 83/07/ 10. 8307210300. 


124 Summary of 030707 meeting u/tcchnical review committee in 
»da,MD re Model D4/D3/E steam generator mod. Viewgraphs 

iS, J. B. Licensing Branch 4. 83/07/10. Licensing Branch 4. 

19730:132. 24X F i c h a : 50-000. 03/07/ 10, 8307230124. 


Jraft/Final Environmental Statements, suppls L correspondence 


>34 Forwards comments on DES re operation of facilities 

>-□972) . Op t n i ons 6 calculations presented da not 

larily reflect Pennsylvania State Univ position. 

f£Ti U. A. Pennsylvania State Univ. 03/06/30. Division of 

‘»*9 5pp. 19293:261. 24X F i c h * : 30-400, 03/06/30, 8307070034. 


9307060238 Comments on DES fNUREG-0972) re plant op era t i on . Req uas t ing 
public comments after decision supporting Issuance of OL 
made i na p pr a pr ia t e 

LOTCHIN,P Affiliation Unknown. 93/07/01. Division of Licensing. 
3pp. 19239:303 24X F i c h e : 50-400, 83/07/01 , 8307060250. 


0307110238 Forwards comments on DES. Requests c lar 1 f ication of section 
re chemical Impacts of blowdown discharge on reservoir. 

Statement acceptable. 

MOORE, S. hi. Environmental Protection Agency. 93/07/01. KADAMRI . P. 
Office of Nuclear Reactor Regulation. Director. 2pp. 19374:266 
24X Fiche: 30-400, 83/07/01, 03071 10230 


8307070003 Forwards comments on DES, NUREC-0972. Mar k ed-up DE8 pages 
correcting ty p ogr aph i c a 1 errors L containing minor comments 
encl. 

HURFORDpW. J Carolina Power 6 Light Co. 03/07/03. EI6ENHUT, D. O. 
Division of Licensing 20pp. 19293:130, 24X Fiche: 50-400, 03/07/05, 

B307070083. 


8307130091 Forwards NC Dept of Natural Resources & Community 
Development comments on DES. Wildlife mg t plan for mitigation 
of land use impacts not yet received, 

BAGGETT, C. North Carolina, State of. 03/07/05. KNIGHTON, Q. W. 
Licensing Branch 3 2pp. 19465:334. 24X Fiche: 50-400, 03/07/05, 

B307 130091. 


E. NRC Safety Evaluation Report ( SER ) , suppls 6 correspondence 


0307010033 Forwards responses to draft SER Open Items 103,106,116,110, 
119, 123, 149 * 133, 

MCDUFFIE, M. A. Carolina Power Light Co. 83/06/29, DENTON, H. R. 
Office of Nuclear Reactor Angulation, Director. 10pp. 19160:314. 

24X Fiche 30-400, 03/06/29, 830701Q053. 


0307060111 Forwards responses to draft Chemical Engineering Branch 
SER Open Items 146 6 147 re schematics of sample lines 6 
panels tper TMI Item II. 8.3) re pos t-ac c i dent sampling *y». 
MCDUFFIE, M. A. Carolina Power & Light Co. 03/06/30. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 4pp, 19252:514. 
24 X Fiche: 30-400, 83/06/30, B3Q7060H 1. 


8307060144 Forwards revised response to- Accident Evaluation Branch 
draft SER Open Item 53 M containment spray sys design. 

Responses to remaining open Items forthcoming. 

MCDUFFIE, M A Carolina Power fc Light Co. 83/06/30. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19249:360. 
24 X Fiche: 50-400, 83/06/30, 8307060144. 


0307 060302 Forwards responses to Amiliary 5ys Branch draft SER Open 
Items 134,133 h 224, re removal of barrier in fuel cask pool, 
crane load block & protection of circulating water syi, 
respectively. 

MCDUFFIE, M. A. Carolina Power & Light Co. 83/06/30. DENTON, KR. 
Office of Nuclear Reactor Regulation, Director. 7pp. 19230:332. 
24 X Fiche: 90-400, 03/06/30, 8307060302. 


8307060095 Respond* to Containment 5ys Branch draft 0ER Op#n lt»m 60. 
Add! failure alarm located within control room unnecessary. 
Continuous indication will be functioning within 30 minutei 
of safety injection initiation per TMI Item II. F. 1. 

MCDUFFIE, M. A. Carolina Power & Light Co. 03/07/01. DENTON, H. R. 
Office of Nut 1 ear Reactor Regulation, Director. 3pp. 19252:008. 
24X Fiche: 30-400, 83/07/01 . 8307060093, 


8307060114 Responds to draft SER Open Item 10 re meteorological 
ins trumentfl 1 1 on. Util will complete review of emergency plan 
during emergency preparedness implementation appraisal. 

MCDUFFIE, M. A. Carolina Powers Light Co. 83/07/01. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19232:219, 
24 X Fiche: 30-400, 83/07/01 , 83070601 14. 


8307060163 Forwards response to Metis Engineering Branch draft SER Open 
Item 36 re beltline metl test requirements of 10CFR50,App 0, 

Paragraph JII.C.2. 

MCDUFFIE, M. A. Carolina Power & Light Co. 83/07/01. DENTON, H. H. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19230:270. 

24X Fiche: 30-400, 03/07/01 , 8307060163. 


8307060234 Forward* response* to Procedure* Sys Review Branch draft 
SER Open Items 194,195 6 2 17. Re s p ons e s cover NSSS review of 
low-power fc b s 1 1 ng , p ower ascension & emergency operating 
procedures per NUREG-0737. 

MCDUFFIE, M. A. Carolina Power 6 Light Co, 03/07/01. DENTON, H. R, 
Office of Nuclear Reactor Regulation, Director. 4pp. 19239:336. 
24X Fiche: 50-400, 03/07/01 , 0307060234. 


0307070085 Forwards response to Core Performance Branch draft 8ER Open 
Item 29 re visual exam of discharged fuel assemblies after 
refuel ing. 

MCDUFFIE, M. A. Carolina Power & Light Co. 03/07/01. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19269:361. 

24X Fiche: 30-400, 83/07/01 , 8307070085. 
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9307090390 Forwards responses to draft SER open items List of items, 
responsible NRC review branch A reviewer encl. 

MCDUFFIE, rt. A. Carolina Power it Light Co 83/07/01 DENTON, H. R, 
Office of Nuclear Reactor Regulation- Director. 166pp. 19349- 330 

24X Fiche: 50-400.93/07/01,8307090390 


—9307220340 Forwards IE Insp Repts 50-400/B3-16 & 30-401/83-16 ot\ 
830320-0420 4< notice of violation. 

LEWIS, R. C. Division of Project & Resident Programs. 83/03/19. 
UTLEY, EE. Carolina Power *< Light Co. 2pp. 19673:343 24X 

Fi cho 50-400, 93/07/12, 9307220333 


9307070123 Forwards responses to Auxiliary Sys Branch draft SER Open 
Items 129 through 131 l* 137 re spent fuel pool drainage & 
storage. App 1 icah 1 ft FEAR: sections will be revised Responses 
to remaining open items forthcoming. 

MCDUFFIE, M. A, Carolina Power & Light Co. 93/07/05. DENTON, HR. 
Office of Nuclear Reactor Regulation* Director. 6pp. 19269:330 
24X Fiche: 30-400, 93/07/03* 9307070125. 


- -8307220344 IE Insp Repts 50-400/03-16 L 30-401 /03-i 6 on 030320-0420. 
None omp 1 lance noted: insp status of electrical raceway 
supports not completed prior to installation of cable 
tr ay s. 

MAXWELL, O. F. .Region 2, Office of Director. 93/03/17. Spo 
19675 346. 24X F i c h e ; 30-400, 83/07/ 12, 0307220333. 


9307090315 Forwards response to draft BER Open Item 209 re single 
failures assumed for accidents. 

MCDUFFIE, M. A. Carolina Power & Light Co. 83/Q7/0S. DENTON, H R, 
Office of Nuclear Reactor Regulation* Director. I2pp 19330:151 
24X Fi the; 50-400, 83/07/05. 030709031 5. 


8307140323 Forwards responses to Meteorological U Effluent Treatment 
Branch draft SER Open Item* I5B & 196. Turbine gland sealing 
sif* is non-nuc 1 ear - nonsaismic Category I sys. 

MCDUFFIE, K. A. Carolina Power fc Light Co 93/07/11. DENTON, HR. 
Office of Nuclear Reactor Regulation, Director. 3pp. 19525:117 
24X Ficho: 30-400, 93/07/ 1 1, 9307140323. 


8307270340 Forward* responds to draft SER open items V rev to 930701 
response to Open Item 191. 

MCDUFFIE, M. A. Carolina Power & Light Co, 93/07/15. DENTON, H R. 
Office of Nuclear Reactor Regulation, Director, 346pp 19769001 

24 X Flche: 30-400, 93/07/13, 0307270340. 


0307210146 Forwards responses to draft SER Open Items 172 6 173. Resumes 
of personnel to fill positions of environ & radiation 
control manager & radiation control supervisor will be 
added to F9AR when positions filled. 

MCDUFFIE, N. A. Carolina Power &t Light Co. B3/07/1B. DENTON. H, R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 19669-349 

24 X Flche: 50 - 400 , 83 / 07 / 18 , 8307210146 . 


8307290361 Forward* response* to Licensee Qualification Branch 
Questions 630. 1 - 630.9 re personnel training program, per 
dreft SER Open 1 tuns 31 6-323. Tra inf ng for all license 
candidates completed prior to cold license ejeam, 

MCDUFFIE, N. A. Carolina Power & Light Co. B3/07/25. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director, 29pp. 19796-259 

24X Fiche: 90-400*03/07/25, 8307280361. 


G. Adjudicatory correspondence 


8307050195 Advises that author cannot attend 830720-21 prehearing 
conference . Joint Interveners will represent Kudiu Alliance 
position on issues. 

PAYNE, M. T. Edelstein L Payne PAYNE, M. T. Kudiu Alliance. 
03/06/27. KELLEY, T, L., BRIGHT, G. , CARPENTER , J H. Atomic Safetu 
and Licensing Board Panel, 2pp. 19197:211 24X 

Flche: 50-400, 03/06/27 , 33070501 95. 


830705019B Forwards revised joint interrogatories on Contentions 
VT ("first set), Related correspondence. 

PAYNE, M. T. Ede lstein l* Payne. 93/06/27. 0 / NElLL, J. H. Shaw, 
Pittman. Pott* & Trowbridge 2pp. 19199:221. 24X 

Fich e: 30-400, 03/06/27, 9307050198. 


CV, V l 


First set of Joint Intervenors interrogatories on 
Contentions IV, V & VI tfirst set >. Cert i ficate of Svc end 
PAYNE, M. T. Kudiu Alliance. PAYNE. M. T. Edelntein h Payne. 
83/06/27 Carolina Power V. Light Co. 15pp 19199- 223 

Fiche: 50-400, 83/06/37, 8307050190. 


8307060190 Third set of interrogatories U request for production of 
documents to joint inter venors. Cert i ficate of Svc end. 

DAUBER, D. B. Carolina Power * Light Co. BAUSER, D. D. Shaw, Plttmftm 
Potts «, Trowbridge 83/06/30. Chapel Hill Anti-Nuclear Group 
Effort. I3pp 19230:231. 24X Fiche: 50-400, 83/06/30, 9307060199, 


0307060383 Petition under 10CFR2 798 for waiver of rule barring isiuit 
re alternatives to «< need for power, from OL proceeding. 

Issues must be litigated since environmentally 8, 
economically superior alternatives exist. 

EDDLEMAN. W. Eddleman, W. B3/06/30. Atomic Safety and Licensing 
Board Panel. 2pp. 19234:302. 24X Fiche : 50-400, 03/06/30, 8307060353. 


F. Security, medical* emergency fire protection plans 


03 S™2? 8 i™ r ^ ard * IE R ®P** 30-400/03-19 50-401/93-19 on 

83033 1-0602. No none amp 1 1 ante noted. 

VERRELLI, D. M. Division of Project U Re* ident Program*. 03/06/22 
UTLEY, E. E. Carolina Power 8c Light Co. 2pp. 19525*065 24X 

Fiche: 50-400.83/06/22, 9307140391. 


■6307060396 Submission of Contention 15-AA that operating capacity 
factor -of 33 ’A in DES overestimated. Content! on submitted per 
A5LD 030327 order, 

EDDLEMANiW. Eddleman, W. 83/06/30. Atomic Safety and Llcemi 
Board Panel. 2pp. 19234:304. 24X Fi c h e: 30-400, 83/06/30, 

8307060393. 


ng 


— 8307I403&3 IE Insp Repts 30-400/83-19 8t 30-401/B3-19 on 93053 1 -0602, No 
noncomp Uancft noted. Major areas inspected: fire protection. 
rtrLLER, W. H. Region 2. Office of Director, B3/06/20. 5pp. 

19325:067. 24X Fi C h»; 30-400, 03/06/22, 8307140391. 


— 0307060391 Affidavit of U Ed d 1 eman, s ummar i 2 1 ng economic 6 environ 
superiority ef alternative to plant operation, Tes tlmony of 
individuals before North Carolina Util Commission & portion* 
of State of NC rept on need for power end. 

EDDLEMAN, U, Eddleman, W. 03/06/30. 130pp. 19234 306 24X 

Fic he: 30-400, 03/06/30, B3070603B3. 


8307060114 Responds to draft SER Open I tern 10 re meteorological 
In* trumentatton. ilti 1 will complete review of emergency plan 
during emergency preparedness implementation appraisal 
MCDUFF!E*K. A. Carolina Power % Light Co. B3/07/0I. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19252-220 
24X Fiche: 30-400, 03/07/01. 0307060114. 


9307070022 Supplemental answers to interrogatories on Contentions 73 l 
83/84, Cer ti f i ca te of Svc encl. Related correspondence. 

CARROW, H. Carolina Power 6 Light Co. 93/06/30. EDDLEMAN, W. 
Eddleman, W. 7pp. 19273:234. 24X Fiche: 50-400, 03/06/30, 9307070022, 


8307220109 Notification of 930720 fc 21 meetings w/util at site to 
review physical security plan per I0CFR73. 21. 

CIC ITRA, E. A, Licensing Branch 3. 03/07/09. KNIGHTON, G W 

a;^^i,L Dr * nCfl 3 3pp - *’692:339. 34X Fl che: 3Q-40D, 03/07/00, 

9307 2 ZQE Ot* 


8307150225 Forward* responses to Chemical Engineering Brahch FSAR 
lafety L acceptance review questions re firs protection 

* hutdoiJr » analysts in case of fire transmitted on 
8305K7. Final analysis to be transmitted by 930717. 

MCDUFFIE, M. A, Carolina Power & Light Co. 83/07/Xl 
Office of Nuclear Reactor Regulation, Director. 

24X Fiche: 50-400* 83/07/ i 1, 8307130223. 


DEMTQNi h. r. 
19pp. i 9537: 332, 


0307220333 Act receipt a# B30616 Itr informing NRC of step* taker 
rwt,d in !E rn *P Repts 50-400/03-16 L 

r JMYision of project b Resident Programs. 03/07/12. 
UTLEY, E, E. Carolina Power & Light Co. la. 19675*339 24X 

F| che: 50-400. 83/07/12, 0307220333. 


8307070025 Fourth set of i nte rroga tor i e s 8, request for production of 
documents . Ce r 1 1 f 1 c at ft of Svc end. Related correspondence. 

CARROW, H Caroling Power b Light Co. 83/06/30. WILSON, R, D. 

Hilson, R llpp. 17393:334. 24X Fiche: 50-400, 83/06/30, 9307070025. 


0307070071 Fourth set of i nfcer rogatori es & request for production of 
documents re Contentions 75 L 83/84. Cer t i f i ca t e of Svc encl. 
Related correspondence. 

CARROW, H. Carolina Power U Light Co. 03/06/30. EDDLEMAN, W. 
Eddleman* W. 13pp. 19293:113 24X F i c h e : 50-400, 93/06/30, 

0307070071 


9307070076 Interrogatories U request for production of documents. 
Certificate oF Svc encl. Related correspondence. 

READ, D. F. Chapel Mill Anti-Muclear Group Effort. 93/06/30. 
Carolina Power k Light Co. 7pp. 19293:120. 24X 

Fiche: 50-400, 83/06/30, 8307070076. 


8307070073 Second set of interrogatories it request for production of 
documents. Certificate of Svc encl. Related correspondence, 

CARRQW.R Carolina Power & Light Co. CARROW, H. Shaw, Pittman, 
Pott* i Trouib p i d"g e. 83/06/30. Conservation Council of North 
Carolina. I6pp, 19294:001. 24X Fiche: 30-400, 83/06/30, B307070092, 



DOCKETED ITEMS 


251 


0307060173 Response to ASLB 830527 memorandum fc order ruling on cost 
saving contentions, discovery disputes fc scheduling matters. 
Commission assumed capacity factor of 55*/ considered 
eons ervat ive. Cer ti f i cate of Svc enc 1 

O'NEILL. J.H. Carolina Power fc Light Co O'NEILL. J H- Shaw. 
Pittman. Potts fc Trowbridge, 83/07 'O!. 5pp 19249: 184. 24X 

Fief) e : 30-400. 03/07/01, 0307060173. 


9307060137 Third set of general interrogatories fc interrogatories on 
Contentions 75, 00, 83, 04, 64f & 67. 

EDDLEMAN, W. Eddleman, W. 83/07/02 Carolina Power fc Light Co. 

20pp. 17250:174. 24X Fiche: 50-400, 03/07/02. 8307060159 


0307 1 40440 Forwards Pages 43 fc 44 to util 030700 response to W Eddleman 
contentions re DES, inadvertently omitted 

□ 'NEILL. J. H. Shaw, Pittman, Potts fc Trowbridge. O'NEILL, J, H. 
Carolina Power fc Light Co. 03/07/1 1. KELLEY, J. L. , CAR PENTER. J. H. . 
BRIGHT, G O Atomic Safety and Licensing Board Panel. Ip. 

19521:256. 24X Fiche: 30-400, 03/07/ I 1 , B307 1 40440. 


— 0307140445 Pages 43 & 44 to util 030708 response to W Eddleman 
contentions re DES. inadvsr ten tly ommi t ted. Svc list end. 

* Carolina Power 8c Light Co. 83/07/11. Atomic Safety and 
Licensing Board Panel. 4pp. 19521:237. 24X Fiche: 50-400, 

83/07/11, 8307 1 40440. 


9307060402 Response to util May 1983 DCRDR up da t e , 1 nc l ud i ng revised fc 
new contentions. Certificate of Svc end 

E DOLE MAN, W. Eddleman, W. 83/07/02. Atomic Safety and Licensing 

Board Panel Upp 19236:069. 24X F iche 30-400, 93/07/02, 

0307060402. 


8307130242 Notice of withdrawal of D Greenblatt as intervenor counsel 
on s ecur i ty — r e I a fc ed content i ons. J Runkle will replace 
Or ee-nbla tfc. Certi f i cate of Svc end. 

RUNKLE, J. Run k l e , J. D. 03/07/07. 2pp 19474:357. 24X 

Fiche: 50-400. B3/07/07, 8307130242. 


9307120077 Response to W Eddleman 030624 response to NRC Apr 1903 DES 
DES contains no new info previously unavailable in public 
domain upon which new contentions could be based. Notice of 
appearance fc Certificate of Svc encl. 

BARTH' C. A. Hearing Branch 1, 83/07/00. I8pp 19423:009. 24X 

Fiche: 50-400, 03/07/08, 8307120077. 


9307130231 Advises that util considered Commission 830630 Memorandum fc 
Order CLI-S3-19 in encl f i 1 i ng s Ccr 1 1 f ica t e of Svc encl. 

BAXTER* T. A. Shaw, Pittman, Potts fc Trowbridge BAXTER, T. A. 

Carolina Power fc Light Co. 03/07/08 KELLEY, J. L. , BRIGHT, G O , 
CARPENTER, J. H. Atomic Safety and Licensing Board Panel. 5pp 
19473:290. 24X Fiche: 50-400, 83/07/08, 9307130231 - 

— 6307130241 Response to W Eddleman 830620 contentions. No abjection 
raised to admission of portions of Contention BF. Remaining, 
deferred it new contentions re DES should be rejected 
0 'NEILL. J. H. Carolina Power fc Light Co. 0 'NEILL* J. H. Shaw, 
Pittman, Potts fc Trowbridge. 83/07/00. Atomic Safety and 
Licensing Board Panel. 4pp. 19473:273. 24X Fi c he : 30-400, 

83/07/08, 0307130231. 


-0307 13 0253 Motion for dismissal of Conservation Council of North 
Carolina Contention 4 & Chapel Hill Anti-Nuclear Group 
Effort Contention 9 fc response to W Eddleman 830620 
contention on spent fuel transportation. 

Q ■'NEILL, J. A. Carolina Power fc Light Co. O'NEILL, J. A. Shaw, 
Pittman. Potts fc Trowbridge. 03/07/08. Atomic Safety and 
Licensing Board Panel. 25pp 19473:341. 24X 

Fiche: 50-400,03/07/00, 8307130231. 


0307 1 40434 Response to U Eddleman 030502 proposed contentions re 
emergency plan. Opposes Contentions 130/2, 150/29, 150/30, 

130/53, 150/37, 1 50/63, 1 50/97, 150/99. 130/100, 150/117, ISO/118, 

130/124 fc 131 - 1 60. Certificate of Svc end. 

RIDGWAV, D. A. Carolina Power fc Light Co. R IDGWAY, D A Shaw, 

Pittman, Potts fc Trowbridge. 63/07/Ll. Atomic Safety and 
Licensing Board Panel. 35pp. 19321:204. 24X Fiche: 50-400, 83/07/1 1 , 

8307140454. 


0307140438 Extends invitation to participate in 830721 site tour. Svc 
1 1st encl. 

FLYNN, 5 F Carolina PotueT fc Light Co. 03/07/11, BARTH, C. Hearing 
Branch 1 EDDLEMAN, W Eddleman, W PAYNE, M. T. Edelstein fc Payne, 
2pp. 19521:196. 24X F i c h e : 50-400, 03/07/ 1 1 , 0307 1 40450. 


830715018B Motion to compel discovery re Eddleman 29, 37B, 75 fc 83/04 per 
applicants ob jec t i on s . Cer 1 1 f i ca te of Svc, certificate of 
negotiations fc notice of negotiations encl. 

EDDLEMAN, w, Eddleman, W, B3/07/I1, BRIGHT, G. 0, . CARPENTER, J. H. , 
KELLEY, J. L. Atomic Safety and Licensing Board Panel. 19pp. 
19530:342. 34X Fi c h e : SO- 400, 83/07/ 1 1 . 03071 50 100 


0307140443 Answer to W Eddleman 830626 motion for extension to file 
second round interrogator! aa fc to file interrogatories on 
Contentions 29 fc 37B until 030720. Agrees w/sacond request fc 
opposes first reque s t . W/C or t i f t ca t e of Svc. 

BAXTER, T. A. Carolina Power fc Light Cn BAXTER, T. A. Shaw, Pittman. 
Potts fc Trowbridge. 83/07/12 Atomic Safety and Licensing Board 

Panel. lOpp, 19521:261 24X Fi c he: 50-400. 03/07/12, 8307140443. 


0307140451 Requests input on alleged economics fc alleged technology set 
forth in W Eddleman I0CFR2. 759 petition to litigate need for 
power fc. alternatives to plant. Logic fc coherence of Eddleman 
scenarios bear close scrutiny. 

BARTH, C. A Hearing Branch 1. 03/07/12 KNIGHTON, G. Licensing 

Branch 3. Ip. 19321:243. 24X F i c h e : 30-400, 03/07/ 12, B3071 40431 


8307140466 Forwards Commission 830701 order on issue of late filed 
contentions fc NUREG-0794, “Protection of Unclassified 
Safeguards Info.” W/u NUREC. 

BARTH, C. A. Hearing Branch 1. 03/07/12 FLYNN. 8. Carolina Power fc 

Light Co. Ip 19521:134. 24X Flch e : 50-400, 03/07/12, 6307140466. 


— 8307130261 Affidavit of LH Martin re shipment of spent f ue 1 . 5h 1 p men t of 
spent fuel from Robinson fc./or Brunswick to Harris will be 
con s Id er e<J. Sh i pmen ts will be made so environ Impacts fall 
within 10CFR51. 20, Table 6-4, values 

MARTIN, L. H, Carolina Power fc Light Co 03/07/06 2pp 
19474:004. 24X Fiche: 30-400, 83/07/00, 83071 30231 


0307130244 Forwards protective order governing access to security info 
fc proposed affidavit of nondisclosure for security plan 
phase of p roc eed i ng s. Approp r ia te notice of appointment as 
counsel to infcervenors required Related correspondence- 
CARRQW, H. Carolina Power fc Light Co B3/07/0B RUNKLE, J D. 
flunk le, J. D. Ip. 19474:359. 24X Fi che ; 50-400, 03/07/00, B307130244. 


0307150201 Informs that applicants considering filing second motion 
to compel discovery on Interrogatory 2 per unsuccessful 
negotiations tu/Eddl ftnan. Di scuhsbi Eddleman 030625 response 
BAXTER, T. A. Shaw, Pittman. Potts fc Trowbridge. BAXTER, T, A. 
Carolina Power fc Light Co. 03/07/12 KELLEY, J. L. , BRIGHT, G. 0. , 
CARPENTER, J . H, Atomic Safety and Licensing Board Panel. 4pp. 

19530:242 24X F i ch o: 50-400, 83/07/1 2, 03071 50201 


0307190203 Notifies of VR Harding employment at law Firm. Harding wl 
not participate In any case currently pending before NRC. 

BAXTER, T. A. Shaw, Pittman, Potts fc Trowbridge BAXTER, T. A, 
Carolina Power fc Light Co. 03/07/13. KELLEY, J. L. , OR IGHT, G. D. . 

C ARPENTER, J H. Atomic Safety and Licensing Board Panel. tp. 
19620:034. 24X Fi Che : 50-400, 83/07/ L3, 83071902B3, 


0307130067 Response to W Eddleman 830502 contentions re applicant 
* onsite emergency p Ian, Contentions 130,153,154,155,156,150, 

159 fc 160 should be deni ed . Con ten t i ons 151,152 fc 157 should 
be deferred. Certificate of Bvc encl. 

BARTH, C. A. Hearing Branch 1 03/07/11. Atomic Safety and 

Licensing Board Panel. 10pp. 19474:217. 24X Fi ch e: 50-400, 83/07/1 1 , 

8307130067. 


— 8307190289 Notifies of employment at law Firm. VR Harding will not 
participate in any case pending before NRC. Svc list encl. 
HARDING, V. R. Shaw* Pittman, Potts fc Trowbridge. 83/07/13. 
KELLEY, J. L. , BRIGHT, G. O. , CARPENTER, J. H. Atomic Safety and 
Licensing Board Panel. 3pp. 19638:035. 24X Fiche: 50-400, 

83/07/13, B3071902B3. 


0307140435 Notice of appearance in proceedi 
R IDGWAY, D A. Carolina Power fc Light Co, 
Pittman, Potts fc Trowbridge 03/07/11 
Fiche: 50-400, 83/07/ 1 1 , 8307 140435. 


ng. Certificate of Svc 
R IDGWAY, D. A Shaw, 

4pp. 19520: 162. 24X 


enc 1 


0307210201 Response to fourth set of Interrogatories fc request for 
production of documents. Certi f ica t e of Svc and. Related 
correspondence. 

WILSON, R. Wilson, R. 83/07/14. Carolina Power fc Light Ca. 4pp. 

19664:190 24X Fiche : 50-400, 83/07/14 , 0307210201 


0307140437 Response to 830523 request for suppl to 630510 answers to 
interrogator ies. Cert i f icate of Svc end. Related 
correspondence. 

FLYNN, S. F. Carolina Power fc Light Co. 83/07/lt. Wilson, R. 
49pp. 19521: 034. 24X Fiche; 50-400, 83/07/1 1, 03O7I4O437. 


0307190262 Memorandum fc order memor i al i i ing 830714 telcon re 
postponement of upcoming prehearing conference fc related 
matters. 

KELLEY, J L. Atomic Safety and Licensing Board Panel. 03/07/15 
4pp. 19628:263, 24X F i c h e : 50-400, 83 /07/ i 3, 8307 1 90262, 
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03 nIni?L 7 i Forw \ rds *•«* dr^fb protection order 8, affidavit of 

nondisclosure «* iui>.mlts summary of unresolved issues 

° n 830713 Draf * Incorporates NRC t* intervenor 
suggestions. Certificate of Svc end 

8RI0hV?C F O . 'JISpeOTeSTJ ^ “ 63/07/15 KEU.EV. J. L . , 

HP, Bo„ d Pane 1 

a30ai2** P ° nd tD discove ^ requests on Contendon S5 ^ 

BAXTER, T. A. ShaLr. Pittman. Potts t Trowbridge 0AXTER, T A 
Carolina Power & Light Co. 03/07/19 REED. D P ell u ?. , 

r?cR; N ^;s;^d"83^ s S5s 3 . l9 * w:wa 34x 

“:;!r : t;;:;::: — 

EDDLEMANi M. Ed dl ciTid ni W / to r . 

2PP. .9726: 206 24* rich.: & Ll, "‘ C ° 

B3 °” 3 ” 47 ^o^ards RH OdBgaar den. P Demis, U C Seldle.F Haullns * r M„ 
signatures to complete NRC 030624 responses to ‘ * T M 

tnt* rrogatories. 

K~f^K , wsr;ij?jafc / -ggafc “**—• ■ 

speclflcltj 1 1 1 1 gab 1 e contention u/adequate basis 4 

?;sii: j A l . e rf:is r :;nr ‘■ys&s*- 

S307250346 H ° ar ^ Panel 7 PP- 19702.004. 24* Fiche: 50-400. B3/07/20. 

Sira:rs;4 - 

BAUSERaD. 0 Carolina Power 6 Light Co CAUSER D n c h „ 

19702*01 ,^*^^0. 0^° S3 072^ J^* ^ 

C L -n am Eddi*m* n , W. 83/07/20 2p o 19726332 
Fl Che: 30-4Q0aO3/07/20a 8307260341. " 26 332 2flX 

8307250205 Amend to svc list. 

Mrn.Kfs^BSissjrfes^a^* 1 - 63707/21 •»• 

’^^S®J5r3S?.i£=?-‘“-‘ 

appJ ' C ""* * NR0 written respS^e? 

BAXTER. T. A. Shaw, Pittmans Potts & TrauibrUne BAXTFR r a 

hI.tph 1 «”4l Related correspondence 

Car.U* IW^ufi VZ? K^/Sb™^^^ l B “;J' A 

S5?«:^ x 

B3 ^:^o”^: c rpr=,.*“i^ 1 ^^ ^. 7 ;:^r«c:::tr u ° f 

iSe^iiifvr - - -sr** ™ ai ” 

-- 

a3 C 0 onten = U« F r29 h 4 5 35 a 0f S '""*‘ 4 interrogator las on 

EDDLEMAWi g. Ed d Ic/nanj cj m / ay ^ 

31PP. 19727:007. 2«Fich.:=O-4OO; 8 37 0 7/«, , 8So726S24e' ,L ' S '" !C0 ' 

^rs’LiKt'sr' ^o;/2 5 Tr °^ 9 i T „ „ 

3pp. .9792:076 24* Rich. : 50-400 83/™ M^ao^*** " " * Pa9nB 


83 r F 2 fpp?ica"r"sp"n‘tS u Edd l .man ganara l^intor r J°T' “'•■"l 

29 8 ss^srar.TE, 

Po^ts^^Trowbrtdfl# 1 "*03/07/26 L1 ° h ^ t ^ lc 0 0 «■** ■>.««, 

Panel. 21pp. 19791:268 24* Flche: 30-400, 83/ 0 "a!'S!,! , ‘ rl 

"sssjk. 

needed in affidavit of nondisclosure. SI te^vl* i t^wau Id SI ^ 

iat * r at *^ «# const flt wot,l<l fr# 

" Hearing Branch 1. 83/07/27. kellfv i i 

*”■ £-400, 83^7^830^!^ ,WN ** 

03 29 2 Z°3?n wJu’SI tllltjniMlinJ r , 9qVm% * % ™ 

Correspondence. 1 "** - ^t^l’^-" B3 °™- 

SS3 &&& E:u a Ii.*'!r , *r t \Sw^ w, i H i C3/07/57 - 

Ficha: 50-400, 83/07/27, 8307290?i 2 . 1,021 058 2<IX 

f f An *>V»n Report (FSAR) 6 amends 

B3 ?32f?il, 1 ,5"r?8 d ;,^l 2 7 04°4 F !o 7' r *’ P ° n ’' « C M M.« 


rh: oi ^r ec ^ oA ^ p 

24X Fi che: 50-400, 83/04/30. 8307060121. PP 


8307060121 

8307060127 Amend 7 to FSAR. 

t { P ° ll '* r & Li 3 ht Cq 83/06/30. 

Fiche: 30-400* 03/06/30, 0307060121. 


a. 

w. 


36pp. 19251: 199, 2H 


S3 ?nd?Wdu 7 a?2 V ‘ Sel th * t 7 FBAR di *trlbgted to and |,l< „ 

1 L ‘ !,i Co - 83/07/07, EIBEHUII.SJ 
8307140267. g gpP 19322: 333. 24X Flche: 30-400,83/07/(7, 

B3 ItemJ°3B,6°!'65!'Jj3 A r202 S ^ FSAR ' ,n re 'P<>n*» t« draft BER Open 

nr e| / rT rE r H A. A , Caroll n* Power & Light Co. 83/07/22 DENTOM II A 
Office of Nuclear Reactor Regulation, Director 2p # J97&? 2oV 

24X Fi che: 50-400,83/07/22,8307270057. Uir,C * 0r> 2pf ’ 59765,001. 


0307270060 Amend 0 to FSAR, 

* Carolina Power 4 Light Co. 83/07/22 79 0fi 

Flche: 50-400. 83/07/22, 8307270057. PP ' 


19763:003 Z*l 


e3 °mend 3 a S to"sAR dS AmdavU “* Svc i revised dietributlon III! lar 

L,! "' t Co - 83/07/23. EIBtNHUMM 
8307280333, B ’ BpP- 19789:001. 24X Flche: 30-400,83/07/}!, 

0. insp ect.™ repor ts. »£ Bul letins 6 correspondence 

lli.vr"-"'""--*-"'-- 400 " 3 " 1 ’ 4 S0 - d0!/e3 -' - 

UTLEV, E E° M Car D iT i,1 I n 0f Pr °J* ct 4 Resident Programs. B3/0&/2?, 

F i ch.;?OMCO?03/oi/2 3 ra^UO30? ht C °- " PP ' 

Il>fiP ”! p i* S0 ^°0/83-19 4 50-401/03-19 on 830531-06Mft 
MILLER i S Inspected: fire protection, 

of en^n^irs ? I",?', ffiCB ° f Dlr »cfcor. CONLQNpT. E. Dlvlilse 

19523^067 SI S** 9 * 1 * Program*. 03/06/20. 3ff. 
19523.067. 24 X Flche: 50-400, 03/06/22, 8307140301. 

^Surru^fler l j Notice 83-46, "Common Mode Valve Failures. 

JOR^M F , i?* ° n Spr4g *y 5 * an. 11 SVC list end. 

«eso£nw‘ Em ' r «" nc 9 Preparedness 6 Engine. rfnp 

Yorl Int il- 03010 ? 03/O7/11 - Consolidated Edison Co. ef Ntr 

int. IMpp. 19363:293. 24 X Fiche : 30-000, 03/07/1 It S3O6270WI 

83 R^ulJ 0 ne r r B3 '•' ,7 ' "FH'ur. of Hgdraullc Snubber, ,1 

JMniw “ f Contaminated Hgdraulic Fluid." Svc Hit end. 

Em,r fl» nc y Preparedness S< Eng inper Ing 
VoIE i!r 4P fit 83010 ? ’ 83/07/12 - Consolidated Edison Co *f S» 

v r Kp Inc, 141pp. 19363:133. 24X Fi che: 30-000, 83/07/12. 03O627WW 

B3 ^?™ At f :«•*»* 80 °A16 1 tr informing NHC of steps takiMo 

30-40|/B3-l6* tlOn * n0t * lf ln IE In, P «»Pts 30-400/03-16 U 

urf'iv'c of Pr °J* c t 6 Resident Programs. 83/07^12, 
r. t 1 ; Carolina Power * Light Co. ip. 19675:339. 24X 

Fiche: 30-400* 03/07/12,8307220333. P 
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^ EI307320336 Responds to NRC 030519 ltr re violations noted in IE Insp 
Repts 30-400/83- 1 6 & 30-401 /B3- 16. Cor r e c t t ve actions: cable 
tT*g 6 cable tray support insp programs revised. 

PARSONS. R. M, Carolina Power k Light Co. 03/06/16. 0 'RE ILLY, J. P. 

Region 2, Office of Director. 3pp. 19675:340 24X 

Fiche: 50-400, 03/07/1 2, 0307220333. 


-9307220340 Forwards IE Inop Repts 30-400/03-16 k 50-401/03-16 on 
830320-0420 k notice of violation, 

LEWIS, ft. C. Division of Project k Resident Programs. 03/05/19- 
UTLEY, E. E- Carolina Power t< Light Co. 2pp. 19675:343. 24X 

Fiche: 50-400, 83/07/12,0307220333. 


930722 034-4 IE Insp Repts 50-400/83-16 k 50-401/83-16 on 030320-0420. 
Noncompliance noted: insp status of electrical raceway 
supports not completed prior to installation of cable 

tray*. 

MAXWELL, 0. F. . PREOATTE, R. L. Region 2, Office of Director. 

SEMIS, P. Division of Project k Resident Programs 83/05/17. 5pp 
19675:346. 24X Fi c h e : 50-400, 03/07/ 12, 8307320333 


106270406 IE Info Notice 03-40, “Qaseous Effluent Releases of 
Radioactive 1-125 k 1-131 in Excess of NRC Limit*. " Svc list 
«ncl. 

TAYLOR, J. It. Division gf GA, Safeguards * Inspection Programs (Post 
9301031. 03/07/14. Consolidated Edison Co. of New York, Inc. 

1 14pp. 19715:270. 24X Fiche; 30-000, 83/07/14, 0306270406. 


07220130 Act receipt of 830630 & 0701 ltrs informing NRC of step* 
taken to correct violations noted in IE Insp Repts 
3O-4OO/B3-10 k 50-401/03-10. 

VERRELLI, D. M. Division of Project k Resident Programs. 03/07/15. 

UTLEY, £. E. Carolina Power Light Co. Ip. 19684:035. 24X 

F-lche: 30-400, 03/07/15, 0307220130. 


£3307220133 Forwards IE Insp Repts 50-400/03-18 k 50-401/03-10 on 
830420-0520 k notice of violation. 

VERRELLi , D. M. Division of Project k Resident Programs 03/06/10. 
UTLEYiE.E. Carolina Power L Light Co, 2pp. 196B4;056. 24X 

Fiche: 50-400, 03/07/15, 0307220130. 


9307220141 IE Insp Rept* 50-400/03-10 It 50-401/03-10 on 830420-0520. 
Noncomp 1 lance noted: fal Lure to document comp lotion of 
training programs in electrical training & welding. Arc 
strikes noted in heat affected zone It base metal. 

PREVATTE, R. , MAXWELL, 0. Region 2, Office of Director. BEMIS,P. 
Division of Project L Resident Programs. 83/06/10. 6pp. 
19604:039. 24X Fi c h a : 50-400, 83/07/ 1 5, 0307220130. 


Periodic operating reports & related correspondence 


07260363 "Quarterly Data Rept Seismic Monitoring Program, Sh earon 
Harris Nuclear Power Plant, Apr-June 1903. " W/830721 ltr. 

Z IMMEFWAN, S. fl. Carolina Power fc Light Co. 03/07/21. DENTON, H Fi 
Office of Nuclear Reactor Regulation, Director. 2pp, 19733: 03B. 
=24X Fiche: 50-400, 03/07/21, 0307260363 


Reportable occurrences, LERs & related correspondence 


07120395 Interim deficiency rept re receipt of 34 Ruskin Mfg Co 
backdraft dampers ur/one counterbalance arm assembly. In lieu 
of required tuio.Wyle Lab* test result* expected by 030715. 
Extension requested until 03oaoa for submittal of rept. 

PARSONS, ft 11. Carolina Power tt Light Cq. 83/06/29. 0 'REILLY, J. P. 

Rtegion 2, Office of Director. Ip. 19430:197. 24X 

Fiche: 50-400, 03/06/29, 0307120395. 


37110330 Final deficiency rept Item 132 re removal of expansion 
anchors after Insp. Ini 1 1*1 ly reported on B306O1. Manger base 
plate In fuel handling bldg re install ed, torqued & accepted 
by const insp, Insp Procedure TP-39, Rev 5 revised. 

PARSONS, R. M. Carolina Power k Light Co. 03/07/01. 0 'RE ILLY, J- P, 

Flagion 2, Office of Director. 4pp. 19381:301. 24X 

Fiche: 50-400, 83/07/01, 8307 1 10330. 


07120207 Interim deficiency rept re Items 95 k 72 concerning shop 
iwelding in Dergen-Paterson seismic I pipe hangers It 
undersite skewed fillet we Ids. Ini t ia 1 ly reported on 020013 & 
t 103. Final rept by 031003. Also reported per Part 21. 

P ARSONS, ft. M. Carolina Power k Light Co. 83/07/Oi. 0 'REILLY. J. P. 

Region 2, Office Of Director. 5pp. 19423:204. 24X 

F i c h a : 50-400, 83/07/01, 0307 1 20207. 


37130390 Final deficiency rept re Item 136 on pipe hanger frame base 
not*J reduction. Ini tia 1 ly reported on 030606. Frame C-l-193 
will be refabricated u/certifiod matl it will be welded 
onsite. Also reported per Part 21. 

^ARSONS, ft. M. Carolina Power k Light Co. 83/07/05. 0 'REILLY, J. P. 
Region 2, Office of Director. 3pp. 19539:156. 24X 

* i ch »; 30-400, 83/07/05, 0307 1 50380. 


B307220145 Interim deficiency rept Item 129 re weld deficiencies on I TE 
Gould Class IE 400-volt motor control ctrs Initially 
reported on 830400. Ex ten % ion of submittal of rept on 
repor tabi 1 i ty requested to 630831 Also reported per Part 21. 

PARSONS, R. M. Carolina Power V Light Co. 03/07/13. 0 ' RE ILLY. J P. 

Region 2, Office of Director. lp 19604:075. 24X 

Fiche: 30-400, B3/07/13, 8307220145. 


DOCKET 50-406 TUSKEGEE INST, RESEARCH REACTOR 


V Operator Examinations 


0307000427 Generic Ltr 03-12A to all nonpourr reactor licensees re 
Issuance of NRC Form 396, "Personal Qualifications 
Statement - Licensee, 11 Svc list end. 

EISENHUT. D. G. Division of Licensing 03/07/1 1. Michigan, Untv. 
of 14pp. 19563:138 24X Fiche: 50-000, 83/07 /II, 0307000427. 


DOCKET 50-407 UNIV. OF UTAH RESEARCH REACTOR 


F. Security, medical, emergency fire protection plans 


8307200393 Requests assistance In review of licensee 030309 physical 
security plan as part of application for renewal of License 
ft- 126, Enc 1 s withheld (ref 10CFR2 790) 

THOMAS, C.O, Standard 1 sat Ion k Special Projects Dranch. 83/07/13. 
DROWN, W. B Fuel Facility Safeguards Licensing Dranch. lp. 
19672:264. 24X Fich e : 50-407, 03/07/13. B307200393 


8307230616 Requests review of end emergency plan submitted w/830308 
application to renew License ft-126. W/o end. 

THOMAS, C 0. Standard i za 1 1 on k Special Projects Dranch. 03/07/13. 

PAGANO, F. G. Division of Emergency Preparedness & Engineering 

Response (Post 630103). Ip. 19716:362. 24X FI ch e : 50-407, 83/07/ 13, 

0307250610. 


I. Financial information 


8307250504 Forwards un 1 v financial info rept for 1902 re B3030B 
application to renew License R-126 Review should determine 
if applicant Is financially qualified to operate reactoT 
facility for 20-yr renewal, per I0CFR30. 

THOMAS, C. 0. Standardization k Special Projects Branch. 03/07/13. 
NASH, D. A. Assistant Director For State 6 Licensee Relations. 15pp. 
19710:091 24X Fiche: 30-407, 03/07/13, 0307250506 


P. Operating license stage documents k correspondence 


0307130307 Forwards notice of consideration of application for renewal 
ef License fi- 124 for TRIGA reactor 

THOMAS, C. 0, Standard i za 1 1 on k Special Projects Branch. 83/07/07. 
Utah, Univ. -of 2pp. 19923:346. 24X Fiche 30-407,83/07/07, 

8307130307, 


— 0307130310 Notice of consideration of application for renewal of 
License R-126 for TfilGA reactor. 

THOMAS, C.O. Standardization k Special Projects Branch. 83/07/07. 
4pp, 19525:348. 24X F 1 che: 50-407, 03/07/07, 6307130307. 


V. Operator Examinations 


0307080427 Generic Ltr 63-12A to all nonpower reactor licensees re 
issuance of NRC Form 39B, "Personal Qualifications 
Statement - Licensee. " Svc list end. 

EISENHUT, D. 0. Division of Licensing. 83/07/11. Michigan, Univ. 
of. 14pp. 19563: I3B. 24X Fi t h e : 30-000, 63/07/ U » 83070B0427. 


8307270173 Requests review of end 030308 operator requa i i f ication plan 
for License R-126 renewal. W/o end, 

THOMAS, C.O. Standard i i at i on k Special Projects Branch. 03/07/13. 
0DOHEft.HR. Licensee Qua 1 i f ications Branc h. Ip. 19011:154. 24X 
Fiche: 50-407, 33/07/13, 0307270173. 


DOCKET 50-409 LA CRDSSE DOJLtNG WATER REACTOR 


F. Security, medical, emergency k fire protection plans 


0307110559 Releases public version of revised emergency plan 
implementing procedure. 

FELTON, J, M, Division of Rules and Records. 03/06/24. Document 
Management Dranch. lp. 19390:336. 24X Fi che : 50-409, 63/06/24, 

0307110559. 
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B307310171 Forwards modified draft protection order It affidavit of 
nondisclosure I# submits summary of unresolved Issues 
discussed on 830713 Draft incorporates NRC 6 intervenor 
suggestions. Certificate of Svc end. 

FLYNN# S. F Carolina Power & Light Co. 03/07/15 KELLEY# J. L. , 
BRIGHT#©. 0. # CARPENTER. J. H Atomic Safety and Licensing Board Panel 
tlpp. 1 9666: 047. 24 X F i c h e : 50-400# 03/07/1 5# 630721017 1 . 


030721 0203 Confirms 83071B telcon re agreement concerning intervenor 
030630 request for production It interrogatories Applicants 
will respond to discovery requests on Contention 44 bu 
630812 

BAXTER, T. A Shaw. Pittman. Potts & Trowbridge BAXTER, T A 
Carolina Power It Light Co. 03/07/19. REED. D. F. Chapel Hill 
Antl-Nuc leaT Group Effort. 4pp. 19669:043 24X 

Fiche: 50-400.83/07/19, 0307210203. 


6307200 1 05 Answer opposing W Edtfleman 030711 motion to compel discovery 
re applicant response to W Eddleman general interrogatories 
L interrogatories on Contentions 29 8* 37B. Cer t i f i c« te of Svc 
end. Related correspondence. 

HAUSER, D B. Carolina Power & Light Co. BAUSER, D. B. Bhaw. Pittman. 
Potts it Trowbridge, 03/07/26. Atomic Safety and Licensing Board 
Panel 21pp. 19791:268. 24X Fiche: 30-400, B3/07/26, 0307200105 


8307200167 Comments on util 830715 transmittal to ASLB & flunklt 030722 
comments. Clearer statement re not removing safeguards papers 
needed in affidavit of nondisc losure. Site visit would be 
more meaningful at later stage of const, 

BARTH# C A. Hearing Branch 1. 83/07/27. KELLEY# J. L. . 

CARPENTER, J. H, , BRIGHT#©. 0. Atomic Safety and Licensing Board Panel 
2pp. 19791:293. 24X Fi c h e : 50-400, 03/07/27. 8307200167. 


9307260201 Notice of amend to W Eddleman third set of Interrogatories 
to utils. Page 6 should not be included Certificate of Svc 
ent 1. 

EDDLEMAN, U. Eddleman, W. 03/07/19. Carolina Power it Light Co. 
2pp. 19726:206. 24X Fiche; 50-400# 83/07/ 19, 0307260201 . 


8307250247 Forwards RH Odegaarden.P Demis, WC Seidle.F Hawkins & T lip 
signatures to complete NRC 830624 responses to 
interrogatories. 

BARTH.C A. Hearing Branch 1. 03/07/20 EDDLEMAN, W. Eddleman, W 

0pp. 19703:320. 24X Fi ch e: 50-400, 83/07/20, 0307250247. 


8307250346 Response opposing admission of H Eddleman proposed 
Contention 13-AA re NEPA cost-benefit ba lane e. Edd 1 eman 
fails to plead litlgable contention w/adequate basis U 
specificity. 

O'NEILL# J. H. Carolina Power it Light Co. □ 'NEILL# J. H, Shaw# 

P ttman# Potts it Trowbridge. 83/07/20. Atomic Safety and 
B30723M4 0 ° ard Pane1 ’ 7PP> 1^702: 004. 24X Fi ch e : 50-400# 03/07/20# 


8307290142 Advises that second round discovery requests on Contentions 
29 it 37B will be treated as having been served on 030723. 

Original copy lost in mail.Bvc lilt *ncl. Related 
corretp ond ence. 

BAXTER, T. A. Shaw# Pittman# Pott* 6 Trowbridge. 03/07/27. 

EDDLEMAN, W. Eddleman, W. 3pp. 19821; 03B 24X 

Fiche; 30-400# 03/07/27, 8307290142 


K. Utility Final Safety Analysis Report IFBAR) * amends 


8307060121 Forward* Amend 7 to F8AR# in response to draft BER Open Item* 
132, 136# 1 57, 1 98, 1 99, 203# 204 8< 207. P 

MCDUFFIE# M. A, Carolina Power it Light Co. 03/06/30. 

Office of Nuclear Reactor Regulation, Director. 2pp 
24X Fiche: 30-400# 03/06/30, 0307060121. 


DENTON# H. R. 
19231; 197. 


03070601 27 Amend 7 to FSAR. 

e Carolina Power it Light Co. 83/06/30. 36pp 
Fiche; 30-400# 03/06/30# 0307060121. 


1925 1; 199. 24X 


8307230330 Fifth set of interrogatories it request for production of 
documents re Eddleman Contentions 29/30 b 370. Cert i f i cates 
of Svc end. 

BAUSER, D. B. Carolina Power it Light Co. BAUSER# D. D Shaw# 

* Trowbridge. 03/07/20. Eddleman, W. 30pp. 
19702:011. 24X Fi che: 30-400. 03/07/20# 8307230346 


0307260341 Answer to applicant response to motion for extension of time 
,. round interrogatories on environ contentions. 

EDDLEMAN# H. Eddleman# W. 83/07/20. 2pp. 19726 332 24X 

Fiche: 30-400, 03/07/20. 8307260341. * 


B307140267 Advise* that Amend 7 to FBAR distributed to end list of 
Individuals. 

2 IMMERMAN# S. R. Carolina Power it Light Co. 03/07/07. EIBENMUT# D 0 
deeming. 4pp. 19522:333. 24X Fi chf : 30-400, 03/07/07! 


HJU/2/003/ Forward* Amend 8 to FSAR# in response to draft 8ER Open 
Item* 38# 61# 65, 113 !< 202. 


MCDUFFIE, M. A. Carolina Power it Light Co. 03/07/22. 
Office of Nuclear Reactor Regulation, Director. 2pp 
24X Fiche: 30-400# 03/07/22, 8307270037. 


DENTON. H. R. 
19763; 001. 


8307230203 Amend to svc list. 

MILLER, R C. Atomic Safety and Licensing Board Panel. 
19703:305. 24X Fi ch e : 30-400# 83/07/21 # 0307250203. 


03/07/21. 


-uju/«;/uu60 Amend 0 to FSAR. 


• Carolina Power «< Light Co. 83/07/22 
Fiche: 30-400, 03/07/22# 0307270037. 


79pp. 19765:003. 24X 


83 2nr 5 ??? 7 A ; vi5es that 030721 telephone con ference# app 1 leant* * 

NRC did not modify positions taken in written reippns* to 
proposed contentions. W Eddleman will reflect changes in 
written reply tD applicant NRC written responses. 

BAXTER, T. A. Shaw, Pittman# Pott* it Trowbridge, BAXTER# T. A 
Carolina Power I# Light Co. 83/07/21, KELLEY, J, L # BRIGHT, G O . 
?2™n NTER< J ’ H ‘ Atoffllc Safety and Licensing Board Panel. 4pp 
19703:007. 24X Fiche: 30-400, 03/07/21. 8307230337. 


0307280335 Forwards Affidavit of Svc 6 revised distribution list for 
Amftfld 8 to FSAR, 

ZIMMERMAN# 9. R. Carolina Power it Light Co. 03/07/23, EI8ENHUT# D. 0 
8307280333 LUtn,ln5 * 4pp ’ » ’789: 001. 24X Fiche: 30-400, 03/07/23# 

G Inspection report*# IE Bulletins i* correspondence 


0307260360 Advises that util doe* not accept W Eddleman 830623 reply 
as conforming to ASLB 030327 holdings on General 
Interrogatory 2 re identification of expert* or witnesses. 

Svc list end, Related correspondence. 

BAXTER, J. A. Shaw# Pittmani Pott* 4# Trowbridge. BAXTER# J A 
5?^™® P0W * r * Li#ht Cq - W07/22. KELLEY# J. L. # BRIGHT,© 0 # 
At0mic SaPet Y and Licensing Board Panel. 3pp. 
19733:031. 24X Fi che; 50-400, 03/07/22# 0307260360. 

0307260483 Objections to applicant 830711 draft affidavit of 
nondisclosure 6 protective order governing access to 
security plan info. Proposed restricted time schedule makes 
propar review d i f f ic ul t. Cert i f i cate of Svc end. 

^ i , J ° ln ? InttrV * nora-ShflarQn Harrls ’ 83/07/22. Atomic 
safety and Licensing Board Panel. llpp, 19731- 143 24 X 

Fiche; 50-400,83/07/22# 0307260483. 

* Interrogator!## oo 

EDDLEMAN,^ Eddleman# W. 03/07/25. Carolina Power it Light Co. 
31pp. 19727:007. 24X Fi ch »; 50-400# 83/07/23, 8307260240. 

0307280163 Requests response to 030630 interrogatories on Joint 
Contention 11 or request for extens ion. Early response 
important due to 830701 deadline for motion for summary 
disposition. Svc list end. 

BAXTER#!. A. Shaw, Pittman, Potts it Trowbridge. BAXTER, T A 

Carol ina Power it Light Co. 03/07/25. PAYNE, M. T. Edelstein 6 Paune 

3pp. 19792:076. 24X Fi ch e : 50-400, 03/07/23# 0307280163 9 


83 SIi 40301 IE Insp Rep ts 30-400/03-19 it 30-401/03-19 on 

830331-0602. No noncomp 1 lane • noted. 

IiT^FV L F I c D ‘ M r D fT i,1 « ri ° f Pr0J,ct & Programs, 03/06/22. 

UTLEY# EE. Carolina Power it Light Co, 2pp. 19323:063. 24X 

Fiche: 30-400# 03/06/22, 0307140301. 

—8307140385 IE i n *p Rapt* 30-400/03-19 it 30-401/83-19 on 830331-0602 No 
M?r n « C ™ P , 1 , 1 f j ric# ri no ^ 4f - Major areat inspected; fire protection. 

MILLER#W. H. Region 2# Office of Director. CONLON# T. E. Division 
ir>9 k Radiological Safety Program*. 03/06/20. 3dd. 
19323:067. 24X Fiche: 30-400# 03/06/22# 8307140381. 

0306270401 IE Info Notice 03-46# "Common Mode Valve Failure* Degrade 
S,, t C , rCUlatIfln 8pr#v Subsystem. M Svc list end. 

JORDAN# E, L. Division of Emergency Preparedness * Engineering 
5” pon " (F, ”t Q30103). 03/07/11. Consolidated Edi.on Co of New 

York# Inc. 134pp. 17363:293. 24X Fiche: 30-000, B3/07/1 1# 8306270401. 


0306270404 IE Info Notice 03-47# "Failure of Hydraulic Snubber* a. 
of Contaminated Hydraulic Fluid. " Svc list end. 

JORDAN# E. L. Division of Emergency Preparedness * Engineering 
Response (Poet 830103). 83/07/12, Consolidated Edison Co of New 

Y rk# Inc. i4ipp. 19363.133. 24X FJ che: 30-000# 03/07/12# 0306270404, 

0307220333 Ac k receipt of 830616 ltr informing NRC of steps taken to 

30-401/83-1 6* UQn * n0t * d in IE In,P R#pfci 5 °-*°0'G3-l& £ 

UTLEY* E E o f Pro J”J J Resident Program*. 83/07/12. 

UTLEY#E. E Carolina Power it Light Co, 1 p . 19673:339 24X 

Fiche; 30-400# 83/07/12, 8307220333 * 
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—8307220336 Responds to NRC 030919 ltr re violations noted in IE Insp 
Repts 50-400/03-16 ft 30-401 /B3- 16. Cor r ec t i ve ac t i ons : cab I e 
tray & cable tray support insp programs revised. 

PARSONS, R. M. Carolina Power V Light Co. 83/06/16 O'REILLY, J P. 
Region 2, Office of Director. 3pp. 19675 340 24X 

Fiche: 50-400, 03/07/12, 0307220333. 


IE In * p R0 P ts 50-400/83-16 It 50-401/03-16 on 
930320-0420 U notice of violation. 

S' D* vis l°n of Project ft Resident Programs. 83/05/19. 
UTLEY# E. E. Carolina Power 6 Light Co. 2pp. 19675' 343 24X 

F 1 c h e : 50-400, 03/07/12# 0307220333. 


03O 7 22O!45 Interim deficiency rept Item 129 re weld deficiencies on ITE 
Gould Class IE 400-volt motor control c tr s. Ini t iatly 
reported on 030408, Ex tension of submittal of rept on 
repor tab 1 1 i ty requested to 930831. Also reported per Part 21. 

PARSONS# R. M. Carolina Power ft Light Co. 83/07/13. 0 'REILLY, J. P 

Region 2, Office of Director. Ip. 19684.079 24X 

Fiche: 30-400, 03/07/13, 0307220145 


DOCKET 50-406 TUBKEGEE INST RESEARCH REACTOR 
V Operator Ex ami na t ions 


-0307220344 IE Insp Repts 50-400/03-16 ft S0-401/83-16 on 830320-0420 
Noncompliance noted: insp status of electrical raceway 
supports not completed prior to installation of cable 
tray l. 

MAXWELL# G. F. # PREVATTE, R. L. Region 2, Office of Director. 

Division of Project & Resident Programs, 03/05/17. 5pp 
19673:346. 24X Fi c h e : 50-400# 83/07/ 1 2, 0307220333. 


8307QB0427 Generic Ltr 03-12A to all nonpower reactor licensees 
issuance of NRC Form 390, "Personal Qualifications 
Statement - Licensee." Svc list end 

EISENHUT# D. G. Division of Licensing 83/07/11. Michigan. 
of 14 PP 19363:130 24X F i c h e : 50-000# 83/07/ ! 1 , 0307080427 


re 


Uni v. 


0306270406 IE Info Notice 03-48# "Gaseous Effluent Releases of 
Radioactive I-I23 * I-I31 in Excess of NRC Limits." Svc list 
end. 


M «*w?i Vl ! l0n Pf QAt S *^«guards ft Inspection Programs <Post 
030103). 63/07/14. Consolidated Edison Co. of New York# Inc 

114pp. 19713:270. 24X Fi c h e : 50-000# 03/07/ 1 4r 0306270406. 


0307220130 Ack receipt of 830630 8 < 0701 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-400/03- IB ft 50-401/03-10. 

D ! vlu<m of Project Resident Programs 83/07/15. 

UTLEY# E. E. Carolina Power & Light Co. Ip 19684 055 24X 

Fiche: 50-400, 03/07/15# 8307220130. 


~~ B3 ™?2i 33 /° rUflrd * IC Intp Rb P** 50-400/03-18 ft 50-401 /03-1Q on 
830420-0320 fc notice of violation. 

VERRELLI# D. M. Division of Project 8# Resident Programs, 03/O6/1C 
UTLEY# E. E. Carolina Power ft Light Co. 2pp. 19604- 056 
Fiche: 50-400, 83/07/ 1 5, 8307220130. 


24X 


DOCKET 50-407 UNIV. OF UTAH RESEARCH REACTOR 
p _ Security, medical, emergency f. fire protection plans 


B3Q720O393 Requests assistance in review pf licensee 030308 physical 
security plan as part of application for renewal of License 
R-126. Enc 1 s wi thheld (ref 10CFR2 790). 

Standardi xatlon 6 Special Projects Branch. 03/07/13. 
BROWN# W. D. Fuel Facility Safeguards Licensing Branch. 

19672:264. 24X F 1 c h e : 30-407, 83/07/ 13# 0307200393 


Ip. 


8307290610 Requests review of end emergency plan submitted w/B3030B 
application to renew License R-126. U/n encl. 

Standard i zat ion ft Special Projects Branch. 03/07/13. 
PAGANQ, F. G. Division of Emergency Preparedness St Engineering 

< Post 03O1O3) - !P 19716:362. 24X Fiche: 50-407, 83/07/13, 


I. Financial information 


-8307220141 IE Insp Repts 50-400/03-18 ft 50-401/83-10 on 830420-0320. 
Noncamp 1 lane e noted: fai lure to document completion of 
training programs in electrical training U welding. Arc 
strikes noted in heat affected tone ft base motal. 

PREVATTE# R. # MAXWELL#0. Region 2, Office of Director. DEMIS, P 
Division of Project fc Resident Programs. 03/06/10. 6pp. 
19684:059. 24X Fiche: 50-400, 03/07/15, 0307220130. 


0307290906 Forwards univ financial Info rept for 19B2 re 830300 
application to renew License R-126 Review should determine 
if applicant is financially qualified to operate reactor 
facility for 20-yr renewal, per 10CFR90. 

a' Standardization f Special Projects Branch. 83/07/13. 
Va^io D k=. A »9lstant Director for State ft Licensee Relations. 19pp. 
19718:091. 24X Fiche: 50-407, 83/07/ 13, 0307290586. 


R. Periodic operating reports & related correspondence 


P, Operating license stage documents ft correspondence 


8307360363 "Quarterly Data Rept Seismic Monitoring Program, Shearon 
Harris Nuclear Power Plant, Apr-June 1903." W/030721 ltr. 
ZIMMERMAN, 9. R. Carolina Powor ft, Light Co. 83/07/21, 

Office of Nuclear Reactor Regulation# Director. 2pp 


24X Fiche: 30-400, 83/07/2 1 # 0307260363. 


DENTON# H. R. 
19733: 030. 


0307130307 Forwards notice of consideration of application for renewal 
of License R-126 for TRIGA reactor. 

THOMAS# C.O. Standardi zation ft Special Projects Branch. 83/07/07. 
Utah, Univ. of. 2pp. 19525:346, 24X Fi che: 90-407, 83/07/07, 

8307130307. 


9. Reportable occurrences, LERs ft related correspondence 


8307120395 Interim deficiency rept re receipt of 34 Ruskin Mfg Co 
backdraft dampers w/one counterbalance arm assembly# in lieu 
of required two.Wyle Labs test results expected by 830715 
Extension requested until 030808 for submittal of rept. 

PARSONS, R t M, Carolina Pouibt U Light Co. 03/06/29, 0 'REILLY, J. P. 

Region 2# Office of Director. Ip. 19430; 197. 24X 

Fiche: 50-400, 03/06/29# B307120395. 


3307110338 Final deficiency rept Item 132 re removal of expansion 
anchors after insp. Ini tial ly reported on 830601. Hanger base 
plate in fuel handling bldg reinsta 1 1 ed, torqued ft accepted 
by conit insp. Insp Procedure TP-39# Rev 5 revised. 

PARSONS# R. M. Carolina Power ft Light Co. 03/07/01, 0 'REILLY# U. P. 

Region 2, Office of Director. 4pp. 19381:301 24X 

Fiche: 50-400, 83/07/01 , 0307 1 10338. 


3307120207 Interim deficiency rept re Items 95 ft 72 concerning shop 
wilding in Der gen-Paterson seismic I pipe hangers t* 
undersize skewed fillet welds. Initially reported on 02OB13 ft 
1105. Final rept by 831003, Also reported per Part 21, 

PARSONS, R. M. Carolina Power l< Light Co. 83/07/01, O'REILLY# J. P. 
Region 2# Office of Director. 5pp. 19423:284, 24X 

Fiche: 50-400, 03/07/01, 8307120207. 


■0307130310 Notice of con* i d erat i an of application for renewal of 
License R-126 for TRIGA reactor. 

THOMAS# C. 0. Standard 1 zat ion ft Special Projects Branch. 83/07/07 
4pp, 19525:348. 24X Fi c h e : 50-407, B3/07/07, 8307 130307. 


V. Operator Examinations 


0307090427 Generic Ltr 83-12A to all nonpuwer reactor licensees re 
issuance of NRC Form 398# "Personal Qualifications 
Statement - Licensee. " Svc list encl. 

EISENHUT, 0, G Division of Licensing. 03/07/11. Michigan# Univ. 
of 14pp. 19563:138. 24X Fiche: 50-000# 83/07/1 1, 8307080427. 


8307270173 Requests revlow of encl 830308 operator requalification plan 
for License R-126 renewal. W/o encl. 

THOMAS# C,0. Standardization 6 Special Projects Branch. 83/07/13. 
BOOHERrH. R. Licensee Qualifications Branch, Ip 1901 1 154 24X 
Fiche: 50-407# 83/07/13# 0307270173. 


DOCKET 50-409 LA CROSSE BDILING WATER REACTOR 
F, Security, medical# emergency & fire protection plans 


1307150300 Final deficiency rept re Item 136 on pipe hanger frame base 
metal reduc tion. Ini tially reported on 830606. Frame C-I-195 
will be r« Fabricated w/certi f led matl ft will be welded 
onsite. Also reported per Part 21. 

PARSQN8, R.M. Carolina Power ft Light Co. 03/07/05. O'REILLY# U. p 
Region 2, Office of Director. 3pp. 19539:156. 24X 

Fiche: 50-400# 83/07/05, 8307150300. 


0307110559 Releases public version of revised emergency plan 
implementing procedure, 

FELTON, J, M. Division of Roles and Records. 03/06/24. Document 
Management Branch. Ip 19390:336, 24X Fi c h e : 50-407# 03/06/24, 

8307110559 
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” 03 Sri«J5?. p Si‘5 v 'r i< ”' ° f ? to pi« i«pi,n.nting 

U?” r«.^ Jir« C ° n *' ti °'" 4 «"Pon» " H / e305 o 4 

■ CRUTCHFIELn'h LIM n EI, ' F t f>0 " er Cooperative B3/04/13. 

CRUTC HF I E LD,D. Operatin* Reactors Branch 5. 34pp. 19390- 337 

24X Fiche: 50-409,83/06/24, 03O7HO5S? 

S ele nf e ? ? UblU Verslor> of rev >* & <* emergency plan 
FELTON, J. M Division of Rules and Records. 63/06/24 Document 

,,,3a03a »* Fic 6 . so-^ea/^ir 

Pu ‘ l ‘ c Y"* 1 "" “ f "•» 4 to eo.orj.ncq plan. W/8306O! Ur. 
Dairyland Power Cooperative. 03/05/31. CRUTCHFIELD, D 
Operating Reactors Oranch 3 HIND. J. A. Region 3, Office of 

0307120612 19433:040 34X Fiche: 30-409,83/06/24, 

S3 Ll|!''B^3 3 F ^URE2-0?37''IuLf°?/' ldl ‘" f ° ” 83M0a *• G.n.r.c 

ffe.r lNUREG 0737 , Supp 1 I> re emergency response 

CRUTCHFllLD r S <lUl ^ emen Jf R *n P ° n,e requested within 30 dag* 
na D ' 5P e|,atir »fl Reactors Branch S. B3/07/12. LINDER, f 

Dalryiand Power Cooperative. 4pp 

F i c h e : 30-4 09 , 33 / 07 / 1 2 , 8307 i 40296 


anch 3. 
19523: 311 


r tlCa ° f ^om lOCFRSO.App ft, 

IL V* 111 * r virement* for fire protection in 

CRUTCHFIELD D n * Um ' Crlb hou ” * **»■• protection SER. 

CRUTCHFIELD, D Operating Reactors Branch 5 33/07/12 LINDER F 

Da iry land Power Cooperative. 3pp. 19520 230 24X 

Fiche: 50-4 09,83/07/12, 0307140419 

—3307140423 Exemption from lQCFRSO.App R,8ection III A & III O 
requirement* for f* re protection in diesel TirlLur P li P 
acceptable AU?rnat * fir * protecUon configuration 

Division of Licensing. 83/07/12. Dairy land Power 

SSStISm!; - ” ,,520: ” 3 24X F,ch.:SO-407,a 3 /07j[2, 

~B3»7I404 3 a evaluation flre prot.ctia,, SER Op.n lt. m s 

f l. 3,3 1.2212) «, 3. 1. 29 re heat detector circuit 

:r:::r fo i e " ct '' 1 ” 1 ...n «, 

signaling sys. Item* acceptable. 

^v l ^ ar Reactor Regulation, Oirector 03/07/12 4po 

19320.^61. 24X Fiche; 50-409, 03/07/12, B307 1 404 1 9 ' ^ PP< 

- ■«»> * - 

CRUICH FI ELD,D. Operating Reactors Branch 5. 03/07/26 LINDER F 
Dairyland Power Cooperative. 2pp. 19767 170 24X LINDER, F. 

Fiche: 50-409,03/07/26,8307270455 

0 Adjudicatory Correspondence 

8307140438 Decision ALAD-733, af f irming LDP-82-50, LDP-S1 -7 * IBP-M-M 

^oE^^'c r 7‘ e 4/ t r , r ed “ ««' 23 

2^193S1 : !W an<l L<c *"“"« Appsal Pan.l. 33/07/13 

tfpp. 19521.252. 24X Fi the: 50-409, 03/07/13, 0307140430. 


P. 


std 9 e rfoc w^ents corresponds 


LAC-TRM 16 r ‘ ° f EPIN0 ' 4 l ” Technical R.pt 


^ HA nx* ,PW ‘ Dairy land Power Cooperative 

W0?«iU4° f DiTeCtOT - 3PP ,9693;36 °' 


?l_l!!!!!!^ 0n r f portfi ' IE ^lletlm h correspondence 

B30703002B Advises of actions taken re potential matl falsa (tlt . , 
documented in IE Insp Rapt 30-409/93-03. Discrepancy * 

involving response to SEP Topic 1 1 1-4. C occurred due to lack 
of understanding by employee. 

JACK 114, IN Region 3, Office of Director 
Division of Project & Resident Programs 
Fiche: 30-409, 03/06/29,8307030020. 


93/06/29. MOREL IUS, C. E. 
Ip. 19220:284, 24 X 


9307080519 Updates status of in-vivo analyse, program per 930314 ltr 
hnS Pt °- 4 O^-0B, outlining time table mili.tcme* 

B307l5 b H C ° Uf,ttr »*P #c ted to be modified i. operational by 

SHAFER, P W_ Dairy land Power Cooperative. 03/06/30. OREOER, L R 
Region 3, Office of Director. 2pp. 19345-356 24X 

Ffche: 50-409,83/06/30, B3O7OBO510. 

9307000015 Forwards addendum to IE Insp Root 50-409/02-17 cu.i, n 
Item* 409/01-17-03. 409/02-i 7-02 6 409/B2- iy-i, rl ??- 37 ° P ' n 
d i sagreements. 

L < rNDER E F l ~u C 'n < 3j Df,lc * of Director. ©3/07/03. 

N ? E ^ Dair V lanrf Power Cooperative. 2pp. 19331:217 24X 

Fiche: 30-409, B3/07/03, 830708001 5. X 

— B307080019 Addendum to IE insp Rept 30-409/92-17 re conflrmatoru 
measurement* program. Tabl es II & m. conrirmatory 

* Region 3, Office of Director. 83/07/05. 2pp 19331-219 sav 
Fiche: 30-409, B3/07/05, 83070800 J 3. PP ' =4X 

0306270401 IE Info Notice 83-46, "Common Mode Valve Failures Deorade 
S;; [ *»•., s U b. g .t..,- svc u,, ” c i * * 

i ,™ 10 ? 1 ' »w/n. con.oud.t.d cJ* 0 

I rnc. 154pp. 17363:773. S4X F ich 30-000. B3/07/H, B3062 


f Ntu 
0306270401. 



I41pp. 19363:133. 24 X F i ch e : 30-000, 03/07/ 12, 8306270404. 

4pp. 19713.270. 24X Fiche: 30-000, 83/07/14, B306270406. 

0307210249 Act receipt of 83070Q Ur informing NRC of steps taken to 

,o r n v a L in iE in * p ^-409/03-0; ^ Uk,n to 

n . , Region 3, Office of Dlrecter. 03/07/13 LINDER. F u 

yrini^Krss^xsSwSioM?: i, '’ i4:i6 °- ^ 

~:ss: wa :: » — 

LINDER, F. Dai ry 1 and Power Cooperative. B3/O7/O0 KEPPLFft. j a 

5:»i— -S' «**»• » p »lr«*.r. 3pp. 19664 161 34x 

Flcha: 50-409, B3/07/I5, 0307210249 


R, 


Periodic operating report* ti related c 


orrespanden-c e 


03/06/30. PAUL, R. Region 
24 X Fiche: 30-409, 03 /06/30, 


83 L^DFn 3 r ,,l J c DWR Annual Rapt 1902.” M/830217 ltr. 
LIHDEflrF. Dalruland Power CoooBrafclva an/nnyi-T 


Region 3, Office of Director. ilpp. 
Fiche: 30-409, 83/02/17, 8307220222. 


19674:005. 24X 


“SF’ : rv : “ :: r:„v 

eiaeNHur'U o L 4 . 1 ®?' 1 f ' 1 ' 1 s vc list 6n <i. 

™; D ‘ f ^ Mc i:;r s ,73^^ s - 2 „ c — 

Fiche: 30-000. 83/07/05. B30&270397 PP 317 2 * X 

83 ^°^ n C — iC Ltr B3 " 27 t0 aU * icensees «, applicants for 
?! lOTMillSJ ,r : e f Ct ° r ? fc ““Iders of CPs for power reactors 
EISFUHUT i 1 ? n! n ^ rVal * in ST8 ' Svc end. 

EISENHUT.D. Q. Division of LUonsinj B3/07/06 Coniolld.t., 

Edison Co. of M.u York. Inc. 16pp. 1766? 2S4 Con 5 » 1 ‘ * * 

Fiche: 30-000, 83/07/06, 8307060329. 

» f -MV-tln, reactovs. 

SS^KSf.*« ‘"O 1 •* B.I« ATMS 

-Ho r w -c Li£ ^ ns „^ e 24X — 1 

Fiche: 30-000,93/07/00,6307000169 24X 


a3 00aDmN 3 u M s nt,, Lr™ES r r t,n S 7"! 1 f ° r 1783 “'830600 Ur. 

Office At D. LINDER, F, Dairyland Power Cooperative, 83/06/07 
Office of Resource Management, Director 1 2 0 b io A7 ,, nu ;,,L 

Fiche: 50-409,03/06/07,0307220225. PP ' ,9A74>01 ^ a4 ^ 

!— .. « C «TMM»1' EE Rs t r,l,t„ coTrsspondancp 

Ch«^li h i 9h a C bg P h V 5ical diffurences in s ens i ng 1 i net 

Channel 3 ad j us t« d, W/03062? ltr. 9 lines. 


Ch, 

OOODMAN, L. 0. 

KEPPLER, J. O 
Fiche: 30-409, 03/06/29, 03O7f 10127. T 


tr. 

LINDER, F. Datryland Power Cooperative. 03/06/29 
.5“£ ? “ f Df Director. 4pp, 19375:014. 24X 



DOCKETED ITEMS 


0307200264 LER 03-003/0 1T-Q: on 030708. p e rsonne 1 airlock failed Type 0 
l»4k test dui to out of adjustment of outer door sealing 
mechanisms- During retest, inner door gasket came out of seat 
A airlock leakage exceeded acceptance cr i ter ia . W/0307 1 1 ltr 
GOODMAN. L. S. , LINDER, F. Dairy land Poorer Cooperative. 83/07/11. 
KEPPLER. J. 0. Region 3. Office of Director. 3pp. 19651:241. 24X 

Fi c h e : 30-409. 83/07/ 1 1 . 8307200264. 


0307220401 PNO- 1 1 1-03-062: on 0307 10* reac tor tripped From 93'/ power due 
to loti of forced circulating water pumps. Pumps tripped due 
to leak in seal injection sys. Caused by failed gasket on 
flour ind i cator. Reactor in cold shutdown. 

JACKIW, I. . SHAFER. W. Region 3* Office of Director. 83/07/10 Ip. 
19683:001. 24X Fl c h e ; 30-409. 83/07/18. 8307220401 . 


8307260574 PNO— 1 1 I— 03— 062 A: on 0307 16.15.000 gallons radloactlvely 
contaminated water leaked from seal injection sys into- 
reactor containment subbasement. Caused by gasket failure, 
due to overpressur i lation. Water pumped out. 

JACKIN. I. i SHAFER. N. Region 3. Office of Director. S3/07/20. Ip. 
19732:090. 24X Fi ch i: 30-409. 83/07/20. B307260374. 


DOCKET 30-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


A, App 1 ication/const rue ti on stage documents correspondence 


8307060425 Summary of Caseload Forecast Panel 030222-24 site meetings 
w/util re resource needs for licensing ac t ivi ties, d esi gn 
review & const progress. 

HAUGHEY, M. Licensing Branch 2. 03/06/24, Licensing Branch 2. 

14pp. 19299:333, 24X Fi c he : 30-410. 03/06/24. 0307060423. 


8306270395 Generic Ltr 03-24 to all QWR applicants for OL & holders of 
OLs for Grand Oulf, LaSalle 8i Susquehanna re TM I Task Action 
Plan Item I. 0. 1. “Special Lou Power Testing & Training 
S, Recommendations for BWRs. " Syc list end. 

EIBENHUT. D. 0. Division of Licensing. 03/06/29. Long Island 
Lighting Co. 26pp. 19384:115, 24X Fi ch« : 30-000. 83/06/29, 

8306270393, 


0306270397 Generic Ltr 83-26 to all applicants for OLs & holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list end. 

EISENHUT , D. 0. Division of Licensing. 83/07/05. Consolidated 
Edison Co. of New York, Ine. 16pp. 19390:317. 24X 

Flcha: 30-000. 03/07/09. 8306270397. 


0307060329 Generic Ltr 03-27 to all licensees &. applicants far 
operating power reactors & holders of CPs for power reactors 
re surveillance intervals in STS. Svc list end. 

EI8ENHUT. D. 0. Division of Licensing. 03/07/06. Consolidated 
Edison Co. of New York, Inc. I6pp. 19669:294. 24X 

Fi ch#: 30-000, 83/07/06, 0307060327. 


8307000169 Generic Ltr 83—28 to all licensees of operating reactors, 
applicants for QL U holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list end. 
EISENHUT. D. G. Division Of Licensing. 03/07/08. Consolidated 
Edison Co. of New York, Inc. 30pp, 19669:269. 24X 

Fiche: 30-000, 03/07/00, 03070001 69. 


8307200374 Assures that reviews of Tech Specs & security plan 
proceeding on schedules compatible w/approved review 
schedule, in response to 830707 memo. 

THOMAS. C. 0. standardi lation h. Special Projects Branch, 03/07/08. 
6CHWENCER, A. W. Licensing Branch i. ip. 19636:362. 24X 

Fiche: 30-410, 03/07/00, 8307200374. 


0307220407 Submits c 1 ar i f 1 ca fc t on of weld design for pipe supports. 
Clarification will be reflected in amend to FSAR scheduled 
for submittal during Third Quarter 1983. 

RHODE, G, K. Niagara Mohawk Power Corp. 83/07/10. SCHWENCER, A. 
Licensing Branch 2. Ip. 19687:361. 24X Fiche: 30-410, 03/07/ 10, 

8307220407. 


D. NRC Draft/Final Environmental Statements, suppls correspondence 


0307200538 Forwards notification & agenda for 830002-03 environ site 
visit & 830802 public meeting in Oswego»NY to review Issues 
for preparation of EIS - OL stage. 

SCHWENCER, A. Licensing Branch 2. 03/07/13, RHODE, G. K. Niagara 

Mohawk Power Corp. 2pp. 19672:291, 24X Fiche: 50-4 10, 03/07/13, 

8307200930, 


— 8307200543 Notification of 830802-03 environ site visit & S30802 
public meeting In Oswego, NY to review issues for preparation 
of EIS - OL stage. 

HAUGHEY, M. Licensing Branch 2. 83/07/13, SCHWENCER, A. Licensing 

Branch 2. 5pp. 19826:296. 24X Fiche: 50-410, 83/07/13, 0307200938. 


0307200187 Forwards newspaper notice of 030002 public meeting in 
Oswego, NY to discuss environ concerns for EIS. 

SCHWENCER, A Licensing Branch 2. 83/07/20 RHODE, G. K. Niagara 

Mohawk Power Corp. 3pp. 19026:263. 24X Fic he: 50-410, 03/07/20, 

0307280187. 


F. Security, medical, emergency fire protection plans 


8307200374 Assures that reviews of Tech Specs h security plan 
proceeding on schedules compatible w/approved review 
schedule, in response to 030707 memo, 

THOMAS. CO. Standard i lat i on 6 Special Projects flranch, 03/07/00. 
SCHWENCER, A. M Licensing flranch 1. Ip. 19696:362. 24X 

Fiche: 90-410, 83/07/0B, B30720G374 


G. Adjudicatory c or r e sp ond ence 


8307140461 Advise* that if Multiple Interveners expect to withdraw 
030614 petition to intervana, notice af withdrawal should be 
filed within 2 wk s . 

MARGULIES. M B. Atomic Safety and Licensing Board Panel, 93/07/12. 
WHITE, A F DeQraff, Foy. Conway L Halt-Hams Ip. 19921:241. 24X 

Fiche: 30-410, 03/07/12, B307140461, 


8307190191 Requests filing of Multiple Intervenor withdrawal oP 
petition, per 830623 ltr, 

CONNER, T. 0. Niagara Mohawk Power Corp. CONNER, T, fl, Conner & 

Wet ter hahn. 83/07/14. WHITE. A. F DeGraff, Foy, Conway h 
Holt-Harris, lp. 196 30:141. 24X Fl che ; 30-4 1 0, 83/07/ 1 4, 0307 190 I 9 1 . 


Q, Inspection reports. IE Bulletins It correspondence 


0307010002 Forwards IE Mg t Meeting Rept 90-410/03-09 on B30323, 

8TAR0STECKI, R. Division of Project * Resident Programs 03/06/14, 

RHODE, 0. K, Niagara Mohawk Power Corp. 2pp 19169 001 24X 

Fiche: 30-410, 83/06/14, 8307010002 


— 0307010005 IE Mg t Meeting Rept 50-410/83-09 on 030523, Major area* 
discussed; util overview of contractor performance at const 
site. 

KISTEft, H. D. KEIMIG, R. n. Region I, Office of Director. 83/06/13. 
2pp. 19169:083. 24X Fich e; 30-410. 83/06/14, 8307010002, 


0307010029 Forwards IE Insp Rept 50-410/03-05 on 030425-0527 & notice 
of vio la t ion 

3TARDBTECKI, R Division of Project & Resident Programs. 03/06/15, 
RHODE, O R. Niagara Mohawk Power Corp. 2p p 19169:177. 24X 

Fiche: 30-410, 03/06/13, 8307010029. 


— 0307010032 Notice of violation from insp on 830423-0527. 

* Region 1, Office of Director. 83/06/19, 2pp. 17169:179, 24X 

Fiche: 30-410, 83/06/13, 8307010029. 


8307010036 IE Insp Rapt 50-410/03-03 on 030433-0527. Noncomp 1 1 an c o 
nq ted: fai lure to identify nonconforming trends for casual 
indications i< take subsequent corrective action 

SCHULZ, R. D. , GRAMM, R. A., KISTER, H. fl. Region 1, Office of Director 
83/06/10 llpp. 19169:181. 24X F i c he : 50-4 10, 03/ 06 / 1 3 , 

0307010029. 


B307070062 Responds to NRC 030426 ltr re notice of violation U proposed 
imposition of civil penalty. Corrective actlon*:all trainees 
required to meet etluc U experience requirmonts of GAD 2.9, 
as well as demonstrate prof i c i ency, prior tn certification. 

RHODE, G. K. Niagara Mohawk Power Carp. 03/06/30. Director's 

Office, Office of Inspoction and Enforcement, 6pp. 19293:203. B4X 

Fiche: 30-410, 83/06/30, 8307070062, 


0306270401 IE Info Notice 03-46, "Common Mode Valve Fa J lure* Degrade 
Burry Recirculation Spray Subsystem. " Svc list end. 

JORDAN, E. L. Division of Emorgency Preparedness & Engineering 
Response (Post 030103). 03/07/11 Consolidated Edison Co. of New 

York. Enc, 134pp. 19563:293, 24X Fic h e: 30-000, 83/07/1 I . 0306270401 . 


0306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubben as 
Result of contaminated Hydraulic Fluid," Bye list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 030103), 03/07/12. Consolidated Edison Co. of New 

York. Inc. 141pp. 19363:193. 24X Fiche: 50-000, 83/07/12. 0306270404 , 


0306270406 IE Info Notice 03-40. "’Gaseous Effluent Releases of 
Radioactive 1-129 U 1-131 in Excess of NRC Limit*. »■ Svc list 
• ncl. 

TAYLOR, J. M Division of QA, Safeguards & Inspection Programs (Post 
030103). B3/07/14. Consolidated Edison Co. of New York, Inc 

114pp. 19715:270. 24X Fi c h e : 30-000, 03/07/ 1 4 , B30627D406, 
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S. Reportable accurrenceii LERs L related correspondence 


0307190151 Interim deficiency rept re discrepancies in WJ Woolley 
Co GA documentation. Ini tial lg reported on 830504. Rbc or d * 
reviewed for compliance w/Iruiln Steel Co GA manual. Final 
rept expected by 830915. 

MANNQ, S. F. Niagara Mohawk Power Corp. 83/06/03. STARDSTECK1 , R. 
Division oP Project 8« Resident Programs. 2pp 19636:206. 24X 

Fi che: 50-410, 83/06/03, 8307190151. 


8307210059 Interim deficiency rept re environ U seismic qualification 
documentation of certain control room equipment. Ini tial lg 
reported on 620921. Items 1-13 qua 1 i f i ed, I terns 14 fr 15 placed 
in qualification program it Items 16 & 17 will be qualified. 

DlSE,D. P. Niagara Mohawk Power Corp 83/07/11. STARQSTECKI* R. 
Division of Project 6 Resident Programs. 2pp. 19660:269. 24X 

Fic he: 50-410, 03/07/1 1 , 8307210059. 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


A. App 1 lea t ion/cons true 1 1 on stage documents & correspondence 


8306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants for OLs 6 holders of CPs for Meetinghouse PWRs 
re safety evaluation of “Emergency Response Guidelines. M 
Svc list end. 

EISENHUT, D. 0. Division of Licensing. 03/06/03, Yankee Atomic 
Electric Co. 10pp. 19563:116. 24X Fiche: 50-000, 83/06/03, 

8306060070, 


8307070036 Responds to 830615 request for info re presence of federally 
listed or proposed endangered fc threatened species within 
plant impact area. Compilation of federally listed endangered 
If threatened species in State of PA end. 

KULP,C.J. Interior, Dept, of, Fish i. Wildlife Service. 83/06/30. 
KNIGHTON, G. Licensing Branch 3. 5pp 19293:242. 24X 

Fic he: 50-412, 83/06/30, 8307070036. 


8306270397 Generic Ltr S3-26 to all applicants for OLs holders of 
CPs for power reactors r* clarification of surveillance 
requirements for diesel fuel Impurity. Svc list end. 

EISENHUT, D. 0. Division of Licensing. 83/07/05. Consol idated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Fiche: 50-000,03/07/05, 8306270397. 


8307060329 Generic Ltr 83-27 to all licensees 6 applicants for 
operating power reactors 8c holders of CPs for power reactors 
re surveillance intervals in STS. Svc list end. 

EISENHUT, D. G. Division of Licensing. 03/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:254. 24X 

Fiche : 50-000, 83/07/06, 8307060329. 


83070B0169 Generic Ltr 03-28 to all licensees of operating reactors, 
applicants for OL 6 holders of CPs re required actions based 
on generic implications of Salim ATW8 events. Svc list end. 
EISENHUT, D. G. Division of Licensing. 03/07/08, Consolidated 
Edison CO of New York, Inc. 3Bpp. 19669:269. 24X 

Fiche: 50-000, 03/07/08, 83070B0169. 


8307220043 Requests priority review of SRP differences to evaluate 
util justification for deviation. Review results requested 
by 030729. 

LAZO, L. Licensing Branch 3. 83/07/08. TERAO, Q. , LEU, K. C. . 

PICHUMANI, R. NRC - No Detailed Affiliation Given. 2pp. 19691:350. 
24X Fiche: 30-412, 03/07/00, B3O7220043. 


8307220046 Summary of 030607 meeting u/util in Bethesda,MD re OL 
application. Li st of attendees end. 

LAZO, L. Licensing Branch 3. 03/07/11. Licensing Branch 3. 40pp. 

19692:082. 24X Fi ch e : 50-4 1 2, 83/07/li . 0307220046. 


63Q72B0367 Forwards responses to 830504 acceptance review questions 
to safety-related struc tures, sy s & components, OA program, 
fracture prevention of containment pressure boundary U 
inadequate core cooling. 

HOOLEVER, E. J. Duquesne Light Co. 83/07/14. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. lipp. 19796:107, 24X 

Fiche: 50-412, 03/07/14, 83072B0367, 


C. Utility Environmental Report <ER), amend* & correspondence 


8307180201 Forwards Amend 1 to environ rept - OL stage, consisting of 
responses to NRC acceptance questions contained in End 3 to 
DO Eisenhut 830504 ltr.SMf request for act of amend receipt 
end. 

HOOLEVER, E, J, Duquesne Light Co. 83/07/14. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 4pp. 19561:120. 24X 

Fiche: 50-412, 03/07/14,8307180201. 


— 8307100206 Amend 1 to environ rept - OL stage. 

# Duquesne Light Co. 03/07/31. 237pp. 19361:125. 24X 

Fiche: 30-412, 83/07/14, 8307100201. 


0307290100 Forwards Certificate of 8vc re distribution of Amend 1 to 
environ rept. 

HOOLEVER, E. J, Duquesne Light Co. 03/07/22. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 4pp. 19822:210. 24X 

Fiche: 30-412, 03/07/22, 8307290100. 


8307280360 Submits listing of refs, permiti & maps per 830504 request 
concerning environ rept acceptance review of OL application. 
HOOLEVER, E. J, Duquesne Light Co. 83/07/25. DENTON, H. R. , 

KNIGHTON, G. Office of Nuclear Reactor Regulation, Director. 3pp. 
19796:283, 24X Fich •: 50-4 12, 03/07/25, 0307280360. 


G. Adjudicatory correspondence 


8307050037 Forward* QS White petition to intervene in OL hearings. 
WHITE, Q. 8. Affiliation Unknown. 83/06/27. Office of the 
Secretary of the Commission. Ip. 19192:140. 24X 

Fiche: 50-412, 83/06/27, 8307030057. 


— 8307030063 Petition of GB Whit# for laavi to Intervene in OL hearings. 
WHITE, G. S. Affiliation Unknown, 83/06/27. Commissioners. 6pp. 
19192:141. 24X Fl c he : 50-4 12, 63/06/27, 8307030037. 


8307050099 Petition of Environ Coalition an Nuclear Power for leave to 
intervene & request for h ear i ng. Cert I f ica t# of Svc end. 

J0HN8RUD, J. H. Environmental Coalition on Nuclear Power. 03/06/30. 

Commissioners. 2pp. 19193:336. 24X Fiche: 30-412. 03/06/30, 

8307050099. 


8307070203 Petition of RF Walker for leave to Intervene. 

WALKER, R, F. Af f U let t on Un known. 83/06/30. Commissioners. 3pp, 
19269:322. 24X Fi che : 30-412, 83/06/30, 8307070205. 


0307060395 Petition for leave to participate as Interested state. 
Notices of appearance & Certificate of Svc end. 

THORNBURGH, D. Penney 1 van I a, Commonwealth of,. 83/07/01. 
Commissi oners, 6pp, 19236:083. 24X Fiche: 50-412, 03/07/01 , 

0307060395. 


8307070202 Petition of Ohio Citizens for Responsible Energy for leave 
to Intervene & request for hearing. Certificate of 8vc and, 

HIATT, S. L. Ohio citizens for Responsible Energy. 03/07/01. 

Atomic Safety and Licensing Board Panel, 3pp. 19269:327. 24X 

Fiche: 30-412, 03/07/01 , 0307070202. 


8307070204 Petition for leave to participate as interested state. 
Notices of appearance & Certificate of. 8yc end. 

THORNBURGH, D. Pennsylvania, Commonwealth of». 83/07/01. 
Commissioners. 6pp. 19293:349. 24X Fiche: 30-412, 83/07/01 , 

8307070204. 


8307130287 Responds to Commonwealth of PA B30701 petition for leave to 
participate as interested state. Util does not object to 
Commonwealth participation if hearing held. Cert i ficate of 
Svc end, 

81LBERG, J. E. Duquesne Light Co. 8 ILBERG, J. E. Shaw, Pittman, Pott* 
Trowbridge. 03/07/03. Atomic Safety and Licensing Board Panel. 
4pp. 19532:172. 24X F i ch e : 30-4 12, 03/07/03, 0307 1 50287. 


8307110043 Notice of A8LB cons t i tut ion, MB Margulles, chairman V EE Hill 
* PW Purdom, memb ers , 

COTTER, B.P, Atomic Safety and Licensing Board Panel. 83/07/07. 

2pp. 19375:233. 24X Fi ch e: 30-4 12, 83/07/07, 0307 1 10043. 


8307150343 Response opposing RF Walker 830630 request to Intervene. 
Granting of intervenor status unmeri ted. Certificate of Svc 
end. 

8ILBER0, J. E. Duquesne Light Co. SILBERG, J, E, Shaw, Pittman, Pott* 
& Trowbridge. 03/07/13. Atomic Safety and Licensing Board Panel. 
3pp, 19538:328. 24X F i c h e: 50-4 12, 83/07/13, 0307 150343. 


0307150330 Answer opposing Ohio Citizens for Responsible Energy 830701 
petition to intervene * request for hearing. Peti tion fail* 
to meet requirements since no individual w/r«qui»ite 
standing Identified. Certl ficate of 8vc end. 

61LBER0, J. E. Duquesne Light Co. SILBERG, J. E. Shaw. Pittman, Potts 
& Trowbridge. 83/07/13. Atomic Safety and Licensing Board Panel. 
4pp. 19338:200. 24X Fiche: 50-412, 03/07/13, 0307150330. 


0307100225 Answer opposing Environ Coalition on Nuclear Power 030630 
request for hearing & petition to I ntervene. Requi s 1 to 
showing of interest not met. Petitioner fails to Identify 
nature of member interests. Certificate of Svc end. 

SILBERG, J. E. Duquesne Light Co. SILBERG, J. E. 8hau, Pittman, Pott* 
fc Trowbridge, 83/07/14. Atomic Safety and Licensing Board Panel. 
5pp. 19335:096. 24X Fiche: 30-412, 83/07/14, 0307180223. 
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6307170284 Answer to OS White 930627 petition to intervene. Whi te set 
forth Adequate interest. Judgment reserved on whether 
intervention should be granted pending filing of petition 
supp 1. Certi f icate of Svc end. 

GILBERQjJ. E. Duquesne Light Co. SILBERQ, J. E. Shaw, Pittman# Potts 
ik Trowbridge. 03/07/15, Atomic Safety and Licensing Board Panel. 
4pp, 19632:100. 24X Fiche: 50-412, 83/07/13. 6307190284. 


6307220414 Response to petitions to intervene & requests for hearing 
Environ Coalition on Nuclear Power.Ohio Citizens for 
Responsible Energy U RF Walker petitions should be denied t# 

06 White petition granted. Cert i f icate of Svc end. 

PERLlSi R. Q. Hearing Branch 3. 83/07/20. Atomic Safety and 

Licensing Board Panel. 13pp. 19687:215. 24X Fi che : 50-4 1 2, 83/07/20# 

6307220414, 


8307270290 Discusses petition to intervene & forwards newspaper 
art ides. Individuals living Inside nuclear complex should be 
allowed to speak. 

WHITE#©. 8. Affiliation Unknown. 03/07/20. Docketing S» Services 
Branch. 8pp. 19769:010. 24X Fiche: 30-412# 03/07/20# 0307270290 


S Reportable occurrences# LERs & related correspondence 


0307150275 Interim Significant Deficiency Rept 03-04 re unacceptable 
Bergen Paterson welded clevises on pipe rupture restraints, 

Initially reported on 030331 . Prog ram for remfg of devises 
implemented Next rept will be submitted by 030720. 

WODLEVER# E, J. Duquesne Light Co. 83/06/29. HURLEY, T. E. Region 1. 
Office of Director 4pp, 19530:109. 24X Fiche : 50-4 12. 03/06/29# 

0307150273. 


0307220207 Interim Deficiency Rept 63-02 re significant breakdown in QA 
program Initially reported on 830318. Unsa t i s fac tory items 
found during reinsp program will become new reportable 
significant deficiencies. 

WOOLEVER# E, J. DuquesnB Light Co 83/07/06. HURLEY. T, E. Region 1# 
Office of Director. 2pp. 19683:361. 24X Fiche; 50-412# 03/07/06. 

0307220287 


DOCKET 30-413 CATAWBA NUCLEAR STATION. UNIT 1 


K. Utility Final Safety Analysis Report ( F8AR 1 & amends 


8307290103 Forwards Certificate of Bvc re distribution of Amend 2 to 
F8AR. 

WOOLEVER# E. J. Duquesne Light Co. B3/07/22. DENTON. H. R. Office of 
Nuclear Reactor Regulation# Director- 3pp. 19020:333, 24X 

Fiche: 50-412# 93/07/22, 0307290103. 


0307180279 Amend 2 to F0AR. W/830714 ltr, 

WOOLEVER Duquesne Light Co. 83/07/31. DENTON, H. R. Office of 
Nuclear Reactor Regulation# Director. 02Bpp. 19546:001. 24X 

Fiche: 30-412# 03/07/31# 8307160279. 


0. Inspection reports# IE Bulletins & correspondence 


0307110285 Ack receipt of 830620 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-412/83-04. 

Confirms use of temporary supports to prevent overstresi ing 
from dead weight to be applied to installed piping. 

8TAR0BTECK1# R. Division of Project U Resident Programs. 03/07/01. 
WOOLEVER. E. J. Duquesne Light Co. 2pp. 19379:175 24X 

Fiche: 50-412. 83/07/01# 83071 10285. 


A. Application/construction stage documents & correspondence 


0307070033 Comments on 010724 mooting re discharge monitoring at 
facilities. No biological or physical studies conducted an 
Lake Wylie. Dept has only one monitoring station u/minimal 
capabilities. 

PEACOCK# B. South Carolina. State of. 81/10/02. LEHR# J. 
Environmental Engineering Branch. 2pp, 19293:259. 24X 

Fiche: 30-413.81/10/02, 8307070053. 


8307070139 Forwards info re water quality stds for State of SC 
industry. per 020401 discussion No thermal plume studies 
required for f ac 1 1 i t I e s. Pro j ec ted flow rate of cooling tower 
blowdown not environmentally harmful. 

PEACOCK# B. South Carolina# State of. 02/04/02. LEHR. J. 
Environmental Engineering Branch. Ip. 19294:220. 24X 

Fiche: 30-413# 02/04/02# 0307070139. 


8306060070 Generic Ltr 03-22 to all operating Teactor licensees# 
applicants for OLs 6 holders of CPs for Wes t i nghous e PWRs 
re safety evaluation of "Emergency Response Guide 1 irtes. " 

Bvc list end. 

EISENHUT # D. G, Division of Licensing 83/06/03. Yankee Atomic 
Electric Co 10pp. 19563:116 24X Fi c h e : 50-000. 83/06/03, 

0306060070. 


--8307110292 Responds to NRC 830400 ltr re violations noted in IE Insp 
Rept 50-412/83-04. Corrective at t i on* : proc edure s issued to 
provide temporary piping supports during const. 

WOOLEVER# E. J. Duquesne Light Co. B3/06/20, 8TAR08TECK1 , R. 
Division of Project S# Res idont . Programs. 3pp. 19377:177. 24X 

Fiche: 50-412, 83/07/01 . 8307 1 10205. 


8307210213 Forwards IE Insp Rept 50-412/83-05 on 830411-29 t< notices 
of violation & deviation. 

HARTINiT. T. Division of Engineering 6 Technical Programs, 83/07/06. 

WOOLEVER# E. J, Duqueine Light Co. 2pp. 19666:302. 24X 

Fiche: 50-412# 83/07/06# 8307210213. 


— 0307210215 Notice of violation from insp on 830411-29. 

* Region 1# Office of Director. 83/07/06, ip. 19666:304. 24X 

Fiche: 50-412# 83/07/06, 8307210213. 


— 8307210219 Notice of deviation from imp an 030411-29. 

e Region I# Office of Director. 83/07/06. 3pp. 19666:305. 24X 

Fiche: 50-412,03/07/06, 0307210213. 


0307110033 Responds to B30331 ltr transmitting draft technical 
evaluation rept re control of heavy loads Comparison of 
Westinghouse spec for manipulator cranes w/ANSI B30. 2 
re l saved devices meet both specs. 

TUCKER. H. B Duke Power Co. 03/06/20. DENTON, H. R. Office of 
Nuclear Reactor Regulation# Director. ADENSAM, E. G. Licensing Branch 
4. 2pp. 19375:245. 24X Fiche: 30-413, 03/O6/2B, 03071 10033. 


8307090001 Staff requirements memo re 830628 affirmation/discussion It 
vote in We *h i ng ton# DC re SECY-B3-190A, "Commission Review 
of ALAH-607. " 

CHILK, 8, J. Office of the Secretary of the Commission. 03/06/30. 
PLAINS. H. H. E. Office of the General Counsel. 2pp. 19366:310. 24X 

Fiche: 30-4 1 3# 83/06/30# 03O7O9OOB1 . 


8306270397 Oeneric Ltr 83-26 to all applicants for OLs it holders of 
CPs for power reactors re c lar i f ication of surveillance 
requirements for diesel fuel lmpurlty.Svc list encl. 

EISENHUT# D. G. Division of Licensing. 83/07/05. Consolidated 
Edison Co. of New York# Inc. 16pp. 19390:317. 24X 

Fiche: 30-000# 83/07/05. 8306270397. 


— B307210226 IE Insp Rept 30-412/83-05 an 0304 1 1-29. Noncomp lUnc » 
noted: violation involving failure to calibr torque 
wrench within required date 8« deviation Involving failure to 
comply W/ANBI-N45. 2. 11 for design control. 

BLUMBERG# N. # FINKEL# A, # GRANT# J. Region 1, Office of Dirsctor. 
83/06/30. 39pp. 19666:308. 24X Flch e : 50-4 1 2# 03/07/06. 8307210213. 


8306270401 IE Info Notice 03-46# "Common Mode Valve Failures Degrade 
Surry Rec Irculatlon Spray Subsystem. 11 Svc list encl. 

JORDAN# E. L. Division of Emergency Preparedness * Engineering 
Response (Post 830103). 03/07/11. Consolidated Edison Co. of New 

York# Inc. 154pp. 19563:293. 24X Fiche; 50-000# B3/07/1 1# 8306270401. 


0306270404 IE Info Notice 83-47# ‘‘Failure of Hydraulic Snubbers ai 
Result of Contaminated Hydraulic Fluid. " Svc list encl. 

JORDAN»E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 63/07/12. Consolidated Edison Co. of New 

York# Inc. 141pp. 19563:153. 24X Fiche: 50-000# 03/07/12# 8306270404. 


8306270406 IE Info Notice 83-48# "Gaseous Effluent Releases of 
Radioactive 1-125 fc 1-131 in Excess of NRC Limits." Svc list 
encl. 

TAYLOR# J. M. Division of OA# Safeguards 6 Inspection Programs (Post 
830103). 83/07/14. Consolidated Edison Co. of New York# Inc. 

114pp. 19715:270. 24X Fiche: 30-000# 03/07/14# 8306270406. 


0307060329 Generic Ltr 03-27 to all licensees 6 applicants for 
operating power reactors 6 holders of CP* for power reactors 
re surveillance interval* In STB. Svc list encl. 

EISENHUT. D. G. Division of Licensing. 03/07/06, Consolidated 
Edison Co. of New York# Inc. 16pp. 19669:254, 24X 

Fiche: 30-000# 03/07/06# 8307060329, 


0307000169 Generic Ltr 03-2B to all licensee* of operating reactors, 
applicants for OL U holder* of CPs re required actions based 
on generic Implication* of Salem ATWS events. Svc list encl. 
EI8ENHUT# D. 0, Division of Licensing. 83/07/08. Consolidated 
Edison Co. of Neul York# Inc. 30pp. 19669:269. 24X 

Fiche: 30-000# 83/07/08, B3070B0169, 


0307250029 Notification of 830727-20 meeting* w/util in York County, 

SC to discuss completion status & schedule 6 to tour site 
observe const progress. 

JABBQURi K, N. Licensing Branch 4, 83/07/t3. ADENSAM, E. G. Licensing 

Branch 4. 3pp, 19723:304. 24X Fiche: 50-413# 83/07/13, 0307230029. 
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D. NSC Draft/FUal Environmental Statements, suppls 8t torr espondenc t 


0307270011 Provides addl info not addressed in FES to clarify bases for 
NflC assessments on matters re aquatic resources effects, in 
response to B30309 comment*. 

ADENSAM, E. 0. Licensing Branch 4. 03/07/13. BLANCHARD, 0. Interior, 

Dept. of. Spp. 1901 1 : 006. 24X Fiche: 50-413, 03/07/13, 830727001 1. 


B 307 280 099 Forwards DDI 830309 4 0713 ltrs re potential biotic impacts 
of intake L discharge structures & thermal discharge 
compliance w/water quality stds. 

ADENSAM, E. 0. Licensing Branch 4. 83/07/13. TURNER, L. E. South 

Carolina, State of. 3pp. 19812:353. 24X Fic h e : 30-4 13, 03/07/13, 


E. NRC Safety Evaluation Report (SER), supple & correspondence 


8307230101 Releases public version of revised crisis mgt plan for 
nuclear stations. 

FELTON, J. M. Division of Rules and Records. 83/07/19. Document 
Management Branch. Ip. 19737:207. 24X Fi c he : 30-000, 83/07/ 19, 

0307230101. 


— 9307230110 Public version of Rev 9 to trlsis mgt plan for nuclear 
stations. W/030630 ltr. 

VAUGHN. T. S. DuJte Power Co. 83/06/13. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. I27pp. 19737:280 24X 
Fiche: 30-000, 83/07/17, 8307230101. 


8307230620 Releases public version of rev to emergency plan. 

FELTON, J. M. Division of Rules and Records. 83/07/19. Document 
Management Branch. Ip. 19717:001. 24X Fiche: 30-413, 03/07/19, 

0307230620. 


8307030360 Forwards licensing position re lockout of manual control by 
load sequencer. Open Item 10 in Section 1.7 of SER. 

Affirmative response to resolve issue requested by 030715. 

NOVAK, T. M. Assistant Director for Licensing. B3/06/21 TUCKER, H B 
Duke Power Co. 3pp. 19263 311. 24X Fiche: 30-413, 83/06/21, 

8 3 0703036 B. 


‘ 0307230623 Public version of Rev 3 to emergency p 1 an. U/830706 ltr. 
HAMPTON, J. W, , TUCKER, H. B. Duke Power Co. 83/06/30. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. ADENSAM, E, G. 
Licensing Branch 4. 139pp. 19717:002. 24X Fiche: 30-413, 03/07/19, 

0307230620. 


8307130249 Forwards Directive 3. 1. 10<0P>. "Control Room Access 8, 
Control," in response to SER Section 13.3. 

TUCKER, H. B, Puke Power Co. 83/06/29. DENTON, HR. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, £. O. Licensing Branch 
4. 4pp. 19307:328. 24X F 1 che: 30-413, 03/06/29, 8307130249. 


0307110383 Forwards info on S€R Open Item 10 re safe shutdown analysis 
& standby shutdown sys confirming saf sty-related batteries 
in station control complex not required for hot standbu 
condition per App Ft to 10CFR30. 


TUCKER, H. B. Duke Power Co. 83/07/05, DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 34pp. 19301:003. 24X F 1 che : 50-4 13, 03/07/05, 8307110383, 


9307190085 Confirms separation of each channel of containment pressure 
control sys, per Section 7.3.2.10 of SER Confirmatory 
Issue 28. 


TUCKER, H. B. Duke Power Co. 03/07/08. DENTON, H. R. Office of 
Nuclear Reactor Regulation. Director. ADENSAM, E. G. Licensing 
4. 2pp. 19633:173. 24X Fi che: 30-413, 83/07/08, 0307190003. 


Branch 


0307230717 Releases public version of revised crisis mgt plan 
Implementing procedures, 

FELTON. J. M. Division of Rules and Record*. 83/07/19. Document 
Management Branch. Ip. 19719:314. 24X Fiche: 30-000, 83/07/19, 

03O723O7J7. 


— 0307230730 Forwards public version of Rev 1 to Crisis Mgt Plan 
Implementing Procedure 3,3,2 re crisis news group plan b 
Rev 3 to Procedure 3.3.3 re administrative fc logistics 
support group. 

TUCKER, H. B. Duke Power Co. 03/03/02. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 19719:313 24X 

Fiche: 50-000, 83/07/19, 8307230717. 


—0307230744 Public version of Rev I to Crisis Mgt Plan Implementing 
Procedure 3.3.2 re crisis news group plan & Rev 3 to 
Procedure 5.3.3 re administrative logistics support group. 

* Duke Power Co. 83/03/16. 106 pp. 19719*317. 24X 

Fiche: 30-000, 83/07/19, 0307230717. 


G. Adjudicatory correspondence 


0307190218 Forwards revised response to F0AR Question 440. 40, in 
response to BER Confirmatory Item 36 re flooding of 
electrical equipment as result of LOCA. 

TUCKER, H. B. Duke Power Co. 83/07/11. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. Spp. 19629:217. 24X Fiche: 50-413, 03/07/11, 0307190210. 


B307030230 Comments on ASLB 030620 memorandum fc order re tentative 
reviled sc h edul e. Sch sdul « will not accommodate issuance of 
initial decision on Issue* prior to const completion. 

Proposed schedule b Certificate of Bvc end. 

GIBSON, R.L. Duke Power Co. 03/06/28. 13pp. 19197:144. 24X 

Fiche: 30-413, 03/06/20, B307030230. 


9307250372 Forwards proposed resolution to SER Open Item 10, "Lockout 
of Manual Control by Load Sequencer. " Appropriate procedures 
will be revised to provide operator w/specific guidance as 
to when b how action should be taken. 

TUCKER, H.B. Duke Power Co. 03/07/14. DENTDN, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. C. Licensing Bran 

4. 2pp. 19704:008. 24X F I che : 30-413, 83/07/ i 4, 0307230372. 


0307050106 Memorandum & Order CLI-B3-19 delineating criteria for 
accepting late-filed contentions based on info contained In 
licensing-related document*. Document unavailability not good 
cause when facts aval lab le. Add 1 view* end. 

CHILK. 8. J. Office of the Secretary of the Commission. 03/06/30, 
24pp. 19199:030. 24X Flch e; 30-413, 03/06/30, 8307030186. 


0307230433 Forwards revised response to F8AR Question 430 110 re 
load rejection capability per SER Confirmatory Item 39. Based 
on test parameters, brief transient not expected to have 
adverse effect or Impact on equipment operation. 

TUCKER, H.B. Duke Power Co. 83/07/14, DENTDN, H.R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. 0. Licensing 
4. 3pp. 19701:230. 24X FI che: 30-413, 83/07/14, 0307230433. 


100X 


Branch 


8307230337 Notification of 830009-12 meeting, w/util fc Hi oTechno log u, 
Inc in Charlotte Sc York County, SC to discuss 
pre Imp 1 ementat I on audit of detailed control room design 
review summary rept (SER Open Item 10). 

JABBQUR, K. N. Licensing Branch 4. 83/07/19. ADENSAM, E. 0. Licensil 

Branch 4. 3pp. 19739:201. 24X Flch e: 30-413, 83/07/19, 8307230337. 


*m»rg«ncy St fire protection plans 


8307010013 Forwards Rev 4 to security plan. Rev withheld 
(ref 10CFR73. 21), 

TUCKER, H O. Duke Power Co. 03/06/20. O'REILLY, J. P. Region 2, 
03070*0015 r ' 2l>l> l,li,:203 2 <* FUh.: SO-, 13, 03/04750, 


*" SER lt '» 10 .MlMOUm ,n.l V < 

S< standby shutdown sys confirming safety-related batteries 
in station control complex not required for hot standby 
condition per App R to 10CFR30. 

TUCKER, H^B. Duke Power Co. 03/07/03. DENTON, H.R. Office of 
Nuclear Rector Regulation, Director. ADENSAM, E. 0. Licensing Bra 
4, 34pp. 19381:003. 24X Fi che: 30-413, 83/07/03, 83071 10383. 


0307070196 Advises that util employees receiving notices of deposition 
will be available for deposition between 830701 fc 13. Related 
correspondence. 

GIBBON, R.L. Duke Power Co. 03/07/01. GUILD, R. Guild, R. GUILD, R 

-2li5!^£/ 11Unca - Zpf5, Fi c he : 30-4 13, 03/07/01 , 

8307070196. 


0307110291 Advises of availability of welding inspector supervisors to 
be deposed. Wri tten notices of deposition must be served. 

Related correspondence. 

GIHSONiR.L. Duke Power Co. 83/07/06. OUILD, R. Guild, R. ip. 
19373:009. 24X Flch*: 30-413, 03/07/06, 0307110291. 


0307110236 Motion for summary disposition of Palmetto Alliance 
Contention 16 re storage of irradiated fuel assemblies. 

No genuine issue of matl fact exists 8< NRC entitled to 
favorable dec is Ion, Statement of matl facts end. 

JOHNSON, 0. E. Hearing Branch 4. 03/07/00. Atomic Safety and 

Licensing Board Panel. 12pp. 19373:313. 24X Fiche: 30-413, 83/07/08, 

8307110236. 


8307110260 Affidavit of A Singh 4* KN Jebbour supporting NRC motion for 
summary disposition of Palmetto Alliance Contention 16. 

Public health will not be endangered from storing, cool ing & 
handling Oconee * McGuire fuel assemblies at Catawba. 

SINGH, A. Auxiliary Bystems Branch. JA8B0UR, K. N. Licensing Branch 
4. 03/07/07. 16pp. 19373: 323. 24X Fi ch e: 30-413, 03/07/08, 

0307110236. 
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-8307110264 Motion for summary disposition of DES Contention 19 re 
environ costs of storage facility for spent fuel. No genuine 
issue of matl fact exists k NRC entitled to favorable 
dec isi on. Statement of matl facts end. 

JOHNSON, G. E. Hearing Branch 4. 03/07/06. Atomic Safety and 

Licensing Board Panel. 16pp. 19373:341. 24X 

Fiche; 50-413, B3/07/0S, 8307110256 


■0307110270 Affidavit of JS Boegli,EF Dranagan t, RJ Serbu supporting NRC 
motion for summary disposition of DES Contention 19. Dose 
commitments both onsite J, offsite from spent fuel storage 
facility d i scussed. Prof qualifications end. 

BDEOLIiJ. 8. Effluent Treatment Systems Branch. ORANAOAN, E. F. » 

SERBU, R.J. Radiological Assessment Branch. 03/06/23. 20pp. 

19375:357. 24X Fi c he : 30-4 13, 03/07/08, 8307 1 10256 


—8307110273 Motion for summary disposition of DES Contention 17 re 
environ Impacts. No genuine Issue of matl facts exists k NRC 
entitled to favorable dec i sion. Statement of matl facts end. 
JOHNSON, G. E. Hearing Branch 4. 83/07/07. Atomic Safety and 

Licensing Board Panel. lOpp. 19376:015. 24X 

Fiche: 50-413, 83/07/00, 0307110256. 


— 8307110279 Affidavit of JA Mitchell, KC Dempsey k JE Fairobent 
supporting NRC motion for summary disposition of DEB 
Contention 17. Discusses NRC cansiderat ion of meteorological 
conditions for design basis k severe accidents. 

MITCHELL, J. A, , DEMPSEV, K. C. Accident Evaluation Branch. 
FAIROBENT, J. E. Effluent Treatment Systems Branch. 83/07/07. 
13pp. 19376:023, 24X Fiche: 50-413, 83/07/08, 03071 10256. 


— 830711028? Motion for summary disposition of Carolina Environ Study 
Group Contention 18,Palm»tto 44 re reactor degradation. 

No genuine issue of matl fact exists k Group entitled to 
favorable ded s ion. Statement of mat! facts end. 

JOHNSON, 0. E. Hearing Branch 4. 83/07/00. Atomic Safety and 

Licensing Board Panel. Spp. 19376:038. 24X FI c h a : 30-413, 

83/07/08, 0307110236. 


— 8307110293 Affidavit of BJ Elliot supporting NRC motion for summary 
disposition of Carolina Environ Study Group Contention 18, 
Palmetto 44. Amount of reactor matl degradation for reactor 
vessels can be accurately measured, 

ELLIOT, B. J. Material* Engineering Branch. 83/07/01. 39pp, 

19376:046. 24X Fi c h •: 30-4 1 3, 83/07/00. 0307 i 10256, 


— 8307110297 Motion far summary disposition of Palmetto Alliance 
Contention 27 re reading gamma radiation levels. No 
genuine issue of matl fact exists k NRC entitled to 
favorable dec i s ion. Statement of matl facts end. 

JOHNSON, O. E. Hearing Branch 4. 83/07/08. Atomic Safety and 

Licensing Boerd Panel. 7pp. 19376:085. 24X Fiche : 30-413, 

03/07/08, 83071 10236. 


— 0307110302 Affidavit of QE Simonds k EF Branagan supporting NRC motion 
for summary disposition of Palmetto Alliance Contention 27. 

Util plan* for accident assessment k protective action 
dec li ionroak ing adequate. Car t i f icate of 8vc end. 

SIMONDS, 0. E, Emergency Preparedness Branch. DRANAGAN, E, F, 
Radiological Assessment Branch. B3/06/29. 13pp. 19376:092. 24X 

Fiche: 30-413, 03/07/00, 83071 10236. 


0307130198 Forwards motion far summary disposition of Palmetto Alliance 
Contentions 16,27 k 44 k DES Contentions 17 k 19. Related 
correspondence. 

CARR, A. V. Duke Power Co. 83/07/00. KELLEY, J. L. , C ALL IHAN, A. D. , 
FOSTER, R. F. Atomic Safety and Licensing Board Panel. 2pp. 

19300:060. 24X Fiche: 30-413, 03/07/00. 8307130190. 


— 8307130202 Motion for summary disposition of Palmetto Alliance 
Contentions 16.27 k 44, Carolina Environ Study Group 
Contention IB k DEB Contentions 17 19. No genuine Issue of 

matl fact e x is ts. Related correspondence. 

CARR, A. V. Duke Power Co. 03/07/00. Atomic Safety and Licensing 
Board Panel. 24pp, 19308:070. 24X Fiche: 30-413, 83/07/08, 

8307130198. 


— 8307130206 Affidavit of AL Snow re Palmetto Alliance Contention 16 on 
ipent fuel storage facility cooling & criticality control 
capab 1 1 i ty. Plant «y* comply w/GDC 44. Prof qualification! 

• ncl. 

SNOW. A. L. Duke Power Co. 83/07/08. 13pp. i930B:094. 24X 

Fiche: 30-413, 83/07/00, 8307130198. 


— 8307130213 Affidavit of MC Orton re Palmetto Alliance Contention 16, 
Spent fuel liner would not rupture if temp exceeds 130 F. 

Spent fuel cask cannot be dropped into spent fuel pool. Rails 
will ba relocated so cask will not be over fuel pool area. 

GREEN, M. C. North Carolina, State of. 83/07/00. 42pp. 19300:109. 

24X Fiche: 30-413, 83/07/08, 8307130198. 


— 0307130224 Affidavit of AL 5nou re Palmetto A1 1 iance/Carol ina Environ 
Study Group Alliance Contention i?, Environ impact of McGuire 
6 Oconee spent fuel at Catawba ins i gn i f i c an t. Prof 
qualifications k Certificate of Svc end. 

SNDW, A. C. Duke Power Co B3/O7/0B. 7pp. 19508: 13t. 24X 

Fiche: 50-413, 03/O7/OB. 0307130190 


0307190239 SuppJ to petitions to intervene re emergency p 1 ans, I s suance 
of OL would contravene NEPA, Section 4332, wherein environ 
coits outweigh economic, technical k other benefits. 

Certificate of Svc end. 

RILEY, J. L Carolina Environmental Study Group GUILD, R. Palmetto 
Alliance. 03/07/11 Atomic Safety and Licensing Board Panel. 

26pp. 19630:053. 24X Fiche: 30-413, 83/07/11, 8307190239. 


8307180089 Memorandum ?, order approving 830623 stipulation between 
applicant* k Char lotte-Mec k 1 enburg Environ Coalition (CMEC). 

CMEC dismissed as party 

KELLEY, J. L. Atomic Safety and Licensing Board Panel. 83/07/14. 

Char lotte-Mec k 1 enberg Environmental Coalition. 2pp. 19556:242. 24X 

Fiche: 30-413, 83/07/14, 0307100089, 


0307210269 Motion for partial summary disposition of Palmetto Alliance 
Contention 6. No genuine issue of matl fact exist* k 
applicants entitled to favorable decision. Argument L 
documentation supporting motion end. Related correspondence. 

CARR, A. V. Duke Power Co CARR, A. V, Debevoise k Liberman. 

03/07/13. Atomic Safety and Licensing Board Panel. 47pp. 
19664:239 24X F i ch e : 30-413, 03/07/ 1 5, 830721 0269. 


— 0307210272 Affidavit of LR Davidson re Palmetto Alliance Contention 6. 
Concrete pours on wall above interior doghouse of Unit I 
containment found ace ep tab 1 e , Ra In leakage did not damage 
control room boards.Prof qualifications end. 

DAVID50N, L, R, Duke Power Co. 83/07/13. 0pp. 19664:336. 24X 

F i c h e : 50-4 1 3. 83/07/ i 5, 03072 1 0269, 


— 0307210274 Affidavit of JC Rogers re Palmetto Alliance Contention 6. 
Green water in UHI bldg is not unsafe. Con tac t of carbon 
steel k stainless steel will not compromise matl integrity. 

Prof qual i f ications k Certificate of Svc encl. 

ROGERS, J. C. Duke Power Co. 03/07/13. 9pp. 19664:344 24X 

Fiche: 30-413, 03/07/13, 0307210269. 


0307220350 Memorandum k order adopting schedule leading to hearing, if 
necessary, on all issue* except emergency planning. 

KELLEY, J. L. Atomic Safety and Licensing Board Panel. 03/07/20. 

3pp. 19673:174. 24X Fi c he : 50-4 1 3. 83/07/20, B30722033S. 


8307200032 Motion for extension Until 830805 to file affidavit 
supporting util motion for partial summary disposition of 
Palmetto Alliance Contention 6. Time necessary due to illness 
of individual, Certificate of Svc encl. 

JOHNSON, Q. E. Hearing Branch 4 03/07/27, Atomic Safety and 

Licensing Board Panel. 5pp. 19791:105, 24X Fiche: 50-413, 03/07/27, 

8307200032. 


G, Inspection reports, IE Bulletins & correspondence 


8307140140 Ac V receipt of IE Insp Repts 50-413/03-07 k 50-414/03-07, No 
proprietary info. 

TUCKER, M. B. Duke Power Co. 83/06/22. □ 'REILLY, J. P. Region 2, 
Office of Director. Ip, 19314:220 24X Fiche: 30-413, 83/06/22, 
8307140140. 


0307140070 Forwards IE Insp Rept 50-413/03-13 on 030531 -0604. No 
noncompliance noted. 

DANCE, H. C. Division of Project k Resident Programs. 83/06/23. 
TUCKER, H. B. Duke Power Co. 2pp. 19514:092, 24X 

Fiche: 30-413, 03/06/23, 0307140070. 


—8307140073 IE Insp Rept 30-413/03-13 on B30531-0604. No noncompliance 
noted. Major areas i nspec ted : c o 1 d hydrostatic test of RCS k 
plant tour. 

TAYLOR, P. A., JAPE, F. Region 2, Office of Director. 83/06/20. 

3pp. 19514:094. 24X Fl c h e : 30-4 13, 83/06/23, 0307 140070. 


8307140129 Forwards IE Insp Repts 50-413/03-11 k 50-414/03-U on 
830531-0603. No noncompliance noted. 

DANCE, H. C. Division of Project & Resident Programs. 03/06/23. 
TUCKER, H. B. Duke Power Co. 2pp. 19314:146. 24X 

Fiche: 30-413, 03/06/23, 8307 1 40 1 29. 


—8307140133 IE Insp Repts 50-413/83-11 k 30-414/03-11 on 830531-0603. No 
none amp 1 lance noted. Major areas inspected : instrumentation 
installation k records, electr ical component installation k 
records k GA/GC procedures. 

HUNT r M. D, Region 2, Office of Director. CQNLON, T. E. Division of 
Engineering k Radiological Safety Programs. 83/06/20. Opp. 
19514:140. 24X Fiche: 50-413, 83/06/23, 8307140129. 
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0307220470 Act receipt of 
No proprietary info. 
TUCKER- H O. Duke Power 
Office of Director. ip 
03O7S2O4 7O. 


IE I r- s p Rep ts 50-413/03-10 b 50-414/83-10. 

Co 03/07/01. O'REILLY, J R. Region 2, 
1^03:004. 24 X Fiche: 50-413, 03/07/01, 


B307220904 Ac It receipt of 
No proprietary Info. 
TUCKER- H. D, Duke Power 
Office of Director. ip, 
0307220504. 


IE t n* p Repts 30-413/83-09 b 50-414/83-09. 

Co. 03/07/01 0 'REILLY- J. P. Region 2, 

180 24X Fiche ; 50-413, 03/07/01# 


0307220007 Ac k receipt of 
proprietary Info. 

TUCKER, H. 0. Duke Power 
Office of Director. 1 p. 
0307220007 


IE Insp Repts 30-413/03-00 b 50-414/83-08, No 

Co. 03/07/06. O'REILLY, J. P. Region 2, 
1*7674 :030. 24X FI che ; 30-4 13, G3/07/06, 


0306270 4 0, IE Infs Mattel »Co«i.an Midi Vilv. Failure. D.jrad. 

G| "'* v " Svc 11, « end. 

J 1) , . E. L. Division OF Emergency Preparedness & Engineering 
Response (Poet 9301031 03 /07/11. Consolidated Edison Co. of Neu 

York, Inc. I54pp. l?3&3;2?3. 24X Fiche : 50-000, 03/07/M, 0306270401 . 


0307070139 Forward* info re water quality stds for State of SC 
Industry, per 020401 d i sc uts i on. No thermal plume studies 
required for fac 1 1 i t ies, Projec ted flow rate of cooling tower 
blowdown not environmentally harmful. 

PEACOCK, B South Carolina, State of. 02/04/02. LEHR, J. 
Environmental Engineering Drench. Ip. 19294:220. 24X 

Fiche: 30-413,02/04/02, 0307070139. 


B306060070 Generic Ltr 03-22 to all operating reactor licensee*, 
applicants for OLs b holders of CPs for Westlnghouse PWRi 
re safety evaluation of "Emergency Responso Guidelines, M 
Svc list end 

EI0ENHUT, D G Division of Licensing. 03/06/03. Yankee Atomic 
Electric Co. 10pp. 19363:116. 24X Fiche: 30-000, 03/06/03, 

0306060070, 


0307110093 Responds to 030331 ltr transmitting draft technical 
■ valuation rept re control of heavy loads. Compar i son of 
Westlnghouse spec for manipulator crane* w/ANBI D30. 2 
releaved devices meet both specs. 

TUCKER, H. B, Duke Power Co. 03/06/20, DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM# E. G. Licensing Branch 
4 2pp. 19373:243. 24X Fiche; 30-4 13, 83/06/20, 03071 10033. 


0306270404 IE Tnfo Notice 03-47- -Failure of Hydraulic Snubbers as 
£ f , Contaminated HydrauUt Fluid." Svc list end. 

JORDAN, E. L. Division of Erner-gency Preparedness b Engineering 
Response (Post 030103). 03/07/12. Conso 1 Ida ted Edison Co. of New 

York, Inc, 141pp. 19363:133. 24X Fiche: 50-000, 03/07/12, 0306270404. 


0307090001 Staff requirements memo re 030620 «f f irmatlon/discus* ion b 
vote in Wash ington# DC re 8ECY-03-19OA, "Commission Review 
df ALAB-687. " 

CHILK.8. J. Office of the Secretary of the Commission, 83/06/30. 
PLAINS, H, H. E. Office of the General Counsel. 2pp. 19366:310 24 )f 

Fiche: 50-413, 03/06/30, 0307090001. 


8306270406 IE Info Notice 83-40. -Gaseous Effluent Releases of 
Radioactive 1-123 b 1-131 i n Excess of NRC Limits." Svc list 
encl. 

J L or of QA ' Safeguards b Inspection Program* (Post 

7?? 103 Consolidated Edison Co, of New York, Inc. 

114pp. 19713:270, 24X F 1 c h e : 30-000, B3/Q7/14, 8306270406, 


B307200231 Notification of 830707 meeting w/technical review commllts* 
in Dtthesda, Mo to discuss review of D4, D3 b E steam 
generator mods. 

HOPKINS, J. D. Licensing Drench 4. 03/07/01. ADENSAM, E. 0. Licensing 

Branch 4. 2pp. 19670:234. 24X Fiche : 50-000# 03/07/01, 0307200231. 


8. Reportable occurrences, LERs A# related correspondence 


0307120349 Ouppl to Significant Deficiency Rept 3D 413/414/02-26 dtd 
0301(7 tf repair b/o-r replacement of defective piston skirts 
by 03060 1 Wot k on Unit 1 diesels c omp 1 e te. Work on Unit 2 
diesels scheduled far completion by 030801 

TUCKER, H. B, Duke Power Co. Q3/Q6/22. 0 'REILLY, J. P. Region 2, 

Office of Director Ip. 19425:121. 24X Fiche: 50-413, 03/06/22, 

0307120349. 


0307120371 Suppl to Significant Deficiency Rept SD 413-414/02-01 dtd 
02R71R re resolution of NCI 13* anp. Work will be completed by 
Q307L5 rather than 83Q3UI due to unavailability of valves 
In sys undorqoing testing, 

TUCKER, HU. Duke Power Co. &3/06/22. 0 'REILLY, J. P. Region 2, 

Office of Director. tp. 19429: 101. 24X Fiche: 50-413, 03/06/22, 

Q307 120371. 


8307120390 Interim Significant Deficiency Rept 8D 413/03-07 re vent 
Installation o-rror, Initially reported on 030313, RCS cold 
hydro- completed b vent Installation error scheduled for 
correction by 030701. 

TUCKER, H, 0, Duke Power Co, 03/06/22. 0 'REILLY, J. F. Region 2, 

Office of Director. Ip, 1*?43!>:2|B. 24X Fiche: 30-413, 03/06/22, 

0307 1 20398, 


8306270397 Generic Ltr 03-26 to all applicants for OLt & holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity, Svc list end. 

EI6ENHUT, D. 0. Division of Licensing, 03/07/05. Consolidated 
Edison Co. of New York, Inc, 16pp. 19390:317. 24X 

Fiche: 50-000, 03/07/05, 8306270397. 


0307060329 Generic Ltr 03-27 to all llconsoos b applicants for 
operating power reactor* b holder* of CP* for power reactor* 
re surveillance intervals in STB. Svc list end. 

EI6ENHUT, D, 0. Division of Licensing. 03/07/06, Consolidated 
Edison Co, of New York, Inc. I6pp. 19669:254, 24X 

Fiche: 30-000, 03/07/06, 8307060329. 


03O7OBO1 69 Generic Ltr 03-20 to all licensees of operating reactors, 
applicants for 0L b holder* of CPs re required actions based 
on generic implications Df Sqlem ATW0 event*. Svc list end. 
E18EHHUT, D. 0. D| vi elan of Licens ing, 03/07/00. Consolidated 
Edison Co. of New York# Inc, 30pp. 19669:269. 24X 

Fiche: 30-000, 83/07/00, 83070B0169. 


0307230029 Notification of B3O727-20 meetings w/util in York County, 

EC to discuss completion status b schedule b to tour site 
b observe const progress, 

JABBQUR, K. N. Licensing Branch 4. 03/07/13. ADENBAM, E. G. Licensing 

Branch 4, 3pp. 19723:304. 24X Fiche; 30-413, 03/07/13# 8307230029. 


B307260426 Updates Deficiency Rept BD-4 13-4 14/81 -25 dtd B11113.8A1 
relay mod kits to be ordered & Installed by 830101, returned 
instead to Westinghouse for repair. Installation now 
eipected to bo completed by 830001, 

TUCKER, M. B, Duke Power Co. B3/07/12. D 'REILLY, J. P. Region 2, 
Office of Director. Ip, 19731:280. 24X Fiche : 30-413, 83/07/12. 

0307260426. 


0307260493 Presents plan for «a t i *f y ing intent of Part 21 in order to 
continue procurement of equipment from Mellon Electric Dlv 
of General Signal Co, in view of Nelson Electric refusal to 
accept purchase orders involving Part 21 requirements. 

TUCKER, MB, Duke Power Co. B3/07/20. DENTON, H. ft. Office of 
NuclaaT Reactor Regulation# Director. 2pp 19733:390. 24X 

Fiche: 30-000# 03/07/20# C307S6O493. 


8307230124 Summary of 030707 meeting w/technical review committee in 
Dethe*da,MD re Model D4/D5/E steam generator mod. Viewaraph* 
end. 

HOPKINS, J. D. Licensing Branch 4, 03/07/18, Licensing Branch 4. 

26pp. 19730:132. 24X Fich*; 30-000, 03/07/10# 0307250124. 


D, NRC Draft/Finai Environmental Statements# supple b correspondence 


8307270011 Provide* addl info not addressed in FES to clarify basis for 
NRC assessment! on matters re aquatic resources effects# in 
response to 830309 comment*. 

ADENSAM, E. 0. Licensing Branch 4. 03/07/13. BLANCHARD, 0. Interior# 

Dept. of. 9pp 19811:006. 24X Fiche: 30-413, 03/07/ 13, 0307270011. 


DOCKET 50-414 CATAWDA NUCLEAR STATION, l/NIT 2 


A. App 1 i ca t i on/ c on* true t i on stage documents b correspondence 


B30 7070053 Comments on 010934 meeting re discharge monitoring at 
facilities. No biological o-r physical studies conducted on 
Lake Wylie. Dept has only one monitoring station w/minimal 
capabi titles, 

PEACOCK# R. South Carolina# State of. 81/10/02. LEHR, J. 
Environmental Engineering Branch. 2pp. 19293:259, 24X 

Fiche: 50-413,01/10/02# 8307070053. 


0307280099 Forwards DOI 830309 b 0713 Hr* r* potential biotic Impact* 
of intake b discharge structures b thermal discharge 
compliance w/water quality stds. 

ADENSAM# E. 0. Licensing Branch 4. 03/07/13. TURNER, L. E. South 

Carolina# State of. 3pp. 19012:355. 24X Fiche: 50-4 13# 03/07/13# 

8307200099. 
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E. NRC Safety Evaluation Report (SER), suppls & correspondence 


03Q7O5D36B Forward* licensing position re lockout of manual control by 
load sequencer , Open Item 10 In Section 1.7 of SER. 

Affirmative reiponse to resolve Issue requested by 030713 
NOVAK » T. M. Assistant Director for Licensing. 83/06/21. TUCKER, H,B 
Duke Power Co. 3pp. 19263:311. 24X Fiche: 30-413, 03/06/21, 

0307030368. 


0307130249 Forwards Directive 3. 1. 10<OP>, "Control Room Access h 
Control* 11 In reiponse to 8ER Section 13.3. 

TUCKER, H. B. Duke Power Co. 83/06/29. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 4pp. 19307:328. 24X F i e he : 30-4 13, 83/06/29, 0307 1 30249. 


0307110383 Forwards info on SER Open Item 10 re safe shutdown analysis 
& standby shutdown sys confirming safety-related batteries 
In station control complex not required for hot standby 
condition per App R to 10CFR30. 

TUCKER, H. B. Duke Power Co. 03/07/03. DENTON, H. R. Office of 

Nuclear Reactor Regulation, • Director. ADENSAfl, E , G. Licensing Branch 

4. 34pp. 19301:003. 24X FI c h e : 30-4 1 3, 03/07/03. 83071 10333. 


8307190085 Confirms separation of each channel of containment pressure 
control sys, per Section 7.3.2.10 of SER Confirmatory 
Issue 20. 

TUCKER, H. B. Duke Power Co. 83/07/08. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, £.0. Licensing Branch 
4. 2pp. 17635:173. 24X Flcht: 30-413, 03/07/00, 0307190005, 


8307190210 Forwards revised response to FBAR Question 440, 40, in 
response to SER Confirmatory Item 36 re flooding of 
electrical equipment as result of LOCA. 

TUCKER, H.D. Duke Power Co. 03/07/11. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E, O. Licensing Branch 
4. 3pp. 19629:217. 24X Fiche: 30-413, 83/07/1 1. 0307190218. 


0307230372 Forwards proposed resolution to SER Open Item 10, "Lockout 
of Manual Control by Load Sequencer. " Appropriate procedures 
will be revised to provide operator w/speclfic guidance as 
to when & how action should be taken. 

TUCKER i H. 0. Duke Power Co. 03/07/14. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. 0. Licensing Branch 

4. 2pp. 19704:000. 24X Fiche: 30-413, 83/07/14, 0307230372. 


8307230433 Forwards revised response to F8AR Question 430. 110 re 100'/ 
load rejection capability per BER Confirmatory Item 30. Based 
on test parameters, brief transient not expected to have 
adverse effect or impact on equipment operation, 

TUCKER, H. B. Duke Power Co. 93/07/14. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. 0. Licensing Branch 
4. 3pp. 19701:230. 24X Fi C he : 30-4 13. 03/07/ 1 4, 8307230433, 


8307230337 Notification of B3O0Q9-12 meetings ur/uttl & B i oTech no 1 ogy, 
Inc in Charlotte fc York County,SC to discuss 
preimplementation audit of detailed control room design 
review summary rept <0ER Open Item 18). 

JABBOUR, K. N. Licensing Branch 4. 83/07/19. ADENSAM, E. 0. Licensing 

Branch 4. 3pp. 19739:281. 24X Fiche: 30-4 13, 83/07/19, 8307230337. 


F. Security, medical, emergency t* fire protection plans 


8307010013 Forwards Rev 4 to security plan. Rev withheld 
(ref 10CFR73. 21>. 

TUCKER, H. B. Duke Power Co. 83/06/20. □ 'REILLY, J. P. Region 2, 

Office of Director. 2pp. 19169:203. 24X Fiche: 30-413, 83/06/20, 

8307010013. 


0307110383 Forwards info on SER Open Item lO re safe shutdown analysis 
S< standby shutdown sys confirming safety-related batteries 
in itatlon control complex not required for hot standby 
condition per App R to 10CFR30. 

TUCKER, H.D. Duke Power Co. 03/07/03. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 34pp. 19381:003, 24X 

Fiche: 30-413, 83/07/03, 83071 10383, 


0307230101 Releases public version of revised crisis mgt plan for 
nuclear stations. 

FELTON, J. M. Division of Rules and Records. 03/07/19. Document 
Management Branch, lp. 19737:287. 24X Fiche: 30-000. 83/07/19, 

8307230101. 


— 8307230110 Public version of Rev 9 to crisis mgt plan for nuclear 
station*. W/830630 ltr. 

VAUGHN, T. 8. Duke Power Co. 83/06/15. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 127pp. 19737:288. 24X 

Fiche: 50-000, 03/07/19, 0307250101. 


8307250620 Releases public version of rev to emergency plan. 

FELTON, J, M, Division of Rules and Records. 83/07/19. Document 
Management Branch. Ip. 19717:001. 24X Fiche: 50-413, 83/07/19, 

8307250620. 


— 8307230625 Public version of Rev 3 to emergency p lan. W/830706 ltr. 
HAMPTON, J. W, , TUCKER, H B Duke Rower Co 03/06/30. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. ADENSAM, E.G. 
Licensing Branch 4. 139pp. 19717:002. 24X F ic h o : 30-413, 83/07/ 19, 

6307250620. 


8307250717 Releases public version of revised crisis mgt plan 
Implementing procedures 

FELTON, J. M. Division of Rules and Records. 83/07/19, Document 
Management Branch. lp. 19719:314, 24X F i ch e : 30-000, 03/07/ 19, 

8307230717. 


— 8307230730 Forwards public version of Rev 1 to Crisis Mgt Plan 
Implementing Procedure 5.3.2 re crisis news group plan & 

Rev 3 to Procedure 3.3.3 re administrative !* logistics 
support group. 

TUCKER, H. B. Duke Power Co. 83/03/02. DENTON, HR. Office of 
Nuclear Reactor Regulation, Director. 2pp. 19719:313. 24X 

Fiche: 50-000, 83/07/19, 8307250717. 


—0307230744 Public version of Rev 1 to Crisis Mgt Plan Implementing 
Procedure 5 3. 2 re crisis news group plan t, Rev 3 to 
Procedure 3.3,3 re administrative & logistics support group. 

* Duke Power Co. 83/03/16. 186pp. 19719:317. 24X 

Fiche: 30-000, 03/07/19, 8307230717. 


0. Adjudicatory correspondence 


8307030230 Comments on ASLB 830620 memorandum U order re tentative 
revised schedule. Schedule will not accommodate issuance of 
Initial decision on issues prior to const completion. 

Proposed schedule V Certificate of Svc end. 

GIBSON, R. L. Duke Power Co 03/06/28. 13pp. 19197:144, 24X 

Fiche: 50-413, 03/06/28,8307030230. 


0307030186 Memorandum & Order CLI-B3-I9 delineating criteria for 
accepting late-filed contentions based on Info contained in 
licensing-related doc uments. Doc ument unaval labi 1 ity not good 
cause when facts aval lab le. Add 1 views end. 

CHILK, 8. J. Office of the Secretary of the Commission. 83/06/30. 
24pp. 19199:030. 24X Flc h e : 30-4 13, 03/06/30, 8307030 106. 


8307070196 Advises that util employees receiving notices of deposition 
will be available for deposition between B30701 & 13. Related 
correspondence. 

0 1 BSQNi R. L. Duke Power Co. 83/07/01. GUILD, R. Guild, R. GUILD, R. 

Palmetto Alliance. 2pp. 19293:333. 24X Fiche : 30-4 13, 83/07/01 , 

8307070196. 


8307110291 Advises of availability of welding inspector supervisors to 
be deposed. Written notices of deposition must be served. 

Related correspondence. 

OrBSDNiR. L. puke Power Co. 83/07/06. GUILD, R. Guild, R. lp. 
19373:009. 24X F ic he : 30-4 13, 83/07/06, 8307 1 10291 


0307110236 Motion for summary disposition of Palmetto Alliance 
Contention 16 re storage of irradiated fuel assemblies. 

No genuine issue of matl Pact exists L NRC entitled to 
favorable dec is ion. Statement of matl facts end. 

JOHNSON, G, E. Hearing Branch 4. 83/07/00. Atomic Safety and 

Licensing Board Panel. 12pp. 19375:313. 24X Fiche ; 30-413, 03/07/08, 

0307110236. 


—8307110260 Affidavit of A Singh tc KN Jabbour supporting NRC motion for 
summary disposition of Palmetto Alliance Contention 16. 

Public health will not be endangered from storing, cool ing V 
handling Oconee & McGuire fusl assemblies at Catawba. 

SINGH, A. Auxiliary Systems Branch. JABBOUR, K. N. Licensing Branch 
4. 83/07/07. 16pp. 19373:323. 24X Fiche: 30-413, 83/07/08, 

8307110236. 


—0307110264 Motion for summary disposition of DES Contention 19 re 
environ costs of storage facility for spent fuel. No genuine 
issue of matl fact exists * NRC entitled to favorable 
decision. Statement of matl facts end. 

JOHNSON,©. E. Hearing Branch 4. 83/07/06. Atomic 5afety and 

Licensing Board Panel. 16pp. 19373:341. 24X 

Fiche: 30-413, 03/07/08, 0307110236. 


— 8307110270 Affidavit of JS Boeg 1 i, EF Branagan U RJ Serbu supporting NRC 
motion for summary disposition of DES Contention 19. Doie 
commitments both onsite fc offsite from spent fuel storage 
facility discussed. Prof quallf ications end. 

80EGL1 , J. 8. Effluent Treatment Systems Branch. BRANAGAN, E. F. , 

SERBU, R.J. Radiological Assessment Branch. 83/06/23. 20pp. 

19373:337. 24X Ft c h e : 30-4 13, 03/07/08, 83071 10236. 


— 8307110273 Motion for summary disposition of DES Contention 17 re 
environ impacts. No genuine issue of matl facts exists 4< NRC 
entitled to favorable dec is ion. Statement of matl facts end, 
JOHNSON, 0. E. Hearing Branch 4. 83/07/07. Atomic Safety and 

Licensing Board Panel. 10pp. 19376:015. 24X 

Fiche: 30-413, 03/07/08, 8307110256. 
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8307U0279 Affidavit of JA Mitchell ur n«. . 

supporting NR C motion for ,ummaj y ' don of E D p! lr,lbetlt 

Contention 17. Discusses NRC cons i derl fc?«„ ip *! , 

conditions for design bads & J v ' "•t.orolopie.l 

EES&ttV T'ZIX ?;„e e:7 S* 

«--■ ira 7 A E o W £f '^r^ c T h r rss!;f 3 s g5^^o^iss5u^ 07/07 - 


8307210269 Motion for partial summary disposition of Palmetto Alliance 
Contention 6 . No genuine issue of matl fact exists 8 t 
applicants entitled to favorable decision. Argument it 
documentation supporting motion ancl. Related correspondence. 

CARR, A. V. Duke Power Co. CARR, A. V. Debovolse it Liberman. 

83/07/15. Atomic Safety and Licensing Board Panel. 47pp. 

19664:289. 24X Fi che : 50-4 13, 83/07/ 1 3, 83Q7210269. 


*--0307 1 1 028? Motion for summary disposition of r-,, »„n^, c . 

Group Contention 1G, Palmetto 44 re reactor 5 m?JJ2Jio! Qn V 
No genu ne issue of matl fact exists & flroup IJtitlld 
favorable dec i sion. Statement of matl facts Smri d 
JOHNSON, <3, E, Hearing Branch 4 83 / 07/00 a*. 

Licensing Board Panel. app 19376- 03 B cf°K iC 8 ** etg and 

B3/07/08. 83071 108Si. ' 1-7376. 03B. 24X Fich.: 30-413. 


— 0307210272 Affidavit of LR Davidson re Palmetto Alliance Contention 6 . 
Concrete pours on wall above interior doghouse of Unit 1 
containment found acceptable. Rain leakage did not damage 
control room boards. Prof qualifications end. 

DAVIDSON, L. R. Duke Power Co. 03/07/15. 8 pp. 19664:336 24X 

Fiche: 30-413, 83/07/13, 8307210269. 


—0307110273 Affidavit of BJ Elliot supportina NRC * 

deposition of Carolina Environ StSdJ OrSJp Cont^t?^ 
Palmetto 44. Amount of reactor mat l 2 J g ft on SS? 5« e 121 
vassels can be accurately measured. •'•actor 

ELLIOT, B, J. Materials Engineering Branch 0 * 1 / 07/01 to 
19376:046. 24X Fi che : 30-413, 03/07/08, 0307 1 10236. *’ 3?PP ‘ 


— 0307210274 Affidavit of JC Rogers re Palmetto Alliance Contention 6 
Qreen water in UHI bldg is not unsafe. Contact of carbon 
steel & stainless steel will not compromise matl integrity. 

Prof qualif ications «< Certificate of Svc end. 

ROGERS, J. c. Duke Power Co. 03/07/13. 9pp. 19664:344 24X 

Fiche: 30-413, 83/07/13, 8307210269. 


0307110297 Motion for summary disposition of p*im»fcn *,,, 

Contention 87 r. r. ,Lna III ill M,UB " 

genuine issue of matl fact exists 4 < NRC entitled to 
favorable dec is ion. Statement of matl facts end 
JOHNSON, G, E. Hearing Drench 4. 83/07/QB Atomic 8afet„ * h 

Liceneifig Board f Panel. 7pp. 1M7-6-O03 24* Fich! an 

03/07/08,8307110256. *** F » ch e . 30-4 13, 

8307110302 Affidavit of OE Slmonds it EF Branagan supportino NRC motion 

Am.nn! s 7 ' n ° tlDn 

Util plan* for accident assessment U protective action 
SIMONDsTf in *** 9 *' 1 *** CiPtiflcat. of Svc end. 

. Em#r »« nt y Preparedness Branch. BRANAGAN, E. F. 
Radiological Asseimment Branch. 03/06/29. I 3 pp 19376*092 sax 

Fiche: 30-413, 03/07/08, 03071 10236. PP 9 76.0? z. 24X 


0307220330 Memorandum & order adopting schedule leading to hearing, if 
necessary, on all issues except emergency planning. 

KELLEY, J. L. Atomic Safety and Licensing Board Panel. 03/07/20 
3pp. 19675:174. 24X Fi c h e : 30-413, 03/07/20, 830722033B. 

8307200032 Motion for extension until 830003 to file affidavit 
supporting util motion for partial summary disposition of 
Palmetto Alliance Contention 6. Time necessary due to illness 
of individual, Certificate of Svc end. 

JOHNSON, G. E. Hearing Branch 4. 83/07/27. Atomic Safety and 

Licensing Board Panel. 3pp. 19791:183. 24X Fiche: 30-413, 83/07/27, 

8307200032. * 


<S. Inspection reports, IE Bulletin* b. correspondence 


8307130193 Forwards motion for summary disposition of Palmetto Alliance 
Contentions 16,27 I. 44 * DE 0 Contentions*!? t 11. Sola?.! A1Hi,r,ce 


corraspondenc », 

TO3?En r F D “it P r*S 83/07/08. KELLEY, J. L. , MLUHAN, A. D. , 

FOSTER, ft. F. Atomic Safety and Licensing Board Panel. 2pp 
SMX Ficha: 30 - 413 , - 03 / 07 / 08 . 8307130190 . 


19500:068. 


" 83 rli?° 2 ?? f0r »ummary disposition, of Palmetto Alliance 

Contentions 16,27 it 44<Carolina Environ Study Group 

l ? i DEB Co " UnlI °"* 17 b 1 9. No genuine Issue of 
• * I* ts. Re latad correspondence. 

CARR.A^V, Duke Power Co. B3/07/08. Atomic Safety and Licensing 
BOO/iaoiSe. 1 ' S4PP ' 195O0i070 - =« Fiche: 30-413, B3/07/08, 

—0307130206 Affidavit of AL Snow re Palmetto Alliance Contention 16 on 
V; 1 ’ ° r ? fl ’ cooling * trlfclcality control 

capability. Plant sys comply w/GDC 44. Prof qualifications 
ancl. 

SNOW, A, L, Duke Power Co. 03/Q7/QB. 15pp. 1930B 094 24X 

Fiche: SO-413, 03/07/08, 8307 130198. 

of n ° 0r ® en T * Palmetto Alliance Contention 16. 
apent fuel liner would not ruptvne if temp exceeds 130 F. 

Spent fuel cash cannot be dropped into spent fuel pool. Rails 

aillJ Z £* lo f, at !? 10 c ** k ulU not b * OV9r Fuel P°°l area. 

0 S55 N i.V’ S' Carolina, State of. 83/07/0 a. 42 pp. 19308 109 

24X Fiche: 30-413, 83/07/08, 0307130198. 

a3 2r i J ? 02 S 4 Affidavit of AL Snow re Palmetto A1 1 iance/Carolina Environ 
Study Group Alliance Contention 19. Environ Impact of McGuire 
* Oconee spent fuel at Catawba ins igni f i can t. Prof 
qualification* & Certificate of 8ve end. 

SNOW, A. C. Duke Power Co, 03/07/00. 7pp. 19300 : 131 . 24 X 

Ficha: 50-413,83/07/00, 0307130190. 

8307190239 8uppl to petitions to Intervene re emergency p Ians. Issuance 
of OL would contravene NEPA, Section 4332, where in environ 
costs outweigh econo mi c , tec hnic« 1 * other benefits. 

Certificate of five end. 

RILEY, J, L. Carolina Environmental Study ©roup. GUILD, R. Palmetto 
Alliance. 03/°7/li. Atomic Safety and Licensing Board Panel. 

26pp. 17630:033, 24X Fiche : 30-413, 83/07/1 1 , 8307190239, 

8307100009 Memorandum it order approving 030623 stipulation between 
. nfe * * Char 1 »tte-M«c* 1 enburg Environ Coalition <CMEC ) . 

CMEC dismissed as party. 

KELLEY, J. L. Atomic Safety and Licensing Board Panel. 03/07/14, 
Charlotte- MacfrLenberg Environmental Coalition. 2 pp. 19336:242. 24X 

Fiche: 30-413, 03/07/14, 6307180009. 


8307140140 Ack receipt of IE Insp Repti 50-413/83-07 it 30-414/03-07 No 
proprietary info. 

TUCKERrH, B. Duke Power Co. 03/06/22. 0 'REILLY, J. P. Region 2, 

flaoJlJoMO 01 ™^ 01 ’' IP ' ,75M:22fl - 24X Fiche: 50-413, 83/06/22, 

03 ™2! a !^£ r ^ rd ‘ IE In * p W-4WB3-U fc 30-4 14/03- 1 1 on 

830331-0603. No noncompliance noted. 

D i V f* ion of Pro *l ect * Resident Programs, 83/06/23. 

TUCKER, H, B. Duke Power Co. Spp, 19314:146. 24X 

Fiche: 30-413, 03/06/23, 8307140129. 

—8307140133 IE Insp Repts 50-413/03-U it 30-414/03-11 on 830331-0603. No 
noncompliance noted. Major areas inspected: instrumentation 
installation it records, e lec trical component installation it 
record* it QA/OC procedures. 

HUNT, M. D. Region 2, Office of Director. CONLON, T. E. Division of 
Engineering t< Radiological Safety Programs. 83/06/20. 5pD 
" 24 X Fiche: 30-413, 83/06/23, B30714012? 


19514: 148, 


8307220470 Ack receipt of IE In»p Repts 30-413/03-10 it 30-414/83-10 
No proprietary info. 

tucker, H-B. Duke Power Co. 83/07/01. 0 'REILLY, J. P. Region 2, 

8307220470 CUr ' lP ' 1 9683 : 004 * 24X Fi che : 30-413, 03/07/0 1 , 

8307220304 Ack receipt of IE Insp Repts 50-413/03-09 & 30-414/03-09 

No proprietary info. 

TUCKER, H.D. Duke Power Co. 83/07/01. 0 'REILLY, J. P. Regions, 

2S^^5!n!^a DlrtCt4,P, i? ' 19603:1BO - 24* Fiche: 30-413, 83/07/01, 

uJO/320504. 

8307220007 Ack receipt of IE Insp Repts 30-413/83-08 it 50-414/03-08 No 
proprietary info. 

TUCKER, H.B, Duk* Power Co. 83/07/06. O'REILLY, J. P. Region 2, 

0307220007^ T '* C ^° r ‘ Ip< 1 9674 : 030. 24X FI che : 50-4 13, 83/07/06, 

0306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 0301031. 83/07/U. Consolidated Edison Co. of New 

York, Inc. 134pp. 19363:293. 24X Fiche: 30-000, 83/07/11, 8306270401. 

8306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminatad Hydraulic Fluid." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103k 83/07/12. Consolidated Edison Co. of New 

York, Inc. 141pp. 19363:153. 24X Fiche: 50-000, 83/07/12, 8306270404, 
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8306270406 IE Info Notice 83-4B, "Gaseous Effluent Releases of 
Radioactive 1-125 & 1-131 in Excess of NRC Limits. " Svc list 
enc 1 . 

Division of QA, Safeguards it Inspection Programs (Post 
8301031. B3/07/14 Consolidated Edison Co. of New York* Inc. 

114pp. 17713:270. S4X Fi c h e : 30-000, 83/07/1 4. 8306270406 


8. Reportable occurrences. LERs i related c orr espondence 


B307120349 Suppl to Significant Deficiency Rapt SD 4 13/414/82-26 dtd 
030117 re repair it/or replacement of defective piston skirts 
by 830601. Work on Unit 1 diesels comp 1 ete. Work on Unit 2 
diesels scheduled for completion by 030801, 

TUCKER. H. D. Duke Power Co. 83/06/22. O'REILLY. J.P Region 2. 
Office of Director. tp. 17423:121. 24X FI ch e : 30-4 1 3. 03/06/22, 

8307120349. 


8307120371 Suppl to Significant Deficiency Rept SD 4 13-4I4/B2-Q1 dtd 
820218 r# resolution of NCI 13.900. Work will bo completed by 
830713 rather than 030301 due to unava 1 labi 1 i ty of valves 
In sys undergoing tasting. 

TUCKER,H, B. Duke Power Co. 83/06/22. Q 'REILLY. -J. P. Region 2, 
Office of Director. Ip. 19429:101. 24X Ftch e: 30-4 13. 03/06/22. 

8307120371. 


8307120427 Final Significant Deficiency Rept SD 414/82-16 re arc strike 
on valve 2NI162A. Enel Borg-Warner evaluation concludes that 
arc strike not made at vendor facility. Arc strike occurred 
during instal latlon. Item determined not reportable. 

TUCKER, H. B. Duke Power Co. 03/06/30. □'REILLY. J. P. Region 2. 

Office of Director. 3pp. 19423:231, 24X Fi ch e : 3D-4 1 4. B3/06/30, 

8307120427. 


8307220269 Final Significant Deficiency Rept SD 414/S3-DS t« tack weld 
on shaft/rotor aisembly of Limitorque operator motor mfg 
by Reliance Electric installed on Class 1 Kerotest valve. 

Initially reported on 830413. Rotor it shaft replaced. 

TUCKER. H. 0. Duke Power Co. 03/07/06. O 'REILLY. J, P. Region 2. 
Office of Director. 3pp. 19684:172 24X Fi c h a ; 30-4 1 4, B3/O7/O0. 

8307220269. 


8307260426 Updates Deficiency Rept 80-413-414/81-23 dtd 811113. SA1 
relay mod kits to be ordered it Installed by 030 1 01 . re turned 
Instead to Westlnghoumc for repair . Insta 1 1 at i on now 
expected to be completed by 830801. 

TUCKER, H. 0. Duke Power Co. 03/07/12 O 'RE ILLY, J. P. Region 2. 
Office of Director. Ip. 19731:200. 24X Fi c h e : 50-41.3, B3/Q7/13, 

0307260426. 


8307260493 Present* plan for satisfying Intent of Part 2J in order to 
continue procurement of equipment from Nelson Electric Dlv 
of Oeneral Bignal Co, in view of Nelson Electric refusal to 
accept purchase orders involving Part 21 requirements 
TUCKERiH. B. Duke Power Co. 83/07/20. DENTON, H r R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 19733- 330 24X 

Fiche: 30-000, 83/07/20. 0307260493. 


DOCKET 30-416 GRAND GULF NUCLEAR STATION, UNIT 1 


A. Application/construction itage documents it correspondence 


8306270397 Generic Ltr 83-26 to all applicants for DLs it holders of 
CPi for power reactors re clarification of surveillance 
requirement* for diesel fuel impurity. Svc list end. 

EISENHUT, D. Q. Division of Licensing. 03/07/03. Consolidated 
Edison Co, of New York, Inc. 16pp. 19390:317. 24X 

Fiche: 30-000, 83/07/03, 0306270397, 


8307000169 Generic Ltr B3-2B to all licensee* of operating reactors, 
applicants for OL & holders of CPs re required actions based 
on generic implications of Salem ATWS events. 8vc list end. 
EISENHUT, D. 0. Division of Licensing. 83/07/08. Consolidated 
Edison Co. of New York, Inc, 30pp. 19669:269. 24X 

Fiche: 30-000, 03/07/08, 8307000 1 69. 


E. NRC Safety Evaluation Report (SER>« suppls & correspondence 


8307220368 Provides formal documentation of analyses performed per 8ER 
Section 6.2.0 to determine min design thickness of main 
steam line fc feedwater line Flued heads. Info re design 
ability to maintain svc metal temp also end. 

DALE, L. F. Mississippi Power it Light* Co. 03/07/20. DENTON, H.R. 
Office of Nuclear Reactor Regulation# Director. 3pp. 19673:234. 

24 X Fiche: 30-4 16, 83/07/20, 0 3072203 68, 


F. Security, medical, emergency It fire protection plans 


0307140040 Discusses B3QI2B briefing in Jackson, MS re util drug & 
alcohol abuse program. 

O'REILLY. J. P. Region 2, Office of Director. 83/02/03. 

STAMPLEY, N. L. Mississippi Power & Light Co. ip. 19314:239. 24X 

Fiche: 30 -416, 03/02/03. 0307140 040. 


0306140204 Requests review of 1OCFR30. 34 ( p > change to physical security 
plan, Rev 7 Change Involved access authorisation program. 

STOHR, J. P. Division of Emergency Preparedness (Pre 030103), 

83/03/03, MIRAGL I A, F. J. Standardization it Special Projects Branch. 

Ip. 10832:261 24X Fl ch e : 30-4 16. 83/03/03, 8306140204 . 


03O7OIOOB1 Forwards Rev 8 replacement pages to physical security plan. 
Page* withheld (ref 10CFR2 790). 

DALE, L. F. Mississippi Power it Light Co. 93VQ6/S0. □ 'REILLY. J. P. 

Region 2, Office of Director. 2pp. 19124:340. 24X 

Fiche: 30- 416, 83/06/10 , 8307010081. 


B30705D13B Ack receipt of B306I7 ltr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Rept 
S0-416/B3-1B, 

LEWIS, R. C . Division of Project 6 Resident Programs 03/06/29. 
RICHARD, J. S. Mississippi Rawer it Light Co. Ip. 19199: 101 24X 

Fiche: 30-416. 93/06/29. 8307030138. 


— 8307050166 Responds to NRC 830317 ltr re violations noted in IE 
Safeguards Insp Rept 50-4 I 6/03-18. Correct ive actions 
withheld (ref 10CFR73. 21 ) 

MCOAUGH Y, J. P. Mississippi Power U Light Co. 83/06/16. 

O'REILLY, J. P. Region 2, Office of Director. Ip 19199:182. 24X 
Fiche: 50-416, 83/06/29, B307Q5015B. 


-8307030173 Forwards IE Safeguards Insp Rept 50-416/03-19 on 830421 & 
0303-04 it notice of v i d la t i or. No fc i c e of violation withheld 
(ref 1 0C-FR73, 21 ) . 

LEWIS, R.C. Division of Project it Resident Programs. B3/03/I7. 

R ICHARD5 j J. fl Mississippi Power & Light Co. 2pp 19199:183. 24X 

Fiche: 50-416, 83/06/29, 8307050 1 3B. 


— 8307050101 IE Safeguards Insp Rapt 30-416/83-18 on 830421 & 0503-04. 
None omp 1 i anc e noted: fai lur o to maintain positive control of 
escorted employee Details withheld (ref I0CFR73. 21), 

TILLMAN, A , WAGNER, A. Region 2, Office of Director. MCGUIRE, D, R. 
Division of Emergency Preparedness i Materials Safety 03/OS/J6. 
Ip 19199:103. 24X Fiche: 30-416, 83/06/29. B3070501 SB. 


B307140093 Forwards summary of B30602 meeting in Region II ofc re 
proposed physical security plan mods at facf lity. List of 
attendees also end. 

LEWIS, R C. Division of Project 6 Resident Programs. 03/07/01. 
RICHARD, J D. Mississippi Power 6 Light Co. 4pp. 19314:086. 24X 

Fiche: 30-4 1 6. 83/07/01 , 8307 1 40093.' 


0307080447 Notifies that certain change* in 030313 Rev 7 to physical 
security p 1 an, d ec r ea se effectiveness of plan U are 
inconsistent w/ 10CFRSQ. 54. Previously approved plan will be 
implemented. Enc l withheld (ref I0CFR73. 2J >. 

3CHWENCER, A. Licensing Branch 2. 83/07/05. MCGAUGHY, J. P. 

Mississippi Power it Light Co. Ip 19346:199. 24X 

Fiche: 30-416,83/07/03, 0307000447. 


8307220491 Ac k receipt of 830311 6 0606 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
30-416/02-78. 

O'REILLY, J. P Region 2. Office of Director. 83/07/ii. RICHARD, J. R. 

Mississippi Power It Light Co. Ip. 19605: 176. 24X 

Fiche: 50-416, 63/0-7/11, 0307220491, 


-8307220500 Submits supplemental response to NRC 630209 ltr re 
violations noted in IE Imp Rept 30-416/82-78. Correc fc ive 
ac tions : security post established to conduct insps of 
control room cabinets every 4 h it all activities logged, 

MCGAUGHY. J. P. Mississippi Power it Light Co. 83/06/06 

O'REILLY, J. P. Region 2, Office of Director. 3pp. 19605:197. 24X 

Fiche: 50-416, 03/07/1 1,8307220491. 


--8307220503 Forwards response to NRC B30209 ltr re violations noted in 
IE Insp Rept 50-416/02-70. Correc tive ac t i ons : surve 1 i lane e 
conducted on 021 125, w/independent ver 1 flcation. Valves 
positioned & locked per i nstructlons. Training scheduled. 

MCGAUGHY, J. P, Mississippi Power V Light Co. 83/03/U. 

O'REILLY, J. P. Region 2, Office of Director. 4pp. 19685:200. 24X 

Ficha: 50-416, 03/07/11, 0307220491. 


— 8307220516 IE Insp Rept 50-416/02-78 on 021 1 16-121 9. Nonc-omp 1 i ance 
no ted fa t lure to follow maint procedures, fai lure to conduct 
training it failure to lock cabinets. 

WAGNER, A. 0, , SCOTT, D. E. , CANTRELL, F. S. Region 2, Office of 
Director. 03/01/26. lOpp 19685:210. 24X Fi che : 30-4 1 6, 83/07/ 11 > 

030722049 J. 



264 


DOCKETED ITEMS 


8307210177 Application to amend License NPF- 13> revi s i ng Tech Specs re 
fire detection instrumentation Changes necessary to enhance 
clarity b provide consistency w/plant design b operation. 

DALE. L. F. Mississippi Power b Light Co. 83/07/19. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. 2pp 19669:069 
24X Fiche: 30-416. 83/07/19. 0307210177 


— B3O721O101 Proposed Tech Spec changes re fire detection 
instrumentation. 

a Mississippi Power 6 Light Co. 03/07/19. 15pp. 19669:071. 24X 

F u h e : 50-4 i 6, 03/07/ 1 9. 83072 10177. 


— 0307150031 Notice of issuance b availability of Amend 7 to License 
NPF-13. 

SCHWSNCER.A. Licensing Branch 2. 03/07/01. 4pp. 19363:033. 24X 

Fiche: 30-416. 03/07/01 , 93071 30044. 


8307060329 Generic Ltr 03-27 to all licensees b applicants for 
operating power reactors 6 holders of CPs for power reactors 
re surveillance interval* in STS. Svc list end. 

EISENHOTi D. 0. Division of Licensing. 03/07/06. Consolidated 
Edison Co. of New York. Inc. 16pp. 19669:234. 24X 

Fiche: 30-000, 83/07/06. 0307060329. 


f Financial information 


B307060101 Forwards Annual Financial Repts 6 certified financial 
statements for 1902. 

DALE. L. F. Mississippi Power b Light Co. 03/06/30. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 13pp. 19237:172. 

24 X Fiche: 30-416, 03/06/30. 0307060101. 


— 0307060110 Annual Financial Rept 1902. 

• South Mississippi Electric Power Association. 03/06/30 29pp 
19237:103. 24X Fich e : 30-416. 03/06/30, 0307060101 . 


— 8307060113 Annual Financial Rept 1982. 

* Mississippi Power b Light Co. 83/06/30. 27pp. 19237:212 24X 

Fiche: 30-416. 03/06/30,8307060101. 


M. Antitrust correspondence 


8307100247 Forwards add! info to support requests for changes to 
Tech Specs, per 830630 meeting w/NRC. W/14 oversize drawings. 
Aperture cards are available In PDR, 

DALE, L. F, Mississippi Power b Light Co. 03/07/00. DENTON, H. ft. 
Office of Nuclear Reactor Regulation, Director. 30pp. 19340: 147. 

24X Fiche: 50-416, 03/07/08.8307100247. 


8307190073 Forwards proposed changes to Tech Specs, enhanc lng clarity or 
providing consistency w/plant design b operation, per 021014 
confirmation of action ltr. Changes involve N8HC. 

Jus t i f lea t i on for determination end. 

DALE.L. F. Mississippi Power b Light Co. 03/07/il. DENTON, H. ft. 
Office of Nuclear Reactor Regulation, Director. 4pp. 19633: 103. 

24X Fiche: 30-416, 03/07/U, 0307190073. 


— 8307190079 Proposed changes to Tech 8p ec s » enchanc i ng clarity or 
providing consistency w/plant design b operation. 

* Mississippi Power b Light Co. 03/07/11. 40pp, 19633:187. 24X 

Fiche: 30-416, 03/07/1 1, 8307190073. 


8307210216 Forwards interconnection agreement between util b FERC to 
Tasolve violations of antitrust license conditions. 

Resolutions to other Issues also provided. 

MCDIARH1D, R. C. Spiegel & McDlarmld. 83/07/19. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 143pp. 19667: 101, 24X 

Fiche: 30-416, 03/07/19. 0307210216. 


P. Operating license stage documents 6 correspondence 


8307140367 Concurs w/interim interpretation of Tech Specs r* 
operability of source range monitor. Interpretation should 
he corrected when permanent change to Tech Specs requested 
& accepted. 

!L C :, . Divl * i0n Qf Project b Resident Programs. 83/01/13. 
STAMPLEY, N. L. Mississippi Power b Light Co. ip. 19523:327 24X 

Fiche: 30-416, 03/01/13. 8307140367. P 


8307100173 Informs that design change package to remove automatic 
containment isolation signal from RHR jockey pumps will be 
implemented before next cri tlcal ity. Descrip tion of package 
submitted in 030623 ltr proposing Tech Spec change. 

DALE, L. F. Mississippi Power b Light Co. 03/07/14, DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. Ip. 19333:062. 24X 

Fiche: 30-416. 03/07/14, 0307180173. 


□ 30 / 1 90 l 06 Comments on changes to Tech Specs (NUREG-09261 proposed by 
util on 830629. Requirement for noble gai activity monitor 
w/alarm to be continuously operable at either offgas 
post-treatment or radwastc ventilation point recommended, 

COBB, A. B. Mississippi, State of. 83/07/14. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 19634:248 24X 

Fiche: 50-416, 03/07/14, 0307190106. 


S3O6270395 Generic Ltr 03-24 to all BWR applicants for OL b holders of 
OLs for Grand Gulf, LaSalle b Susquehanna re TUI Tesk Action 
Plan Item I. 0. 1 , "Special Low Power Testing b Training 
b Recommendations for BWRs. " Svc list end 

EISENHUT, D. G. Division of Licensing. 83/06/29 Long Island 
C °' 26pP ‘ 19384: 113. 24X Fiche: 30-000.83/06/29, 

B30A270393. 

83 BI?^« 0 ?«h FOT T ard,, . f0 ! , NR ° r,,vi •' ,, * approval, proposed changes to Tech 
Specs, snhancing clarity b providing consistency w/plant 
design b appl ication. Marked-up Tech Spec justification for 
determination end. 

r)#f !*•'«« Power b Light Co. 83/06/29, DENTON, H. R. 

Sav 5? ? f Nuclear Reactor Regulation. Director. 66pp. 19169111. 

24X Fiche: 30-416, 83/06/29. B3070 10026 

B3°7i40266 Discusses insps of revised surveillance test program 
scheduled for wk of 030620-24 b operational readiness P 5 
•valuation scheduled for wk of 030627-0701 . NRC canceling 
fcii?* Implementation of improved programs. 

MCOAUOMV C j p DlV i?‘°? P r°-f ,ct * Resident Programs. 03/06/30. 
MCOAUGHY, J. P. Mississippi Power b Light Co. 2 pp. 19522-333 24X 

Fiche: 30-416,03/06/30, 0307140266. *** 

d 7 t0 Uein »» NPF-13, safety evaluation b 
notice of issuance b aval lab U ity. Amend grants 

10 T,c,> sp ’” *• • m "“ 1 4 

Licensing Branch 2. 83/07 /Oi. MCQAUQHY, J. P. 

Mississippi Power b Light Cg. 3 pp. 19362:338 24X 

Fiche: 30-416, 03/07/01, 0307130044 ** 

—3307130046 Amend 7 to License NPF-13 granting administrative changes to 
, * B correct editorial b nomenclature error, b to 

SCH^nJerT , ! ncg punt conditions. 

SCHV«NCER,A. Licensing Branch 2. 03/07/01. 3pp. 19362-341 24 X 

Fiche: 50-416,03/07/01, 0307130044. ? i«6*.341. 24X 

— 0307130049 J^-luation supporting Amend 7 to License NPF-13. 

l 9362 C 'saa N station Given, 83/07/01. 72pp 

19362.344. 24X Fiche: 30-416, 83/07/01, 8307130044 PP 


B30723Q53q summary of 030629 masting w/Mark III BWR Owner* Group in 
Bethesda.MD re hydrogen control research program. Need b 
technical basis for reduced hydrogen source term in BWR 
discussed. Viewgraphs encl. 

HOUSTON, M. D. Licensing Branch 2. 03/07/13. 8CHWENCER, A, Licensing 

Branch 2. 120pp. 19739:207- 24^ Fiche: 30-416, 03/07/1 3, 0307230334. 

8307210177 Application to amend License NPF-13, revi* ing Tech Specs re 
fire detection instrumentat ion. Chang es necessary to enhance 
C0 "*Utency w/plant design b operation. 

Mississippi Power b Light Co. 83/07/19. DENTON, H. R 
° f ^ cls *r Reactor Regulation, Director. 2pp. 19669:069. 

24X Fiche: 30-416, 83/07/19, 0307210177. 

—0307210101 Proposed Tech Spec change* re fire detection 
instrumental on. 

* J ,Ii 2i i !5 Ppl PoW#r * Co * 83/07/19. 13pp. 19669:071, 24X 

Fiche: 30-416, 03/07/19, 0307210177. PP * 

83 a*iociItid°w/^i ? 1 t0 support Tech 3p#c change* re tolerance 

associated w/rellef function of safety relief valves 
discussed during 030630 meeting. 

naefl-’!/,, . , Mi 1 * * ipp 1 PoWfr * Light Co. 83/07/19. DENTON, H. R. 

24 x l RirK^ ft * 9uUtlon ' Dlr, ctar. 3pp. 19663:176. 

24X Fiche: 30-416, 03/07/19, 8307210193. 

03 ^?Y<r' rdi r * V * to Ch#pt#r U °f F8AR, correcting info re 
startup test procedures b program. Info will be incorporated 
in future rev to updated FSAR. P 

OffUt'of Nui?li!*o PM / OU, r * U9M C °’ 93/07/21, DENTON, H. R. 

1 ^ «««ctor Regulation, Director. 29pp. 19706:001 

24X Fiche: 30-416, 83/07/21, 8307230223. PP 

^Bulletin* b correspondence 

03 R^T?o IuWIX' t0 l E Bun » tin *2-0»'R*v i to bulletin b Suppl 1 to 
alttMtlon l* t V # A ” oci4,ted Piping b Engineering PP 

f piping subassembly weld radiographs. No 
p ? n «^-M.t.r T holes indicated/ 


□^REILLY J a’ ^Uissippl Power b Light Co. 

2 ' 0fflc * of Director 
Fiche: 50-416, 83/06/20, 8307140230 


03/06/20. 

3pp. 19323:118. 
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8307140120 Forward* IE Imp Rept 50-416/83-21 on 830523-27. No 
none omp 1 lance noted. 

VERRELLI, D. M. Division of Project & Resident Program* 83/06/21. 
RICHARD. J. D. Mississippi Power & Light Co. 2pp. 19314:135. 24X 
Fiche: 30-416. 03/06/21 . B3071 40 1 20. 


—0307140124 IE Insp Rept 30-416/03-21 on 830323-27 No naneomp 1 iance 
noted. Major areas inspected: 1 icensee identified items. 

GIBBONS. T. D. , CONLONi T. E. Region 2. Office of Director 83/06/20. 
4pp. 19314:137. 24X F 1 c h e : 30-4 1 6, 83/06/21 , 8307 1 401 20. 


0307220490 Forwards IE Insp Rept 50-416/83-23 on 830606-10. No 
noncompl lane e noted. 

VERRELLI) D. M, Division of Project Si Resident Programs. 83/06/27. 
RICHARD. J. B. Mississippi Power It Light Co. 2pp 19685:132 24X 
Fiche: 30-416. 83/06/27. 8307220498, 


—8307220302 IE Insp Rept 30-416/83-23 on 830606-10. No noncompliance 
noted. Major areas inspec ted : ac t ions on previous enforcement 
matters, personnel qual i f icat ion program, procurement Si 
storage U handling of equipment St matls programs. 

DEBBAGE, A. 0. Region 2. Office of Director. UPRIGHT. C. M. Division 
of Engineering & Radiological Safety Programs. 83/06/24, 0pp. 
19683: 124. 24X Fiche: 30-416, 03/06/27, 0307220490 


83070301 3B Ac k receipt Of 830617 ltr informing NRC of steps taken to 
correct violations noted in IE Safeguard* Insp Rept 
30-416/83-18. 

LEWIS) R. C. Division of Project Si Resident Programs. 83/06/29, 
RICHARD, J. B. Mississippi Power St Light Co. Ip. 19199:181. 24X 

Fiche: 30-416. 83/06/29. 0307030138. 


— 0307030166 Responds to NRC 830917 ltr re violations noted in IE 
Safeguards Insp Rept 30-416/83-18. Correc tlve action* 
withheld (ref 10CFR73. 21) 

MCOAUGHY. J. P. Mississippi Power 6 Light Co, 83/06/16. 

O'REILLY) J. P. Region 2, Office of Director. Ip. 19199:182, 24X 

Fiche: 30-416) 83/06/29) 0307030138. 


—8307030175 Forward* IE Safeguards Insp R 0 pt 30-416/03-10 on 830421 L 
0303-04 & notice of Vi o 1 a 1 1 on. Not 1 c e of violation withheld 
(ref 10CFR73. 21). 

LEWIS, R. C. Division of Project h Resident Programs. 83/05/17. 
RICHARD8. J. B. Mississippi Power Light Co. 2pp. 19199:183. 24X 

Fiche: 30-416, 83/06/29, 8307030198. 


—0307030181 IE Safeguards Insp Rept 50-416/03-10 on 030421 8< 0303-04. 
Noncompliance no ted : f a 1 1 yre to maintain positive control of 
escorted emp logos. Detal 1 s withheld (ref 10CFR73. 21 >. 

TILLMAN, A., WAGNER, A. Region 2, Office of Director. MCGUIRE, D. R. 
Division of Emergency Preparedness It Materials Safety. 83/09/16. 
Ip. 19199:183. 24X Fi c h e : 50-4 16, 83/06/29, 8307050 1 58. 


8307140266 Discusses imps of revised surveillance test program 
scheduled for wk of 830620-24 & operational readiness 
evaluation scheduled for wk of 830627-0701. NRC canceling 
plans until implementation of improved programs. 

LEWIS, R, C, Division Of Project & Resident Programs. 83/06/30. 
MCOAUGHY, J. P. Mississippi Power & Light Co. 2pp. 19322:333. 24X 

Fiche: 30-416, 03/06/30. 8307140266. 


8306270401 IE Info Notice 83-46. "Common Mode Valve Failures Degrade 
Surry Rec irculation Spray Subsystem." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness fc Engineering 
Response (Post 830103). 03/07/11. Consolidated Edison Co. of New 

York, Inc, 154pp. 19563:293. 24X Fi c h e : 30-000, 03/07/ 11 , 8306270401 . 


8307220491 Aclt receipt of 030311 L 0606 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
30-416/02-78. 

O'REILLY, J. P. Region 2, Office of Director. 83/07/11. RICHARD, J. R. 

Mississippi Power U Light Co. Ip. 19685: 196. 24X 

Fiche: 30-416, 83/07/11, 8307220491 . 


—8307220500 Submits supplemental response to NRC 830209 ltr re 
Violations noted in IE Insp Rept 30-416/02-78, Corrective 
actions: secur I ty post established to conduct insp* of 
control room cabinets every 4 h & all activities logged. 

MCOAUGHY, J. P. Mississippi Power & Light Co. 03/06/06, 

O'REILLY, J. P. Region 2, Office of Director, 3pp. 19683:197. 24X 
Fiche: 30-416, 03/07/1 1, 8307220491. 


— 8307220503 Forwards response to NRC 830209 ltr re violations noted in 
IE Insp Rept 30-416/82-78. Correc tive ac t i ons : surve 1 1 lance 
conducted on 821 123, w/Independent ver i f ication. Va 1 ves 
positioned & locked per instruction*. Tra ining scheduled. 

MCOAUGHY, J. P. Mississippi Power & Light Co. 83/03/1 1. 

0 'REILLY i J. P. Region 2, Office of Director. 4pp. 19683:200, 24X 
Fiche: 30-416, 83/07/1 1, 8307220491. 


— 8307220507 Forwards IE Insp Rept 50-416/B2-7B on 821116-1213 It notice* 
of violation %>. deviation. 

O'REILLY. J. P. Region 2, Office of Director 83/02/09. 

BTAMPLEY, N. L. Mississippi Power & Light Co. 3pp. 19683:204. 24X 
Fiche- 50-416. 83/07/i I, 0307220491. 


--G307220510 Notice of violation from insp on 021116-1213. 

* Region 2. Office of Director 83/02/09 2pp. 19683:207. 24X 

Fiche 50-416, 03/07/1 1, 0307220491. 


— 8307220513 Notice of deviation from insp on 021116-1213. 

* Region 2, Office of Director. 83/02/09 ip 19603:209. 24X 

Fiche: 30-416, 83/07/11, 0307220491 . 


—0307220316 IE Insp Rept 30-416/02-78 on 92 1 1 16- 1 21 3. None omp 1 i anc e 
noted: failure to follow maint p roc edu re s , f a i l ure to conduct 
training 6 failure to lock cabinets. 

WAGNER, A. 0. , SCOTT, D. E , CANTRELL, F. S. Region 2, Office of 
Director 83/01/26 10pp. 19683:210. 24X FI c h e ; 30-416, 03/07/1 J , 

8307220491, 


8306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubber* as 
Result of Contaminated Hydraulic Fluid." Svc list enc 1 
JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 83/07/12. Consolidated Edison Co. of Now 

York, Inc. 1 A 1 pp , 19363:133. 24X Fiche: 30-000, 03/07/12. 8306270404. 


8306270406 IE Info Notice 03-48, "Gaseous Effluent Releases of 
Radioactive 1-123 * 1-131 in Excess of NRC Limits." 3vc list 
• nc i. 

TAYLOR, J. M, Division of QA, Safeguard* h Inspection Programs (Post 
030103). 03/07/14. Consolidated Edison Co. of New York, Inc. 

114pp. 19713:270, 24X FI C h e : 50-000, 83/07/ 1 4, 0306270406. 


R. Periodic operating reports 8c related correspondence 


8307260324 Monthly operating rept for June 1983. W/8307 1 5 ltr. 

RICHARDSON, J D. , DALE. L. F. Mississippi Pow B r & Light Co. 03/07/14. 
DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 2pp. 19726:306. 24X Fi c h e 50-41 6, 83/07/ 1 4, 8307260324. 


E. Reportable occurrences, LER* r A related correspondence 


0307290284 Forward AEOD technical review rept, "Turbine Trip Bypass 
Delay. " No further evaluation necessary. 

8ALAH, B, Reactor Operations Analysis Branch. 83/06/17. 

8EYFR I T, K. V. Reactor Operations Analysis Branch. Ip. 19826:322. 
24X Fiche: 30-416, 83/06/17, 0307290284. 


— 0307290207 "Turbine Trip Bypass Delay," AEOD technical review rept. 
3ALAH, 9. Reactor Operations Analysis Branch. 83/06/17. 2pp. 
19826:323, 24X Fiche: 50-416, 03/06/17, 8307290284. 


8307120275 RO B3-047/0: on 830900 & 11, fire protection halon sys for 
two control room back panels failed survei Hence*. Caused by 
inability to meet tolerance specified for full charge 
pressure. Survei 1 lance procedure revised. 

MCOAUGHY, J. R. Mississippi Power & Light Co. 03/06/22. 

O'REILLY, J. P. Region 2, Office of Director. 2pp. 19423:361. 24X 

Fiche; 30-416, 03/06/22, 8307120273. 


0307120509 LER B3-069/03L-0: on B30923, dur i ng attempt to reenergize Div 
II motor operated valve*, shutdown cooling mode of RHR ays & 
reactor water cleanup sys Isolated. Caused by failure to 
install power fuses Fuses instal led. W/830622 ltr. 

RDHRER.M.V.) MCOAUGHY, J, P. Mississippi Power !* Light Co. 03/06/22, 
O'REILLY, J, P. Region 2, Office of Director. 3pp. 19433:244. 24X 

Fiche: 30-416,83/06/22, S307120309 


8307120109 LER 03-O7O/O3L-O; on 830923, reac tor water cleanup sys 
isolated when standby liquid control pump B breaker closed. 

Cauied by personnel error. Iso lat ion signal reset. W/030624 
1 tr. 

R0HRER, M. V, , MCOAUGHY, J. P Mississippi Power k Light Co. 83/06/24. 
O'REILLY, J. P. Region 2, Office of Director. 3pp 19423:062. 24X 

Fiche: 30-416, 03/06/24, 0307120109. 


8307120473 RD 83-049/0: on 830326, halon bottle 2 in panel P936 
discharged until empty. Hourly fire watch established pending 
bottle rep lacement, Llml ting condition for operation to be 
maintained. Next rept will be submitted by 030731. 

MCOAUGHY, J. P. Mississippi Power U Light Co. 83/06/24. 

O'REILLY, J. P, Region 2, Office of Director. 2pp. 19425:032. 24X 

Fiche: 30-416. 83/06/24, 0307120473. 



DOCKETED ITEMS 


ki^ 20526 R ° 83 “ 030/0; 00 B303J9, floor penetration CE-37G in control 
h d S upper cable room opened to rework cable tray hangar. 

Fire watch established untit penetration sealed on 830603 
Seven-day limiting condition for operation exceeded 
n^£Vi G , HV ' J ' P ' Hiseiseippi Power & Light Co 93/06/84 
0 REILLY, J. p. Region 2, Office of Director ip 19433- 2B0 jay 

Fiche: 30-416, 03/06/24,3307120526. P 19433.290. 24X 

R0 a J: 027/ ‘ :on 330321, luring ,.£ S «ic r£Onitor£n, SIJ , 
functional t« st, op erat i on of chart recorders t, spectrum V V 

analyzers unacceptable. Caused by faulty circuit card. Card 
replaced. Sys restored on 030519. 

JJCJAUOHY, J. p . Mississippi Power U Light Co, 93/06/27. 

P ‘ R6 9 ion 2j Office of Director. 2pp. 19423- 337 24X 

Fiche: 30-416,03/06/27, 0307120439. ** 

,irc rated P eoft tratlan» op.r.a 
to implement design change pa c tage s . Hour 1 y fire watches 

” MOBOl" 1 * WUI penetration, r.noUd 

1CGAUCHY. J. p. Mississippi Power & Light Co. 

3'RElLLV. J. p. Region 2, Office of Director 
r iche; 30-416, 83/06/27, 8307 120323 


93/06/27 

2pp. 19433:27a. 


24 X 


L ? a3 -^l/03L-0:on 830607, R HR shutdown, cooling mode 
_solat.d when valve EI2-FQ0? c Used. Caused by blown fuse 
use replaced. W/S30627 lfcr. 

rREILLT *™ AU <£ Y ' J < P - U * 1 PP>1 P ™* T U Li ^ ht Co 93/06/27. 

I REILLT, J.P. Region 2, Office of Director. 2pp. 1 9433- 002 24* 

iche: 30-416,93/06/27. 8307120392 24X 

7120102 LER 83-072/0 1 T-£>: an 8306 i 3. cp e rat i ons shift supervisor 
aol Cont<nuoi|a flr « watches not performed on 
n^'w? bV Personnel error. F« rsonn* 1 reinstructed not 
£ P 1 1,11 fire ^tch w/o approval. W/330629 ltr 

mrLLY J C p AUC fiIn^r 3 fTteetsetpfi Peeler 6 Light Co. B3/0b/S9. 
j ■!' , P ’ Region 2, Office of Director. 3pp 19 423 023 P4x 

Ich a: 30-414, 03/06/29, 0307120102. PP ^4 3.023. 24X 

F‘"a‘ ,!flcl,r.c, rapt for Unit l t interim deficiency ropt 
»r Unit 2 re Incorrect wipe ,»ttlng on normally close, 
ntacts converted from normally open contacts on HFA 
»lays. Also reportable under Part 21 for Unit I 

MUclsclppl Pome, L Light Co. 83/07/01. 
f IL .I' J .. F , Rag 1 on 2, Office of Director. 4pn. 19025 Bin 2 „v 

iche: 50-416, 83/07/01,8307120433. 

’^it 2 i r; 1 pBD'ipjra C '' r,pt I" Unit 1 * lieficlercj rapt 

2 FRD-82/14 concerning sheared bolts on diesel 

it | t hnir ear ^ Crai 'J Ca5B coyer. Initially reported on B20322. 
it 1 bolts adequate. A1 so reported per Part 21 

REILLY* J P ?*” i5S ‘ PPl P ° Wer 4 L1 S ht Co B3fQ7/Q5. 

f flag ion 2f Office of Director. 6pp. 19423-349 24 X 

chf: 30-416,83/07/05, B307I20432. 

fa>df«d r?-! 1 D * l f ic itnc Y R «P* PRD-82-3a re Nelson stud failures on 
heddadpUtes Initially reported on 821221 . Cond i fcion not 
?‘? r P * rfc 21 * or Unit 2. Failure unique to Typo 
plate, Welds will be redesigned. * 

telLLY ’I't' 2 i, ? l,ilppl PoiJ, ® r * L ‘9 ht CO- 93/07/03. 

mna;!' Re9loh 2 ' of Director, 6pp. 19331097 24X 

Che: 90-416, B3/07/03, 8307150239. 

.^ Fjnai/inberlm Deficiency Rapt PRD-82/14 for Units 1/2, 
iSh/lt rt lv T“ 5hear * 4 bolts an rear crankcase cover of 
aval die«el generator s. Un i t 1 bolts not defer tiv*. Un i t 2 
Aunul 03,0130 Aho reportable per Part 21. 

KILLY 'J* S' 2 U ? l$Sippi P0,1,or ^ LijKfc Cv 83/07/03. 

R B fllon 2, Office of Director. 6pp. 19339 0B4 24X 

: he: 50-416, 03/07/05, 0307130369. *** 

!20B96LER S3-074/03L-0: on 830606, Div i bus breaker, IT£ Type 
,350, ripped during LFCS pump startup for monthly 
veil lance. Cause not determined during maint 
eitlgation. W/8307O6 ltr. 

EILLV j C ® AU0 2 Y ' ^’ P ' «i4*i«»lppi Power Light Co. 83/07/06. 
h _ n ' a‘i a‘ d,!! 11 y 011 Office of Director. 3pp. 19683-229 24X 

he: 30-416, B3A07/06, B307220276, 

3 !!nd»r F i£ al D,!fU1 * fll =y PRO-B 1/44 re valves * actuators not 

P ro 9 yam, Initially reported on 81 1 029. Seals, 
ion coL f.;:;* I 9 ° n pl,1t rollers upgraded. Correct ive 
AUftNV 1 ? 0t T ' fr P° rtab »e per 10CFF30 59<e). 

EILLV up' Power 4. Light Co. B3/07/08. 

nogiqn Sj Off ic# of Dlr-fcttoP* SftD 1953^» % l oav 

h e : 30-4 1 6 , 03/0 7/OB, fl 307 130092. ***• 19336.113, 24X 

tai 0,1 930i10 ' i“«* of Four channels for 
led IIlL? ventilation exhaust radiation monitor 

Ud monthly functional surveillance U declared 

??p a M J u C4 il^A, Un,fer lt > v ® st i9ation . W/830708 Ur. 

ilLLV j p * C b? U ? H/ ’ Flississippi Power «< Light Co. 83/07/08. 

r Region 2, Office of Director 3oo 1953 a-ois n,v 

i e: 30-416, 83/07/08, 83071 SOI 13. PP 1<?53i • 2 l »■ 24X 


8307130144 Updated RQ 83-083/ Iron 830312, two- smoke detectors in stanrfhn 
gas treatment filter train room (Zone 2-19) covered while * by 

conducting welding aeftivit i es. Fi re watches established 
Detectors should be operable by B30901. 

^2S^ QHY ' J - P Mi*fli4sippi Power & Light Co. 93/O7/0B. 

0 REILLV, J. P. Region 2, Office of Director. 2pp. 19535:231 24x 

Fiche: 30-416, 83/07/08, 83D71 50144. 4X 

8307130274 Updated RQ B3-014/l:on B30301 , f lr«-rat.d p.nttratlon TE-143 

1 a lav, t ion 113 ft.turbln. bid,) ap.n.d , 0 i nita ll rac^aj, 
per design change pac k ag e . Hour ly fire watch established 
Penetration not sealed within 7-day time limit. 


h-COAUOHV, J. P. Mississippi Power U Light Co. 
O 'REILLV, J, p. Region 2, Office of Director 
F i C h o : 30-4 1 6, 0 3/07/0Q, 0307150274. 


83/07/OB. 

3pp. 19530:107. 


8307220402 RO 83-051/0: on B30S26, POOC Halon fire protection sys re mnva H 
from sve to correct differences between design documents a 
configuration. All hardware mods c omp l eted. Limi ted 
Zrnitmul" ,°o °P eratlQn »*«eded 14-day time limit. 

Mississippi Power L Light Co. B3/O7/O0. 

J ‘ P 2, Office at Director. Ip. 19605-099 24 X 

Fiche: 30-416, 03/07/08, 8307220482. 24X 

B307250 1 64 Updated LER 08- 1 06/01 X-8: o n B21 104 , d i scovered that action 
statement entered per Tech Spec 3.7.7 on 820730 due Jo 
incomplete installation of fire-rated barriers on safety- 
D«u«to d M ‘ : fa ble * & required rapt not f i led. W/830712 ltr, 

O 'REILLv” j‘p *' ,C ® AU ® HY ' J- P Mississippi Power L Light Co. 03/07/12. 

RE LLV, vl, P. Region 2, Office of Director, 4pp 19706- 110 34 V 

Fiche: 50-416i 83/07/12, 8307230164. 19/06.110. 24X 

8307230193 Update 2 to LER 82- 172/99X-2: on 02 1210, pane tra ti on AE134C in 
auilliary bldg opened. Caused by planned maint activity 

S 3 o;:s.^ 307 ^ c ?i; stab,, ^ ed - p ‘ Mtrau ” n to *» 


,K:«i;«is^Kr r t L£oh ‘- c “- — ■ 

Fiche: 50-416i 83/07/12, 8307230193. 


2pp. 19703:348. 24x‘ 


B3 ?anf°f a ? Upd ' , ‘ sd LER S2-0S070IX-Z: an 820»IO,d«Mn ( In,,,.,,, 
containing sa f t ty-re lated cable in aurilfary bldg identified 

S^EILl'v ji Mt»l,„pp| PoW .r «, Light C». B3/07/I2 

1 1 ^a p ‘ Re flion 2, Office of Director, 3 pp. 19703*275 24 X 

Fiche: 50-4 1 6, B3/07/J 2, 0307230 209, PP U3. Z73, 24X 

0307230473 Updated LER 03 -O 53 / 99 X- 1 : on 830201 , two aUctrtcal 
penetrations < AE 13 BC It CE- 7 E ) opened to allow perfoJmJnJi 
of planned maint ac tivi ty. Caused by conduit roufcl ng. Work to 
be completed by 830830 . W/B 307 1 2 ltr. 

O'REILLY i’i MCOAUGHV* J. P. Mississippi Power & Light Co. 83 / 07 / 12 . 
P. R F IL bI' R * 3 lon 2 ( Office of Director, 3 pp. 1 9701*297 24 X 

Fiche: 30 - 416 , 83 / 07 / 12 , 8307230473 . P T *** 

03 S ® 3 “ O 7 S / 03 L- 0 : on 030623 , destgn deficiency noted in 

»v? *?* evolution to standby 

IV ! basins. Caused by design error. Water level 
ISuucp m t d . esisn «bange request submi tted, W /030710 itr. 

O'REILLY j’p ttCOAUGHY, J. F_ Mississippi p OWffr Li ht C(J 83/0 7/18. 
Si R ? IL i;X' ^ 2l Office of director. 3ap. 19733-347 24X 

Fiche: 30-416, 63/07/IB, 8307260464. PP ^ 

9 ^ 2 fca’db^fr«h S air 7 < 7 /?? L •I° :<,n .! 304^^,U, ‘ ,I ' central room 

h I V! nit A ^ Q Tithly surval l lane e, unit heater 

bJu! riSlSEJS' • rta ifunct i oni ng control relay. 

□ 'REILLV J C P AUC ? Y V’ P ' h Lll i% * ippi Pait,9T * Ll ® hfc Co - 03/07/18. 
ei l Region 2, Office of Director. 2pp, 19022:151 24X 

Fiche: 50 - 416 , 03 / 07 / 10 , 8307290120 . PP 

B 3 lla!?t^ ^ d * te t 83 - 070 / 03 L-I: an BBOSaS. r.aa tor water d.anup 
isolated when standby liquid control pump breaker B closed. 

Caused by procedural Inadequacy . Standb y liquid control 
operating Instruction re vis *d. W /830718 ltr. 
n°RFmv'i'e MC 0 AU ® KV ' J ' p - Mississippi Power U Light Co. 

£| R f fL -X' j> p ’ n*Qi°n a* Office of Director. 4pp. 

Fiche: 50 - 416 , B 3 /O 7 / 10 , 0307290230 


93/07/10. 
19022:031. 24 X 


0307230335 Part 21 rept re potential defect in high pressure fuel 
injection line af DSR or DS«V standby diasel generator. 

Removal of random sample of lines to be internally borescope 
Inspected r ecommsn ded . y 

g- Tr * n* Jmer i c« Delaval, Inc. 83/07/20. Director's 
f l of Inspection and Enforcement, 2pp. 19703-011 24X 

Fiche: 30-000, 03/07/20, 9307230333. ** 
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DOCKET 30-417 GRAND GULF NUCLEAR STATION, UNIT 2 


A. App 1 icat ion/cone true t ion stage documents & correspondence 


0307140367 Concurs iu/interlm Interpretation of Tech Specs re 
operability of source range mon i tor . Interpretat ion should 
be corrected when permanent change to Tech Specs requested 
S, accepted. 

LEWIS, R C. Division of Project t< Resident Programs B3/0J/13 
STAMPLEY.N.L. Mississippi Power S< Light Co. Ip 19523:327. 24X 

Flche; 30-416, 83/01/13, 6307140367. 


Q306270393 Generic Ltr 83-24 to ail QWR applicants for OL St holders of 
OLs for Grand Gulf,La8alte Si Susquehanna ro TMI Task Action 
Plan Item I.G. i, "Special Low Power Testing & Training 
L Recommendations for OMRs. " Svc list encl 

EISENHUT, D. G. Division of Licensing. 03/06/29. Long Island 
Lighting Co. 26pp. 19334:115. 24X F i c h e : 30-000, 03/06 /29. 

8306270395 


0306270397 Generic Ltr 03-26 to all applicants for OLs 6 holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list end, 

EISENHUT, D. G. Division of Licensing. 03/07/03. Consolidated 
Edison Co- of New York, Inc. 16pp. 19390:317. 24X 

Fiche: 30-000, 03/07/03, 0306270397. 


0307060329 Generic Ltr 83-27 to all licensees U applicants for 
operating power reactors & holders of CPs for power reactors 
re surveillance intervals in STS. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 03/07/06 Consolidated 

Edison Co. of New York, Inc. 16pp. 19669:234. 24X 

Fiche: 30-000, 83/07/06, 8307060329 


0307090169 Generic Ltr 03-20 to all licensees of operating reactors, 
applicants for OL U holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list encl, 
EISENHUT, D.G Division of Licensing, 83/07/00 Consolidated 

Edison Co. of New York, Inc. 3Bpp 19669:269 24X 

Fiche; 30-000, 83/07/08, 0307000169. 


0307180247 Forwards addl info to support requests for changes to 
Tech Specs, per 030630 meeting w/NRC. W/14 oversize drawings. 
Aperture cards aro available in PDR . 

DALE, L. F, Mississippi Power L Light Co. 03/07/08. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director 30p p 19340:147 
24X Fiche: 30-416, 83/07/00, 8307100247 


E. NRC Safety Evaluation Report (BER). suppls 6 correspondence 


8307220369 Provides formal documentation of analyses performed per SER 
Section 6.2.0 to determine min design thickness of main 
steam line & feedwater line flood heads. Info re design 
ability to maintain svc metal temp also encl. 

DALE, L. F. Mississippi Power U Light Co, 03/07/20. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 19673:234. 

24X Fiche: 30-416,03/07/20,0307220360 


F. Security, medical, emergency fire protection plans 


8307140040 Discusses 030128 briefing in Jackson, MS re util drug 6 
alcohol abuse program. 

O'REILLY, J. P. Region 2, Office of Director 03/02/03. 

STAMPLEY, N. L. Mississippi Power 6 Light Co. ip. 19314:219. 24X 

Fiche: 30-416, 03/02/03, 0307140040. 


9306140204 Requests review of 10CFR30. 34(p > change to physical security 
plan, Rev 7. Change involved access authorization program. 

STOHR, J. P Division of Emergency Preparedness (Pre 030103). 

03/03/03. MIRAQLIA. F. J. Standard i za 1 1 an t* Special Projects Branch 
tp. 18832:261. 24X F 1 c h e : 30-4 1 6, 03/03/03, 8306 1 40204 


0307010081 Forwards Rev 0 replacement pages to physical security plan. 
Pages withheld (ref 10CFR2. 7901. 

DALE, L, F- Mississippi Power U Light Co. 83/06/10. D 'REILLY, J. P. 
Region 2, Office of Director. 2pp. 19124:340. 24X 

Fiche: 30-416, 83/06/10, 0307010081. 


8307140093 Forwards summary of 030602 meeting in Region II ofc re 
proposed physical security plan mods at faci 1 i ty . Lis t of 
attendees also encl. 

LEWIS, R. C. Division of Project it Resident Programs. 83/07/01. 
RICHARD, J. B. Mississippi Power it Light Co, 4pp. 19514:006, 24X 

Fiche; 50-416, 83/07/01, 0307140093. 


B3070B0447 Notifies that certain changes in 030315 Rev 7 to physical 
security p 1 an, d e cr ease effectiveness of plan it are 
inconsistent w/10CFR5G 54. Previous ly approved plan will be 
imp lamented, Encl withheld (ref 10CFR73. 21). 

QCHWENCER, A. Licensing Branch 2. 83/07/03. MCOAUGHY. J. P. 

Mississippi Power 1* Light Co. Ip. 19346; 139. 24X 

Fiche: 30-416, 03/07/03, 0307000447. 


I. Financial Information 


0307060101 Forwards Annual Financial Repts it certified financial 
statements for 1902. 

DALE, L. F. Mississippi Power U Light Co. 83/06/30. DENTON, H. fl. 
Office of Nuclear Reactor Regulation, Director. 13pp. 19237:172. 

24X Fiche: 50-416, B3/06/30, 0307060101. 


— 8307060110 Annual Financial Rept 1902. 

* South Mississippi Electric Power Association.. 83/06/30. 29pp. 

19237:185 24X Fic h c : 30-41 6, B3/06/30 , 0307060 1 01 . 


— 03070601 13 Annual Financial Rept 1902. 

* Mississippi Power 6 Light Co. 83/06/30, 27pp. 19237:212. 24X 

Fiche: 50-416, 83/06/30,8307060101. 


M, Antitrust correspondence 


8307210216 Forwards Interconnection agreement between uttl h FERC to 
resolve violations of antitrust license conditions. 

Resolutions to other issues also provided. 

MCDI ARM! D, R, C. Spiegel 6 McDiarmld. 83/07/19. DENTON, H. R. Office 
a-f Nuclear Reactor Regulation, Director. 143pp. 19667:101. 24X 

Fiche: 30-416, 83/07/19, 8307210216. 


0. Inspection reports, IE Bulletins !c correspondence 


8307140230 Responds to IE Bulletin 82-0J,Rev l to bulletin S, Buppl l to 
Rev 1 to bulletin re Associated Piping St Engineering 
alteration of piping subassembly weld rad log raph s. No 
alterations of penetrameter T holes indicated. 

MCOAUGHY, J. P, Mississippi Power it Light Co. B3/06/20. 

□ 'REILLY, J. P, Region 2, Office of Director. 3pp. 19523:118, 24X 

Fiche: 30-416, 03/06/20, 0307140230. 


0306270401 IE Info Notice 63-46, '‘Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness * Engineering 
Response (Post 030103), 03/07/11. Consolidated Edison Co. of New 

York, Inc. 134pp. 19563:293. 24 X Fiche; 30-000, 03/07/ 1 1 » 8306270401 . 


0306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. ’■ Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness i. Engineering 
Response (Post 030103). 93/07/12. Congo 1 1 dated Edison Co. of New 

York, Inc, 141pp. 19363:133. 24X Fic he: 30-000, 83/07/12, 0306270404. 


0306270406 IE Info Notice 03-48, "Gaseous Effluent Releases of 
Radioactive I-I23 6 1-131 in Etcess of NRC Limits. M Sve list 
end. 

TAYLOR, J. M. Division of QA, Safeguards U Inspection Programs (Post 
030103). 03/07/14. Consolidated Edison Co, of New York, Inc. 

114pp. 19715:270. 24X Fl c he : 30-000, 03/07/ 1 4 , 8306270406. 


S. Reportable occurrences, LERs & related correspondence 


0307120433 Final deficiency rept foT Unit 1 it interim deficiency rept 
for Unit 2 re incorrect wipe setting fln normally closed 
contacts converted from normally open contacts on HFA 
relays. Also reportable under Fart 21 for Unit t. 

MCOAUGHY, J. P. Mississippi Power h. Light Co. 03/07/01. 

□ 'REILLY, J. P. Region. 2, Office of Director. 4pp. 19428:240. 24X 

Fiche: 30-416, 83/07/01 , 0307120433. 


0307120432 Final deficiency rept Fot Unit 1 & interim deficiency rept 
for Unit 2 re PRD-B2/14 concerning sheared bolts an dleeel 
generator rear crankcase c over. Ini tia 11 y reported on 820322, 

Unit i bolts adequate. Also reported per Part 21. 

MCOAUGHY, J. P. Mississippi Power fc Light Co. B3/07/05. 

O'REILLY, J.P. Region 2, Office of Director. 6pp. 19423:349. 24X 
Fiche: 30-416, 83/07/03, B307120432. 


0307130239 Final Deificiency Rept PRD-82-3B re Nelson stud failures on 
embedded plates. Ini tially reported on 821221. Cond i t i on not 
reportable per Part 21 for Unit 2. Failure unique to Type 
86 plate, Welds will be redesigned. 

MCOAUGHY, J. P. Mississippi Power & Light Co. 83/07/03, 

O 'REILLY, J. P. Region 2, QPfice of Director. 6pp, 19331:097. 24X 

Fiche: 50-416, B3/O7/05, 8307130239. 



268 


DOCKETED ITEMS 


030715036? Final/interia Deficiency Rept PRD-82/14 for Units 1/2* 
respectively r* thuriil bolts on rear crankcase cover of 
Dtlaval ditael generators Unit l bolts not def active. Un it 2 
rept due on 850130. Also reportable per Part 21. 

HCQAUOHY, J. P. Mississippi Power & Light Co. 83/07/05 

0 'REILLY, J. P Region 2, Office gf Director. 6 pp 19539:004. 24X 

Fiche: 30-416, 83/07/05, 8307150349. 


8307060329 Generic Ltr 83-27 to all licensees & applicants for 
operating power reactors It holders of CPs for power reactors 
re surveillance intervals In STS. 8 vc list and. 

EISENHUT , D. G. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:254 24X 

Fiche: 30-000, 83/07/06, 8307060329. 


0307150092 Final Deficiency Rept PRD-81/44 re valves 6 actuators not 
«fg under QA program. Initial ly reported on 0 1 1029. Sea 1 s, 
lubricants tc coating on pins b rollers upgraded. Correc tlve 
action completed. Item not reportable per 10CFR50. 33(e) 

MCOAUGHY, J. P. Mississippi Power it Light Co. 83/07/08. 

O'REILLY, J. P. Region 2, Office of Director. 5pp. 19336:113. 24X 

FtChe: 30-416,03/07/08,8307130092. 


0307230333 Part 21 rept re potential defect in high pressure fuel 
injection line of DBF or DSRV standby diesel generator. 

Removal of random sample of lines to be internally borescope 
inspected recommended. 

BOYER, R.E. Transamerica Delaval, Inc. 83/07/20. Director's 
Office, Office of Inspection and Enforcement. 2 pp. 19703 011 24X 

Fich#: 30-000, 83/07/20, 8307250333. 


DOCKET 90-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 
A, App 1 1 ca tion/cons true t i on stage documents fc correspondence 


8307140271 Responds to 830303 request for addl meteorological info, Data 
tape provided. Data format description end. 

COUNBIL# W. Q. Northeast Nuclear Energy Co. (subs of Northeast 
Utilities). CQUNSIL, W. 0. , SEARS, C. F. Northeast Utilities. 

83/07/07. YOUNGBLOOD, B. J. Licensing Branch 1. 4pp. 19320:3 39 . 

24X Flche: 30-423, 83/07/07, 8307140271. 


8307080169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL & holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list end. 
EISENHUT, D. G. D1 vi s i on o f Li c ons i ng . 83/07/08. Consolidated 

Edison Co of New York, Inc. 38pp. 19669:269. 24X 

Flche: 30-000, 83/07/0B, 8307000169. 


8307260197 Responds to NRC 830503 select requests for addl info. Final 
revised FSAR pages will be forwarded 830801. Amend 3 to FSAR 
will be submitted by 830901. 

COUNBIL, W. G. Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities). COUNSIL, W. G, Northeast Utilities. 83/07/22. 
YOUNGBLOOD, B. J. Licensing Branch 1, 262pp. 19728:001. 24X 

Fiche: 30-423, 83/07/22, 8307260197. 


8306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants for GLs S, holders of CPs for Meetinghouse PWRs 
rs safety evaluation of "Emergency Response Guidelines " 

Bvc list end. 

EISENHUT. D. 0. Division of Licensing. 83/06/03. Yankee Atomic 
Electric Co. 10pp. 19363:116. 24X Fi ch e : 50-000, 83/06/03, 

0306060070. 


B307060494 Notification Of B30720 it 21 meetings w/util at site to 
discuii Info for environ review. Meet ing J« site tour agenda 
• ncl. 

DOOLITTLE, E. L. Licensing Branch |. 83/06/24, YOUNGBLOOD, B. J. 

Licensing Branch 1. 5pp, 19299:110. 24X Flche: 50 - 423 , 83/06/24, 


8307140319 Advises of 030720-21 site visit as part of review process 
for preparing environ statement re OL application. 

YOUNGBLOOD, B. J. Licensing Branch 1. 83/06/27. CQUNSIL, W. 0. 

Nuclfar Energy Co. (subs, of Northeast Utilities). 3 pp 
24X Flche; 30-423, 83/06/27, 8307140519 


19327:330. 


D. NRC Draft/Final Environmental Statements, suppls it correspondence 


nwquescs participation in NRC 830720-21 site visit to rev 
process for preparing EI5 re facility operation. Input 
identifying any specific item of environ interest solicited 
YOUNGBLOOD, B, J. Licensing Branch 1. 03/06/29. Commorce, Dept. 

0ce anographic it Atmospheric Administration. 3pp. 
19574:336. 24X FI ch »; 50-423, 83/06/29, 8307 i 50 1 36. 




F, Security, medical, emergency 8 *. fire protection plans 


0307140271 Responds to 830303 request for addl me teoro log ica 1 Info Data 
tape provided. Data format description end. 

W ®‘ Northeast Nuclear Energy Co. (subs, of Northeast 
CQUNSIL, W.G., SEARS, C, F. Northeast Utilities 
J' aUN0DLDC,D ' D - Licensing Branch 1 , 4pp, 19520:339 

24X Fiche: 30-423, 83/07/07, 8307140271. 


0307140522 Forwards Procedures i, Sys Review Branch request for addl 

within 90 days requested. 

YOUNGBLOOD, B. J. Licensing Branch 1. B3/06/29. COUNSIL, W. 0 

Nu 'J” r Enerfl V Co - of Northeast Utilities).' I 7 pp 

19527:322. 24X Fiche: 30-423, 83/06/29, 8307140522 PP 


to 4u,M '* r V of 830512 OL application doc 
s 5 1-ri,V pUn * r * * ubmi * tal «• presentation of 
probabilistic safety study. 

!*,???? £*7' W ' C * Northeast Nuclear Energy Co. (subs, of Northeast 

B C , WN f| L ' H ? Utlllti... 83/Oi/SS * 

YOUNGBLOOD, B. J. Licensing Branch 1 . ip. 19330:150. 24X 

Flche: 30-423, 83/06/30,8307080319. 


0307140174 Forwards "Const Project Evaluation of Millstone Station 'i 
" con,t proj * ct ^i^on of n 3 

6 criteria. * Pr§par#d INP0 Performance objectives 

n?iTl! i0n U Programs. 03/06/30. 

1 9522^091 ^ if 1 ?" 1* R ” ctor Programs (Pre 830103). Ip 

17522.091. 24X Fiche: 30-423, 83/06/30, 8307140174 


H, General correspondence 


Public Utils Committee, Hear lngs should be he Id’ loca 1 ly. 

Plant cost Is prohibitive & future problem exists re final 
disposition of waste. 

Affiliation Unknown. 03/07/31, NRC - No Detailed 
03072701 efl ' 4PP ' 19749:3<?7 - 24X Fiche: 50-423, 83/07/21, 






1E t< correspondence 


U responds to IE Bulletin 82-04, "ueficlanc 
Containment Electrical Penetration Assemblies.” No 

co in ,vi or '>*"»•" *■ »• 

North « aflt Nuclear Energy Co. (subs of Northeast 
mSrleJ ?*r £DUNBIL, W .G. Northeast Utilities. 03/06/17 
HURLEY, T. E. Region 1, Office of Director. 2pp. 19169*206 24X 

Flche: 30-423, 83/06/17, 0307010010. 6 * JW6, 


wanciancies in Prl 


mary 


—8307140179 "Const Project Evaluation of 
(Observations ). « 

* Management Analysis Co. 82 / 12 / 21 , 
Fiche; 30-423, 83/06/30, 8307140174. 


Millstone Station 3 
34pp. 19322:095. 24X 


—8307140183 "Const Project Evaluation of 
e Management Analysis Co. 82/12/21 
Flche: 50-423,83/06/30, 8307140174. 


Millstone Station 3 . " 
166pp. 19322:123. 24X 


k.:.“ 

EI8ENH0T ,U * 1 ^pwrity.avc list end, 

Fiche: 30-000, 83/07/05, 8306270397 PP l9390 * 317 * 24 X 


mwvxwwwau c r xi rwd roi 


pres.rvice lnsp plan. per S30331 commitment to provide addl 
info, In response to NRC acceptance review of OL aauHtflUfl,, 

YUWNGaLDOD, B. J. Licensing Branch 1. 3pp 19252 - 2 4 ih oov 
F iche: 30-423, 03/06/30, 8307060102 


(.-nAMVM . r ' * ri-wvwtvion rcepg 

FDRCHT, K. A. Northeast Nuclear Energy 
Utilities). 03/03/31. 10 pp. 19232:2 

FUhe: 50-423, 83/06/30, 8307060182. 


(subs, of Northeast 
24X 


St , „“^?. T,R 8 3 / 0^‘ h, 5n p ? U ''^ 3 |""r C S4X , * Ub ’ *' 
Flche: 50 - 423 , 03 / 06 / 30 , 0307060183 . PP W8 ' 861, ® 4X 
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8307210033 Forward* IE Insp Rept 50-423/83-08 on S30606-O9. No 
non comp 1 lane 0 noted. 

MARTIN, T. T. Division of Engineering it Technical Programs.. 83/07/03, 
C0UN5IL. M. Q. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 3pp. 19668:336. 24X FI c h e : 50-423, 83/07/03, 03072 1 0033. 


B307210036 IE Insp Rept 50-423/03-00 on 830606-09, No no nc omp b lance 
noted. Major areas inspected: safety-re lated piping, 
containment liner repair, sve mater pump c as ti ng s, we Id er 
qual if ication & weld insp. 1 nc lud lng radiography 
GRAY,E. H. r DURR, J. P. Region 1. Office of Director. KO, J. D, 

Korea. Democratic Peoples Republic (North Korea). 83/06/23. Spp, 
19660:338. 24X Fi ch e: 50-423. 83/07 /OS . 03072 1 0033. 


8306270401 IE Info Notice 03—46, “Coirmon Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem " Svc list and. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

York, Inc. 154pp. 19563:293. 24X Fi e h e : 50-000, 03/07/1 1 , B3D627O40 1 . 


8306270404 IE Info Notice 03-47, 
Result of Contaminated Hydraul 
JORDAN. E. L, Division of Emerg 
Response (Post 030103). 03/07 

York, Inc. 141 p p. 19563:133. 


"Failure of Hydraulic Snubber* os 
ic Fluid. " Svc list end 
ency Preparedness 8. Engineering 
/I2. Consolidated Edison Co, of Neu 

24X Fiche: 50-000, 83/07/12, 8306270404. 


8306270406 IE Info Notice 83-48. "Gaseous Effluent Release* of 
Radioactive 1-125 & 1-131 in Ercess of NftC Limits. " Svc lilt 
•nc 1 . 

TAYLOR, J. M. Division of QA, Safeguards it Inspection Programs (Post 
830103). 83/07/14. Consolidated Edison Co. of New York, Inc. 

iUpp. 19713:270. 24X Fiehe: 50-000, 03/07/14, 0306270406. 


B, Reportable occurrences. LER* & related correspondence 


8307150240 Interim Significant Deficiency Rep t 8D-34 re interference it 
possible binding of ITT Qrintiell mechanical snubbers. 

Initially reported on 030304. Ex t ens i a n for submittal of 
final rept until 830801 requested 

COUNBIL, w G. , SEARS, C F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNBIL, U G. Northeast Utilities. 03/07/07. 
■MURLEY , T. E. Region I, Office of Director Ip. 19530; 349. 24X 

Ft che: 50-423, B3/07/07, 8307150240. 


8307140241 Interim Deficiency Rept SD-4 1 re potential failure of Gould 
Type HE 4 breakers to close Initially reported on 03O6OB. 

Cause not yet determined . Discuss ion* w/vendor initiated. 

C0UN3IL. W. G, . SEARS, C F. Nor theas t Ufc ! 1 i t ie s . 83/07/00. 

MURLEY, T.E. Region 1. Office of Director. Ip. 19323:063 24X 

Fiche: 30-423, 83/07/08, 0307140241. 


DOCKET 30-424 ALVIN W VQGTLE NUCLEAR PLANT, UNIT 1 
A App 1 i ca 1 1 on/cons t r uc t i on stage document* it correspondence 


0307 140234 Comments on B30304 ltr re proposed changes to existing 
field change control program to provide further 
clarification U understanding of specific ar ea*. Prop osed 
field change control program mod acceptable. 

LEWIS, R. C. Division of Project it Resident Programs, 03/06/02. 
KELLY, R. J. Georgia Power Co. 2pp, 19523:030 24X 

Fiche: 30-424,83/06/02. 0307140254. 


0306060070 Generic Ltr 03-22 f all operating reactor licensees, 
applicants for DLs 6 holders of CPs for Westinghause PWR* 
re safety evaluation of "Emergency Response Guideline* “ 

Svc list end. 

EISENHUT, D. G. Division of Licensing. 83/06/03. Yankee Atomic 
Electric Co. 10pp. 19563:116. 24X Fi che: 50-000. 83/06/03, 

B306060070, 


B3 06 200396 Final Significant Deficiency Rept SD-23 re failure of pinion 
fear shear keys in Limitorque Hod# SB-O motor operated 
valves. Initially reported on 820903. We * 1 1 ng heus e will 
replace pinion keys on all BB-0 series motor operators. 

COUNBIL, W. G. Northeast Nuclear Energy Co. (sub*, of Northeast 
Utilities). CGUN3IL,W. 0. Northeast Utilities. B3/06/10. 

MURLEY, T.E. Region 1. Office of Director, 2pp„ 18919; 317 24X 

Fiche: 30-423. 03/06/10, 0306200396. 


8307010148 Interim deficiency rept re cracks in containment crane wall 
near ernbedman t*. I n 1 1 la 1 1 y reported on 021207, Eva 1 uat 1 on 
incomplete. Next rept due by 830901. 

CDUNSIL, W. Q. Northeast Nuclear Energy Co. (sub*, of Northeast 
Utilities). CDUNSIL, W. 0. Nor thoas t Ut i I i t i es 03/06/16. 

MURLEY, T. E. Region 1, Office of Director Ip. 19175:337. 24X 

Fiche: 50-423, 83/06/16, 0307010 14B. 


8307010133 Interim deficiency rept re containment liner stud anchor 
spacing exceeding ASME Code, Section III spec. Initially 
reported on 030319. Eng i neeri ng evaluation being conducted 
Next rept to be filed by 631201. 

COUNBIL, W. 0, Northeast Nuclear Energy Co. (subs. of Northeast 
Utilities). CQUNSILrW.G, Northeast Uti lit i as, 83/06/17. 

MURLEY, T.E. Region 1, Office of Director. 2pp. 19169:274 24X 

Fictia: 30-423,83/06/17, 0307010133. 


8307050201 PN8-I-03-O17: on 030628, SWI craft worker discovered 20 
severed cables In unfinished control bldg between control 
bldg it Intake structure. Caus e under investigation. 

MCKEQWN, GODY, MARTIN, T. Region 1. Office of Director. 83/06/29. 
Ip. 19199:220. 24X Fi C ha : 30-423, 83/06/29, 8307030201 . 


8307110390 Final deficiency rept re potential problems u/loop power 
supply card heat sinks of Meetinghouse 7300 process 
protection sys (BD-40). Ini ti al ly reported on 830602. Concurs 
w/We itlnghouse hardware change*. Also reportable par Part 21. 
COUNBIL, W. 0, Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). CDUNSIL, W. Q. Northeast Utilities. 83/07/01. 

HURLEY, T. E. Region 1, Office of Director. 3pp. 19380:284. 24X 

Fiche: 30-423, 03/07/01, 0307110390. 


0307010166 Forwards application for OL, for Vog t 1 e Electric Generating 
Plant, Units 1 it 2. 

FOSTER, D. 0. Georgia Power Co 03/06/22. DENTON, H, R, Office of 
Nuclear Reactor Regulation# Director. 2pp. 19570 001 24X 

Fiche: 50-424. 83/06/22, 0307010166 


0307010174 Application for CL, for Vogtle Electric Generating! Plant, 
Units 1 & 2. 

FOSTER, DO. Georgia Power Co. 03/06/22. 22pp. 19570* 003 24X 

Fiche: 50-424, 03/06/22, 0307010166. 


8306270397 Generic Ltr 83-26 to all applicants for DLs it holders of 
CP* for power reactors re c lar i f l cation of surveillance 
requirements for diesel fuel impurity. Svc list end. 

EISENHUT, D. 0. Division of Licensing 83/07/05. Consolidated 
Edison Co of New Yut k < Inc. 16pp. 19390:317 24X 

Fiche; 50-000, 03/07/05, B306270397. 


0307060329 Generic Ltr 03-27 to all licensees it applicants for 
operating power reactors & holder* of CP* for power reactor* 
re surveillance interval* in STS. Svc list end. 

E ISENHUT, D. 0. Divi*ion of Licensing. 03/07/06. Consolidated 
Edison Co. of New York, Inc. !6pp. 19669:254. 24X 

Fiche; 50-000, 83/07/06, 0307060329. 


8307120412 Provides summary of events surrounding discovery of 
prehistoric whale approx 45 to 30 million yr* old during 
eomt activity. Excavation* of fossil remains completed 
830610. Info wilt be included in environ rept - OL stage. 

FOSTER, D. D. Georgia Power Co. B3/07/07. ADENSAM, E. G, Licensing 
Granch 4. 2pp. 19425:090. 24X Fiche : 30-424, 83/07/07, 0307120412. 


8307120513 Discusses possible existence of shortnose sturgeon larvae 
in Savannah River. Samp 1 i ng programs conducted by util show 
no evidence of endangered species Environ rept will provide 
add 1 info. 

FOSTER, D. 0. Georgia Power Co. 03/07/07. ADENSAM, E.Q. Licensing 
Branch 4, 2pp. 19433:216. 24X Fiche: 50-424, 83/07/07, 0307120313. 


8307 120 908 Final Significant Deficiency Rept 8D-33 re design it const 
of pull -a part terminal block* in Gould motor control ctr*. 

Initially reported on B3O420. Brae ket* developed to firmly 
secure blocks. 

COUNBIL, M. 0. Northeast Nuclear Energy Co. (sub*, of Northeast 
Utilities). CDUNSIL, W. 0. Northeast Utilities. 03/07/01. 

MURLEY, T.E. Region 1, Office of Director. 2pp. 19432:142, 24X 

Fiche: 50-423, 03/07/01 , 83071 20500. 


83071 30208 Final Significant Deficiency Rept 30-39 r 
problem* w/temp channel test <NTC) card relays. Ini 
reported on 030602. Relay replaced prior to operati 
reported per Part 21 by Westlnghouse. 

CDUNSIL, W. 0, , SEARS, C. F. Northeast Nuclear Energy 
Northeast Utilities). CDUNSIL, W. G. Northeast Uti 
HURLEY, T.E. Region i, Office of Director. 4pp 
Fiche: 50-423,83/07/06, 0307150200. 


e potential 
tlal ly 
on. Al so 

Co. (subs, of 
lities, 83/07/06. 
19530:221. 24X 


0307080169 Generic Ltr 03-28 to all licensees of operating reactors# 
applicants for OL i. holders of CPs re required actiom based 
on generic implications of Salem ATMS events. Svc list end. 
EISENHUT, D. Q. Division of Licensing. 83/07/08. Consolidated 
Edison Co of New York# Inc. 3Bpp. 19669:269. 24X 

Ftche: 50-000, 83/07/0B, 8307080169. 


K. Utility Final Safety Analysis Report <F5AR> it amends 


8307010166 Forwards FSAR, application for OL (filod in PDR Category A) 
geologic i soils borings logs, for Vogtle Electric Generating 
Plant, Unit* 1 It 2. Environ rept, emergency response plan t< 
antitrust info due by 830901. 

FOSTER, D. 0. Georgia Power Co, 03/06/22. DENTON, H. R. Office 
Nuclear Reactor Regulation. Director. 2pp. 19570:001. 24X 

Fiche: 50-424, 83/06/22, 0307010166. 
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l-lB°' e3 V ° 3tl,! Electric Generating Plant.Unlte 1 4 2. FGAR, Chap tens 

193,7 001 »* 

,9397:o3a: 

Ba FSAH° 1 "sttJ*cilJacti?utui*. el,C ‘ riC °"' erstin 5 Plant.Unlte 1 4 2 , 

Fic°:"§!«:re^ 0 ^ 2 j 3 o?o ^ 6 *' 002cp 1,598129 2 « 


i>u,,t ' unu * 

Fu?:^-«s:s^,% s .i 3 3 s i4 . 9pp - 1940,1 osi - 2 « 


& 2, FSAR, 


^^FSAR^^Oa^Iog 23 " P ° V ° ,t,e E,e,:trlt Generating Plant. Unite 1 4 2 , 

;.c^°s§^."^oL% a ,^? 4 ,‘ 2pp i9 “' °- »* 

FSAR, "DeelgS'of Str°cturae e c E1 ' Ctr 't 0enB1 ' iltin 9 Plant. Unite 1 4 2 , 
* Georgia PoJr ?r W^£" P T!£l’ E, *" , f: ,n ‘ * " 

Flcha: 50-^24.83/04/52 J30^0? 44 . 1,444PP 1,601:U7 - 24 * 

a3 FfiA^ 2 "Cn^ P r 3 anc° W/R.'^Gnie' f''' G,n ' rB “" 3 Plant, Unite 1 4 2 . 

?ic^°;si^^?22. e B Sf 6 , ip «* 

^S£H^‘” KrS ' ,S::SiM “ ““ ‘ ‘ ” 

;*.sws£ 3 *..sssa. -> 

FSAnI :>2 - 1 R.^aJt' r f( J{ *° Vo,t1 ' E1 ' ctrIc Generating Plant, Unite 1 4 2, 
F*ic?:“ 3 r ^424°B3;04/22.830™m44 336PP «* 

fl3 °SApI , ^OechE.J 7 2 u Iut^i' g E i' C 5 rU Generating Plant.Unlte 1 4 2 , 

;.«n?^K>o£^ 10 :zr 19425035 • «* 

1 4 2< 

Flche: 50— 42 4 9 a3/04/22, 0307010146. ° PP '’“3:133. 24 * 

™o?46. 20pp - 19423 243 247 

Pr.uc??i“r ei *“ r “ »■. «»*.««». . * 2 . 

^c?:-;s^r^%2. 8 e ^^ 44 . 4Bipp *»■«=»«. ** 

^”'«»' c tir r, Si^r?nr. p, " ,t - ui '“* ■ 4 2 - 

?icr:^^?^/^r 1P 0 °“Ig (i «/04/22 1 P : 1 9626: 1 13, 24x 

" 9 %°LT 2, .^ P :,-- p ^: 1 | p E ‘^ri P •«•«“«• Plant.Unlte , 4 2. 
? i c?: 9 ;s^^^^j 3 3 ^ 46 . 79pp 19405:141 24x 

"* Southern Co. Services! inc hi//u / gn n 

Fich*: 30-424' 83/06/22' 8307010166, ’ SpP i9626r 114. 24X 


93 FSAR? 22 Conduc t^of *0pera ti one e, * E ' eC4rlC G'netating Plant.Unlte 

Flc?r^‘^XoL O 22 , e e ^ & 4 . 50PP ' 19423:1 ° 3 - 2 «* 


1 & 2a 


--83070,0222^.^.6 tn Ungtl. Electric Generating Plant.Unlte 14 2, 
FI Che : > 30-424°83/O6/22. 03O7O1O 2 44 . 4pP ‘ *«*»'««■ =<* 

B307010223^Chap ter* 18^ *’^’’^*1^ Elec trie Generating Plant.Unlte , 4 2, 

;,c?: o ;§!^^;o^ 2 ,^^f 66 . 63pp - ,9424: 122 *<* 

"^^ivrr.lt Program 14 G — PUnt.Unite 1 4 2. 

n.nraiLS^oj^.s^-i*. 177 ”- «* 

F,c?:^ij 2 ^ 0 ^ 22 j^? 46 . 1P ’ 194 ° 3:a2 °- 24X 

^ 83 F8AR B2 "Ace Ident^na lgeee 4 - E “' tl '“ «•»•"«». Plant, Un.t, 1 4 2. 

194241 °° 4 - «* 

"FSAR^^Haiard^Anal^ele 14 E, *'* rlc a,n,,r a‘"'» Plant.Unlte 1 4 2, 

F,c?::;^ 4 ^. P ^^° / P 22 .I^^ 44 . 142PP - 194031 233 - «* 

"™R? 23 AoJn;a t r'; I u , tD .. W ° B “« EU “ r “ Plant.Unlte ,4 2. 

F,c?:°^! 42 S,^; 0 ^ 22 .^^^? 46 . 332PP ' 19416:249 2 « 

FBAR 323 Reac tor PP 4 4 ° V ° stIe Electric Generating Plant.Unlte 1 4 2. 

Flc?e°M-4 2 4,°s5/o2/ii2ja07mof66. 300PP ' ‘^G^ 039 - *« 

■^ss^iS , HK.;:. w si!i!;,?: 9 s tr,e ««*•«»**. . * ». 

^.srsn^rs^sg^ 7 **'- ,94i7 = 24 >- *«* 

83 FaAR° 23 RCB h 4 P CoIin 3 ct°d V s!i 1 " E1 * ttric Generating Plant.Unlte t 4 2, 

Fic?: P ^i4^.“^;o^ a 2,^^^66. 233PP ' 19404:333 ' 2411 

"^nasilr^SSSv ' ‘ * 

f‘.c?:“^‘ 32 ^^;o^ 22 ,^^? 64 .' 74PP - 1941,1 273 ' 24 * 

— B3070^0237^Chap ter .7 to U.gtl. Electric Generating Plant.Unlte 1 4 2, 
; i c^ O ^‘42^B^0^ 2 2,B B ^^A4. 128PP - 19423:247 - 24 * 

— S3O7{HOE30^Chap ter 6 to Vogtl. Electric Generating Plant.Unlte 1 4 2, 
Plch0- > 3O-424 P B3/O6/22i B307Q10 2 44 . '* 3 ' 5 P p ‘ >’“>7:228. 24X 

-eSGTOtoa^Chapt.^lOrtOoVogtl.oEl.ctrlc Generating Plant.Unlte 1 4 2, 

?lc?"SS‘^:. P B^ 0 ^ 8 2 .S^ 44 . 314PP - 1,41,1 347 - 24 * 

'' 83 FBA 0 R 024 ;nSJ;Sm:ntItion V rCo^rij:‘' iC Plant.Unlte , 4 2, 

^c?: p 5 s^r 8 ^GL p 22 ,^^? 66 . 674pp - ,94ii:i03 - 247 

: * * 

Ficha. 50-424' 83/06/22, 8307010166. * 34X 

” 83 F8AR? 24 E. ee tr 1 c%ouer n°»“* E1 * e ‘P‘' Generating Plant.Unlte 1 4 2, 
PU“:°-S-42:, D 03; 0 4/22.S 2 ? 64 , 210PP 1,4131039 2 « 
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Q. Inspection reports* IE Bulletins 4, correspondence 


0307 140177 Forwards IE Insp Repts 50-424/03-10 t*. 50-425/83-10 on 
030413-0510 No noncompliance noted. 

DANCE, H C. Division of Project !« Resident Programs. 03/06/20 
KELLY, R. J. Georgia Power Co. 2pp 19522: OS?. 24X 
Fiche: 50-424, 83/06/20, 9307140(77. 


—0307140105 IE Insp Repts 50-424/83-10 & 50-425/63-10 on 030413-0510. No 
noncompliance noted. Major areas inspected primanj 
containment lifting & setting primary d ome > wo 1 d 1 ng primary 
coolant p i p e, c one re te pouring V stored in-place equipment. 

SANDERS, W. F. Region 2, Office of Director. BROWNLEE, V. L 
Division of Project & Resident Programs, 03/06/20. 3pp. 

19522:091. 24X Fi c h e : 50-424 , B3/06/20, 0307 1 40 1 77. 


8307140243 Forwards IE Insp Repts 50-424/83-11 & 50-423/03-11 on 
830524-27 No noncompliance noted. 

DANCE, H. C. Division of Project t, Resident Programs. 03/06/23 
KELLY, R J, Georgia Power Co 2pp 19523:052 24X 

Fiche: 50-424. 03/06/23, 0307140245. 


—8307140249 IE Insp Repts 30-424/03-11 t< 50-423/83-11 on 030324-27 No 
noncompliance noted. Major areas i ns p ec ted : p r evi ous 
enforcement matter s, struc fcura 1 steel V concrete & previously 
identified inspector followup item. 

HARRIS, J. R. , CONLON, T. E. Region 2, Office of Director, 03/06/21, 
5pp. 19523:054. 24X F( c h e : 50-424, 83/06/23, 0307 1 40245 


8306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 83/07/11. Consolidated Edison Co of New 

York, Inc. 134pp. 19563:293, 24X F i c h e : 30-000, 03/07/ 1 1 , B3062704D1 


8306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid," Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness t>. Engineering 
Response (Post 830103). 03/07/12, Consolidated Edison Co. of New 

York, Inc. 141pp. 19563:153. 24X Fi c h o : 50-000, 83/07/ 1 2, 8306270404 


0306270406 IE Info Notice 83-40, "Gaseous Effluent Releases of 
Radioactive 1-125 it 1-131 in Excess of NRC Limits." Svc list 
enc I . 

TAYLOR, J. K. Division of QA, Safeguards h Inspection Programs (Post 
830103). 03/07/14. Consolidated Edison Co of Now York, Inc. 

U4pp. 19715:270. 24X F i c h e : 50-000, 03/07/ 1 4, 8306270406 


8. Reportable occurrences, LERs & related correspondence 


8307120330 Final deficiency rept re quality of welds V. radiographs mfg 
by Pullman Power Products. Defic 1 ency none* latent, Detai led 
engineering evaluation determined quality of welds 
sufficient to withstand any potential accident, 

FOSTER, D. □. Georgia Power Co. FOSTER, D. 0 Southern Co Services, 
Inc. 03/06/24. O 'REILLY, J. P. Region 2, Office of Director. Ip. 
19429:167. 24X F 1 C h e : 50-424, 83/06/24 , 0307120338. 


0307110453 Interim deficiency rept ro lack of anchor bolt thread 
engagement for emb ed s. ! n i 1 1 a 1 1 y reported on 020426. Seven 
embed plates classified void & 75 plates d i spos 1 fc ioned use- 
as-is. Fol 1 owup audits by QA it OC being performed. 

FOSTER, D 0. Georgia Power Co. FOSTER, D. 0. Southern Co. Services, 
Inc. 83/07/01. 0 'REILLY, J. P. Region 2, Office of Director. 10pp. 

19300:112. 24X F 1 c he : 30-424, 83/07/0 1 , 0307 1 1 0453. 


0307220195 Interim deficiency rept re possible use of defective weld 
wire for stainless steel carbon steel welds. Ini t ial ly 
reported on 830709. Metal lurg lea 1 tests contlnu ing. Nex t 
rept will be submitted by 831014 

CONWAY, R E. Georgia Power Co. 03/07/11. □ 'REILLY, J. P. Rrgion 2, 

Office of Director. Ip. 19684:093, 24X Fi che: 30-424, 03/07/11, 

0307220195. 


8307220324 Interim deficiency rept re failure In embed plate base 
metal . Ini t ial ly reported on 830606. Caused by lamellar 
tearing due to large shrinkage stresses From heavy welding. 

Next rept will be submitted by 031216. 

CQNWAY, R. E. Georgia Power Co. 03/07/1 1. D 'REILLY, J. P. Region 2, 
Office of Director. 4pp. 19675:120. 24X Fiche: 30-424, 03/07/1 1, 

0307220324. 


V. Operator Examinations 


0307140233 Requests submittal of ref matl discussed in 030617 telcon 
re instructor certification exams scheduled for 030725. 
Requirements for administration of operator licensing 
written exams end. 

DANCE, H.C. Division of Project it Resident Programs. 03/06/20. 
BECKHAM, J. T. Georgia Power Co 3pp. 19523:040. 24X 

Fiche: 50-424. 03/06/20, 8307140253. 
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0307140234 Comments on 830304 1 tr re proposed changes to existing 
field change control program to provide further 
c 1 ar i f i ca 1 1 on & understanding of specific areas. Prop osed 
field chahge control program mod acceptable. 

LEWIS, R C. Division of Project 6 Resident Programs. 03/06/02. 
KELLY, R. J. Georgia Power Co 2pp. 19323:038. 24X 

Fiche 30-424, 03/06/02, 0307140234. 


8306060070 Generic Ltr 03-22 to all operating reactor llcensae*, 
applicants for DLs t* holders of CPs for Wmtinghouse PWRs 
re safety evaluation of “Emergency Response Guidelines. " 

Svc list end. 

EISENHUT i D Q. Division of Licensing. 03/06/03. Yankee Atomic 
Electric Co. 10pp. 19563:116. 24X Fic h e : 30-000, 03/06/03, 

8306060070. 


0307010166 Forwards application for CL, for Vogtle Electric Generating 
Plant, Units 1 & 2, 

FOSTER, D O Georgia Power Co. 83/06/22. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 19570:001. 24X 

Fiche: 30-424, 83/06/22, 8307010166. 


8307010174 Application for OL, for Vogtle Electric Generating Plant, 
Units 1 it 2. 

FOSTER, D. Q, Georgia Power Co. 83/06/22. 22pp, 19570:003, 24X 

Fiche: 50-424, 03/06/22, 0307010166. 


□306270397 Generic Ltr 83-26 to all applicants for QLs & holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list end. 

EISENHUT, D. G. Division of Licensing. B3/07/05. Consolidated 
Edison Co of New York, Inc. 16pp. 19390:317. 24X 

Fiche: 30-000, 03/07/03, 0306270397. 


0307060329 Generic Ltr 83-27 to all licensees & applicants for 
operating power reactors & holders of CPs for power reactors 
re surveillance intervals in STS. Svc list end. 

EISENHUT, D.G Division of Licensing. 03/07/06. Consolidated 
Edison Co of New York, Inc. 16pp. 19669:234. 24X 

Fiche: 50-000, 03/07/06, 0307060329. 


B3Q7120412 Provides summary of events surrounding discovery of 
prehistoric whale approx 45 to 50 million yrs old during 
const activity Excavations of fossil remains completed 
830610, Info will be included in environ rept - OL stage, 

FOSTER, D O. Georgia Power Co. B3/07/07. ADENSAM, E. G, Licensing 
Branch 4. 2pp. 19423:090 24X Fi Ch e : 50-424, 83/07/07, 8307 1204 12. 


0307120313 Discusses possible existence of shortnose sturgeon larvae 
in Savannah River . Samp ling programs conducted by util show 
no evidence of endangered spec i es . Env i ron rept will provide 
add 1 info. 

FOSTER, D. □. Georgia Power Co. 03/07/07. ADENSAM, E. G. Licensing 
Branch 4. 2pp. 19433:216 24X Fi che : 90-424, 03/07/07, 8307 120513, 


0307080169 Generic Ltr 83-20 to all licensees of operating reactors, 
applicants for OL & holders of CP* re required actions based 
on generic implications of Salem ATW5 events. Svc list end. 
E19ENHUT.D 0 Division of Licensing. 83/07/08. Consolidated 
Edison Co of New York* Inc. 30pp. 19669:269. 24X 

Fiche: 50-000, 83/07/08, B307080 169. 


K. Utility Final Safety Analysis Report (FSAR) U amends 


0307010166 Forwards FSAR, app 1 lcatlon for OL (Plied in PDR Category A) it 
geologic 6 soils barings logs, for Vogtle Electric Generating 
PlantrUnits 1 6 2. Environ rept, emergency response plan it 
antitrust Info due by 830901, 

FOSTER, DO, Georgia Power Co. 83/06/22. DENTON, H. R, Office of 
Nuclear Reactor Regulation, Director. 2pp. 19570:001. 24X 

Fiche: 90-424, 03/06/22,8307010166. 


— 8307010183 Vogtle Electric Generating Plant, Units 1 it 2, FSAR, Chap tors 
1 - 10 . 

» Georgia Power Co. 03/06/22, 7, 20lpp, 19397:001. 24X 

Fiche: 50-424, 83/06/22,8307010166, 


— 830701010? Chapter 1 to Vogtle Electric Generating Plant, Units 1 & 2, 
FSAR, "Introduction it General Description of Plant." 

* Georgia Power Co. 03/06/22. 430pp, 19397:032. 24X 

Fiche; 50-424, B3/06/22, 0307010166, 


— 8307010191 Chapter 2 to Vogtle Electric Generating Plant, Units 1 fc 2, 
FSAR, "Site Character 1 st ics. " 

* Georgia Power Co. B3/06/22. 1,002pp. 19598:129. 24X 

Fiche: 30-424, 83/06/22, B307010I66. 
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— 0307010194 App 2A to VogtU Electric Generating Plant. Units 1 & 2.FSAR. 
"Population Distribution Methodology. " 

* Georgia Power Co. 03/06/22. 5pp 19601 051. 24X 

Fiche: 50-424,83/06/22, 0307010166- 


— 0307010197 App 28 to Vogtie Electric Generating Plant. Units 1 J< 2. 
FSAR, "Geology. " 

» Georgia Power Co. 03/06/22. 62pp. 19601:036. 24X 

Fiche: 50-424.03/06/22. 0307010166. 


—0307010204 Chapter 3 to Vogtie Electric Generating Plant. Units 1 2. 

FSAR, ‘’Design of Struc tures, Components. Equipment U Sys." 

* Georgia Power Co. 33/06/22, 1> 444pp. 19601:117. 24X 

Fiche: 30-424,83/06/22, 8307010166. 


— 8307010203 App 3A to Vogtie Electric Generating Plant, Unit* 1 t< 2. 
FSAR, "Conformance W/Reg Guides. " 

* Georgia Power Co. 03/06/22. Ip. 19603:121. 24X 

Fiche: 50-424,83/06/22, 0307010166. 


— 0307010209 App 3B to VogtU Electric Generating Plant, Units 1 fc 2. 
FSAR. "Computer Programs Used for Struc tura 1 , Se i sml c t< 
Geotechnical Analyses." 

ft Georgia Power Co. 83/06/22, lipp 19603:122. 24X 

Fiche: 50-4:24,03/06/22, 0307010166. 


— 0307010210 Chapter 11 to Vogtie Electric Generating Plant, Units 1 & 2, 
FSAR, "Rasfwaste Mgt, " 

ft Georgia Power Co. 03/06/22. 336pp. 19621:006. 24X 

Fiche: 30-424.83/06/22, 0307010166. 


—0307010213 App 17A to Vogtie Electric Generating Plant, Unit* 1 2, 

F8AR, "Bechtel Qua 1 i ty Program. *' 

* Bechtel Corp. 83/06/22. 69pp. 19626:033. 24X 

Fiche: 50-424,03/06/22, 8307010166. 


—0307010214 App 3C to VogtU Electric Generating Plant, Units 1 it 2, 
F6AR. "Design of Structure* for Tornado Missile Impact. 11 
ft Georgia Power Co. 03/06/22. 8pp. 19603: 133. 24X 

FlCht: 30-424,03/06/22, 0307010166, 


—0307010215 App ISA to Vogtie Electric Generating Plant, Unit* 1 fc 2, 
FSAR, "Actident Analysis Radiological Consequences 
Evaluation Models 8t Parameters. " 

* Georgia Power Co. 03/06/22. 20pp. 19623:243, 24X 

Fiche: 50-424,03/06/22, 0307010166. 


—0307010216 Chapter 12 to Vogtie Electric Generating Plant. Units 1 & 2, 
FSAR, "Radiation Protection." 

ft Georgia Power Co. 03/06/22. 481pp. 19621:342. 24X 

Fiche; 50-424,83/06/22,8307010166. . 


—0307010217 App 17B to Vogtie Electric Generating PlantrUnits I fc 2, 
F6AR, "Westlnghouse Water Reactor Div GA Plan." 

» Meeting house Electric Corp. 03/06/22. ip. 19626:113. 24X 

Fiche: 50-424, B3/06/22, 0307010166. 


—0307010219 App 3D to Vogtie Electric Generating Plant, Units l i, 2, 
FSAR, "Seismic Reiponse Spectra." 

* Georgia Power Co. 83/06/22. 79pp. 19603:141. 24X 

Fiche: 50-424, 03/06/22, 8307010166, 


— 8307010220 App 17C to Vogtie Electric Generating PlantrUnits l & 2, 
FEAR, "Southern Co Svcs, Inc, Auditing & Supplier Surveillance 
Imp Functions. " 

« Southern Co. Services, Inc. B3/06/22. 8pp. 19626:114. 24X 

Fiche: 50-424, 03/06/22, 0307010166 


—0307010221 Chapter 13 to Vogtie Electric Generating Plant, Unit* 1 it 2, 
FSAR, "Conduct of Operations, " 

* Georgia Power Co. 83/06/22. 30pp. 19623: 103. 24X 

Fiche: 50-424,83/06/22, 8307010166. 


—8307010222 Chapter 16 to Vogtie Electric Generating Plant, Units l & 2, 
FSAR, "Tech Specs. " 

* Georgia Power Co. 03/06/22. 4pp. 19623:263. 24X 

Fiche: 50-424, 83/06/22, 0307010166. 


—8307010223 Chapter IB to Vogtie Electric Generating Plant, Units 1 i< 2, 
FSAR, "Human Factors Engineering." 

* Georgia Power Co. 83/06/22, 63pp. 19626:122, 24X 

Fiche: 50-424,83/06/22*8307010166. 


—8307010223 Chapter 14 to VogtU Electrit Generating Plant, Units 1 & 2, 
FSAR, "Initial Test Program." 

ft Georgia Power Co. 03/06/22. 177pp. 19623: 187. 24X 

Fiche: 50-424, 83/06/22* 8307010166. 


— 8307010226 App 3E to Vogtie Electric Generating Plant, Units 1 & 2, 
FSAR. "Impedance Functions for Layered Medium." 
ft Georgia Power Go. 83/06/22. Ip. 19603:220. 24X 

Fiche: 50-424, 83/06/22, 0307010166 


— 0307010227 Chapter 13 to Vogtie Electric Generating Plant, Units 1 ’«< 2, 
FSAR, "Accident Analyses." 

ft Georgia Power Co. 83/06/22. 399pp 19624:004. 24X 

Fiche: 30-424, 83/06/22, 8307010166. 


— 3307010220 App 3F to Vogtie Electric Generating Plant, Units l U 2, 
FSAR i ” Ha cards Anatysi*. " 

* Georgia Power Co. 03/06/22. 142pp. 19603:233- 24X 

Fiche: 30-424. 83/06/22, 8307010166. 


— 8307010230 Chapter 9 to Vogtie Electric Generating Plant, Units 1 t< 2, 
FSAR, "Auxiliary Sys. " 

* Georgia Power Co. E3/06/22. 332pp. 19616:269. 24X 

Fiche: 90-424. 03/06/22, 0307010166, 


— 8307010231 Chapter 4 to Vogtie Electric Generating Plant, Units 1 «< 2, 
FSAR, "Reactor- " 

ft Georgia Power Co 83/06/22. 300pp. 19606:039. 24X 

Fiche: 30-424, 83/06/22, 8307010166. 


— 8307010233 App 9A to Vogtie Electric Generating PlantiUnits 1 & 2, 
FSAR, "Fire Hazards Analysis. " 

ft Georgia Power Co. 03/06/22. 732pp. 19617:241. 24X 

FiCh«: 50-424, 03/06/22, 0307010166. 


— B307010234 Chapter 5 to Vogtie Electric Generating PlantiUnits i S< 2, 
FSAR, "ACS it Connected By*. " 

ft Georgia Power Co. 03/06/22. 233pp. 19606:333. B4X 

Fiche: 50-424, 03/06/22, 0307010166 . 


— B307010233 App 9B to Vogtie Electric Generating Plant, Units 1 i Si 
FSAR, "Comparison of Vogtie Unit3 1 k 2 W/flequ irements of 
Branch Technical Position CMEJ3 9.3-1." 

* Georgia Power Co. 03/06/22. 74pp, 19619:273. 24X 

Fiche; 50-424, 83/06/22, 0307010166. 


— 8307010237 Chapter 17 to Vogtie Electrit Generating Plant, Units 1 it 2, 
FSAR, "GA" 

ft Georgia Power Co. 83/06/22. 128pp. 19623:267. 24X 

Fiche: 50-424, 83/06/22, 6307010166. 


— B30701023S Chapter 6 to Vogtie Electric Generating Plant, Units i L 2, 
FSAR, "ESF. " 

ft Georgia Power Co. 03/06/22 1,313pp. 19607:226. 24X 

Fiche: 50-424, B3/06/22, 0307010166. 


— 9307010239 Chapter 10 to Vogtie Electric Generating PlantiUnits l I< 2, 
FSAR, "Steam & Power Conversion Sys. " 

ft Georgia Power Co. 83/06/22, 316pp. 19619:347. 24X 

Fiche: 50-424, 03/06/22, 8307010166. 


— B307010241 Chapter 7 to VogtU Electric Generating Plant, Units 1 & 2, 
FSAR, "Instrumentation 6 Controls. " 

* Georgia Power Co. B3/06/22. 676pp. 19611:103. 24X 

Fiche: 50-424, 83/06/22, 0307010166. 


— S307010242 App 10A to VogtU Electric Generating Plant, Unit* 1 & 2. 
FSAR, "VogtU Auxiliary Feedwater Sys Reliability Analysis." 
ft Georgia Power Co. 83/06/22. 65pp. 19620:303, 24X 

Fich*; 50-424, 83/06/22, 0307010166 


— 0307010244 Chapter 0 to VogtU Electric Generating Plant, Units 1 8* 2, 
FSAR, "Electric Power. " 

* Georgia Power Co. 83/06/22. 210pp. 19613:099, 24X 

Fiche: 30-424, 83/06/22, 0307010166. 


Q, Inspection reports, IE Bulletins U correspondence 


0307140177 Forwards IE Insp Repts 50-424/83-10 30-423/03-10 an 

830413-0310, Na noncompliance noted. 

DANCE, K. C. Division of Project & Resident Programs. 83/06/20. 
KELLY, R. J. Georgia Power Co, 2pp. 19322:009. 24X 

Fiche: 30-424, 03/06/20, 0307140177. 


—0307140103 IE Insp Repts 50-424/03-10 * 30-425/03-10 on 030413-0310. No 
noncomp 1 lance noted, Major areas inspected : pr lmary 
containment lifting fc setting primary dome, welding primary 
coolant pipe, concrete pouring t* stored in-place equipment. 

SANDERS, W, F, Region 2, Office of Director. BROWNLEE, V. L. 

Division of Project & Resident Programs. 83/06/20. 3pp. 

19322:091. 24X Fi Ch e ; 30-424 , 83/06/20, 03071 40177, 
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8307140245 Forward* IE I nip Kept* 50-424/03“ 11 Jk 50-425/83-11 on 
030524-27. No none omp 1 i ante noted. 

DANCE, H. C. Division of Project it Resident Programs 03/06/23. 
KELLY, R. J. Qeorgia Power Co. 2pp. 19523:032. 24X 

Fiche: 50-424,03/06/23. 0307140245. 


-- 0307 140249 IE Insp Repta 30-424/03-11 & 50-425/03-11. on 030524-27. No 
noncompliance noted. Major area* inspec ted : previous 
enforcement matters, struc tural steel 8c concrete it previously 
identified inspector followup item. 

HARRIS, J.R. , CONLON. T.E. Region 2, Office of Director. 03/06/21. 
5pp. 19523:054. 24X Fiche: 90-424, 83/06/23, B307 1 40245. 


8306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Sub system. ” Svc. Hat encl. 

JORDAN. E. L. Division of Emergency Preparedness U Engineering 
Response (Pont 030103). 83/07/11. Consolidated Edison Co. of New 

York, Inc. 154pp. 19563: 293. 24X Fiche: 50-000, 83/07/1 1 , 0306270401 . 


0306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers ae 
Result of Contaminated Hydraulic Fluid." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 030103), 03/07/12. Consolidated Edison Co. af New 

York, Inc. I4tpp. 1-9563:153. 24X Fiche: S0-OOO. B3/07/12, 0306270404. 


DOCKET 8TN-50-437 FLOATIN'© NUCLEAR PLANT 


A. App 1 i cat ion/constr uc t i on stage document* 8t correspondence 


0306270397 Generic Ltr 83-26 to all applicants for GLs it holders of 
CPs far power reactors re clarification of surveillance 
r equ i remerts for diesel fuel impurity. Svc list encl. 

E I5ENHUT, D. 0. Division of Licensing 03/07/03. Consolidated 
Edison Co of New York, Inc. 16pp. 17390:317. 24X 

Fiche: 50-000, 03/07/03, 8306270397. 


0307060329 Generic Ltr 03-27 to all licensees & applicants for 
operating power reactors 6 holders of CPs foT power reactors 
re surveillance Interval* in STS. Svc list encl. 

EISENHUT, D. Q. Divi sian of Licensing 03/07/06. Consolidated 
Edison Co. of New York, Inc. I6pp 19669 234. 24X 

Fiche: 50-000, 03/07/06.8307060329. 


8307000169 Generic Ltr 03-20 to all licensees of operating reactors, 
applicants for OL & holders of CPs t« required actions based 
on generic implications of Salem ATWS events Bvc Hat encl. 
EISENHUT, D. G. Division of Licensing 03/07/00. Consolidated 
Edison Co, of New York, Inc. 30pp. 19669:269, 24X 

Fiche: 50-000, 03/07/00, 0307000169. 


0306270406 IE Info Notice 03-40, "Gaseous Effluent Releases of 
Radioactive 1-125 6 I-I31 in Excess of NRC Limits. u Svc list 
and. 

TAYLOR, J. M. Division of QA, Safeguards 6 Inspection Programs (Post 
630103). 03/07/14. Consolidated Edison Co. of New York* Inc. 

1 14pp. 19715:270. 24X F i che : 50-000, 03/07/14. 8306270406. 


8307190489 Informs that costs for processing & issuance of license 
exceed max fee. No addl fee required. 

MILLER, W- □. License Fee Management Branch. B3/07/0B, COLLIER. A. R, 
Offshore Power Systems (subs, of Wcstinghouse Electric Cqrp. >. Ip. 
19651:355. 24X F ic he ; 30-437, 03/07/00, 0307 1904B9. 


5. Reportable occurrences, LERs ?t related correspondence 


0307120350 Final deficiency rept re quality of weld* 8 < radiographs mfg 
by Pullman Power Product*. D» f ic iency none x 1 * tent, Deta l ltd 
engineering evaluation determined quality of welds 
sufficient to withstand any potential accident. 

FOSTER, D. 0. Georgia Power Co. FOSTER, D. O. Southern Co. Services. 
Inc. 03/06/24. 0 'REILLY, J. P. Region 2, Office of Director. Ip. 

19429: 167. 24X Fiche: 50-424, 03/06/24, 8307120350. 


— 8307190491 Forwards summary of review costs for 
license. Max fee paid L no addl fee required. 
HOLLOWAY, C. J. License Fee Management Branch. 
Fee Management Branch. 2pp. 19651:356. 24X 

03/07/00, 0307190409. 


issuance of mfg 

03/07/08. License 
Fiche: 30-437, 


DOCKET 50-430 EELLEFONTE NUCLEAR PLANT, UNIT 1 


A. Applicat ioti/cpns truction stage documents it correspondence 


8307110453 Interim deficiency rept re lack of anchor bolt thread 
engagement for embeds. Ini tie 1 ly reported on 020426. Seven 
embed plates classified void L 79 plates d i ap<u i t i one d u*»- 
as-i*. Fol louup audits by OA it QC being performed. 

FOSTER, D. 0. Georgia Power Co. FQSTER.D.O, Southern Co Services. 
Inc. 03/07/01. O'REILLY, J. P. Region 2, Office of Director, 10pp. 
19380:112. 24X F i c h e: 50-424 , 83/07/01 , 0307 1 10453. 


8307220193 Interim deficiency rept re possible use oP defective weld 
wire for stainless steel carbon *teel welds. Initially 
reported on 830709. Metal! urg i cal tests c on 1 1 n uing . Ne « fc 
rept will be submitted by Q31014. 

CONWAY, 8. E. Georgia Power Co. 03/07/11. □ 'RE ILLY. J. P. Region 2, 

Office of Director. Ip. 19604:093. 24X FI c he: 30-424, 03/07/1 1. 

0307220193. 


8307220324 Interim deficiency rept re failure in embed plate base 
metal. Ini tial ly reported on 030606. Caused by lamellar 
tearing due to large shrinkage stresses from heavy welding. 

Next rept will be submitted by 031216. 

CONWAY, R. E. Georgia Power Co. 03/07/11, O ' REILLY, J. P. Region 2. 
Office of Director. 4pp. 19675:120. 24X Fi Che : 50-424, 03/07/ 1 1 , 

0307220324. 


V. Operator Examinations 


0307140253 Requests submittal of ref matl discussed in 830617 telcon 
re Instructor certification exams scheduled for 830725. 

Requirements far administration of operator licensing 
written exams encl. 

DANCE, H. C. Division of Project it Resident Programs. 63/06/20. 
BECKHAM, J. T. Oeorgia Power Co. 3pp 19523:040. 24X 

Fiche: 30-424, 83/06/20, B307140233. 


DOCKET 50-433 UC-8ANTA BARBARA RESEARCH REACTOR 


V. Operator Examinations 


0307080427 Generic Ltr 03-12A to all nenpower reactor licensees re 
issuance of NRC Form 390, "Personal dual 1 f i c a tions 
Statement - Licensee. 11 Svc list encl. 

EISENHUT, D. 0. Division of Licensing. 83/07/11. Michigan, Univ. 
of. 14pp. 19563:133. 24X Fiche: 50-000. 83/07/1 1, S3Q70B0427, 


8307070D9B Responds to B30615 ltr re Endangered Species Act. Plant site 
it associated transmission line corridors in plant area 
possibly occupied by several listed species. NRC surveys 
recommended. 

JORDAN, D. 0, Interior, Dept, of, Fish 1a Wildlife Service. B3/06/2B. 
ADEN9AM, E, Licensing Drench 4. Ip. 19295:133. 24X 

Fiche: 30-430, 03/06/20, B30707009B, 


8306270397 Generic Ltr 03-26 to ell applicants fOT OLs & holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impur i ty. 8vc list enck, 

EISENHUT, D. G. Division of Licensing 03/07/05. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Fiche: 50-000, 03/07/05, 0306270397. 


8307060329 Generic Ltr 93-27 to all licensees & applicants for 
operating power reactor* U holder* of CPs for power reactors 
re surveillance Intervals in STS Svc list encl- 

EISENHUT, D. 0. Division of Licensing. 83/07/06. Consolidated 
Edison Co af New York, Inc i6pp. 19669:234. 24X 

Fiche; 30-000, 03/07/06, 8307060329. 


S3070B016? Generic Ltr 83-20 to all licensee* of operating reactors, 
applicants for OL it holders of CPs re required actions based 
on generic Implications of Salem ATW3 event*. Svc list encl. 
EISENHUT, 0. 0. D i vl s ion o F L lcens i ng. 03/07/08, Consolidated 
Edison Co- of Neui York, Inc. 39pp. 19669:269. 24X 

Fiche: 30-000,03/07/00, 0307000169. 


O. Inspection reports, IE Bulletins L correspondence 


0307220242 Forward* IE Insp Rept* 50-430/03-14 fit 30-439/83-14 on 
030531-0603. No n one omp 1 i enc e noted. 

VERRELLI, D. M. Division of Project 6 Resident Programs, 03/07/01. 
PARR I8< H. 0. Tennessee Valley Authority. 2pp. 19684:230. 24X 

Fiche: 50-433, 03/07/01,8307220242. 


— 0307220247 IE Insp Repts 50-438/B3-14 U 50-439/B3-14 on 830531-0603. No 
noncomp 1 lance noted. Major areas Inspec ted; el ectr i cal 
component* 6 *ys observation of work it work activities, 
instrumental on cables L terminations. 

RUFF, A. B. . CONLON, T. E. Region 2, Office of Director. 03/06/27. 

6pp. 196B4:232. 24 X Fi t h e : 50-43B, 03/07/0 1 , 0307220342. 


0306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness fc Engineering 
Response (Post 030103). 03/07/11. Consolidated Edison Co. of New 

York, Inc. 134pp. 19363:293. 24X Fic he : 50-000, 63/07/1 1* 8306270401 . 
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8306270404 IE Info Notice 83-47. ‘'Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid.” Svc list end 
JORDAN, E.L. Division of Emergency Preparedness h Engineering 
Response {Post 330103). 83/07/12. Consolidated Edison Co of New 

Yori, Inc. 141pp. 195&3: 153. 24X Fiche: 50-000. 83/07/12. 8306270404. 


8307220522 Aclt receipt of B30627 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-438/03-11 it 
50-439/83- 1 1 . Vi o 1 at 1 on A will not be wl thdrawn. Rev 4 to 
Procedure DNP-QCP-1 0. 29 conforms to Generic Lfcr 01-01. 

O'REILLY, J. P. Region 2, Office of Director. 83/07/12. PARRIS.H. 0. 
Tennessee Valley Authority. 2pp. 19695:150. 24X 

Fiche: 50-438,83/07/12. B307220522, 


6307220526 Responds to NRC 830527 ltr re violations noted in IE Insp 
Repts 50-43B/83~li it 30-439/83-1 1. Corrective actions: motor 
operated valves it auxiliary feedwater pumps cleaned. 

Violation A re QC Inspector educ it experience disputed. 

MILLS. L M. Tennessee Valley Authority. 83/06/27 0 'REILLY, J. P. 

Region 2. Office of Director. 7pp. 19605:132. 24X 

Fiche: 30-438, 83/07/12, 0307220522. 


*8307220332 Forwards IE Insp Repts 30-43B/B3-I1 it 30-439/83-11 on 
830425-29 t notice of violation. 

LEWIS. R.C. Division of Project L Resident Programs. 83/03/27. 
PARRIS, H. 0. Tennessee Valley Authority. 2pp. 19605:139. 24X 
Fiche: 50-438, 83/07/12. 8307220522, 


8307220336 Notice qf violation from 
* Region 2, Office of Director. 
Fiche: 50-439, 83/07/12, 0307220322. 


insp on B30425-29. 

03/05/27. 2pp. 19683:161. 24X 


8p<:orid interim deficiency rept re relief valve* violating 
ASME Code oh use of stop valves between relief device it 
equipment being protec ted. In i t la 1 ly reported on 821223, 

Analysis $< design drawing revs underway. Next rept by 841102. 

MILLS, L. M, Tennessee Valley Authority, 83/07/05. O'REILLY, J.P 
Region 2, Office of Director. 2pp. 19337:210 24X 

Fiche: 30-438. 03/07/05, 0307150166. 


8307130267 First interim deficiency rept re breaking welded studs o 
seismic conduit supports Initially reported an 830606. 

Corrective action will involve specifying max allowable 
torque on bolts, Next rept expected by 831219. 

MILLS. L. M. Tennessee Valley Authority. 83/07/03. 0'REILLY,JP 
Region 2, Office of Director. 3pp. 19338:091. 24X 

Fiche: 30-438, 83/07/03, 0307130267. 


re water dame 

to reactor bldg normal sump isolation valve motor operator. 
Initially reported on 030609. Motor operator refurbished. 

d * Uons investigated. Next rept due by 831026. 

MILLS, L. M. Tennessee Valley Authority. 83/07/08. 0 'REILLY# J. P. 

Region 2, Office of Director. 2pp. 19693:269. 24X 

Fiche: 50-438, 83/07/08, 8307220302. 


r , ^ . eusaa -wriLIONWIJ f\ p le tJU — kj Q / O U T9 

overpressurl ration of makeup & purification piping & valve*, 
initially reported on 820328. Valya VIBB-439-A will reworked 
it retested by 831014. 

MILLS. L^M. Tennessee Valley Authority. B3/07/QB. 0 'REILLY, J, P. 

Region 2, Office of Director. Ip. 19675*097. 24X 

Fiche: 30-430, 83/07/08, 0307220321. 


-B30722Q341 IE Insp Repts SO-43B/11 Sc 50-439/03-lt on 830325-29. 
Noncompliance noted:Rev 3 to Procedure DNP-GCP-10. 29 did not 
define OC Inspector edge & experience requirements & 
nonconf armance rept re in-core monitoring sys not Initiated. 

WRIGHT, R.w. Region 2, Office of Director. UPRIGHT, C. M. Division 
of Engineering & Radiological Safety Programs. 83/05/23. 13pp, 

19685:163. 24X Fiche: 30-438, 03/07/12, B3D7220322. 


ojy ' uuou interim deficiency rapt re Johnson Machine Works 

welds on auxiliary feedwater pump room door*. Ini t ial ly 
reported on 030210. Doors returned to vendor for rework. Next 
rept expected by 840117. Also reported per Part 21. 

MILLS. L.M. Tennessee Valley Authority. 03/07/12. O'REILLY, J.P 
Region 2, Office of Director. Ip. 19674*074 24X 

Fiche: 30-438, 83/07/12, 8307220Q8Q. 


8306270406 IE Info Notice 83-40, "Gaseous Effluent Releases of 
Radioactive 1-123 1* I-I3I in Excess of NRC Limits." Svc list 
end. 

h o-,y 01vi 1 ion a *' Safeguards & Inspection Program* (Post 
930103). 83/07/14. Consolidated Edison Co of New York, Inc. 

114pp. 19715:270. 24X Fiche : 50-000, S3/07/1 4, B306270406. 

0307270176 Requests expeditious review of 000909 request for exemption 
from inservice insp of welds for main steam fc feedwater 
piping end in guard pipe Inside main steam valve rooms & 

Rev 2 to CE0 - 74 “ 13 including venting relief paths. 

HAMMER, D. 9. Tennessee Valley Authority. 83/07/22 ADEN3AM, E 

4< 2pp * 19749; 260. 24X F tc he : 50-438, 83/07/22, 

8JQ7270 1 76, 

Rev 2 to "Break Exclusion Position From Complying W/APCSB 
3-1 & MED 3-1, Be 1 lefonte Nuclear Plant Units 1 & 2. " 

S' ‘ EVAN3 ' P ' A ‘ ' EN0Lib H#W,A. Tennessee Val ley Authority, 
CEB-76-13 R02. 77/09/20. 44pp. 19749*262 24X 

Fiche: 50-430,83/07/22, 8307270176. 

R. Periodic operating reports it related correspondence 


M HM.v.cnhij ropv re ranure or unactanooga 

Bolt Ik Screw nuts & Challenge Enterprise* bolts to meet A9TM 
specs. Initially reported o n 010924. Results of bolting matl 
analysis under review. Also reportable per Part 21. 

M!LLS, L.M Tennessee Valiey Authority. 83/07/14! □ 'REILLY# J. P. 

Region 2# Office of Director. 2pp. 19604:082 24X 

Fiche: 50-430# 03/07/14# 8307220169. 

8307220304 First Interim deficiency rept re inability of ITE Imperial 
Corp safety-related electrical awltchgear panel welds to 
meet GA cr I ter I a. I ni 1 1 *1 ly reported on 030615. Next rept 
will be submitted by 03U3O. 

MILLS# L.M. Tennessee Valley Authority. 83/07/14. 0 'REILLY# J. P. 

Region 2, Office of Director, 3pp, 19683:276. 24X 

Fiche: 50-430# 83/07/14, 0307220304 

8307220437 First interim deficiency rept re field cable* not properly 
terminated in penetrations. Initially reported on 830614. 

Craft personnel & inspectors will be retrained in proper 
application of termination procedures. 

MILLS# L.M. Tennessee Valley Authority. 83/07/14. O'REILLY# J. P. 

Region 2, Office of Director. 2pp, 19607:332. 24X 

Fiche: 50-438, 83/07/14, 0307220437 


8307140045 Informs that scheduled fuel load date remains May 1985. Any 
schedule changes will be Included in next quarterly update 
until SER Issuance. 

MILLS# L.M, Tennessee Valley Authority. 03/07/00. EtSENHUT, D. G. 
8307140045^ LlC ' ,^5<n!, ' lp - 19514: 191. 24X Fi che: 50-438# 83/07/00, 


“ w -,.v„ „,v.r^ Deficiency rept re failure of main steam l 

due to main feedwater over f i 1 1. Ini t la 1 ly reported on 000319. 

Final analysis & verification of main steam line piping 
overfill event not comp! ete. Also reportable under Part 21. 

MILLS, L.M. Tennessee Valley Authority. 83/07/14. O 'RE ILLY# J. P. 
Region 2# Office of Director. 2pp. 19701:166. 24X 

Fiche: 30-43B, 03/07/14, 8307230464. 


™!!° rUblB 0cctjr **" c<!4 ' LERs * related correspondence 


Slxth deficiency rept re RCS support St restraint 

bolt torques, initially reported on 810824, EPRI funding 
received for NDE St corrosion research re high strength 
fasteners. Also reportable per Part 21. 

MILLS, L.M. Tennessee Valley Authority. 03/06/29. 0 'RElLLYi J. P. 

Region 2, Office of Director. 2pp. 19423:160 24X 

Fiche: 30-438, 83/06/29. 0307120167. 


8307 120210 Second interim deficiency rept re improper handling of 
design change rept*. Initially reported on 821221 . BLP-EP 
44.76 revised <t evaluation of 100 design change repts In 
progress. Nex t rept will be submitted by 831822. 

MILLS, L.M, Tennessee Valley Authority. 83/07/01. 0 'REILLY, J, P, 

Region 2, Office of Director. 2pp. 19423:282 24X 

F U h «: 30-430, 83/07/0 1 , 0307 1 202 1 0. 


8307230230 Final deficiency rept re Uestinghouse low voltage 
switchgear. Initially reported on 820823. Fuse block* will be 
matchmarked w/fuses in on po* ition. Correc tive actions will 
be completed by 830831. 

MILLS, L. M. Tennessee Valley Authority. 83/07/13. O'REILLY# J. P. 
Region 2, Office of Director. 2pp. 19706:039. 24X 

Fiche: 30-43B, B3/07/15, 8307230230. 


0307230408 Second interim deficiency rept re snubber interference from 
rear brackets mfg by ITT Grinnell, Initii I ly reported on 
830126. Revi ew of ITT Grinnell' test results underway. A1 so 
reportable under Part 21. Next rept by 840123. 

MILLS, L.M. Tennessee Valley Authority. 83/07/15. O'REILLY# J.P 
Region 2, Office of Director. 2pp. 19704:013 24X 

Fiche: 50-430, 83/07/15, B3Q72S040B. 


8307260303 Sixth Interim Deficiency Rept* Bl-30 t< 81-33 re generic 
implication* of failure to implement design criteria in 
design drawings. Ini tia 1 ly reported on 810401. Review of 
functional control logic diagram* comp lete. Next rept B31021, 
MILLS, L. M. Tennesiee Valley Authority. 83/07/19. 0 'REILLY, J. P. 

Region 2, Office of Director, lp. 19734: 170 . 24 X 

Fiche: 30-438# 83/07/19, 8307260303. 
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8307260419 First interim deficiency rapt re makeup/high pressure 
injection pump vibrati on. Ini t ial ly reported on 030622. D b W 
requested to advise of corrective actions. Next rept expected 
by 831202. Also reported per Part 21- 

MILLS, L, M. Tennessee Valley Authority 03/07/20. O'REILLY, J.P 
Region 2, Office of Director. 2pp 19733:177. 24X 

Fiche: 30-430* 83/07/20. 0307260419. 


0307290034 Final deficiency rept for Watts Bar b Items 2 M of 
Bellefonte b Sixth Interim Deficiency Rept Item 3 for 
Beltefonte re engineering change review b hand 1 ing. Ini tlal ly 
reported on 811213 Next Bellefonte rept by 831021. 

MILLS. L. M. Tennessee Valley Authority. 83/07/20. O'REILLY , J. P. 
Region 2. Office of Director. 7pp. 19822: 142. 24X 

Fiche: 30-000. 83/07/20. B307290034. 


8307260333 Final deficiency rept re failure to have proper review of 
functional control logic d lagrams . Ini t ia 1 ly reported 
on 021027. Revs to diagrams identified b squadchecked. A1 1 
electrical personnel advised of requirements. 

MILLS. L. M. Tennessee Valley Authority. 93/07/21- 0 'REILLY. J. P. 

Region 2. Office of Director. 2pp. 19731:286. 24X 

Fiche: 30-430. 83/07/21 . 8307260353. 


8307290133 First interim deficiency rept re reactor bldg sump pH 
valves. Ini tial ly reported on 830623. Util studying extent of 
problem to determine resolut ion. Next rept expected by 
840117. 

MILLS, L.M. Tennessee Valley Authority. B3/07/2I. 0 'REILLY, J. P. 

Region 2. Office of Director. 2pp. 19822:043. 24X 

Fiche: 30-438, 83/07/21. 0307290133. 


DOCKET 30-439 BELLEFONTE NUCLEAR PLANT. UNIT 2 


A. Application/construction stage documents b correspondence 


8307070098 Responds to 830613 lfcr re Endangered Species Act. Plant site 
1 associated transmission line corridors in plant area 
possibly occupied by several listed species. NRC surveys 
recommended. 

JORDAN, D. B. Interior, Dept, of, Fish b Wildlife Service. 83/06/28 
ADENSAM, E, Licensing Branch 4. ip. 19293:133- 24X 

Fiche: 30-438. 83/06/2B, 0307 07 0098. 


0306270397 Generic Ltr 83-26 to all applicants for OLs b holders of 
CPs for power reactors re c lar i f icat Ion of surveillance 
requirements for diesel fuel impurity. Svc list end. 

EISENHUT, D. 0. D i V i s 1 on of Li c ens ing . 83/07/03. Consolidated 

Edison Co. of New York, Inc, 16pp 19390:317. 24X 

Fiche: 30-000, 83/07/03, 8306270397 


0307060329 Oeneric Ltr 03-27 to all licensees b applicants for 
operating power reactors & holders of CPs for power reactors 
re surveillance Intervals in STS. Bvc list end. 

EISENHUT, D. G. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:234. 24X 

Fiche: 30-000, 83/07/06. 8307060329. 


B3O7O0O169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants far OL b holders of CPs re required actions based 
on generic Implications of Salem ATWS events. Svc list end. 
EISENHUT, D. 0. Division of Licensing. 03/07/08. Consolidated 
Edison Co. of New York, Inc. 38pp. 19669:269. 24X 

Fiche: 30-000, 03/07/08, 8307080169. 


Q. Inspection reports, IE Bulletins b correspondence 


0307220242 Forwards IE Insp Repts 30-430/83-14 b 30-439/83-14 on 
830331-0603. No noncompliance noted. 

VERRELLI, D. M. Division of Project b Resident Programs. 83/07/01, 
PARRIS, H. 0. Tennessee Valley Authority. 2pp. 19684:230. 24X 

Fiche: 30-430, 83/07/01, 8307220242, 


—8307220247 IE Insp Repts 30-430/83-14 b 30-439/83-14 on 83033 1 -0603. Nb 
noncompliance noted. Major areas inspected: electrical 
components b sys observation of work b work activities, 
instrumentation cables b terminations. 

RUFF, A. B, , CONLON, T. E. Region 2, Office of Director. 83/06/27. 

6pp. 19684:232. 24X Fiche: 30-438, 83/07/01, 8307220242. 


8306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem. 11 Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103), 03/07/11. Consolidated Edison Co. of New 

York, Inc. 134pp. 19363:293, 24X Fiche: 30-000, 83/07/1 1, 8306270401, 


8306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDANrE. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 03/07/12. Consolidated Edison Co. of New 

York, Inc. 141pp. 19363:133. 24X Fi ch a: 30-000, 83/07/12, 0306270404. 


8307220522 Ack receipt of 030627 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-438/83-11 b 
30-439/83-11. Violation A will not be wl thdTawn. Rev 4 to 
Procedure BNP-QCP-10. 29 conforms to Generic Ltr 81-01. 

O'REILLY, J.P Region 2, Office of Director, 03/07/12. PARRIS, H. G. 
Tennessee Valley Authority. 2pp. 19683:130. 24X 

Fiche: 30-43B, 83/07/12, 0307220322. 


—8307220526 Responds to NRC 830527 ltr re violations noted in IE Insp 
Repts 30-430/83-11 b 30-439/B3-1 1. Corrective ac t i ons : mo tor 
operated valves b auxiliary feedwater pumps cleaned. 

Violation A re OC inspector educ b experience disputed. 

MILLS, L.M, Tennessee Valley Authority. 83/06/27. 0 'REILLY, J. P. 

Region 2, Office of Director. 7pp. 19685: 132. 24X 

Fiche: 30-430, 03/07/12, 0307220322. 


—3307220532 Forwards IE Insp Repts 30-438/83-11 b 50-439/83-1 i on 
830425-29 b notice of violation, 

LEWIS, R. C. Division of Project b Resident Programs. 83/03/27. 
PARRIS, H.G. Tennessee Valley Authority. 2pp. 19633:139. 24X 
Fiche: 50-438,83/07/12, B307220S22. 


— 8307220336 Notice of violation from insp on 830425-29. 

* Region 2, Office of Director. 83/03/27. 2pp, 196B3: 161. 24X 

Fiche: 50-439. 83/07/12. 8307220522. 


—8307220541 IE Insp Repts 30-430/ 1 1 b 50-439/83-11 on 030325-29. 
Noncomp l ianca noted; Rev 3 to Procedure BNP-QCP-10. 29 did not 
define QC inspector educ b experience requirements b 
nonconformance rept re in-core monitoring sys not initiated. 

WRIGHT, R.W. Region 2, Office of Director. UPRIGHT, C. M. Division 
of Engineering b Radiological Safety Programs. 83/05/25, 13pp. 

19683: 163. 24X Fiche: 30-438, 83/07/12, 8307220322. 


0306270406 IE Info Notice 03-48, "Gaseous Effluent Releases of 
Radioactive 1-123 b. 1-131 In Excess of NRC Limits." Svc lift 
end. 

TAYLOR, J. K. Division of GA, Safeguards b Inspection Programs (Post 
830103). B3/07/14. Consolidated Edison Co. of New York, Inc. 

1 14pp, 19713:270 24X F i che : 50-000, 83/07/1 4. 8306270406. 


B307270176 Requests expeditious review of 800909 request for exemption 
from inservice insp of welds for main steam b feedwater 
piping end In guard pipe inside main stoam valve rooms b 
forwards Rev 2 to CEB-76-13 Including venting relief paths, 

KAMMER, D, 8. Tennes see Va 1 1 oy Author 1 ty . 83/07/22. ADENSAM, E. 

Licensing Branch 4. 2pp. 19749:260. 24X F i che 30-430, 83/07/22, 

8307270176. 


— 8307270180 Rev 2 to "Break Exclusion Position From Complying W/APC3H 
3-1 b MED 3-1, Bel lefonte Nuclear Plant Units 1 b 2. " 

NEELY, B. D. , EVANS, P. A , ENQLISH,W.A. Tennessee Valley Authority, 
CEB-76-13 R02. 77/09/28. 44pp. 19749:262. 24X 

Fiche: 30-430, 03/07/22, 0307270176. 


S. Reportable occurrences, LERs b related correspondence 


8307120167 Sixth interim deficiency rept re RCS support b restraint 
bolt torques. Initially reported on 810824, EPRI funding 
received for NDE b corrosion research re high strength 
fasteners, Al so reportable per Part 21. 

MILLBiL. M. Tennessee Valley Authority 83/06/29. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp 19423 160. 24X 

Fiche: 30-430, 83/06/29, 0307120167. 


8307120210 Second interim deficiency rept re Improper handling of 
design change repts. Ini tial ly reported on 821221 . DLP-EP 
44.76 revised b evaluation of 100 design change repts in 
progress. Next rept will be submitted by 831222. 

MILLS, L. M. Tennessee Valley Authority. B3/O7/01. □ 'REILLY. J. P. 

Region 2, Office of Director. 2pp. 19423:282. 24X 

Fiche: 30-438,03/07/01. 0307120210. 


8307130166 Second interim deficiency rept re relief valves violating 
ASME Code on use of stop valves between relief device b 
equipment being protected. Initially reported on 821223. 

Analysis b design drawing revs underway . Next rept by 841102. 

MILLS, L.M. Tennessee Valley Authority. 83/07/03 O'REILLY. J.P. 
Region 2, Office of Director. 2pp. 19337:210. 24X 

Fiche: 30-438,83/07/03, 0307190166. 


0307130267 First interim deficiency rept re breaking welded studs on 
seismic conduit supports. Initial ly reported on 830606. 

Corrective action will involve specifying max allowable 
torque on bolts. Next rept expected by 831219. 

MTLL8. L. M. Tennessee Valley Authority. 83/07/03. O'REILLY. J. P. 
Region 2, Office of Director. 3pp. 19938:091. 24X 

Fiche: 30-430, 83/07/03, 8307130267. 
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9307220090 Second interim deficiency rept re Johnson Machine Works 
welds an auxiliary feedwater pump room doors. Ini tial ly 
reported on 8:30210. Doors returned to vendor for rework Neit 
rept expected by 840117. Also reported per Part 21. 

MILL3jL. 11. Tennessee Valley Authority. 83/07/12. O'REILLY, J. P 
Region 2, Office of Director. ip. 19674:074 24X 

Fiche: 50-430. 83/07/12, 8307220080. 

8307220169 Eighth interim deficiency rept re Failure of Chattanooga 
Bolt * Screw nuts fc Challenge Enterprises bolts to meet A3TM 
specs. Initially reported on 010924. Resul ts of bolting matl 
analysis under review. Also reportable per Part 21. 

MILLS. L. M Tennessee Valley Authority 83/07/14. O'REILLY. J P 
Region 2. Office of Director. 2pp. 19694’ 002 24X 

Fiche: 30-438, 03/07/14,8307220169. 

8307220304 First interim deficiency rept re inability of ITE Imperial 
Carp safety-related electrical switchgear panel welds to 
meet GA criteria. TnltlaHy reported on 830613. Next rept 
will be submitted by 831130, 

MILLS, L.M, Tennessee Valley Authority. 83/07/14. O'REILLY, J P 
Region 2, Dfflct of Director. 3pp. 19683:276 24X 

Fiche: 50-43B, 03/07/14, 8307220304. 

6307220422 Third interim rept re deficient pipe support*. Initially 
reported on El 1215. Support design load drawings revised to 
identify supports w/thermal movements equaling or exceeding 
1/16-inch in unrestrained directions. 

MILLS, LM. Tennessee Valley Authority. 03/07/14. O'REILLY, J P 
Region 2, Office of Director, 2pp. 19687-263 24X 

F i c h e ; 30-439. 8 3/07/ 1 4, 8307220422 . 

iclsncy rept re field cables not properly 
terminated in penetrations. Ini tial ly reported on 830614. 

Craft personnel 6 Inspectors will be retrained in proper 
application of termination procedures. 

nJ? nne *!" f Vtll9[i AgtflQrIt V- 83/07/14. 0 'REILLY. J, P. 

Region 2, Office of Director. 2pp. 19687 332 24X 

Fiche: 30-4 38, 63/07/14,8307220437 

8307230464 Tenth interim deficiency rept re failure of main steam lines 
due to ma n feedwater over fi 1 1. Initial ly reported on 000319. 

Final analysis fc verification of main steam line piping 
£n*i r e 1 , U M eVe ^ t n0t COm P 1 * tl »- reportable under Part 21. 

? Authority. 63/07/14. O 'REILLY, J. P. 

Region 2, Office of Director, 2pp 19701: 166 24X 

Fiche: 30-438, 03/07/14,8307230464 

8307230408 Second interim deficiency rept re snubber interference from 
linki n' k " U mf * by ITT Gunnell. Initially reported on 
030126. Review of ITT Grinnell test results underway . A 1 so 
reportable under Part 21. Next rept by 840125. 

nalT nRe M^, Vil l BIJ Auth0ritv ' 03-^07/13. □ 'REILLY, J. P. 

° ( Direcfc <° r - 2PP- 19704:013 24X 

Fiche: 30-430. 03/07/ 1 3, 03O723Q4OB. 

0307260303 Sixth Interim Deficiency Repts 81-30 fc 81-33 re generic 
Implications of failure to Implement design criteria in 
design drawings. Initially reported on 01 0401. Revi eu of 

c °ntrol logic d lagrams comp 1 b te. Nex fc rept 831021. 

MILLS, L. M. Tennessee Valley Authority. 83/07/19. O'REILLY, J P 

Region 2. Office of Director. Ip. 19734- 170 24X 

Fiche: 50-438, 83/07/ 1 9, 0307260303 

8307290034 Final deficiency rept for Watts Bar fc Items 2 fc 4 of 
flellefonte & sixth Interim Deficiency Rept Item 3 for 
Bel lefonte re engineering change review fc handl ine. Ini tial lu 
reported on 911213. Next Bellefonte rept by 031021. 

R^Vnn L 2 M neIf nnt *!*II, S/ * l ! eV Authority. 83/07/20. 0 'REILLY, J. P. 

Region 2, Office of Director. 7pp. 19922:142. 24X 

Fiche: 30-00 0, 83/07/20, 8307290034, 

8307260333 Final deficiency rept re failure to have proper review of 
fUn oo!rt^ 1 n COrttr ‘ >I l ° sie diagrams. Initially reported 
on B2l027.Revs to diagrams identified 6 squadchecked AU 
* ectricai personnel advised of requirements. 

fi ? M n*l! nnU !'* valley Authority. 83/07/21. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 19731:286 24X 

F i c he : 30-438, 03/07/21 , 8307260355. 


DOCKET 30-440 PERRY NUCLEAR POWER PLANT, UNIT 1 
A. Application/construction stage documents fc correspondence 

8307030202 Summer! ies status of concrete annulus fill fc containment 
radiograph issues to permit continued const in annulus area. 
Deviation from ASME Code requirements for inaccessible 
welds requested. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 83/06/22. 
YOUNGBLOOD, D. Licensing Branch I. 2pp. 19198:203 24X 

Fiche: 30-440, 83/06/22, 8307050202. 

8306270393 Generic Ltr 83-24 to all OWR applicants for QL fc holders of 
QLs for Grand Gulf, LaSalle fc Susquehanna re TMI Task Action 
Plan Item I.G. I, “Special Low Power Testing fc Training 
fc Recommendations for BWRs. » Bye list end. 

EISENHUT, D. Q. Division of Licensing. 83/06/29. Long Island 

Lighting Co. 26pp. 19384:113. 24X Fiche: 30-000, 03/06/29, 

8306270393. 

03 ?b 270397 Qenerlc Ltr 83“26 applicants for OLs fc holders of 

CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list encl. 

EIBENHUT, □, 0. Di vi s i on o f Li c on* ing. 03/07/05. Consolidated 

Edison Co. of New York, Inc. 16pp. 19390:317 24X 

Fiche: 30-000, 83/07/03, 8306270397. 

0307060329 Generic Ltr 83-27 to all licensees fc applicants for 
operating power reactors fc holders of CPs for power reactors 
re surveillance intervals in ST9. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 83/07/06. Consol idated 

Edison Co. of New York, Inc. 16pp. 19669:234 24X 

Fiche: 30-000, 03/07/06,8307060329. 

0307000169 Generic Ltr 03-28 to all licensees of operating reactors, 
applicants for OL fc holder* of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list encl 
EISENHUT, D. G. Division of Licensing. 83/07/08. Consolidated 

Edison Co, of New York, Inc. 38pp. 19669:269 24X wn * O110 "* q 

Fiche: 30-000, 83/07/00, 8307080169. 

0307230367 Submits summary status of issues being addressed by 
Licensing Review Group II, per 830502 request. Four issues 
require further action prior to NRC c loseout. Post-acc ldent 
sampling require* procedural upgrading. 

HOLTZSCHER, D. L. Licensing Review Group II. HOLTZBCHER, D. L. 

Illinois Power C °. 83/07/13. STEFANQ, J. J, Licensing Branch 1. 

12pp. i 9705; 203. 24X Fiche* 50-000, 83/07/13, 8307230367. 

Rtport (8ER) ' ™ppl« fc correspondence 

03 SS 6 ? 27 I/°T 1 ' d */ #vis#d T8pt providing addl info in response to 
SER Confirmatory Issue 21 re suppression pool temp limits. 


Rept addresses plant-specific info, analyses fc assumptions to 
* crit#ria given in NUREG-07B3. 

Cleveland Electric Illuminating Co, 83/06/29. 
YOUNGBLOOD, 0. J. Licensing Branch 1. 13pp. 19234-191 

Fiche: 30-440, 83/06/29, 8307060277. 


24 X 


0307060298 Responds to 830427 ltr re proposed mods to automatic 
depressurization »ys logic <TMI Item n.K, 3.101 per SER 
Confirmatory Item 23, Util will implement BWR Owners Group 
2 mm!!?*. » removal Df drywell pressure trip. 

Cleveland Electric Illuminating Co, 83/07/01. 
YOUNGBLOOD, B. J. Licensing Branch 1. 2pp. 19234-187 24X 

Fiche: 30-440, B3/07/01 , 8307060290. 

0. Adjudicatory correspondence 

030623 response to NRC 030331 motion for summary 
d ** po ’ ° f I * i0 * 13- Reasonab le opportunity should be 

afforded Ohio Citizen* for Responsible Energy to support 
opposition through further di ecovery. Related correspondence. 

HIATT, 8.L. Ohio Citizens for Responsible Energy. 83/06/29. NRC 
U? A * fll **tion Given. 3 pp . 19294:162. 24X 

Fiche: 30-440, 83/06/29, 8307070144 


S3 vll3« 3 l n iin?i ^ l V! C r8pt r * reactDr bldg sump pH 

valves. lnitiaHy reported on 830623. Util studying extent of 

040117* *° d * t * rmin * resolution. Next rept expected by 

Rloi'«n L p M 'n*I? r ' ne *I t ^ Vjl i BV Author! ty. 03/07/21. □ 'REILLY, J. P. 

Region 2 , Office 0 f Director. 2pp. 19822 043 24X 

Fiche: 30-438. 03/07/21 , 8307290 133 PP 


J fc * 8L Hlatt ' providing justification for addl time 
needed to respond properly to NRC motion for tummmary 
disposition of Issue 13. Certi f icate of Svc end. 

Dhl ° G i t i z e ns for Responsible Energy. 83/06/29. 3pp. 
19294:167. 24 X Fich »: 30-440, 83/06/29, 8307070144. PP 

83 ?uDD 0 ??L M °iS^ n • tr i kB portian * °* Applicant 830627 answer 
supporting NRC motion for summary disposition of Issue 13 
Certificate of Svc end. Related correspondence. 

HIATT, S.L Ohio Citizens for Responsible Energy. 83/06/30. 

Atomic Safety and Licensing Board Panel. 4pp. 19269-300 24X 

Fiche: 30-440, 83/06/30, 3307070225. ' 
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0307060339 Forward* proposed finding of fact & conclusions of law in 
fora of partial initial decision. 

SILBERG, J. E. Shaw* Pittman* Pott* it Trowbridge SILBERG* J. E. 
Cleveland Electric Illuminating Co. 83/07/01. BL0CH*P. B. * 

KLINE, J. R. , BRIGHT* 0-0. Atomic Safety and Licensing Board Panel. 
Ip. 19234:031. 24X F i che : 30-440, 83/07/01 , 0307060339. 


—8307060344 Proposed findings of fact & conclusions of law in Form of 
partial initial dEC isi on. Certi f icato of Svc end. 

8ILHERQ, J. E. Cleveland Electric Illuminating Co. S ILBERG* J, E. 
Shaw, Pittman* Potts 8* Trowbridge 83/07/01. 72pp 19234 032 
24 X Fiche: 30-440* 83/07/01. 0307060339. 


83071 10310 Reply opposing util fc NRC responses opposing Ohio Citizens 
for Responsible Energy 830310 motion to file contentions on 
SNM license app 1 ication. Certi f Icate of Svc encl. 

HlATTrS. L. Ohio Citizens for Responsible Energy. 83/07/03. 

Atomic Safety and Licensing Board Panel. 13pp. 193B0:346, 24X 

Fiche: 30-440* 83/07/05, 83071 10310. 


6307080468 Serves parties w/KR Naidu 830629 ltr clarifying testimony at 
May 1983 hearing. 

WOODHEAD, C. P, Hearing Branch 4. 03/07/06 BLOCH, P. 0. , BRIGHT , Q, 0. * 

KLINE* J. R. Atomic Safety and Licensing Board Panel. Ip, 19346*354 
24X Fiche: 30-440, 83/07/06* 8307080460. 


--8307000473 Clarifies testimony of Region III witnesses on cross- 
examination & A8LB questioning. 

NAIDUiK. R, Region 3* Office of Director. 03/06/29. BLOCH, P. D. , 
BRIGHT* G, O. * KLINE, J. R. Atomic Safety and Licensing Board Panel 
Ip. 19346:333. 24X Fi c h e : 30-440, 83/07/06* 8307080460. 


8307190323 Motion for extens ion* unt U 030721* to file proposed findings 
of fact *« conclusions of law w/supporting citations 
argument. Certi f icate of Svc encl. 

LODGE, T. J. Sunflower Alliance. LODGE, T. J. Lodge* T, J. 83/07/H. 

Atomic Safety and Licensing Board Panel. 2pp, 19538:232, 24X 

Fiche: 30-440* 83/07/1 1 * 8307130323, 


8307190114 Proposed findings of fact it conclusions of law for Issue 3 
re adequacy of QA program it control of const contractors. 

Applicant failed to resolve Issue at 030524-27 public 
hear ing. Certi f icate of Svc encl. 

HIATT, a. L. Ohio Citizens for Responsible Energy. 03/07/il. 36pp. 

19634:286. 24X Fi ch e: 30-440, 83/07/ 1 i * 8307 19011 4. 


8307140430 Memorandum fc order denying admission of Ohio Citizens for 
Responsible Energy 830310 contentions to block util receipt 
of unlrrad lated reactor fuel * associated mat 1 s. Late-P i led 
requirements not met. 

BLOCH* P. B. * KLINE* J. R. , BRIGHT. G. D. Atomic Safety and Licensing 
Board Panel. 83/07/12. 7pp. 19321:169. 24X FUh e ; 30-440* 83/07/12, 

8307140430, 


6307190316 Answer opposing Ohio Citirens for Responsible Energy 030630 
motion to strike portions of applicant 830627 answer in 
support of NRC motion for summary disposition of Issue 13. 

Motion has no bas is. Certlf Icate of Svc encl. 

SWIGER* M. A. Cleveland Electric Illuminating Co. SWlGERiM, A. Shaw* 
Pittman, Potts & Trowbridge. 83/07/12. Atomic Safety and 
Licensing Board Panel. 7pp. 19333:011. 24X Fiche: 30-440* 83/07/12* 

8307150316. 


0307190186 Motion to reopen record on Issue 3 re const QA. Motion based 
on recently received documents obtained through FOIA which 
indicate QA deficiencies are much worse than recent hearing 
revealed. Certificate of Svc encl. 

HIATT, 8. L. Ohio Citizens for Responsible Energy, 83/07/13. 

Atomic Safety and Licensing Board Panel. 24pp. 19630:144, 24X 

Fiche: 90-440* 83/07/13* 0307190186. 


3307190222 Response opposing applicant 830627 answer supporting NRC 
motion for summary disposition of Issue 13. NRC must abide by 
8RP fc Reg Guide 1. 1 19, Regulatory policy changes cannot be 
made merely for convenience. Certi f icate of Qvc encl. 

HIATT, B, L. Ohio Citizens for Responsible Energy. 83/07/13. 
Atomic Safety and Licensing Board Panel. 3pp. 19629:222, 24X 

Ficha: 30-440* 83/07/13* 8307190222. 


6307270287 Notifies of VR Harding employment at law firm. Harding will 
not participate In any case currently pending before NRC. 

8ILBER0* J. E. Shaw* Pittman, Potts it Trowbridge, 83/07/13. 

BLOCH* P. B. * KLINE, j. R. , BRIGHT, 0.0. Atomic Safety and Licensing 
Board Panel. Ip. 19767:190, 24X Fiche: 30-440, 83/07/13, 8307270287. 


— 8307270477 Notifies of employment at law f irm. VR Harding will not 
participate in any case pending before NRC. 8vc list encl. 
HARDING, V. R. Shaw* Pittman* Potts it Trowbridge. 03/07/13. 

BLOCH* P. B. * KLINE* J. R. , BRIGHT* 0. O. Atomic Safety and Licensing 
Board Panel. 2pp. 19767:199. 24X Fiche: 30-440, 83/07/13, 

8307270287. 


B307I90203 Motion for leave to file answer to Ohio Citizens for 
Responsible Energy 030629 amended response to NRC motion for 
summary disposition of Issue 13. per ASLB 021006 memorandum 
it order. 

8ILBERG. J. E, Cleveland Electric II luminating Co. SILDERQ* J. E. 

Shaw, Pittman, Potts & Trowbridge. 83/07/14, Atomic Safety and 
Licensing Board Panel 2pp. 19628:289. 24X Fiche : 30-440* 83/07/ 14* 

8307190203. 


■8307190208 Answer to Ohio Citizens for Responsible Energy iOCRE) 030629 
amended response to NRC motion for summary disposition of 
Issue 13. OCRE request for continuance is frivolous & should 
be deni ed. Cert 1 f icate of Svc encl. 

SILBERGiJ. E, CteveUnd Electric Illuminating Co. S ILBERG, J. E. 

Shaw, Pittman* Potts it Trowbridge. 83/07/14. 13pp, 19628:291. 

24X Fiche: 30-440* B3/07/I4. 8307190203. 


8307190084 Response to ASLB 830509 telcon questions re declaration of 
sua sponte Issues. End AF Silakoski affidavit responds to 
ASLB inquiries, 

8 ILBERG* j. E. Cleveland Electric Illuminating Co. SILBERG* J.E. 

Shaw* Pittman, Potts it Trowbridge. 83/07/13. lp. 19635:175 24X 

FUhe: 30-440, 03/07/13* 83071900B4. 


8307190104 Affidavit of AF Silakoski In response to ASLB sua sponte 
questions. Simulator operator training Includes comparing 
it contrasting indications of all related Instrument types & 
ranges. W/Certif icate of Bvc. 

SILAKOSKI* A. F, Cleveland Electric Illuminating Co. 83/07/14. 

7pp. 19633:176 24X Fi che : 30-440* 83/07/ 1 3* B307 1900B4. 


0307200214 Proposed findings of fact it conclusions of law, Certlf icate 
of Svc end, 

LODGE* T J. Sunflower Alliance. LODGE, T. J Lodge* T, J, 83/07/13. 
19pp. 19648:033. 24X Fi c h e : 50-440, 83/07/ i 3* 830720021 4. 


8307210179 Answer to applicant 830714 motion for leave to file answer 
to intervenor amended response to NRC motion for summary 
disposition of Issue 13. Rules allow for no further response. 
Certificate of Svc encl. Related correspondence 
HIATT, 8. L. Ohio Citizens for Responsible Energy. 83/07/18. 

Atomic Safety and Licensing Board Panel 2pp 19666:040. 24X 

Fiche: 30-440* 83/07/18* 8307210179 


8307210305 Answer opposing Ohio Citizens for Responsible Energy 830630 
motion to strike portions of applicant 830627 answer 
supporting NRC 830331 motion for summary disposition of 
Issue 13. Certlf icate of Svc encl, 

CUTCHIN* U. M. Hearing Branch 4, 83/07/20. Atemlc Safety and 

Licensing Board Panel. 3pp, 19664:353. 24X Fiche : 30-440* 83/07/20* 

8307210303. 


8307260294 Memorandum in support of Ohio Citizens for Responsible 
Energy B30713 motion to reopen record on Issue 3 re GA 
Certi f icate of Svc end. 

LODGE, J. L Sunflower Alliance. LODGE* J, L. Wilt* D. D. 83/07/21. 
Atomic Safety and Licensing Board Panel. 4pp. 19811:002. 24X 

Fiche: 30-440* 83/07/21 , 8307260294. 


8307230360 Propoied findings of fact U conclusions of law on Issue 3 re 
QA. Certi f icate of Svc end. 

CUTCHIN, J. M. Hearing Branch 4 83/07/22. 23pp. 19703:215, 24X 

Fiche: 50-440* 03/07/22* 0307250360. 


0307270246 Answer supporting util 830714 motion for leave to file 
answer to Ohio Citizen* for Responsible Energy B30629 
amended response to NRC 830531 motion for summary 
disposition of Issue 13. Certi Ficate of Svc encl. 

CUTCHIN* J. M. Hearing Branch 4. 83/07/26. Atomic Safety and 

Licensing Board Panel. 3pp. 19767:106. 24X Fiche: 50-440* 83/07/26, 

8307270246. 


8307270250 Answer opposing Ohio Citizens for Responsible Energy 830713 
motion to reopen record on Issue 3. Citizens fail to 
demonstrate motion time) y* rai ses significant safety issue or 
is likely to change resul t. Certi ficate of Svc end. 

CUTCHIN* U, M. Hearing Branch 4. 03/07/26. Atomic Safety and 

Licensing Board Panel. 5pp. 19749:306. 24X Fiche: 30-440* B3/07/26, 

0307270230. 


K. Utility Final Safety Analysis Report <FSAR> & amends 


0307210077 Forwards Amend 12 to F8AR. Amond incorporates previously 
submitted response to GA branch questions it revises 
mechanical sys it components* condutt of operations it QA. 

EDELMAN* M. R, Cleveland Electric Illuminating Co, 83/07/19. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 3pp. 
19660:273. 24X Fiche : 30-440* 83/07/19, 0307210077 


—8307210001 Amend 12 to F8AR. 

* Cleveland Electric Illuminating Co. 83/07/19. 300pp. 

19660:276. 24X Fiche: 30-440, 83/07/19* 8307210077. 
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G. Inspection reports. IE Bulletins & correspondence 

8307080448 Ac* receipt of 830620 ltr Informing NRC of steps taken to 
correct violations noted in IE tnsp Repts 50-440/83-12 & 


30-441/83-11. 

LITTLE, W. S. Region 3 , Office of Director. 83/07/05. 
Cleveland Electric Illuminating Co lp 19347-223 
Fiche: 30-4 40 1 83/07/03, 8307080448 


EDELMAN, M. R. 
24X 


—8307080431 Responds to NRC 830603 ltr re violations noted In IE Insp 
Repts 30-440/83-12 6 . 30-44 1 /03-i 1 . Correc t ive actions: 

Johnson Controls, Inc re i ndoc tr inated affected personnel in 

GC procedures required for insp & documentation. 

uc?do^ AN ’ M R ’ ClSvB,la « d Electric Illuminating Co. 83/06/28, 

KEPPLER, J. 0. Region 3, Office of Director. 2 pp. 19347 226 24X 

Fiche: 50-440, 83/07/03, 83070B0448. 

0306270401 IE Info Notice 83-46, “Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list end. 

JORDAN, EL- Division of Emergency Preparedness * Engineering 
Response (Post 8301031. 83/07/11. Consolidated Edison Co. of New 

York, Inc. 134pp. 19563:293. 24X Fich e: 50-000, B3/07/ 1 1 , 8306270401 . 

8306270404 IE Info Notice B3-47, "Failure of Hydraulic Bnubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN, E. L Division of Emergency Preparedness fc Engineering 
Response (Post 830103). 83/07/12. Consolidated Edison Co. of New 

York, Inc. I41pp, 19363:153. 24X Fich e : 30-000, 83/07/ 12. 8306270404. 

8306270406 IE Info Notice 83-48, "Gaseous Effluent Releases of 
Rad oactive 1-123 fc 1-131 in Excess of NRC Limits." Svc list 
one I . 

830103 ) J M 83/S7/Jl it>n QA ' * Inspection Programs (Post 

??a Consolidated Edison Co. of New York. Inc. 

114pp. 19713:270. 24X Fi the; 30-000, 83/07/ 1 4, 8306270406. 

83 ™?2 ? 47 FoT ' J * Td * IE Insp Repts 30-440/83-19 * 50-441/83-1B on 
830620-24 & notice of violation. 

3 ' offic ® of Director. 83/07/15. EDELMAN, M. R. 
Cleveland Electric Illuminating Co. 2 pp. 19791211 24X 

Fiche: 50 - 440 , 83 / 07 / 15 , 8307280247 . 


-8307200253 Notice of violation from insp on 830620-24 
LITTLE, W.B. Region 3, Office of Director. 03/07/15. 
19791 213. 24X Fich e: 30-440, 83/07/15, 8307200247 . 


ip. 


—8307280264 IE Insp Rapt 30-440/83-19 U 30-441 /83-la on 830620-24. 
i anc * ;not * tf: safety-related instrument panel 
1H22-PQI 5 removed w/o rework procedure. 

MERRIWEATHER,N. Region 2, Office of Director. CONLON, T. E. 

6 ^d U 19791 Safety Programs. 83/07/11. 

6 pp. 19791,214. 24X Fich*: 30-440, 83/07/13, 8307280247. 

83 9 ^n 4 ftl 3 n^ r !! ard !, lE InSp R ° ptfi 50 ^ 40/ 6S-i3 Ik 50-44i/83-t2 on 
830404-0613 & notice of violation. 

S ClevIl!!nrf' FI-,?!? 10 ?!?' ° P 0lr * ctor - 03/07/23. EDELMAN. M. R. 

Cleveland Electric IJIuminatinB Co. 2 pp, 197962B6 24X 

Fiche: 30-440, 03/07/23, 8307280437. 

Notlce of violation from insp on 830404-0613. 

. J> p ' Region 3, Office of Director. B3/07/23, lo. 

19796:288, 24X FI c h e: 30-440, 83/07/23, 8307280437. 

—8307280442 IE Insp Repts 50-440/83-13 U 30-441/03-12 on 830404-0615 
Noncompliance noted : fai lure to periodically assess adequacy 
of program. ' * 

K B3/07/2V M ^ WEUi 1 VANDEL, T. E. Region 3, Office of Director. 
8307280437 UpP * 19796:289. 24X Fiche : 50-440, 83/07/25, 


8307070282 Part 21 rept re RCIC pump turbine which could operate w/o 
adequate room cool ing. Ini tial ly reported on 830429. Automatic 
cooling water provided to pump room cooling unit when RCIC 
turbine starts. 

BARKER, N. R. Gi Ibert/Commonweal th Cos. 03/06/30. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. Ip. 

24X Fiche: 50-440, 83/06/30, 8307070202. 


19294: 091. 


8307110134 Second interim deficiency rapt re violation of spec 
requirements during Installation of adjacent Hilti Kwik 
bolts. Ini tially reported on 030207, Spec SP108/20B revised 
Final rept by 030930. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 03/07/01. 

KEPPLER, J. G. Region 3, Office of Director. 2pp. 19375- 126 24X 

Fiche: 30-440, 83/07/01, 8307110134. ' 

03071 10316 Final deficiency rept re ASME Code Section III, Class 3 
piping supports supplied by Transamerica Delaval, Inc, 

Initially reported on 830223. Revised drawings detailing mods 
supplied by Delaval. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 83/07/01. 

KEPPLER, J. G. Region 3, Office of Director, 2pp. 19380*361 24X 

Fiche: 30-440, 03/07/01, 83071 10316. 

83071 10382 Third interim Significant Deficiency Rept RDC 64(83) re 
linear indications in bracket welds for main steam & 
recirculation sys pipe whip restraints. Ini tially reported 
on 821228. Completion of corrective actions by 041215. 

EDELMAN, J. O. Cleveland Electric Illuminating Co. 83/07/01. 

KEPPLER, J. G. Region 3, Office of Director. 2pp. 19380:338 24X 

Fiche: 30-440, 03/07/01,8307110302. 

0307190038 Interim Deficiency Rept RDC 24(81) re defect in lubrieatino 
oil sys standyby diesel generators. Installation of 
replacement parts will begin upon completion of code piping 
weld repairs & will be completed by Feb 1984. 

M “ R ' Cleveland Electric Illuminating Co. 83 / 07 / 01 . 

KEPPLER, J, G. Region 3, Office of Director. Ip, 19633*047 24X 

Fiche; 50-440, 03/07/01, 8307190038. * 

8307190136 Interim deficiency rept re relocation of Governor lube all 
coolers/standby diesel g enera tor . Governors returned to 
Transamerica DeLaval . Correc t i ve actions on coolers will not 
be complete until Nov 1983 for Unit 1 & Jan 1984 for Unit 2 
E ^N,M. R. Cleveland Electric Illuminating Co. 83/07/01: 

KEPPLER, J. G. Region 3, Office Of Director. lp. 19636-103 

Fiche: 50-440, 83/07/01, 8307190136. 


Z4X 


0307190176 Suppi to 021215 final deficiency rept re standby diesel 
generators, Model DSR I Vi 6 , * tart I ng air sys check valve Valves 
returned to Transamerica DeLaval remfg of internal 
components. Mod* will be completed by Dec 1983. 

EDELMAN, M, R, Cleveland Electric Illuminating Co. 83/07/01. 

KEPPLER, J, G. Region 3, Office Df Director. lp. 19632:114 24X 

Fiche: 50-440, 83/07/01, 830719Q176. 

0307190204 Interim Deficiency Rept RDC 52(82) re discrepancies in 
documentation package used to track repair work for 
skid-mounted p ip 1 ng, Correc t ( on of discrepancies expected to 
be completed by 831201, V 

Cleveland Electric Illuminating Co. 83/07/01. 

KEPPLER, J.G, Region 3, Office of Director. lp. 19628:317. 24X 

Fiche: 50-440, 83/07/01 , 8307190204. 

8307100031 Interim deficiency rept re partial blockage found in porous 
concrete pipes * weepholes associated w/pumplng drain sys 
p 0 r iA^ prB ‘* ure r ® U#f underdrain sys. Initially reported 
on 830610. Investigation underway. Fina 1 rept due 831101. 

Cleveland Electric Illuminating Co. B3/07/08, 

KEPPLER, J. G. Region 3. Office of Director. 2 pp. 19360:207. 24X 

Fiche: 30-440, 03/07/08, 8307180031. 


IL!!!!!™!! OCCurrt "c«»' *-ERs * related correspondence 

lnt * r !T * ,fici *"CV rept re Johnson Controls, Inc failure to 
adequacy verify acceptability of Unistrut Carp GA program 
repor ** d °n 030329. Corrective Action Request 
03-03 issued. Final rept by 830730. 

upppifb' To Electric Illuminating Co. 83/06/24. 

euk. Region 3, Office of Director. 2 pp. 19230:359. 24X 

Fiche: 30-440, 83/0A/24» 8307060063. 

03 2 I? 7 °°?!, iJIJ 2 L T<,p f PB lack of automatic restert capabilities of 
f i? r lp ** ° f ° mit# Power, initially, reported 
on 830429, Eva luat 1 on continuing. 

fieSl 1 th Cos. 03/ Q6/30. DEYOUNG, R. C. 

19293 *?™ of Inspection and Enforcement. Ip. 

19293.138. 24X Fiche: 50-440,83/06/30, 8307070001, H 


8307200289 Interim Deficiency Rept RDC 73(83) re Dorg-Warner valve 
radiographs, Forty-four valves selected as representati v# 

• ample reradiographed by Magnaflux Corp. Radiographs 
submitted to Barg-Warner for review. Final rept by 030031. 

M ‘ R ’ Cleveland Electric Illuminating Co. 83/07/11. 

KEPPLER, J.G. Region 3, Office of Director. Ip. 19648*064 24X 

Fiche: 50-440, 83/07/11, 8307200289. K 

0307220434 Interim deficiency rept re HPCS diesel generator electrical 
pane s supplied by GE. Initially reported on 830615. Ring lug 
Win b * ftp laced. Next rept will be submitted by 

^ C 1 tv * 1 and Electric Illuminating Co. 83/07/15. 

KEPPLER, J. G, Region 3, Office of Director, 2 pp. 19687*327 24X 

Fiche; 30-440, 03/07/15, 0307220434 
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T. Hearing transcripts on non-anti trust matters 


9307060238 Proposed corrections to 830527 hearing transcript. 
Certificate of Svc end. 

BILBERG, J. E. Cleveland Electric r 1 1 urn i na t i ng Co. SILBERG. J. E. 

Shaw, Pittman, Potts 8t Trowbridge. 83/07/01. 0pp. 19239: 266. 24X 

Fiche: 30-440, 03/07/01, 8307060238. 


DOCKET 30-441 PERRY NUCLEAR POWER PLANT, UNIT 2 


A. Application/construction stage documents * correspondence 


0307030202 Summer i i e s status of concrete annulus fill it containment 
radiograph Issues to permit continued const in annulus area, 
Deviation from ASME Code requirements for inaccessible 
welds requested. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 83/06/22. 
YOUNGBLOOD, Q. Licensing Branch 1. 2pp, 19199:205. 24X 

FI che: 30-440, 83/06/22, 8307030202. 


8306270395 Generic Ltr 83-24 to all OWR applicants for QL U holders of 
OLs for Grand Gulf, LaSalle it Susquehanna re TNI Task Action 
Plan Item I.Q, 1, "Special Low Power Testing it Training 
& Recommendations for BWfls. " Svc list end, 

EISENHUT, D. 0. Division of Licensing, 83/06/29. Long Island 
Lighting Co. 26pp. 19384:113. 24X Fiche: 30-000, S3/06/29, 

0306270393. 


B306270397 Generic Ltr 83-26 to all applicants for OLs fc holders of 
CP* for power reactors re c larif tcatlon of surveillance 
requirements for diesel fuel impurity. Svc list end, 

EI8ENHUT, D, G. Division of Licensing. 83/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Ficht: 30-000, 83/07/03, 8306270397. 


0307060329 Generic Ltr 83-27 to all licensees U applicants for 
operating power reactors St holder* of CPs for power reactors 
re surveillance interval* in ST8. Svc list end. 

EISENHUT, D, Q. Division of Licensing. 03/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:234. 24X 

Fiche; 30-000, 83/07/06, 8307060329. 


G3O7O0O16? Generic Ltr 83-28 to ait licensees of operating reactors, 
applicant* for QL & holders of CPs re required actions based 
on generic implications of Salem ATW8 events. Svc list end. 
EISENHUT, D. 0. Division of Licensing. 83/07/08. Consolidated 
Edison Co. of New York, Inc. 38pp. 19669:269. 24X 

Fiche: 30-000, 83/07/08, 8307080169. 


8307250367 Submits summary status of issue* being addressed by 
Licensing Review Group II, per 830302 request. Four issues 
require further action prior tg NRC ; loseout. Post-acc ident 
sampling requires procedural upgrading. 

H0LT7SCHER, D. L. Licensing Review Group If. H0LT2SCHER, D. L 
Illinois Power Co. 03/07/13, STEFANQ, J. J. Licensing Branch 1. 
12pp. 19703:203. 24X Fi c h e : 30-000, 83/07/ 1 5, 8307230367, 


E. NRC Safety Evaluation Report <8ER), suppls it correspondence 


B307060277 Forwards revised rept providing add! Info in response to 
8ER Confirmatory Issue 21 re suppression pool temp limit*. 

Rept addresses plant-specific info, analyses it assumption* to 
meet requirements it criteria given In NURE0-0783. 

EDELMAN, M. R, Cleveland Electric Illuminating Co. 83/06/29. 
YOUNGBLOOD, B. J, Licensing Branch 1. 13pp. 19234:191. 24X 

Fiche; 30-440, 83/06/29, 8307060277. 


B30706029B Responds to 830427 ltr re proposed mods to automatic 
depressuri lation ays logic (TNI Item II.K.3. 18 ) per 8ER 
Confirmatory Item 23. Util will implement BWR Owners Group 
option far removal of high drywell pressure trip. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 83/07/01, 
YOUNGBLOOD, B. J. Licensing Branch 1. 2pp. 19234:187 24X 

Fiche: 30-440, 83/07/01 , 8307060290, 


©, Adjudicatory correspondence 


9307070144 Amended 830623 response to NRC 830331 motion for summary 
disposition of Issue 13. Reasanab 1 e opportunity should be 
afforded Ohio Citizens for Responsible Energy to support 
opposition through further discovery. Re lated correspondence. 

HIATT, 8, L. Ohio Citizens for Responsible Energy. 83/06/29, NRC - 
No Detailed Affiliation Given. 5pp. 19294:162. 24X 

Fiche; 30-440, 83/06/29, 8307070144. 


’0307070154 Affidavit of SL Hiatt, provi d ing justification for addl time 
needed to respond properly to NRC motion for summmary 
disposition of issue 13. Cer ti f ica te of Svc end. 

HIATT, B. L. Ohio Citizens for Responsible Energy. 83/06/29. 3pp. 
19294:167. 24X Fiche: 30-440, 03/06/29, 8307070144. 


B307070229 Motion to strike portions of applicant 830627 answer 
supporting NRC motion for summary disposition of Issue 13. 
Certificate of Svc end. Related correspondence. 

HIATT, S. L Ohio Citizens for Responsible Energy. 83/06/30. 
Atomic Safety and Licensing Board Panel. 4pp. 19269:308. 24X 

Fiche: 50-440, 03/06/30, 8307070223. 


8307060339 Forwards proposed finding of fact it conclusions of law ir> 
form of partial initial decision 

SILBERG, J, E. Shaw, Pittman, Potts it Trowbridge SILBERG, J.E 
Cleveland Electric Illuminating Co. 03/07/01. BLOCH, P. B. , 

KLINE, J. R. , BRIGHTiG. D. Atomic Safety and Licensing Board Panel. 

Ip 19234:051 24X Fiche : 50-440. 83/07/01 , 0307060339. 


8307060344 Proposed findings of fact & conclusions of law in form of 
partial initial decision Certificate of Svc end. 

SILBERG, J. E. Cleveland Electric Illuminating Co. SILBERO# J. E. 
Shaw, Pittman, Potts it Trowbridge. 03/07/01. 72pp. 19234:032 
24X Fiche: 50-440, 83/07/01, 8307060339 


8307110310 Reply opposing util & NRC responses opposing Ohio Citizens 
far Responsible Energy 830510 motion to file contentions on 
SNM license ap p 1 ica t i on. Cer ti fi ca te of Svc end. 

HIATT, 9. L. Ohio Citizens for Responsible Energy 83/07/05. 

Atomic Safety and Licensing Board Panel. 13pp. 19380346 24X 

Fiche: 30-440, 83/07/05, 8307110310. 


9307080468 Serves parties w/KR Naidu 830629 ltr clarifying testimony at 
May 1983 hearing. 

WOODHEAD, C. P. Hearing Branch 4. B3/07/06 OLOCH, P. B. , BRIGHT, 0. 0. , 

KLINE, J. R. Atomic Safety and Licensing Board Panel. Ip. 19346:334 
24X Fiche: 50-440, 83/07/06, 8307080468. 


■0307080473 Clarifies testimony of Region III witnesses on cross- 
examination it AELD questioning. 

NAIDUjK.R. Region 3, Office of Director. 83/06/29. BLOCH, F.B. , 
BRIGHT, G. 0. , KLINE, J. R. Atomic Safety and Licensing Board Panel. 
Ip. 19346:353, 24X Fiche: 50-440, 83/07/06, 8307080468. 


0307190323 Motion for e * tens ion, unti 1 830721, to file proposed findings 
of fact h, conclusions ef law w/supporting citations & 
argument, Certificate of Svc end. 

LODGE, T J. Sunflower All iance LODGE, T. J. Lodge, T, J, B3/07/U, 
Atomic Safety and Licensing Board Panel. 2pp 19530:232, 24X 

Fiche: 50-440, 83/07/11, B307 130323 


0307190114 Proposed findings of fact it conclusions of law for Issue 3 
re adequacy of GA program k control of const contractors. 

Applicant failed to resolve issue at 830524-27 public 
hearing Certificate of Svc encl. 

HIATT, 8. L. Ohio Citizens for Responsible Energy. 03/07/11. 36pp 
19634:286. 24X Fiche: 30-440, 83/07/1 1 , 83071901 14. 


0307140430 Memorandum it order denying admission of Ohio Citizens for 
Responsible Energy 830310 contentions to block util receipt 
of unirradiated reactor fuel it associated mat! *. Late-f i 1 ed 
requirements not met. 

BLOCH, P, B, , KLINE, J. R, , BRIGHT, G. 0 Atomic Safety and Licensing 
Board Panel. 83/07/12. 7pp. 19321:169, 24X Fiche: 50-440, 83/07/ 12, 

8307140430. 


8307150316 Answer opposing Ohio Citizens for Responsible Energy 030630 
motion to strike portions of applicant 830627 answer in 
support of NRC motion for summary disposition of Issue 13. 

Motion has no bas i s. Certificate of Svc end. 

SWIGERi M. A. Cleveland Electric Illuminating Co. SWIGEft, M. A. Shaw, 
Pittman, Potts & Trowbridge. 83/07/12. Atomic Safety and 
Licensing Board Panel, 7pp. 19533:011. 24X Fiche: 50-440, 03/07/12, 

8307130316. 


0307190106 Motion to reopen record on Issue 3 re const GA. Motion based 
on recently received documents obtained through FOIA which 
Indicate GA deficiencies are much worse than recent hearing 
revealed. Certificate of 8vc encl. 

HIATT, 8. L. Ohio Citizens for Responsible Energy 03/07/13. 

Atomic Safety and Licensing Board Panel. 24pp. 19630:144. 24X 

Fiche: 30-440,83/07/13, 8307190186. 


8307190222 Response opposing applicant B30627 answer supporting NRC 
motion for summary disposition of Issue 13. NRC must abide by 
SRP it Reg Guide 1 . 1 1 5. Reg u 1 a tory policy changes cannot be 
made merely for convenience. Cer ti fi cate of Svc end. 

HIATT, 5. L. Ohio Citizens for Responsible Energy. 03/07/13. 
Atomic Safety and Licensing Board Panel. 3pp, 19629:222, 24X 

FUhe: 50-440, 83/07/13, 0307190222. 


8307270207 Notifies of VR Harding employment at law firm. Harding will 
not participate In any case currently pending before NRC, 

SILBERG, J. E. Shaw, Pittman, Potts it Trowbridge. B3/07/13. 

BLOCH, P. B. , KLINE, J, R. , BRIGHT, G. 0. Atomic Safety and Licensing 
Board Panel. Ip. 19767:198. 24X Fiche: 50-440, S3/07/13, 8307270207. 
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— B30727G477 Notice* of employment at law f irm. VR Harding will not 
participate in any case pending before NRC, Svc list enc 1 
HARDING, V. R, Shaw, Pittman, Potts & Trowbridge. 03/07/13. 

BLOCH, P. 0, , KLINE, J. H , BRIGHT, G O. Atomic Safety and Licensing 
Board Panel. 2pp. 19767:179. 24X Fiche: 50-440, 03/07/13, 

0307270207. 


0307190203 Notion for leave to file answer to Ohio Citizens for 
Responsible Energy 030629 amended response to NRC motion for 
summary disposition of Issue 13, per ASLB 021006 memorandum 
& order. 

SILBERO, J. E. Cleveland Electric Illuminating Co. SILBERO, J. E. 

Shaw, Pittman. Potts & Trowbridge. 83/07/14. Atomic Safety and 
Licensing Board Panel. 2pp. 19620:269, 24X FI c he : 30-440, 83/07/ 1 4, 

8307190203. 


—0307190200 Answer to Ohio Citizens for Responsible Energy (OCRE) 830629 
amended response to NRC motion for summary disposition of 
Issue 13. OCRE request for continuance is frivolous 6 should 
be denied. Cerfci ficate of Svc end. 

SIL8ER0. J. E. Cleveland Electric Illuminating Co SILBERO, J. E. 

Shaw, Pittman, Potts 4t Trowbridge 83/07/14. 13pp 19628 291. 

24 X Fiche: S0-440, 03/07/14, 0307190203. 


K Utility Final Safety Analysis Report (FSAR ) & amends 


0307210077 Forwards Amend 12 to FSAR. Amend incorporates previously 
submitted response to GA branch questions b. revises 
mechanical sys & components, conduct of operations 6 GA. 

EDELMAN, M. R. Cleveland Electric Illuminating Co, 83/07/19. 
DENTO^rH. R. Office of Nuclear Reactor Regulation, Director 3ap 
19660:273. 24X Fi c h e : 50-440, 83/07/ 1 9, 8307210077. 


—0307210001 Amend 12 to FBAR. 

* Cleveland Electric Illuminating Co. 03/07/19. 380pp 

19660:276. 24X Fi ch e : 30-440, 83/07/ 19, 83072 10077. 


G. Inspection reports, IE Bulletins 6 correspondence 


8307000440 Ack receipt of 830620 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-440/83-12 $< 
30-441/83-11. 

LITTLE, W. 8. Region 3, Office of Director. 03/07/03. EDELMAN, H. R. 
Cleveland Electric Illuminating Co. Ip. 19347:223. 24X 

Fiche: 30-440, 03/07/03, 8307000440. 


8307190084 Response to ASLB 030309 telcon questions re declaration of 
«ua sponte Issues. Enel AF Silakoski affidavit responds to 
ASLB Inquiries. 

SILBERO, J. E. Cleveland Electric Illuminating Co. SILBERO, J. E. 

Shaw, Pittman. Potts L Trowbridge. 83/07/13. Ip, 19633:173 24X 

Fiche: 50-440, 03/07/15, 0307190004. 


0307190104 Affidavit of AF Silakoski in response to ASLB tua sponte 
ques 1 1 ons. Slmu lator operator training includes comparing 
6 contrasting Indications af all related instrument types Si 
ranges. W/Certi ficate of Svc. 

SILAKOSKI, A. F. Cleveland Electric Illuminating Co. 83/07/14. 

7pp. 19633:176. 24X Fiche: 50-440, 83/07/13, 0307190084. 


8307200214 Proposed findings of fact 6 conclusions of law. Certi fleet* 
of Svc end. 

LODGE, T. J. Sunflower All iance. LODGE, T. J. Lodge, T, J. 83/07/13. 
!9pp, 19640:033. 24X Fiche: 30-440, 03/07/15, 8307200214, 


B307210179 Answer to applicant 830714 motion for leave to file answer 
to Intervenor amended response to NRC motion for summary 
disposition of Issue 13. Rules allow for no further response. 
Certificate af Svc end. Related correspondence. 

HIATT, S. L. Ohio Citizens for Responsible Energy. 83/07/10. 

Atomic Safety and Licensing Board Panel. 2p a, 19666:040. 24X 

Fiche: 30-440, 03/07/18, 0307210179. 


— 03O7OBO451 Responds to NRC 030603 ltr re violations noted in IE Inse 
Repts 50-440/03-12 6 30-44 1 /83-1 1 . Corroc t i ve actions: 

Johnson Controls, Inc re indoctrinated affected personnel in 
GC procedure* required for insp & documentation. 

EDELMAN, M. R, Cleveland Electric Illuminating Co. 03/06/20. 

KEPPLER, J, G. Region 3, Office of Director. 2pp. 19347:226 24 V 

Fiche: 50-440, 03/07/05, 8307080448. 


0306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

York, Inc. 134pp. 19363:293. 24X Fi cha : 30-000, 03/07/ 1 1 , 0306270401 


8306270404 IE Info Not’ice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN, E, L. Division of Emergoncy Preparedness & Engineering 
Response (Post 030103). 83/07/12 Consolidated Edison Co, of New 

York, Inc. 14lpp, 19363:133, 24X Fi c he : 30-000, 83/07/12, 8306270404. 


8306270406 IE Info Notice 83-40, "Gaseous Effluent Release* of 
Radioactive 1-123 & I— 131 in Exces* of NRC Limits. " Svc list 
end. 

TAYLOR, J. M. Division of GA, Safeguards It Inspection Programs (Post 
030103). 83/07/14, Consolidated Edison Co. of Nbw York, Inc 

114pp. 19713:270. 24X Fi c h e : 30-000, 03/07/ 14, 8306270406 


0307210303 Answer opposing Ohio Citizens for Responsible Energy 030630 
motion to strike portions of applicant 830627 answer 
supporting NRC 030331 motion fgr summary disposition of 
Issue 13. Certificate of Svc and. 

CUTCHIN, J. M. Hearing Branch 4. 83/07/20. Atomic Safety and 

Licensing Board Panel. 3pp. 19664:333. 24X Fiche: 30-440, 03/07/20, 

0307210303. 


0307200247 Forward* IE Insp Repts 30-440/83-19 St 30-441/83-18 on 
830620-24 tn notice of violation. 

LITTLE, W. S. Region 3, Office of Director. 83/07/13, EDELMAN, It R. 
Cleveland Electric Illuminating Co. 2pp. 19791:211 ' 24X 

Fich*: 30-440, 83/07/13, 0307200247. 


0307260294 Memorandum In support of Ohio Citizens for Responsible 
Energy 830713 motion to reopen record on Issue 3 re GA. 

Certificate of Eve end. 

LODGE, J. L. Sunflower Alliance, LODGE, J. L. Wilt, D. D. 93/07/21. 
Atomic Safety and Licensing Board Panel. 4pp. 19011:002. 24X 

Fiche: 30-440, 03/07/21 , 0307260294. 


8307230360 Proposed finding* of fact & conclusions of 
GA. Certificate of Svc end. 

CUTCHIN, J. M. Hearing Branch 4. 03/07/22. 23pp. 

Fiche: 30-440,83/07/22,8307230360. 


law on Issue 3 re 
19703:213. 24X 


0307270246 Answer supporting util 830714 motion for leave to file 
answer to Ohio Citizens for Responsible Energy 830629 
amended response to NRC 030331 motion for summary 
disposition of Issue 13. Certificate of Svc end. 

CUTCHIN, J. ft Hearing Branch 4. 83/07/26. Atomic Safety and 

B °* rd P * ne1 ' P- 19767:106. 24 X Fi the; 30-440, 03/07/26, 


— 8307200233 Notice of violation from insp on 830620-24, 

LITTLE, W. 8. Region 3, Office of Director. 83/07/13. Ip, 
19791:213. 24X Fiche: 30-440, 83/07/13, 8307280247. 


*8307200264 IE Insp Rept 30-440/83-19 fc 30-441/83-10 on 830620-24. 
Noncompliance noted; safety-related instrument panel 
IH22-P0i3 removed w/o rework procedure. 

MERRIWEATHER, N. Region 2, Office of Director. CGNLON, T. E. 
Division of Engineering i< Radiological Safety Program*. 83/07/11. 
6pp. 19791:214. 24X Fiche: 30-440, 83/07/13, 8307280247. 


8307280437 Forwards IE Insp Repts 30-440/83-13 & 30-441/83-12 on 
030404-061 3 t< notice of violation. 

STREETER, J. F. Region 3, Office of Director, 83/07/23. EDELMAN, M. R. 

Cleveland Electric Illuminating Co, 2pp. 19796:206, 24X 

Fiche: 30-440, 83/07/23, 8307280437. 


— 8307280439 Notice of violation from in»p on 030404-0613. 

STREETER, J. F, Region 3, Office of Director. 03/07/23. ip. 
19796:280. 24X Fiche; 30-440, 03/07/23# 8307280437. 


8307270230 Answer opposing Ohio Citizens for Responsible Energy 830713 
motion to reopen record on Issue 3. Citizen* fail to 
demonstrate motion timely » rai ses significant safety issue or 
is likely to change result. Certi ficate of Bvc end. 

CUTCHlNiJ.il. Hearing Branch 4, 83/07/26. Atomic Safety and 

9307jj7n25n B ° ard P * n * 1 - 3pp ' 19749: 306. 24X Fiche: 30-440, 83/07/26, 


—8307200442 IE insp Repts 30-440/83-13 U 30-441/83-12 on 830404-0613. 
None omp l i ance noted; fai lure to periodically assess adequacy 
of program. 

KISH, J. N. , MAXWELL, 0, F. , VANDEL, T. E. Region 3, Office of Director, 
03/07/23. Upp. 19796:289. 24X Fiche: 50-440, 83/07/23, 

8307200437. 
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8. Reportable occurrences LERs & related correspondence 


8307060065 Interim deficiency rept re Johnson Controls. Inc failure to 
adequately verify acceptability of Unistrut Corp GA program 
Initially reported on 030329 Corrective Action Request 
83-03 Issued. Final rept by 030730. 

EDELMAN.H.R. Cleveland Electric Illuminating Co 03/06/24. 

KEPPLER, J. G. Region 3. Office of Director. 2pp. 19250:35?. 24X 

Fiche; 50-440, 83/06/24, 8307060065. 


9307070001 Part 21 rept re lack of automatic restart capabilities of 
P-47 chillers after loss of offsite power. Initially reported 
on 030429. Eva 1 uatl on continuing. 

BARKER, N. R. 0 i 1 b ert/C ommonwea 1 th Cos. 83/06/30. DEYOUNG, R C. 
Director's Office. Office of Inspection and Enforcement, Ip 
19293: 158. 24X Fiche: 50-440. 83/06/30, 830707000 1 . 


9307110134 Second interim deficiency rept re vlolati 
requirements during installation of adjacent Hilti 
bolts. Ini tial ly reported on 830207. Spec 6PI08/208 
Final rept by 030930. 

EDELMAN, K. R. Cleveland Electric Illuminating Co. 
KEPPLER, J. 0. Region 3, Office of Director. 2pp 
Fiche: 50-440, B3/O7/01 , 8307 1 101 34, 


on of spec 
Kiiil k 
revised, 

83/07/01. 
19375: 126. 


24 X 


0307110316 Final deficiency rept re ASME Code Section III, Class 3 
piping supports supplied by Transamerica Delaval, Inc. 

Initially reported on 030223, Revised drawings detailing mods 
supplied by Delaval. 

EDELMAN.H.R, Cleveland Electric Illuminating Co, 83/07/01. 
KEPPLER, J, 0. Region 3, Office of Director. 2pp. 19380:361. 24X 

Fiche: 50-440. 03/07/0 1 , 8307110316. 


8307110382 Third Interim Significant Deficiency Rept ROC 64(83) re 
linear indications in bracket welds for main steam b 
recirculation sya pipe whip res tra lnts. In i t ia 1 1 y reported 
on 821228. Comp 1 et ion of corrective actions by 841215. 

EDELMAN, J. 0. Cleveland Electric Illuminating Co. 83/07/01. 
KEPPLER, J. O. Region 3, Office of Director. 2pp. 19300:338. 24X 

Fiche: 50-440. 83/07/01 , 8307 1 10302. 


8307190038 Interim Deficiency Rept RDC 24(81) re dofect in lubricating 
oil «y« standyby diesel generators, Tnsta 1 lation of 
replacement parts will begin upon completion of code piping 
weld repairs 5< will be completed by Feb 1984. 

EDELMAN, H R. Cleveland Electric Illuminating Co, 03/07/01. 

KEPPLER, J. 0. Region 3. Office of Director, Ip. 19635:047. 24X 

Fiche: 50-440, 03/07/0 1 , 0307190030. 


8307190136 Interim deficiency rept re relocation of Governor lube oil 
coolers/standby diesel generator. Governors returned to 
Transamerica DeLava 1 . Correct ive actions on coolers will not 
be complete until Nov 1903 for Unit 1 V. Jan 1984 for Unit 2. 

EDELMAN, M. R. Cleveland Eleqtrlc Illuminating Co. 83/07/01. 
KEPPLER, J. 0. Region 3, Office of Director, Ip. 19636:105. 24X 

Fiche: 50-440, 03/07/0 1 , 03071 90 i36. 


8307190176 Suppl to 821215 final deficiency rept re standby diesel 
generators, Mode 1 DSR 1016, starting air sys check valve. Valves 
returned to Transamerica DeLaval remfg of internal 
components. Mads will be completed by Dec 1903. 

EDELMAN.H.R, Cleveland Electric Illuminating Co. 03/07/01. 
KEPPLER, J. 0. Region 3, Office of Director. Ip. 19632:114. 24X 

Fiche: 50-440, 03/07/01 , 8307190176. 


0307190204 Interim Deficiency Rept RDC 52(82) re discrepancies in 
documentation package used to track repair work for 
skid-mounted p ip ing. Correct Ion of discrepancies expected to 
be completed by 831201. 

EDELMAN.H.R. Cleveland Electric Illuminating Co. 83/07/01, 
KEPPLER, J. G. Region 3, Office of Director. Ip. 19628:317 24X 

Fiche: 50-440, 83/07/01, 8307190204. 


9307160031 Interim deficiency rept re partial blockage found in porous 
concrete pipes & weepholes associated u/pumplng drain sys 
portion of pressure relief underdrain sys. Initially reported 
on 030610. Investigat Ion underway. Fina 1 rept due 031101, 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 83/07/08. 

KEPPLER, J. G. Region 3, Office of Director. 2pp. 19560:207. Z4X 

Fiche: 50-440, 83/07/00, 030718003 1 . 


9307200289 Interim Deficiency Rept RDC 73<B3> re Borg-Warner valve 
rad lographs. Forty-four valves selected as representative 
sample reradiographed by Magnaflux Corp. Rad iographs 
submitted to Borg-Warner for review. Final rept by 830831. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 03/07/li. 
KEPPLER, J. G. Region 3. Office of Director. Ip, 19648:064. 24X 

Fiche: 50-440, 83/07/1 1 , 8307200209. 


8307220434 Interim deficiency rept re HPCS diesel generator electrical 
panels supplied by GE. Initially reported on B30615.Rlng lug 
terminations will be rep laced. Nest rept will be submitted by 
040406. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 83/07/15. 

KEPPLER. J. G. Region 3, Office of Director. 2pp. 19607:327. 24X 

Fiche: 50-440, 03/07/15, 0307220434. 


T Hearing transcripts on non-antitrust matters 


0307060235 Proposed corrections to 030527 hearing transcript. 
Certificate of Svc encl, 

S ILBERG, J. E. Cleveland Electric Illuminating Co 9ILDERG, J. E. 

Shaw, Pittman, Potts & Trowbridge. 83/07/01. 8pp. 19239:266, 24X 

Fiche: 50-440, 03/07/01 , 8307060238. 


DOCKET 30-443 SEADRODK NUCLEAR STATION, UNIT 1 

A. Ap p 1 ica t ion/c ons tr uc t i on stage documents & correspondence 


0306060070 Generic Ltr 83-22 to all operating react or licensees, 
applicants for OLi Jt holders of CPs for Uestinghouse PWfts 
re safety evaluation of "Emergency Response Guidelines." 

Svc list encl, 

EISENHUT , D. G, Division of Licensing. 03/06/03. Yankee Atomic 
Electric Co 10pp. 19363:116 24X Fi c ho: 30-000, 03/06/03, 

0306060070. 


0307060033 Forwards "Evaluation of Cost 8, Schedule Estimate of 
Seabrook Nuclear Project." 

DEVINCENTI9, J. Yankee Atomic Electric Co. DEV INCENT IS, J, Public 
Service Co. of New Hampshire, 03/06/21. KNIGHTON, G. W. Licensing 
Branch 3. ip. 19230:290. 24X Fiche: 50-443, 03/06/21, 8307060033. 


8307060043 "Evaluation of Cost St Schedule Estimate of Seabrook Nuclear 
Project. " 

* Management Analysis Co. 83/05/24. 44pp. 19230:291. 24X 

Fiche: 30-443, 83/06/2 1 , 8307060033 


8307140149 Discusses facility const completion date, as result of site 
visit 5t mg t meeting re present aeti vi t i es Uni t will be 
ready for fuel loading during First Quarter 1906 
EISENHUT, D. G D i vi s i on o f Li c i»ns i ng . 03/06/24 HARR ISON, R, J. 

Public Service Co, of New Hampshire. 3pp. 19340:026. 24X 

Fiche: 50-443, 83/06/24, 8307140149. 


8306270397 Generic Ltr 83-26 to all applicants for OLs U holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list enci. 

EISENHUT, D, G. Division of Licensing. 03/07/03. Consolidated 
Edison Co. of New York, Inc, I6pp, 19390:317. 24X 

Fiche: 30-000, 83/07/05, 0306270397 


8307060329 Generic Ltr 83-27 fco all liconsees & applicants for 
operating power reactors if holders of CPs For power reactors 
re surveillance Intervals in STS. Svc list encl. 

EISENHUT, D. Q. Division of Licensing, 03/07/06. Consolidated 
Ed i l on Co. of New York, Inc. 16pp. 19669:254. 24X 

Fiche: 50-000, 83/07/06, 8307060329. 


0307200550 Notification of 030712 meeting w/util in Bethesda.MD to 
discuss Dayton Bar-Grip method of splicing reinforcing bars 
for future application at facility. 

V IETT I , A. Licensing Branch 3. 83/07/06. KNIGHTON, G. W. Licensing 

Branch 3. 4pp, 19672:290. 24X Fiche: 50-443, 83/07/06, 0307200550. 


8307220027 Notification of 030713 meeting w/util in Bethesda,MD to 
discuss alternative designs for stone revetment. 

VIETT I , A. Licensing Branch 3. 03/07/06. KNIGHTON, Q, W, Licensing 

Branch □. 4pp, 19692:129. 24X Fi che: 50-443, 83/07/06, 8307220027. 


8307000169 Generic Ltr 03-28 to all licensees of operating reactors, 
applicants for 0L & holders of CPs re required actions based 
on generic implications of Salem ATWS events, Svc list encl. 
ElBENHUT, D. G. Division of Licensing. 83/07/08, Consolidated 
Edison Co. of New York, Inc. 38pp. 19669:269. 24X 

Fiche: 50-000, 03/07/08, 8307080169. 


8307200498 Forwards request for addl info re util request for 
authoriiation to use Dayton Bar Grip sys. Questions will 
provide framework for discussions at 830712 meetings. 

KNIGHTON, G. W. Licensing Branch 3, 03/07/08. HARRISON, R. J. Public 

Service Co. of New Hampshire. 6pp. 19671:350. 24X 

Fiche: 50-443, 03/07/00, 0307200490. 


8307150142 Application for amend to CPPR-135 & CPPR-136, consisting 
of Amend 49 to FSAR, 

JOHNSON, W. P. Public Service Co. of New Hampshire. 03/07/11. 
KNIGHTON. G. W. Licensing Branch 3. 3pp. 19333:244. 24X 

Fiche: 50-443, 83/07/1 1, 83071 50142. 
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Evaluation Report CSER). suppls fc correspondence 

83 bu l tiai!in« 0 I W3r<I i Su J pI J t0 SER f0r toncurrence.fie^eiti concurrence 
fey tigning memo & returning to NRC no later than 630624 W/o 
fine I , 

NOVAK, Assistant Director for Licensing. 63/06/23. KNIGHT, J, p 

MULLFfl a n*B Dir ! Ct r r /°r H™* ^ Structures Engineering (Post 830201)' 

i«ob E a'2 ff A »**»Unt Director for Radiation Protection. 

S c, R k P 0f tf,e S* e « ut ive Legal Director. Ip. J 9340 224 

24X Flche: 50-443, 83/06/23, 83071 50446 

0307060129 Forwards revised response to SER Outstanding Issue l re 
meteorological conditions considered in auxiliary ays & 
component design, ref 1 ec ting 830*18 d i scus s Ions . Resp onse will 
be incorporated in Amend 49 to CL application. 

DEVI NC ENT! S, J. Yankee Atomic Electric Co. DEVINCENTIS. J. Public 
Service Co. of New Hampshire. 63/06/24 KNIGHTON, G. W. Licensing 
Branch 3. 12pp. 19252; 227. 24X Fiche: 50-443. 83/06/24, 6307060129. 

8:3 NUREO 0 O73? ,, r l>,,,1d * t0 SUpM 1 fc ° SEW * Generic Ltr 82"33,S U ppl 1 fco 
NIIRE0-0737 re emergency classification sys . End Section 3 0 
will be incorporated in Amend 49 to OL application. 

DEVINCENTIS, J. Yankee Atomic Electric Ca. DEV INCENT 1 5, J. Public 
V r W^ C ° N ° U Hampshire. 63/06/27. KNIGHTON, G W Licensing 
Branch 3. IBpp, 19231:149. 24X Fiche: 30-443, 83/06/27, 8307060090 

EVALWAT1 °N REPORT RELATED TO THE OPERATION OF 
^n A ?a? D ^ S r? TlDP1, UNITS 1 AhiD s Dockets No. 30-443 And 
50 Service Company of New Hampsh i r e, et al. ) 

i&n o^icensing. NUREO-OB96 S02. B3/06/3O. 13pp. 

0307 { 90446*^ ”’ **• l95A9: 3S3 24X Fi the: 30-444, 03/06/30, 

^3 NURl^o?^7 0 ^^ r “ , ? '' 3 *** rot> * Station Control Room Design Review, p * r 
o^ R ST° 737< 1 ™ 01 StJflpl 1 to «UffEQ~0737 {Generic Ltr ? 

Item 1 ^Section* 18^ T ***° ns * ^ SER <NUREO-OQ96) Outstanding 

DEVINCENTIS, J. Yankee Atomic Electric Co. DEV I NCENT IS, J Public 
Service Co of n 8W Hampshire. 63/07/07. KNIGHTON, 0. W. Licenslno 
ranch 3. 140pp. 19430:268. 24X Fi che: 30-443, 83/07/07, 8307120312. 

“u” S °rcf. S “ PPl 2 *° SER (NUBE «-°a’*> r. application for DL. 

S^d^Ca j- 1 "" 1 *"!! Branch 3. 03/07/13. HARR, SOM, R. J. Public 

Service Co. of New Hampshire. 4pp, 19730-053 24X 

F I c h e : 30 -443, 83/07/ i 3, 6307250096. 

fire Protection plans 

F ? rw r dS Pevls » d response to SER Outstanding Is^ue i re 
meteorologica! conditions considered in auxiliary , )l l 

be i!I l ! n, I rt ! li c ti,l « 030518 discussions. Response will 
DEV Kc£??E i v n 4<? fco ^.application. 

SerWc! N cI S 'n* Elec6ric Ca DEV INCENTIS. J, Public 

BrInJk% C iS P * Ha< "P* hlr &- 63/06/24, KNICHTQN, G. W. Licensing 

Branch 3 18pp. 19252:227. 24* Fic h a: 30-443, 63/06/24, 6307^601^?. 

^NUREG-O/O?*^ 0 ^’ t0 SUPP1 1 to SER * e(sm5ric 92-33, 5u pp 1 1 fco 
NUREG-G737 re emergency classification ays. Enel Section 3 O 

OEVIncen^S 0 ? 0 ^^? in Aff,en<} 49 ta DL *PP>ication, 

a EN IB, J. Yankee Atomic Electric Co. DEVINCENT 1 8, J Publlr 

ass»- xtx&jggsSSSS. 



”.2 U SmS! 1 SER Out, tending 

Yankee Atomic Electric Co-. DEVINCENTIS, J PuhUr 
Service Co, of New Hampshire. 83/07/07. KNIGHTON, G. W Lfeeiteinn 

ranc 140pp. 19430; 268. 24X Fi che : 50-443, 83/07/07., 0307 i 203 1 2 

i/ssii ° 

r-tas^K, „Sm~., 8 : , s.w.?ur* 

P IV665.24E. 24X Fiche: 30-443, G3/07/I3, 8307210183. 

"' 83 s”lun°-.'' eVaC,,i,UOn CUar T ‘""’ *»r Area. Hear S.atrool, 

,a ” *«»«»■ «* 

G l_ AdjUdU * t0rv correspondence 



LOMASNEY, fi. Costello, ° ' ? ** rr *«*' MA 93/06/27. 

a« FUh. so-RAa.Ba/Di/a/.SwIsoS/a P ° ,nt 2pp l,6Si - lat - 


8307050203 Motion to defer hearing on evacuation time estimates 
Contentions Hr. 12 6 III, 13, until hearing on offsite 
emergency planning . De 1 ay necessary to provide ASLB 
^!nnf 0n A” n aU contentions. Certificate of Svc end. 
bHOTWELL, -J, A. Massachusetts, Commonwealth of, 83/06/PB a*. 

Safety and Licensing Board Panel. 7pp, 19190 - 27Q oav ' Atomic 
Fiche: 30-443,03/06/26,6307030203. 

6307060162 Answers to motion to defer hearing on evacuation time 
estimates t motion for time extension to file rebuttal 
testimony on evacuation time estimate contentions. Opposes 
deferral mo tion. Cer tif i cate of Svc end 

GAD, R. Public Service Co. of New Hampshire. GAD, R K Roues jl, 

?SJao ton /C6 i 3 ° Atumlc Safety and Licensing Qaarrf Panel * 1 4on 

19249,190. 24X Fi c h e: 30-443, 63/06 /3Q. 8307060 1 62. PP ' 

e3 avc 6 ^c) , SlJPMentenfc,al t0 Interrogatory 3D. C e rt i f 1 ca te of 

JOHNSON, W. P. Public Service Co of New Hampshire e 3 / 06 /* 3 n 

f? 9 h 4n 2« C ^il ltl0n ° n Nucleas ' Fol lut i on. Spp. 19230- 2i8 A/ 24X WeU 
Fiche: 30-443, 83/06/30, 8307060203. ’ *** 

6307060394 Memorandum & order granting portion of util 030214 21st 
?°“ on ,or “”»r, ,i„G.i t „ n .u,ll H302U ,' V . nth mo ??“ 

nVcll.T ?:?, 1 f P °’i “: B »«"*•'<■ W«w England CoaMtiqn an 
m iV r Contention, HI. ,2 i III. ,3 d, 

Sa ^*tV and Licensing Soard Panel. 83/06/30 
I VlC * Co “ of Neu ' Haffl pshire. 16pp. 19236: lOi 24)f 

Fiche: 30-443, 83/06/30, 8307060394. 24)f 

0307060421 Advises that Commission decision to review ALAB-6B7 should 
be considered in addressing ASLD 630620 memorandum * order, “ 

second question, at 830713 oral argument. order, 

CURRAN^d” 1 C HaT- m ^ t ^i C ^ Saf8t L^ d Ucen **"ff Appeal Panel. 63/06/30. 

» Harmon Si Weiss. GAO, R. K. Ropes & Gray LE09Y, R p 

^706?d“r ch3 ip - i9M,:336 - «* Fui,.: 9 oiSi3.w/&r- 

8307070194 Advises that Town of Amesbury draft radloloelcal 

pan seriously de f i c i en t. Erne rg en c y response o^anU^Jon 8m * rfl,in ^ 
violates current chain of command . Pub 1 i c alert sys info 
unclear. Related correspondence. y 

SB: 

B ™ 2 .j l ? 2 !;: t ju i .: u s sssirsj^- ,a «- 

Nuclear Pollutlun. 83/07/01. TOfiPKiWS, B. Atomic 8a fat! and 
83fl’S702?d PP " 1 PinP ‘* lp ' lTOi ’ :3 '3- 24X Fiche: 30-443^03/07/01, 

e3 EnoI^d^^T!!?’ t,,at RP L *"g present NRC oral ,r.e mo „t „ Nl „ 

" ° n NU “ e ' n ' Po * lutlon Potion far dirJcSJS 

MILBErVa H I, r1 ? 3 f r : n : h 3 B3/07/OB. ROSENTHAL. A. 8. , EDUES. 0 J. •, 

*5°2} C . ai>d licensing Appeal Panel. 2pp. 

19293.220. 24X Fiche: 50-443. 83/07/05, 8307070016. 

B3 a?!?? 4, o? NH m 5S3IJ,M,fr7 e r** t l-e»gu. contention, on 

«k.Z!* 7 H radiological emergency response p lan. No 

n.!, ’ ma * W c ®"‘'ntloAs 3.3.4 U 0. Cert(Alcate of Svc 

d!onSh ' t 0 * ® AB,R -£- PBtllc Service Co. of New Hemp, h Ire. 

Boord e*n.i. *£' 

B3 AaLrMnAMT P,V ' U,, ' J S ' °r d ' T s ‘»‘* of NH 030334 otj.ctl.n. te 

2 T«™ii ir* in9 

Hallih’fr, cJ°T tC » ape ^ l, anil L,c 'n*tng Board Panel, 83/07/04. Miu 
SS'SboSw. °'- PP - ,93 ‘ ,7:3aB - RAX Fiche: S0-4A3. 83/07/04, 

ne »P“"« t« Ne„ En, land Co.lltlon on Nuclear Pollution 
J?an Ma'aa! se » te »f NH radleloglca, eie.rjencv resj,on«e 
°^I®ct£ohs made to Contentions 2.4-9 or 12-13 
Certificate of Svc end. 

Ol'oNANT O ‘ b^ 1 R PUb,I< S ”' v ‘' e =<>■ »f Net, Hiefttlr,. 

X M 

a3 pUnnln} "nX.” '* 

contention*. Certif icate of 8vc end 1:0 ral ” 

SEi?K T, %;.;iT 2 ,T - 0 - Q ^ b “ c 6,rvlce co - pf N *“ 

E? a b ? -- ---- ^SoSa.wAs.--*- 
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6307130201 Memorandum forwarding final schedule for Aug 1963 hearings. 
Hearings commence on 630817 b limited appearance session 
rescheduled for 830931. Last uk of hearings eliminated. 

HOYT, H. F, Atomic Safetg and Licensing Board Panel. 83/07/11. 2pp 
19463:354. 24 X Fiche: 30-4 43 > 83/07/11, 930713020 1 . 


0307130230 Notice of 830617-19,23-26 6 30-0902 first phase hearings in 
Dover# NH. Limited appearances will be taken on 830820i23i26 & 

31. 

HOYT, H, F. Atomic Safetg and Licensing Board Panel. 83/07/11. 5pp. 
19307:332, 24X Flche: 30-443, 03/07/ 1 1 , 6307130230. 


8307130283 Response to State of MA. Sea coast Anti -Pollution League t 
New England Coalition on Nuclear Pollution 830622.23 6 27 
c ontentlons, r espec tl vel g re State of NH radiological 
emergency response plan. Certi fl cate of 8v< end. 

PERL IS, R. G. » PATTERSON, W. F. Hearing Branch 3. 03/07/12. Atomic 

Safetg and Licensing Board Panel. 24pp. 19300:214. 24X 

Fiche: 30-443, 83/07/12, 0307130203. 


G307200220 Requests extension of 030714 deadline to submit draft 
Newburgport, MA radiological emergency response plan to 
FEMA or NRC. Plan i nc omp 1 e te. Rou tes. evac ua t i on time estimates 
or guidelines not received . Related correspondence. 

BROAT, L. B. Newburgport, MA, 83/07/13. Costello. Lomasney b 
deNapoli, Inc. ip. 19648:032. 24X Flche: 30-443, 03/07/ 13* 

6307200220, 


8307190130 Response opposing Commonwealth of MA 030620 motion to defer 
litigation of New England Coalition on Nuclear Pollution 
Contentions 111.12 b III. 13 re evacuation time estimates 
Hearing deferral unnecessary. Certificate of Svc end. 

PERLIS, R. 0. , LES8Y, R.P. Hearing Drench 3. 83/07/13. Atomic 

Safetg and Licensing Hoard Panel. 9pp. 19636: 197. 24X 

Flche: 30-443, 03/07/1 3, 83071901 30. 


8307190212 Answer to applicant response to Commonwealth of MA 830623 
contentions on emergency p lanning. Commonweal th has standing 
as full party. Issues are within A5LB subj matter 
jurisdiction. 

8HQTWELL, J, A. Massachusetts, Commonwealth of,. B3/07/13. Atomic 
Safety and Licensing Board Panel. 19pp. 19629:080. 24X 

Fiche: 90-443, 03/07/13. 0307190212. 


— 8307190216 Petition for directed certification to AELB of Q30630 
memorandum & order summarily dismissing New England 
Coalition on Nuclear Pollution Contentions III. 12 S. 13 re 
evacuation time estimates. 

SHOT WELL , J. A, Massachusetts. Commonwealth of,. 03/07/15. 

Atomic Safety and Licensing Appeal Panel. 36pp. 17629:099, 24X 

Fiche: 50-443, 03/07/15, 0307190212, 


■—8307190220 Contention on applicant evacuation time estimates For beach 

areas. 

8H0TWELL, J. A. Massachusetts. Commonwealth of. 83/07/19. 

Atomic Safety and Licensing Board Panel. 5pp 19629:139. 24X 

FtCh*. 50-443, 83/07/19, 8307190212. 


■0307190225 Testimony of R Mark re New England Coalition on Nuclear 
Pollution Contentions III. 12 6 III. 13 Discusses concerns re 
evacuation of beach area. 

MARK, R. Massachusetts, Commonwealth of,. MARK, R , Hampton, NH 
03/07/15. 10pp. 19629:140. 24X Flche: 30-443, 83/07/15, 8307 190212. 


"—3307190241 Testimony of PB Herr re New England Coalition on Nuclear 
Pollution Contentions III. 12 6 III, 13. Necessity of analysing 
adverse weather conditions of summer explained. 

HERRrP. B. Massachusetts, Commonwealth of,. 03/07/13. 22pp. 

19629:150. 24X Fiche: 50-443, 63/07/15, 0307190212. 


—8307190247 Testimony of A Kuncho re New England Coalition on Nuclear 
Pollution Contentions III. 12 6 III 13. Concerns re evacuation 
of beach people d iscussBd. Cer ti f icate of Svc end. 

KUNCHO* A. Massachusetts, Commonwealth of,. KUNCHO, A. Hampton* 

NH. 83/07/15. 9pp. 19629:172, 24X Fi che: 90-443, 83/07/ 15, 

0307190212. 


-“8307190234 Testimony of RJ Shahen re New England Coalition on Nuclear 
Pollution Contentions III. 12 & III. 13, Night Ufa of 
Salisbury Beach d iscussed. Certi fi cate of Svc end. 

BHAHEN, R. J. Ma s sac hus etts , Commonwealth of,. 83/07/J3 6pp. 
19629:181. 24X F i c h e : 50-443, 83/07/ 1 3, 63071 90212. 


8307200208 Informs that New England Coalition on Nuclear Pollution will 
not file direct testimony on Contentions I.B.2, III. 12 or 
111.13. 

CURRAN, D, Harmon b Weiss. CURRAN, D. New England Coalition on 
Nuclear Pollution. 83/07/15. HOYT, H. F. , LUEDKE,E. A. , HARBOUR, J. 
Atomic Safety and Licensing Board Panel. Ip, 19649:027. 24X 

Fiche: 30-443, 03/07/ i 3, 0307200200. 


0307200107 Order denying Commonwealth of MA 030628 motion for deferral 
of hearings on New England Coalition Against Nudear 
Pollution Contentions III. 12 b III. 13. Grants Commonwealth 
830626 motion For extension to file rebuttal testimony. 

HOYT , H. F Atomic Safety and Licensing Board Panel. 03/07/10. 3pp. 

19647:072 24X F i c he ; 50-443, 83/07/ 10, 8307200107. 


8307200112 Forwards SER.Suppl 2, including ACRS rept W/o end. 

PATTERSON, W. F Hearing Branch 3 03/07/19 HDYT, H. , LUEBKE, E. A. , 

HARBOUR, J Atomic Safety and Licensing Board Panel. 2pp. 
19647:064. 24 X F i Che : 50-443, 83/07/ 1 9, B3072001 1 2. 


0307210250 Memorandum b Order ALA0-734, d eng l ng New England Coalition on 
Nudear Pollution petition for directed certification of 
portion of ASLB 630311 memorandum b order granting summary 
disposition of Contention II, B 4 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel 83/07/19 
New England Coalition on Nuclear Pollution. 13pp 19664:147 24X 

Flche 30-443, 03/07/19. 0307210230. 


0307220360 Order directing parties to address Commonwealth of MA B30713 
& Now England Coalition on Nudear Pollution 830722 
petitions for directed certification of portions of ASLB 
830630 order in single response. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. 83/07/20. 
2pp. 19676:076 24X Fi c h e : 50-443, 03/07/20, 8307220360 


B307220363 Order requesting further filings from Seacoast 
Anti-Pollution League , Commonwea t th of MA b Now England 
Coalition Against Nuclear Pol lution, al lowing redrafting of 
contentions. Fi 1 ings due within 10 dags of svc of order. 

HOYT,H F. Atomic Safety and Licensing Board Panel 83/07/20. 2pp. 
19676:074 24X Fic he: 30-443, 03/07/20, 6307220363 


8307260337 Petition for directed certification of ASLB summary 
disposition of intervene Contention III 12 re evacuation 
time e a t ima t es. Cer t i f i <a 1 1 on should restore language of 
contention. Certificate of Svc end 

CURRAN, D, i JORDAN, W. S. New England Coalition, on Nuclear Pollution. 
CURRAN, D. Harmon b Weiss, 03/07/21. Atomic Safety and Licensing 
Appeal Panel, I6pp 19726:314. 24X Fiche: 50-443, 03/07/21, 

8307260337. 


0307260353 Answer to NRC 830712 response to Commonwealth of MA 
Contentions I-V on State of NH radiological emergency 
response plan Certificate of Svc end. 

SHOTWELL, J. A. Massachusetts, Commonwealth of, 83/07/21. Atomic 
Safety and Licensing Board Panel llpp 19733:006 24X 

Flche: 90-443, 83/07/21 , B30726035B. 


8307260359 Forwards New England Coalition on Nudear Pollution 
response to applicant 6 NRC objections to contention on 
State of NH emergency p lan. Coali tlon will negotiate wording 
of four contentions w/NRC b applicant 

JORDAN, U. 8. Harmon b Weiss, JORDAN, W. S. New England Coalitioh on 

Nuclear Pollution 83/07/22. HOYT, H. F. , LUEBKE, E. A . HARBOUR, J. 
Atomic Safety and Licensing Board Panel 2pp. 19733:028. 24X 

Fiche: 50-443, 83/07/22, 0307260359. 


0307260538 Response to util b NRC objections to New England Coalition 
on Nuclear Pollution contentions on State of NH state plan. 

All contentions should bo admitted 

JQRDAN, W. 3. , CURRAN, D, New England Coalition on Nudear Pollution. 
JORDAN, U S. Harmon b Weiss 63/07/22. Atomic Safety and 

Licensing Board Panel 3pp 19734:119 24X Fi c h e : 90-443. 03/07/22, 

0307260530. 


8307260246 Order directing New England Coalition on Nuclear Pollution 
to inform ASLB b parties immediately whether Coalition 
intends to file robuttal testimony Procedures for filing 
fres tlmoxiy 1 1 stetf. 

HDYTiH.F. Atomic Safety and Licensing Board Panel. 03/07/25. 2pp. 
19727:003 24X Fi c he : 50-443, 63/07/25, 8307260246. 


8307260259 Notice of appearance in p roceed 1 ng . C er t i f i cata of Svc end 
SNE I DEH, C 6 Massachusetts, Commonwealth of,, 03/07/25. Ip 
19727:039 24X F i eh e ■ 50-443, 03/07/23, B307260259. 


8307290066 Amend to ASLB 030711 notice of hearing changing place of 
limited appearance statement to be given on B30B26. 

HOYT, H. F, Atomic Safety and Licensing Board Panel. 83/07/27. 2pp 
19020:360. 24X F i c he : 50-443, 83/07/27, 8307270066. 


0307290150 Memorandum amending 030711 hearing schedule. Th ird limited 
appearance session will be held In Dover, not Hampton, NH. 

HOYT , H. F . Atomic Safety and Licensing Board Panel. 83/07/27. 2pp. 
19821:036. 24X Flche: 50-443. 83/07/27, 03072901 30. 
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DOCKETED ITEMS 


H. General correspondence 

8307000429 Ad v i ses that draft radiological emergency response plans for 
Town of Amesburij defi< lent. Plans should be tailored to town 
needs & contain detailed info on training Deficiencies 
outlined. 

BROWN, R.B Amesbury, MA. 83/06/30. LOMASNEY, H. Costello, Lomasney 
* deNapo 1 1, Inc 2pp. 19347:265. 24X Fich e : 50-443, 83/06/30, 

03-07080429. 


Utility Final Safety Analysis Report (FBARl t amends 


8307130142 Application for amend to CPPR-135 CPPR-136, c ons i s t i no 
of Amend 49 to FSAR. 

JOHNSON* W. P. Public Service Co. of New Hampshire. 03/07/11 
KNIGHTON* <?. w. Licensing Branch 3. 3pp. 19333:244 24X 

Flche: 30-443* 83/07/11, 3307130142 


— 8307 150145 Amend 49 to F6AR. 

* Public Service Co. of New Hampshire. 83/05/31. 
19333:247. 24X Fi c h r : SO-443* 83/07/ 11 , 83071501 42. 


696pp. 


O Advisory Committee an Reactor Safeguards reports t< correspondence 

8307090095 Summarizes 276th ACRS meetings on 830414-16 w/utils to 
requ<f5t for OL. Agenda for 030512-14 meetings end. 

EBERSOLE* J. ACRS - Advisory Committee on Reactor Safeguards, 
83/04/29. PALLADING, N. J. Commissioners. 3pp. 19366' 030 24X 

Fiche: 30-000, B3/04/29* 0307090095. 

0. Inspection reports* IE Bulletins S, correspondence 


ForiJ * rda Meeting Repts 50-443/83-10 V. 30-444/03-07 

830-607. No nancompliance noted. Requests high level of mgt 
attention be devoted to NDE surface exams. 

Divi$ion of Project i, Resident Programs. 

HARRISON* R. J. Public Service Co. of New Hampshire 2pp 

24X Fich e: 30-443, 83/06/22, 8307110422. 


83/06/22. 

1 9382: 230. 


—8307i 10426 IE Mgt Meeting Repts 50-443/83-10 V 50-444/83-07 oti 030607. 
No noncompliance noted. Major areas d istussed: current 6 
proposed licensee actions in response to NRC concerns re 
questionable conduct of NDE exams by Pul lman-Higg ins. 

CERNE, A. C. , GRAMM, fi. A. Region 1* Office of Director. GALLO* ft M 
Division of Project fc Resident Programs, 83/06/17. 3do 
19382:232. 24X Fi che : SO-443, 83/06/22, 03071 1 0422. 

8307210121 Forwards IE Insp Rept 30-443/83-07 on 830523-27 It notice 
or violation. 

H HAM l l l i T R i° lV p S i?? Engineering It Technical Programs. 83/07/07. 

~* P<jbUc Service Co. of New Hampshire. 2pp. 

19666:068. 24X F i c he : 50-443, 03/07/07, 8307210121 


8307210126 Notice of violation from insp on 030523 - 27 . 

* **9* on Office of Director. 03/07/07. 2pp. 19666:070 

Fiche; 30-443, 83/07/07, 8307210121. 


24 X 


—8307210133 IE Insp Rept 30-443/03-07 on 830523-27. Noncomp 11 ance noted: 
failure to perform reactor internals per procedures, 
to issue process control sheet w/procedur» change & to 
maintain proper storage of reactor internals. 

GRAY*E.H., VARELA* A. A. Region 1, Office of Director. 83/06/27. 

9pp. 17666:072. 24X Fi che: 50-443, 03/07/07, 8307210121. 

9306270401 IE Info Notice 83-46, ’'Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svt list end 
JORDAN, F. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co of New 

Yorlr, Inc. I54pp 19363:293. 24X Fiche: 50-000* 93/07/1 1, B306270401. 

8306270404 TE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end 
JORDAN, E. L. Division of Emergency Preparedness * Engineering 

t0 ?L„ B ?^ 7/l2 ' Consol, dated Ed, son Co of N.u 
York, Inc i4Ipp. 19363:133. 24X Fithe: 30-000, 83/07/12, 0306270404. 

8306270406 IE Info Notice 83-48, "Caseous Effluent Releases of 
Radioactive I-I25 U 1-131 i n Excess of NRC Limits." five list 
•n c 1 . 

830103 QA> ^guards «, Inspection Programs (Post 

830103). 83/07/14. Consolidated Edison Co. of New York, Inc, 

114pp, 17715:270. 24X Fi Che : 50-000, 83/07/14, 8306270406. 


B. Reportable occurrences, LERs & related correspondence 

8307130096 Interim deficiency rept re Wo s t i ng h ou s e 7300 process 
protection sys NLP card heat sinks & NTC card relays 
Initially reported on 030216 «< 0617. Heat sink replacements 
to be supplied by vendor. Next rept by 040103. 

DEVINCENTIS, J. Yankee Atomic Electric Co DEVINCENTIS, J. Public 
Service Co. of New Hampshire. 83/07/01. STARtJSTECK I , R. 

Project It Resident Programs. 4pp. 19336:139 24X 

Fiche: 90-443, 83/07/01*8307130096. 


Division of 


B3O710O310 Interim deficiency rept re solid state protection sub power 
Surge. Initial ly reported on 820805 Westinghouse wilt supply 
field kits for permanent hardware mods. Next rept expected by 


840103. 

DEVINCENTIS* J. Yankee Atomic Electric Co. DEVINCENT IS* J. Public 
Service Co of New Hampshire. 83/07/01. STARQSTECKI , R 
Project It Resident Programs. 4pp. 19336:032, 24X 

Fiche: 50-443, 83/07/01,0307100310 


Division of 


8307150205 Interim deficiency rept re suspect NDE exams. Pul Iman-Hioaini 
reexam program evaluation expected by 030730. Next interim 
rept will be submitted by 030803. 

DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENT IB, J. Public 
Service Co. of New Hampshire. B3/07/05. 8TAROSTECK1* R, Division of 
Project & Resident Programs. 3pp. 19331-123 24X 

Fiche; 30-443* 83/07/03*8307150285. 

8307140222 Interim deficiency rept re Class IE hydrogen analyzer 
catalyst c ontaminat i on by f i ss i on~f ragment Iodine. Initially 
reported on 030600. Std configuration catalyst bed upgraded 
as recommended by Corns ip, Inc, Ne xt rept expected by 840120. 
DEVINCENTIS* J. Yankee Atomic Electric Co. DEVINCENTIS, J. Public 
service Co^ of New Hampshire. 03/07/08. BTARQSTECKJ, R. Division of 

Project it Resident Programs. 3pp. 19323:152. 24X f 

Fiche: 30-443, 83/07/00, 0307140222. 

0307220572 Interim deficiency rept re tornado missile shields for fusl 
storage b ldg. Initial ly reported on 821 1 10. Probab 1 1 i ty 
analyses underway to determine if any potential missile 

b * dIarB » ar<f « d on ba * is °f probability. 
DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS, J. Public 

Service Co. of New Hampshire. 03/07/14. 8TARD8TECKI, fl. Division of 

Project & Resident Programs. 2pp. 19604:309 24X 

Fiche: 50-443, 03/07/14* 0307220572 


0307220279 Interim deficiency rept re greater than allowable 
transverse sheer stresses in concrete beam/coo 1 ing tower 
wall. Initially reported on 830301. Mods to strengthen wall 
completed. Fina 1 rept by 830613 . 

DEVINCENTIS* J. Yankee Atomic Electric Co, DEVINCENTIS, J. 
Service Co, of New Hampshire. 03/07/15. STARQSTECKI, R. 
Project U Resident Programs. 2pp. 19675-357 24X 

Fiche: 50-443, 03/07/15, 8307220279. 


Public 
Division of 


8307220567 Interim deficiency rept re cold pulling of pipe, initially 
reported on 021 1 10. Pu 1 lman-Hi gg i ns continuing review af 
isometrics Weld process sheets for determination of closure 
welds comp 1 eted. Ne* t rept expected by 031215 . 

DEVINCENTiBj J. Yankee Atomic Electric Co. 83/07/15. STARDBTECKI, R. 

Division of Project it Resident Programs. 2pp 19684:307 24X 

Fiche: 50-443* 83/07/15, 8307220567, 

T. Hearing transcripts on non-anti trust matters 

0307150085 Transcript of 830713 oral argument in Bethesda, MD. Pp 1-74* 

* 9a £ et V flnrf Licensing Appeal Panel. 83/07/13. 75pp. 

19536:021. 24X Fi c he : 50-443, 03/07/ 1 3, 8307 1 30085. 

0307190212 Answer to applicant response to Commonwealth of MA 830623 
contentions on emergency p lanning. Commonwea 1 th has standing 
as full party, rssues are within ASLB subj matter 
jurisdiction. 

SHOTWELL, J. A. Massachusetts, Commonwealth of,. 83/07/15. 

Safety and Licensing Board Panel. 19pp. 19629:000. 24X 

Fiche: 50-443*03/07/15*8307190212. twow. *■** 


Atomic 


' T *«fci*°ny of R Mark re New England Coalition on Nuclear 

Pollution Contentions III. 12 «, III. 13. Di scusses concerns re 
evacuation of beach area. 

Ma «*achusettt, Commonwealth of*. HARK, R. Hampton, NH. 
03/07/15. 10pp. 19629:140. 24X Fiche: 50-443, 83/07/19, 0307190212* 

T * at ? nf,0 "V of Herr re New England Coalition on Nuclear 
Pollution Contentions 111,12 & II I. 13. Necess i ty of analyzing 
adverse weather conditions of summer explained. 

HERR, P, D. Massachusetts/ Commonwealth of,. 83/07/13. 22oo 
19629:150. 24X F i c he : 50-443, 83/07/ 1 5, 03071 9021 2. 



DOCKETED ITEMS 


285 


0307190247 Testimony of A Kuncho ve New England Coalition an Nuclear 

Pollution Content Iona III. 12 t. 111. 13. Concerns re evacuation 
of beach people discussed. Cert 1 ficate of Svc end. 

KUNCHO, A. Massachusetts# Commonwea 1 th of. KUNCHO, A. Hampton. 

NH. 03/07/13. ?pp. 19629:173. 24X Fi ch o : 50-443# 83/07/ ) 5# 

0307190212. 


—— 8307190254 Testimony of RJ Shahen re New England Coalition on Nuclear 
Pollution Contentions 111. 12 & Ml. 13 Night life of 
Salisbury Reach discussed Certificate of Svc end 
SHAHEN# R. J. Massachusetts# Commonwealth of. 83/07/13. 6pp, 
19629:101. 24X Fi c h e : 50-443# 03/07/ 1 9, 030719021 2. 


0307 1 90276 Foulards testimony of JR Sears on Contention NH-20. 

RQ LaGrange & H Walker on Contention NECNP I B 2 & T 
Urbanik on restated Contention NECNP III 12/111. 13. 

LESSYj R. P . Hearing Branch 3. 83/07/13. HOYT# H. . LUEOKE, E. A. . 

HARBOUR# J. Atomic Safety and Licensing Board Panel, 2pp. 
19632:079. 24X Flche: 50-443# 83/07/13. 0307 190276. 


•B307190279 Testimony of JR Sears on Emergency Planning Contention 
NH-20, Resume end. 

SEARS# J. R. Emergency Preparedness Branch 03/07/13. 6pp. 
19632:001. 24X Fi c h e : 50-443, 03/07/ 1 5. 83071 90276. 


0307190281 Testimony of RG LaGrange S# H Walker on Contention NECNP 

I. B. 2. Prof qualifications end. 

LAGRANGE# R. 0. # WALKER# H. Equipment Gual i f 1 ca ti on Branch. 

03/07/13. 7pp. 19632:087. 24X Fiche: 30-443# 83/07/1 3, 8307190276 


0307190203 Testimony of T Urbanik on restated Contention NECNP 

HI. 1 2/ III. 13 re evacuation time estimates Prof 
qualifications end. 

URBANIK# T. NRC - No Detailed Affiliation Given. URBANIK. T. Texas 

AStli Univ, # College Station# TX. 03/07/13. 6pp. 19632:094. 24 X 

Fiche: 30-443# 03/07/13# 0307 1 90276. 


0307210105 Forwards applicant direct Testimony 1. Exhibit 3 
RLJdU ications of DA Maldrand will be served by 830719 
Certificate of Svc end. 

GAD# R. K. Ropes & Gray. GAD# R. K. Public Service Co. of New 
Hampshire, 03/07/13. Office of the Secretary of the Commission. 
Ip. 19663:241. 24X FI che : 30-443, 83/07/ I 3, 0307210183 


■0307210191 Direct Testimony 1 re environ qualification equipment 
classification & evacuation time estimates. 

MERRILL# D. N, # THOMAS# G. S. # DEVINCENTIS, J Public Service Co. of 
New Hampshire. 03/07/15. 43pp. 19665:242. 24X 

Fiche: 50-443# 03/07/15# 0307210105, 


0307210200 "Evacuation Clear Time Estimates for Areas Near Snatrook 
Station. " 

* HMM Assoc iates. Inc. 03/07/31. 92pp 19663 283 24X 

Ficha: 50-443# 83/07/15, 0307210105. 


k307230376 Forwards Exhibit 3 to applicant 830715 Direct Testimony 1. 
OAD# R. K, Ropes S< Gray. GAD# R. K. Public Service Co. of New 
Hampshire. 63/07/18, Office of the Secretary of the Commission, 
Ip. 19703:199. 24 X Fi ch e : 30-443# 03/07/ 1 0# 0307250376 


■ — "B3O725Q370 Exhibit 3 to applicant 030715 Direct Testimony 1 consisting 
of DA Maidrand prof qualif ications. Certificate of Svc end, 

* Public Service Co. of New Hampshire 83/07/10 3pp. 

19703:200. 24X Fiche: 30-443, 03/07/18# 8307230376. 


OCKET 30-444 SEABROOK NUCLEAR STATION# UNIT 2 


App 1 ication/cons true t Ion stage documents & correspondence 


3 06060070 Generic Ltr 03—22 to all operating reactor licensees, 
applicants for OLs & holders of CPs for Westinghouse PWRs 
r* safety evaluation of "Emergency Response Guidelines," 

Sv c list end. 

EISENHUT# D. G. Division of Licensing. 83/06/03. Yankee Atomic 
Electric Co. 10pp. 19363:116. 24X Fi che : 30-000# 83/06/03# 

0306060070. 


307060035 Forwards "Evaluation of Cost Schedule Estimate of 
Seabrook Nuclear Project." 

DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS# J. Public 
Service Co. of New Hampshire. 83/06/21. KNIGHTON# G. W. Licensing 
Branch 3. Ip, 19230:290. 24X Fiche: 50-443, 03/06/21 , 8307060033. 


—€1307060043 "Evaluation of Cost h Schedule Estimate of Seabrook Nuclear 
Projee t. " 

* Management Analysis Co. 83/03/24. 44pp. 19250:291. 24X 

Fiche: 50-443# 83/06/21, 0307060033. 


0306270397 Generic Ltr 83-26 to all applicants for DLs It holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity Svc list end 
EISENHUT, D O. Division of Licensing 83/07/03. Consolidated 
Edison Co of New York, Inc. 16pp. 19390: 317 24X 

Fiche; 50-000, 83/07/05# 8306270397 


8307060329 Generic Ltr 03-27 to all licensees V. applicants for 
operating power reactors & holders of CPs for power reactors 
re surveillance intervals in STS. Svc list end 

EISENHUT, D G Division of Licensing 83/07/06 Consolidated 
Edison Co of New York# Inc. 16pp 19669:254. 24X 

Fiche: 50-000# 83/07/06# 0307060329 


0307200530 Notification of 830712 meeting w/util in Dethesda#MD to 
discuss Dayton Bar-Grip method of splicing reinforcing bars 
for future application at facility 

VietTI.A, Licensing Branch 3. 03/07/06 KNIGHTON, G W Licensing 

Branch 3. 4pp 19672:290 24X Fi c h e : 50-443# 03/07/06, 030 7200550. 


8307220027 Notification of 830713 meeting w/util in Bethesda#MD to 
discuss alternative designs for stane revetment. 

VIETT1,A. Licensing Branch 3 83/07/06. KN I GHTON, G. W. Licensing 

Branch 3. 4pp. 19692: 129. 24X Fi che: 50-443# 03/07/06, 0307220027 


8307080169 Generic Ltr 83-2B to all licensees of operating reactors# 
applicants for OL & holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list end 
EISENHUT# DG. Division of Licensing 03/07/08 Consolidated 
Edison Co of New York# Inc. 30pp. 19669:269. 24X 

Fiche: 30-000# 03/07/00, 03O7OBO169. 


0307200498 Forwards request for add! info re util request for 
author i t a t i on to use Dayton Bar Grip sys. Questions will 
provide framework for discussions at 830712 meetings. 

KNIQHTQN, G. H. Licensing Branch 3 83/07/00. HARR ISDN, R. J, Publtc 

Service Co. of New Hampshire. 6pp, 19671:330 24X 

Fiche: 30-443, 93/07/08# B30720049B. 


0307150142 Application for amend to CPPR-135 h CPPR- l 36, c ons i s t i no 
of Amend 49 to FSAR . 

JOHNSON, W. P. Public Service Co of New Hampshire 83/07/51. 
KNIGHTON# G. W. Licensing Branch 3. 3pp. 19533:244 24X 

Fiche 50-443# 83/07/ 5 1 , 0307 150142 


E NRC Safety Evaluation Report (SER), suppls & correspondence 


0307150440 Forwards Suppl 2 to SER for c one urr enc e . Reques t s concurrence 
by signing memo 6 returning tu NRC no later than 830624. W/o 
one l . 

NOVAK, T. M. Assistant Director for Licensing. 83/06/23. KNIGHT, J. P. 

Assistant Director for Comp & Structures Engineering (Post 830201). 
MULLER, D, R Assistant Director for Radiation Protection. 

LESSYiR.P. Office of the Executive Legal Director, Ip. 19540:224 
24X Fiche: 50-443, 03/06/23. 03O7I3O448 


8307060129 Forwards revised response to SER Outstanding Issue 1 re 
meteorological conditions considered In auxiliary sys & 
component design# ref lec ting 03O31B d i scussions. Response will 
be incorporated in Amend 49 to OL application. 

DEVINCENTIS, J. Yankee Atomic Electric Co DEVINCENTIS# J. Public 
Service Co. of New Hampshire. 03/06/24. KNIGHTON, G. W Licensing 
□ ranch 3. 12pp. 19252:227 . 24X Fiche 50-443, 03/06/24, 8307060129. 


8307060090 Responds to Suppl 1 to SER It Generic Ltr 02-33, Suppl 1 to 
NUREG-Q737 re emergency classification sys. Enel Section 5.0 
will be incorporated in Amend 47 to 01. application. 

DEVINCENTIS, J, Yankee Atomic Electric Co. DEVINCENT IS# J. Public 
Service Co. of New Hampshire. 03/06/27. KNIGHTON, G. U. Licensing 
Branch 3 10pp. 19251:149. 24X Fiche; 50-443, S3/06/27, 8307060090. 


0307190446 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
SEABROOK STATION, UNITS 1 AND 2. Dockets No 50-443 And 
30-444. (Public Service Company of New Hampshire, et al. ) 

» Division of Licensing NUREG-0896 S02, 03/06/30. 10pp. 

Available at NRC $3.25. 19569:285, 24X F i c he ; 50-444# 83/06/30, 

8307190446. 


8307120312 Forwards "Seabrook Station Control Room Design Review#" per 
NUREG-0737, Item I. D. 1 & Suppl 1 to NUREG-0737 (Generic Ltr 
82-33) re emergency response U SER (NUREG-0B96) Outstanding 
Item 19 Section 18, 

DEVINCENTIS# J. Yankee Atomic Electric Co DEVINCENTIS# J. Public 
Service Co. of New Hampshire. 83/07/07, KNIGHTON# G. W. Licensing 
Branch 3. 140pp. 19430:260. 24X Fiche 50-443# 83/07/07# 03071203 12, 


8307230098 Forwards Suppl 2 to SER (NUREG-0B96) re application for OL. 
W/o end, 

KNIGHTON, G. W. Licensing Branch 3. 03/07/13. HARR ISON, R. J. Public 

Service Co, of New Hampshire. 4pp. 19738 053 24X 

Fiche: 50-443, 03/07/13# 0307250090. 
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* fire Protection plans 

a 3 mIt^o?oorcat r cond?M 5ed respotl!je to SER Outstanding I ssue 1 re 

DEVmCE^?s a i ed y n ?"*"* 49 t0 ° L ^PP^^tion 5 e5 P° nse uU1 
Licensing Rrat 1 r h 3 nl<e T 3 « t,,mi, J« 1 ™ CtriC G ° 03 / 06 / 24 . KNIGHTON. 0 . W. 
830706011? PP 19252:227 24X Fi Che: 50-443# 03/06/24, 

B3 NUnEG'0737 e Jc°Bmpr t0 Supp J 1 to SEft * Generic Ufcr B2-33, Supp l 1 to 
" t c „ 7 CV tJaaslfication sys.Encl Section 3.0 
DEVIhrcENTIs j P I* ! ltl Aflier,d 49 t0 0L application. 

Licinslnraranrh ^ t ° -T ' 1C Electric Co 03 / 06 / 27 . KNIGHTON, G. W. 
83070^90 ,8PP - 19331149 24 X Fiche: 50 - 443 , 03 / 06 / 27 . 

^NUREO^n^tr^ n S rf r o° k Station «°om Design Review,- 

BM3> ^ Li! 1 Suppl 1 t0 ""*£0-0737 Generic Lfcr 

^ 17 . Sect J 0 ^ 1 ^ reSponae * SER <NUREG- 0 B 96 ) Outstanding 

Yanicee Atomic Electric Co 93/07/07. KNIGHTON, G W 
SirnTmiB ^ 3 1 ‘ ,OPP lM30: “ 8 2 « Flcft,: 50-443,93/07/07^ 

Forwards applicant direct Testimony 1 . Exhibit 3 

J£Il!jN C *£ i0n ! ° f DA Maidranri '"ill be served bq 930719 
Certificate of Svc end. 7 

?£!!»?' !h R ° P f S & Cray> 03/07/13 Office of the Secretary of the 

Commission. Ip, 19665 : 241 - 24 X Fiche: 30 - 443 , 93 / 07 / 13 , 9307210103 . 

” fl 3 Stau 5 r' >,EVdCUaUOTI Clear Time Estimates for Areas Near Seahrook 
* Associates, Inc. 83 / 07 / 31 . 92 pp 19665 2 B 5 24 X 

Fi cha: 50 - 443 , 03 / 07 / 15 , 0307210185 . 

0 . Ad j ud l ca t or y correspondence 

8307220373 Advises that more wor* needed before draft emergency 
£**Jj*£D*® plfln can be submitted to federal authorities 

TdSSsS'h ' WATE ™°°SE,C.A. Merrimac, MA. 83/06/27. 

LDMASNEy.M^ Costello, Lomasney & doNapol i, Inc 2 pp. 19686:106 
24 X Fi Che- 30 - 443 , 83 / 06 / 27 , B 3 O 7220373 . 


B307070214 Advises that author will represent New England Coalition 
on Nuclear Pollution at 030713 oral argument re Coalition 
petition for directed certification. Related correspondence 
CURRAN, D Harmon h. Weiss. CURRAN, D. New England Coalition on 
Nuclear Pollution. 83/07/01 TOMPKINS. B. A. Atomic Safety and 

MOWm!**’"’"' Pa "' 1 - 1P ' 1,aA,:313 - 84* Ficl.„; 90-443.83/07/01, 

9307070016 Advises that RP Lessg mill present NFtc oral argument re Meie 
England Coalition on Nuclear Pollution petition for directed 
cerfcl f ica t ion. 

LESSY, R P Hearing Branch 3. 03/07/03. ROSENTHAL, A. 8. , EDLEB, G J 

WILBER, H. A. Atomic Safety and Licensing Appeal Panel 2on ' 

19293:220 24X Fiche: 50-443, 03/07/03, 8307070016, 

G3 a?! 3 ° 444 to Seacoast Anti -Pollution League contentions on 

State of NH radiological emergency response plan. No 
objections made to Contentions 3,5,6 fc B. Co rt i f i ca te of Svt 
end. 

n!nU!UI!'J' * GADf R K Public Service Co of New Hampshire. 

OIGNAN.T.C Rope, t, Crag. 93707/05. Atomic Safotg and Hc.mlne 
Board Panel. 6pp. 19435:337. 24* Piche: 50-443, 93/07/05, 9307*30444 


tlons to 


8307080436 Memorandum 8* order denying State of NH 830326 object! 

ASLB 83051 1 memorandum it order granting summary disposition 
of State of NH Contentions “? ii 13. 

HOYTiH.F, Atomic Safety and Licensing Board Panel, 03/07/06 New 
Hampshire, State of. 9pp. 19347:228. 24X Fi c h e : 50-443, 83/07/06, 


0307090436. 


8307120379 Response to New England Coalition on Nuclear Pollution 
contentions on State of NH radiological emergency response 
plan, No objections made to Contentions 2.4-9 or 12-13 
Certificate of Syc end. 

' ° AD# R Publtc Service Co. of New Hampshire. 

DlGNANiT G, Ropes 6 Gray. 03/07/11. Atomic Safety and Licensing 
Board Panel. 7pp. 19429:007. 24X F 1 c h e : 50-443, 03/07/U , 0307120379, 

0307120393 Response to State of NH 030623 contentions re emergency 
planning for state. State of MA has no standing to raise V 

contentions. Certificate of Svc end. 

Sln N o N u T ' V DIGNAN,T G - Public Service Co. of New Hampshire. 

OAD.R K Ropes it Gray. 83/07/11. Atomic Safety and Licensing 

930712030 16PP ' 19429:014 24X Fiche: 50-443, 03/07/ii, 


M °t|un to defer hearing on evacuation time estimates, 
Contentions III. 12 U III. !3#untit hearing on offsite 
emergency planning. Delay necessary to provide ASLB 

<ini0ny ° n 411 e ° n * • n 1 °n s ,Cer t i f i c a 1 0 of Svc end. 

SlfOrWELL, J. A. Massachusetts, Commonwealth of,. 83/06/28. Atomic 
Safety and Licensing Board Panel. 7pp. 19198 278 24X 

Fiche: 30-443.83/06/20, 0307050203. 

0307060162 Answers to motion to defer hearing on evacuation time 
estimates C, motion for time extension to file rebuttal 
testimony on evacuation time estimate contentions Opposes 
deferral motion. Cer t i fica t a of Svc end. 

GAD, R. K Public Service Co. of New Hampshire GAD, R. K. Ropes tt 
03/06/30 Atomic Safety and Licensing Board Panel. 14pp 

19249:190. 24X Fi c h e : 50-443, 83/06/30, 8307Q601 62, 

0307060203 Supplemental response to Interrogatory 30. Cert i f icate of 
Svc end 

JOHNSON, W. P. Public Service Go. of New Hampshire. 83/06/30. New 
England Coalition on Nuclear Pollution. Gpp 19290 218 24X 

Ficha: 50-443, 83/06/30, 0307060203. 

0307060394 Me/norand urn it order granting portion of utii 930214 2Ut 
motion for summary d i sposi t i on. Uti 1 830214 seventh motion 
for summary disposition granted. New England Coalition on 
Nuclear Pollution Contentions III. 12 I* III. 13 dismissed. 

HOYT.H.F. Atomic Safety and Licensing Hoard Panel, 83/06/30. 

Public Service Co. of Now Hampshire. 16pp 19236- iOl 24X 
Fiche: 50-443, 03/06/30. 6307060394. 


0307130201 Memorandum forwarding final schedule for Aug 1903 hearings 
Hearings commence on 830817 & limited appearance session 
^!^!^ led > f0r 830S3 1-Last wk of hearings eliminated, 

A i omic Safety and Licensing Board Panel. 83/07/H. 2pp 
19465:334. 24X Fiche : 30-443, 83/07/1 1 , B307130201 . PP> 

“ f 030817-19,23-26 b 30-0902 first phase hearings in 
Dover, NH. Limi t ed appearances will be taken on 030020,23,26 & 

Atomic Safety and Licensing Board Panel. 83/07/11. 5pp 
19307:332. 24X Fiche: 30-443, 03/07/1 li 8307130230. P 

B307t302a3 Response to State of MAiSeacoaat An t 1 -Po 11 u t i on League l 
New England Coalition on Nuclear Pollution 030622,23 t 27 
contentions. respectively re State of NH radiological 
emergency response p 1 an. Cer t i f ica te of Svc end. 

PERL1S, R, G. , PATTERSON, W. F. Hearing Branch 3, 83/07/12. Atomic 

Safety and Licensing Board Panel. 24pp 1950B214 24X 

Fiche: 30-443, 83/07/12, 8307130283. 

9307200220 Requests extension of 830714 deadline to submit draft 
^: u ri J radiological emergency response plan to 

FEMA or NRC. Plan lncomp lete. Routes, evacuation time estimate* 
or guidelines not r ece i ved . Re 1 ated correspondence 
BROAT, L B, Newburyport, MA. 93/07/13. Costello, Lomasney & 
deNapoli, Inc. Ip. 19640:032. 24X Fiche: 50-443, 03/07/13, 

0307200220. 


0307060421 Advise* that Commission decision to revlow ALAB-687 should 
be considered in addressing ASL0 830620 memorandum U order, 
second question, at 830713 oral argument. 

SHOEMAKER, C- J. Atomic Safety and Licensing Appeal Panel. 83/06/30. 
CURRAN, t>. Harmon ■& Wei*s. GAD, R. K. Ropes L Gray LESSY, R P 
Hearing Branch 3. Ip. 19239:336. 24X Fiche: 50-443, 83/06/30, 

8307060421. 


■ - a ur I COUOKO motion CO 0 

litigation of New England Coalition on Nuclear Pollution 
Contentions III. 18 6 III. 13 re evacuation time estimates. 

Hearing deferral unnecessary. Cert if icate of 8vc end. 

PERLIS.R, G, LESSY, R. P. Hearing Branch 3. 03/07/15. Atomic 

Safety and Licensing Board Panel. 9pp. 19636: 177. 24X 

Fiche: 30-443, 83/07/13, 0307190130. 


3307070194 Advises that Town of Amesbury draft radiological emergency 
plan seriously d of i c i en fc, Emergency response organization 
violates current chain of command. Pub 1 tc alert sys info 
un cl ear. Re late d correspondence. 

DROWN, R. B. Amesbury, MA, 03/06/30. LOMASNEY, M Costello, Lomasney 

ft deNapoli, Inc. 2pp. 19269:336, 24X Fiche : 50-443, 83/06/30, 

0307070194, 


8307190212 Answer to applicant response to Commonwealth of MA 830623 
contentions on emergency p lann ing. Commonwea 1 th has standing 
as full party Issues are within ASLB subj matter 
jurisdiction. 

SHOTWELL, J. A. Massachusetts, Commonwealth of,. 83/07/15. Atomi< 
Safety and Licensing Board Panel. 19pp. 19629:080 24X 

Fiche: 30-443, 03/07/15, 8307190212. 



DOCKETED ITEMS 


207 


— 8307190216 Petition for directed certification to ASLH of 030630 
memorandum e. order summarily dismissing New England 
Coalition on Nuclear Pollution Contentions III. 12 & 13 re 
evacuation time estimates. 

8HOTWELL, J. A. Massachusetts, Commonwealth of,. 83/07/13. 

Atomic Safety and Licensing Appeal Panel. 36pp. 19629: 09?. 24X 

Fiche: 90-443, 03/07/13, 8307190212. 


— 8307190220 Contention on applicant evacuation time estimates for beach 
areas. 

SHQTWELL. J. A. Ma s sac h uset ts< Commonwealth of,. 83/07/13. 

Atomic Safety and Licensing Board Panel. 3pp. 19629:139. 24X 

FiChe: 50-443, 03/07/13, 8307190212. 


8307200208 Informs that New England Coalition on Nuclear Pollution uilll 
not file direct testimony on Contentions 1. B. 2, III. 12 or 
III. 13. 

CURRAN, 0- Harmon U Weiss. CURRAN, 0. New England Coalition on 
Nuclear Pollution. 83/07/15. HOYT, H. F. , LUEBKE, E. A. . HARBOUR, J, 
Atomic Safety and Licensing Board Panel. Ip 19640:027 24X 

Flche: 50-443, 03/07/ 1 5, 8307200200. 


8307200107 Order denying Commonwealth of MA 030620 motion for deferral 
of hearings on New England Coalition Against Nuclear 
Pollution Contentions III. 12 t* III. 13. Grants Commonwealth 
030628 motion for extension to file rebuttal testimony. 

HQYT,H.F. Atomic Safety and Licensing Board Panel, B3/07/18. 3pp. 
19647:072. 24X F i ch e : 30-443, B3/07/ IQ, 03072001 07. 


83072001 12 Forwards SER,9uppl 2, Including ACRS rept. W/o encl. 

PATTERSON, W. F. Hearing Branch 3. 83/07/19. HOYT, H. , LUEBKE, E. A. , 

HARBOUR, J. Atomic Safety and Licensing Board Panel. 2pp. 

19647:064. 24X Flche: 90-443. 83/07/ 19, 83072001 12. 


8307210290 Memorandum & Order ALAB -734, d eny i ng New England Coalition on 
Nuclear Pollution petition for directed certification of 
portion of ASLB 830511 memorandum h order granting summary 
disposition of Contention II. 0.4, 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. 83/07/19. 

New England Coalition on Nuclear Pollution, 13pp. 19664:147. 24X 

Fiche: 90-443, 83/07/19, 8307210290. 


8307220360 Order directing parties to address Commonwealth of MA 030719 
it New England Coalition on Nuclear Pollution 830722 
petitions for directed certification of portions of ASLB 
030630 order in single response. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel, 03/07/20. 
2pp. 19676:076. 24X F 1 c h e : 90-443, 03/07/20, 0307220360, 


8307220363 Order requesting further filings from Seacaas t 
Anti-Pol 1 utien Leag ue, Gommonwea 1 th of MA & New England 
Coalition Against Nuclear Pollut ion. a 1 1 owing redrafting of 
contention*. Fi 1 ing* due within 10 days of svc of order. 

HDYTfH.F. Atomic Safety and Licensing Board Panel. 03/07/20 2pp 
19676:074. 24X Fi C he : 50-443, 83/07/20, 0307220363 


8307260337 Petition for directed certification of ASLB summary 
disposition op intervenor Contention 111.12 re evacuation 
time es t ima t e e. C er 1 1 f i ca t i on should restore language of 
contention. Cert 1 P Icate of Bvc encl. 

CURRAN, D. i JORDAN, W. S. New England Coalition on Nuclear Pollution. 
CURRAN, D. Harman 4s Weiss. 83/07/21. Atomic Safety and Licensing 
Appeal Panel. 16pp. 19726:314. 24X Fi c h e : 50-4 43, 03/07/21 , 

0307260337. 


8307260398 Answer to NRC 830712 response to Commonwealth oP MA 
Contentions I— V on State of NH radiological emergency 
response p lan, Cer tif icate of Svc encl. 

BHOTWELL, J. A. Massachusetts, Commonwealth of,. 83/07/21. Atomic 
Safety and Licensing Board Panel. 11pp. 19733:006, 24X 

Fiche: 30-443. 83/07/2 1 , 8307260398. 


8307260359 Forwards New England Coalition on Nuclear Pollution 
response to applicant & NRC objection* to contention on 
State of NH emergency p lan. Coal i ti on will negotiate wording 
of four contentions w/NRC 6 applicant. 

JORDAN, W. S. Harmon & Weiss. JORDAN, W. S, New England Coalition on 
Nuclear Pollution. 83/07/22. HOYT, H. F. . LUEBKE, E. A. , HARBOUR, J 
Atomic Safety and Licensing Board Panel, 2pp. 19733 , 02a 24X 

Fiche: 90-443. 83/07/22, B3072603S9. 


8307260530 Response to util 6 NRC objections to New England Coalition 
on Nuclear Pollution contentions on State of NH state plan. 

All contentions should be admitted. 

JORDAN, W. S, . CURRAN, D. New England Coalition on Nuclear Pollution. 
JORDAN. W. S. Harman 6 Weiss. 83/07/22. Atomic Safety and 
Licensing Board Panel. 5pp. 19734:119. 24X Fiche: 50-443, 83/07/22, 

8307260538, 


8307260246 Order directing New England Coalition on Nuclear Pollution 
to inform ASLB A parties immediately whether Coalition 
Intends to file rebuttal testimony. Procedures for filing 
testimony listed. 

HOYT , H. F Atomic Safety and Licensing Board Panel 83/07/23. 2pp. 
19727:009. 24X F i c h e : 90-443, 83/07/2 3, 8307260246. 


9307260259 Notice of appearance in p roc e ed 1 ng . C e r ft i f i c at e of Svc encl. 
3NEIDER.C.B. Massachusetts, Commonwealth of*. 83/07/25. Ip 
19727:039 24X F i c h e 30-443. 83/07/25 . 8307260239. 


8307290066 Amend to ASLB 830711 notice of hearing changing place of 
limited appearance statement to be given on 830026. 

HOYT iH.F. Atomic Safety and Licensing Board Panel. 83/07/27. 2pp 
19820:360 24X Fiche : 50-443, 83/07/27. 9307290066, 


8307290150 Memorandum amending 830711 hearing sc h a d u 1 e . Th l r d limited 
appearance session will be held in Dover, not Hampton, NR. 

HOVTiH F. Atomic Safety and Licensing Board Panel. 83/07/27. 2pp 
19821:036 24X Flche : 30- <143. 83/07/27, 83072901 SO. 


H. General curt e s p ondonc e 


8307QB0429 Advises that draft radiological emergency response plans for 
Town of Amesbury def ic 1 en t , Plans should ba tailored to town 
needs 4. contain detailed info on tTa in i ng. De f f c i enc ic s 
outlined. 

BROWN, R. D. Amesbury, MA, 83/06/30. LOMASNEY, M, Costello, Lomasney 
t« deNapoll, Inc. 2pp. 19347:263 24X Fich e: 50-443. 83/06/30. 

0307080429. 


K. Utility Final Safety Analysis Report <F8AR) amend* 


6307190142 Application for amend to CPPR-139 & CPPR - 136 , c on* 1 s t i n g 
of Amend 49 to FSAR. 

JOHNSON, W. P. Public Service Co of New Hampshire. 83/07/11. 

KN 1 QHTDN, G. W. Licensing Branch 3. 3pp. 19333 244 24X 

Fiche: 30-443, 03/07/11, 03071 30142 


—8307150143 Amend 49 tn F6AR. 

* Public Service Co, off New Hampshire 03/03/31. 606pp. 

19933:247 24X Fi ch e : 90-443, 83 /G7/ 1 1 . 83071 901 42 


□. Advisory Committee on Reactor Safeguards reports & correspondence 


0307090099 Summariies 276th ACRS meetings on 830414-16 W/Utll* to 
review request for OL. Agenda for 830312-14 meetings encl. 
EOERSOLE, J, ACRS - Advisory Committee on Reactor Safeguards. 
03/04/29. PALLADINQ, N. J Commissioners. 3pp. 19366:098 24X 

Fiche: 90-000, 03/04/29, 8307090093. 


G. Inspection reports, IE Bulletins U correspondence 


0307110422 Forwards IE Mgt Meeting Rept* 30-443/83-10 «e 90-444/83-07 on 
83Q607. No noncompliance n oted , Re qu e a ts high level of mg t 
attention be devoted to NDE surface exams. 

8TAROSTECKI , R . Division of Project & Resident Programs. 83/06/22. 
HARRISON, R.J Public Service Co. of New Hampshire. 2pp. 19382-230 
24X Fiche: 50-443, 83/06/22, 8307110422. 


— 8307 1 10426 IE Mg t Meeting Rept* 30-443/03-10 ft 90-444 /B3-07 on 030607. 
No none amp 1 lance noted. Major areas discussed: c urr e n t & 
proposed licensee actions in responso to NRC concern* re 
questionable conduct of NDE exams by Pul 1 man-HI gg i n s , 

CERME, A. C, , GRAMM, R, A. Region It Office oP Director. OALLO, R. M 
Division of Project 6 Resident Programs, 83/06/17. 3pp. 

193B2 232. 24X Flch e: 90-443, B3/06/22, 83071 10-122. 


8306270401 IE Info Notice 83-46., "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem, ,J Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness V Engineering 
Response ( Pos t . 830 103 > . 83/07/11 Consolidated Edison Co. of New 

York# Inc. I54pp, 19963:293. 24X Fic he: 50-000, 83/07/1 1 , 0306270401, 


8306270404 IE Info Notice 83-47. "Failure of Hydraulic Snubber* a* 
Result of Contaminated Hydraulic Fluid. ,r Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness fc Engineering 
Response (Post 030103). 83/07/12, Consolidated Edison Co, of New 

York* Inc. I4ipp. 19563:193. 24X Fi c h e: 50-000, 83/07/12, 8306270404. 


8306270406 IE InFo Notice 83-48, "Gaseous EfFlucnt Releases of 
Radioactive 1-129 & 1-131 in Excess of NRC Limit*. 14 Svc list 
encl 

TAYLOR. J. M. Division of GA, Safeguards L Inspection Programs (Post 
830103). 83/07/14. Consolidated Edison Co. nf New York, Inc 

114pp. 19715:270. 24X Fi c h e : 90-000, 83/07/ l 4, 0306270406. 
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S Reportable occurrences. LERs & related correspondence 


8307150096 Interim deficiency rept re Weatinghouse 7300 process 
protection sy* NLP card heat sinks L NIC card relegs. 

Initially reported on 830216 if 0617. Heat sink replacements 
to be supplied by vendor. Next rept by 840105. 

DEVINCENTIS. J. Yankee Atomic Electric Co DEVINCENT 15, J. Public 
Service Co, of New Hampshire. 83/07/01. STAROSTECKI, R. Division of 
Project 6 Resident Programs. 4pp. 19536: 159. 24X 

Fi che; 50-443. 83/07/01 , 8307130096. 


8307180318 Interim deficiency rept re solid state protection sys power 
surge. Ini tial ly reported on 820803. Wes t i nghous e will supply 
field kits for permanent hardware mods Nert rept expected bu 
840103. 

DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS, J, Public 
Service Co. of New Hampshire. 83/07/01. STAROSTECKI. R. Division of 
Project h Resident Programs. 4pp. 19556:032. 24X 

Ficht: 30-443. 83/07/01 r 8307180310. 


— B307190247 Testimony of A Kuncho re New England Coalition on Nuclear 
Pollution Contentions III. 12 & III. 13. Concerns re evacuation 
of beach people d i sc ussed. Cer t i f 1 ea te of Svc end. 

KUNCHO. A. Massachusetts. Commonwea I th of,. KUNCHO. A. Hampton. 

NH, 83/07/15, 9pp. 19629:172. 24X FI e he : 50-443. 83/07/13, 

8307190212. 


— 0307190254 Testimony of RJ Shahen re New England Coalition on Nuclear 
Pollution Contentions III. 12 & III, 13. Night life of 
Salisbury Beach d 1 scussed. Certi f lea te of 8vc end. 

SHAHEN. R. J. Massachusetts. Commonwealth of.. 83/07/i5. 6pp. 

19629 181. 24X Fiche: 50-443. 03/07/13. 8307190212. 


8307190276 Towards testimony af UR Bears on Contention NH-20. 

RQ LaOrange & H Walker on Contention NECNP I. B. 2 tt T 
Urbanik on restated Contention NECNP III. 12/III.13. 

LES8Y, R.P. Hearing Branch 3. 83/07/15. HOVT. H. . LUEOKE, E. A. , 

HARBOUR. J. Atomic Safety and Licensing Board Panel. 2pp. 
19632:079, 24X Fiche: 50-443, 83/07/15. 0307190276. 


8307150283 Interim deficiency rept re suspect NDE e xams. Pul Iman-Hlgg in# 
reeiam program evaluation expected by 030730. Next Interim 
rept will be submitted by 830803 

DEVINCENTIS, J. Yankee Atomic Electric Co. DEV INC ENT 1 8* J. Public 
Service Co of New Hampshire. 83/07/05 STAROSTECKI. R. Division of 
Project 6 Resident Programs. 3pp. 19531- 123 24X 

Fiche: 30-443. 83/07/05. 83071 50285. 


8307140222 Interim deficiency rept re Class IE hydrogen analyier 
catalyst contamination by f i s s I on- fragment iodine. Ini tial ly 
reported on 030608. Std configuration catalyst bed upgraded 
as recommended by Corns ip. Inc. Nex t rept expected by 840120. 

DEVINCENTIS. J Yankee Atomic Electric Co DEVINCENTIS. J. Public 
Service Co of New Hampshire. 83/07/08. STAROSTECKI. R. Division of 
Project ie Resident Programs. 3pp. 19523: 152 24X 

Fiche: 50-443. 83/07/08. 8307140222. 


0307220572 Interim deficiency rept re tornado missile shields for fuel 
Storage bldg. Initially reported on 8211 10. Probab i 1 ity 
analyses underway to determine if any potential missile 
"windows" could be disregarded on basis of low probability. 
DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS. J, Public 
Service Co of New Hampshire. 03/07/14. STAROSTECKI. R. Division of 
Project 6 Resident Programs. 2pp. 19604 305 24X 

Fiche: 50-443. 83/07/14. 8307220572. 


— 8307190279 Testimony of JR Sears on Emergency Planning Contention 
NH-20. Resume end. 

BEARSi J. R, Emergency Preparedness Branch. 03/07/15, 6pp 
19632:001, 24X Fiche: 50-443, 83/07/15. 0307190276. 


*8307190281 Testimony of RG LaOrange it H Walker on Contention NECNP 
I. B. 2. Prof qualifications end. 

LAGRANGE. R. G, . WALKER. H, Equipment Qualification Branch 
03/07/15, 7pp, 19632:007. 24X Fiche." 50-443. 03/07/15, 8307190276, 


-8307190203 Testimony of T Urbanik on restated Contention NECNP 
II I. 12/1 II. 13 re evacuation time est imates. Prof 
qualifications end, 

URBANIK. T. NRC - No Detailed Affiliation Given. URBANIK, T. 
AiMUniv. . College Station, TX. 03/07/15. 6pp. 19632:094 
Fiche: 50-443, 03/07/15, 0307190276. 


Texas 

24X 


0307210105 Forwards applicant direct Testimony l. Exhibit 3 
qualifications of DA Maidrand will be served by 030719 
Certificate of Svc end. 


n. iv 


rcup e s 


, j wray 
Hampshire. 03/07/15. 
lp. 19669:241. 


VHU, K. K. 


ruoiK service Co. 


— qr nbw 

Office of the Secretary of the Commission. 
24X Fiche: 50-443, 83/07/15, 0307210105. 


8307220279 Interim deficiency rept re greater than allowable 
transverse sheer stresses in concrete boam/cooling tower 
wall. Initially reported on 830301. Mods to strengthen wall 
comp leted. Final rept by 830613 

DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENT IS, J 
Service Co^ of New Hampshire. 83/07/15. STAROSTECKI, R. 
Project 6 Resident Programs. 2pp. 19675:337 24X 

Fiche: 50-443, 83/07/15, 0307220279 




Public 
Division of 


8307220567 Interim deficiency rept re cold pulling of pipe InitiaUu 
reported on 021 1 10. Pul Iman-Higg i ns continuing review if V 

prot * s * for determination of closure 

welds completed. Next rept expected by 831213 . 

DEVINCENTIS, J. Yankee Atomic Electric Co. 03/07/15 STAROSTECKI t 
Pr ° J * Ct ^ Programs. 2p p . i9604 3^7 24^ 

Fiche: 30 - 443 , 83 / 07 / 13 , 0307220367. ** 

™”” rl " 5 _.! ranSCrl,>tt on non “* n **trost matters 

■T l X2S. 1 i:::r i 'V. , . w ! a ar ‘ i • r « u "">* B.H.,da.ND.p„ ,- 74 

19534 03 ? * ilvLl"? Apps»l Pan,!. 83/07/13. 7 3 pp . 

19536.021, 24 X Fiche : 30-443, 83/07/ 13, 03071 30083 . PP 


* pplJcant response to Commonwealth of MA 830623 
as f!ll nart P Unnin 5- Commonwea 1 th ha# standing 

£rui!ct£.*' '" u " ara “ ,m " ASLB ’ ubJ -**•- 

SHOTMEU., j. a. Massachusetts, Commonwealth of,. 83 / 07/15 Atnmf^ 
Safety and Licensing Board Panel. 19 P „. 19629 - 080 pax 

Fiche; 50-443,83/07/13, 8307190212. 19629.080. 24X 

“"ESr -Si.::”" ~ Ks.s'asis 

M 4«*achu»etts, Commonwealth of,. HARK, fl mu 

/13, 10pp. 19629:140. 24X Fiche: 50-443, 83/07/13, 8307190212. 

“ nr H :;v;,r“ a e j;i:«,? oa, } tton , on mocu - 
•' .ili .Umw™? a " alg,ins 

19629 iso Commonweal th of,. 83/07/13 22 dd 

19629 . 150 . 24 X Fiche: 50 - 443 . 83 / 07 / 15 , 8307190212 . 2SpP ' 


... I>»wmuny K re environ qualifier 

classif ication U evacuation time estimate#. 

MERRILL, D. N. , THOMAS, 0. S. , DEVINCENTIS, J. Public Service Co. of 
New Hampshire. 03/07/15. 43pp. 19665:242, 24X 

Fiche: 30-443, 03/07/15, B3072101B5. 

83 c 4 n 5 o 3 |J 6 F J ru,ard3 E <hibit 3 to applicant B30713 Direct Testimony 1, 

* ? ray ' GAD, R. K. Public Service Co. of New " 
Hampshire .?£ /07 ilv* B of the Secretary of the Commission. 

Ip. 19703,199. 24X Fiche: 50-443, B3/O7/I0, 8307250376. 

—0307250378 Exhibit 3 to applicant 830715 Direct Testimony 1 consisting 
V qualifications. Certificate of 0 vc Jncl ” 

Bervic ® Ct >- New Hampshire, 83/07/10 3 pp 
19705:200. 24X Fiche : 50-443, 83/07/ 10, 0307250376. PP ’ 

COMANCHE PEAK STEAM ELECTRIC 8 TA. 1 UNIT 1 
™???™f™Il^ 0Tl * trucklon sfc *3® documents V correspondence 

DUa9r,,e * “/current enforcement policy allowing assessment 

per' B 2 i 22 l \ £!"*** 161 f° F 3 * vsrlt V Level IV or V violations, 
per 021221 1 tr re regulatory reform. 

TOUR TELL OTTF i V fc l Utla * Gyrating Co. 03/03/10, 

J ' R«9Ul*tory Reform Task Force. 2 pp. 10541*312 say 

Fiche: 50-445, 83/03/18, 0305230578. PP 24X 

8306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants for OLi U holders of CPs for Wes fcinghouse PWRe 
6 vc 1 list g end 1Uati ° r> of "Urgency Response Guidelines. * 

IS So 0 ' Yankaa Atomic 

0306060070. 19563.116. 24X Fi ch e : 50-000, 03/06/03, 

r,ach«<t i at D 03O5IB me«t*n, n<l,rit A,, ** ,ra,nt Program, » por agnam'nt 

IiSBn 2 It H d C o T m a ? S8rvic ”' Inc- 83/06/10. 

EI 8 ENHUT, D. G. Division of Licensing. 2 pp 19432*160 d,iy 

Fiche: 50-445, 03/06/10, 8307120631. P 19432.168. 24X 

—0307120637 "Independent Assessment Program " 

«x c i^;. E s^^ 5 3 ss%^:o, a ^3,. 93/06/oa 98 ”' iM3z = * 7 °- 
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8307050064 Advises that environ qualification program for safety 
related electrical equipment will be completed prior to 
fuel load. Util in compliance w/lOCFRSO. 49 & committed to 
remain so even though design grandfathered. 

8CHNIDT, H. C. Texas Utilities Services. Inc. 03/06/28. 
YOUNGBLOOD, B. J, Licensing Qranch 1. 3pp 19192:149. 24X 

Fiche: 30-449. 83/06/2B. 8307030064. 


0307090088 Forwards App A Tech Specs for proof fc review. Response 
requested by 830805. W/o end. 

THOMAS. C.O. Standard i lafcion U Special Project* Branch 03/07/01. 
YOUNGBLOOD. Q. J. Licensing Branch i. IPPOLI TO. T. A. Operating 
Reactors Assessment Branch. LlAW.fl.D. Mechanical Engineering 
Branch. 2pp. 19366:312. 24X Fi the: 30-443, 83/07/01 . 8307090080. 


0307110292 Submits responses to 811112-14 requests at ACRE 239th 
meeting re containment hydrogen purge sys filters 6 control 
room occupancy vs containment leakage rate. 

SCHMIDT, H. C. Texas Utilities Generating Co. 83/07/01. BURWELL, S. B. 

NRC - No Detailed Affiliation Given. 3pp. 19374:242. 24X 

Fiche: 30-443, 83 / 07 / 0 1 . 83071 10202. 


— 0307230260 Addendum to preop era t i ona 1 integrated leak rate test. 

* Texas Utilities Services* Inc. 83/07/31. 4pp 19705:283 24X 

Fiche: SO-445, 83/07/19, 0307230256 


0307250370 Submits addl info re FSAR submittal concerning D4/D5 steam 
generator tube vibration fix. Existing Chapter 13 accident 
analyses envelop all changes in parameters resulting from 
vibration fix. 

SCHKtDT , H. C. Texas Utilities Services. Inc. 83/07/19. 

YOUNGBLOOD, B. J. NRC - No Detailed Affiliation Given. Ip. 

19704:001 24X Fiche: 50-445, 83/07/19, 8307250370. 


8307280070 Responds to NRC 030706 position that RCS cold leg temp & 
source range neutron flux indicators must be Included in 
alternate shutdown des ig n. Ex ped i t » ous c on s i d erat i on of 
design requested Review affects fuel load date. 

GARY, R . J. Texas Utilities Generating Co 03/07/22. YOUNGBLOOD, B- J. 

Licensing Branch 1. 20pp. 19790:229. 24X F i cho : SO-445, B3/07/22, 

8307200070. 


E NRC Safety Evaluation Report (SER). suppls V. correspondence 


8307200231 Notification of 030707 meeting w/technical review committee 
in Bethesda, MD to discuss review of D4, D3 It E steam 
generator mods. 

HOPKINS, J. D. Licensing Branch 4. 03/07/01. ADENBAM, E. 0. Licensing 

Branch 4. 2pp. 19670:254. 24X Fiche: 90-000, 03/07/01, 8307200231. 


0306270397 Generic Ltr 83-26 to all applicants for QLs & holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list end. 

EISENHUT, D. 0. Division of Licensing. 83/07/09. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Fiche: 30-000, 03/07/03. 8306270397. 


8307060329 Generic Ltr 83-27 to all licensees I* applicants for 
operating power reactors & holders of CPs for power reactors 
re surveillance interval* in QT8. 8vc list end. 

EISENHUT, D. 0. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:234. 24X 

Fiche: 30-000. 83/07/06. 8307060329. 


0307130294 Confirms plans for 830712-14 site visit to review it resolve 
end questions on pump & valve Inservice testing program. 

YOUNGBLOOD, B. J. Licensing Branch 1. 03/07/07. GARY, R. J. Texas 

Utilities Generating Co. 13pp. 19511:119. 24X 

Fiche: 30-443, 83/07/07, 8307130294. 


8307230079 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
COMANCHE PEAK STEAM ELECTRIC 3TAT I ON, UNITS 1 AND 2. Docket 
Nos. 90-443 And 50-446. (Texas Utilities Generating Company, 
et al. ) 

* Office of Nuclear Reactor Regulation, Director. NUREQ-0797 803, 
03/03/31. 62pp. Available at NRC. *3.00. 19739:080. 24X 

Fiche: 30-445, 03/03/31, 8307250079. 


□307110390 Outlines low power test program per SER (NUREG-0797) Open 
Item I. G. I# which include* loss of offsite power toft, 
comparable facility test data utilization 6 training on 
validated simulator. Program will be incorporated in FSAR. 

SCHMIDT, H C. Texas Utilities Services, Inc. 03/07/07. DENTON, K. R. 
Office of Nuclear Reactor Regulation, Director 2pp. 19381:306. 

24X Fiche; 50-449, 83/07/07, 0307110350. 


F. Security, medical, emergency & fire protection plans 


0306240439 Responds to NRC request re disposition of three unresolved 
areas based on FEMA testimony at ASLB 020917 hearing in 
Forth Worth, TX 

KRlMMrR. W. Federal Emergency Management Agency. 03/03/22. 

JORDAN, E L. Division of Emergency Preparedness «t Engineering 
Response (Post 830103). V I p . 19530:252. 24X F i c he : 50-445, 03/03/22, 

0306240435. ' 


0307140926 Forwards 0 Brink document produced at hearing re cold 
weather concrete curing. 

ROTHSCHILD, M. U. Office of the Executive Legal Director. 83/07/07. 
ELLIS, J. Case Consulting Labor* tor 1 es , Inc . Ip. 19926:360, 24X 

Fiche: 30-445, 83/07/07, 8307140326. 


8307080169 Ceneric Ltr 03-28 to all licensees of operating reactors, 
applicant* for OL & holders of CPs re required actions based 
on generic implications of Salem ATW8 events. Svc list and, 
EISENHUT, D. Q. Division of Licensing. 83/07/0B. Consolidated 
Edison Co. of New York, Inc. 30pp. 19669:269. 24X 

Fiche: 50-000, B3/07/08. 8307080169. 


0307210117 Forwards description of 830711 FSAR Amend 41. 
MARSHALL, J. S, Texas Utilities Generating Co. 83/07/U. 

BUR WELL, S. B Division of Licensing. 7pp. 19668:197. 24X 

Fiche: 30-443, 03/07/1 1 , 83072101 17. 


8307200228 Informs that applicants rescheduled fuel load date from Sept 
1983 to Dec 1983. Region 4, NRC counsel S< project manager 
advised of scheduler change In 33070B telcon. 

BURWELL, S. B. Licensing Branch 1. 83/07/12. DENTON, H. R. , CASE, E. 0. , 

CARTER, J. Office of Nuclear Reactor Regulation, Director, lp. 
19670:289. 24X Fiche: 90-443, 83/07/12, 8307200220. 


8307230124 Summary of 830707 meeting w/technical review committee in 
Bethesda, MD re Model D4/D3/E steam generator mod . VI ewg raphs 
end. 

HOPKINS, J. B. Licensing Branch 4. 83/07/10. Licensing Branch 4. 

26pp. 19738:132. 24X F ich e: 30-000, 83/07/ 18, 83072301 24. 


8307290300 Notification of 830720 meeting w/util in Bethesa,MD to 
discuss applicant plans for independent assessment program. 
BURWELL, 8. B. Licensing Branch t. 83/07/18. YOUNGBLOOD, B. J. 
Licensing Branch 1. 3pp. 19838:289. 24X Fiche: 30-443, 03/07/18, 

8307290300. 


8307230236 Forwards addendum to preoperatlonal integrated leak rate 
test rept, submitted on 830506. 

SCHMIDT, H. C. Texas Utilities Services, Inc. 83/07/19. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. lp. 19703:282. 24X 

Fiche: 30-443, 03/07/19, 0307230236. 


0307050351 Responds to 021008.1206 it B30214 ltr§ submitting changes to 
physical security, security training it qualification 6 
safeguards contingency p Ian s. Changes approved 

YOUNGBLOOD, B. J Licensing Branch I. 03/06/23. GARY. R. J. Texas 
Utilities Generating Co. 2pp. 19263:293. 24X Fiche : 90-443, 

03/06/23, 0307050351. 


8307130037 Confirms plans for 030718 & 19 site visit to review 
installation of security equipment L commitments made in 
physical security plan against requirements of 10CFR73. 55. 
YOUNGBLOOD, B. J, Licensing Branch 1. 83/07/06 GARY. R. J. Texas 

Utilities Generating Co. 2pp. 19511:294. 24X Fiche: 50-445, 

83/07/06, 8307130057. 


8307130316 Forwards interim safety evaluation of alternate safe 
shutdown capability from auxiliary sys « tand po i n fc. Revi ew of 
design in meeting fire protection requirements of App R to 
10CFR30 incomplete. 

YOUNGBLOOD. B. J. Licensing Branch 1. 03/07/06. GARV.R. J, Texas 

Utilities Generating Co. 3pp. 19910:011. 24X Fiche; 50-445, 

03/07/06. 8307130316. 


— 0307130319 Safety evaluation of alternate safe shutdown capability from 

auxiliary sys standpoint, « 

« Office of Nuclear Reactor Regulation, Director. 63/07/06. 0pp. 
19510:014 24 X F i c h b: 50-445, 83/07/06. 83071 30316. 


8307250059 Forwards Human Factors Engineering Branch audit rept of 
control room design Teview from 030404-08 per Generic Ltr 
82-33. Resp onses to unsatisfied conditions should be provided 
60 days prior to expected licensing date. 

YOUNGBLOOD, JJ. J. Licensing Branch 1. 03/07/08. GARY, R. J. Texas 

Utilities Generating Co. 34pp. 19723:309. 24X 

Fiche: 50-445, 03/07/08,8307250099. 


0307270172 Forwards request to amend Rev 4 to physical 
Request withheld (ref 10CFR2. 790 L 73.21) 

GARY, R. J- Texas Utilities Generating Co. 83/07/15. 
Office of Nuclear Reactor Regulation, Director. lp. 
Fiche: 50-445, 03/07/15, 8307270172. 


security plan. 

DENTON, H. R. 
19749:318. 24X 
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° correspondence 


B305200&18 Forwards ^drll r» t-i 

os«tf during cross-eiaminettorTon ST^reot |j Und EnBrg y exhibits to be 
authenticity requested. ept. Stxpulat ion re 

r=r 5 v,? 3/o5/i3 - b ™ n '°- 

co. spp las 1 4 007 24 x r 1 c,. U ^, a3 T ;S« l ^»» 4 C.o.-t 1 „ 9 

83070301 39 Order CL i~m to 

J;-:: v wTr * 0 ' ALAB - 714 

OPO 19220: 134. 24X Flche: ^3/06/30. 

aI '^"‘- ,aspi °" 

l;EHErH:E£ 8 !ir * F D,pt ° f 

££Sr i. ~ - ! 3 si s: =lrr- - — 

8307080461. VV 1YJ4/.237 24X Fiche : 30 - 443 , 03/Q7/Q6, 

0307030466 Memorandum U order re definite £ 

jsse-vh 25 .*- ln p,p ' 

BLOCH, p. o Atomic 3* falull* f. ** in Mp * de ^ 9 n. 

,8pp ' 1,346:306 24 * ncd. 5 o-«S. 5 eS;o7^re2^Bo 44 f /07/06 - 

B3 ?n"c?r H onifTx“Jo t ;^ t M:riw d °L: v ^"‘; ar ^ hE3rin » 5 ^soi-os 

con* t deficiencies evidence of nonconformances or 


83/07/07. lp. 


83 ES ? ^"y! for Unu 1 resth ' dul *‘ Pr °* Stpt 

Generating Co. B3/07/0B. * BLOC™?*^ R JOrSaE^V Te * aa utilities 
Atomic Safetg and Llrnn t j«„ n ' J0R DAN,U.H., MCCOLLOfl, K A 

Fiche; 30-443,83/07/00, 030712030? n<>l >P 19432:135. 24 x' 

83 ?Mr°nJt 8 n P Fort"wo^S < C rx & Porrr nt re ASLB CG ™'" ts in recant 
inn. around "‘‘ h in “-"‘I. 

emergency plan. ett-ect on adequacy of 

9afdti( and Uurnsi^j'BoarrPanll' I^ 077 , 1 ,/,,, 8 ^ 0 ™' P - S ' AtG " li ‘: 

FI oh. :S0-4«, 93/07/ ?2, 8307220346: ? !7679: 2 ”’ 24X 

93 2p B ?r^^“ - ;vi-.;c. „„ 

pl.nt.Mnc ma, h av« 'i„ ' J. „ ?° J.Hd.nt, r.pt. at 

r. const appraisal loam r?p?s e '' ,d " ,e ' ** S 'P* »»B3 

19360: ISO. *4* <*•»•«• 3PP. 

All,8iUo " 5 re 

r "“ rd r * 

19629: 270. ^TuT.l && 5 "' 

r" andu,n * •*■«"■ 

'ss?t i r , ci:, :i!:r - sj “» ;:s * , " p ^ -r p XVII,n °‘ 

B.7.t, .„d «/W/l9. Atomic 

Flcht: 30-448* 83/07/137030730021 L HPP ’ 19M * ,05 24X 

xv:r tnt ° f parti - 

iinx? ^.\t;i:,‘L 7X d “ - 

"°° 3 '* 45 ' =4rFjch. a 'jo%«, d e3w/2i:i 3 ^ 3 ?r el 83 ' 07/21 - *»• 


':ss d : utn 830715 *— • r, 

HORIN.WA. Debflvflisni! 1 ika* ° n ' Related correspondence. 

Generating Co. Q3/07/21 STUCKY S ° RIN ' W Texas Utilities 
IP. 19703:243. 24?^?^.: Brand. 

uaavo 6 dounM u 'u^ ldi^° r * Pa9S *° Util 830713 PUmmarY oP r.cord n 

--- ip. 

0307280140 Responds to 830712 1 t r ai> - 

l 5 XfiS'A p ;,-S!^ , - i ™ ^ “ ll1 - 

CRUMP, 0. FL Somervef 1 ^Countu^ TX^p 1 "® 0oard P^nel. 03/07/23. 

Fiche: 30-445, 83/07/25, 8307280140. PP ‘ 19791 :30Q - 2 ^X 

”lj! neral corr ® s P ondenc e 

«{ jjk: s-Ksursvia. ~~a.. 

Fiche: 30-443, 03/06/16, 8307120272 »«»* 24X 

Financial information 

e3 OARY°fi 7 S F T flrd ’, AhnU,al Vandal R.pts 1902 


DENTON. H. A. 
19016:090. 24X 


" 33 PAAKER B S 2 nnu «r ' flnincI «l S.pt 1982. 

19016: i,i. • ' 24 X Flcha: M-446, B3;o^^, d ^628S 3 76 837 ° 6/,S - 4 ° PP 

"' S3 Na??hemI Annual Financial Rapt 1982. 

190,6:130.- 24 X "cl.^^groO/O^,^^,” 706715 - 

'" B “A 5 ADT A s n o 41 ?- ci E vj t r i,b2 , 

‘ 9016: * 47 ' «* «2J: : 50-445, l 83/06/!9rB306280S76 3/31 ' 


16pp. 


37pp. 


B3 FARRrNOTON n j UJl n F 'i? anC la 1 R,|,t 198a ’ 

190,6: ,03. 24X ?,cJ::^-^5^^^ 0 %3ol^ 67 i 5 - 3,PP ' 

" S 3 rAMnnr ,°, 3 An, " ,aI financial Rapt 1982 

IW6 2^8 24x T f?cJ P Sn°Iai ‘-‘ 9ht C °' B3703 / 3 1. 

24X Fiche: 50-445, 83/06/13, 8306200376. 


34pp. 


’ B3 BRITTAIN pDPPAl financial R.pt 1982. 

190,6: 253. ' six PuiS M-AasJSa/M/J^MO^Vi. B3/03/3S - 3 B »P- 


- - Utllltl ' Ftnal 3.f. ty Anam.i, R .p or t (FBAR> 

“SSSSm. K“ r J! FSAR 


t< amend* 


"file. 9 ''Nucl«rR.ac l ti“flaa„?Iuon U S? C °; 83 / 07 ''i 8 . DENTON. H. R. 

!«x F, Che: 50-445, 83/07^8^0?= ifiS"' Di ’' a ‘ : ‘-'- 3 PP- 19658:232. 


”443, 03/07/18, 8307210132. 

—8307210161 Amend 41 to FSAR. 

! 4 u T p[“ utilities Generating Co. 83/07/1 1 

24X Fiche: 50-443, 83/07/10, 0307210132. 


759pp. 19650: 234. 


83 8CHmD? 0 „^ rM ; d :„: fp ;jtrH.:v vc / e A " ani 41 *• 

Qfflce ot Nuclaar Reactor RsoulItiPn* 5 Dli n,: V 83/07 '' I, • DENTON, H. 

SAX FlcAa: 50-445, 83/07/19, 8307M054S. ‘° r ' 4|>P - 1,734;0a7 - 

5™; p !!!ifLr!£;:^:_« .!“”!!!"• ‘ 9»rr,«P«t.<,.nc. 

■wssjresi-, * ««<««-.. » 

r.xo. o, s D r i :' •*?£« .^ o6/o : i< 

Fiche: 50-445, 83/06/09, 8307210192 PP ° 5 ' 24X 
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0307210202 IE Insp Rept* 50-445/83-16 L 50-446/83-10 on 830411-15. No 

noncompliance noted. Major areas tm pec ted: p lanned radiation 

protection program. Including onsite & offsite 

organi xations, qual if ications tt experience L training. 

CHANEY. H. D. , MURRAY. B. » WESTERHAN, T. F. Region 4. Office of 
Director. 03/06/03, 34pp. 19665:207. 24X Fi che: 30-445. 83/06/09. 

0307210192. 


£1307260405 Forwards Pinal response to IE Bulletin 82-04 re Bunker Rama 
electrical penetrations. Required tests, insps & evaluations 
complete. All Bunker Ramo termination lugs replaced 
GARY, R.J. Texas Utilities Generating Co, 83/06/14 COLLINS. J. T. 
Region 4, Office of Director. 8pp. 19733:202. 24X 

Flche: 90-445. 83/06/14. 0307260405. 


&307030132 Forwards IE Insp Rept 50-455/03-26 on 830301-31. No 
noncompl lance noted. 

MADSEN. 0. L. Region 4. Office of Director. 83/06/15. OARY.R.J. 
Texas Utilities Generating Co. 2pp. 19220:199. 24X 

Flche: 50-445. 03/06/15. 8307050132. 


— — G30705013B IE Insp Rept 50-445/03-26 on 030901-31. No noncomp 1 1 anc e 
noted, Major areas inspected: preoperatlonal test review, 
initial startup procedure review. fuel receipt. hot functional 
test.Part 21, plant tours & plant status. 

KELLEY. D. L. , MCCRORY, B. L. . WESTERMAN, T. F. Region 4. Office of 
Director. 03/06/14. 11pp. 19220:201. 24X F i c h e : 30-445, 03/06/ 1 5. 

8307050132. 


01307060145 Ack receipt of 030323 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-445/83-08. 

MADSEN. G. L. Region 4. Office of Director. 83/06/30. OARY.R.J. 
Texas Utilities Generating Co. Ip. 19230:213. 24X 

Fiche: 50-445. 83/06/30. 8307060143. 


— — 0307060 153 Responds to NRC 830429 ltr re violations noted In IE Insp 
Rept 50-449/83-08. Corrective actions: Def Ic iency Rept 
DR-83-023 issued, documenting changes to rpO-OOl A, Rev O, p er 
ST A -207. 

OARY.R.J. Texas Utilities Generating Co. 03/05/23. MADSEN, 0. L. 
Region 4. Office of Director. 4pp. 19250:214, 24X 

Fiche: 50-445. 83/06/30, B30706014S. 


Q 306270401 IE Info Notice 03-46, ♦'Common Mode Valve Failures Degrade 
Surry Rec irculation Spray Subsystem. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

York, Inc. 154pp. 19563:293. 24X Fiche: 50-000. 83/07/1 1 , 0306270401. 


0307190304 Ack receipt of 030628 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Ropts 30-445/83-10 & 
50-446/83-12. 

MADSEN, G. L. Region 4, Office of Director. 83/07/11. GARY, R. J. 
Texas Utilities Generating Co. ip. 19532:298. 24X 

Fiche: 30-445,03/07/11,0307150304. 


— — 0307150311 Responds to NRC 830531 ltr re violations noted in IE Insp 
Repts 50-445/03-18 U 50-446/83-12. Corree tiv« actions: spec 
& const Installation procedures for mechanical equipment 
revised fc relnsp program Instituted. 

OARY.R.J. Texas Utilities Generating Co. B3/06/2B. MADSEN, G. L. 
Region 4, Office of Director. 10pp. 19932:299. 24X 

Fiche: 50-445, 83/07/1 1, 8307190304. 


9306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. 11 Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/07/12. Consolidated Edison Co. of New 

York, Inc. 141pp. 19563:193. 24X Fiche: 50-000, 83/07/12, 0306270404. 


E3 306270406 IE Info Notice 83-40, "Gaseous Effluent Releases of 
Radioactive 1-125 «< I-I31 in Excess of NRC Limits." Svc list 
one 1. 

TAYLOR, J. M. Division of GA« Safeguards & Inspection Programs (Post 
030103). 03/07/14. Consolidated Edison Co. of New York, Inc. 

114pp. 19715:270. 24X Fiche: 50-000, 83/07/14, 0306270406. 


a- Reportable occurrences, LER* fc related correspondence 


9307260391 Interim deficiency rept re new fuel storage rac k«. Initial ly 
reported verbally on 030310. Evaluation will be completed 
by 830601. 

CLEMENTS, B. R. Texas Utilities Generating Co. 83/04/07. MADSEN, 0. L. 

Region 4, Office of Director. Ip. 19733:160. 24X 

Fiche: 90-445, 03/04/07, 8307260391 . 


E33O7150273 Part 21 rept re potential defect in component cooling water 
ay i. Initial ly reported on 830923. Loss of pressure integrity 
of equipment could result in loss of function of component 
cooling water sys, reducing degree of protection. 

DERIENZO, P. P, Gibbs & Hill, Inc. (subs, of Drava Corp. >. 03/06/28, 

F0TAPQV8, U, Region 4, Office of Director. 4pp. 19530:103. 24X 

Fiche: 50-445, 83/06/28, 8307190273, 


0307190100 Interim Deficiency Rept 8DAR-106 re HVAC hangers fabricated 
at variance w/design doc omen ts. I n i t i a 1 1 y reported on 830301. 
Evaluation continuing w/completion expected by 830801. 

GARY# R. J. Texas Utilities Generating Co. 83/07/04. MADSEN, G. L. 
Region 4. Office of Director. ip. 19536:126. 24X 

Fiche: 50-445, 83/07/04, 8307130100. 


0307150294 Interim deficiency rept re letdown HX anc hors . In i t la 1 1 y 
reported on 030506 Anchor bolts found bound in end of 
slotted holes prohibiting movement. Mount ing configuration 
revised. 

GARY, R.J. Texas Utilities Generating Co. 83/07/07, MADSEN, G. L. 
Region 4, Office of Director. 2pp. 19532:203. 24X 

Fiche: 90-445, 03/07/07, 8307150294. 


9307220259 Deficiency rept re bolting matl used for cable tray clamps. 
Structural drawings specify high strength bolting matls. 

Bolts used were mild steel type. Design change issued. 

Rework performed as required. 

SPENCE, M. D. Texas Utilities Generating Co. 03/07/12. MADSEN, G. L. 
Region 4, Office of Director. 2pp. 19604:211. 24X 

Fiche: 50-449, 03/07/12, 0307220239. 


T. Hearing transcripts on non-antltrust matters 


0307080002 Transcript of 830703 telephone conference in Beth»ida,MD. 
Pp 8,620-8,603. 

* Atomic Safety and Licensing Board Panel. 03/07/05, 63pp. 

19351:247. 24X Fi che : 50-445, 03/07/05, 0307000002. 


8307220489 Transcript of 830720 telephone conference in Wash 1 ngton, DC. 
Pp 8,684-8,721. 

•» Atomic Safety and Licensing Board Panel. 83/07/20. 39pp. 

19605:201. 24X Flch e : 90-449, 83/07/20, 8307220409. 


0307290110 Motion for correction to transcript of 830720 telcon, 
Certificate of Svc end. 

HORlNiW.A. Texas Utilities Generating Co H0RIN,W.A. Debevolse & 
Liberman, 83/07/27. Atomic Safety and Licensing Board Panel. 

3pp. 17022:133 24X Fiche: 50-449, 83/07/27, 03072901 10. 


V. Operator Examinations 


0307200504 Forwards evaluation of Rev 1 to licensed operator 
requalif icatl on training program, Procedure TRA-201. Changes 
detailed in end evaluation necessary in order for procedure 
to satisfy 10CFR99, App A, r equ i rements. 

YOUNGBLOOD, 0, J. Licensing Branch 1. 03/07/12. GARY, R.J. Texas 

Utilities Generating Co. 4pp. 19672:002. 24X Flche: 50-445, 

83/07/12, 0307200904. 


DOCKET 80-446 COMANCHE PEAK STEAM ELECTRIC 9TA. , UNIT 2 


A. Application/construction stage documents h correspondence 


8305230578 Disagrees w/current enforcement policy allowing assessment 
of monetary penalties for Severity Level IV or V violations, 
per 821221 ltr re regulatory reform. 

BRITTAIN, P. 0. Texas Utilities Generating Co. 83/03/18. 

TOURTELLOTTE, J. Regulatory Reform Task Force. 2pp. 18541:312. 24X 

Fiche: 50-445, 83/03/18, 0303230578. 


0306060070 Generic Ltr 03-22 to all operating reactor licensees, 
applicants for OL* U holders of CPs for Westinghouse PWRt 
re safety evaluation of "Emergency Response Guidelines." 

Svc list end. 

EISENHUT, D. G. Division of Licensing. 83/06/03. Yankee Atomic 
Electric Co. 10pp. 19963:116. 24X Fiche: 50-000, 03/06/03. 

0306060070. 


8307120631 Forwards "Independent Assessment Program," per agreement 
reached at 030510 meeting. 

SCHMIDT, H, C. Texas Utilities Services, Inc. 83/06/10. 

EISENHUT, D. G. Division of Licensing. 2pp. 19432:160. 24X 

Fiche: 50-445, 83/06/10, 0307120631. 


— 8307120637 "Independent Assessment Program." 

* Cygna Energy Services. 083-120, 83/06/03. 90pp. 19432:170. 

24 X Fiche: 90-449, 03/06/10, 8307120631. 


9307090064 Advises that environ qualification program for safety- 
related electrical equipment will be completed prior to 
fuel load. Util in compl lance W/10CFR50. 49 & committed to 
remain so even though design grandfather ed. 

SCHMIDT, H. C. Texas Utilities Services, Inc. 93/06/20. 
YOUNOBLOOD, B. J. Licensing Branch 1. 3pp. 19192:149. 24X 

Fiche: 90-445, 83/06/20, 8307050064. 
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l!'l(>/l HWHi' Sub*! 1% mpn»«ti to It I M 12 M rfqu»U» at ACRK ^!J9th 

matting it i iiritaiiiininl byrtrugau purge *y* f i H • f » K control 
room (ki upfiii g v* containment leakage rate 

(iCHHlUl.H C 1 • i a i Utilities Generating Co 83/07/01 flURWELL . 8 0 
NKC Ni> detailed Affiliation Given 3pp 19374 242 24X 

til hit 50 445- 03/07/0 |, U307 I ICKflitf 


0307700231 Mot i Illation of 03 0707 meeting u/ttlhnUal review committee 
in IJetheeila. MO to discuss review of D4. [>3 K t steam 
generator mods 

HOPKINS. J 0 l.i renting Branch 4 03/07/01 ADENSAM, E 0 Licensing 

Branch 4 2pp 19670 234 24X Fiche 50 OUO. 03/07/01 . 8307200231 


U30A270397 Cenerir Ltr 03-26 to all applicant* for (JL* h holder* of 
CPs for power realtor* re c l*r I f It at Ion of surveillance 
requirement* for diesel fuel impurity Svc list end 
E ISENHUI . D G Division of Licensing 03/07/03 Consolidated 

Edison Co of New Vork. Inc I6pp 19390 317 24X 

F 1 c h • 30 -000. 83/07/03. 8306770397 


□307060329 Generic Ltr 03-27 to all licensees 6 applicants for 
operating power reactor* & holders of CP* for power reactor* 
re surveillance Interval* in ST5 Gvc list end 

E I SENHUT , D C Division of Licensing 83/07/06 Consol (dated 

Edison Co of New York. Inc 16pp 19669 234 24X 

F 1 c he 30 000. B3/07/06, 8307060329 


8307140326 Foruards B Brink document produced at hearing re cold 
weather concrete curing 

ROTHSCHILD, H U Office of the Executive Legal Director 83/07/07 
ELLIS. J Case Consul ting Laboratories. Inc Ip 19326 360 24X 

Flche 30-443. 03/07/07.0307140326. 


F Security, medical, emergency h fire protection plans 


0306240433 Respond* to NRC request re disposition of three unresolved 
areas bated on FEMA testimony at AQLO 820917 hearing In 
Forth Worth. TX 

KRIMM.P W Federal Emergency Management Agency 83/03/22 
JORDAN, £ L Division of Emergency Preparedness t* Engineering 
Response (Post 830J03) lp J 9330 232 24X Flche 30-443.83/03/22, 

8306240433 


8307030331 Responds to 821000,1206 % 030214 ltr» submitting changes t* 
physical i ec ur I ty . s ec ur 1 ty training h qualification t 
safeguard* contingency plans Changes approved 

YOUNGBLOOD, B J Licensing Branch 1 83/06/23 GARY. R j Texes 

Utilities Generating Co 2pp 19263 293 24X Flche 30-443, 

03/06/23, B307030331 


030713003/ Confirm* plans for 030710 V 19 site visit to review 
installation of security equipment %r commitments made in 
physical security plan against requirements of 10CFR73 33 
YOUNGBLOOD, 0 J Licensing Branch l 03/07/06 GARY, R J Texas 
Utilities Generating Co. 2pp 19311 294. 24X F i c h e : 30-443, 

83/07/06. 0307 130037 


9307130316 Forwards Interim safety evaluation of alternate safe 
shutdown capability from auxiliary tys standpoint Review of 
design in meeting fire protection requirements of App R to 
I0CFR30 Incomplete. 

YOUNGBLOOD. D. J Licensing Branch l 03/07/06 GARY, R J. Texas 
Utilities Generating Co. 3pp 19310 Oil 24X F 1 e h e 30-443, 
03/07/06. 9307130316. 


8307000169 Generic Ltr 03-20 to all licensees of operating reactors, 
applicants For OL 6 holder* of CPs re required actions based 
on generic Implications of Salem ATWS events Svc list encl. 

£ ISENHUT . D. G Division of Licensing 83/07/00 Consolidated 
Edison Co of New York. Inc. 3Bpp 19669269 24X 

Flche 30-000. 03/07/08, 0307000169 


0307210117 Forwards description of 030711 FSAR Amend 41 
MARSHALL, J.S Texas Utilities Generating Co. 83/07/11. 

BUR WELL. S B Division of Licensing 7pp 19660 197 24X 

FiCht 30-445. 03/07/ 1 1 . 03072 1011 7 


0307230124 Summary of 030707 meeting w/technical review committee in 
Bethei da, HD r« Model D4/D3/E steam generator mod Viewgraphs 
encl. 

HOPKINS. J B Licensing Branch 4 03/07/10. Licensing Branch 4, 

26pp 19730:132. 24X Fiche : 50-000. 03/07/ 10, 0307230124. 


— 8307130319 Safety evaluation of alternate safe shutdown capability fro* 
auxiliary sy* standpoint 

* Office of Nuclear Reactor Regulation. Director 83/07/06. 0pp 
19310 014 24X Fiche : 30-443, 03/07/06, 0307130316 


8307230039 Forwards Human Factor* Engineering Branch audit rept at 
contra! room design review from 03O4O4-OB per Generic Ltr 
02-33. Re spons e * to unsatisfied conditions should be provided 
60 days prior to expected licensing date 

YOUNGBLOOD, B. J Licensing Branch 1 83/07/00 GARY, R J. Texas 

Utlli ties Generating Co 34pp 19723309 24X 

Flche: 30-445, 83/07/08, 0307230039 


0307270172 Forward* request to amend Rev 4 to physical security plan 
Request withheld <ref 10CFR2. 790 * 73 21) 

GARY, R J Texas Utilities Generating Co 83/07/13 DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director lp 19749:310 24 1 

Ftche: 30-443. 83/07/13, 8307270172 


0307250370 Submits addl info re FSAR submittal concerning D4/D5 steam 
generator tube vibration fix. Existing Chapter 15 accident 
analyse* envelop all changes in parameters resulting from 
vibration fir. 

SCHMIDT, H C. Texas Utilities Services, Inc. 83/07/19 
YOUNGBLOOD. B J NRC - No Detailed Affiliation Given. lp. 

19704 001 24X Fiche. 30-445, 03/07/19, 8307230370 


9307280070 Responds to NRC 830706 position that RCS cold leg temp U 
source range neutron flux indicators must be included in 
alternate shutdown des i gn, Exped i t i ous consideration of 
design requested Review affects fuel load date 

GARY, R.J Texas Utilities Generating Co. 03/07/22. YOUNGBLOOD, B J 
Licensing Branch 1. 20pp. 19790 229. 24X Fi che : 30-443, 83/07/22, 

0307280070. 


E. NRC Safety Evaluation Report (SER), suppls 6 correspondence 


8307250079 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
COHANCHE PEAK STEAM ELECTRIC STATION, UNI TS 1 AND 2. Docket 
et*al 3 ?~ 445 And 30-446 {Tp, «* Utilities Generating Company, 

fU/ni/i?* °L NUCU ! r Director. NUREG-Q797 S03. 

03/03/31 62pp Available at NRC. «S, 00. 19739- 000 24X 

Fiche: 50-443, 83/03/31, 0307230079 


8307110350 Outline* low power test program per SER < NUREG-0797 ) Op* 
Item I G 1, which includes loss of offsite power test, 

fac ! my t#lt <lta utilisation * training on 
simulator. Program win be incorporated in FSAR. 
SCHMIDT.H. C. Texas Utilities Services, Inc, 83/07/07. DENTON, H 

Director 2pp 19301:306 

24X Fiche : 30-443, 83/07/07. 8307110330. 


G Adjudicatory correspondence 


8305200610 Forwards addl Citizens Assoc for Sound Energy exhibits to be 
u*ed during cross-e laminat i on on SIT rept Stipulation re 
authenticity requested. 

ELLIS, J citizens Association for Sound Energy 03/03/13. BROUN, B 
Region 4, Office of Director. WADE, D. Texas Utilities Generating 
Co. 2pp, 18314:007 24X F i c h e : 30-443. 83/03/ 1 6, B3052006 1 0 


B307030139 Order CL I -03- 1 0, g r a n t i ng NRC petition for review of ALAB-714 
requiring NRC to disclose informant Ident 1 1 le*. I \ sue s will 
be deferred pending completion of generic review of 
informant confidentiality i ssue* Separa te views encl 
CHILK, 5 J. Office of the Secretary of the Commission. 03/06/30. 

6pp 19220 134 24X Fiche: 30-443, 83/06/30, 8307030139. 


0307080201 Response to Commission 830630 Order CLl-03- 
re plant defect* mu*t be answered in rigorous fashio 
Record incomplete on welding allegation* 

BLOCH, P S. Atomic Safety and Licensing Board Panel 
19331:344. 24X Fi C h e : 30-443, 03/07/06, 830700020 1 


18 A 1 legation) 
n 

03/07/06 6pp 


8307080461 Memorandum U order directing that Secretar 
Labor findings in Atchison vs Brown * Root binding 
proc ted ing, ba s ed on collateral estoppel doctrine 
BLOCH, PB , JORDAN, W. H , MCCOLLOM, K A Atomic Safe 

8307000461 1 63/07/06 6pp 19347 = 37 24X Ficn 


y of Dept of 
in 

ty and Licensing 
e 30-44 3,83/07/06, 


8307080466 Memorand 
Support* Reg Gui d 
applicant to anal 
BLOCH, P 0 Atomi 
12pp 19346.306 


urn L order re definition of thermal stresses 
e 1. 124 L A9ME Code do not require 
y»e thermal stresses in pipe design 
c Safety and Licensing Board Panel 83/07/06 
24X Fiche 30-443. 83/07/06. 8307000466 


in pipe 


0307110048 Notice o 
in Fort Worth. TX 
const defic ienc i e 
BLOCH, P B: Atomi 
19373:231 24 X F 


f continuation of evidentiary hearings on 83080 t-0> 
to receive evidence of nonconf crmances or 
s 

c Safety and Licensing Board Panel 93/07/07 Ip 
iche 50-443.83/07/07.0307110048 
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0307120385 Advise* that fuel loading for Unit 1 rescheduled from 3ept 
to D#c 1903. Re lated correspondence 

REYNOLDS. N S Debevoise & Liberman. REYNOLDS. N. S. Texas Utilities 
Generating Co. 83/07/08. BLOCH.PD., JORDAN. W. H. < MCCPLLQN. K A. 
Atomic Safety and Licensing Board Panel. Ip. 19432: 139. 24X 

Fiche: 50-445. 03/07/08. 8307120303 


0307220346 Expresses shock *< amazement re ASLB comments in recent 
hearings In Fort Worth. TX. Populat i on numbers within 10-mile 
ions around plant should have no effect on adequacy of 
emergency plan. 

CRUMP, G. fl. Somervell County. TX. 83/07/12. BLOCH, P. B Atomic 
Safety and Licensing Board Panel. 3pp. 19673:297. 24X 

Fich* ; 50-443. 03/07/12. 0307220346. 


03O7IQOO15 Responds to request for addl evidence on whether practice 
exists of discouraging preparation of QC deficiency repts at 
plant, NRC may have info to offer into evidence by Sept 1903 
re const appraisal team repts. 

0CINTO.J.F, Hearings Division. 83/07/14. BLOCH, P. D. . JORDAN. W. H. . 
MCCOLLOM, K. A. Atomic Safety and Licensing Board Panel. 2pp. 
19360:150. 24X Fi c h e: 30-443, 83/07/14, 0307180013. 


S30719O22B Summary of record re weave & downhill wel d ing. Al 1 egations re 
weave welding w/o merit b founded on erroneous beliefs 
concerning applicable codes, procedures b instructions. 

Downhill welding allegations limited to cover passes. 

REYNOLDS. N. 8. . KORIN. W. A. Texas Utilities Generating Co. 

REYNOLDS. N. S. Debevoise & Liberman. 03/07/13. 14pp. 19629:256, 

24 X Fiche: 30-445. 83/07/19. 0307190228. 


— 9307 1 90233 Affidavit of CT Brandt supporting summary of record re 
weave b downhill welding. Certificate of 8vc end. 

BRANDT. C. T. Texas utilities Generating Co. 83/07/13. 3pp. 
19629:270. 24X Fiche: 30-443. 83/07/15. 8307190228. 


0307200211 Motion for reconsideration of ABLB 830706 memorandum b order 
that thermal stresses within pipe support need not be 
considered in pipe support design. ASME Code.App XVII. not 
con-eldered in order. Certificate of Svc end. 

ELLIS.J. Citizen* Association for Sound Energy. 03/07/15. Atomic 
0af#ty and Licensing Board Panel. 14pp. 19648:103. 24X 

Fich#: 30-443. 83/07/13, 0307200211. 


—0306200593 Annual Financial Rept 1902, 

MARQUARDT. W. C. Texas Electric Service Co. 03/03/31 37pp. 

19016 147. 24X F 1 ch <? : 50-443, 03/06/ 15, 8306280376. 


— 8306280600 Annual Financial Rept 1982 

FARR INGTON, J. Dallas Power b Light Co. 83/06/13. 34pp. 

19016 183. 24X F i c h e : 30-443, 83/06/ 1 5, 8306200376 


— 8306280603 Annual Financial Rept 1982 

CAMPBELL, R. K. Texas Power b Light Co. 03/03/31. 34pp, 

19016:210. 24X Fich e 30-443, 03/06/ 1 3. 0306200376. 


— 03O62BO6O7 Annual Financial Rept 1982. 

BRITTAIN, P. G. , AUSTIN, T. L Texas Utilities Co 83/03/25. 30pp. 

19016.233 24X Fiche; 30-443, 83/06/15, 0306280576. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8307210132 Forwards Amend 41 to FSAR. 

CLEMENTS, G. Fl. Texas Utilities Generating Co 83/07/10. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 19650:232, 

24X Fiche: 30-443,83/07/10,0307210132. 


—8307210161 Amend 41 to FSAR. 

* Texas Utilities Generating Co. 03/07/11. 759pp 19638:234. 

24X Fiche: 30-443, 03/07/18, 8307210132, 


0307260349 Forwards Affidavit of Svc re Amend 41 to FSAR. 

SCHMIDT. HC. Texas Utilities Services, Inc. 03/07/19. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. 4pp. 19734:027. 

24X Fiche: 30-445,83/07/19, 0307260340, 


Q. Inspection reports, IE Bulletins b correspondence 


8307210192 Forwards IE Insp Repts 30-445/83-16 b S0-446/B3-10 an 
B3041i-15.No noncomp licence noted 

MADSEN, G. L. Region 4, Office of Director. B3/06/09. GARY, R. J. 
Texas Utilities Generating Co. 2pp 19665:205. 24X 

Fiche: 30-443, 83/06/09, 0307210192. 


0307230331 Notice canceling 830001-03 hearing by agreement of parties. 
No evidence exists to be heard since witness interviews 
conducted by State of TX did not produce substantial adverse 
evidence re OA program. 

BLOCH. P. B. Atomic Safety and Licensing Board Panel. 03/07/21. Ip. 
19703:243. 24X F ic h e : 30-443, 03/07/21 , 8307230331 . 


—0307210202 IE Insp Repts 30-443/B3-16 * 30-446/03-10 on 030411-15. No 
noncompliance noted. Major areas insp ec t ed ; p lanned radiation 
protection program, ine lud ing onsite & offsite 
organizations, qualifications b experience b training 
CHANEY, HD,, MURRAY, B. , WESTERMAN, T. F. Region 4, Office of 
Director. 83/06/03 34pp. 19663:207. 24X Fiche: 30-445, 83/06/09, 

8307210192. 


0307230336 Forwards original signature page tD util 830713 summary of 
record re weave & downhill weld ing. Re lated correspondence. 

HOR 1 N. U, A. Debevoise & Liberman. HQRIN, W. A. Texas Utilities 
Generating Co. 83/07/2J. 8TUCKY, S W. Docketing b Services Branch. 
Ip. 19703:243. 24X Fi c he : 30-443, 03/07/21 , 8307230336. 


—0307230339 Original signature page to util 030713 summary of record re 
ueavt & downhill welding. 

0RANDT#C.T. Texas Utilities Generating Co. 83/07/13. ip. 
19703:244. 24X Fl Ch e: 30-443, 03/07/21 , 0307230336. 


0307230140 Responds to 830712 ltr.All relevant factors will be 
considered when ASLB decides whether FEMA review is 
important safety Issue. 

BLOCH. P. B, Atomic Safety and Licensing Board Panel. B3/07/23. 
CRUMP. 0. R. Somervell County, TX. 2pp. 19791:308. 24X 

Fich* ! 30-443, 03/07/23, B307280140. 


H. General correspondence 


8307260403 Forwards final response to IE Bulletin 02-04 re Bunker Ramo 
electrical penetrations, Required tests, Insps b evaluations 
complete AH Bunker Ramo termination lugs replaced. 

GARY, R. J. Texas Utilities Generating Co. 03/06/14. COLLINS, J. T. 
Region 4, Office of Director, Bpp. 19733:202. 24X 

Fiche: 30-443, 03/06/14. 8307260403. 


B3D6270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Burry Recirculation Spray Subsystem." Svc list enci. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 0301031. 03/07/11, Consolidated Edison Co. of New 

York, Inc 1 94pp. 19963:293. 24X Fiche: 30-000, 83/07/1 1. 8306270401. 


8307130304 Ac k receipt of 830628 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-443/83-18 b 
30-446/03-12. 

MADSEN, G L. Region 4, Office of Director. 03/07/1 1. GARY, R. J. 
Texas Utilities Generating Co, Ip. 19332: 29B. 24X 

Fiche: 50-443, 03/07/ti, B30713O3O4. 


0307 1 20272 Requeits that BR Clements receive all correspondence 
originating from Region IV b IE Headquar ters. 

GARY. R. J. Texas Utilities Generating Co. 83/06/16. COLLINS, J. T. 
Region 4, Office of Director. Ip. 19424:101. 24X 

Fich*: 30-443. 83/06/16, 8307120272. 


I. Financial information 


—B3O715031I Responds to NRC 830331 ltr re violations noted in IE Insp 
Repts 30-443/83-18 b 30-446/83- 12. Correc t ive actions: spec 
b const installation procedures far mechanical equipment 
revised b reinsp program instituted. 

GARY, R J. Texas Utilities Generating Co. 03/06/28. MADSEN, G. L. 
Region 4, Office of Director. 10pp. 19332299. 24X 

Fiche: 30-445, 83/07/ 1 1 , 8307 1 30304. 


0306200376 Forwards Annual Financial Repts 1902. 

OARYjiR.J. Texas Utilities Generating Co. 83/06/i3, DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. Ip- 19016:090. 24X 

F i c h * : 30-4 4 5, 03 /Q6/ 1 3, 8306280376. 


8306270404 IE Info Notice 83-47, “Failure of Hydraulic 8nubbers as 
Result of Contaminated Hydraulic Fluid. " Svc list enel. 

JORDAN, E. L, Division of Emergency Preparedness b Engineering 
Response (Post 030103). 03/07/12. Consolidated Edison Co. of New 

York, Inc. 141pp. 19363:133. 24X Fi che: 30-000. 03/07/12, 8306270404. 


— 8306280300 Annual Financial Rept 1902. 

PARKER, W. 0. , MCCAQKILL, R. E. Boston Edison Co. 83/06/15. 40pp. 

19016:091. 24X Fiche: 30-443, 03/06/ 1 3, 8306200576 , 


—8306280300 Annual Financial Rept 1982 

MATTHEWS, C. R, Texas Municipal Power Agency, 03/06/15, 16pp. 

1 90 16: 130. 24 X Fiche: 30-443, 83/06/ 1 5, 8306200376, 


8306270406 IE Info Notice 83-40, "Gaseous Effluent Release* of 
Radioactive 1-123 & I-I31 in Excess of NRC Limits. " Svc list 
end. 

TAYLOR, J. K, Division of QA, Safeguards b Inspection Programs (Post 
8301031. 83/07/14, Consolidated Edison Co. of New York, Inc. 

tl4pp, 19715:270, 24X Fiche: 30-000, 03/07/14, 0306270406. 
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S. Reportable occurrence*, LERs 4c related correspondence 


6307260391 Interim deficiency rept re new fuel storage rack*. Initial ly 
reported verbally on 030310. Eva 1 ua t i on will be completed 

CLEMENTS, B R Texas Utilities Generating Co. 83/04/07- MADSEN, G. L. 

Region 4, Office of Director. Ip 19733:168 24X 

Fie he: 30-445, 83/04/07, 0307260391. 


8307130273 Part 21 rept re potential defect in component cooling water 
sys. Initially reported on 830523. Los* of pressure integrity 
of equipment could result in lass of Function of component 
cooling water sys, reducing degree of protection. 

DERIENZO, P. P. Gibbs 4c Hill, Inc. <*ubs of Dravo Corp, ), 83/06/28. 
POTAPOVS, U. Region 4, Office of Director. 4pp. 19338:103. 24X 
F i che : 30-443, 03/06/28, B307 1 30273. 


6307130100 Interim Deficiency Rept SDAR-106 re HVAC hangers fabricated 
at variance ui/d«sign documents. Initially reported on 830301. 
Evaluation continuing w/completion expected by 030001. 

GARY, R.J. Texas Utilities Generating Co. 83/07/04. MADSEN. 0. L. 
Region 4, Office of Director. ip. 19536:126. 24X 

Fiche: 30-443, 83/07/04, B 3 Q 71 S 0100 . 


8307130294 Interim deficiency rept re letdown HX anchors. Initially 
reported on 030306. Anc her bolt* found bound in end of 
slotted holes prohibiting movement. Mounting configuration 
revl s *<$ . 

GARY, R.J. Texas Utilities Generating Co. 03/07/07. MADSEN, G. L. 
Region 4, Office of Director. 2pp, 19332:203. 24X 

Fiche: 30-443. 03/07/07, 8307130294. 


8307220239 Deficiency rapt re bolting matl used for cable 
Structural drawing* specify high strength bolting metis. 
Bolts used were mild steel type. Design change issued. 
Rework performed a* required. 

SPENCE, M. D. Texas Utilities Generating Co. 83/07/12. 
Region 4, Office of Director. 2pp. 19604:211. 24X 

Fiche: 30-443. 83/07/ 12, 8307220259. 


tray clamps. 


MADSEN, 0. L. 


T. Hearing transcripts on non-anti trust matters 


8307010100 Forwards marked-up proposed rev to response to CP/ML rule 
( 10CFR50 34< f ) > re hydrogen control. Amend to be formally 
filed in early Jul 1903. _ „ 

SHERWOOD, G. G. General Electric Co. 83/06/20. E ISENHUT, D. G. 
Division of Licensing. 7pp. 19169:227. 24X Fiche: 30-447, 03/06/20, 

8307010180. 


0307130394 Notification of 030707-08 meetings w/GE 4, BNL in Long 
Island,NY to conduct technical review of GE88AR-1 1 PRA. 

SCALETT1. D. C. standard i lation & Special Project* Branch. 03/07/01. 
THOMAS, C 0. Standard i lati on it Special Projects Branch. 2pp. 
19340:300 24X Fi che: 30-447, 83/07/01, 03071 50394. 


8307110470 Act receipt of ACRS 030613 ltr re completion of review of 
GES9AR-II application for final design approval of BWR/6 
Hark III design. No items remain as outstanding issues. 

SHERWOOD, G, 0. General Electric Co. 03/07/03. THOMAS, C. O. 
Standard! xation & Special Projects Branch. 9pp. 19300:173. 24X 

Fiche: 30-447, 03/07/05, 83071 10470. 


0307230367 Submits summary status of issues being addressed by 
Licensing Review Group II, per 830302 request. Four issues 
require further action prior to NRC t loseout. Post-acc ident 
sampling requires procedural upgrading. , , 

H0LTZ6CHER, D. L. Licensing Review Group II. 03/07/13, 8TEFAN0, J. J, 
Licensing Branch 1. 12pp. 19703:203. 24X Fiche: 30-000, 03/07/13, 

0307230367. 


0307290131 Forwards QESBAR-I I responses to action plan for resolving 
containment design issues, in response to 820010 ltr. 

Affidavit for withholding proprietary info end. Portion* 


withheld. 

SHERWOOD, G. G. Genera 1 
Division of Licensing. 
8307290131. 


Electric Co. 03/07/26. 
86pp. 19013:102. 24X 


EISENHUT, D. 0. 

Fiche: 30-447, 03/07/26, 


E. NRC Safety Evaluation Report <SER). suppls & correspondence 


83O727O10B Forwards Buppl i to 9ER for GESSAR-II (NUREG-0979 > , W/o end, 
THOMAS, C. 0. Standard! xation U Special Projects Branch. 03/07/20. 
SHERWOOD, G. G. General Electric Co. 2pp. 19011:133. 24X 

Fiche: 30-447, 03/07/20, 0307270100. 


8307080002 Transcript of B3070S telephone conference in Bethesda»MD. 
Pp 8,620-8,683. 

« Atomic Safety and Licensing Board Panel. 83/07/03. 63pp. 

19331: 247. 24X Ficfte : 50-443, 83/07/05, 0307080002. 


8307220409 Transcript of 030720 telephone conference in Washington, DC. 
Pp 8,684-8,721. 

* Atomic Safety and Licensing Board Panel 03/07/20. 39pp. 

19685:20 1 24X Fl che ; 50-445, 03/07/20, 0307220409. 


8307290110 Motion for correction to transcript of 030720 ttlcon. 
Certificate of Bvc end. 

HORIN, W. A Texas Utilities Generating Co HORIN, W. A. Debevoi** it 
Liberman. 03/07/27. Atomic Safety and Licensing Board Panel. 

3pp. 19822:153. 24X Fi Ch e: 30-445, 83/07/27, B3072901 10. 


V. Operator Examination* 


0307200504 Forwards evaluation of Rev 1 to licensed operator 
requalification training program, Procedure TRA-201. Chang es 
detailed in end evaluation necessary in order for procedure 
to satisfy 10CFR35, App A, requirements. 

YOUNG B LCQD, B, J. Licensing Branch t 83/07/12. GARY, R.J. Texas 
Utilities Generating Co. 4pp. 19672:082. 24X Fiche. 50-443, 

83/07/12,8307200504. 


DOCKET STN-50-447 GESSAR-239 


A. Appl Uati on/constr uction stage documents & correspondence 


021103014a Forwards "Draft Technical Evaluation Rept on Mark III LOCA- 
Related Hydrodynamic Load Definition, Generic Technical 
Activity B-10. " Evaluation ba*ed on info contained in App 3B 
of GEG3AR-II. Final rupt will be issued by Jan 1903. 

SPEI8.T. P, Assistant: Director for Reactor Safety. 82/10/08. 
PFEFFERLEN, H. General Electric Co. 2pp. 19390:193. 24X 

Fiche: 50-447, 02/10/00. B21 1030140. 


—0304140613 "Draft Technical Evaluation Rept on Mark 111 LdCA-Rt Uted 
Hydrodynamic Load Def ini tlon, Generic Technical Activity 
B-10. " Proposed load definition* acceptable 

a Containment Systems Branch. FIN A-3320. 83/03/31. 119pp. 

19390:197. 24X Fi ch e: 50-447, 02/ 1 0/00, 021 1030140. 


K. utility Final Safety Analysis Report <FSAR> & amend* 


0307230377 Forward* Amend 10 to GES8AR-230, incorporating 030420 ltr 
re post-acc ident monitoring instrumentation, 830613 ltr 
re Question 410.24 of NRC 820813 request for addl info 
summary of measures to avoid stre** corrosion cracking. 

SHERWOOD, G. G. General Electric Co, 03/07/10. EISENHUT, D. G. 
Division of Licensing. 2pp. 19704:^32. 24X Fi che : 80-447, 83/07/ 18, 

0307250377. 


— 0307230302 Amend 10 to GE8SAR-230. 

SHERWOOD, G. 0. General Electric Co. 03/07/18. 86pp. 19704:234. 

24X Fiche: 50-447, 03/07/18, 0307250377. 


Q. Advisory Committee on Reactor Safeguard* report* 4c correspondence 


0307200390 Advise* that ACRS comment* on GE application for final 
design approval for BWR/6 nuclear Island des ign, GES0AR-I I. 
will be included in first SER «uppl,to be issued in 
Jul 1903. 

DENTON, HR. Office of Nuclear Reactor Regulation, Director. 

03 / 07 / 08 . RAY, J. J ACRS - Advisory Committee on Reactor Safeguard*. 
4pp. 19656:324. 24 X Fiche : 30-447, 83/07/08, 8307200390. 


—8306240426 Summer! tes ACRS 270th meeting on 030609-il re GESBAR-I I 
final design ap prova 1 . Ap prova 1 recommended, *ubj to litted 
comment* fc approval of balance-of-p lent design. 

RAY, J, J. ACRS - Advisory Committee on Reactor Safeguard*. 
83/06/13. PALLADINO, N. J. Commissioner*. 8pp. 19656:328. 24X 

Fiche: 50-447, 03/07/00, 0307200390. 


DOCKET STN-50-4S4 BYRON STATION, UNIT 1 

A. Application/construction stage document* 4c correspondence 


8305310033 Summary of 030318 meeting w/ufci 1 , Westinghouse 4t OE in 
Beth esda, MD re Tech Spec requirement* concerning outage 
times for redundant saf ety-related equipment. Viewgraphs 
tnc 1. 

0L6HAN, L. N. Licensing Branch 1. 83/05/19. Licensing Branch 1. 

29pp. 10663:099. 24X F i c h e: 30-454, 83/03/ 19, 03053 10033. 



DOCKETED ITEMS 


830A060070 Generic Ltr B3-22 to all operating reactor licensees, 
■applicants for OLs ft holders of CPs for Westinghouse PWRs 
to safety evaluation of "Emergency Response Guidelines." 

Sv c list encl. 

E I0ENHUT, D. G. Division of Licensing. 83/06/03. Yankee Atomic 

Electric CO- 10pp. 17563:116. 24X Fiche : 50-000. 03/06/03, 

B306060070. 


8306230264 Forwards advance revised pages to FSAR necessary to 
raclassify spent fuel pool liner from safety Category I 
structure to Category II. Info will be incorporated Into 
neit amend to FSAR. 

TRAMM, T, R. Commonwealth Edison Co, S3/O6/20. DENTON. H. R , Office 
of Nuclear Reactor Regulation, Director. 7pp, 19745; 076 24X 

FI Che: 50-000, 63/06/20. 0306230264. 


830720023 1 Notification of 830707 meeting u/technical review committee 
£r> Qethesda, liD to discuss review of D4.D5 ft E steam 
OBnerator mods. 

HOPKINS, J. B. Licensing Branch 4, 03/07/01. ADEN5AM, E. G, Licensing 

Branch 4. 2pp. 17670:254. 24X F i c h e : 50-000, 83 /07/0 1 , 8307200231 . 


0306270377 Generic Ltr 83-26 to all applicants for OLi ft holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list encl. 

EIGENHUT. D. 0 . Division of Licensing. 83/07/05. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Fiche: 50-000, B3/07/05, 8306270397. 


0307060329 Generic Ltr 83-27 to all licensees ft applicants for 
operating power reactors ft holders of CPs for power reactors 
rm lurvell lance intervals In sts. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 03/07/06. Consolidated 
Edison Co. of Neu York, Inc. 16pp. 17667:234. 24X 

Fiche: 50-000, B3/07/06, 8307060327. 


8307120281 Requests addl exemption from Type C testing requirements for 
containment sump isolation valves M0V3I8B11A ft B per 830417 
ltr concerning containment leak rats tea t i ng . Jus t i f i cat 1 on 
provided. 

L_EMTINE< F. G. Commonwealth Edison Co. 83/07/07. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 17424:114. 24X 

Fiche: 50-000, B3/07/07, 8307120281. 


8307130307 Forwards responses to SORT ft pump tt valve operability review 
t*«m audits & responses to addl items discussed at B30513 
meeting w/NRC in BethesdaiMD. 

SWARTZ, E D. Commonwealth Edison Co. 83/07/07. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 14pp. 19466:127. 24X 

Fiche: 50-000, 03/07/07, 8307130307. 


— 0307130313 Procedure X-604, "Qua 1 i f 1 ca t i on Testing of Joy Axivane Fan & 
Railanc* Electric Motor for Class I Svc for Nuclear 
Containment per IEEE 334-1974. " 

E ISSETT, T. A. , HEICLER, J. T. , MURPHY, J. A. Joy Manufacturing Co 
80/03/30. 1107pp. 17466:141. 24X FI C h e : 50-000, 03/07/07, 

8307130309. 


--0307130317 Rev O to "Auditable Link Document for Byron Unit 1." 

PETR0NI8, A. 0. i JELOVICH, J. J. , HAUZE, G. L Commonwealth Edison Co. 
EGAL-CAE ROO. 83/07/07. I7pp. 17467: 168. 24X 

Fiche: 50-000, 03/07/07, 8307130307. 


— 0 3 07130322 Rev 0 to "Environ Qualification of Mechanical Equipment 
for Comm Ed Byron Units 1 ft 2, Braidwood Units 1 & 2 
Component Pacific Safety Injection Pump Model 3-Inch 10 
Stage JHF. » 

ZEGAR, M. J. , WALKER, L, I* Commonwealth Edison Co. EGftT-EQT-204 ROO 
83/06/20. 84pp. 19469:185. 24X F i c he : 50-000, 03/07/07, 

S307 130307. 


— 0307130325 "Byron Pump fit Valve Operability Summary." 

KAMENIC, H , SNIDER, J. M. Westinghouse Electric Corp. CAE-05-01. 
83/06/10. 40pp. 17469:270, 24 X Fiche: 50-000, 83/07/07, 8307130309. 


—0307130328 Vol 1 to "Nuclear Environ Qualification Program on Lead 
Acid Storage Batteries. " 

HlNADEOrR. , JORDAN, H. , K IMBRELL, M. Wy 1 e La b ora tor i es. 446S1-2 
V01. 81/10/27. 200pp. 19469:310. 24X FI c h e : 50-000, 03/07/07, 

0307130309. 


— 0307130330 Vol 2 to "Nuclear Environ Qualification Program on Lead 
Acid Storage Batteries." 

* Wyle Laboratories. 44681-2 V02. 81/10/27. 710pp. 17470:147. 

24X Fiche: 50-000,03/07/07,8307130309. 


—0307130331 "Seismic Simulation Test Rept. " 

PINKERTON, B. , JORDAN, H. . KIMBRELL, M Wyle Laboratories. 44601-1. 
01/05/15, 200pp. 19471 ; 307. 24X Fich e: 50-000, 03/07/07, 

0307130309. 


— 8307130333 "Environ Qualification foT Class IE Lead Acid Storage 
Batteries. " 

HDPEWELL, H. W, DESA I , R. H. Gould, Inc. 03/07/07. lSBpp 
19472: 137, 24K Fiche: 50-000, B3 /07/Q7, 0307 1 30307. 


0307000167 Generic LfcT 83-28 to all licensees of operating reactors, 
applicants for OL ft holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list encl. 
EISENHUT, D. G. Division of Licensing. 83/07/00. Consolidated 
Edison Co. of New York, Inc. 38pp. 17669:269. 24X 

Fiche: 50-000, 03/07/00, 03O7OBO169 


8307260516 Forwards memo describing actions taken to resolve JH Conran 
differing prof opinion re sys interaction (Unresolved Safety 
Issue A-17) ft safety c la s a i f i cat i on. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

Q3/07/1I CONRAN, J. M. Reliability ft Risk Assessment Branch. 2pp, 
19702:241 24X Fiche: 30-000 . 83/07 / l 1 , 83072605 1 6 


— 8306080369 Forwards comments on mgt views ft positions on ays 

Interaction per differing prof opinion, in response to 030418 
& 0305 memos. Excerp fca from Suffolk County 830309 submittal ft 
proposed request for addl info re Oyron/Brai dunod encl. 
CONRAN, J. H. Reliability ft Risk Assessment Branch- 83/03/25. 
RUSSELL, W. T Systematic Evaluation Program Branch. 74pp. 
19783:033. 24X F i c h © : 50-000, 03/07/ I 1 , 8307260516. 


83Q721030D Forwards proprietary "Independent Evaluation of Proposed 
Mods to Westinghouse 04, D5 & DE Steam Generators. " Rept 
withhold (ref 10CFR2. 7901. 

BUTTERFIELD, L. Steam Gen era t o r Owner s Gro up . BUTTERFIELD, L. 
Commonwealth Edison Co. Q3/07/1B, EISENHUT, D. O, Dlvisinn of 
Licensing 3pp. 17664:114. 24X Fiche: 30-000, 83/07/10, 83072 1 0300. 


8307250124 Summary of 830707 meeting w/technical review committee in 
Bathesda, MD ra Model D1/D5/E steam generator mod . Vi etugrap h t 
• nc 1 

HOPKINS, J, B. Licensing Branch 4. 83/07/18. Licensing Branch 4, 

26pp. 17730:132, 24 X F 1 c h e : 50-000, 03/07/ I B, 83072301 24 . 


8307270430 Forwards SER addressing environ qualification program Per 
electrical equipment important to safety ft safety-related 
equ lpment. Ou ts fcand ing Info identified in Sections 3.11.3 ft 
3.11,4 should be provided by B30730. 

YOUNGBLOOD, D. J. Licensing Branch t. 03/07/20. FARRAR, D. L. 
Commonwealth Edison Co. 2pp. 17858:001. 24X F i ch e : 30-4 54, 83/07/20, 

8307290430. 


— 8307290437 SER Identifying outstanding Info in Sections 3.11,3 ft 
3.11.4, "Environ Qualification Program for Electrical 
Equipment Important to Safety ft Safety-Related Mechanical 
Equipment. " 

e Equipment Qualification Branch. 03/07/20. 16pp. 19056:003, 

24 X Fiche: 50-494,03/07/20,8307270430. 


8307290047 Advise* that energy absorbing matl used in pipe whip 
raitraint design not properly qualified far design 
applications used at f ac i ] i ti-cs. Recommended position to 
resolve issue encl. 

YOUNGBLOOD, B. J Licensing Branch I, 03/07/21. FARRAR, D. L. 
Commonwealth Edison Co. J p. 17057:026. 24X Fi c he: 30-000, 03/07/21 , 

8307290047. 


— 8307290072 Trip rept of B30511-12 visit to Region 111 ofc, Byron site 
ft Sargent Sc Lundy Chicago, XL ofc re dos ign, ins ta 1 la tion ft 
testing of pipe restraints using energy absorbing matl. 

TERAO, D Mechanical Engineering Branch 83/03/26. 008NAK, R. J. 

Mechanical Engineering Branch. 4pp. 19657:033. 24X 

Fiche: 50-000, 03/07/21, 8307290047. 


F. Security, medical, emergency ft fire protection plans 


8307220546 Forwards IE Insp Repts. SO-494/B3-27 ft 50-453/83-20 on 
830615. No noncomp 1 lane e noted. 

RARER tELLO, C. J. Region 3, Office of Director. 83/07/00. REED, C. 
Cammonwea 1 th Edison Co. 2pp. 17606:041. 24X Fi che: 30-454, 03/07/00, 

0307220546. 


—8307220553 IE Insp Rapt* 50-434/83-27 ft 50-455/83-20 on 030615. No 
noncamp 1 ian.ee noted. Major areas l nspec ted : emergency medical 
drill, 

GLOERBON, W. , SMITH, M, , AXELSON, W. L, Region 3, Office of Director, 
83/07/07. 0pp. 19606:043. 24X Fiche: 50-454, 83/07/00, 0307220546. 


8307260010 Submits supplemental response to NUREO— 0737, Supp 1 1 (Generic 
Ltr 02-331. Descr iption of parameter selection criteria to be 
submitted by 331231, Human factors ft safety parameter display 
sys verification to be performed w/ver i f ica tion program. 

SWARTZ, E. D. Commonwealth Edison Co. 83/07/20. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. Upp. 19727:177. 24X 

Fiche: 50-000, 03/07/20, 8307260010. 
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©307230347 Forwards review of draft Rev 4 to generic portion of 
generating station emergency plan. Plan deficiencies marked. 

Flow chart for general emergency offsite protective 
decisions encl. 

PAPER IELLD, C. J. Region 3# Office of Director. 03/07/26. REED/ C. 
Commonwealth Edison Co. 10pp. 19709:010, 24X Fiche: 30-000- 

03/07/26/ 8307230347. 


G. Adjudicatory correspondence 


8307030003 Forwards NRC Pres* Release 83-44 re proposed imposition of 
*130/000 in civil penalties for alleged shutdown regulation 
violations. Intervenors will seek to admit pres# release & 
associated insp repts Into evidence. Bvc list encl. 

WHICHER/ J, H. Businessmen for the Public Interest 03/06/29. 

SMITH, I. W. i CALLAHAN, A. D. , COLE, F. Atomic Safety and Licensing Board 
Panel, 4pp. 19192:1 17. 24X FJche: 30-434, 03/06/29, 0307030003 


9307030011 Forwards stipulation re recent fine imposed on util S< 
agreement to delete portions of JH Hughes deposition. 

WHICHER, J. M. Businessmen for the Public Interest. B3/06/29. 

SMITH, I. W. , CALLAHAN, A. D. , C0LE,R.F. Atomic Safety and Licensing 
Board Panel. 2pp. 19192:004. 24X Fiche: 30-434, 83/06/29, B30703001 1. 


— 0307090020 Stipulation on deletion of portions of util witness 
JH Hughes 830519 deposition. 

GOLDBERG, S. C. Hearing Branch 4. MILLER/11. Commonwealth Edison 
Co. WHICHER, J, M. League of Women Voters of Rockford, IL. 
83/03/31. 2pp. 19192:086. 24X Fi che : 30-454, 03/06/29, 8307030011 . 


— 8307090032 Stipulation re recent fine Imposed on util for failure to 
maintain operability of one of two instrument channels in 
trip syt D. 8vc list encl. 

GOLDBERG, S. Hearing Branch 4. BICKER, B. D. Commonwealth Edison 
Co. WHICHER, J. M. league of Women Voters of Rockford, IL. 

63/06/20. 3pp. 19192: OBB. 24X Fiche; 30-494, 83/06/29, 830703001 1 . 


3307030227 Motion to suppl dosed GA/QC record w/lnfo on preopera t Iona 1 
testing. Exhibi t* show evidence of severe deficiencies in 
preoperafcional testing program. Certi ficate of Svc encl, 

WHICHER, J. M. League of Women Voters of Rockford, IL. WHICHER, J. M. 
DeKalb Area Alliance for Responsible Energy. WHICHER, J.M. 

Sinnissippi Alliance for the Environment (SAFE). 83/06/29. Atomic 
Safety and Licensing Board Panel. 39pp. 19199:239. 24X 

Fiche: 30-434, 83/06/29, 0307030227. 


8307060333 Reply to Rockford League of Women Voter* proposed findings 
of fact fit conclusion* of law re ALARA. Certi ficate of Svc 
enc 1. 

MILLER, M.I., HERRIN, M.G. Commonwealth Edison Co. MILLER, M. 1. 

Isham, Lincoln fit Beale. B3/06/30. 16pp. 19234:147. 24X 

Fiche: 30-454/ 63/06/30, 6307060335. 


G 307060375 Proposed findings of fact fit conclusions of law In form of 
supplemental partial initial decision on Class 9 accidents & 
liquid pathway releases. Certificate of Svc encl. 

RAWSON, R.J. Hearing Branch 3. 83/07/01. 96pp. 19236:122. 24X 

Fiche: 30-434, 83/07/01, 0307060373. 


8307060400 Memorandum ft order directing NRC to present evidence on 
cited portion of Region III testimony re ongoing NRC insp* fi» 
investigations. NRC fails to discuss why protective 
procedures Inapplicable. 

SMITH, I.W. Atomic Safety and Licensing Board Panel. 83/07/01. 
Office of the Executive Legal Director. 4pp. 19234:294. 24X 

Fiche: 30-434, 03/07/01, 8307060400. 


0307070207 Proposed findings of fact fit conclusions of law re Class 9 
acc idents. Certi ficate of 8vc encl. 

GALLO. J., HERRIN, M. G, Commonwealth Edison Co. GALLO, J. Isham, 
Lincoln fit Beale. 83/07/01. 33pp. 19269: 106. 24X 

Fiche: 30-434, 03/07/01 , 6307070207. 


0307070209 Proposed findings of fact i> conclusions of law re liquid 
pathway h Class 9 acc Idents. Certi ficate of Svc encl. 

THOMAS, D, C. League of Women Voters of Rockford, IL. 83/07/01. 
23pp. 19269:200. 24X Flc h e: 50-434, 83/07/01 , 8307070209. 


©307110097 Proposed findings of fact fit conclusions of law re steam 
generator tube integrity. 

* League of Women Voters of Rockford, IL. 03/07/01. Atomic 
Safety and Licensing Board Panel. 107pp. 19373:144. 24X 

Fiche: 30-434, 03/07/01, 0307110037. 


8307000480 Present* Info proving Hughes allegations intimately 
connected w/noncompUance noted in IE Insp Rept 
30-434/82-03, Item 19 re rein«p program. 

WHICHER, J.M. Businessmen for the Public Interest. 83/07/03. 

SMITH, I. W , COLE, R.F^j CALLAHAN, A. D. Atomic Safety and Licensing 
Board Panel. 6pp. 19346: 328. 24X Fiche: 30-434, 83/07/03, 03O7OBO4B0. 


0307110324 Memorandum * order modifying fit clarifying scope of A8LB 
830721 order re evidentiary presentation on Region III IE 
Jntp Repts 50-434/B2-05 Item 19 fi, 30-4S5/B2-04 Item 19. 

SMITH. I.W. Atomic Safety and Licensing Board Panel. 03/07/07. 3pp. 
193B1 : 203. 24X Fi C h e : 30-434, 83/07/07, 8307U0324. 


8307 120578 Advises of agreement between t n tervenor s , NRC fit util re 
Inclusion, tn evidentiary record, of portions of J Hughes 
830926 ASLB-tup ervised d epos i fc 1 on. Svc list encl. 

WHICHER, J.M. Businessmen for the Public Interest. WHICHER, J. M. 
League of Women Voters of Rockford, IL. WHICHER, J.M. Sinnissippi 
Alliance for the Environment (SAFE). 83/07/07. SMITH, I. W. , 
COLEiR.F. , CALLAHAN, A. D. Atomic Safety and Licensing Board Panel. 
3pp. 19432:161. 24X Fi che : 30-434, 03/07/07, 0307120370. 


8307110031 Motion to extend, until G30803, f i 1 ing of proposed findings 
of fact fi, conclusions of law on OA/OC i ssues, Contention 1A. 

Counsel workload heavy. Certif icate of Svc encl. 

YOUNG, M. A. Hearing Branch 4. 03 / 07 / 08 . Atomic Safety and 

Licensing Board Panel. 4pp. 19375:247. 24X Fiche: 30-434, 83/07/00, 

0307110031. 


8307120066 Nutice of appeal of fit list of exceptions to AQLB 830701 
memorandum It order requiring NRC to present testimony at 
830009 hearing on allegations re electrical contractor GA 
program, noted In ongoing investigation. W/Certi ficate of Svc, 

YOUNG, M. A. Hearing Branch 4. B3/Q7/0B. Atomic Safety and 

Licensing Appeal Panel. 7pp. 19423:107. 24X Fi c h e : 30-434, 03/07/00, 

8307120066. 


0307120072 Motion for directed certification of ABLB 830701 ruling 
requiring NRC to present testimony on It to produce documents 
re allegations noted in ongoing insp fi< investigations of 
contractor GA program. Certi f Icate of Svc encl. 

YOUNG, M. A., GOLDBERG, S. C. Hearing Branch 4. 83/07/08. Atomic 

Safety and Licensing Appeal Panel. 27pp, 19423:119. 24X 

Fiche: 30-434, B3/07/08, 8307120072. 


8307140433 Motion to extend, until B30303, time for filing proposed 
findings of fact fit conclusions of law on GA/GC issues, 

Contention 1A. Counsel workload heavy. Motion granted on 
830708 by ABLB. 

YOUNG, M. A. Hearing Branch 4. 03/07/08. Atomic Safety and 

Licensing Board Panel. 2pp. 19321:230. 24X Fiche: 50-454, 03/07/08, 

0307140433. 


B307130070 Order directing filing, by S30719, of responses to NRC B3070B 
motion for directed certification of ABLB 630701 order. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. 83/07/11. 
Ip. 19463:361. 24X Fiche: 30-434,83/07/11,8307130070. 


S307130233 Application for stay of ASLB 030701 memorandum 6 order, 
pending ABLAB decision on NRC appeal fit motion for dirocted 
certif ication. Ob jects to providing testimony re allegations 
until investigation compl ete. Certi ficate of Svc encl. 

YOUNG, M. A. Hearing Branch 4. B3/07/11. Atomic Safety and 

Licensing Board Panel. 1 1pp. 19507:313. 24X Fiche: 50-434, B3/07/U, 

0307130233. 


0307130280 Forwards amended Certificate of Svc to NRC 830708 motion 
for directed certification fit notice of appeal fit list of 
exceptions to ASLB 830701 memorandum fit order . Amend ed Page 13 
to directed c ertif i cation motion,also encl. 

YOUNG, M.A. Hearing Branch 4. 83/07/11. EILPERIN, 8. F. , GOTCHY, ft. L. , 

KOHL, C. N. Atomic Safety and Licensing Appeal Panel. Ip. 19308:203. 
24X Fiche: 30-454, 63/07/ 11 , 8307130200. 


—0307130284 Amended Certificate of Svc to NRC 830708 notice of appeal U 
list of exceptions to ASLB 830701 memorandum fit order. 

* NRC - No Detailed Affiliation Given. 83/07/11. Atomic Safety 
and Licensing Appeal Panel. 2pp. 19508:204. 24X 

Fiche: 30-434, 03/07/11, 8307130200. 


—8307130290 Amended Certificate of Svc fit Page 13 to NRC B3070B motion 
for directed certification. 

# NRC - No Detailed Affiliation Given. 83/07/11. Atomic Safety 
and Licensing Appeal Panel. 3pp. 19300:206. 24X 

Fiche; 50-454, 03/07/U, 8307130280. 


8307130234 Forward* Page 51 to NRC 830701 proposed finding* on Class 9 
accidents fit liquid pathways, inadvertently omitted from 
B30701 filing. 

RAWSON, R.J. Hearing Branch 3. 83/07/12. SMITH, J. W. , COLE, R. F. » 

CALLIHANi A. D. Atomic 9afety and Licensing Board Panel. Ip. 
19507:337. 24X Fiche: 50-454, 83/07/12, 8307130254. 


— 8307130260 Page 51 to NRC 830701 proposed findings on Class 9 accidents 
fit liquid pathways, inadvertently omitted from 830701 filing, 
a NRC - No Detailed Affiliation Given. 83/07/12. Ip. 19307:330. 
24X Fiche: 30-434, 83/07/12, 0307130234. 
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0307 J 30107 Memorandum announcing appointment of author to task force 
exploring procedures re cooperation w/Qfc of Investigations 
in licensing h ear i ng s. Fu ture meetings will tie limited to 
general principles of info transfer & protection. 

SMITH* I. W. Atomic Safety and Licensing Board Panel 83/07/12, ip. 
19531:067. 24X F i c h e : SO-454* 83/07/ 12, 03071 301 07. 


B307200201 Forwards util 830603 deficiency rept re Westinghouse Model 
DS-4 16 reactor trip breaker* for info. New & redesigned 
undervoltage attachments in all DS-416 switchgear will be 
installed it tested before fuel load. Related correspondence. 

BLOOM* J. 0. I sham. Lincoln «* Beale. 03/07/12. SMITH* I. W , 

COLE* R. F. * CALLIHAN* A- D. Atomic Safety and Licensing Board Panel. 
3pp. 19631:139. 24X Fiche: 30-454* 03/07/12, 0307200201. 


8307190122 Opposition to intervenor motion to suppl GA/GC record re 
preoperational tes t i ng . Mo t i on deals w/matters tangential & 
immaterial to QA issues. Car t i fi cate of 8vc end. 

MILLER* M. I . Commonwealth Edison Co. MILLER, M. I. Isham, Lincoln it 
Beale. 63/07/13. Atomic Safety and Licensing Board Panel. 27pp. 
19634:337. 24X F i c h « ; 30-434* B3/07/ 13, B307 1 90122. 


8307190293 Memorandum it order ruling on admissibility of J Hughes 
testimony. 

SMITH, I. W. Atomic Safety and Licensing Board Panel. 83/07/14. 6pp. 
19332:197. 24X F lehe: 30-434, 03/07/ 1 4. 03071 30293. 


0307130302 Forwards Congressional Subcommittee on Oversight t, 
Investigations 030617 memo, cited in NRC 030700 motion for 
directed certification. 

YOUNG. M. A. Hearing Branch 4. 03/07/14. ROSENTHAL, A. S. * KOHL, C, N. , 

GQTCHY, R, L. Atomic Safety and Licensing Appeal Panel. 40pp. 
19332:247. 24X FiChe: 30-434* 83/07/14. 0307150302. 


8307190111 Memorandum of 030713 oral motion for extension until 830726 
to file reply findings to Rockford League of Women Voters 
proposed findings of fact it conclusions of law re steam 
generator tube integr 1 ty . Car ti f icate of Svc end. 

GQLDFEIN* M. R. Commonwea 1 th Ed i s on Co GOLDFE IN, MR. Isham* Lincoln 

it Beale. 03/07/14. 4pp. 19634:282. 24X F i c h o : 30-454* 83/07/14, 

8307190111. 


8307210211 Forwards response to NRC motion for directed certification, 
GALLO, J. Isham* Lincoln h Beale. GALLO* J. Commonwealth Edison Co, 
03/07/19 ROSENTHAL, A. S. . KOHL. C. N , GDTCHV. R. L, Atomic Safety and 
Licensing Appeal Panel. Ip 19666:336. 24X Fiche: 30-434, 03/07/19, 

0307210211. 


— 0307210217 Response supporting NRC 930700 motion for directed 
certification of issue of disclosure of detailed Info re 
allegations subj to ongoing insps h invest igations. Not ices 
of appearance t Certificate of Svc one 1 . 

OALLO. J. * FI TZO I BOONS, R. , STYLES, L C. Commonwealth Edison Co. 
03/07/19. Atomic Safety and Licensing Appeal Panel. 39pp. 
19666:337. 24X Fi ch e : 50-434. 03/07/ 1 9* 030721 0211 


8307220334 Motion for leave to file amicus curiae brief re NRC refusal 
to provide info re allegations which are subj of ongoing 
invest igations. Govt Accountability Project has substantial 
experience w/Region III. 

DEVINE. T. , GARDE. D Government Accountability Project. 03/07/19. 
Atomic Safety and Licensing Appeal Panel. 3pp. 19673:301, 24X 

Fiche: 30-434* 93/07/19, 0307220334. 


— ‘0307220333 Amicus curiae brief re NRC refusal to provide info re 
allegations which are subj of ongoing invest igations. NRC has 
no valid legal excuse to withhold evidence in dispute. NRC 
violated legal duty to disclose inf o. W/Certi f I cate of Svc. 
DEVINE,!.* GARDE, □. P. Government Accountability Project. 
83/07/19. Atomic Safety and Licensing Appeal Panel. 22pp. 
1967 3:306. 24X F i c he: 30-454* 03/07/ 1 9* 8307220334. 


8307220340 Advises of error on Page 26 of applicant 030719 response to 
NRC motion for directed certification. 

STYLES, L. C. Isham. Lincoln It Beale. STYLES*L.C Commonwealth 
Edison Co. 03/07/20. ROSENTHAL, A. S. , KOHL* C. N , GOTCHY, R. L. Atomic 
Safety and Licensing Appeal Panel. Ip. 19673:300, 24X 

Fiche: 30-434, 83/07/20* 3307220348 


8307220361 Memorandum 8* order reminding counsel h. parties of 
confidentiality of certain info in J Hughes deposition. 

SMITH* I. W. Atomic Safety and Licensing Board Panel, 83/07/20. Ip. 
19673:233. 24X Fiche: 30-454, 83/07/20, B307220361 


8307190126 Reply to Dekalb Area Alliance for Responsible Energy/ 
Sinnissippi Alliance for Environ «* Rockford League of Women 
Voters finding* of fact it conclusions of law re emergency 
p lanning. Certi f lcate of Svc encl. 

BIELAW9KI* A. P. * COPELAND* V. G, Commonwea 1 t h Edison Co. 

8IELAWSKI, A. P. Isham* Lincoln it Beale. 03/07/13. 19pp. 19633:230. 

24 X Fiche: 30-434, 83/07/15* 0307190126. 


8307260239 Revised findings oP fact & opinion on Rockford League of 
Women Voters Contention 22 i DeKalb Area Alliance for 
Responsible Ener g y /Si nn i ss i p p i Alliance for Environ 
Contention 91 c >. Cert i f i cate of Svc encl. 

* League of Women Voters of Rockford* 1L * DeKalb Area Alliance 
for Responsible Energy * Sinnissippi Alliance for the Environment 
(SAFE). 83/07/20. 47pp. 19727:040. 24X F t c h e : 50-434, 83/07/20, 

0307260238. 


8307200087 Forwards NRC reply to Rockford League of Women Voters 
proposed findings of fact & conclusions of law ro liquid 
pathway St Class 9 accidents. 

RAWSONiR.J. Hearing Branch 4. 83/07/10 SMITH, I W. , COLE* R. F. * 

CALLIHAN, A. D. Atomic Safety and Licensing Board Panel, lp. 
19647:163. 24X FI c h e : 30-434* 83/07/ 1 8* 8307200087 


— 8307200093 Reply to Rockford League of Women Voters proposed findings 
of fact it conclusion* Of law re liquid pathway h Class 9 
accidents. Certificate of Svc encl. 

RAWSON, R.J. Hearing Branch 4. 03/07/10. 9pp. 17647:164. 24X 

Fiche: 30-434. 03/07/10, 0307200007. 


0307200109 Response opposing Joint Intervenor* 030629 motion to suppl 
OA/OC record re preoperational test i ng. Def i c i enc i es do not 
raise significant safety i ssue. Li kel i hood that different 
record on Contention 1A will be developed minimal. 

YOUNO* M. A. Hearing Branch 4. 83/07/18. Atomic Safety and 

Licensing Board Panel. 6pp. 19647:032, 24X Fi ch e 50-434* 03/07/18, 

8307200109. 


—8307200116 Affidavit of WL Forney re safety significance of 
noncompliances in insp repts attached to Joint Intcrvenors 
830629 motion to suppl GA/GC record re preoperational 
testing. Prof qualifications encl, 

FORNEY* W. L. Region 3, Office of Director. 03/07/13. 6pp. 
19647:038. 24X Fiche: 30-454* 83/07/18, 0307200109 


8307210236 Response apposing Rockford League af Women Voters proposed 
findings af fact U conclusions of law re liquid pathway. 

Proposed finding* misstate record. Cert 1 f i cat* of Svc encl, 

GALLO, J.* FUR8E* M. C. Commonwealth Edison Co. GALLO, J.' Isham* 
Lincoln fc Beale, 03/07/10. Qpp. 19664: 184. 24X 

Fiche: 50-434, 03/07/10* B307210236, 


0307220417 Response opposing NRC motion for directed certification of 
ASLB 830621 it 0701 orders directing NRC to provide info. No 
valid reason presented to allow NRC to refuse to provide 
info. Certi flcate of Svc end. 

WHICHER, J. M. League of Women Voters of Rockford* IL. WHICHER, J. M. 
DeKalb Area Alliance for Responsible Energy. WHICHER, J. M. 

Sinnissippi Alliance for the Environment (SAFE). 03/07/18. Atomic 
Safety and Licensing Appeal Panel. 23pp. 19607:240. 24X 

Fiche: 30-434, 03/07/10, 0307220417. 


83O726O20B Response opposing NRC B30711 application for stay of 
effectiveness of 030621 & 0701 orders re withholding 
evidence Requisite showing to support stay not established. 
Certificate of 5vc encl. 

WHICHER, J. M. DeKalb Area Alliance for Responsible Energy. 

WHICHER* J, M. Whicher, J. M. 83/07/21 Atomic Safety and Licensing 

Board Panel. 3pp. 19736:200. 24X Fiche; 50-454, 03/07/21 , 0307260200. 


0307260309 Forwardi revised findings of fact & opinion on Rockford 
League of Women Voters Contention 22 t* DeKalb Area Alliance 
for Responsible Ehorgy/Sinntssippi Alliance for Environ 
Contention 9 re steam genera tor s, W/o ends 

JOHNSON* B. League of Women Voters of Rockford, IL. 83/07/21. 

SMITH, I. W. * COLE, R, F. * CALL IHAN, A. D. Atomic Safety and Licensing 
Board Panel. Ip. 17726:292. 24X Fi c h e : 50-434, 33/07/21 . 0307260309. 


0307260425 Response supporting intervenor motion to suppl GA/QC record 
on preoperational testing* per 830721 tolcon GA/GC concerns 
arise out of entire scope of Region III insps t< cannot be 
separated from preoperational testing. 

WHICHER. J. M. League of Women Voters of Rockford* IL. WHICHER* J. M. 
DeKalb Area Alliance for Responsible Energy. WHICHER. J. M. Whicher* 
J. M. 83/07/21. Atomic Safety and Licensing Board Panel. 6pp. 
19734:033 24 X Fiche : 50-494* 03/07/21* 8307260423. 


6307230363 Response opposing NRC application for stay of ABLE B30701 
memorandum & order* memor tallying 030629 it 30 conference call 
rulings NRC showing of irreparable harm insufficient. 

Certificate of Bvc encl. 

GALLO* J . FITZGIDBDNS* R. Commonwealth Edison Co, GALLO, J. Isham, 
Lincoln it Beale. 03/07/22 Atomic Safety and Licensing Board 
Panel. 9pp. 19703:355. 24X Fiche: 50-434. 93/07/22, 8307250363. 


0307260042 Response to Govt Accountability Project 830719 motion to 
file amicus curiae brief, NRC does not object despite doubts 
about brief value to decisional process, NRC categorically 
rejects validity of Project reason J ng, W/Certi f lcate of Svc. 

GOLDBERG* S, C. Hearing Branch 4. 03/07/22. Atomic Safety and 

Licensing Appeal Panel. 6pp. 19727:343 24X Fi che' 50-434, 83/07/22, 

8307260042. 
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8307260310 Response opposing Govt Accountad i 1 i ty Project motion for 
leave to -file amicus curiae brief re NRC 030708 
certification mot i on. Pro jec t interest ill-founded & 
arguments immaterial Certificate of Svc end 

GALLO, J. Commonwealth Edison Co. GALLO.*/ I sham, Lincoln fc Oeale, 
83/07/22. Atomic Safety and Licensing Appeal Panel 4pp 
19726:077. 24X F i ch e : 50-454 , 83/07/22, 63072603 1 0 


8307200204 IE Insp Rept 50-454/83-24 on 030505-061 0. No noncomp i la ne e 
noted Ma jor areas i nsp e c te d ■ pr eopera t i ona 1 test procedures! 
performance of preoperational testing b review of 
preoperati onal testing GA, 

REYES, LA., RING, M. A., CHQULES, N. C , Region 3i Office of Director. 
83/07/05 6pp. 19640:003. 24X Fi c he' 30-454, 83/07/05/ 8307200200. 


8307280232 Memorandum b order denying NRC 930711 motion for stay of 
A8LD 83070) memorandum b order re evidentiary hearing on 
Region Iff b Ofc of Investigation i nvas tiga tlons of Hatfield 
Electric GA program. 

SMITH, 1. W. Atomic Safety and Licensing Board Panel. 83/07/26. 
Office o-F the Executive Legal Director. !3pp 19794 148 24X 

Fiche: 50-454, 83/07/26. 93 07280 232 


0307290102 Forwards reply to Rockford League of Women Voters proposed 
findings of fact b conclusions of law re steam generator 
tube integrity. 

GOLDFE IN, M. R. fsham, Lincoln b Beale G0LDF6IN, M. R Commonwealth 
Edison Co 63/07/26. SrtlTM. 1 . U. , COLE, R , F. , CAL LI HAN, A, 0. Atomic 
Safety and Licensing Board Panel, lp. 19820:336 24X 

F i c ha: 50-434. 83/07/26, 8307290 102 


— 8307290105 Reply opposing Rockford League of Women Voters proposed 
findings of fact l< conclusions of law re steam generator 
tube 1 nt egr i ty . Cer t i f i ca t « o f 8vc enc 1 . 

GALLO, J,, GQLDFEIfL M. R. Commonwealth Edison Co. GALLO. J. Isham, 
Lincoln & Beale. 83/07/26. 20pp. 19920:337. 24X 

Fiche: 50-454,83/07/26. 0307290102. 


83072B0154 Me/norand urn b Order ALAB-735 denying b dismissing NRC motion 
for directed certi f ication U appeal, respectively re ABLE 
830701 memorandum b OTder reopening record on GA issues. NRC 
may file motion for reconsideration. 

SHOEMAKER. C, J. Atomic Safety and Licensing Ap peal Panel. 03/07/27. 

Office of the Executive Legal Director. I2pp 19792:047 24X 

Fiche : 30-454, 83/07/27. B307280154. 


G. Inspection reports, IE Bulletins & correspondence 


8307110139 Ack receipt of 630627 1 fcr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-454/83-16. 

LITTLErW. S Region 3, Office of Director. 03/07/06. REED, C. 
Commonwealth Edison Co. lp. 19377:200. 24X Fi che : 50-454, 03/07/06. 

8307110139. 


■8307110146 Responds to NRC 030531 Itr re violations noted in IE Insp 
Rept 30-454/03-16, Corroc t ive ac t i ons : i nter im lead auditor 
concept discontinued 8, request submitted to AS/IE/ANSI 
requesting other provisions be provided in std. 

FARRAR, D. L. Commonwealth Edison Co. 03/06/27. KEPPLER, J. 0. 

Region 3, Office of Director. 3pp. 19377-201 24X 

Fiche : 50-454, 83/07/06, 83071 10139. 


8307180016 Forwards IE Insp Repts 50-454/93-28 50-455/83-21 on 

830621-23 b 29. No n oncomp 1 i anc e noted. 

PAPER IELLO. C. J. Region 3, Office of Director, 83/07/07, REED. C. 

Commonwealth Edison Co, 2pp. 19360:284. 24X Flch e ; 50-454, B3/07/07. 

0307180016. 


830718001 B IE Insp Rep Is 50-454/83-28 b 50-435/83-21 on 830621-23 & 29. 
No noncomp I lane « noted. Major areas Inspected: environ 
protection, revi ew of chemistry $< radiochemistry program 8< 
procedures t, review of actions on previous open items. 

0ESTMANN, M. J. f SCHUMACHER, M. C. Region 3, Office of Director. 

83/07/06. 6pp, 19560:206. K4X F i c he : 50-454, 83/07/07, B3O710OO 1 6. 


0307220546 Forwards IE Insp Repts 50-454/83-27 it 30-455/03-20 on 
8306 i 3 No non c omp 1 i anc e noted. 

PAPEftfELLO, c« J, Region 3, Office of Director. 83/07/08. REED, C, 

Edi4 ° n Co - 19686:041. 24X Fi che: 50-434, 83/07/00, 


8307000009 Forwards IE Imp Repts 50-454/83-20 £c 30-455/83-17 on 
830503-04 i, 09-12 b notice of violation. 

SPES8ARD, R, L. Region 3. Office of Director. 83/06/22 REED, C 
Commonwealth Edison Co. 2pp. 19331:224. 24X Fiche: 50-454 , 03/06/22, 

8307080009. 


insp Kept* 30-454/03-27 It 50-455/03-20 Oh 830615. No 
notuorop 1 ianc e noted. Major areas inspected: emergency medical 
drill. 

, SMITH, M. , AXELS ON. W. L. Region 3, Office of Director. 
83/07/07. 8pp. 19606:043. 24X Ftc he : 30-454, 03/07/08, 0307220346. 


■0307080012 Notice of violation from insp on 030503-04 b 09-12. 
8PESSARD, R. L. Region 3, Office of Director 83/06/22 4pp 
19351:226. 24X Fi c he : 50-454, 83/06/22, 93Q70B0009 


-0307080014 IE Insp Repts 50-434/83-20 b 50-455/03-17 on 830503-04 St 
09-12. Noncompl iance noted : Inadequate GC for whip restraint 
i-nstallat ion, inadequate audit of site whip restraint 
activities b lack of adequate prevention for snubber damage 
YIN, I. T. i DANIELSON, D. H. Region 3, Office of Director 03/06/22, 
11pp. 19351:230. 24X Fiche: 50-454 , 03/06/22, 83070Q0009, 


6306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation SpTay Subsystem.'" Svc list end. 

JORDAN, E. L. Division of Emergency Prcparednen b Engineering 
Raspome <Post 8301031. 03/07/11. Consolidated Edison Co. of New 

York/ Inc. I54pp, 19563:293. 24X Fiche: 50-000, 83/07/11, 8306270401. 


0306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. ,r Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 0301031, 83/07/12. Consolidated Edison Co of New 

YctIc, Inc, 141pp. 19563:153, 24X Fi ch « : 50-000, 83/07/ 12, 8306270404 . 


8307100003 Forwards IE Insp Repts 30-454/83-26 b 50-455/83-19 on 
830607-10. No noncompliance noted. 

KRDP.R.C, Region 3, Office of Director. 83/06/28. REEDi C. 
Commonwealth Edison Co. 2pp. 20078:271. 24X Ft che : 50-454, 03/06/28, 

8307160003. 


'0307180007 IE Insp Repts 50-454/83-26 b 50-433/83-19 on 830607-10. No 
noncompliance noted. Major areas i nsp ec ted : status of reinsp 
program b status of program far key contractors per IE 
Insp Repts 50-454/82-05 & 50-455/82-05 

HAYES, D. W„ , HINDS, J. M. , KNOP.R, C. Region 3, Office of Director. 
83/06/2 7. 1 6pp. 20078:273. 24X Fi c h a : 50-454 , 93/06/2B, 0307 1 80003. 


8307140071 Forwards IE Insp Rapt 50-454/03-25 on 830607-10 No 
noncomp 1 iance noted. 

LlTTLEtM. S, Region 3, Office of Director. 83/07/01. REED, C. 

th Edlaoh Co S PP 19514:076, 24 X Fi c he : 50-454, 03/07/01 , 


—0307140074 IE Insp Rept 50-454/83-25 on 630607-10. No no ncomp 1 1 anc e 
noted. 11a |or areas J rvspec ted: observe t ion of electrical 
component b instrument component work activities b review of 
records. 

MENDEZ, R. , WILLIAMS, C. C. Region 3, Office of Director. 83/06/30. 
Bpp. 19584:078. 24X Fi c ha : 50-454, 03/07/01 , 0307 1 4007 1 . 


8307200200 Forwards IE Insp Rept 50-454/83-24 on 030505-0610 No 
noncompl i ance noted, 

STREETER. -J.F. Region 3, Office of Director. 83/07/05. REED, C 
5SUJ2KJS* * Edl *‘ m Co * 2 PP‘ 19648:001 24X FI ch e : 50-4 34, 83/07/03, 


8307190145 Ack receipt of 830506 Ifcr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-454/B3-09 b 
30-453/83-07. 

NORELlUSrC. E. Division of Project & Resident Programs. 83/07/13. 
REED, C. Commonwealth Edison Co. 2pp, 19636:177. 24X 

F i c h e : 50-454, 83/07 / 1 3 , 8307 1 90i 4 5 . 


— 8307190147 Responds to NRC 830404 Hr re violation* noted in IE Into 
Repts 50-454/83-09 b SO-435/B3-07. C orr e c t i ve ac t i ons : Leve 1 
III QA manager appointed on 830324 t< all contractors 
requested to notify util of changes in QC inspectors. 

FARRAR. D. L. Commonwealth Edison Co. 63/03/06. KEPPLERrJ. O, 
Region 3, Office of Director. 10pp. 19636:179 24X 

Fiche: 50-434, 83/07/13,8307190145- 


8306270406 IE Info Notice B3-4S, "Gaseous Effluent Releases of 
Radioactive 1-125 h 3-131 m Excess of NRC Limits." Svc list 
end. 


TAYLOR , J. M. Division of OA, Safeguards «c Inspection Programs (Post 
030103). 03/07/14. Consolidated Edison Co. of New York, Inc 

114pp. 19715:270. 24X Fi Che: 50-000, 03/07/14, 8306270406. 


8306270415 Board Notification 83-097: forwards draft SALP rept for 
Jan-Dec 1902 £t ufcil 030712 response. 

NOVAK, T. M. Assistant Director for Licensing. 83/07/22. Atomic 
Safety and Licensing Board Panel. 3pp, 19767:043. 24X 

Fiche: 50-454, 03/07/22, 83062704 1 5, 


— 83072704 53 Forwards preliminary SALP rept for Jan-Dee 1902, for 
review prior to 830613 meeting to discuss observations b 
f 1 nd lng s. 

HIND, J. A. Division of Radiological b Materials Safety Programs 
83/06/08. REED, C. Commonwealth Edison Co. 52pp. 19767' 046 

Fiche: 50-434, 03/07/22, 8306270415. 


24 X 
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'8307270454 Forwards comments on 8ALP rept based on discussion at 030613 
public meeting, Evalua t ion d i s tressing, s i nee NRC prepared 
testimony in licensing proceedings stating that util had 
implemented acceptable QA program. 

STIEDE.W. L. Commonweal th Edison Co 03/07/12. KEPPLER, J. G, 

Region 3, Office of Director. 23pp. 19767: 073. 24X 

Fiche: 50-454, 03/07/32, 0306270415 


0307280084 Confirms 030726 mg t meeting in Chicago, IL to discuss 
licensee regulatory performance k communication problems 
between NRC & util, per 0307 1 5 discussion. 

NQRELIUS, C. E. Division of Project & Resident Programs. 33/07/22. 
REED i C . Commonwealth Edison Co 2pp. 19791 169. 24X 

Fi che: 50-000, 83/07/22, 8307200004. 


'8307280102 Confirms request fur NRC fc util senior mgt meeting on 83 0726 
in Chicago< IL to discuss licensee regulatory performance 6 
relationship ui/NRC. 

REED, C . Commonwealth Edison Co. 83/07/lt. DAVIS* B, A. Region 3* 
Office of Director. Ip 19791 171. 24X Fi ch e : 50-000, 03/07/22, 

0307200084. 


8. Reportable occurrences* LERs L related correspondence 


0307100099 RO; on 030630, during insp of spent Fuel, rack* five propane 
gas cylinders found in ipent fuel pool area, Caused by 
personnel error , Cy 1 inders will be stored outside fuel 
handling bldg. Signs re combustible m a 1 1 will be posted 
GUERlOiR.E. * CHOMACKE. A. C. Commonweal th Edison Co. 83/07/0B. 
KEPPLER, J. 0. Region 3, Office of Director, 2pp. 19337:003, 24X 

Flch*: 30-454* 03/07/00* B3Q7180Q99 


8307200201 Forwards util 030603 deficiency rept re Wes t i nghouse Model 
DB-416 reactor trip breaker* for info. Now redesigned 
undervoltage attachments in all DS-416 switchgear will be 
installed & tested before fuel load. Related correspondence. 

BLOOM* J. G. Isham* Lincoln & Beale. 03/07/12. SMITH, I. W- * 

COLE, R. F. * CALLIHAN* A. D. Atomic Safety and Licensing Board Panel. 
5pp. 19651:139. 24X Fiche: 50-434* 03/07/12, 0307200201 


8307220446 Part 21 rept re possible discrepancy in variable springs in 
turnbuckle Sc top plate assemblies bolt inter fac q. No recorded 
failures or complaints registered against s ub j prorfue ts . En c 1 
lilt of springs identified for Comm Ed only. 

LITKA, T, J. Elcen Metal Products Co. 03/07/15 KEPPLER* J, 0. Region 
3, Office of Director. 26pp. 19606:006. 24X Fi c h e : 50-000, 83/07/ 1 5, 

0307220446. 


0307230432 Interim deficiency rept re excess carbon content In spring 
hangers supplied by Elcen Metal Products Initially reported 
on 030617. Approx 40 hangers at each site being evaluated. 

Final rept expected within 90 days. 

TRAMM* T, R. Commonwealth Edison Co, 03/07/18. KEPPLEFl, J. G, Region 
3, Office of Director. 2pp, 19703:168 24X Fiche: 30-000* 03/07/18* 

0307230432. 


V. Operator Examinations 


8307130303 Dally highlights memo on results of written exam 
administered to cold license cand 1 date s. Next written exam 
scheduled for uk of 031027. 

OLSHAN, L. N. Licensing Branch 1. 03/07/07 DENTON, HR., CASE,E. 

Office of Nuclear Reactor Regulation* Director. E1SENHUT, D. 
Division of Licensing. Ip. 19511:362. 24X Fiche: 50-4 34, 83/07/07, 

8307130303. 


DOCKET 8TN- 50-453 DVR ON STATION, UNIT 2 


A. App 1 i cation/construct i on stage documents 4* correspondence 


8303310033 Summary of 030310 meeting w/u t i 1 * Wes t i ng hous e U GE in 
Bethesda*MD re Tech Spec requirements concerning outage 
times for redundant safety-related equipment- Vieuigraph* 
end. 

OLSHAN/L. N. Licensing Branch t. 03/09/19. Licensing Branch 1. 
29pp. 18663:079. 24X F lche : 50-434* 03/03/19* 0309310033. 


8304060070 Generic Lfcr 83-22 to all operating reactor licensees* 
applicants for OLs 8< holders of CPs for West inghnuse PWRs 
re safety evaluation of “Emergency Response Guideline* M 
Bvc list end. 

EISENHUT, D. G. Division of Licensing 03/06/03. Yankee Atomic 
Electric Co, 10pp. 19363:116. 24X Fi che: 30-000, 03/06/03. 

83 06 060070. 


0306230264 Forwards advance revised pages to FSAR necessary to 
reclassify spent fuel pool liner from safety Category I 
structure to Category II. Info will be incorporated Into 
next amend to F8AR. 

TRAMMiT. R. Commonwealth Edison Co. 83/06/30, DENTON, K R, Office 
of Nuclear Reactor Regulation .Director, 7pp 10745:076. 24X 

F i c h e : 50-000, 03/06/20* 030623026 4 . 


8307200331 Notification of 830707 meeting w/technicaL review committee 
in Bethesdo.MD to discuss r&vieu of D4, D3 V E steam 
generator mods. 

HOPKINS, J. B. Licensing Branch 4 03/07/01. A0EN5AM, E G. Licensing 

Branch 4. 2pp. 19670 234. 24 X Fi ch e : 50-000, B3/07/01 . B3072Q023J . 


9306270397 Generic Ltr 03-26 to all applicants for QLs L holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc List end. 

EISENHUT* D. G. Division of Licensing 83/07/05. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317 24X 

Fiche: 50-000, 83/07/05, 6306270377. 


&307O60329 Generic Ltr 83-27 to all licensees h applicant* for 
operating power reactors & holders of CP* for power reactors 
re surveillance intervals in STS. Svc list end. 

EISENHUT, D. G. Division of Licensing. 03/07/06. Consolidated 
Edison Co. aP New York. Inc. 16pp. 19669 234. 24 X 

Fiche: 30-000* 03/07/06, 8307060329. 


6307120281 Request* addl exemption from Type C testing requirements for 
containment sump isolation valves M0VSIB811A V B per 030419 
Ht concerning containment leak rate testing. Vust if i cati an 
provided 

LENTINE* F G. Commonwealth Edison Co. 83/07/07 DENTON* H, R Office 
of Nuclear Reactor Regulation, Director. 2pp 19424:114. 24X 

Fiche: 50-000, B3/07/07, 03O712O2B1. 


8307130309 Forward* responses to SORT <* pump it valve operability review 
team audits responses to adtfl items discusged at 630913 
meeting w/NRC in Be t ho*d a < MD , 

SWARTZ, ED. Commonwealth Edison Co. B3/07/07, DENTON, H. R. Office 
□ f Nuclear Reactor Regulation, Director. 14pp. 19446:127. 24X 

Fiche: 50-000, B3/07/0 7. 0307130309. 


— 0307130322 Rev 0 fca ''Environ Gua 1 i f ication of Mechanical Equipment 
for Comm Ed Byron Units 1 it 2* Draidwood Units 1 & 2 
Component Pacific Safety Injection Pump Model 3-Inch 10 
Stage VHP « 

ZEGAR.MJ, WALKER, L. 1 . Commonwealth Edison Co. GG&T-EQT-204 ROD. 

63/06/20. 84 p p , 19469:185 24X Fiche: 50-000* B3/07/07* 

0307130309, 


— 0307130325 “Byron Pump L Valve Operability Summary " 

KAMENIC, M- , SN I DER* J. M- Wes t inghouse El ectr ic Corp CAE-05-GI. 
83/06/10 40pp. 19469:270 24X F i c he : 30-000, 03/07/07 , 0307130309 


— 0307130333 “Environ Qualification for Class IE Lead Acid Storage 
Battsrios. " 

HOPEWELL, R. W* DE5A I * R, H, Gould, Inc. 83/07/07. !09pp 

19472:137. 24X Fi t h e : 50-000, 83/07/07. 83071 30309. 


8307000169 Generic Ltr B3-20 to all licensees of operating reactors* 
applicants for OL It holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list end, 
EISENHUT, D O. Division of Licensing. 03/07/08. Consolidated 
Edison Co of New York. Inc. 30pp 19669:269. 24X 

Fiche: 50-000* 03/07/00* 8307080)69. 


8307260316 Forwards memo describing action* taken to resolve JH Conran 
differing pmf opinion re sys interaction (Unresolved Safety 
Issue A-17> safety c lass 1 f ication. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
83/07/11. CONRAN* J. H, Reliability If Risk Assessment Branch. 2pp. 
19782:24 1. 24X F i c h e : 50-000* 03/07/ 1 1 , 83072605 1 6. 


— 83Q6080369 Forwards comments on mgt views &t position* on sys 

interaction per differing prof opinion, in response to 830410 
itt 0505 memos Excerp t* from Suffolk County 930509 submittal !< 
proposed request For add) Info re Byron/Bra t dwood enci. 
CONRAN* J H. Reliability fcRisk Assessment Branch. 83/03/25 
RUSSELL, W. T. Systematic Evaluation Program Branch. 74pp 
19703:033. 24X Fich e: 50 - 000. 03/07/11, 0307260516. 


8307230124 Summary of B3D707 meeting w/technical review committee in 
Oethesda.MD re Model 04/D5/E steam generator mod Vlewgraphs 

6J1C 1. 

HOPKINS, J □ Licensing Dranch 4. 83/07/10 Licensing Branch 4. 

26pp. 19738:132 24X Fi ch e : 50-000, 03/07/ IQ, 83072501 24. 


8307290430 Forwards SER addressing environ qualification program for 
electrical equipment important to safety & saf ety-related 
equipment. Outs tandi ng Info identified in Sections 3.11.3 % 

3.11.4 should be provided by 830930. 

YOUNGBLOOD* B J. Licensing Dranch I. 03/07/20. FARRAR, D. L. 
Commonwealth Edison Co 2pp. 19850 001. 24X F l c h e - 50-43 4* 83/07/20, 

8307290430. 
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— 8307290437 SER identify i ng outstanding info in Sections 3. 1 1 3 & 

3 11. 4, “Environ Qualification Program for Electrical 
Equipment important to Safety & Safety-Related Mechanical 
Equi pment. Jl 

* Equipment Qualification Branch. 83/0 7/20. 16pp. 17858:003. 

24X Ft che : 30-454. 03/07/20. B307290430. 


0307060375 Proposed findings of fact fc conclusions 
supplemental partial initial decision on Class 7 
liquid pathway rulsiuo*. Certificate of Svc encl. 
RAWSON.R.J. Hearing Branch 3. 83/07/01. 96pp. 

Fich a: 30-434. 93/07/01 . 0307060375. 


of law in form of 
accidents fc 

19236: 122. 24X 


8307270047 Advises that energy absorbing matl used in pipe whip 
restraint design not properly qualified for design 
applications used at fac ! 1 it i e-s. ftec omimendetJ position to 
resolve issue end.. 

YOUNGBLOOD* 0 J Licensing Branch 1. 83/07/21. FARRAR. D. L. 

Commonwealth Edison Co. Ip. 19037:026 24X F i che : 30-000, 83/07/21 , 

8307290047. 


6307060400 Memorandum U order directing NRC to present evidence on 
Cited portion of Region III testimony re ongoing NRC Insps 6 
invest igations. NRC falls to discuss why protective 
procedures inapplicable. 

SMITH. l.W. Atomic Safety and Licensing Board Panel. 83/07/01. 
Office of the Executive Leg*l Director. 4pp. 19234:274. 24X 

Fich e: 30-454. 83/07/01 , 8307060400 


— 8307290072 Trip rept of 830311-12 visit to Region III ofc. Byron site 
U Sargent & Lundy Chicago. !L ofc re d esi gn, inttal latlon S, 
testing of pipe restraints using energy absorbing matl 
TERAO, D. Mechanical Engineering Branch. 83/03/26 BDQNAK. R J. 
Mechanical Engineering Branch. 4pp. 19837 033. 24X 

Fiche: 50-000, 83/07/21 , 830729004 7. 


F. Security, medical., emergency k fire protection plans 


B 307220546 Forwards IE Insp Rejts 30-454/83-27 «c 50-435/83-20 on 
830615. No noncompliance noted. 

PAPER IELL0, C. J, Region 3, Office of Director. 83/07/08. REED. C. 
Commonwealth Edison Co. 2pp, 19686:041. 24X Fi c he : 50-4 54. 83/07/08, 

8307220346. 


8307 2600 1 B Submits supplemental response to NUREG-0737, Supp 1 1 (Generic 
Ltr 82-33V Descrip t ion of parameter selection criteria to be 
submitted by 931231. Human factors & safety parameter display 
ays verification to be performed u/ver i f icatlon program, 

SWARTZ. ED. Commonwealth Edison Co. 83/07/20. DENTON, H. R. Office 
of Nuclear Reactor Regulation. Director. 2pp. 19727:177, 24X 

Fichu: 30-000. 93/07/20. 8307260010 


8307070207 Proposed findings of fact U conclusions of law re Class 7 
acc i den ts, Cer ti f i ca te of Svc encl- 

GALLO, J. . HERRIN, M. Q. Commonwealth Edison Co. GALLO, J. I sham. 
Lincoln t Beale. 83/07/01. 53pp. 19267:106- 24X 

Fiche: 30-454. 93/07/01, 8307070207. 


8307070209 Proposed findings of fact & conclusions of law ru liquid 
pathway 4: Class 9 ac c td un t b , C ur t i f i cat e of Svc encl. 

THOMAS. D, C. League of Women Voters of Rockford, IL. 83/07/01. 
23pp. 19269:200. 24X Fi ch e : 50-454, 83/07/01, 8307070209. 


6307110057 Proposed findings of fact U conclusions of law re steam 
generator tube integrity. 

* League of Women Voters of Rockford. IL. 03/07/01. Atomic 
Safety and Licensing Board Panel. 107pp. 17375:144. 24X 

Flthe: 50-434, 83/07/01, 8307110057. 


830708048B Presents info proving Hughes allegations intimately 
connected w/nonc amp 1 1 anc e noted in IE Insp Rept 
50-4 54/02-03, f ten 19 re relnsp program. 

WHICHER. J. M. Businessmen for the Public Interest. B3/07/05. 

SMITH, l.W. , COLE. R. F. » CALLAHAN. A. D. Atomic Safety and Licensing 
Board Panel. 6pp. 17346:320. 24X Fi c he: 30-4 54. 93/07/05, 0307080488. 


8307290347 Forwards review of draft Rev 4 to generic portion of 
generating station emergency plan. Plan deficiencies marked. 

Flow chart ft)T general emergency offsite protective 
decisions encl. 

PAPER IELLO, C. J. Region 3, Office of Director. 83/07/26- REED, C- 
Commonwealth Edison Ca. IQpp. 19797:018 24X Fi che: 50-000* 

03/07/26,0307200347 


G, Adjudicatory correspondence 


8307030003 Forwards NRC Press Release 83-44 re proposed imposition of 
9190,000 in civil penalties for alleged shutdown regulation 
violations. Intervenors will seek to admit press release 6 
associated insp rupti into- evidence. Svc list encl, 

WHICHER. 0. M. Businessmen for the Public Interest. 83/06/27. 

SMITH, I. W. , CALLAHAN, A. D. , COLE, F. Atomic Safety and Licensing Board 
panel. 4pp, 19192: 117, 24X Ficha : 30-454, 83/06/29, 8307050003. 


&30705001I Forward* stipulation re recent fine imposed on util & 
agreement to delete portions of JH Hughes deposition. 

WHICHER. J. fi. Businessmen for the Public Interest. 03/06/27, 

SMITH, I. W, CALLAHAN, A. D- , COLE, R F Atomic Safety and Licensing 
Board Panel. 2pp. 17192:004. 24X Fichs : 50-454, 83/06/29. 0307030011 . 


— 8307-050020 Stipulation on deletion of portions of util witness 
JH Hughes 830519 deposition. 

GOLDBERG, S. C. Hearing Branch 4 MILLER, M, Commonwealth Edison 
Co. WHICHER. J. M. League of Women Voters of Rockford, IL. 

03/03/31. 2pp. 19192:086. 24X F i che : 50-454. 83/06/27, 830703001 1 . 


--0307050032 Stipu J atlon re recent fine Imposed on util for failure to 
maintain operability of one of two instrument channels in 
trip sys B. Svc list encl. 

GOLDBERG, 9. Hearing Branch 4. BICKER, B. D. Commonwealth Edison 
Co. WHICHER. J. M. League of Women Voters of Rockford, IL. 

03/06/20, 3p f . 19192:088. 24X F 1 ehe : 50-434, 83/06/2?, 030705001 1 . 


0307110324 Memorandum U order modifying k clarifying scope of ASLB 
030721 order re evidentiary presentation on Region III IE 
Insp Rep t s 30-454/02-05 Item 19 «< 50-455/82-04 Item 19. 

SMITH, I. W Atomic Safety and Licensing Board Panel. 03/07/07. 3pp. 
19381:283, 24X Fich u: 30-454, 03/07/07, 03O7UO324. 


9307120570 Advises of agreement between interveners, NRC & util re 
inc 1 utlom, in evidentiary record, of portion* of J Hughes 
830326 ASLQ- super vi * ed d ep os i t i en, Svc list oncl, 

WHICHER. J. M. Businessmen for the Public Interest. WHICHER, J. M. 
League of Women Voters of Rockford, IL. WHICHER. -J. M. Sinnitsippi 
Alliance for the Environment (SAFE ) . 83/07/07. SMITH, I. W. , 

COLE i R. F. i CALLAHAN, A D. Atomic Safety and Licensing Board Panel. 
5pp. 19432:161. 24 X Fi c h e : 50-434. 83/07/07, B307 12057a, 


9307110051 Motion to ex tend, unti l 930a05,fiUng of proposed findings 
of fact 6 conclusions of law op QA/QC i ssu e s , C ont ent i on 1 A. 

Counsel workload h eavy. C e rt i f ica ts of Svc encl. 

YOUNG, M, A. Hearing Branch 4. 03/07/06, Atomic Safety and 

Licensing Board Panel, 4pp. 19375:247. 24X F kc h u r 50-454, 83/07/08, 

8307110031. 


8307120066 Notice of appeal of h list of exceptions to ASLB 030701 
memorandum 6 order requiring NRC to present testimony at 
030809 hearing on allegation* re electrical contractor QA 
prog ram, noted in ongoing invest i gat i on. W/Cert i f tcate of Svc. 

YOUNG, M. A, Hearing Branch 4. 83/07/06. Atomic Safety and 

Licensing Appeal Panel. 7pp. 19423: J07. 24* Fi die: 30-454, 83/07/08, 

030712006 6. 


0307120072 Motion for directed certification of ASLB 030701 ruling 
requiring NRC to present testimony on & to produce documents 
re allegations noted In ongoing insp & Investigations of 
contractor QA program. Certl f i ca to of Svc encl. 

YOUNG, M. A, - GOLDBERG, S. C. Hearing Branch 4 B3/07/0B, Atomic 

Safety and Licensing Appeal Panel. 27pp. 19423:115. 24X 

Fiche: 50-454, 53/07/00, 0307120072. 


B3Q7050-227 Motion to suppl closed QA/OC record w/info on preop era t Iona 1 
test Ing. Exh i b it* show evidence of severe deficiencies in 
preoperatt onal testing program. Certi 1 1 ca te of 8vc encl. 

WHICHER, J.M. League of Women Voters of Rockford. IL. WHICHER, J. M. 
DeKalb Area Alliance for Responsible Energy. WHICHER. J.M 
Sinnisslppl Alliance for the Environment <8AF£). 03/06/29, Atomic 

Safety and Licensing Board Panel. 39pp. 59199:239, 24X 

Fiche: 50-4 54, 83 /06 /29. 8307050227 . 


0307140433 Motion to extend, until 830305, time for filing proposed 
findings of fact & conclusions of law on GA/GC Issues, 

Contention 1A. Counsel workload heavy. Motion granted on 
830709 by ASLB. 

YOUNG i M, A. Hearing Branch A. 83/07/06 Atomic Safety and 
Licensing Hoard Panel. 2pp. 19521:250 24X Fiche: 50-434,83/07/08, 

8307140433. 


B307060355 Reply to Rock 
of fact k conclusions 
enc 1 . 

KILLER, M, I., HERR IN, H. 
Isham, Lincoln 3< Deale 
Fiche; 50-434, 03/06/30. 


ford League of Women Voters proposed findings 
of law re ALARA, Cert if i cate of Svc 


0. Commonwealth Edison -Co, MILLER, M. I. 

03/06/30. 16pp. 19234:147. 24X 

8307060355. 


03071300/0 Order directing filing, by 030719. of responses- to 
motion for directed certification of ASLB 830701 order. 
SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel, 
ip. 19465:361. 24X Fiche: 50-454, 93/07/11, 0307130070, 


NRC 830708 
83/07/11. 
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B307130233 Application for stay of ASLB 830701 memorandum b. order, 
pending ASLAB decision on NRC appeal b motion for directed 
c*r ttf Icat ion. Qb jetts to providing testimony re allegations 
until Investigation comp lete. Cert i fi cate of Svc end. 

YOUNG, M. A. Hearing Branch 4. 83/07/11 Atomic Safety and 

Licensing Board Panel. 11pp. 17307:313. 24X Fic he; 50-434. 03/07/ 1 1 , 

8307130233. 


B30713D2B0 Forwards amended Certificate of Svc to NRC B30708 motion 
for directed certification $c notice of appea 1 it list of 
exceptions to ASL0 830701 memorandum b order , Amend ed Page IS 
to directed certification motion. aUo end 

YOUNG, M, A- Hearing Branch 4. S3/07/1I. EILPERIN,8 F GDTCHY. R. L. » 

KDHL.C.N. Atomic Safety and Licensing Appeal Panel. Ip. 17508:203. 
24 X Flche: 30-434. 03/07/1 1. 0307130280. 


■0307130284 Amended Certificate of Svc to NRC 030708 notice of appeal 6c 
list of exceptions to ASLB 630701 -memorandum & order. 

• NRC - No Detailed Affiliation Given. 83/07/11. Atomic Safety 
and Licensing Appeal Panel. 2pp. 19300:204 24X 

Flche: 30-434, 03/07/11. 8307130200. 


8307130270 Amended Certificate of Svc U Page 13 to NRC 030700 motion 

for directed certification. 

* NRC - No Detailed Affiliation Given. 03/07/11 Atomic Safety 

and Licensing Appeal Panel. 3pp. 19508:206 24X 

Flche: 50-434i 03/07/11, 0307130280. 


6307130234 Forwards Page 31 to NRC 830701 proposed findings on Class 7 
accidents & liquid pathways, inadvertently omitted from 
030701 filing. 

RAU60N, R.J. Hearing Branch 3. 03/07/12. SMITH, J. W. , COLE, R. F. , 

CALL I HAN, A. D. Atomic Safety and Licensing Board Panel lp. 
19507:337. 24X Fi c h e: 30-494. 03/07/ 12, 8307 1 30234. 


— -8307130260 Page 51 to NRC 830701 proposed findings on Class 9 accidents 
it liquid pathway «# inadvertent ly omitted from 830701 filing. 

# NRC - No Detailed Affiliation Given. 03/07/12 lp. 17507:330. 
5?4X Fiche: 30-454, 03/07/12, 0307130254. 


6307130187 Memorandum announcing appointment of author to task force 
exploring procedures re cooperation w/Ofc of -Inves tl gat ions 
in licensing hearings. Future meetings will he limited to 
general principles of info transfer & protection 

SMITH# I. W. Atomic Safety and Licensing Board Panel. 83/07/12 lp. 
19331:067. 24X F i c he : 50-454, 83/07/ 12, 03071 301B7. 


6307200201 Forward* util B3G603 deficiency rept re Meetinghouse Model 
D9-416 reactor trip breaker, for info. New 8. redesigned 
undervoltage attachments in all DS-416 switchgear will be 
Installed it tested before fuel load Related correspondence. 
BLOQK.J.G. I sham, Lincoln b Beale. 83/07/12 SMITH. I W. , 

COLE, R. F. , CALL1HAN# A. 0. Atomic Safety and Licensing Board Panel. 
3pp. 17631:139. 24X Fiche: 30-f3.4, 03/07/12, 0307200201. 


6307190122 Opposition to intervenor motion to suppl QA/QC record re 
preoperatlonal test ing. Motion deals ui/matters tangential $. 
Immaterial to QA 1 tsuet. Certl f icate of Svc encl. 

MILLER. M. I. Commonwealth Edison Co. MILLER, M. 1 Icham, Lincoln it 
Beale. 03/07/13. Atomic Safety and Licensing Board Panel. 27pp 
19634:337. 24X Fiche: 50-434, 03/07/ 13, 8307190122 


8307150273 Memorandum it order ruling on admissibility of J Hughes 
testimony. 

SMITH, I. W, Atomic Safety and Licensing Board Panel. 03/07/14. 6pp. 
17532: 177. 24X Fiche: 30-434, 83/07/14, 03071 30273. 


8307130302 Forwards Congressional Subcommittee on Oversight it 
Investigation* 830617 memo, cited in NRC 030708 motion for 
directed certification. 

YOUNO.M. A. Hearing Branch 4. B3/07/14. ROSENTHAL, A. S. , KOHL, C. N. . 

GQTCHY, R. L. Atomic Safety and Licensing Appeal Panel. 40pp 
17332:247. 24X Fiche: 30-434, 83/07/14, 8307130302. 


03071701 1 1 Memorandum of 830713 oral motion for extension until 030726 
to file reply finding* to Rockford League of Women Voters 
proposed findings of fact & conclusions of law re steam 
generator tube integr i ty . Cer ti f 1 cate of Svc encl. 

GQLDFEIN, M. R. Commonwealth Edison Co. GQLDFEIN.MR. Isham, Lincoln 
L Baal*. 03/07/14. 4pp. 17634:202 24X Fi ch e : 30-454 , 03/07/ 1 4, 

0307170111. 


0307170126 Reply to Dekalb Area Alliance for Responsible Energy/ 
Binnisiippi Alliance for Environ & Rockford League of Women 
Votar* findings of fact L conclusions of law re emergency 
planr ing. Certi f icate of Svc encl. 

BIELAWSKI, A. P. , COPELAND, V. 0. Commonwealth Edison Co. 

BIELAWSKI, A. P. Isham, Lincoln U Beale. 83/07/15. 19pp. 19633:230. 

24X Flche: 30-434, 03/07/15. 0307170126. 


0307200087 Forwards NRC reply to Rockford League of Women Voters 
proposed findings of Fact b conclusions oF law re liquid 
pathway b Class 9 accidents. 

RAMSON, R. J Hearing Branch 4 03/07/18 SMITH, I. U., COLE, R .F. , 

CALL I HAN. AD. Atomic Safety and Licensing Board Panel. lp. 

1964 7 :163 24X F i c h e : 50-454, 03/07/ 1G. 0307200007 


— 8307200093 Reply to Rockford League of Women Voters proposed Findings 
of fact it conclusion* of law re liquid pathway b Class 9 
ac c tdents. Certi f i ca te of Svc encl 

RAWSQN.R J. Hearing Branch 4. 03/07/18 9pp 17647:164 24X 

Fiche: 50-454, B3/07/18, 8307200007 


8307200107 Response opposing Joint Intervenor* 830629 motion to suppl 
GA/QC record re pre op e ra fc i ona 1 test ing . Def ic i enc ies do not 
raise significant safety issue. 1. ike Ik hood that different 
record on Contention 1A will be developed minimal. 

YOUNG, M A Hearing Branch 4 03/07/10 Atomic Safety and 

Licensing Board Panel. 6pp. 19647:052. 24X F i c he : 50-454, 03/07/ 1 B, 

8307200109. 


— B3O72O0116 Affidavit of WL Forney re safety significance of 
non comp 1 i an c es in insp rept* attached to Joint InteTvenoTS 
830629 motion to suppl QA/QC record re pr cop erat i ona 1 
testing Prof qualifications encl 

FORNEY, W. L. Region 3, Office of Director. 83/07/15. 6pp. 
19647: 03B. 24X Fiche: 30-454 , 03/07/ 1 0, 0307200 1 07 


0307210236 Response opposing Rockford League of Women Voters proposed 
findings of fact b conclusions of law re liquid pathway. 

Proposed findings misstate record Certificate of Svc encl. 

GALLO, J. . FUR8E, M. C . Commonwea 1 th Ed i son Co GALLO. J Isham, 

Lincoln b Beale 03/07/18 Bpp. 17664:184 24X 

Fiche: 30-454, 83/07/ 10. 8307210236. 


8307220417 Response opposing NRC motion for directed certification off 
ASLB 830621 it 0701 orders directing NRC to provide info No 
valid reason presented to allow NRC to refuse to provide 
info. Carti f icate of Svc encl. 

WHICHER, J. M, League of Women Voters of Rockford. IL. MHECHER, J. M 
DoKalb Area Alliance for Responsible Energy. WHICHER, J M 
Sinntssippl Alliance for the Environment (SAFE). 83/07/10 Atomic 
Safety and Licensing Appeal Panel 23pp. 19687:240. 24X 

Fiche: 50-454, 03/07/10, 8307220417. 


8307210211 Forwards response to NRC motion for directed certification 
GALLO, J r 5harr> Lincoln b Beale GALLO, J Commo-nwea 1 th Edison Co, 

83/07/19 ROSENTHAL, A S. , KOHL , C N. . GQTCHY, R L. Atomic Safety and 
Licensing Appeal Panel. lp. 19666:356 24X Fich e: 30-454, 83/07/17, 

B30721021 1 


— 8307210217 Response supporting NRC 030700 motion for directed 
certification of Issue of disclosure of detailed info re 
allegations sub j to ongoing insps l* invest! gations. Notices 
of appearance & Certificate of Svc encl. 

GALLO, J. , FITZGIBBONS, R. , STYLES. L. C. Commonwealth Edison Co. 
83/07/19. Atomic Safety and Licensing Appeal Panel. 39pp. 
19666:337. 24X F J ch e : 50-454. 83/07/ 1 9, 03072 1021 1 . 


03 0 7220 354 Motion for leave to file amicus curiae brief re NRC refusal 
to provide info re allegation* which are subj of ongoing 
i nve*t igat i ons. Govt Accountability Project has substantial 
experience w/Region III. 

DEVINE, T. , GARDE, B. Go vernmen t Ac c ountab i l i ty Pro jec t. 03/07/19. 
Atomic Safety and Licensing Appeal Panel. 3pp. 19673:301. 24X 

Fichu: 30-454. B3/07/I9. 0307220334. 


— '8307220355 Amicus curiae brief re NRC refusal to provide info re 
allegations which are sudj of ongoing i nve st 1 ga t i uns. NRC has 
no valid legal excuse to withhold evidence in dispute. NRC 
violated legal duty to disclose inf n. M/Cer ti f ica te of Svt. 
DEVINE, T. , GARDE, O P. Government Accountability Project. 
83/07/19, Atomic Safety and Licensing Appeal Panel 22pp 
19675:306, 24X Flche: 30-454 , 83/07/19. 8307220334. 


8307220340 Advises of error on Page 26 of applicant 830719 response to 
NRC motion Pot directed certification 

STYLES, L.C. Isham, Li nco In b Beale STYLES, L. C. Commonwealth 
Edison Co. 03/07/20. RDBENTHAL, A. S. , KOHL. C. N. , GQTCHY, R L, Atomic 
Safety and Licensing Appeal Panel ip 19675:300. 24X 

Fiche; 50-454, 83/07/20, 0307220340. 


8307220361 Memorandum & order reminding counsel t* parties of 
confidentiality of certain info in J Hughes deposition. 

SMITH, I, M Atomic Safety and Licensing Board Panel. 03/07/20. lp 
17673:233. 24X Fic he: 50-454. 83/07/20, B307220361 
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DOCKETED ITEMS 


8307260258 Revised findings of fact fr opinion an Rockford League of 
Women Voters Contention 22 & DeKalb Area Alliance for 
Responsible Ener g y /Si nni ss i pp i Alliance for Environ 
Contention 9 < c ) . Cer 1 1 f l ca t e of Svc end. 

* League of Women Voters of Rockford- IL * DeKalb Area Alliance 
for Responsible Energy. * Sinnlssippi Alliance for the Environment 
< SAFE) . 83/07/20. 47pp. 19727:040 24X Fiche : 30-454, B3/07/20. 

0307260250. 


Q Inspection reports. IE Bulletins & correspondence 


8307000009 Forwards IE Insp Repts 30-454/83-20 & 50-433/63-17 an 
830503-04 «< 09-12 it notice of violation. 

SPESSARD, R. L. Region 3. Office of Director. 03/06/22. REED, C. 
Commonwealth Edison Co. 2pp. 19331:224. 24X Fi c h e : 30-434, 83/06/22, 

0307080009. 


8307260288 Response opposing NRC 830711 application for stag of 
effectiveness of 830621 6 0701 orders re withholding 
evi (fence. Requi site showing to support stay not established. 
Certificate of Svc end. 

WHICHER, J. M. DeKalb Area Alliance for Responsible Energy. 

WHICHER, J M. Whicher. J. M 83/07/21. Atomic Safety and Licensing 
Board Panel 3pp. 19726 200. 24X Fiche: 50-454, 83/07/21, 0307260208 


0307260309 Forwards revised findings of fact & opinion on Rockford 
League of Women Voters Contention 22 & DeKalb Area Alliance 
for Responsible Energy /Si nn 1 ss i p p i Alliance for Environ 
Contention 9 re steam generators. W/o ends 

JOHNSON, B. League of Women Voters of Rockford, IL. 03/07/21. 

SMITH, 1. W. , COLE, R.F. , CALLIHAN, A. D Atomic Safety and Licensing 
Board Panel. ip. 19726:292, 24X Fiche: 50-454, 03/07/21, 0307260309. 


8307260423 Response supporting intervenor motion to suppl GA/GC record 
on preoperati oral testing, per 830721 telcon. QA/GC concerns 
arise out of entire scope of Region III lnsps fc cannot be 
separated from preopera tiona 1 testing. 

WHICHER, J.M. League of Women Voters of Rockford, IL. WHICHER, J. H 
DeKalb Area Alliance for Responsible Energy WHICHER, J. M. Whicher, 
J. M. 03/07/21. Atomic Safety and Licensing Board Panel. 6pp. 
19734:033. 24X F i c h e: 90-454, 03/07/21 , 8307260423 


— 0307060012 Notice of violation from insp on 030503-04 & 09-12. 
SPESSARD, R. L. Region 3, Office of Director. 83/06/22. 4pp. 
19331:226. 24X Fi the: 30-454, 03/06/22, 8307000009. 


— 0307080014 IE Insp Repts 50-454/03-20 it 50-455/83-17 on 030303-04 fc 
09-1 2 None omp 1 lane e noted : i nad squa t e GC for Whip restraint 
installation, inadequate audit of site whip restraint 
activities U lack of adequate prevention for snubber damage. 

YIN, I.T. , DANIELSON, D. H. Region 3. Office Of Director. 93/06>/22. 
llpp 19331:230. 24X F i ch e : 30-434, B3/06/22, 0307080009. 


8307100003 Forwards IE Insp Repts 50-454/03-26 * 50-453/83-19 on 
030607-10, No noncomp liance noted 

KNQP , R. C, Region 3, Office of Director. B3/06/2B. REED, C, 
Commonwealth Edison Co, 2pp. 20078:271. 24X Fi che: 50-434, 83/06/20, 

8307100003. 


0307 180007 IE Insp Repts 50-454/03-26 50-455/83-19 on 030607-10. No 

noncompliance noted. Major areas inspected: status of relmp 
program it status of program for key contractors per IE 
Insp Repts 30-454/02-03 t, 50-455/82-05. 

HAYES, D. W, , HINDS, J. M, , KNQP, R, C. Region 3, Office of Director. 
03/06/27. 16pp. 20078:273. 24X Fi c he : 50-454, 83/06/29, 0307180003. 


0307230365 Response opposing NRC application for stay nf ASLB 030701 
memorandum I, ord er, memor 1 a 1 i i i ng 830629 it 30 conference call 
rulings. NRC showing of irreparable harm insufficient. 

Certificate of Svc end. 

GALLO, J. , FITZGIBBQNS, R. Commonwealth Edison Co, GALLO, J. Isham, 
Lincoln h Beale 83/07/22. Atomic Safety and Licensing Board 
panel. 9pp. 19703:335. 24X Fiche : 30-454, 83/07/22, 0307250365. 


8307260042 Response to Govt Accountability Project 030719 motion to 
file amicus curiae brief. NRC does not object despite doubts 
about brief value to decisional process. NRC categorically 
rejects validity of Project reasoning. W/Cert i ficate of Svc. 

GOLDBERG, S. C. Hearing Branch 4. 83/07/22 Atomic Safety and 

Licensing Appeal Panel 6pp. 19727:345. 24X Fiche: 30-434, 83/07/22, 

0307260042. 


8307260310 Response opposing Govt Accountability Project motion for 
leave to file amicus curiae brief re NRC 030708 
certification motion. Project interest ill-founded & 
arguments immater i a 1 . Cer ti f i c a te of Svc end. 

GALLO, J. Commonwealth Edison Co GALLO, J. Isham, Lincoln it Beale. 
83/07/22. Atomic Safety and Licensing Appeal Panel. 4pp. 
19726:077. 24X F i e he: 50-434, 83/07/22, 8307260310 


8307280232 Memorandum U order denying NRC 830711 motion for stay of 
A8L9 030701 memorandum it order re evidentiary hearing on 
Region III I, Ofc of Investigation investigations of Hatfield 
Electric GA program. 

SMITH, l.W. Atomic Safety and Licensing Board Panel. 83/07/26, 
□ffie* of the Executive Legal Director. 13pp 19794’ 14a 24x 
Fiche: 30-454, 03/07/26, 0307260232. 


0307180016 Forwards IE Insp Repts 50-454/83-20 it 90-459/83-21 on 
830621-23 it 29. No noncompliance noted, 

PAPER IELLO, C. J, Region 3, Office of Director. 03/07/07. REED, C, 
Commonwealth Edison Co. 2pp, 19960:284. 24X F i c h e : 50-454, 03/07 /07, 

8307100016. 


— 0307180010 IE Insp Repts 30-454/83-28 4- 50-435/83-21 on 030621-23 it 29. 
No noncompliance noted. Major areas inspected: environ 
protec t i on, r ev 1 ew of chemistry & radiochemistry program & 
procedures it review of actions on previous open items. 

OESTMANN, M, J, , SCHUMACHER, M. C . Region 3, Office of Director. 

83/07/06. 6pp, 19360:206. 24X F i ch e : 50-434, 03/07/07, 03071800 1 6. 


0307220346 Forwards IE Insp Repts 30-434/03-27 it 50-435/83-20 on 
830615. No noncompliance noted. 

PAPER IfcLLO, C. J. Region 3, Office of Director. 83/07/08. REED, C. 
Commonwealth Edison Co. 2pp. 19686:041. 24X F i c h e : 30-434, 03/07/08, 

0307220546. 


—0307220333 IE Insp Repts 90-434/03-27 it 30-433/03-20 on 030615. No 
noncompliance noted, Major areas inspec ted: emergency medical 
drill. 

GLOERSQN, W. i SMITH, M. i AXEL80N, W. L. Regions, Office of Director. 
03/07/07. 0pp. 19606:043. 24X FI ch e : 30-454, 03/07/00, 0307220346. 


0306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness $» Engineering 
Response (Post 0301031. 03/07/11, Consolidated Edison Co. of N«u 

York, Inc. 154pp. 19363:293. 24X Fi c h e : 30-000, 03/07/ 1 1 , 030627040 1 . 


0307290102 Forwards reply to Rockford League of Women Voters proposed 
findings of fact L conclusions of law re steam generator 
tube Integrity 

GOLDFEIN, M. R. isham, Lincoln ft Beale. GOLDFEIN, M. R. Commonwealth 
Edison Co. B3/07/26. SMITH, I. W. , COLE, R. F. , CALLIHAN, A. D. Atomic 
Safety and Licensing Board Panel. Ip 19020:336 24X 

Fiche: 50-454, 83/07/26, 8307290102. 


8307290105 Reply opposing Rockford League of Women Voters proposed 
findings of fact 6 conclusions of law re steam generator 
tube integTi ty. Cer ti ficate of Svc end. 

GALLO, J. * GOLDFEIN. M.R Commonwealth Edison Co. GALLO, J. Isham, 
Lincoln It Beale. 83/07/26. 20pp. 19020:337 24X 

Fiche: 50-454,83/07/26,8307290102 


03O728O134 Memorandum t* Order ALAU-733 denying fc dismissing NRC motion 
Q?n- 7 ^! rffCterf certi f itation & appeal , respec tive ly re ASLB 
030701 memorandum it order reopening record on OA issues. NRC 
may file motion for reconsideration 

SH 2!? AKER '^ g ' Atomic Safety and Licensing Appeal Panel. 83/07/27. 
e, 0 * Ort the ExBCU *ive Legal Director. 12pp. 19792:047. 24X 

Fiche: 50-454, 03/07/27, 0307280154. K 


0306270404 IE Info Notice B3-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. « Svc list end. 

JORDAN, E. L. Division Df Emergency Preparedness it Engineering 
Response (Post 0301031. 03/07/12. Conso 1 i da ted Edison Co. of New 

York, Inc. I4ipp. 19563:133. 24X Fi che: 50-000, 03/07/12, 8306270404. 


0307190145 Ack receipt of 030506 l tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-434/83-09 it 
30-459/03-07. 

NORELI VS# C E. Division of Project it Resident Programs. 03/07/13. 
REED, C . Commonwealth Edison Co. 2pp. 19636:177. 24X 

Fiche: 50-454, 03/07/13# 0307190143. 


'8307190147 Responds to NRC 030404 ltr re violations noted in IE Insp 
Repts 50-454/83-09 & 30-453/03-07. Correc ti ve ac t i ons : Leve 1 
III QA manager appointed on 030324 it all contractors 
requested to notify util of changes in GC inspectors. 

FARRAR, D. L. Commonwealth Edison Co. 83/03/06, KEPPLER, J 0 
Region 3, Office of Director. 10pp. 19636:179. 24X 

Fiche: 50-454, 83/07/13, 0307190143. 


0306270406 IE Info Notice 03-40, "Gaseous Effluent Release* of 
Radioactive 1-125 U 1-131 in Excess of NRC Limits." Svc list 
end, 

TAYLOR, J. M. Division of GA, Safeguard* & Inspection Programs (Post 
830103) 03/07/14. Consolidated Edison Co. of New York, Inc 

1 14pp. 19715:270, 24X Fi c he : 50-000, 83/07/1 4, 8306270406. 
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03062704 1 5 Board Notification 83-097 forwards draft SALP rept for 
Jan-Dec 1782 & util 630712 response. 

NOVAK, T. M. Assistant Director for Licensing. 83/07/22. Atomic 
Safety and Licensing Board Panel 3pp. 19767:043. 24X 

Fiche: 50-494, 03/07/22, 8306270413 


— 0307270433 Forward* preliminary SALP repfe for Jan-Dee 1982, for 
review prior to 830613 meeting to discuss observations ft 
findings. 

HIND, J. A. Division of Radiological ft Materials Safety Programs 
03/06/08. REED. C. C ommonuea l th Edison Co. 32pp 19767:046. 24X 

Fiche: 50-434, 83/07/22, 0306270413. 


— 0307270454 Forwards comments on SALP rept based on discussion at 030613 
public mee t i ng . Eva 1 uat i on d 1 s tre s s 1 ng < s i nc e NRC prepared 
testimony in licensing proceedings stating that util had 
implemented acceptable GA program. 

STIEDE, U. L. Commonwealth Edison Co 83/07/12. KEPPLER. J. G. 

Region 3, Office of Director. 20pp 19767:078. 24X 

Fiche: 50-454, 83/07/22,0306270413. 


8307280004 Confirms 830726 mgt meeting in Chicago, 1L to discuss 
licensee regulatory performance ft communication problems 
between NRC t< util, per 830713 discussion. 

NORELIOS, C. E. Division of Project !< Resident Programs 03/07/22. 
REED, C. Commonwealth Edison Co. 2pp. 19791:169. 24X 

Fiche: 30-000, 83/07/22, 8307280084. 


■8307280102 Confirms request For NRC % util senior mgt meeting on 030726 
in Chicago, IL to discuss licensee regulatory performance & 
relationship tu/NRC. 

REED, C. Commonwealth Edison Co. 83/07/11. DAVIS, B A. Region 3, 
Office of Director. Ip. 19791:171. 24X Fiche: 30-000, 83/07/22, 

8307280084. 


S. Reportable occurrences, LERs L related correspondence 


8307200201 Forwards util 830603 deficiency rept re Westinghouse Made! 
D8-416 reactor trip breaker, for info. New redesigned 
undervoltage attachments in all D8-416 switchgear will be 
Installed & tested before fuel load Related correspondence. 

BLOOM, J. G. I sham, Lincoln * Beale 83/07/12. SMITH, I. W. Atomic 
Safety and Licensing Board Panel. 9pp. 19651:139. 24X 

Fiche: 30-454, 83/07/12, 8307200201. 


8307220446 Part 21 rept re possible discrepancy in variable springs in 
turnbuckle & top plate assemblies bolt interface. No recorded 
failures or complaints registered against subj p r oduc ts . Enc 1 
lilt of springs Identified for Comm Ed only. 

LITKA, T. J. Eicon Metal Products Co. 83/07/13. KEPPLER, J. 0. Region 
3, Office Of Director. 26pp. 19606:086. 24X Fi che ; 50-000, 83/07/15, 

0307220446. 


8307250432 Interim deficiency rept re oxcbss carbon content in spring 
hangers supplied by Eicon Metal Products Initially reported 
on 830617. Approx 40 hangers at each site boing evaluated. 

Final rept expected within 90 days 

TRAMM, T. R, Commonwealth Edison Co. 83/07/18, KEPPLER, J 0. Region 
3, Office of Director. 2pp. 19702:168. 24X F i c h e : 90-000, 83/07/ 18, 

8307230432. 


DOCKET STN-50-456 BRAIDWDOD STATION, UNIT 1 


A. Application/construction stage documents & correspondence 


0306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants for OLs ?, holders of CPs for Westlnghouse PWRs 
re safety evaluation of “Emergency Response Guidelines. 11 
Svc list end. 

EI6ENHUT, D. G. Division of Licensing. 83/06/03 Yankee Atomic 

Electric Co. 10pp. 19363:116. 24X Fi c h o : 50-000, 83/06/03, 

8306060070. 


8306230264 Forwards advance revised pages to FEAR necessary to 
reclassify spent fuel pool liner from safety Category I 
structure to Category II. Info will be incorporated into 
next amend to FSAR. 

TRAMM, T. R. Commonwealth Edison Co. 03/06/20. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 7pp 10945:076, 24X 

Fiche: 50-000, 03/06/20, 8306230264 


8307200231 Notification of 830707 meeting u/technical review committee 
in Bethesda,MD to discuss review of D4, D5 h E steam 
generator mods. 

HOPKINS, J. B. Licensing Branch 4, 83/07/01. ADENSAM, E. 0 Licensing 

Branch 4. 2pp, 19670:234. 24X Fi che: 50-000, 83/07/01, 8307200231. 


8306270397 Generic Ltr 83-26 to all applicants for OLs ft holders of 
CPs for power reactors re c lar i f icati on of surveillance 
requirements for diesel fuel impurity. Svc list end 
EISENHUT. D. G. Division of Licensing B3/07/09. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Fiche: 30-000, 03/07/05, 0306270397. 


8307060329 Generic Ltr 83-27 to all licensees & applicants for 
operating power reactors h holders of CPs for power reactors 
re surveillance intervals in STS. Svc list enc l 

EISENHUT, 0. G. Division of Licensing. 03/07/06. Consolidated 
Edison Co of New York, Inc. 16pp. 19669 234. 24X 

Fiche: 50-000, 83/07/06, 8307060329 


0307120231 Requests addl exemption from Type C testing requirements for 
containment sump isolation valves MQVSI 8B1 1 A ft B per 030419 
ltr concerning containment leak rate testing. Jus ti fication 
provided 

LENTINE, F. G. Commonwealth Edison Co 83/07/07. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director 2pp. 19424:114. 24X 

Fiche: 90-000, 03/07/07, 0307120281. 


8307130309 Forwards responses to SORT ft pump ft valve operability review 
team audits & responses to addl items discussed at 030513 
meeting w/NRC in Bethesda.MD 

SWARTZ* E. 0 Commonwealth Edison Co. 83/07/07. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 14pp. 19466:127. 24X 

Fiche: 30-000, 03/07/07, 8307130309. 


— 8307130322 Roy 0 to “Environ Qualification of Mechanical Equipment 
far Comm Ed Dyron Units 1 ft 2, Braidwood Units I ft 2 
Component Pacific Safety Injection Pump Model 3-Inch 10 
Stage JHF. " 

ZEGAR, M. J. , WALKER, LI- Commonwealth Edison Co. EQ^T-EGT-2G4 ROD. 

83/06/20. B4pp 19469 185. 24X Fi c h e . 30*000, 03/07/07, 

8307130309, 


— 8307130333 “Environ Gual i f i cat ion for Class IE Lead Acid Storage 
Batteries. " 

HOPEWELL, R W, DESAI ■ R. H Gould, Inc. B3/07/07. IBSpp. 
19472:137. 24X F i c h u : 50-000, 03/07/07. 0307 130309. 


0307080169 Generic Ltr 03-2B to all licensees of operating reactors 
applicants for DL ft holders of CPs re required actions based 
on generic Implications of Salem ATWS events. Svc list encl. 
EISENHUT, D. G. Division of Licensing. 83/07/08. Consolidated 
Edison Co. of New York, Inc. 3Bpp. 19669:269. 24X 

Fiche: 30-000, B3/07/08, 0307080169 


8307260516 Forwards memo describing actions taken to resolve JH Conran 
differing prof opinion re sys interaction {Unresolved Safety 
Issue A- 1 7 ) S< safety classification. 

DENTON, HR. Office of Nuclear Reactor Regulation, Director. 

83/07/11. CONRAN, J. H. Reliability * Risk Assessment Branch, 2pp. 
19782:241 24X Fi ch e : 50-000, 03/07/ 11 , 030726091 6 . 


--83060Q0369 Forwards comments on mgt views f/. positions on sys 
interaction per differing prof opinion, in response to 830418 
Sc 0509 memos Excerpts from Suffolk County 830309 submittal ft 
proposed request for addl info re By r on/Dra i dwood end. 
CONRAN, J. H, Reliability ft Risk Assessment Branch. 83/09/29 
RUSSELL. W. T. Systematic Evaluation Program Branch. 74pp. 
19703:033. 24X Fiche: 50-000, 83/07/ It , B3072605I6. 


8307210188 Forwards response to FSAR Questions 330.3 ft 330.4. Info 
discusses location of pipelines ft frequency of shipments of 
explosive matl to ft from Joliet Army Ammunition Plant on 
IL Central Gulf Railroad. 

SWARTZ. E.D Commonwealth Edison Co. 83/07/19. DENTON, H R. Office 
of Nuclear Reactor Regulation, Director. lBpp. 19666:016. 24X 

Fiche: 30-496, 03/07/19, B3072101BB 


8307210300 Forwards proprietary “Independent Evaluation of Proposed 
Mods to Weatinghouse D4, D5 t< DE Steam Generators." Rept 
withheld (ref 1QCFR2. 790). 

BUTTERFIELD, L, Steam Generator Owners Group. 83/07/18 
EISENHUT, D. G. Division of Licensing. 3pp 19664:114. 24X 

Fiche; 50-000, B3/07/18, 8307210300 


8307250124 Summary of 830707 meeting w/technical review committee in 
Bethesda.MD re Model D4/D9/E steam generator mod . Vi ewg raph s 
one 1 . 

HOPKINS, J. B. Licensing Branch 4. 03/07/18. Licensing Branch 4 

26pp. 19738:132. 24X Fi che: 50-000. 83/07/18, 03072501 24. 


0307290047 Advises that energy absorbing matl used in pipe whip 
restraint design not properly qualified for design 
applications used at faci lities. Recommended position to 
resolve Issub end. 

YOUNGBLOOD, B. J. Licensing Branch 1 03/07/21. FARRAR, D- L. 

Commonwealth Edison Co. Ip. 19857: 026. 24X F 1 1 h e : 30-000, 83/07/21, 

0307290047. 
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docketed items 


TERAO, D Mecha re *J r * int * Uain 9 energy absorbing matl. 

Fiche: 50 - 000 , 83 / 07 / 21,8307290047 033 24X 


tal R *P° rt <£R>< amends t, c 


correspondence 




1 moT ’ * Coring programs 
sv> am sz. t. o. Commonwealth Edison Co 


luent b environ 
03 / 07 / 1 3 . DENTON, H R 


;:.R?iK!£s^wa«ss ~ * „r*‘ 


* 0307300121 . 

B 307200 I 25 Amend 2 to environ rept - OL stage 
* ° am ™ n “* a,th Ed * so " Co. 83 / 07 / 31 . 200 pp 

Fic he: 50 - 456 ., 83 / 07 / 15 , 0307200 ! 2 l PP 


19645: 003, 24X 


requested by 030031. a tag e. * e s pons <? 

YOUNGBLOOD. B, J, Licensing Branch 1. 03/07/22 FARRAR D L 

SSSSKT* Edl ‘° n C “- ^ 19057 020 2«>Uh. : SO-M*; 83/07/22. 


5U|,pls & t°f»<l>ondencB 

sssi!"^.;' SER - ™ s — 

Assistant Director for Safety Assessment. 


MIRAGLIA, F. J, 


Fl the: 50-436, 33/06/24, 0307060446. PP l38 ‘ 24X 

nr!! i Cdlj ^^ 9 ^^ * fire protection plan* 


0307230084 Confirms 830726 mgt meeting in Chicago, |L to discuss 
^r* wn 7 T at0r * P*^ 0 ™™'* * communicat^n problem 
NRC * utll *P* T ’ 030715 discussion. 

REED^C^ 1 fnmin 0 * pt '°J ect & Resident Programs. 03/07/22 

REED, C. C ommonwea 1 th Edison Co. 2pp 19791- 169 pav 
Fiche: 50-000, 03/07/22, 0307280004. 4X 


»uimKi; L JSR;.‘“*" “*•"••• PBrformanc. fc * 

REEDrC. Commonwealth Edison Co. 03/07/11. DAVIS, B A Reolnn 3, 

^72loo94 D ‘ r * ct ° r - lp 19791:171 ^XFich.^o-ooaaa/SI/SS. 3 ' 

!™!!!Iili™! CewPr#nct *' LER * * related correspondence 


EN- 03 -OO 3 A: on 030120 , notic e of violation & 
imposition of civil penalty in amount of $ 100,000 i 
Violation based on failure to implement adequate GA 


proposed 

ssued. 

program 


for safety-related equipment 


0306200432 . 


Kussnjn; . * 

S 3 fi£- 

s'::::;,:!-'-” - 

n nalr J Elcen Metal Products Co. 03 / 07 / 13 . KEPPLER, J o D. n(A , 
8307220446 °^ Dlrscpor- 24 PP 19686 : 086 . 24 X Fi ch a: SO-OOO, 83 / 07 / 1 5 , 


‘» NURE0-O737,S„p|>l 1 <o»n,rlc 

^ ? i Vr' 2 ? 1 I*-" factors * ”*•*» P4r»„eter diJpUg 
aunnT? m'i *' Dn *’ be P»rf»r«i«< w/v,rif icatlon program, U 
SWARTZ, E.O. Commonweal th Edison Co. 83/07/20 DENTON, H R nfpiro 
Jf J lUC l* ar * a * CtDr Director. 2pp 19727M77 OdS ^ 

Fiche: 50-000, 33/07/20, 0307260018 PP * 77 ' 2 ** 


I BA ™‘ [ ” Commonweal th Edison Co. 03 / 07/18 KEPPLER, J o 

a3o?2^2 of Director - 2pp 19702160 a** FiJirsi 5 Jbf«/ 5 ;jisr 


1E & correspondence 

- *” "•■ ■■■ - — 

OEVqUNO.n.C. OlFJcUr-^ Office. Office ef leep.ction and 


raM t !35" l 's,; J ^ i!7 . n !' C " N0 ''' J - J ' Co/wrenwealth Edison Co. Ip 
19262.153 24 X FI che : 30 - 456 , 03 / 06 / 27 , 8307050501 . P 


- 83070 S 0505 Order id,poaln 9 civil conetan, penallle. In amount of 
* 100,000 for failure to tajc* corrective actions after 
stpam 9 «nerator bolting problems, 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
93 ^ 06 / 27 . Commonwealth Edison Co, lOpp 
17262 . 154 . 24 X Fi c he: 50 - 456 , 83 / 06 / 27 , 0307050301 . 

03 ?o; 3 ?r^b?ic:^: n B 2 ?f^; der i(nfo5ir>9 civn 

AXELRAD. J.A Director's Office, Office of Inspection and 

?w 2 S SS 5 a , Dock ^ing ^Services Branch, Ip. 

19465.350 fe 4 X F| ch e ; 30 - 456 , 03 / 06 / 29 , 83071 30194 . 

8306270401 IE Info Notice 83 - 46 , "Common Mode Valve Failures Dearade 
SSSXm Syba ^tem ." Svc list encl r * 5 DB3r ^ e 

Vu J 1 ™* 0 " Qf Effl ® r 9 ® n «y Preparedness 8 * Engineering 
R eponae lPonl 8301031 aa/ 07 /lI C.n.oUdat.d Edl.en Cp 5 of Net 
ki Inc. 1 54 pp. 17563 : 293 . 24 X Fi che: 50 - 000 , 03 / 07 / 1 1 , 8306270401 

83 ^?J°i# , r 10,0 N »‘‘" 83 -‘ 17 ' “Failure of H»draullc Snubber, a, 
mnrii Conbanii nated Hydraulic Fluid." Svc H.t end 

^ Oiviiion of Emergency Preparedness t A Engineering 

” /07/t2 ' consolidated Edison Co of N .u 
141 pp. 17 563:133 . 24 X Fiche: 30 - 000 , 83 / 07 / 12 , 0306270404 

B 306270406 IE Info Notice 03 - 48 , "Oaseous Effluent Releases of 
Radioactive I-i 23 * !-| 31 in Exc#fit of NRC Limits. " Sv^ llst 

SoiS; J,W fla/ 2 iT!j 10 "- 0 i ° A< ® afe » uard5 «• Inspection Programs (Post 
?? 2 ; 03i 1 d 5 ?« 07/I4 ' Consolidated Edison Co. of New York, Inc 
114 pp. 19715 : 270 . 24 X Fic he : 50 - 000 . 83 / 07 /J 4 . 8306270406 . 


_ 0 CK !I_f TN - 50 ~ 437 braidw °od STATION, UNIT 2 
-:-- 7 ?j ll: * tl0n/construItt ° " *t4 S . documents i corr.spandenc. 


0306060070 Generic Ltr 
applicants for OLs h 
re safety evaluation 
Svc list end. 
EISENHUT, D. O. Divis 
Electric Co. lOpp. 
0306060070 . 


83 22 to all operating reactor licensees, 
holders of CPs for Westinghouse PWRs 
of "Emergency Response Guidelines .' 1 


ion of Licensing. 03 / 06 / 03 , 
19563 : 116 . 24 X Fi c h e : 50 - 000 , 


Yankee Atomic 
03 / 06 / 03 , 


DJuo<iju ^4 r Druard s advance revised pages to FSAR ntcmupu 
r.e,a»,fy tp.nt f„„ p „ 0 , , in . r f '.» eaf^tv 22 ^" 

U - tn '° “ ui <"corporat.d into 

of Nuclear R eac t'or^Regu 1 at i on^Dl r ec tor^^pp 1B943^076 R 
Fiche: 30-000, 83/06/20, 8306230264. PP ° 76 - 




Off ice 
24 X 


83 40 S S?thi.dI t m , jri?!; ° f 830707 m " Un,, “ / ‘« 1 >'' 1 F*1 t-avliw 

g.n.rltor ™I° ‘ T ’ V “ U “' M ' 09 .* e ““ m 

HOPKINS, Licensing Branch 4 . 83 / 07 / 01 . ADENSAM, E. G Lic.neinn 

anch 2 pp. 19670 : 254 . 24 X Fi c h e : 50 - 000 , 83 / 07 / 01 , 8307200231 . 

a 3 ?pr?or 7 ao!er iC L f r 83 " 26 411 a PP^«nt. for OLs ^holder* of 

CPs for power reactors re c lar 1 f icat i on of surveillance 

EISENHUT *11*0 fuBl ^purity. Svc list end. 

EISENHUT, D. G. Division of Licensing. 83 / 07 / 03 . Consolidated 
Edison Co. of New York, Inc. 16 pp. 17390:317 24 * 

Fiche: 30 - 000 , 83 / 07 / 05 , 0306270397 . 


^ “ w ~ 42 1 * licensees in applicants for 

operating power reactor* 1 holders of CPs for power reactors 
” '^val. in STS. svc list encl 

Edison Jo of Neu V i’^ n Llc * I '* i * 9 ' B 3 / 07 / 06 . Consolidated 

toison Co. of New York, Inc. 16 pp. 17669 : 234 , 24 * 

Fiche: 50-000, 83/07/06, 8307060329. 
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* 1 20281 Request* addl exemption from Type C testing requirements for 
containment sump isolation valves MOVSI08I1A «t B per 830419 
I* r concerning containment leak rate t es t i ng . Jus t i f ica t i on 
p r ovidid. 

LENTINE, F Q. Commonwealth Edison Co. 03/07/07. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 19424: U 4. 24X 

F 1 c h a; 50-000, 83/07/07, 0307120201. 


1307130309 Forwards responses to SORT S< pump & valve operability review 
team audits & responses to addl items discussed at 830513 
ffl * * t Ing u/NRC in Oethesda, MD. 

SWARTZ, E. D. Commonwealth Edison Co. 03/07/07. DENTON. H- R. Office 
Of Nuclear Reactor Regulation, Director. 14pp. 19466:127 24X 

Fi c h b 50-000, B3/07/07, 0307130309 


6307130322 Rev O to “Environ Qualification of Mechanical Equipment 
for Comm Ed Byron Units 1 6 2, Braiduood Units i It 3 
Component Pacific Oafety Injection Pump Model 3-lnch 10 
Stag* JKF. " 

ZEQAR.M, J. Commonwealth Edison Co. EQ&T-EQT-204 ROO. 03/06/20. 
84pp. 19469:185. 24X F i c he : 50-000, 03/07/07, 03071 30309. 


0307 1 30333 "Environ Quel if ication for Class IE Lead Acid Storage 
t ter ies. " 

HOPEWELL, R. U Gould, Inc. 03/07/07. 100pp. 19472:137. 24X 

FI che: 50-000, 63/07/07, 0307130309. 


307000169 Generic Ltr 03-2B to all li confess of operating reactors, 
applicants for OL & holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list end, 

El SEN HUT, D. 0. Division of Licensing. 83/07/00. Consolidated 
Ed lion Co. of New York, Inc. 38pp. 19669:269. 24X 

rich* : 50-000, 03/07/00, 0307000169 . 


307240516 Forwards memo describing actions taken to resolve JH Conran 
differing prof opinion re sys interaction {Unresolved Safety 
I a s u a A- 1 7 ) $< safety c lass if icat ion. 

DENTON, H. ft. Office of Nuclear Reactor Regulation, Director. 

83/07 /I I, CONRAN, U. H. Reliability & Risk Assessment Branch. 2pp. 
19702:241. 24X Fi c he : 50-000, 03/07/ i 1 , 0307260516, 


“S3 04 080369 Forwards comments on mgt views & positions on sys 
interaction per differing prof opinion, in response to 830410 
& 0305 memos. Excerpt* from Suffolk County 830309 submittal & 
proposed request for addl info re By ron/Braidwood end, 
CONRAN, J. H- Reliability Si Risk Assessment Branch. 03/05/25. 
RUSSELL, W. T. Systematic Evaluation Program Branch. 74pp. 

I '*?7Q3: 033, 24X Fi c h e : 50-000, 03/07/ 1 1 , 8307260316. 


JO721O109 Forwards response to FSAR Questions 330.3 It 330. 4. Inf o 
dlscusns location of pipelines U frequency of shipments of 
explosive matl to 8< from Joliet Army Ammunition Plant on 
IL Central Gulf Railroad. 

SWARTZ, ED. Commonwealth Edison Co. 83/07/15. DENTON, H. R, Office 
of Nuclear Reactor Regulation, Director. 10pp. 19666:016. 24X 

Flch»: 50-456, 83/07/15, B307210IBB. 


107210300 Forwards proprietary "Independent Evaluation of Proposed 
Mods to Westinghouse D4, D9 & DE Steam Generators. " Rept 
withhold (ref I0CFR2. 790), 

BUTTERFIELD, L. Steam Generator Owners Group. 03/07/18. 
EISENHUT, D. 0. Division of Licensing. 3pp. 19664:1 14. 24X 

Flche: 50-000, 03/07/10, 0307210300. 


*■0723-0124 Summary of B30707 meeting w/technical review committee in 
Beth*vda,MD re Model D4/D5/E steam generator mod. Vi ewgraph » 
end. 

HOPKINS, J. B. Licensing Branch 4. 83/07/18. Licensing Branch 4. 

5?6p p, 19738:132. 24X F Ich e : 50-000, 83/07/ 1 B, 0307250 1 24. 


1072*70047 Advises that energy absorbing matl used in pipe whip 
'T-evtr-alnt design not properly qualified for design 
application* used at fac i 1 i ti es. Recommended position to 

rtiolvi issue end. 

YOUNOflLOOD, B. J. Licensing Branch 1. 83/07/21. FARRAR, D. L. 

Commonwealth Edison Co. Ip. 19057:026. 24X Fi ch e : 50-000, 83/07/21 , 

S 3072 70047. 


©307270072 Trip rept of 030511-12 visit to Region III ofc, Byron site 
He S-argent k Lundy Chicago, IL ofc re design, instal lat ion 8< 
tasting of pipe restraint* using energy absorbing matl. 

TERAO, D. Mechanical Engineering Branch. 03/05/26. BOSNAK, R. J. 
Mechanical Engineering Branch. 4pp. 19837:033, 24X 

Fi cjie: 50-000, 83/07/21 , 8307290047, 


C. Utility Environmental Report <ER), amends 6 correspondence 


8307200121 Forwards Amend 2 to environ rept - OL stage, inc luding site 
b environ interfaces, environ effects of station operation, 
summary of cost-benefit analysis & effluent t< environ 
measurements & monitoring programs. 

SWARTZ, ED. Commonwealth Edison Co. 03/07/13- DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 19645:001. 24X 

Flche: 50-436, 83/07/13. 8307200121. 


— '0307200125 Amend 2 to environ rept - OL stage. 

* Commonwealth Edison Co 83/07/31, 200pp. 19643:003. 24X 

Flche 50-456, 03/07/15, 0307200121. 


8307290042 Forwards request for addl info based on 830903-05 environ 
site visit 6 roview of environ rept - OL s tage. Resp onse 
requested by 830031. 

YOUNGBLOOD, D. J. Licensing Branch 1 83/07/2 2. FARRAR, D. L. 

Commonwealth Edison Co. 6pp, 19057:020 24X FI c he: 50-456, 03/07/22, 

8307290042. 


E. NRC Safety Evaluation Report (SER), suppls It correspondence 


8307060446 Forwards input for Section 16.0 of SER re Tech Spec* 
prepared for fac t 1 i t 1 es, p er 030411 request. 

MIRAGLlA, F. J, Assistant Director for Safety Assessment. 83/06/24. 
NOVAK, T. ft Assistant Director for Licensing 2pp. 19300:130. 24X 

Flche: 30-4 36, 83/06/24, 8307060446. 


F Security, medical, emergency & fire protection plan* 


8307260018 Submits supplemental response to NUREG-0737, 8upp 1 l (Generic 
Ltr 02-33). Description of parameter selection criteria to be 
submitted by 831231. Human factors & safety parameter display 
sys verification to be performed w/veri f icati on program. 

SWARTZ, E. D. Commonwealth Edison Co. 83/07/20. DENTON, H. R, Office 
of Nuclear Reactor Regulation, Director 2pp. 19727:177. 24X 

Fiche: 50-000, 03/07/20, 0307260010. 


Q. Inspection reports, IE Bulletins & correspondence 


B307030501 Ac k receipt of 030404 ltr in response to notice of violation 
4c proposed imposition of civil penalties. No sufficient basis 
exists for mitigation of App Item III re steam generator 
bolting prob 1 ems. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 03/06/27. 0 'CONNOR, J. J. Commonwealth Edison Co. ip. 

19262:153 24X Fiche : 30-436, 03/06/27, 8307090301 , 


--S307090505 Order imposing civil monetary penalties in amount of 
♦100,000 for failure to take corrective actions after 
experiencing steam generator bolting problems. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 83/06/27 Commonwealth Edison Co. 10pp. 
19262:154. 24X Fi c he ; 50-436, 03/06/27, 0307050301 


0307130194 Forwards 830627 order imposing civil monetary penalties 
for FR pub 1 ication. W/o end. 

AXELRADi J. A. Director's Office, Office of Inspection and 
Enforcement. 03/06/29. Docketing 6 Services Branch. Ip. 
19465:350. 24X Fi ch e : 30-456, 83/06/29, 83071 30 194. 


0306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Rec 1 rc u 1 a 1 1 on Spray Subsystem." Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness k Engineering 
Response (Post 830103), 83/07/il. Consolidated Edison Co. of New 

York, Inc. 154pp. 19963:293. 24X Fi cb e : 50-000, 83/07/ 11 , 0306270401 . 


8306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDANrE L. Division of Emergency Preparedness fc Engineering 
Response (post 030103). 83/07/12. Consolidated Edison Co. of New 

York, Inc. 141pp. 19563:133. 24X Fiche: 50-000, 83/07/12, 8306270404. 


8306270406 IE Info Notice 83-48, "Gaseous Effluent Release* of 
Radioactive I-I25 6 I-I31 in Excess of NRC Limits." 8vc list 
enc 1 

TAYLOR, J. M. Division of QA, Safeguards l< Inspection Programs (Post 
830103). 03/07/14. Consolidated Edison Co. of New York, Inc. 

114pp. 19715:270. 24X Fiche: 50-000, 83/07/14, 8306270406. 


8307200084 Confirms 030726 mgt meeting In Chicago, IL to discuss 
licensee regulatory performance & communication problems 
between NRC & utilrper 830715 discussion. 

NQRELIUS, C. E. Division of Project & Resident Programs. 83/07/22. 
REED, C. Commonwealth Edison Co. 2pp. 19791:169. 24X 

Fiche: 50-000, 83/07/22, 8307280004. 
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--6307200102 Confirms request for NRC & util senior mgt meeting on 030726 
in Chicago. IL to discuss licensee regulatory performance b 
relationship w/NRC, 

REED.C. Commonwealth Edison Co. 83/07/U. DAVI5-B.A. Region 3, 
Office of Director. Ip. 19791:171. 24X Fi c he : 50-000, 83/07/22. 

8307200094. 


5 Reportable occurrences! LERs b related correspondence 


8306280432 EN-83-005A: on 030120- no t i c e of violation b proposed 
imposition of civil penalty in amount of $100-000 issued. 

Violation based on failure to implement adequate GA program 
for saf ety-reiafced equipment 

KL INSIER- G. - AXELRAD, J Director's Office- Office of Inspection and 
Enforcement. B3/06/27. Ip. 19020.327. 24X Fiche : 50-456, 83/06/27. 

0306200432 


8307110056 Interim Deficiency Rept 02-10 re inadequate GA provisions in 
structural steel installation insp records. Ini tiaily 
reported on 021119. Reinsp continuing. Final rept will be 
Issued by 840201. 

SWARTZ- E. D Commonwealth Edison Co. 83/07/01. KEPPLER- J. G. Region 
3 , Office of Director 2pp 19375:241. 24X Fi che ; 50-436, 83/07 /Oi, 

8307110056. 


0307220446 Part 21 rept re possible discrepancy in variable springs in 
turnbuc tie 6 top plate assemblies bolt interface. No recorded 
failures or complaints registered against subj produc ts. Enc 1 
list of springs identified for Comm Ed only. 

LITKA-T, J. Elcen Metal Products Co. 83/07/15. KEPPLER- J, G. Region 
3. Office of Director. 26pp. 19686:006 24X Fiche: 50-000, 03/07/15. 

0307220446. 


8307250432 Interim deficiency rept re excess carbon content in spring 
hangers supplied by Elcen Metal Products. Initial ly reported 
on 830617. Approx 40 hangers at each site being evaluated. 

Final rept expected within 90 days. 

TRAMMiT.R Commonwealth Edison Co. 83/07/IB. KEPPLER- J. 0. Region 
3- Office Of Director. 2pp. 19702:168 24X Fiche: 50-000, 03/07/ 1B- 

0307250432. 


0306270397 Generic Ltr 03-26 to all applicants for OLs b holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list end. 

EISENHUT, D <5. Division of Licensing. 03/07/05, Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Fiche: 50-000- 83/07/05. 8306270397. 


8307080169 Generic Ltr 83-28 tD all licensees of operating reactori- 
app 1 i can ts for OL b holders of CPs re required actions based 
on generic implications of Salem ATW8 events. Svc list end. 
EISENHUT- D. G. Division of Licensing. 83/07/OB. Consolidated 
Edison Co. of New York- Inc. 30pp. 19669:269. 24X 

Fiche: 50-000. 83/07/08- 0307080169. 


8307200303 Forwards request for addl Info re terrestrial resources, 
including map of site identifying prime farmland b farmland 
of statewide importance. Schedul e for response requested. 
SCHWENCER-A. Licensing Branch 2. B3/07/08. CAHILL- W. J. Gulf 

state* Utilities Co. 4pp. 19669:347. 24X Fiche: 30-430. 03/07/00- 

8307200383. 


8307220142 Notification of 830720 b 21 meetings u/utll b 8bW in 
Cherry Hill-NJ to discuss Power Sys Branch items for 
facilities. 

WEINKAM ,E. J. Licensing Branch 2. 83/07/14. SCHWENCER-A. Licensing 
Branch 2. 3pp. 19692:264. 24X FI c h e : 50-498- 83/07/ 1 4- 83072201 42. 


0307220309 Advises of NRC position requiring redundant ammonia b 
chloride detectors in control room normal ventilation sys 
intakes, Response to position requested by 030901. 

SCHWENCER-A. Licensing Branch 2. 83/07/13. CAHILL. W. J. Gulf 

States Utilities Co. 3pp. 19712:008. 24X F ic h e 50-450, 03/07/ 15, 

0307220909. 


0307250367 Submits summary status of issues being addressed by 
Licensing Review Group II- per 030902 request. Four issues 
require further action prior to NRC closeout. Post-aecident 
sampling requires procedural upgrading. 

HOLTZBCHER-D. L. Licensing Review Group H. 83/07/15. BTEFANQ, J. J. 
Licensing Branch 1. 12pp. 19705:203. 24X Fi ch«: 30-000- 03/07/13- 

8307250367. 


DOCKET 50-458 RIVER BEND STATION. UNIT 1 


A. Application/construction stage documents b correspondence 


0307260003 Forwards const QA program identifying changes to program 
since issuance of CP. W/o end. 

BOOKER- J. E. Gulf States Utilities Ca. 83/06/10. COLLINS- J. T. 
Region 4, Office af Director ip. 19727:106. 24X 

Fiche; 50-458, 03/06/10- B307260003 


E, NRC Safety Evaluation Report <9ER>, suppl* b corr *«p ondenc a 


0306090249 Forwards draft 8ER l NURE0-09B9 > - f or re vi ew. De ta i 1 »d agenda 
to reiolv# SER open item* requested. Draft responses 
requested prior to recommended util b NRC meeting, 

NOVAK- T. M. Assistant Director for Licensing, 83/06/01. CAHILL, W. J. 

Gulf States Utilities Co. 683pp. 18799:201, 24X 

Fiche: 50-458, 83/06/01-8306090249. 


8307060431 Summary of Caseload Forecast Panel 030330-31 meeting b site 
visit w/util-StW & atty general in Parrish, LA re current 
status of const b observation of in-progress activities. 

WEINKAM-E. J. Licensing Branch 2. 83/06/23. Licensing Branch 2. 

68pp. 19300: 0B5. 24X Fi ch • : 50-450, 03/06/23, 8307060431 . 


0307070030 Responds to NRC 830615 ltr re Endangered Species Act, 
Endangered red-cockaded woodpecker may occur in project 
area. Proposed areas should be inspected for present* of 
woodpecker. Requests notification of insp results. 

JORDAN, D O. Interior. Dept, of- Fish b Wildlife Service, 83/06/28. 
A DENS AM- E. Licensing Branch 4. 2pp. 19293:256. 24X 

Fiche: 50-458. 83/06/28. 0307070050. 


0307190463 Notification of 030719 meeting w/utll b 8bW Engineering Carp 
in Bethesdo-MD to discuss structural engineering draft SER 
open items, 

WElNKAM- E. J. Licensing Branch 2. 83/07/11, SCHWENCERrA. Licensing 

Branch 2. 3pp. 17656:073. 24X Fiche: 50-450, 03/07/1 1- 8307190463. 


K. Utility Final Safety Analysis Report < F8AR 1 b amends 


8307190265 Amend 9 to FBAR. W/8306 1 5 ltr. 

CAHILL, W. J. Gulf States Utilities Co. 83/07/31. EISENHUT- D. 0. 
Division of Licensing. 317pp. 19644:001. 24X Fiche: 50-458, 

03/07/31-8307190265. 


8306270395 Generic Ltr 83-24 to all BWR applicants for OL b holders of 
OLs for Grand Gulf, LaSalle b Susquehanna re TMI Task Action 
Plan Item I.G. 1, "Special Low Power Testing b Training 
b Recommendations for BWRs. " five list end. 

EISENHUT. D. G. Division of Licensing. 83/06/29. Long Island 
Lighting Co. 26pp. 19384:115. 24X Fi ch e: 50-000. 83/06/29, 

8306270395. 


8307060017 Forwards set of transparent overlays used in Imagery 
asiociated w/Questlons 231.4 b .7 inadvertently omitted 
from 830422 submittal. Info responds to NRC 811231 b B20605 
ltr* b will be referenced in future FSAR amend. 

BOOKER- J E. Gulf States Utilities Co. 83/07/01. SCHWENCER, A. 
Licensing Branch 2. 19pp. 19249:012. 24X Fiche: 50-458, 83/07/01, 

8307060017, 


8307140167 Summary of 830621 meeting w/util b SbW in Befchesda, MD re 
Geoscience* Branch open 1 terns, spec if ically- deal ing 
w/tnterpr stations of seismic reflection prof i lev List of 
attendees end. 

PERCH, R. L, Licensing Branch 2. 83/07/01. Licensing Branch 2. 

4pp. 19539:350. 24X Fiche: 50-458. 83/07/01 , 8307 140167. 


P. Operating license stage documents b correspondence 


8307060329 Generic Ltr 03-27 to all licensees b applicants for 
operating power reactors b holder* of CPs for power reactor* 
re surveillance intervals in STS. Svc list end. 

EISENHUT- D. G. Division of Licensing. 03/07/06. Consolidated 
Edison Co. of New York- Inc. 16pp. 19669:254. 24X 

Fiche: 50-000- 83/07/06, 8307060329. 


G. Inspection reports, IE Bulletins b correspondence 


8307120406 Forwards IE Insp Rept 50-458/83-03 on 830228-0304. No 
noncompl lance noted. 

MADSEN, G. L. Region 4- Office of Director. 83/05/16. CAHlLLi W. 
Gulf States Utilities Co. 2pp. 19424:210. 24X 

Fiche: 50-450, 83/05/16, 8307120406. 


—0307120505 IE Insp Rept 50-458/83-03 on 830228-0304. No non comp 1 iance 
noted. Major areas inspec ted : organ! xat ion b admlnletrati on- 
audits, training, procedures b prsoperati anal b planned 
operational nonradiolog ical b radiological program* 

BAER- fi, E. , MURRAY- B- - CROSSMAN- W. A. Region S, Office of Director, 
83/05/10. 21pp. 19424:212, 24X Fi ch* : 50-450, 83/03/ 16. 0307120406. 
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8307130334 Forwards IE Imp Rapt 30-458/03-11 on B30501-0602. No 
noncomp 1 ianc e noted. 

MADSEN, 0. L. Region 4, Office of Director. 03/06/24 CAHILL* W. J. 
Oulf States Utilities Co. 2pp. 19530:261. 24X 

Fiche: 30-438. 83/06/24. 0307130334. 


— 8307150341 IE Inip Rept 30-430/83-11 on 830501-0602. No none omp 1 ianc e 
noted. Major areas inspected: fol lowup of llcont se identified 
const deficiencies per 10CFR30. 35(e). IE bul letrins, safety- 
related pipe installation & welding & RCPB pipe welding. 

BROWN. R. L. . CROSSMAN. W. A. Region 4, Office of Director. B3/Q6/20. 
ilpp. 19338:263. 24X F i c h e : 30-430, 83/06/24, 83071 30334. 


8306270401 IE Info Notice 83-46. "Common Mode Valve Failures Degrade 
flurry Recirculation Spray Subsystem. " Svc list encl. 

JORDAN* E. L. Division of Emergency Preparedness 4t Engineering 
Response (Post 8301031. 83/07/11. Consolidated Edison Co. of New 

York* Inc. 134pp. 19563:293. 24X Ft che: 30-000, B3/07/U. B306270401. 


8306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. M 3vc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103)-. 83/07/12. Consolidated Edison Co. of New 

York, Inc. 141pp. 19563:133. 24X Fi che: 50-000, B3/07/ 12, 8306270404. 


0306270406 IE Info Notice 83-40, "Gaseous Effluent Releases of 
Radioactive 1-125 & 1-131 In Excess of NRC Limits." Svc list 
encl, 

TAYLOR, J. M. Division of OA. Safeguards St Inspection Program* (Post 
830103). 03/07/14. Consolidated Edison Co. of New York, Inc. 

114pp. 19713:270, 24X FI ch *: 50-000, 83/07/ 14, 8306270406. 


8. Reportable occurrences, LERs & related correspondence 


8307030127 Supplemental interim Deficiency Rept DR-30 ra 

Interpretation of radiographs performed by BF Shew Co. Welds 
indicated as defective by rejectable radiographs evaluated 
by AE. Next rept expected by 830729. 

BOOKER, J.E. Oulf States Utilities Co. 83/06/24. COLLINS, J. T. 
Region 4, Office of Director. ip. 19220:211. 24X 

Fiche: 30-430,83/06/24, 0307050127. 


8307030144 Interim Deficiency Rept DR-90 re potential failure of 8BM 
control switches mfg by OE between Aug fc Oct 1902. Initially 
reported on 830217. Add 1 info awaited from CE. Interim or 
final rept will be submitted by B30BI6. 

BOOKER, J.E. Oulf States Utilities Co. 83/06/24. COLLINS, J, T. 
Region 4, Office of Director. Ip. 19220:0-66. 24X 

Fiche: 30-438, 83/06/24, 8307050144. 


8307030208 Interim Deficiency Rept DR-97 re clearance between armature 
tail piece fc molded posts of HMA auxiliary relays mfg by OE 
in 1974. Initial ly reported, on 0302 1 7. AE awaiting addi 
Info from OE. Next rept will be providad by 830316. 

BOOKER, J, E. Oylf Btates Utilities Co. 83/06/24. COLLINS, J. T. 

Region 4, Office of Director. Ip. 19199:270, 24X 

Fiche: 30-430. 83/06/24, B307050208. 


0307030230 Final Deficiency Rept DR-104 re overturning of Tran* i 1 i f t 
crane while lifting reactor shield bldg dome. Initially 
reported on 830323. Damaged concrete framing assembly 
replaced & dome will be erected in place. 

BOOKER, J.E. Oulf State* Utilities Co. B3/06/24. COLLINS, J. T. 
Region 4, Office of Director. 2pp. 19198:349. 24X 

Fiche: 50-430, 63/06/24, B307O5O238. 


0307 1 30334 Forward* IE Imp Rept 30-430/03-1 i on 830501-0602. No 
noncampllance noted. 

MADSEN. 0. L. Region 4, Office of Director. 83/06/24. CAHILL, W. J. 
Oulf State* Utilities Co. 2pp. 19539:261. 24 X 

F i ch * : 50-438, 83/06/24, 0 307 1 30334 . 


—9307150341 IE Insp Rept 30-438/03-1 1 on 030501-0602, No nontomp Hance 
noted. Major areas Inspected: fol lauup of licensee identified 
const deficiencies per 10CFR3Q. 35<e ) , IE bul le tins, *«fety- 
related pipe installation & welding & RCPB pipe welding. 

BROWN, R. L, , CROSSMAN, W. A. Region 4, Office of Director. 83/06/20. 
lipp. 19338:263. 24X Fiche : 30-430, 03/06/24, B3071 30334. 


8307030206 Interim Deficiency Rept DR-120 re improper storage fc 
subsequent deterioration of four standby switchgear circuit 
breakers. Initially reported on 830327. Investigation 
continuing, Interim or final rept will be provided by 030803. 
BOOKER, J.E. Oulf States Utilities Co. 83/06/27. COLLINS, J. T. 
Region A, Office of Director. Ip. 19198:207. 24X 

Fiche: 30-430, 03/06/27, 0307050206. 


B3070S021A Interim Deficiency Rept DR-92 re PYCQ, Inc Sc subsuppiier 
documentation for Category t stainless steel thermowells. 
Initially reported on 030 U 4. Sup p 1 i ers not ASME III Quality 
8ys certificate holders. Next rept by 830617 

BPOKERr J. E Gulf States Utilities Co. 83/06/27. COLLINS, J. T. 
Region A, Office of Director. ip. 19197:270. 24X 

Fiche ; 50-450, 83/06/27, B307030216. 


0307080336 Interim Deficiency Rept DR-112 re power cables supplied by 
Power Conversion P roduc t* , no ed to terminate factory 
installed AWG 2 internal wiring. In i tia I iy reported on 
630419 Util awaiting addi info. Next rept by 930 982. 

BOOKER, J.E. Oulf State* Utilities Co. 03/06/28. COLLINS, J. T. 
Regien 4, Office of Director. Ip. 19330:136. 24X 

Fiche. 50-458, 03/06/20, 8307080336. 


8307000332 Interim Deficiency Rept DR-113 re misapplication of in-line 
cable splice* on electrical connection* for hydrogen Igniter 
assemblies. Initially reported on 630419. Eva I uat ion 
continuing. N« xt rept will be provided by 830720. 

BDOKEfl, J. E, Oulf States Utilities Co. 83/06/29. COLLINS, J. T. 
Region 4, Office of Director. ip. 19350 140. 24X 

Fiche: 50-4 38.03/06/29. 0307080332. 


8307000415 Interim Deficiency Rept DR-114 re weld defects in radiak 
rebar anchor ring for shield bldg roof. Initially reported on 
030419, Util awaiting odd! info from AE.Next rept will be 
submitted by 830726. 

BOOKER, J.E. Oulf States Utilities Ca. 03/06/30 COLLINS, J. T, 
Region 4. Office of Director, lp. 19347:274. 24X 

Fiche: 50-43B, B3/06/30, 83070804 1 5. 


0307080374 Interim Deficiency Rept DR-96 re linear indications found 
in Bergen-Pat terson tube steel. Ini tia I ly reported on 830217, 

AE awaiting addl info from vendor. Next rept will be 
submitted by B30B26. 

BOOKER, J. E. Oulf States Utilities Co. 83/07/01. COLLINS, J, J. 
Region 4, Office of Director. lp. 19350:189. 24X 

Fiche: 30-430, B3/07/0I, 63070B0374. 


8307 1 30370 Interim Deficiency Rept DR-103 re electrical separation of 
reactor protection «y» string from NBSE shutoff wiring 
within power generation control complex. Initially reported 
on 830329, Info from OE awaited. Nett rept due by 830913. 

BOOKER, J. E. Gulf States Utilities Co, 03/07/01. COLLINS, J. T. 
Region 4, Office of Director. lp 19339:162. 24X 

Fichu: 30-430, 03/07/01, B307J 30378. 


8307150173 interim Deficiency Rept DR-89 re potential malfunction of 
primary knife-type disconnect mfg by RTE Delta Corp & used 
in diexel generators. Uti l awaiting addl info from AE. Next 
rept will be submitted by 030803. 

BOOKER, J.E. Oulf States Utilities Co. 83/07/06. COLLINS, J. T. 
Region 4, Office of Director. lp. 19531:009, 24X 

Fiche: 50-450, 03/07/06, 0307130173. 


0307150326 Interim Deficiency Rept DR-106 re Interstate Steel Sc Hub, Inc 
tt Regal b Welded Tube of America documentation for Class 1, 

Grade B, steel, In i tial ly reported on 830404. AE info awaited. 

Next rept will be submitted by 030013. 

BOOKER, J.E. Oulf State* Utilities Co. 03/07/07. COLLINS, J. T. 

Region 4, Office of Director, lp. 19530:335. 24X 

Fiche: 30-458, B3/O7/07, 8307150326. 


B30719Q179 Interim Deficiency Rept DR-93 re documentation S< code 
stamping of i nt« r e oimec t i ng piping between reactor water 
cleanup HXs, Info awaited from Atlas Industrial Mfg Co. Next 
rept will be submitted by 030012, 

QOOKERi J. E. Gulf states Utilities Co. 03/07/00 COLLI NS. J. T. 

Region 4, Office of Director. lp. 19630:173, 24X 

Fithe: 30-458, 03/07/00, 0307190179. 


8307230284 Final Deficiency Rept DR-100 re Category I motor control ctr 
motor operated valve feeder breakers supplied by Gould-Brown 
Bov* r 1. I n i t iat ly reported on 030222. Deflc ieney not 
reportable per 10CFR50. 53< e ) due to unfinished sys design. 

BOOKER, J.E, Gulf State* Utilities Co, 03/07/13. COLLINS, J, T. 

Region 4, Office of Director. lp. 19705:270. 24X 

Fiche: 30-450, 83/07/13, 8307230204. 


0307230447 Final Deficiency Rept DR-ill re dimensional discrepancy on 
two small bore pipe support design drawing*. Ini tial 1 y 
reported on 030412. Discrepancies isolated case. Item not 
reportable under 10CFR30. 33<e ) , 

BOOKER, J.E. Gulf State* Utilities Co. 03/07/14. COLLINS, J. T. 
Region 4, Office of Director. Ip. 19701:170. 24X 

Fiche: 30-450, 03/07/14, 0307230447, 


8307230466 Final Deficiency Rept 116 re gap* larger than specified In 
joints, connecting RHR HX supp orts. Initial ly reported on 
03031 1 . SoppoT t structure loads examined. I tarn not reportable 
per IQCFR50. 35(e). 

BODKER, J. E. Gulf States Utilities Co. 03/07/13 COLLINS, J. T. 
Region 4. Office of Director, lp. 19701:320. 24X 

Fiche: 30- 4 50 j 33/07/13, 0307250466. 
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8307260056 Final Deficiency Rep t DR-115 re tac kwe 1 d ing of heavy hen 
nuts. Initially reported on 830510 Condition not reportable 
per 10CFR50. 55<e). 

BOOKER, J E Gulf States Utilities Co. 83/07/18. COLLINS, J. T. 
Region 4# Office of Director. Ip 19727:335. 24X 

Fiche: 50-450. 83/07/18* 8307260036. 


8307260414 Interim Deficiency Rept DR-107 re Category I air circuit 
breakers w/trip coil* of h igh er-than-b il 1 -of -mat I * range. 

Initially reported on 830404. AE info awa i t ed. Ne 1 1 rept will 
be submitted by 830823. 

HOOKER. J £. Gulf State s Utilities Co 83/07/19. COLLINS, J. T. 
Region 4. Office of Director. Ip. 19733:160 24X 

Fiche: 30-458.83/07/19, 8307260414. 


E. NRC Safety Evaluation Report (SER), supple b correspondence 


8306090249 Forwards draft SER (NUREG-Q989 > , for review. Data i led agenda 
to resolve SER open item* requested. Draft response* 
requested prior to recommended util b NRC meeting. 

NOVAK, T. M. Assistant Director for Licensing, 03/06/01. CAHILL, W, J, 
Gulf States Utilities Co. 683pp. 18799:201. 24X 

Fiche: 30-430, 03/06/01, 0306090249. 


8307190463 Notification of 030719 meeting w/util 8 < SbW Engineering Corp 
in Bethesda, MD to discuss structural engineering draft SER 
open items. 

WElNKAM, E, J Licensing Branch 2. 83/07/11. SCHWENCER, A. Licensing 

Branch 2. 3pp. 19656:073. 24X Fi c h e : 30-430. 83/07/ 1 1 , B307190463. 


DOCKET 30-439 RIVER BEND STATION, UNIT 2 


A. Appl icat ion/cons trueti on stage documents b correspondence 


0307070030 Responds to NRC 930619 Itr re Endangered Species Act. 
Endangered red-cotkaded woodpecker may occur in project 
area. Proposed areas should be inspected for presence of 
woodpecker. Requests notification of insp results. 

JORDAN, D. B. Interior, Dept. of. Fish b Wildlife Service. 03/06/29. 
ADENSAM, E. Licensing Branch 4. 2pp 19293:236. 24X 

Fiche: 30-450, 03/06/29, B 30707 Q 03 Q. 


8306270395 Generic Ltr 03-24 to all BWR applicants for OL b holders of 
OLs for Grand Gulf, LaSalle it Susquehanna re TMT Task Action 
Plan Item I.G. 1, “Special Low Power Testing b Training 
it Recommendations for BUR*. " Svc list encl. 

EISENHUT, D. Q. Division of Licensing. 83/05/29. Long Island 
Lighting CO. 26pp. 19384: 115 24X Fich e ; 30-000, 83/06/29, 

8306270395. 


K. Utility Final Safety Analysis Report <F8AR) b amend* 


0307190265 Amend 9 to F8AR. W/83061 5 ltr. 

CAHILL, U. J. Gulf States Utilities Co. 03/07/31. EISENHUT, D. 0. 
Division of Licensing. 317pp. 19644:001. 24X Fi che ; 50-450, 

83/07/31,0307190263. 


P. Operating license stage documents b correspondence 


0307060329 Generic Ltr 03-27 to all licensees b applicant* for 
operating power reactor* b holder* of CPs for power reactor* 
re surveillance interval* in STS. 8vc li*t encl. 

EISENHUT, D. G. Division of Licensing. 03/07/06. Consolidated 
Edison Co. of New York, Inc. I6pp. 19669:234. 24X 

Fiche: 50-000, 03/07/06, B307060329. 


Q. Inspection reports, IE Bulletins b correspondence 


0307060017 Forwards set of transparent overlays used in imagery 
associated w/Guestions 231.4 b .7 inadvertently omitted 
from 830422 submittal. Info responds to NRC 811231 b 820605 
Itrs b will be referenced in future FSAR amend. 

BOOKER, JE. Gulf State* Utilities Co. 03/07/01. SCHWENCER, A. 
Licensing Branch 2. 19pp. 19249:012. 24X Fi che : 50-458, 03/07/01 , 

8307060017. 


B306270397 Generic Ltr 83-26 to all applicants for QLs b holders of 
CPs for power reactors re clarif ication of surveillance 
requirements for diesel fuel impurity. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 83/07/05. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Fiche: 30-000,83/07/05, 0306270397. 


8307080169 Generic Ltr 03-28 to all licensees of operating reactors, 
applicants for OL b holders of CPs re required actions based 
on generic implication* of Salem ATWS events. Svc list encl. 
EISENHUT, D. G. Division of Licensing. 03/O7/OB Consolidated 
Edison Co. of New York, Inc. 30pp. 19669:269 24X 

Fiche: 50-000, 83/07/09. 8307000169. 


0307200383 Forwards request for addl info re terrestrial resources, 
Including map of sit* identifying prime farmland b farmland 
of statewide importance. Schedule For response requested. 

SCHWENCER, A. Licensing Branch 2. 03/O7/OB. CAHILL, W. J. Gulf 

States Utilities Co, 4pp. 19669:347. 24X Fich e : 50-433, 03/07/00, 

8307200303. 


B307220142 Notification of 830720 b 21 meetings w/util b 5bW in 
Cherry Hill,Nj to discuss Power 9ys Branch items for 
facilities. 

WElNKAM, E. J. Licensing Branch 2. 03/07/14, SCHWENCER, A. Licensing 

Branch 2. 3pp. 19692:264. 24X Fiche; 30-458, 83/07/14, 8307220142 . 


8307220509 Advises of NRC position requiring redundant ammonia b 
chloride detectors in control room normal ventilation sys 
intakes. Response to position requested by 830901. 

SCHWENCER, A. Licensing Branch 2 83/07/15. CAHILL, W. J. Gulf 

Cfi * 3j,p ‘ 19712:088. 24X Fiche: 50-450, 83/07/15, 


0307250367 Submits summary statu* of issues being addressed by 
Licensing Review Group 1 1, per 830502 request. Four issues 
require further action prior to NRC closeout. Post-accident 
sampling requires procedural upgrading. 

HOLTZSCHER, D. L. Licensing Review Group II, 03/07/15. STEFANO, J. U. 

" th U l2pp ’ 19705: 203. 24X Fiche: 50-000, 03 / 07 / 15 , 


0306270401 IE Info Notice 83-46, “Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem," Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 0301031, 03/07/11. Consolidated Edison Co. of New 

York, Inc. t54pp, 19363:293. 24X Fi c he : 30-000, 83/07/ 1 1 , 8306270401 , 


0306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubber* a* 
Result of Contaminated Hydraulic Fluid." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 8301031. 03/07/12. Consolidated Edison Co. of New 

York, Inc. I41pp. 19363:133. 24X Fich e : 30-000, 03/07/ 1 2, 0306270404. 


0306270406 IE Info Notice 03-48, "Gaseous Effluent Releases of 
Radioactive 1-123 b 1-131 in Excess of NRC Limits." Svc list 
one l. 

TAYLOR, J. M. Division of GA, Safeguards b Inspection Programs (Post 
830103). 83/07/14. Consolidated Edison Co. of New York, Inc. 

114pp. 19713:270. 24X Fiche: 30-000, 03/07/14, 0306270406. 


DOCKET 30-460 WPPSS NUCLEAR PROJECT, UNIT 1 


A. Application/construction stage document* b correspondence 


8306270397 Generic Ltr 03-26 to all applicant* for GLi b holder* of 
CPs for power reactor* re clarif ication of surveillance 
requirements for diesel fuel impurity. Svc list end. 

EISENHUT, D. G. Division of Licensing. 03/07/03. Consolidated 
Edison Co, of New York, Inc. 16pp. 19390:317. 24X 

Fiche: 30-000, 83/07/03, 0306270397. 


0307080169 Generic Ltr 03—20 to all licensees of operating reactor*, 
applicant* for OL b holders of CPs ra required actions based 
on generic implication* of Salem ATWS event*. Svc list encl, 
EISENHUT, D. G. Division of Licen*ing. 03/07/08, Consolidated 
Edison Co. of New York, Inc. 3Bpp. 19669:269. 24X 

Fiche: 30-000, 83/07/00, 8307080169. 


0307290177 Advise* that plan b schedule for resolution of reactor 
coolant pump trip issue, per TMI Action Item H. K. 3. 5, wil l be 
delayed until const restart. Concur* w/Generic Ltr B3-10E 
that applicant work through owners groups for solution*. 
SORENSEN, G. C. Washington Public Power Supply System. 83/07/22. 
EISENHUT, D, G. Division of Licensing. Ip. 19821:052. 24X 

Fiche: 30-460, 83/07/22, 8307290177. 


F. Security, medical, emergency b fire protection plans 


8307110317 Releases public vsrsion of revised emergency preparedness 

FELTON, J. M. Division of Rules and Records. 03/06/24. Document 
Management Branch. Ip. 19384:257. 24X Fiche: 50-397, 83/06/24, 

8307110317. 
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,207110331 Public veriion of Rev 3 to emergency praparedns** plan 
consisting of drawings of backup emergency operations 
facilities at util headquarters in Rich land# WA. W/03O616 ltr. 
B0UCHEY.O. D, Washington Public Power Supply System. 83/04/30. 
NOVAK. T. M. Assistant Director for Licensing 4pp. 1*384:358. 
24 X Fiche: 50-397. 03/06/24. 8307110317 


fk,A jud lcatory correspondence 


^030172 Response to 030609 first set of interrogator i es. Cer tiflcate 
f Svc & prof qual i f icat ions encl. 

,AQN£R,M. E. , YOUNG, M. A. Hearing Branch 4 03/06/30. Coalition 

0 r Safe Power. 23pp. 19179:003. 24X Fiche ; 50-460. 83/06/30, 

207030172. 


7030170 Memorandum Si order denying util 830607 (nation to compel 
urther answers from Coalition for Safe Power to util 830503 
jr«t let of interrogatories, hot ion moot since Coalition 
1 led response on 830622. 

flOBSHAN, H. Atomic Safety and Licensing Board Panel. 83/07/01. 
0 fhln$ton Public Power Supply System. 2 pp. 19199:187. 24X 

ic h e : 30-460, 03/07/01 . 0307090 1 78. 


7120336 Order establishing further schedule re d i scovery, mot ions 
or summary dispos ition, prof i led testimony & hearing. 

RG89MAN, H. Atomic Safety and Licensing Board Panel. 03/07/11. 
pp. 19432:063. 24X Fiche: 50-460. 03/07/11, 8307120336. 


7200126 Third let of interrogator ies. Re lated correspondence. 
ELL.N, Coalition for Safe Power. 83/07/13. Washington Public 
owtr Supply System. 7pp. 19648:137. 24X Fiche: 50-460, 83/07/13. 

307200126. 


307200131 Motion to compel answers From util to second set of 
interrogator ies. Interrogator ies concern issue* properly 
discoverable. Related correspondence. 

BELL, N. Coalition for Safe Power. 83/07/13. Atomic Safety and 
Licensing Board Panel. 3pp. 19640:144. 24X FI c h e : 30-460, 

03/07/13, 0307200 1 26. 


307200134 Updated responses to first set of interroga tor i es. Re la ted 
correspondence. 

BELL, N. Coalition for Safe Power. 83/07/13. 4pp, 19649:147. 

24 X Fiche: 50-460, 03/07/13, 0307200126. 


307200130 Second updated responses to first set of interrogatories. 
Certificate of 0vc encl. Related correspondence. 

BELL, N, Coalition for Safe Power. 03/07/13, Washington Public 
Power Supply System. 4pp. 19640:191. 24X Fiche : 90-460. 03/07/13, 
0307200126. 


7260290 Forwards N Bell affidavit re veracity of statements in 
30426 Hr to A 8 LB re disclosure of Coalition for Safe Power 
■ mb tr Identity. 

ELL, N. Coalition for Safe Power. 03/07/21. HARTMAN, 8 . Debevois* 
Liberman. 2pp. 19726:230. 24X Fiche: 90-460, 83/07/21, 8307260293. 


Operating license stage documents & correspondence 


7060329 Generic Ltr 83-27 to all licensors V applicants for 
perating power reactors It holders of CPs for power reactors 
• surveillance intervals in STS. Svc list end. 

ISENHUT, D. 0. Division of Licensing. 93/07/06. Consolidated 
dlson Co. of New York, Inc. 16pp. 19669:234. 24X 

iche: 30-000, 83/07/06, 8307060329. 


Inspection reports, IE Bulletins 6 correspondence 


6270401 IE Info Notice B3-46, "Common Mode Valve Failures Degrade 
urry Recirculation Spray Subsystem,'* Svc list encl. 

3RDAN-E. L. Division of Emergency Preparedness b Engineering 
•iponse <Post S30103). 83/07/11. Consolidated Edison Co. of New 

ork, Inc. 194pp. 19563:293. 24X Fiche: 90-000, 83/07/11, B306270401. 


6270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
•suit of Contaminated Hydraulic Fluid." Svc list end, 

ORDAN, E. L. Division of Emergency Preparedness b Engineering 
•sponse (Post 030103). 83/07/12, Consolidated Edison Co. of New 

ork, Inc. 141pp. 19363:193. 24X Fich e; 90-000, 83/07/12, 0306270404. 


6270406 IE Info Notice 83-48, "Gaseous Effluent Releases of 
•dioactive 1-129 * 1-131 In Excess of NRC Limits." Svc list 
*cl. 

*YL0R,J. M. Dlviilon of QA, Safeguards Inspection Programs (Post 
30103>. 03/07/14. Consolidated Edison Co. of New York, Inc. 

*4pp. 19719:270. 24X Fiche : 90-000, 03/07/14, 8306270406, 


B. Reportable occurrences, LERs b related correspondence 


B30712O49? Interim deficiency rept re emergency diesel generator 
starting air valve assembly mfg by Transamer ic a Delaval. 

Initially reported on 0206 10. Cap sc rew design revised. Next 
rapt by const restart. Also reportable per Part 21. 

DE LORENZO. R. A, Washington Public Power Supply System. 03/06/29. 
STERN 8 ERG, D- h. Region 9, Office of Director, 2pp 19429:021. 24X 

Fiche: 30-460. 83/06/29. B307120499 


8307100034 Interim Deficiency Rept 2 re deformation in conductor 
insulation in Dkonlte cable. Sixteen 7/C-M12 cables will be 
removed & replaced Six cables installed in raceway will be 
abandoned in place £, r ep laced. Final rept by const restart. 

DE LORENZO, R. A Washington Public Power Supply System. 83/07/01. 
STERNBERG, D. #1. Region 5. Office of Director. 3pp. 17560:131. 24X 

Fiche : 30-460, 83/07/01 , 8307100034. 


8307190144 Interim deficiency rept re problem w/fcop cover gaskets on 
NAMCQ Model EA180 series * wi tc he s. Prob 1 am traced to 
over-impregnated U insufficiently heat cured top cover 
gaskets, Also reported per Part 21. 

DE LORENZO, R . a. Washington Public Powbt Supply System. 83/07/01. 
STERNBERG, D. M. Region 9, Office of Director. 3pp. 19957:046. 24X 

Fiche: 30-460, 03/07/01 , 8307 180144. 


030729029? Interim deficiency rept re emergency diesel generator 
current transformers. Initially reported on 61 1 1 13. Nor 1 ake 
Kfg Co current transf ornier . Model CD 1409, selec ted to replace 
West i nghous e current transformer. 

DE LORENZO, 0. Washington Public Power Supply System. 03/07/14. 
STERNBERG, D. It. Region 3, Office of Director. 3pp. 19790:110, 24X 

Fiche: 30-460. 03/07/ 1 4 , 8307280299. 


8307200345 Final deficiency rept re Buffalo Forge fan housing missile 
protection. Initial ly reported on 010824, Unit 1 fans shipped 
to manufacturer for rework . L/ni t 4 fans not being modified, 
Nonconformance rept written. 

DE LORENZO, R. A Washington Public Power Supply System. 03/07/10. 
STERNBERG, D. M, Region 3, Office of Director. 3pp. 197B9:028. 24X 

Fiche: 30-460, 03/07/16, 0307200343. 


DOCKET 90-461 CLINTON POWER STATION, UNIT 1 


A. Appl ication/c onstrcjc t inn stage documents & correspondence 


030708023? Forwards back fit cost figures for addl seven utils per 
original B30208 request. Cost figures for 20 utils 
transmitted S304U. 

TDURTELLDTTE, J. Regulatory Reform Task Force. 03/06/22. 
PALLADINO. N. Commissioners. 2pp. 19363:313. 24X 

Fiche: 30-000, 03/06/22, 6307080259. 


•0307080331 Informs of inability to respond to NRC 83020B request re 
impact of regulatory backfit cost since util has no 
operating plant to use as baseline for c ompar 1 son. Su p par t 
expressed for backfit evaluation effort. 

HALL, D. P, Illinois Power Co. B3/04/08 TOURTELLOT TE, J. 
Regulatory Reform Task Force lp. 19363:320. 24X 

Fiche; 30-000, 93/06/22, 03Q7O8O2S9. 


8307060020 Requests review of util actions 6 concurrence in lifting 
Stop Work Order 16 Issued on 020629 re electrical conduit 
i nsta 1 lat i on . Nec es sary portions of recovery plan completed 
HALL, D. P. Illinois Power Co. 93/06/24. KEPPLER, J. G. Region 3, 
Office of Director. lp. 19251:041. 24X Fiche ; 90-46 1 , 93/06/24. 

8307060020. 


0307060073 Requests review of util actions to correct deficiencies re 
electrical cable tray & tray attachment lnstal la tion. A 1 so 
requests concurrence in lifting 6201 10 Stop Work Order 7. 

HALL, D. P. Illinois Power Co. 83/06/24. KEPPLER, J. G. Region 3, 
Office of Director. 2pp. 19291:321. 24X Fiche : 30-46 1 , 83/06/24, 

83 07060073. 


0306270399 Generic Ltr S3-24 to all OWR applicants for OL 6 holders oF 
0L» for Grand Gulf, LaSalle b Susquehanna re TMI Task Action 
Plan Item I. 0 . 1 , "Special Low Power Testing i < Training 
Sc Rec ommenda t 1 ons for BWRs, “ Eve list end 

EI 8 ENHUT, D. 0. Division of Licensing, 03/06/29 Long Iiland 
Lighting Co. 26pp, 19304:119. 24X Fiche: 50-000, 83/06/29, 

8306270395. 


0306270397 Generic Ltr 83-26 to all applicants for OLs Ic holders of 
CPs for power reactors re c lar 1 f lcation of surveillance 
requirements for diesel fuel impurity. Svc list encl. 

EISENHUT, 0. G. Division of Licensing, 03/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390; 317. 24X 

Fiche: 30-000, B3/07/03, 0306270397. 
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8307110532 Ac k receipt of 8306J5 ltr requesting concurrence in plant 
for lifting Stop Work Order 017 on structural steel. 

Appropriate procedures i* instructions revised to accomplish 
lessons learned training. Concurs w/lifting stop work order. 

KEPPLER.J. Q. Region 3* Office of Director. 03/07/06 GERSTNER, W. C. 

Illinois Power Co. Ip. 19380:142. 24X Fich e : 50-461 , 83/07/06. 

8307110532. 


8307080169 Generic Ltr 83-28 to all licensees of operating reactors* 
applicants for OL & holders of CPs re required actions based 
on generic imp 1 1 cat ions of Salem ATW5 events. Svc list end. 
EISENHUT.D.G Division of Licensing. 83/07/08 Consolidated 
Edison Co. of New York* Inc. 3Spp. 17669:269- 24X 

Fiche: 50-000. 83/07/08,8307080169. 


8307220379 Revises commitments made in response to NRC 020127 
confirmation of action ltr re increased util QA it const mgt 
involvement in contractor const mgt GA/GC program, 

GERSTNER. W. C. Illinois Power Co. 83/07/13. KEPPLER, J. 0. Region 3, 
Office of Director. 3pp. 19675:230. 24X Fiche; 50-461. 83/07/13, 

8307220379. 


S307250367 Submits summary status of issues being addressed by 
Licensing Review Group II»ppr 830502 request. Four issues 
require further action prior ta NRC closeout. Post-accident 
sampling requires procedural upgrading. 

HOLTZSCHER, D. L. Licensing Review Group II. 83/07/15. STEFANQ, J. J. 
Licensing Branch l. 12pp. 19705:203. 24X Fiche: 50-000, 03/07/15, 

8307250367. 


8307270049 Forwards evaluation of 021022 submittal re operability of 
containment purge & vent valves under combined LDCA/seismic 
load iny*. Further justification required for 24 t* 36-inch 
valves. 

SCHWENCER, A Licensing Branch 2. B3/07/20. WULLER, 0, Illinois 

Power Co 7pp. 19811:030 24X Fiche: 50-461, 83/07/20, 0307270049. 


83075B0322 Concurs w/830624 decision to lift Stop Work Order 7 on 
electrical cable tray it tray attachments. Continued 
compliance w/GA requirements assumed. 

KEPPLER, *>. G. Region 3. Office of Director. 83/07/22 GERSTNER, W. C. 

Illinois Power Co. 2pp. 19789:245. 24X Fic he: 30-461 , 03/07/22, 

0307280322. 


H. General correspondence 


8307180086 Advises of reassignment of training organization to vice 
president rather than Baldwin Assoc Quality 4< Technical 
Svcs. Change necessary since QA workload detracts from 
available mgt attention to QA matters. 

HALL, D. P. Illinois Power Co. 03/07/08. KEPPLER, J. 0. Region 3, 
Office of Director. Ip. 19556:250. 24X Fi ch e : 50-46 1 , 03/07/08, 
8307180086. 


P, Operating license stage documents fc correspondence 


0307060329 Generic Ltr 83-27 to all licensees 6 applicants for 
operating power reactors it holders of CPs for power reactors 
re surveillance intervals in STS, Svc list end. 

EISENHUT, D. G. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:254. 24X 

Fiche: 50-000, 83/07/06, 8307060329. 


Q. Inspection reports, IE Bulletins & correspondence 


8307110031 Forwards revs to overinsp checklists b instructions to be 
used in overinsp program. 

HALL, D. P. Illinois Power Co. 83/06/27. KEPPLER, J. 0, Region 3* 
Office of Director, 17pp. 19374:181. H4X Fi c h e : 50-461 , 03/06/27, 

8307110031. 


83Q7OBO203 Ac k receipt of 830628 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-461/83-02. 

LITTLE, W. S. Region 3, Office of Director. 83/07/05. GERSTNER, W. C. 
Illinois Power Co. Ip. 19351:210. 24X Fi che : 50-461 , 03/07/05, 

0307080203. 


8307080290 Responds to NRC 830316 ltr re violations noted in IE Insp 
Rept 50-461/83-02, Corrective actions: all superseded 
electrical hanger travelers identified by site search 
transmitted to document records ctr for storage. 

HALL, D. P . Illinois Power Co. 83/06/28. KEPPLER, J. Q. Region 3, 
Office of Director. 5pp. 19351:211. 24X FI c he : 50-461 , 83/07/05, 

0307080283. 


E. NRC Safety Evaluation Report iSERl, suppls it correspondence 


B3Q712Q396 Forwards listing of docketed sources of dacumentat i on per 
NUREG-0802 criteria & cnmparlson of plant w/Kuosheng. Grand 
Oulf & Perry per NUHEG-0763 to resolve EER Outstanding Issue 

HOLLER, G. E. Illinois Power Co. 83/07/08. SCHWENCER, A. Licensing 
Branch 2 . 20pp. 19430:198 24X Fiche; 50-461, 03/07/08, 8307120396, 


8307260134 Forwards summary update to info previously submitted by 
821215 Hr re electrical b mechanical seismic b dynamic 
equipment qual if ication, per Supplemental SER 2. Installation 
of 593 pieces of equipment complete. 

HOLLER, <?. E. Illinois Power Co. 83/07/26. SCHWENCER, A. Licensing 
Branch 2 . 2pp. 19727:309. 24X Fiche: 50-461, 03/07/26, 0307260154. 


F. ^Security, medical, emergency b fire protection plans 


03071 1026Q Forwards IE Insp Rapt 50-461/83-08 on 030621-25. No 
noncompliance noted. 

KNOPiR.C. Region 3, Office of Director. 83/07/06. GERSTNER, W. C. 
Illinois Power Co. 2pp. 19374:258. 24X Fi eh »: 50-461 , 83/07/06, 

0307110268, 


-8307110276 IE Insp Rept 50-461/B3-OB on 030621-25. No noncompliance 
noted. Major areas Inspected: review of licensee assessment 
of record verification program "dry run, 11 progress 
w/Standlng Work Order 007 it action on open items. 

JABLQNSKI, F. J. , BERGGREN, J. S. , HAYEB, D, W. Region 3, Office of 
Director. 83/07/02. 3pp. 19374:260. 24X Fiche; 50-461, 03/07/06, 

83071 10260. 


0307210139 Forward* IE Insp Rept 50-461/03-07 on 030615-17. No 
noncompliance noted. 

LITTLE. H. S. Region 3, Office of Director. 83/07/00. GERSTNER, W. C 
C °’ 2PP ' 24X Fiche; 50-461, B3/07/08, . 


8307110228 Forwards revised emergency response capability 
Implementation plan schedule b submittals to reflect new 
submittal dates of 850101 for control room review program 
830701 / or sugary rept per Supp 1 to NUREG-0737. 

niinois Power Co. 83/07/05. SCHWENCER, A. Licensi 
Branch 2. 5pp. 19376:107. 24X Fiche: 50-461, 83/07/05, 8307110228 


03 02i2?6 3 ?t^ arl#i ! $ ^ nf ? ° n FirS Z0nH, D 32 * 3. 6, In response 

021216 ltr re update of safe shutdown analysis for fire 
protection it request for exemptions from 10CFR50, App R. 

Two cable conduits embedded in concrete. 

WULLER,G E- Illinois Power Co. B3/07/14. SCHWENCER, A. Licen* 
Branch 2. 2pp. 19630:104. 24X Fiche: 30-461, 83/07/14, 830719023 


0. Adjudicatory correspondence 


—8307210149 IE Insp Rept 30-461/B3-07 on 030615-17. No noncompliance 
noted. Major areas inspected: training procedures it testing 
program requirements for personnel involved w/8top Work 
Order 019 it OA records it associated documents. 

KEATING, D. E, , CILIMBERG, R, L. , DANIELSON, D. H. Region 3, Office of 
03/07/08 ■ 6 PP- 19666:114. 24X Fich e : 50-461 , 83/07/00, 


R. Periodic operating reports S< related correspondence 


8307280063 Provides quarterly const schedule 
810329 request. Next rept will be submitted 
HALL, D. P. Illinois Power Co. 83/07/22, 
Nuclear Reactor Regulation, Director. Ip. 
Fiche: 30-461 , 83/07/22, 8307280065. 


updates in response to 
in Oct 1903. 

DENTON, H. R. Office of 
19791:204. 24X 


"S'KTi.r" ,» proc.dlng.C.rtiMc.t, 

NEDMANiR.g Illinois, State of. 83/07/00. 3pp. 19432:148. 24X 

Fiche; 30-461.83/07/08, 0307120581. P ™ 


S. Reportable occurrences, LER* & related correspondence 


. . *.» ■ -m v iw inuii.,riiuii4v> ur iq quaiitu due to lurlir* 

th4t m4V ma * k dBf#cfca - Initially reported on 
830622. Pip ing subassemblies containing welded angular 
branch connections w/pad reinforcement reviewed. 

M ? E ?u e i N 'e H ' * Southwest Fabricating it Welding Co, (subs, 

of iu International Carp.), 83/06/24. POTAPOVS, U. Region 4, Office 
of Director. 5p p . 19538:080. 24X Fiche: 50-461, 03/06/24, 8307150263 
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8307110322 Final Deficiency Rept 82-13 re fabrication !< detailing of 
structural steel connection drawings provided by Bristol 
Steel & Iron. Ini tia 1 ly reported on 82 1 1 1 5. Vendor 
surveillance dept reorganiied to increase effectiveness. 

HALLjD. P. Ill mole Power Co. 83/07/05. KEPPLER, J G Region 3. 
Office of Director. 9pp. 19381:270 24X Pi che 90-461. 63/07/05. 

0307110322. 


0307100009 Interim Deficiency Rept 82-09 re small/bore instrumentation 
piping 6 conduit support design calculations. Initially 
reported on 820902, Sargent & Lundy procedures for small 
bore/instrumenta t tan support design enhanced. 

HALLj D. P. Illinois Power Co. 83/07/06. KEP-PLER# J. Q. Region 3# 
Office of Director, 7pp. 19360:301 24X Fi che ; 30-461 < 83/07/06# 

S307I80009, 


8307180036 Interim Deficiency Rept 03-04 re document control of GE 
design change doc lament*, fnl t ia 1 ly reported on 830213 
Investigation results L corrective actions listed Pinal rept 
to b* sent in 90 days. 

HALLrD. P. I llinois Power Co. 83/07/06. KEPPLER# J. Q. Region 3# 
Office of Director. 4pp. 19360:209. 24X Flche : 90-461# B3/07/06# 

8307180036. 


V. Operator Examination* 


8307130344 Supplemental response to Generic Ltr 83-01 re licensed 
operator exams. App rox 23 candidate* will be examined in each 
June U Sept 1989 session. 

WULLER# G. E. Illinois Power Co. 03/07/08. SCHWENCER# A. Licensing 
Branch 2. Ip. 19338:279. 24X F i c h 0 : 30-46 1 , B3/07/09# 8307 1 90344. 


DOCKET 90-462 CLINTON POWER STATION. UNIT 2 


A. App 1 lcation/co-n* true tion stage documents & correspondence 


0307000239 Forward* backflt cost figures for addl seven utils per 
original 030208 request. Cost figures for 20 utils 
transmitted 830411. 

TOURTELLOTTE# J. Regulatory Reform Task Force. 03/06/22. 
PALLADINO. N. Commissioners. 2pp. 19363:313. 24X 

Flche: 30-000# 83/06/22# 8307000299. 


“8307080331 Inform* of inability to respond to NRC 830208 request re 
impact of regulatory backfit cost since util has no 
operating plant to use as baseline for coffipar 1 son. Suppor t 
expressed for backfit evaluation effort. 

HALL# D. P. Illinois Power Co. 83/04/0B. TOURTELLOTTE. J. 
Regulatory Reform Task Force. Ip. 19363:320. 24X 

Fiche: 50-000, 83/06/22, 0307090259. 


0306270393 Generic Ltr 83-24 to all BWR applicants for GL & holders of 
OLs for Grand Gulf# LaSalle $< Susquehanna re TMI Task Action 
Plan Item I. G. 1, "Special Low Power Testing & Training 
L Recommendations for DWRs. " Svc list end. 

EISENHUT# D. G. Division of Licensing. 03/06/29. Long Island 
Lighting Co. 26pp. 19384:115. 24X Flche; 50-000, 83/06/29# 

8306270399. 


0306270397 Generic Ltr 03-26 to all applicants for OL* & holder* of 
CPs for power reactors re c iar if i cat ion of surveillance 
requirements for diesel fuel impurity. Svc list encl. 

EISENHUT, D. G. Di v i s i on o f L i c ens ing 03/07/03. Consolidated 
Edison Co. of New York# Inc. 16pp. 19390:317, 24X 

Fiche: 30-000, 03/07/03# 8306270397. 


8307060329 Generic Ltr 83-27 to all licensees 8< applicants for 
operating power reactors fit holders of CPs for power reactors 
re surveillance Intervals in STS. Svc list encl. 

EISENHUT# D. G. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:234. 24X 

Fiche: 30-000# 83/07/06# 8307060329. 


0307000169 Generic Ltr 83-2B to all licensees of operating reactors, 
applicants for OL 8t holders of CP* re required action* based 
on generic implications of Salem ATWS event*. Svc list encl. 
EISENHUT# D. G. Division of Licensing. 03/07/00. Consolidated 
Edison Co. of New York# Inc. 3Bpp. 19669:269. 24X 

Flche: 30-000# 03/07/08# S307080169. 


0307230367 Submit* summary status of issues being addressed by 
Licensing Review Group II. per 830302 request. Four Issues 
require further action prior to NRC c 1 oseout. Post-accident 
sampling requires procedural upgrading. 

HOLTZ 8CHER, D. L. Licensing Review Group II. 03/07/13. STEFANO# J. J, 

Licensing Branch t. 12pp. 19703:203. 24X Fiche: 30-000# 03/07/13# 

8307230367. 


S. Reportable occurrences. LER s t* related correspondence 


8307100009 Interim Deficiency Rept 82-09 re small/bore i ns tr umenta t i on 
piping 6 conduit support design calculations. Initially 
reported on 820902. Sa rg e n t & Lundy procedures for small 
boru/instrumentation support design enhanced. 

HALL, D. P Illinois Power Co. 83/07/06 KEPPLER, J. G. Region 3, 
Office jf Director. 7pp. 19560 301. 24 X Fi c h e : 30-461 # &3/07 /Q6, 

8307180009. 


DOCKET 50-466 ALLENS CREEK NUCLEAR STATION, UNIT 1 


A. App 1 1 cat ion/construc tion stage documents 4 correspondence 


8307200409 Informs of balance due for review of CP application, 
withdrawn on 021006. Invoice to cover Commission review costs 
will be Issued. 

MILLER, W, 0. License Fee Management Branch. 03/07/11 OPREA.G W. 
Houston Lighting It Power Co. Ip. 19672:234. 24X 

Fiche: 30-466# 03/07/11 r B3D72004Q9. 


—0307200412 Discusses max assessment of foe* for CP application & 
withdrawal reviews Uti 1 will be billed for balance due. 

HOLLBWAY.C.J Llcsnts Fee Management Drench, 83/07/11, License 

Fee Management Branch. 2pp. 19672:233. 24X Ft c he : 30-466, 

03/07/ i 1# 8307200409, 


— B3Q720Q417 Confirms 760907 tolcon Te reactivation of Unit 1 const oh 
modified sc hedule. P lan* for Unit 2 canceled, Ltr describing 
design changes discussed at 760923 meeting will be submitted 
In mid-Nov 1976 

QPREA# 0. W- Houston Lighting * Power Co. 76/10/07. RUSCNE, B.C. 
Office of Nuclear Reactor Regulation# Director. Ip. 19672:257, 
24X Fiche: 30-466, 83/07/1 1, 0307200409, 


DOCKET 30-467 ALLENS CREEK NUCLEAR STATION# UNIT 2 


A Application/construction stage documents correspondence 


□307200409 Informs of balance due for review of CP application# 
withdrawn on 821006, Invoic e to cover Commi ss i on review cost* 
will be issued, 

MILLER# W. 0. License Fee Management Branch. 03/07/11, OPREA* G. W, 
Houston Lighting 1# Power Co, Ip, 19672:234. 24X 

Fiche: 30-466# B3/07/1 1 , 0307200409, 


— 8307200412 Discusses max assessment of fee* for CP application 5#: 
withdrawal reviews. Util will bo billed f ot balance due. 

HOLLBWAY# C. J. License Fee Management Branch. S3/07/U. License 
Fee Management Branch. 2pp, 19672:293, 24X Fiche: 50-466# 

03/07/11# 0307200409. 


— 8307200417 Confirm* 760907 tolcon ro reactivation of Unit 1 const on 
modified sc h ed u 1 e. P 1 a n s for Unit 2 canceled. Ltr describing 
design changes discussed at 760923 meeting will be submitted 
in mld-Nav 1976, 

□ PREA, G. W. Houston Lighting S# Power Co, 76/10/07. FIU5CHE, D. C. 
Office of Nuclear Reactor Regulation, Director. Ip. 19672:237. 
24X Fiche: 30-466, 83/07/1 1 # 8307200409. 


DOCKET BTN-30-47O CEGSAR SYSTEM 80 


A. App 1 i cat ion/cans true t i on stage document* & correspondence 


8307010172 Forward* ”De p r e a s ur 1 1 a 1 1 on i# DHR# R espon s e to NRC -Question*." 
Recommends NRC base cost/bencflt analysis in existing Sy* 

80 plants on possible design change 

SCHERER# A. E. Combustion Engineering, Inc. 03/06/29. EISENHUT, D. G. 
Division of Licensing. 39pp. 19171:127. 24X Fiche: 30-470# 03/06/29# 

8307010172. 


— Q3O7O1O104 "Depressuriiation t DHR, Response to NRC Questions." 
Executive summary included. 

» Combustion Engineering, Inc. CEN-239. 83/06/30. 433pp. 

19171:186. 24X Fiche: 30-470# 03/06/29# 8307010172. 


8307130160 Outlines t# approves 830411 26 requests to withhold listed 

info from public disclosure per I0CFR2. 790. 

THOMAS# C. 0. Standard i tat i on t# Special Project* Branch. 03/06/30. 
SCHERER# A. E. Combustion Engineering# Inc, 3pp. 19340:335. 24X 

Fiche: 90-470. 83/06/30, B307I 90160 


8307130170 Outlines k approve* 83022B# 0426 8# 0310 request* for 
withholding listed info from public disclosure per 
10CFR2. 790. 

THOMAS# C.O. Standard i lat i on h Special Projects Branch. 83/06/30. 
SCHERER# A, E. Combustion Engineering# Inc. 4pp. 19540:338. 24X 

Fiche: 90-470, 83/06/30, ©3071 901 70. 
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B307210241 Submits list of expert witnesses to be csllcd Counsel for 
other parties have no objection. 

SIL8ERQ, J. E. Shaw, Pittmani Potts & Trowbridge. SILBERG, J. E. 
Kansas Gas b Electric Co. 83/07/19. LAURENSON, J. A. , ANDERSON, G. C. 
PAXTON/ H. C. Atomic Safety and Licensing Board Panel. 2pp. 
196*4:165. 24X Fiche: 50-402 » 03/07/ 19/ 830721024 1 , 


Q. Inspection reports. IE Bulletins & correspondence 


0307120010 Forwards IE Insp Rept 50-402/83-13 on 830416-0513 b notice 
of violation. 

SEIDLE, W. C. Region 4/ Office of Director. 03/06/14 KOESTER, <?. L. 
Kansas Gas b Electric Co. 2pp 19425:122. 24X 

Fiche: 30-482/ 83/06/14/ 0307120010 


— 0307120011 Notice of violation from insp on 830416-0313. 

# Region 4. Office of Director 83/06/14. 2pp 19423:124. 24X 

Fiche: 30-482. 83/06/14. 0307120010. 


— 8307120013 IE Insp Rept 30-402/83-13 on 8304 16-031 5. Noncomp liance 
noted: lack of training b qualification for anchor bolt 
torque verification b rejectable indications on moisture 
separator welds in steam generator 1, 

ROBERDSz H. W. i JOHNSON, W. D. Region 4, Office of Director. 

03/06/14. 3pp, 19423:126. 24X F 1 c h e : 50-402, 03/06/ 1 4, 8307 1 20010. 


0307120488 Forwards IE Insp Rept 50-482/83-14 on 030301-31 * notice of 
violation. 

SEIDLE, W.C. Region 4/ Office of Director. 83/06/15. K0E8TER.G, L 
Kansas Gas b Electric Co. 2pp. 19423:029. 24X 

Fiche: 30-482, 83/06/13, 8307120408. 


— B 307120494 Notice of violation from insp on 830301-31. 

a Region 4, Office of Director. 83/06/13. Ip. 19423:031. 24X 

Fiche; 30-482, 03/06/13, B307 120488. 


8307120490 IE Insp Rept 30-4B2/83-14 on 830301-31 . Noncomp 1 iance noted: 
failure to provide procedure for realignment of <NK> 

123-volt d< Class IE electrical *ys to support vendor rework 
on battery chargers. 

SCHUM, W. 8. , JOHNSON, W, D. Region 4, Office of Director. 83/06/14 
Qpp. 19423:032. 24X Fi ch o : 30-482, 83/06/ 1 5, 8307 1 204BS 


0307030114 EN-83-01 5A: on B30630, order imposing civil penalty in amount 
of (40,000 issued, based on licensee failure to ensure 
complete QA sys turnover. Li ccnsee may pay civil penalty 
within 30 days or request hearing. 

KLINQLER, 0. , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 83/06/30. Ip. 19199:362. 24X F i C h e : 30-402, 03/06/30, 

8307030114. 


8307030212 Responds to 030421 ltr re notice of violation & proposed 
imposition of civil penalties Issued on 030323. Order 
imposing civil monetary penalty b evaluation b conclusion 
supporting actions end. 

DEYOUNG, R. C, Director's Office, Office of Inspection and 
Enforcement. 83/06/30. KOESTER, G. L, Kansas Gas b Electric Co. 
2pp. 19190:320. 24X Fi c he : 30-482, 83/06/30, 03070302 1 2. 


— 8307030217 Order imposing civil monetary penalty in amount of ♦40,000 
based on licensee failure to adequately control activities 
affecting quality of saf ety~re lated work, per IE Insp Rept 
30-402/03-02. 

DEYOUNG, R. C, Director's Office, Office of Inspection and 
Enforcement. 83/06/30. Kansas Gas b Electric Co, 7pp. 

19198:322. 24X Fiche: 30-482, 83/06/30, 8307030212. 


0307130061 Forwards, for transmittal to Oft of FR, order imposing civil 
monetary penal ty, 1 ssued to util on 030630 W/o end, 

AXELRAD, J, A. Office of International Programs, Director. 83/06/30. 

Docketing b Services Branch. Ip. 19474:216. 24X 

Fiche: 30-402. 03/06/30. 8307130061. 


8307120471 Ac k receipt of 830421 b. 0617 1 trs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
30-482/03-04. 

SEIDLE, W. C. Region 4, Office of Director. 83/07/01. KOEBTER, G. L 
Kansas Gas b Electric Co, lp. 19424:103. 24X Fi che: 30-482, 

83/07/01, 8307120471. 


— 0307120476 Responds to NRC 830325 ltr re violations noted in IE Insp 
Rapt 50-402/83-04, Correc t ive actions: QC Procedures 
QCP-VI-200 b QCP-UI-201 revised on 030512 to assure that 
vessels b equipment turned over acceptably dean. 

KOESTER, 0. L. Kansas Gas b Electric Co. 83/06/17. SEIDLE, W.C, 
Region 4, Office of Director. 2pp. 19424: 106. 24X 

Fiche: 30-482, 83/07/01, 0307120471. 


8306270401 IE Jnfa Notice 03-46, ''Common Mode Valve Failures Degrade 
Surry Rec irculat l on Spray Subsystem." Syc list end. 

JORDAN, E. L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/07/11 Consolidated Edison Co. of New 

York, Inc 154pp 19363:293 24X Fi che: 30-000, 03/07/1 1, 8306270401 . 


8306270404 IE Info Notice 83-47, ‘'Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid . Svc list end. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/07/12 Consolidated Edison Co. of New 

York, Inc. I4lpp 19363 133. 24X Fi c h e : 30-000, 03/07/ 1 2, 8306270404. 


8307100261 Ack receipt of 030624 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-482/83-10 
SEIDLE, W.C. Region 4, Office of Director 83/07/13. KOESTER, G. L. 

Kansas Gas b Electric Co ip 19355:339. 24X F i e he ; 50-482. 
83/07/13, 8307180261 


--8307180270 Responds to NRC 830306 ltr re violations noted in IE Insp 
Rept 50-482/03-10 Corrective actions: all future intermittent 
fillet welds will require weld Increment at ends of 
dimensioned length. 

KCJESTER, G. L. Kansas Gas b Electric Co. 83/06/24. SEIDLE, W.C. 
Region 4, Office of Director. 3pp 19333 360 24X 

Fiche: 30-402, 83/07/13, 8307180261 


8306270406 IE Info Notice 03-48, "Gaseous Effluent Releases of 
Radioactive I-J25 b 1-131 in Excess of NRC Limits." Bvc list 
end. 

TAYLOR, J. M. Division of GA, Safeguards b Inspection Programs (Post 
830103). 03/07/14. Consolidated Edison Co. of New York, Inc. 

114pp. 19713:270. 24X Fi c h e : 50-000, 03/07/ 14. B306270406. 


8307220480 Ack receipt of 830617 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-482/03-11 
SEIDLE, W.C. Region 4, Office of Director 83/07/18. KOESTER, G. L. 

Kansas Gas b Electric Co. Ip 19693:192. 24X Fiche: 3D-4B2, 
83/07/10, 0307220480, 


—0307220487 Responds to NRC 030320 ltr re violations noted in IE Insp 
Rept 50-482/83-1 1. Correc t ive actlons:AE contacted to verify 
that diamond figures adjacent to travel bar satisfy specs. 

KOESTER, 0. L. Kansas Gas b Electric Co 03/06/17. SEIDLE, W.C. 
Region 4, Office of Director 3pp. 19605: 193. 24X 

Fiche: 50-402, 83/07/10, 8307220400 


S. Reportable occurrences, LERs b related correspondence 


83070300B7 Interim deficiency rept re documentation b hardware 
discrepancies in borated refueling water eys, Initially 
reported on 030 121 . Dl s cr epanc i e s evaluated. No effect on 
safety of operation noted. Next rept Bipected by 030930. 

KOESTER, G. L. Kansas Gas b Electric Co. 83/06/24. SEIDLE, W.C. 
Region 4, Office of Director, Ip 19193: 104. 24X 

Fiche: 30-402, 03/06/24, 0307030007. 


0307030113 Final deficiency rept re discrepancy between piping stool 
piece matl l< matl specs of Installed piping stool piece in 
feedwater sys Safety not adversely a f f oc ted . Cond i t i on not 
reportable per 10CFRS0. 53( e >. 

KOESTER, 0. L. Kansas QaS b Electric Co. 83/06/24 SEIDLE, W.C. 
Region 4, Office of Director, 2pp. 19220:023. 24X 

Fiche: 30-402, 83/06/24, B307050U3 


0307030219 Final deficiency rept re improperly torqued bolt on 
instrument mounts. Ini t ial ly reported on 030222. Dolts will be 
replaced b torqued per designer spec s. Correc fc ive action due 
In approx 2 months. Also reported per Part 21 

KOESTER, G. L. Kansas Gas b Electric Co 83/06/24. SEIDLE. W.C. 
Region 4, Office of Director. 4pp. 19190:329. 24X 

Fiche: 30-402, 83/06/24, 8307050219 


8307060280 Forwards Significant Deficiency Repts 83-01, B3-03 b 03-01 re 
EMD gate valve position b U-bolt res tra i nts# inadvertently 
omitted from transmittal to Wa sh i ng tan, DC ofc. 

SEIKEN, S. J. Standardized Nuclear Unit Power Plant System. 83/06/30. 
DEYOUNG, R. Director's Office, Office of Inspection and Enforcement 
lp. 19239:027. 24X Fi c h b : 30-000, 83/06/30, 8307060280. 


— 0307060280 Final Significant Deficiency Rept 03-03 re design b 
installation of U-bolt restraints. Initially reported on 
830127. Anal y sis revealed absence of locknuts on piping. 

Double nut lacking mechanism installed. 

SEIKEN, S. J. Standardized Nuclear Unit Power Plant System. 

83/02/ IB. KEPPLER, J. G. Region 3, Office of Director 

COLLINS, J. T. Region 4, Office of Director. 0pp. 19239:032. 24X 

Fiche 50-000, 03/06/30, 8307060280. 
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B3Q71 10244 Part 21 rept rs deficiency in Bechtel design of ac dc 
control circuits for facilities Design changes to affected 
motor controller & power circuit breaker compartments 
Initiated Also reported per 10CFR3Q. 551 e > by SNUPPS 

MEYERS. B.L. Bechtel Corp. 03/06/30 KEPPLER. J G. Regions, Office 
Of Director. SEYFRJT.K Region 4. Offtce of Director. 5pp 
19374 33 s ? 24X Fi che: 50-000* 83/06/30- 83071 10244 


B 30712031 5 Final deficiency rept r* potential errors in reactor coolant 
wide range pressure instruments during post-accident 
conditions Initially reported on 620S04. Transmi tters PT403 
% PT4Q5 will be relocated outside containment. 

K0E6TER. O L. Kansas Gas & Electric Co 33/07701- SEIDLE, W. C. 

Region 4. Office of Director 2pp 19433:200. 24X 

Fich • 30-492. 83/07/01.0307120313. 


8307230313 Interim deficiency rept re nonconforming nuclear coatings in 
reactor D-ltfg. Phase 1 of test program developed to evaluate 
acceptability of coatings completed b Phase 2 scheduled to 
begin in Jul Test status will be provided by S3J202. 

KOESTER-<r *-• Kansas Gas l< Electric Co 83/07/01. Ip. 19701 ; 343. 
24X Fiche 50-402. 03/07/01. B3O723031 3 


8307290178 Interim deficiency rept re installation of Vulkene Supreme 
cable. Initially reported on 830620. Evaluation in progress. 

Unit rept will be provided by 830930. 

KOESTER, G. L. Kansas Gas 1* Electric Co. 83/07/20. 8E I DLE, W. C. 
Region 4, Office of Director. ip. 19022:042. 24X 

Fiche: 30-482, 83/07/20, 8307290170. 


8307290332 Interim deficiency rept re GE AKR breakers. Initially 
reported on 830620. Matter still under evaluati on. Status 
of evaluation will be reported by 831007. 

KOESTER, G.L. Kansas Gas b Electric Co. 83/07/20. SEIDLE, W.C. 
Region 4. Office of Director. Ip. 19B26:311. 24X 

Fiche: 50-482, 83/07/20, 0307290352. 


V. Operator Examinations 


8307060077 Provides revised info re operator licensing exams# per 
Generic Ltr 63-01. Schedule changes based on fuel load date 
advanced to 840815. 

KOESTER# G. L. Kansas Gas b Electric Co. 83/07/01. DENTON. M. R. 
Office of Nuclear Reactor Regulation. Director. 3pp. 19251:278. 
24X Fiche: 30-482,83/07/01, 8307060077. 


6307210221 Forwards 830621 Part 21 rept re valve seat defects. 

CALLD, R M Region 1. Office of Director. 83/07/05. KISTER.H, B. 

Region 1, Office of Director lp. 19666:290. 24X DOCKET STN-50-483 CALLAWAY PLANT, UNIT 1 

Fiche. 50-000# 83/07/05, 03072 1 022 i . 

A. App 1 1 ca t ian/c ons true t i on stage documents b correspondence 


--8307210229 Part 21 rept re valve seat defect. Ini tial ly reported on 
830620 Risk of seat cracking could occur under torque 
Bechtel analysis underway. 

BARCLAY, J. F. Yarway Corp. B3/06/21. GALLO, R. Region 1. Office 
0# Director. 1 1 pp . 19666 291. 24X Fiche: 50-000, 83/07/05, 

830721 0221 


8307150241 Final deficiency rept re Failure of battery on backup diesel 
fire pump. Initially reported on 830610 Battery not safety- 
related. I tem not reportable per I0CFR50. 55<el. 

KOESTER. C. L. Kansas Gas *, Electric Co. 83/07/08 SEIDLE, W.C. 

Region 4. Office of Director Ip. 19531:092. 24X 

Fiche: 50-482# 83/07/08, 8307150241. 


8307150243 Interim deficiency rept re push button switches installed in 
main control panels. Ini tial ly reported on 030609. Matter 
under investigation by AE 5. Cutler-Hammer. Evaluation i< 
resolution expected by 830930. 

KOESTER, 0 I- Kansas Gas b Electric Cn 03/07/08. SEIDLE. W.C. 

Region 4# Office of Director lp. 19538:348 24X 

Fiche 50-482. 83/07/08,8307130243. 


0307190110 Interim deficiency rept re miscellaneous component failures 
in saf et y — r«la ted battery chargers. Initially reported on 
830309 Power Conversion Products# Inc currently testing 
chargers & making corrections. Next rept by B31003. 

KOESTER. C L Kansas Gas b Electric Co. 03/07/11. SEIDLE. W.C. 
Region 4, Office of Director, ip 19635 007. 24X 

Fiche: 50-4B2, B3/07/ 1 1 , 8307190110 


8307250322 Interim deficiency rept re linear indications on base metal 
on Guy on £/2-inch socket couplings Initially reported on 
830617. Investigation continuing Next rept will be submitted 
by 831014. 

KOESTER, C. i_. Kansas Gas b Electric Co 83/07/15 SEIDLE. W.C. 
Region 4. Office of Director. lp. 19701:360 24X 

Fiche. 50- 482, 83/07/ 1 5, 8307250322. 


8306060070 Ceneric Ltr 83-22 to all operating reactor licensees, 
applicants for DLs b holders of CPs for West inghouse PWRs 
re safety evaluation of "Emergency Response Gu i d e 1 lnes , " 

Svc list end. 

EISENHUT. D. Q. Division of Licensing. 83/06/03. Yankee Atomic 
Electric Co. 10pp. 19563:116. 24X Fiche: 50-000. 83/06/03, 

8306060070. 


B307060034 Requests determination of NRC ofc responsible for rivtiu 
of Tech Spec Section 6.0 re administrative controls, per 
STS INUREG-0432), by 830715. Jul meeting w/revi ewer s requested 
to effect tentative agreement by 830815, 

SCHNELL. D. F. Un i on E 1 ec tr i c Co. 03/06/30. DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director, lp. 19251:148. 24X 

Fiche: 50-403,83/06/30. 8307060034. 


8307110257 Submits proposed schedule for completing Tech Spec review 
& issuance. Issuance of Tech Spec Sections 1-5 expected 
prior to fuel load date of B40402. 

SCHNELL, D F. Un i on El ec tr i c Co. 83/06/30. DENTON. H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 19374:268. 24X 

Fiche: 30-483, 83/06/30, 03071 10257. 


8306270397 Generic Ltr 83-26 to all applicants for OLs Ik holder* of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. 8vc list end. 

EISENHUT, D. 0. Division of Licensing. 83/07/05. Consolidated 
Edison Co. of New York, Inc, 16pp. 19390:317 24X 

Fiche: 30-000. 03/07/05, 8306270397. 


8307130292 Summary of 830617 meeting w/util V SNUPPS in Bethesda,- MD re 
OA program far operat i ons. L i s t of attendees end. 

EDISON, 0. E. Licensing Branch i. 83/07/06. Licensing Branch t. 
3pp. 19311:132. 24 X FI che : 50-483, 83/07/06, 8307 130292. 


8307250300 Interim deficiency rept re questionable matu supplied by 
Ray Killer Corp used in safety-related applications 
Initially reported on 830218 Investigation cont i nuing . Ne x t 
ript will be provided by 840130. 

KOESTER, o. L . Kansas Gas b Electric Co. 83/07/15. SEIDLE. W C 
Region 4, Office of Director. lp. 19701:331. 24X 

Fiche : 30-4B2. 83/07/15, 8307250300. 

d * ficienc « r »J>* ™ laminations in three weld beam 
attachments Initially reported on 8306 1 7. Pr ob 1 em under 
AE * Berg en-Paterson. Next rept will he 
submitted by 831028 

na*. K * n ‘!* 041 * Electric Co, 83/07/15. SEIDLE, W. C. 

-iH’ -S* Mc * 0f Director 19701 17! 24X 

Fiche. 50-482, 83/07/15, 8307250453 


Kt.nttal deficiency rept re welds on B.rg.n- 
hml “*V itruts. Initially reported on 030224. Last three 
dicaalit? 1 9 in »P*d*d. Evaluation will be completed upon 
kdester 6 i” of "° ftconformance rep ts . Next rept by B31021. 

R«fon 4* C *’ * eiectric Co 83/07/18 SEIDLE,W. C. 

Region 4, Office of Director. lp. 19733 161 24X 

F i c h » : 50-4 82, 83/07/ 1 8. B307260382 P 


8307130312 Advises that use af Paragraph NF-4427 from Winter 1982 
Addenda to Section III of ASME Boiler b Pressure Vessel Code 
re fillet welds acceptable. 

YOUNGBLOOD, B. J. Licensing Branch 1. 83/07/06. KOESTER# 0, L. K- 

& £leCtrlc Co - 3 PP’ 19308:359. 24X Fi che : 50-482, 83/07/06, 

0307130312. 


8307080169 Generic Ltr 03-28 to all He 
applicants for OL St holders of CPs re 
on generic implications of Salem ATWS 
EISENHUT, D. Q. Division of Li cens ing. 
Edison Co. of New York, Inc. 30pp. 
Fiche: 30-000, 83/07/08, 8307080169. 


ensees of operating reactors# 
required actions based 
events. Svc list end. 
83/07/08, Consolidated 
19669: 269. 24 X 


8307290037 Notification of 830B01 meeting w/uti Is, Westinghouse & SNUPP 
in Be thesda, MD to discuss plasma display sys for inadequate 
cor* cooling data. % 

vftnSSm' n H0L0N1CH ' *>- J- Licensing Branch 1. 83/07/18. 

YOUNGBLOOD, B. J. Licensing Branch 1. 5pp. 19857- 015 24X 

Fiche: 50-000, 83/07/18# 0307290037, 


0307250309 Forwards to WP Haas*, Rev 7 to <3A program for design * const 
of Callaway 8< Wolf Creek si tes. Callaway site addendum 
I* «^?, change * in organi xational updating in effect prior 
™lemaklng date. W/o end. 


SEIKEN. S. J. 
DENTON, H. R, 


Standardixed Nuclear Unit Power Plant System. 83/07/21 
„„„ Office of Nuclear Reactor Regulation. Director. lp. 
19701:347. 24X Fiche: 50-000, 83/07/21 , 8307250309. 



DOCKETED ITEMS 


316 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


83071 10076 Forward* two copies of Suppl 2 to SER (NUREG-0030, Bupp 1 2) 
W/o encl. 

YOUNGBLOOD, D. J. Licensing Branch 1. 83/06/20. SCHNELL, D. F, Union 

Electric Co. 3pp. 19306:297- 24X FI c h e : 5Q-4B3, 03/06/20, 0307 1 10076. 


8307190141 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
CALLAWAY RLANTi UNIT NO. I.bocket No. 50-403. (Union Electric 
Company ) 

* Division of Licensing. NUREG-0030 S02. 03/06/30. 65pp. 

19962:139. 24X Fi c he : 30-403, 83/06/30. 03071 301 4 1 


8307130050 Forwards Suppl 2 to SER < NUREG-0030 ) . W/o encl. 

YOUNGBLOOD, D. U. Licensing Branch 1. 03/07/06. SCHNELL, D. F. Union 

Electric Co. 3pp. 19311:297. 24X F i c h e : 30-483, 03/07/06, 8307130050. 


0307130268 Forwards revised marked-up Tech Specs discussed at 030203 
meeting. Requests confirmatory issues & license conditions 
listed in SERs (NURE0-0830 * 0081) be removed from SER ic 
responsibility transferred to NRC for review. 

PETRICK, N, A. Standardi zed Nuclear Unit Power Plant System 
03/07/00. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 436pp. 19306:237. 24X Fiche: 30-000, 03/07/00, 0307130260. 


F. Security, medical, emergency * fire protection plans 


8307060297 Forwards "Detailed Control Room Design Review Program Plan 
for SNUPPB, " in response to Generic Ltr 02-33, Suppl 1 to 
NUREG-0737, "Requirements for Emergency Response 
Capability. " 

PETRICKiN. A. Standard lied Nuclear Unit Power Plant System. 

83/06/30. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. Ip. 19230:263. 24X Fiche; 30-000, 03/06/30, 0307060237. 


— 8307060264 "Detailed Control Room Design Review Program Plan for 
SNUPPS. M 

* Standardi led Nuclear Unit Power Plant System. 03/06/30. 17pp 
19230: 264. 24X Fiche: 30-000, 83/06/30, 0307060257. 


0307110392 Ack receipt of 030701 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Kept 30-483/02-14, 

LITTLE, W. 8. Region 3, Office of Director. 83/07/06 SCHNELL, D. F 
Union Electric Co. Ip. 19302:268 24X Fi ch e : 50-483, 03/07/06, 

8307110352. 


83071 10394 Responds to NRC 030329 ltr re violations noted in IE Insp 
Rapt 30-483/82-14. Correct ive «c t t ons : Doors 4/23 it 9/23 in 
fire pump house will be Installed by 031101. 

SCHNELL, D. F. Union Electric Co. 03/07/01. LITTLE, W. S. Region 3, 
Office of Director. Ip. 19302:269. 24X F i c h e : 30-483, 83/07/06, 

8307110392. 


0. Adjudicatory correspondence 


0307070060 Summarises 830623 meeting of parties in Fulton, MO to resolve 
Reed Contentions 4,11 It 19. Reed agreed to withdraw 
contentions based on commitments in encl settlement 
agreement. Draft order encl. 

PERL1S, R, G. Hearing Branch 3. 03/06/30, GLEASON, J. P. , KLINE, J. R. , 

BRIGHT,©. 0. Atomic Safety and Licensing Board Panel. 3pp. 

19294:390. 24X Fi che: 90-483, 83/06/30, 8307070060. 


8307070063 Settlement agreement re disposition of J Reed Contentions 4, 
II 1* 19. Reed will withdraw contentions based oh outlinad 
commitments. 

FERLI8, R.G. Hearing Branch 3. 83/06/30. 9pp. 19294:393 24X 

Fiche: 30-483, 03/06/30, 0307070060. 


8307000373 Forward* util executed settlement agreement re disposition 
of Reed contentions. Bvc list encl. 

BAXTER, T. A. 9haw, Pittman, Potts k Trowbridge. BAXTER, T. A. Union 
Electric Co. 03/07/09. QLEABON, J. P. , BRIGHT,©. 0. , KLINE, J. R. 
Atomic Safety and Licensing Board Panel. 3pp. 19349:324. 24X 

Fiche; 90-403, 83/07/09, 8307000375. 


8307080303 Stipulation re disposition of Reed Contentions 4,11 13. 

Contentions will be withdrawn based on listed commitments. 

BAXTER, T. A. Union Electric Co. 83/07/05. 3pp. 19349:327. 24X 

Fiche: 50-483, 03/07/09, 03O7OBO375. 


0307180263 Settlement agreement re disposition of J Reed Contention* 4, 
11 15. Car t i f i cate of 8vc encl. 

REED, J. Reed, J. 0. 83/07/12. 4pp. 19955:355. 24X 

Fiche: 50-403, 03/07/12, 8307180263. 


8307190230 Notifies of VR Harding employment at law firm. Harding will 
not participate in any case currently pending before NRC. 

BAXTER, T. A. Shaw, Pittman, Potts It Trowbridge. BAXTER, T. A. Union 
Electric Co 83/07/13. GLEASON, J. P , BRIGHT, GO., KLINE, J. R. 
Atomic Safety and Licensing Board Panel. Ip. 19620 201 24X 

Fiche: 30-483, 83/07/13, 8307190290. 


*8307190255 Notifies of employment at law f 1 rm VR Harding will not 
participate in any case pending before NRC. Svc list encl. 

HARDING, V. R. Shaw, Pittman, Potts It Trowbridge. 03/07/13. 
GLEASON, J. P , BRIGHT, G. 0. , KLINE, J. R. Atomic Safety and Licensing 
Board Panel. 3pp. 19620 202. 24X P i c he : 50-403, 03/07/ 13, 

8307190230. 


0307250381 Forwards SER Suppl 2. W/o encl 

PERLI8, R.G. Hearing Branch 3. 03/07/22. ROSENTHAL, A B. , 

EDLES, ©. J. , GLEASON, J. P. Atomic Safety and Licensing Appeal Panel. 
2pp. 19701:339. 24X F i c h e , 50-403, 83/07/22, 8307250381 . 


0307200225 Order ratifying settlement agreement between NRC/FEMA, util 
* J© Reed. Reed Contentions 4,11 «c 15 dismissed Hearing on 
two remaining contentions to be held on 830913. Wri t ten 
testimony & expert witness identi f ication by 830024. 

BRIGHT, 0.0, , KLINE, J. R. , GLEASON, J, P, Atomic Safety and Licensing 
Board Panel, 03/07/27. 5pp. 19794: 138. 24X Fi c h e : 50-483, 03/07/27, 

0307280223. 


J. Insurance t indemnity information 


B307200099 Forwards MAELU NELIA Certificates of Insurance h-95 t/. N-95 
Secondary financial protection >, respec tive ly. 

BUCKLES, J.A. Marsh l< McLennan, Inc. 03/07/11. BALTZMAN# J. 

Assistant Director for State U Licensee Relations. 14pp. 19646:049 

24X Fiche; 50-403, 83/07/1 1 , 0307200099 


G. Inspection reports, IE Bulletins & correspondence 


8307120302 Forwards IE Insp Rept 50-4B3/83-10 on 030524-27. No 
noncompliance noted. 

PAPERJELLO, C. J, Region 3, Office of Director 03/06/22. 
SCHNELL. D. F, Union Electric Co. 2pp 19433:253, 24X 

Fiche: 50-403, 03/06/22, 0307120502 


—0307120306 IE Insp Rept 3O-403/D3-IO on 030324-27. No noncompliaftce 
noted. Major areas 1 nspec ted : r ad iat ion protection program, 
including organi xation, training, radiation protection 
procedures, facil itie* equipment it previous insp finding*. 
LOVENDALE, P, C. , ©REGER, L R Region 4, Office of Director. 
83/06/22 7pp. 19433:255 24X Fiche: 30-403, 03/06/22, 8307120302 . 


8307140075 Forwards IE Insp Rept 30-403/03-12 on 830607-08. No 
noncompliance noted. 

LITTLE, U. 3. Region 3, Office of Director. 03/06/30. SCHNELL, D. F 
Union Electric Co. 2pp. 19514:160 24X Fi c he : 30-4B3, 03/06/30, 

0307140075. 


8307 1 40080 IE Insp Rept 5O-403/B3-12 on 030607-08. No noncompliance 
noted, Major areas inspec t ed : p i pe whip restraint design 
control, insta 1 lation it GC insp activities U review of 
upgraded site hanger GC insp program 

YIN, I. T , DANIELSON, D. H, Region 3, Office of Director. 83/06/28 
9pp. 1 95J 4: J 70, 24X F l c h e : 30-403, 83/06/30, 03071 40075 


0307180132 Forward* IE Insp Rept 50-403/03-13 on 830614-17. No 
noncomp 1 iance noted. 

KNOPiR.C Region 3, Office of Director. B3/06/30, SCHNELL, D. F. 
Union Electric Co. 2pp. 19557:060 24X F i ch e : 90-483, 83/06/30, 

8307180132. 


—0307100137 IE Insp Rept 50-483/83-13 on 830614-17. No none omp l i anc e 
noted. Major areas in *p e c ted : i 0CFR5O. 55 ( e ) rep t s . IE bu 1 1 e t i ns 
tt review of previous insp findings. 

WESCGTT, H. M. , KONKLIN, J E. Region 3, Office of Director. 

03/06/29. 6pp. 19557:070, 24X Fiche : 50-403, 83/06/30, 8307 1 001 32. 


0307110352 Ack receipt of 030701 ltr informing NRC of step* taken to 
correct violations noted in IE Insp Rept 50-403/02-14. 

LITTLE, W. 8, Region 3, Office of Director. 83/07/06, SCHNELL, D. F. 
Union Electric Co. ip 19302:268. 24X Fiche: 50-403, 03/07/06, 

8307110352. 


0307110354 Responds to NRC 830329 ltr re violations noted in IE Insp 
Rept 50-403/02-14. Corrective ac tions: Door s 4/23 5t 5/23 in 
fire pump house will be installed by 031101. 

SCHNELL, D. F. Union Electric Co. 83/07/01 LITTLE, W, 5. Region 3, 
Office of Director. Ip 19382:269. 24X Fiche: 50-403, 83/07/06, 

0307110352. 
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S307 5 1 0360 Atk receipt of 830701 I tr informing NRC of step* taken to 
correct violations noted in IE Insp Kept 50-403/03-21 
Corrective -action; re coble sidewall pressure issue appears 
adequate 

LITTLE, U S. Region 3. Office of Director. B3/07/06 SCHNELL* 0 F 
Union Electric Co Ip 19300 204. 24X Fiche 50-483. 83/07/06. 

0307110360 


■8307110364 Responds to NRC B3O3O0 1 tr re violations noted in IE Insp 
Rept 30-483/03-21 . Correc tlve actions: AE issued guidelines 
v i ^ F— 0 1 0 1 3 ( Q>-9-4 * consisting of visual eiati & physical 
testing of cables. Add! cables identified !< tasted 

SCHNELL, 0. F. Union Electric Co 03/07/01. LITTLE* W. S. Region 3, 
Office of Director. 3pp 19380. 233. 24X Fi che : 50-4B3* 83/07/06 . 


9306270401 IE Info Notice 83-46. "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem ” Svc list enc l . 

JORDAN* E L. Division of Emergency Preparedness it Engineering 
Response (Post 330103). 93/07/11. Consolidated Ed>son Co. of New 

Vork. Inc 134pp. 19563:293 24X Ficb e 30-000. 03/07/1 | , 8306270401, 


8306270404 IE Info Notice 83-47* "Failure of Hydraulic Snubbers as 
Remit of Contaminated Hydraulic Fluid. •' Svc list end 
JORDAN. E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/07/12 Consolidated Edison Co of New 

Yorki Inc. J41pp. 19363:153 34X F 1 Ch e : 50-000. 03/07/1 2, 8306270404. 


8306270406 IE Info Notice B3-40* ’Gaseous- Effluent Releases of 
Radioactive 1-123 it 1-131 ifi Excess of NRC Limits . " Svc list 
enc 1. 

fl3ntn3i J M m/Si/ia i0n QA * Sa#ejuartfs & Inspection Program* (Post 
030103). 83/07/14 Conso 1 i da ted Edison Co of New York. Inc 

114pp. 19713:270 24X F ich e : 50-000. 83/07 / 1 4, B3C627O406, 


8307260205 Aci receipt of 830615 Itr 
correct violations noted in IE Insp 
NDRELIUB, C. E. Division of Project 
SCHNELL. D. F. Union Electric Co 1 
Fiche: 50 -403. 83/07/21 , 8307260203 


informing NRC of steps taken to 
Rept 30-483/82-22. 

U Resident Programs. 03/07/21. 
P 19727:190. 24X 


63072602 1 4 Responds to NRC 830404 Itr re violations noted In 
Rapt 30-403/02-22. Improvements to Internal design lnterfac 
processes described. Se i smic classification of pump turbine 
e ihaust pipe concerns addressed. 

SCHNELL, D F, Union Electric Co. 83/06/15. KEPPLER, J. C 
3, Office of Director. 5Lpp. 19727:191 24X 

Fiche: 30-483,83/07/21. 0307260203. 


IE Insp 


Regi on 


8307200392 Ack receipt of 83071B 
correct violation* noted in TE 
KNOP.R.C, Region 3, Office of 
Union Electric Co Ip. 19796' 
8307200392. 


Itr informing nrc of steps taken to 
Insp Rept 50-483/83-11. 

Director. 03/07/22 SCHNELL. 0. F. 
063. 24X Fiche: 50-483, 03/07/22, 


n° MHC 6304,7 ,tr rs vi ‘ l »“<> n * in IE Insp 

Rept 30-483/03-1 1 Correc t tve actioni: craft 6 supervision 


advised that severe disciplinary actions will be taken 
against individuals tampering w/hardware following insp 
SCHNELL, D. F . Unior, Electric Cc. 83/07/18. KKOP°B.C 
Office of Director. 3pp 19796 064 
0307280392. 


Region 3. 
24 X Fiche: 30-403* 03/07/22. 


™!! eri0<Mi: operatln » reports «. related correspondence 


0307120477 Submits quarterly followup response to NRC 81-0327 Itr re 
const progress. Scrtedul o remains unchanged. Fuel load 
scheduled for Apr 1984. 

DOUGHERTY, C. J Union Electric Co 03/06/30. DENTON. H. R. Office 
Nuclear Reactor Regulation. Director, lp, 19432267 24 X 

Fiche- 50-4 83# 03/06/30. 0307120477 


— 8307060288 Final Significant Deficiency Rept 03-03 
installation of U-bolt restraints. Initially repor 
030127. Ana 1 y 5 i * revealed absence of locknuts on p 
Double nut locking mechanism Installed. 

SEIKEN.S, J, Standardi zed Nuclear Unit Power Plan 
03/02/10. KEPPLER.J, Q. Region 3, Office of Dire 
COLLINS, J. T. Region 4* Office of Director. 8pp. 
Fiche: 50-000. 83/06/30# 0307060200. 


re design & 
ted on 
ipijig. 

t System, 
ctor. 

19239: 032. 


24X 


S307110244 Part 21 rept re deficiency in Bechtel design of ac 6 dc 
control circuits for faci 1 itie*. Des ign changes to affected 
motor controller L power circuit breaker compartments 
initiated. Also reported per 10CFR50. 55 < e ) by SNUPPS. 

MEYERS* 8. L. Bech t e 1 Corp, 03/06/30. KEPPLER* J. G. Region 3, Office 
of Director. SEYFR IT* K, Region 4. Office of Director. 5pp. 
19374:339 24X Fiche: 50-000# 83/06/30# 83071 10244. 


8307110301 Final Deficiency Rapt U-40 re inaccuracy of wide-range RC8 
pressure transmitters during post-accident conditions Inside 
containment. Transmitters will be relocated from inside to 
outside containment. FQAR will be revised, 

SCHNELL* D. F. Union Electric Co. 03/06/30. KEPPLER* J, G. Region 3, 
Office of Director. Ip. 19374:344 24X Fiche: 50-403# 03/06/30, 

8307110301. 


0307110231 Final Deficiency Rept U-36 * Part 21 rept re metal helLous 
fleilble hose assembly w/60 degree instead of 90 degree 
fitting at discharge of reactor coolant pump D motor. 

Initially reported on 030602. All assemblies inspected. 

SCHNELL, D.F. Union Electric Co. 03/07/01. KEPPLER, J. 0. Region 3# 
Office of Director, 2pp. 19380:031. 24X Fi che : 50-483, 03/07/01 , 

8307110231. 


8307210221 Forwards 830621 Part 21 rept re valve seat defects. 

OALLOrR.fi. Region 1, Office of Director. 83/07/05. KI8TER* H, B. 
Region 1, Office of Director. lp. 19666:290 24X 

Fiche: 30-000,83/07/05, B30 7210221. 


Pdrt 21 r,pt TB v * Iv ° seat defect. Initially reported on 
B3062O. Risk of seat cracking could occur under torque, 

Bechtel analyst* underway, 

BARCLAY, J.F. Yarway Corp. 83/06/21. GALLO, R. Region 1* Office 
° lr,Ct0r - llf>p ' 19666: 291. 24X F i c he : 50-000, B3/D7/05* 

8307210221. 


DOCKET 30-496 MONTAGUE NUCLEAR POWER STATION, UNIT 1 

A. Ap p 1 i c a t i n n /c on t t r uc t 1 on stage documents 4* correspondence 


oouob/wjt/ generic L-Cr B3-26 to all 


iKiMJcanci ror ui_s 




CPs for power reactor* re c lar if ication of surveillance 
requirements for diesel fuel impurity. Svc list encl. 

EI8ENHUT, D. G. Di vi s i on of L| c ens i ng . 03/07/05. Consolidated 

Edison, Co. of New York* Inc. I6pp. 19390- 317 24X 

Fiche: 30-000* 03/07/05* 8306270397. 




0307060329 Generic Ltr 03-27 to all licensees it applicants for 
operating power reactors k holders of CPs for power reactors 
re surveillance Intervals in STS. Svc list encl. 

ElSENHlfT* D, G, Division of Licensing. 03/07/06. Consolidated 
Edison Co. of New York» Inc. 16pp. 19669:254. 24x 

Fiche: 50-000, 03/07/06, 8307060329. 


8307080169 Generic Ltr 03-20 to all licensees of operating reactors, 
applicants for QL 6 holder* of CPs re required action* based 
on generic implications of Salem ATWS events. Svc list encl. 
EISENHUTi D. o. Dl v l * i on of Li c eni Ing 83/07/00. Consolidated 
Edison Co. of New York, Inc. 38pp. 19669:269. 24X 

Fiche: 30-000* 03/07/00, 8307080169. 


occurrences, LERs 6 related c orrei p onsie nc e 

B307030096 Final Deficiency Rept U-35 re Rnbertshau thermostatic flow 
control va 1 ves. Ca* te 1 la ted nut L cutter pin installed & 
valve body (J-rlng e 1 1 m 1 nate d # prevent i ng valve stem from 
disengaging. Al*g reported per Fart 21 

SCHNELL. D F. Union Electric Co. B3/06/24. KEPPLER. J. G. Region 3, 
8307O50096 DlrfiCtOr * P l<71<?9 - 3 3 7 24X riche : 30-403, 83/06/24, 


B3 cMn 602 f° Forwa,rd4 Significant Deficiency Repfcs 83-01,83-03 & 83-01 r 
#,.?** valve position it U-ho] t re str a 1 nt-s* inadvertently 
omitted from transmittal to Washing ton, DC ofc. 

Standardised Nuclear Unit Power Plant System 83/06/30 
DEYOl/NG, R. Director'* Office, Office of Inspection and Enforcement 
lp. 19239.0 2 7. 24X Fich a: 50-000, 83/06/30, 3307060200. 


Q. Inspection report** IE Bulletin* it correspondence 


0306270401 IE Info Notice 03-46* “Common Mode Valve Failure* Degrade 
8urry Recirculation Spray Subsystem." Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 03/07/11. Consolidated Edison Co. of New 

York, Inc. 134pp, 19563:293 24X Fi cb e : 50-000* 83/07/ 1 1 , 0306270401. 


8306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubber* at 
Result of Contaminated Hydraulic Fluid," Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 030103). 83/07/12. Consolidated Edison Co. of New 

York, Inc. I4lpp. 19563:153. 34X Fiche: 50-000, 03/07/12, 8306270404. 


8306270406 IE Info Notice 03-48, "Gaseous Effluent Releases of 
Radioactive 1-125 fc 1-131 in Excess of NRC Limits, " Svc list 
enc 1. 

® ivltion ° Ar 6 *f« 9 uerds it Inspection Program* (Post 
0301031". 03/07 /l 4. Consolidated Edison Co. of New York, Tnc. 

tl4pp. 19715:270. 24X Fi c he: 50-000, 03/07/1 4, 0306270406, 
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DOCKET 30-497 MONTAGUE NUCLEAR POWER STATION, UNIT 2 


A. App 1 ication/constr uc t ion stage documents V correspondence 


830^*370397 Generic Ltr 83-26 to ell applicants for OLs V holders of 
CTF*-* for power reactors re clarification of surveillance 
i' w <qu i rements for diesel fuel lmpur i ty Svc list end 
E I S-ENHUT, D. G. Division of Licensing. S3/Q7/05. Consolidated 
Edlion Co. of New York# Inc. 16pp. 19390:317. 24X 

Flchi: 30-000, 03/07/05, 8306270397. 


0307 060329 Generic Ltr 03-27 to all licensees L applicants for 
operating power reactors L holders of CPs for power reactors 
r ■» -surveillance intervals In STS. Svc list encl 

ET I QENHUT* D. 0. Division of Licensing 83/07/06. Consolidated 
Eti ison Co. of Nbw York, Inc. 16pp. 19669:254 24X 

J=" A che: 30-000, 03/07/06, 8307060329, 


030 '7000169 Generic Ltr 03-20 to all licensees of operating reactors, 
^applicants for OL & holders of CPs re required actions based 
ori generic implications of Salem. ATWS events. Svc list encl. 
EI8ENHUT, D, 0, Division of Licensing 93/0-7/08. Consolidated 
ETid l*on Co. of New York. Inc. 30pp, 19669:269 24X 

Fiche: 30-000, 83/07/00. 0307080169. 


0. rnspection reports, IE Bulletins t, correspondence 


630^270401 IE Info Notice 03-46. "Common Mode ValvB Failures Degrade 
Burr(| Recirculation Spray Subsystem." Svc list end. 

■JORDAN, E- L. Division of Emergency Pr eparedness V. Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

Yo^k, Inc. i34pp. 19363:293. 24* Fich o: 30-00Q, 03/07/1 1 , B 3 O 62704 Q 1 


B30-&-270404 IE Info Notice 83-47. "Failure of Hydraulic Snubber* as 
Raestult of Contaminated Hydraulic Fluid." Svc list encl. 

JORDAN. E. L. Division of Emergency Pr epa r odne s s % Engineering 
Ro-aponxo (Post 830103). 03/07/12. Consolidated Edison Co. of New 

Vork, Inc. 141pp. 19363:133. 24X Fich e: SO-OOO. 83/07/12. 8306270404 


B30A-270406 IE Info Notice 03-40, "Gaseous Effluent Release* of 
Raed ioactive 1-123 h 1-131 in Excess of NRC Limit*. " Svc list 
»r%«= 1 . 

rAYLOfl,J. M. Division of OA. Safeguards & Inspection Programs (Post 
03-0103). 03/07/14. Consolidated Edison Ca. of New York, Inc. 

1 l^lpp. 19713:270. 24X Fiche: 30-000, 03/07/14, 0306270406 


DOCKET STN-30-490 SOUTH TEXAS PROJECT, UNIT 1 


Ap p 1 teat ion/constroc tion stage documents correspondence 


030^220 394 Forwards list detailing status of commitments for corrective 
* c t ions made prior to transition of engineering work on 

pro ject. 

*** CE, W.M Drown & Root Corp. (sub*, of Halliburton Corp. >. 

^■^^02/08. SEYFRIT.K, Region 4, OfPice of Director, 3pp 

1^^*73:239. 24X Fiche: 30-498, 02/02/08, 8307220394. 


930^*060070 Generic Ltr 03-22 to all operating reactor licensees, 
applicants for OL* & holders of CPs for Wostinghouse PWRs 
t* ♦ safety evaluation of "Emergency Response Guidelines, " 

Svc l i * t end, 

EISERKUTpD. 0. Division of Licensing. 03/06/03, Yankee Atomic 
sec trie Co. 10pp. 19363:1 16, 24X FI cbe: 30-000, 03/06/03, 

a 3 0-&G6007Q. 


83070601 18 Forwards response to Structural Engineering Branch { SEB ) 
Que itlon 220,34 requesting addl info in Form of completed 
* "t T* uc t ura 1 design audit farms. SED audit requested after June 
I Bechtel reviewing stress analysis, W/o encl. 

OOt-.X>BERG, J. H. Houston Lighting & Power Co. 03/06/30. NOVAK, T, M. 
A-a-a l«tant Director for Licensing. 2pp. 19232:221 24X 

Fich»: 30-498, B3/06/30, 83070601 10. 


B3Q>'7 0-6-0170 Forward* response to NRC Question 4 40.1 re deletion af 
ord* agency boratian sys. Response will be included in Amend 
33 tro FBAR, scheduled for Sept 1983, 

0OL~ I>HERGr J. H, Houston Lighting 6 Power Co. 83/06/30. NOVAK, T. M. 
A* * 1 »tant Director for Licensing. 14pp. 19230:160. 24X 

Fich*: 30-490, 03/06/30, 0307060170. 


8307^^00231 Notification of 030707 meeting u/technical review committee 
1 r> B*tfie*de,MD to discuss review of 04,05 h £ *team 
g • n * rater mods. 

KOF"K INS, J. D. Licensing Branch 4. 03/07/01. ADEN5AM, E. G, Licensing 

Branch 4. 2pp, 19670:234, 24X Fiche: 30-000, 83/07/01 , 8307200231 . 


B30627O397 Generic Ltr B3-26 to all applicants for OLs i, ho-lders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity Svc list encl. 

E1SENHUT, D G. Division of Licensing 83/07/03 Consolidated 
Edison Co. of New York. Inc. I6pp 19390:317 24X 

Fiche: 30-000, 83/07/05, B30627O397. 


S307060329 Generic Ltr 83-27 to all licensees 6 applicants for 
operating power reactors 6 holders of CPs for power reactors 
re surveillance Intervals in STS- Svc Li*t encl. 

EI8ENHUT, D. G. Division of Licensing 03/07/06 Consolidated 
Edison Co of New York, Ij»c 16pp 19669 254 24X 

Fiche: 30-000, 83/07/06, 8307060329 


8307080169 Qentric Ltr 93-28 to all licensees of operating reactors, 
applicants for OL 6 holders of CPs re required actions based 
on generic implication* of Salem ATMS events. Svc list encl. 
E1SENHUT, D. 0. Division of Licensing. 03/07/08 Consolidated 
Edison Ca of New York, Inc. 30pp. 19669:269, 24X 

Fiche 50-000, 83/07/00, 9307080169 


8307230242 Notification of contract ex ecution. Mod 4 to "Expert 
Consultation k Witness Svc for South Texas Project 
Hearings." Contractor^ Hubacek 

PERLMAN, J Administrative Contracts Branch FIN (3-B506. 03/07/14 

I NS, J, T. . CROSSMAN, W. Region 4, Office of Director. Ip. 
19721:063 24X Fi Che : 50-498, 83/07/ l 4, 0307250242. 


0307230250 Mod A, extending period of performance to 031231 fc adding 
addl funds, to "Expert Consultation 6 Witness Svc for South 
Texas Project Hearings. 11 

HUBACEK , W. Q. Hubacek, W O. SMITH. P A. Division of Contracts. 

FIN fl-8506. 83/07/14. Ip. 19721 064 24X Fi ch e : 30-498, 03/07/ 1 4, 

8307250242. 


8307230468 Provides schedule for submittal of responses to Reactor Sys 
Branch review questions. In response to 830512 ltr. 

GOLDBERG* J. H. Houston Lighting 6 Power Co. 03/07/13. NOVAK, T. M. 
Assistant Director for Licensing. 2pp. 19701 271 24X 

Fiche: 30-498, 83/07/15, 83072S046B. 


8307210300 Forwards proprietary "Independent Evaluation of Proposed 
Mods to Wostinghouse 04, 03 h DE Steam Generators. " Rept 
Withhold -Cref IQCFF2. 790). 

BUTTERFIELD, L. Steam Generator Owners Group. B3/O7/10. 

EISENHUT, D. G. Division of Licensing. 3pp 19664- 114 24X 

Fiche: 50-000, 03/07/10, 83072 1O3Q0. 


0307250124 Summary of 030707 meeting w/technical review committee in 
Be t h e sda j MD re Model D4/D3/E steam generator mod. Vi ewgrap h s 
end. 

HGPKrN3, J D Licensing Dranch 4, 83/07/10. Licensing Dranch 4 

26pp 1973B; 132 24X F 1 c h e : 50-000, 83/07/ 16, 8307250 1 24. 


F. Security, medical, emergency b fire protection plans 


B307070134 Informs that encl to util 8303J7 ltr contained schedule for 
implementation of prompt notification sys. Schedule will 
be confirmed or rescheduled by June 1904 

GOLDBERG, J, H. Houston Lighting t. Power Co. 03/06/30. JORDAN, E. 
Division of Emergency Preparedness U Engineering Response (Post 
030103). 2pp. 19294 : 2 1 8 24 X F i c h e 50-498, 03/06/30, 0307070 134. 


0307220030 Notification of B3Q714 meeting w/util in Bethe*da,MD to 
discus* fire protection issues affecting near-term des(gn 
decision, isolation valve cubicle PRA fc< pips break program. 

Agenda encl. 

VIETTI.A. Licensing Branch 3. 03/07/05, KNIGHTON, G. W. Licensing 

Branch 3 5pp 19692:124. 24X Fi ch e ; 50-490, 83/07/05, 0307220030. 


0. Adjudicatory correspondence 


0307190256 Memorandum b Order LDP 03-37 deny mg Ci ti lens Concerned 
About Nuclear Power B303I8 motion to admit new contention re 
financial qual If i cations Unusual ci rcums tencee do not exist 
to waive financial qua 1 i f icat ion* rule 

BECHHDEFE-R , C. Atomic Safety and Licensing Board Panel. 03/07/14. 
Citizens Concerned About Nuclear Power, Inc. 13pp. 19620:260 24X 

Fiche: 30-490, 83/07/14,0307190236. 


K. Utility Final Safety Analysis Report (PSAR ) b amends 


0307210000 Forwards Amend 32 to FSAR Affidavit encl, 

GOLDBERG, U. H. Houston Lighting & Power Co, 03/07/19. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 4pp. 19657:001. 
24X Fiche: 50-499, 83/07/19, 0307210008. 


—8307210010 Amend 32 to F9AR. 

* Houston Lighting L Power Co. 03/07/19, 507pp. 19657:005. 24X 

Fiche: 5O—490J 83/07/19, 830721000B 
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8307260349 Certifies svc of Amend 32 to FSAR on 030719 
OUlNNr V M Houston Lighting b Power Co 83/07/19 2pp 
24X F i c h e 50-490. 83/07/ 1 9. 0307260349 


19732: 359 


DOCKET STN-50-499 SOUTH TEXAS PROJECT, UNIT 2 
A Application/construction stage documents b correspondence 


Q. Inspection reports, IE Bulletins b correspondence 


0307120520 Forwards IE Insp Repts 50-490/83-10 b 50-499/03-10 on 
830516-20 No noncompliance noted _ 

MADSEN. G L. Region 4, Dffice of Director. 83/06/09 OPREA. 0. 
Houston Lighting b Rower Co. 2pp. 19434 004. 24X 

Fiche: 50-490. 03/06/09, 8307120520. 


-8307120531 IE lnsp Repts 50-490/83-10 b 50-499/83-10 on 030516-20 No 
noncompliance noted Major areas inspected procedure review 
b welding of safety-related piping 

GILBERT, L. D. . CROSSMAN, W. A. , HUNNICUTT, D. M. Region 4. Office of 
Director. 83/06/02 5pp 19434:006. 24X Fi ch 9 : 50-490, 03/06/09. 

8307120520. 


0307150122 Forwards IE Insp Repts 50-49B/S3-07 b 50-499/03-07 on 
030401-0314. No noncompliance noted 

MADSEN, <5. L. Region 4, Office of Director. 03/06/30. OPREA, G. 
Houston Lighting b Power Co. 2pp 19536:236. 24X 

Fiche: 30-490. 03/06/30, 0307150122. 


0307220394 Forwards list detailing status of commitments for corrective 
actions made prior to transition of engineering work on 
project 

RICEiW.M. Brown b Root Corp. (subs, of Halliburton Corp. ). 

02/02/00 SEYFR I T, K. Region 4, Office of Director. 2pp. 

19675:255. 24X Fiche: 50-498, 02/02/00, 8307220394. 


B306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants for OLs 8. holders of CPs for Westinghouse PWRs 
re safety evaluation of "Emergency Response Gui de 1 inei. " 

Svc list end. 

El SENHUT, D. G. Division of Licensing. 03/06/03. Yankee Atomic 
Electric Co lOpp 19563 116. 24X Fiche: 50-000, 53/06/03, 

0306060070. 


8307060110 Forwards response to Structural Engineering Branch 18EB) 
Question 220 34 requesting addl info in form of completed 
structural design audit forms, SEB audit requested after June 
1903. Bechtel reviewing stress analysis. W/o end. 

GOLDBERG, J. H. Houston Lighting b Power Co. 03/06/30. NOVAK, T. M. 
Assistant Director for Licensing. 2pp, 19232:221. 24X 

Fiche: 50-498. 03/06/30, 830706011B. 


— 0307150140 IE Insp Repts 50-490/83-07 b 50-499/83-07 on 830401 -05 J 4. No 
none amp 1 iance noted. Major areas inspected: equipment storage 
bmaint.site tours, nonconformance repts. structural concrete 
b s tee 1 , el ectr ica 1 installations b soil test. 

HILL, W M. > CROSSMAN. W. A. Region 4, Office of Director. 83/06/27 
llpp. 19336:230 24X Fiche ; 50-490. 03/06/30. 83071 50122 


83070601 70 Forwards response to NRC Question 440. 1 re deletion of 
emergency boration sys. Response will be included in Amend 
33 to FSAR, scheduled for Sept 1903. 

GOLDBERG, J. H, Houston Lighting b Power Co. 03/06/30. NOVAK. T. M. 
Assistant Director for Licensing. 14pp. 19250:160. 24X 

Fiche: 30-498, 03/06/30. 0307060170. 


0306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list end. 

JORDAN, E. L. Division af Emergency Preparedness & Engineering 
Response (Post 030103). B3/D7/U. Consolidated Edison Cg. of New 

York, Inc 154pp. 19563:293 24X Fi Che: 50-000, 03/07/ 11 , 0306270401 , 


0306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubber* as 
Result of Contaminated Hydraulic Fluid.” Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/07/12 Consolidated Edison Co. of New 

York, Inc 1 41 pp 19563:153 24X F ich e : 50-000, 03/07/ 12. B306270404. 


0306270406 IE Info Notice 03-48. "Gaseous Effluent Releases of 
Radioactive r-125 b 1-131 in Excess of NRC Limits. " Svc list 
end 

TAYLORrJ.M Division of QA, Safeguards 6 Inspection Programs (Post 
030103). 83/07/14. Consolidated Edison Co of New York, Inc. 

1 14pp 19715:270. 24X Fiche: 30-000, B3/07/14. 0306270406. 


0307220205 Ack receipt of 830616 ltr informing NRC of steps taken to 
correct violation* noted in IE Insp Repts 50-49B/83-02 b 
50-499/03-02. Supplemental info requested wtthin 30 days. 

MADSEN. G. L. Region 4, Office of Director. 83/07/19. OPREA, G. W. 
Houston Lighting b Power Co. 3pp 19684:142. 24X 

Fiche: 50-498,03/07/10, 8307220283. 


— 0307220292 Responds to NRC 830510 ltr re violations noted In IE Insp 
Repts 50-498/83-02 b 50-499/83-02. Cor r ec t i ve actions 
hardness test data sheets b personnel training records 
retrieved b available at site. 

OPREA. 0. W, Houston Lighting b Power Co. B3/06/16. COLLINS, J. T. 
Region 4, Office of Director. 6pp. 19684:145. 24X 

Fiche: 50-490, 83/07/10, 8307220205 


5. Reportable occurrences, LERs b related correspondence 


0307060268 Final deficiency rept re voltage requlation problem for ESF 
4160/480-volt Class IE load ctr transformers. Initially 
reported on 030419. Trans former t will be replaced tu/new 
transformers w/lower impedance based on sys requirements. 

OPREA, G, W. Houston Lighting b Power Co. 03/06/29. COLLINS, J. T. 
Region 4, Office of Director. 4pp 19236 281. 24X 

Fiche: 50-498, 03/06/29, 8307060268 


0307080476 Final deficiency rept ro triaxial cable mfg by Rockbestas 
used in electrical penetrations supplied by Westlnghous e. 

Initially reported on 811026. Cable RS8-6-10B will be used as 
rep lacement. Also reported per Part 21. 

OPREA, G. w. Houston Lighting b Power Co. 83/06/30. COLLINS, J. T. 
Region 4, Office of Director. 3pp. 19346:325 24X 

Fiche: 50-490, 03/06/30, 0307080476. 


6307250465 Final deficiency rept re flashovers/f allures of nonsafety- 
related insulators. Ini tial ly reported on 030616. Insulators 
either coated w/grease or replaced Insulators will be 
replaced u/different design. 

OPREA. C. W. Houston Lighting b Power Co. 83/07/13. COLLINS, J. T, 
Region 4, Office of Director 4pp. 19701:241 24X 

Fiche: 30-498, 03/07/13, 0307230463 


0307200231 Notification of 830707 meeting w/technical review committee 
in Bethesda.MD to discuss review of D4, D5 b E steam 
generator mads. 

HDPKINS, J. B. Licensing Branch 4. 83/07/01, ADENSAM, E. Q. Licensing 

Branch 4. 2pp. 19670:254. 24X Fiche: 50-000, 83/07/01, 9307200231. 


0306270397 Generic Ltr 03-26 to all applicants for OLs b holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list end. 

EISENHUT, D, O. Division of Licens ing. 83/07/03. Consolidated 
Edison Co of New York, Inc. 16pp 19390:317. 24X 

Fiche: 50-000, 83/07/05, 0306270397. 


8307060329 Generic Ltr 03-27 to all licensees b applicants for 
operating power reactors b holders of CPs for power reactor* 
re surveillance intervals in STS. Bvc list end. 

EISENHUT, D. G. Division of Licensing. 63/07/06. Consolidated 
Edison Co, of New York, Inc. !6pp. 19669:234. 24X 

Fiche: 30-000, 83/07/06, 8307060329. 


8307000169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL b holders of CPs re required actions based 
on generic Implication* of Salem ATWS events. Svc list end. 
EISENHUT, D. o. Di vi s i on o f Li c ens i ng . 83/07/00. Consolidated 

Edison Co. of New York, Inc. 30pp. 19669:269. 24X 

Fiche: 50-000, 03/07/00, 0307000169 


0307250242 Notification of contract e x et u t i on, Mod 4 to "Expert 
Consultation b Witness Svc for South Texas Project 
Hearings." Contractors Hubacek. 

PERLMAN, J. Administrative Contracts Branch, FIN B-9506. 83/07/14. 

COLLINS, J. T. , CROSSMAN, W. Region 4, Office of Director. Ip. 
19721:063. 24X Fiche: 50-490, 83/07/14, 0307230242. 


— 8307250250 Mod 4, extending period of performance to 031231 b adding 
addl funds, to "Expert Consultation b Witness Svc for South 
Texas Project Hearings." 

HUBACEK, W. 0, Hubacek, W. 0. SMITH, P. A, Division of Contracts. 

FIN B-8S06. 83/07/14. Ip. 19721:064 24X F i c h e : 50-4901 83/07/ 1 4 , 

8307250242. 


B307250468 Provides schedule for submittal of responses to Reactor Sys 
Branch review questions, in response ta 030512 ltr 
GOLDBERG, J. H. Houston Lighting b Power Co, 03/07/15. NOVAK, T. M. 
Assistant Director for Licensing. 2pp. 19701:271. 24X 

Fiche: 50-498, 03/07/15, 8307250468. 


B307210300 Forwards proprietary "Independent Evaluation of Proposed 
Mods to Westinghouse 04, D5 b DE Steam Generators." Rept 
withheld (ref 10CFR2. 790). 

BUTTERFIELD, L. Steam Generator Owners Group. 83/07/18. 

EISENHUT, D. Q. Division of Licensing. 3pp. 19664:114. 24X 

Fiche: 50-000, 83/07/18, 8307210300. 
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0307290124 Summary of B30707 meeting u/techni c a 1 review committee in 
Bethesda,KD re Model D4/D5/E steam generator mod Viewgraphs 
*nc 1. 

HOPKINS, J. B. Licensing Branch 4, 83/07/18. Licensing Branch 4, 

26pp. 17738:132. 24X F ic h e : 50-000, 83/07/ 1 B, 8307230 124 


F. Security! medical, emergency b fire protection plans 


6307070134 Informs that enc 1 to util B30517 1 tr contained schedule for 
Implementation of prompt notification sys. Schedule will 
be confirmed or rescheduled by June 1904 

GOLDBERG, J. H. Houston Lighting b Power Co. 83/06/30. JORDAN, E. 
Division of Emergency Preparedness t* Engineering Response (Post 
830103). 2pp. 19294:218. 24X Fiche : 50-498, 03/06/30, 8307070134. 


6307220030 Notification of 030714 meeting w/util in Bethesda,MJ} to 
discuss fire protection issues affecting near-term design 
dec ision, isolation valve cubicle PRA b pipe break program 
Agenda encl. 

VIETTI.A. Licensing Branch 3. 83/07/03. KNIGHTON, G. W. Licensing 

Branch 3. 9pp. 19692:124. 24X Flche : 90-498, 83/07/03, 8307220030 


G. Adjudicatory correspondence 


8307190236 Memorandum b Order LGP 83-37 denying Citizens Concerned 
About Nuclear Power 830318 motion to admit new contention re 
financial qua 1 i f i ca t i ons. Unus ua l circumstances do not exist 
to waive financial qualifications rule. 

BECHHDEFER, C. Atomic Safety and Licensing Board Panel. 83/07/14. 
Citizens Concerned About Nuclear Power, Inc. 13pp. 19628:268. 24X 

Fiehe: 30-498, 83/07/14, 8307190256 


K. Utility Final Safety Analysis Report (FSAR > b amends 


03 072 1 0008 Forwards Amend 32 to FBAR. Af f idavi t end. 

GOLDBERG, J. H. Houston Lighting b Power Co. 83/07/19. DENTON, H R. 
Office of Nuclear Reactor Regulation, Director. 4pp. 19657:001. 
24X Fiche: 90-498, 83/07/19, 8307210000 


— 8307210010 Amend 32 to FSAR. 

# Houston Lighting & Power Co. Q3/07/I9. 5B7pp 19657 009 24X 

Fiche: 50-490, 03/07/19, B307210008. 


8307260349 Certifies svc of Amend 32 to FSAR on 030719. 

QUINN, V. M. Houston Lighting it Power Co 83/07/19 2pp. 19732: 339 
24X Fiche: 50-498, 83/07/1 7, 8307260349 


Q. Inspection reports, IE Bulletins b correspondence 


8307120920 Forwards IE Insp Repts 90-496/83-10 it 30-499/83-10 on 
830316-20. No noncompliance noted. 

MADSEN, Q. L, Region 4, Office of Director. 83/06/09 OPREA, G. W. 
Houston Lighting b Power Co, 2pp. 19434:004, 24X 

Fiche: 50-490, 83/06/09, 8307120520 


— 8307120531 IE Insp Repts 50-490/63-10 b 50-499/83-10 on 030316-20. No 
noncompliance noted. Major areas inspec ted: p roceduro review 
it welding of safety-related piping. 

GILBERT, L. D. , CRQSSMAN, VJ. A. , HUNN ICUTT. D. M, Region 4, Office of 
Director. 83/06/02. 5pp. 19434:006 24X Fi che 90-498, 03/06/09, 

0307120520, 


Q 307 190122 Forwards IE Insp Repts 90-498/83-07 it 50-499/83-07 on 
830401-0914. No none omp l ianc e noted. 

MADSEN, O. L. Region 4, Office of Director 83/06/30 OPREA, G W. 
Houston Lighting b Power Co 2pp. 19936 236. 24X 

Fiche: 50-490. 83/06/30, 0307 1 50122. 


— 8307150140 IE Insp Repts 90-490/03-07 b 5O--499/03-O7 on 83040 1-051 4. No 
noncompliance noted. Major areas inspec ted ; equipment storage 
it malntisite tours, nonconformance repts, s true tural concrete 
& steel, electrical installations it soil test 

HILL, W. M. , CROSSMAN, W. A Region 4, Office of Director. 83/06/27. 
Hpp. 19536:230. 24X F i c h e : 50-490, 83/06/30, 8307 1 50 1 22 


8306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 030103). 03/07/11. Consolidated Edison Co of New 

York, Inc. 154pp. 19963:293. 24X Fiche : 50-000, 03/07/1 1. 8306270401 . 


6306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list encl 
JORDAN, E. L. Division of Emergency Preparedness V Engineering 
Response (Post 830103). 03/07/12. Consolidated Edison Co of New 

York, Inc. I41pp. 19963:193. 24X Fi c he: 50-000, 83/07/ 12, 0306270404 


8306270406 IE Info Notice 03-48. "Gaseous Effluent Releases of 
Radioactive 1-125 b 1-131 in Excess of NRC Limits." Svc list 
encl. 

TAYLOR. J. M. Division of GA. Safeguards b Inspection Programs (Post 
630103) 33/07/14. Consolidated Edison Co of New York, Inc. 

114pp. 19715 270 24 X F Uh e 50-000, 83/07/ I 4, 8306270406 


0307220285 Ac k receipt of 830616 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-490/03-02 b 
30-499/03-02. Supp 1 emental info requested within 30 days. 

MADSEN, G L. Region 4, Office of Director. 83/07/10 OPREA, GW 
Houston Lighting b Power Co 3pp 19684; J42 24X 

Fiche: 50-498, 83/07/10. 0307220205 


8307220292 Responds to NRC 830516 Itr re violations noted in IE Jnap 
Repts 30-498/83-02 b 50-499/83-02 Corrective actions 
hardness test data sheets b personnel training records 
retrieved b available at site 

OPREA, G W. Houston Lighting b Power Co 83/06/16 COLLINS. J. T. 
Region 4, Office of Director. 6pp 19604: 145. 24X 

Fiche; 50-490, B3/07/18, 0307220285. 


S. Reportable occurrences, LERs b related correspondence 


0307060268 Final deficiency vept re voltage regulation problem for ESF 
4 160/400-vo 1 t Class IE load Ctr transformers. Initially 
reported on 030417, Transformers will be replaced w/neu 
transformers w/lower impedance based on sys requirements. 

OPREA, G. W Houston Lighting b Power Co 83/06/29. COLLINS, J. T. 
Region 4, Office of Director 4pp. 19230:281. 24X 

Fiche: 50-490, 83/06/29, 8307060268 


0307080476 Final deficiency rept re triaria] cable mfg by Rockbestos 
used in electrical penetrations supplied by We s 1 1 ng h ouse . 

Initially reported on 811026 Cable R50-6-1OB will be used as 
rep lacement. AI so reported per Part 21. 

OPREA, G W. Houston Lighting b Power Co 03/06/30 COLLINS, J. T 
Region 4, Office of Director. 3pp. 19346 325 24X 

Fiche: 50-490, 83/06/30, 0307000476 


8307290463 Final deficiency rept re f la * h over s / f a i 1 ur e s of nonsafety- 
r e la ted i n su 1 a t or s I n i 1 1 a 1 1 y reported on 030616. Insulators 
either coated w/grease or replaced Insulators will be 
replaced w/different design. 

OPREA, G W Houston Lighting b Power Co 03/07/13. COLLINS, J T, 
Region 4. Office of Director. 4pp. 19701.241. 24X 

Fiche; 30-498. 03/07/13, 0307250465 


DOCKET 5TN-50-5Q8 WPPSS NUCLEAR PROJECT, UNIT 3 


A. Appl ica tion/cuns true t i on stage documents b correspondence 


0307060255 Forwards responses to NRC 030404 Questions 210. 14-20 re use 
of ITT Grinnell pipe clamps 

BOUCHEY.G D. Washington Public Power Supply System B3/06/I5. 

KNIGHTON, G W. Licensing Branch 3. 9pp. 19240; OOL 24X 

Fiche; 30-508, 03/06/ J 5, 0307060255 


8307060260 "Testing of Size 2A Figure 2)5 Stiff Clamp Oven-Heated to 
630 F. " 

STANlSH, P. ITT Grinnell (subs oF ITT) PE-452 02/10/28. 8pp. 

1724B 0I0. 24 X Fi che: 30-500. 83/06/1 5, 8307060253. 


8307050270 Forwards marked-up FSAR pages for incorporation into amend 
to show conformance w/SRP (NUREG-0000 ) . 

BOUCHEY, G 0. Washington Public Power Supply System 03/06/16 
KNIGHTON, G W. Licensing Branch 3. llpp 19199 202. 24X 

Fiche: 50-50B, 83/06/ 16, 0307030270. 


0107080324 Requests formal approval of provisions of Subarticle 
NE-9230 of Winter 1902 addenda of ACME Boiler b Pressure 
Vessel Code, Sec t t on III re exam of inaccessible welds 
attaching electrical assemblies to vessel nozzles 
BOUCHEY, G. D Washington Public Power Supply System 03/06/20 
KNIGHTON, G. W. Licensing Branch 3. Ip 19330; 149 24X 

Fiche; 3O-50B, 03/06/20, 8307080324 


0306270397 Generic Ltr 83-26 to all applicants for QLs b holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list encl. 

EISENRUT,D. G. Division of Licensing. 03/07/03 Consolidated 
Edison Co of Neui York, Inc. I6pp 19390 317. 24X 

Fiche; 50-000, 83/07/05, 8306270397. 


8307060329 Generic Ltr 83-27 to all licensees b applicants for 
operating power reactors b holders of CPs for power reactors 
re surveillance intervals in STS Svc list encl 

E1SENHUT.D. G, Division of Licensing B3/07/06 Consolidated 

Edison Co of New York, Inc i6pp 19669 254 24X 

Fiche : 50-000, 83/07/06, B307060329 
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DOCKET 30-513 WPPS3 NUCLEAR PROJECT. UNIT 4 


** q T table octufrencBs, LERs & related correspondence 


3307iaQ^ 41 interim deficiency rept re Rockbestos cab 1 b I n i t i a 11 y 
r9 Part»d on 820431. Further updates will be deferred until 
con,-®^ completion schedule established or until const 
r ** tart 

^ LORENZO* R. A. Washington Public Power Supply System. 03/06/29. 
ojfcRNBERG, D. M. Region 3, Office of Director. 2pp 19423:195 24X 

Ftc h « ; 50-513. 03/06/29, 03Q7120241. 


3307130499 interim deficiency rept re emergency diesel generator 
*tar t ing air valve assembly mfg by Trantamerica Delaval. 

Ini’b.tailly reported on B20618. Capscrew design r ovi sed. Ne x 1 
by const restart. Also reportable per Pst t 21 
DE L^ORENZO, R. A. Washington Public Power Supply System 83/06/29. 
STERfsJBERO, D. M, Region 5. Office of Director 2pp, 19423:021 24X 

F 1 C : 50-460. 03/06/29, 8307120499. 


33071QOO34 Interim Deficiency Rept 2 re deformation in conductor 
Insulation in Okonite cab la. Si xteen 7/C-W12 cables will be 
T«mt>v*d 8< rep 1 ac ed. Si x cables installed in raceway will be 
abandoned in place & rep 1 ac ed. F i na 1 rept by const restart 

LORENZO, R. A Washington Public Power Supply System 03/07/01. 
BTERMHERG, D. M. Region 3, Office of Director. 3pp, 19560:131 24X 

Fich a: 30-460,03/07/01,8307180034. 


1307 1 80 L -44 Interim deficiency rept re problem w/top cover gaskets on 
NAIiCO Model EAI80 series swt tc h es. Pr ob 1 em traced to 
oV ® l* 1 ~~ Intpregna ted U insufficiently heat cured top cover 
gas li » ts. Also reported per Part 21. 

DE LORENZO, R. A. Washington Public Power Supply System. 03/07/01. 
3TERM0ERO, D. M. Region 3, Office of Director 3pp. 19537:046. 24X 

Ftch tt : 30-460, 03/07/01 , 83071 00 1 44. 


307280299 Interim deficiency rept re emergency diesel generator 
current transformers. Initially reported on B1 1 1 13. Nor lake 
Mfg Co current transformer, Model CD 1408, se I ec tod to replace 
Wist Inghouse current transformer. 

DE L-ORENZO.R. Washington Public Power Supply System. 83/07/14, 
STERfJBERO, D, M. Region 3. Office of Director. 3pp. 19790:110 24X 

Fichu* : 30-460, 83/07/ 14, 8307280299. 


307280343 Final deficiency rept re Buffalo Forge fan housing missile 
protec t i on. Initially reported on S1O024. Unit 1 fans shipped 
to manufacturer for rework. Unit 4 Pans not being modified. 
Nonconformance rept written. 

DE LORENZO, R. A. Washington Public Power Supply System 03/07/10 
STERlSfBERO, D, M. Region 3, Office of Director. 3pp 19709:029. 24X 

Fichu: 30-460, 03/07/18, 0307200345. 


BCKETT 30-314 PEBBLE SPRINGS NUCLEAR PLANT. UNIT 1 


App 1 i cation/construct i on stage documents b. correspondence 


30627O3<?7 Generic Ltr 83-26 to all applicants for OLs b holders of 
CP* ■Po'r power reactors re c lar i f icat i on of surveillance 
requlr amants for diesel fuel impurity.Svc list encl, 

E1SENHUT, D. G. Division of Licensing. 03/07/03 Consolidated 

Ed 1 non Co. of New York, Inc. 16pp. 19390:317. 24X 

FlChe: JJQ-OOO, 83/07/03, 0306270397. 


307Q8016>9 Generic Ltr 03-20 to all licensees of operating reactors, 
app l i cants for OL h holders of CPs re required actions based 
on fli*ir**ric implications of Salem ATWS events. Svc list encl, 
EISENHUTi D. 0. Division of Licensing. 03/07/OB Consolidated 

Edison Co- of New York, Inc. 38pp. 19669 269. 24X 

Ficha - 30-000, 03/07/08, 8307000169. 


Io*p*«tion reports, IE Bulletins L correspondence 


I0627’-CJ^®1 IE Info Notice 03—46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list encl, 

JORDAN* E. L. Division of Emergency Preparedness b. Engineering 
Rtspar**® (Post 830103). 83/07/11. Consolidated Edison Co. of New 

YOTk* Inc. 134pp. 19363:293, 24X Fiche: 30-000, 83/07/1 1, 8306270401. 


I0627O4D4 IE InPo Notice 83-47, "Failure of Hydraulic Snubbers as 
Result: of Contaminated Hydraulic Fluid." Svc list end 
JORDAN* E, L. Division of Emergency Preparedness b Engineering 
Respon®* (Post 830103). 83/07/12. Consolidated Edison Co. of New 

York* I«c. 141pp. 19563:133. 24X Fl che: 50-000, 83/07/ 12, 8306270404. 


1062 7040* IE Info Notice 83-48, "Gaseous Effluent Releases of 
Rad l oactive I-I23 b. I-I3i in Excess of NRC Limit*." Svc list 
• nc l - 

TAYLOR' ^ M. Division of QA, Safeguards b Inspection Programs (Post 
830103 > 03/07/14. Consolidated Edison Co. of New York, Inc. 

H4pp. 19713:270. 24X Fl che: 30-000, 03/07/14, 8306270406. 


DOCKET 30-515 PEBBLE SPRINGS NUCLEAR PLANT, UNIT 2 


A. Application/construction stage documents b correspondence 


8306270397 Generic Ltr 83-26 to all applicants for OLs h holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel Fuel impurity Svc list encl. 

EISENHUT, D G. Division of Licensing 03/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Fiche: 30-000, 03/07/03, 8306270397 


8307080169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL b holders of CPs re required actions based 
on generic implications of Salem ATWS events Svc list encl. 
EISENHUT, D. G. Division gf Licensing. Q3/07/0B. Consolidated 
Edison Co of New York, Inc. 38pp 19669; 269 24X 

Fiche: 30-000, B3/O7/O0, 0307000169 


G. Inspection reports. IE Bulletins b correspondence 


8306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem. ■■ Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 03/07/il Consolidated Edison Co. of Now 

York, Inc. 1^4pp 19963:293. 24X F i che : 50-000. 83/07/ li , B306270401 . 


0306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubber* as 
Result of Contaminated Hydraulic Fluid." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness b Engineering 
Response (Poet 830103). 83/07/12. Consolidated Edison Co. of New 

York, Inc 141pp. 19563:133. 24X Fiche: 50-000, 03/07/12. 8306270404. 


8306270406 IE Info Notice 03-48. "Gaseous Effluent Releases of 
Radioactive 1-123 b 1-131 in Excess of NRC Limits. " Svc list 
enc 1. 

TAYLOR, J. M. Division of QA. Safeguards b Inspection Programs (Post 
030103) 03/07/14 Consolidated Edison Co. of New York, Inc. 

U4pp 19715:270. 24X F i c h e 30-000, 03/07/ 1 4, S306270406. 


DOCKET STN-50-518 HARTSVILLE NUCLEAR PLANT, UNIT 1 


A. Application/construction stage documents b correspondence 


0306270395 Generic Ltr 03-24 to all BWR applicants for OL 6 holders of 
OLa for Crand Gulf, LaSalle b Susquehanna re TMI Task Action 
Plan Itom I. G. l, "Special Low Power Testing b Training 
5, Recommendations for BWfts. " Svc list encl 

EISENHUT, D. 0. Division of Licensing. 83/06/29. Long Island 
Lighting Co. 26pp. 19384:115 24X F J ch e : 50-000, 83/06/29, 

0306270393. 


0306270397 Generic Ltr 03-26 to all applicants for OLs b holders of 
CPs for power reactors re clarification of surveillance 
requirements fur diesel fuel impurity.Svc list encl. 

EISENHUT, 0. G. Division of Licensing. 03/07/03 Consolidated 
Edison Co. of Now York, Inc. 16pp. 19390:317. 24X 

Fiche: 30-000, 03/07/03, 8306270397. 


S. Reportable occurrences, LERs b related correspondence 


0307120250 Second interim deficiency rept re nondlvis lonal power 
received by transfer switches to auxiliary feedwater sys. 
Initially reported on 030202. Redundant circuits identical to 
existing design provided. Nb it rept expected by 830927. 

MILLS, LM Tennessee Valley Authority 03/06/27 O'REILLY, J.P 
Region 2, Office of Director. 3pp. 19423:035 24 X 

Fiche: 30-000, 63/06/27, 0307120290. 


DOCKET BTN-50-520 HARTSVILLE NUCLEAR PLANT, UNIT 3 


6. Reportable occurrences, LERs 1* related correspondence 


0307120250 Second interim deficiency rept re nond i vi s i ona 1 power 
received by transfer switches to auxiliary feedwater sys. 
Initially reported on 030202 Redundant circuits identical to 
existing design provided. Next rept expected by 030927. 

MILLS, L. M Tennessee Val ley Authority. 03/06/27. □ 'REILLY, J. P. 

Region 2, Office of Director. 3pp. 17423:035. 24X 

Fiche: 50-000, 03/06/27, 8307120230. 
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DOCKET 30-522 SKAGIT NUCLEAR ROWER PROJECT, UNIT 1 


A. Application/construction stage documents b correspondence 


B306270395 Generic Ltr B3-24 to all BWR applicants for OL b holders of 
OLs for Grand Gulf, LaSalle b Susquehanna re TMI Task Action 
Plan Item I. 0 1, “Special Low Power Testing b Training 
b Recommendations for DWRs . " 5vc list end. 

EISENHUT, D. C. Division of Licensing. 83/06/27. Long Island 
Lighting Co. 26pp 19334:115 24X Fiche ; 50-000, 83/06/29, 

8306270395 


8306270397 Generic LtT 83-26 to all applicants for OLs it holders of 
CPs for power reactors re clar i Fi cation of surveillance 
requirements foT diesel fuel impurity. Svc list end. 

EISENHUT. D. G. Division of Licensing 83/07/05. Consolidated 
Edison Co of New York, Inc. 16pp. 19390:317. 24X 

Fiche 30-000,83/07/05. 8306270397 


830706032? Generic Ltr 83-27 to all licensees b applicants for 
operating power reactors & holders of CPs for power reactors 
re surveillance intervals in STS. Svc list end. 

EISENHUT, D G. Division of Licensing. 83/07/06. Consolidated 
Edison Co of New York, Ine. 16pp. 19669:254. 24X 

Fiche: 50-000, 83/07/06, 0307060329 


B307080169 Generic Ltr 03-2B to all licensees of operating reactors, 
applicants for OL & holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list encl. 
EISENHUT, D G. Di vi s i on o f L i c ans i ng. 83/07/OB Consolidated 
Edison Co. of New York, Inc. 3Bpp 19669:269, 24X 

Fiche: 50-000, 83/07/00, B307080169. 


D. NRC Draft/Final Environmental Statements, suppls & correspondence 


0307060482 Advises that schedule for issuance of FES will be made after 
choice of alternative licensing efforts or after prehearing 
schedule reestablished. 

EISENHUT, D. G. Division of Licens ing. 83/06/24. MYERS, R. V. Puget 
Sound Power b Light Co. 3pp. 19299:129. 24X Fiche: 50-522, 83/06/24, 

83070604B2. 


B3070B0342 Comments on proposed rule 10CFR5O re NRC policy statement* 
on severe accidents b related views on nuclear reactor 
regulation. 

UIM,R. Yakima Indian Nation. B3/06/30. CHILK, S. J. Office of the 
Secretary of the Commission 2pp. 19330:327, 24X 

FiChe 50-522. 83/06/30, 03O7OBQ342 


8307190182 Concurs w/830624 proposal ro issuance of FES. Schedule should 
be determined following selection of liconsing alternative 
or after prehearing schedule r ees tab 1 1 sh o d Svc list end. 

MYERS, R. V. Puget Bound Power & Light Co 83/07/12, EISENHUT, D, Q. 
Division of Licensing. 4pp. 19630:160. 24X Fiche: 30-522, 83/07/12# 

8307190102. 


8307210303 Concurs w/proposal in B30624 ltr re issuance of FEB. Schedule 
should be determined following selection of licensing 
alternative or after prehearing schedule reestab 1 i shod . Svc 
list end. Related correspondence. 

MYERS, R V Puget Sound Power b Light Co. 83/07/12. EISENHUT. D. 0. 
Division of Licensing. 4pp, 19665:064. 24X Fi c h o : 30-522, 03/07/12# 
8307210303, 


G. Inspection reports, IE Bulletins b correspondence 


8306270401 IE Info Notice 83-46, “Common Mode Valve Failure* Degrade 
Surry Recirculation Spray Subsystem." Bvc list end. 

JORDAN, E. L. Division of Emergency Proparedness * Engineering 
Response (Post 830103). 03/07/11. Consolidated Edison Co. of New 

York, Inc. 154pp. 19563:293. 24X Ftchc: 50-000, 83/07/ 11, 8306270401, 


0306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubber* at 
Result of Contaminated Hydraulic Fluid," Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 03/07/12. Consolidated Edison Co, of New 

York, Inc. 141pp. 19563:153, 24X F i c h e : 30-000, 03/07/ 12, 0306270404. 


0306270406 IE Info Notice 83-49, "Gaseous Effluent Releases of 
Radioactive 1-125 & 1-131 in Excess of NRC Limits,'* Qvc list 
encl. 

TAYLOR, J. M. Division of QA, Safeguards & Inspection Programs (Post 
830103). 83/07/14. Consolidated Edison Co. of New York, Inc. 

1 1 4pp. 19715:270. 24X Fi c h o : 50-000, 83/07/ 1 4, 0306270406. 


DOCKET 50-523 SKAGIT NUCLEAR POWER PROJECT, UNIT 2 


A. App l icat i on/construct Ion stage documents b correspondence 


8306270395 Generic Ltr 03-24 to all UWR applicants for OL *< holders of 
OLs for Grand Gulf, LaSalle b Susquehanna re TMI Task Action 
Plan Item I.G, 1, "Special Low Power Totting b Training 
b Recommendations for BWRs. fl Svc list encl. 

EISENHUT, D, G. Division of Licensing. 83/06/29. Long Island 
Lighting Co. 26pp. 19304:115 24X Fiche: 50-000, 83/06/27, 

8306270395. 


— B3O7O0O35O Comments on DES for Ska g i t/Hanf ord Nuclear Plant. ETS flawed 
in scope b content b fails to recognlte existence of 
Yakima Indian Nation. No significant adverse impact 
addressed. Comment may not be used in proceeding. 

JIM,R. Yakima Indian Nation. 82/08/30. BLACK, R. NRC - No 
Detailed Affiliation Given. Ip. 19330:343. 24X 

Fiche: 50-522, 83/06/30, 0307080342 


8306270397 Generic Ltr 83-26 to all applicants for OL* b holders of 
CPs for power reactor* re c lar 1 f icat ion of surveillance 
requirements for diesel fuel impurity, Svc list oncl. 

EISENHUT, D. G. Division of Liconsing. 03/07/03. Consolidated 
Edison Co of New York, Inc, 16pp. 19390:317, 24X 

Fiche: 30-000, 83/07/05, 8306270397, 


8307080435 Comments on proposed rules 1OCFR50 8, 51 re requirements for 
licensee actions on disposition of spent fuel upon 
expiration of OLs. 

JIM, R. Yakima Indian Nation. 03/06/30 CHILK, S. J. Office of the 
Secretary of the Commission RATHQURN. D , MATTSON, R. J. NRC - No 
Detailed Affiliation Given. 2pp 19347:001. 24X 

Fiche: 50-522, 03/06/30, 8307080435. 


030706032? Generic Ltr 83-27 to all licensees & applicants for 
operating power reactors & holders of CPs for power reactors 
re surveillance intervals in BT8. Svc list encl. 

EISENHUT, D. G. Division of Licensing, 83/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp, 19669:254, 24X 

Fiche: 50-000, 83/07/06, 0307060329, 


—8307080440 Comments on DES for Skag i t/Hanf or d Nuclear Plant. EIS flawed 
in scope b content b fails to recognize existence of 
Yakima Indian Nation. No significant adverse impact 
addressed. Comment may not be used in proceedings. 

JINiR Yakima Indian Nation. 83/06/30. BLACK, R. NRC - No 
Detailed Affiliation Given. Ip. 19347:017, 24X 

Fiche: 90-522, 83/06/30, 0307080435. 


0307080169 Generic Ltr 03-20 to all licensees of operating reactors, 
applicants for OL ?< holders of CPs ro required actions based 
on generic implications of Salem ATW8 events, Bvc list end. 
EISENHUT, D. G. Division of Licensing, 03/07/08, Consolidated 
Edison Co. of New York, Inc. 30pp. 19669:269. 24X 

Fiche: 50-000, 83/07/00, 8307080169. 


D. NRC Draft/Final Environmental Statements, suppli b correspondence 


8307QB0445 Comments on NRC policy statement on evaluation plan for 
safety goal development program. 

JIh,R. Yakima Indian Nation. 03/06/30, CHILK, S, J. Office of the 
Secretary of the Commission. 2pp 19347:205 24X 

Fiche: 30-522, 83/06/30, 8307000443. 


—8307080452 Comments on DES for Skagit/Hanford Nuclear Plant. EIS flawed 
in scope b content b fails to recognize existence of 
Yakima Indian Nation. No significant adverse Impact 
addressed. Comment may not be used in proceedings. 

JIM,R Yakima Indian Nation. 83/06/30. BLACK, R. NRC - No 
Detailed Affiliation Given. Ip. 19347:221 24X 

Fiche: 50-322, 03/06/30, 0307080445. 


8307060482 Advises that schedule for issuance of FES will be mad* aftar 
choice ef alternative licensing efforts or after prehearing 
schedule reestablished. 

EISENHUT, 0. G. Di vi s i on o f Li c ens i ng . 83/06/24. MYERB, R. V. Puget 

* Ll9ht Co ’ 3pp ’ lt?2 ?9:129. 24X Fi c h e : 50-522, 83/06/24, 


elated view* on nuclear reactor 


on severe accidents 
regulation. 

JIM, R. Yakima Indian Nation. 83/06/30. CHILK, 8, J. Office of the 
secretary of the Commission. 2pp. 19330:327. 24X 

Fiche: 50-522, 83/06/30, 0307080342. 
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_ ^ O 7080330 Comments on DES for Sk ag i t/Hanf or d Nuclear Plant. EIS flawed 0307070226 Comments on 030302 proposed revs to FSAR re component 

^ i ^ scope ti content fails to recognize* existence of classification & scope of augmented insorvice inspRevs 

y^attma Indian Nation. No significant adverse impact acceptable 

^ d dressed. Comment may not be used in proceeding. KNIGHTON, G W. Licensing Branch 3. B3/06/21 VAN BRUNT, E E 

JIM' R Yakima Indian Nation. 02/00/30. BLACK, R. NRC - No Arizona Public Service Co. 3pp. 19344:351, 24X 

tailed Affiliation Given Ip 19350:343 24X Flch e : 50-520. 03/06/21, 8307070226 

pi- 1 che: 50-522, 03/06/30, 0307080342. 


830706 0 012 Forwards proposed rev to FSAR, Section 1.9 re exceptions to 
C£,m,n ® nts 0T1 proposed rules 10CFR30 & 51 re requirements for Reg Guide 1 . S0 covering level concrete floor it roof in 

actions on disposition of spent fuel upon records storage facility, 

i, * p 1 Dl : 6 VAN BRUNT. E. E Arizona Public Service Co. 83/06/24. STERNBERG. D. M. 

Yakima Indian Nation. 03/06/30 CHILK, 5 J. Office of the Region 5, Offic-e of Director. 7pp. 19230:255 24X 

«£T*etary of the Commission. 2pp. 19347:001. 24X Fiche : 30-320. 83/06/24, B3070600 12 

J* i C t* • ■ 30-522, 03/06/30. 8307000435. 


‘.^„ ; -3<5^0Q0440 Comments on DES for Skag i t/Han f ard Nuclear Plant. EIS flawed 
W j. ri scope It content & fails to recognize existence of 
V^IUma Indian Nation. No significant adverse impact 
^ (J d r ess ed . Comment may not be used in proceedings 
JIMi R Yakima Indian Nation, 03/06/30. BLACK, R. NRC - No 
p#taUed Affiliation Given. Ip. 19347 017. 24X 

riche; 50-522, 03/06/30, 0307080435. 


0307050026 Forwards response to 030415 request for adfdl info re solid 
waste process control prog ram. Pac kag e waste will be 
segregated by container activity level into high level or 
low level storage area. 

VAN BRUNT, E. E. Arizona Public Service Co. 03/06/30 KNIGHTON, G. 
Licensing Branch 3. I7p p. 19220:134 24X F i c he : 50-528, 83/06/ 30, 

0307050026. 


Comments on NRC policy statement on evaluation plan for 
^ — ^ %y goal development program. 

R Yakima Indian Nation. 83/06/30. CHILK, S.J. Office of the 
. e: T m t*ry of the Commission. 2pp. 19347:205. 24X 

#=~ i C « : 50-522, 83/06/30, 8307080445. 


8307050133 Advises that accelerated schedule date of 030731 far 
Submittal of specific info re depressurization it DHR 
capabilities by 930731 supports NRC needs. 

VAN BRUNT, E. E, Arizona Public Service Co. 03/06/30. KNIGHTON, Q. 
Licensing Branch 3. 2 pp. 19220: 219. 24X F i c h e : 50-520, B3/06/30, 

8307050133. 


‘*'-03O7 ob ^32 Comment* on DE8 for Sk ag i t/Han f or d Nuclear Plant. EIS Flawed 
£ r* scope It content & fails to recognize existence of 
Y4 fcima Indian Nation. No significant adverse impact 
dressed. Comment may not be used in proceedings. 

Jlrtifl. Yakima Indian Nation. 63/06/30. BLACK, R. NRC ~ No 
tailed Affiliation Given. Ip. 19347:221. 24X 

i che : 50-522, 03/06/30, 0307080445. 


8307050 1 99 Responds to Generic Ltr 83-10A r a resolution of Till Action 
Item I I K 3. 3, “Automatic Trfp of Reactor Coolant Pumps." 
Description for resolving item U plan it schedule for plant- 
specific activities end. 

VAN BRUNT, E. E Arizona Public Service Co. 03/06/30. KNIGHTON, G. 
Licensing Branch 3. 14pp. 19199:203. 24X F i c h e : 50-520, 03/06/30, 

8307050199. 


Baoyl'*' 0 ^ 2 Concurs w/830624 proposal re issuance of FES. Schedule should 
determined following selection of licensing alternative 
o t* ■» ft«r prehearing schedule reestab I i shed 9vc list one 1 
HYE83'R V. Puget Sound Power it Light Co. 83/07/12. E I GENHUT , 0. Q. 

of Licensing. 4pp. 19630:160. 24X Fi c h e : 30-322, 83/07/ 12, 

6307 l 90 102. 


8306270397 Generic Ltr B3-26 to all applicants for OLs it holders of 
CPs for power reactors re c 1 ar i f i cat i on of surveillance 
requirements for diesel fuel impurity. Svc list end. 

EI9ENHUT, D. G. Division of Licensing. 83/07/05. Consolidated 
Edison Co of New York. Inc 16pp. 19390:317. 24X 

Fiche: 50-000, 83/07/05, 8306270397 . 


83072 10303 Concurs w/proposal in 030624 ltr re issuance of FE8. Schedule 
thoull be determined following selection of licensing 
alt *r nati vb or after prehearing schedule reestab 1 i shed . Bvc 
1 i « t end. Related correspondence. 

KYERS.R. V. Puget Sound Power it Light Co- 83/07/12. EI5ENHUT < D. G. 
Division of Licensing. 4pp. 19665:064. 24X Fi ch e : 30-322, 83/07/ 12, 
0 3O72LO3O3, 


inspection reports, IE Bulletins L correspondence 


030,627 0401 IE Info Notice 83-46, “Common Mode Valve Failures Degrade 
SuT'Try Rec irculation Spray Subsystem." Svc list end. 

O/VN, E. L. Division of Emergency Preparedness & Engineering 
RB *Pome (Post 030103). 83/07/11. Consolidated Edison Co. of New 

Yoe'k, Inc. 154pp. 19363:293. 24X Fi che: 30-000, 03/07/ 1 1 , 8306270401 . 


63062 7 0404 IE Info Notice 83-47. "Failure of Hydraulic Snubbers as 
f* « » tj - 1 fr of Contaminated Hydraulic Fluid." Svc list end. 
k/OF% DAM, E. L, Division of Emergency Preparedness i>. Engineering 
8*<pon»e (Post 930 1 03 > . 03/07/12. Consolidated Edison Co. of New 

YOs^ it , Inc. 141pp. 19363:153. 24X Fiche: 30-000, 03/07/12, 8306270404. 


S3O£*a?o406 IE Info Notice 83-40. "Gaseous Effluent Releases of 
F?*cf i oictlve 1-123 it 1-131 in Excess of NRC Limits. ” Svc Hit 

enc I ^ 

J. K, Division of QA, Safeguard* it Inspection Program* (Post 
® Q-3 > . 03/07/14. Consolidated Edison Co, of New York, Inc. 

* i ^Pp, 19713:270. 24X Fiche: 50-000, 03/07/ 14, 0306270406. 


8307060329 Generic Ltr 83-27 to all licensees it applicant* for 
operating power reactors $< holder* of CPs for power reactors 
re surveillance interval* in STS. Svc list end, 

EISENHUT , B 0. Division aF Licensing. 03/07/06, Consolidated 
Edison Co. of New York. Inc. 16pp. 19669:234. 24X 

Fiche: 30-000, B3/O7/06, 0307060329. 


B3O715O230 Forwards supplemental rept re piping sys design review a* 
part of independent QA evaluation of facilities in response 
to questions resulting from 03060-2 meeting. 

SIMON, W, A. Torrey Pines Technology. 83/07/06. LICITRA, E. NRC - No 
Detailed Affiliation Given. 17pp. 19539:067. 24X 

Fiche: 50-320, 83/07/06, 0307 150230. 


830700016? Generic Ltr 03-20 to all licensees of operating reactors, 
applicants Par QL it holders of CPs re required action* based 
on generic implication* of Salem ATWS events. Svc list end. 
EISENHUT, D. G. Division of Licensing. 83/07/0B. Consolidated 
Edison Co of New York, Inc. 30pp 19669:269. 24X 

Fiche: 50-000, 63/07/00, 0307080169. 


6307290-1 03 Advises that barring unforeseen delays, Unit 1 should be 
ready for fuel loading by Nov 1983. 

VAN BRUNT, E, E. Arliona Public Service Co. B3/07/22. LICITRA, E. A. 
Licensing Dranch 3. 2pp. 19021:150 24X F i ch e : 50-528, 83/07/22, 

0307290183. 


E, NRC Safety Evaluation Report (SER), suppls It correspondence 


DOCK^IT 8TN-S0-52S PALO VERDE NUCLEAR STATION, UNIT 1 

^ - — — --------- 

A ^ ^ l i c a 1 1 on/c on* true fc 1 an stage document* V correspondence 


a3°T°>0427 R equest* addl quantitative analysis to support 821230 

* ^ ^ c lusi on* re failure of E-NNN-D1 1 panel. Transient 

* & bounded by FBAR Chapter 15 ana 1 y ses. Noti f icatl on 

” t J? I «nned submittal date requested, 

V — ± ^MTON, Q. W. Licensing Branch 3. 83/06/17. VAN BRUNT, E. E. 

£ 1( *«an4 Public Service Co. 3pp. 19300:170 24X 

p ** • : 50-520, 83/06/1 7, 8307070427. 


^ ^ ^^37 Forwards request for info on Tech Spec setpoint methodology. 
PtH t<a ^ on of planned response date requested. 

*2^ * r'HTON, Q. W. Licensing Branch 3. 03/06/20. VAN BRUNT, E. E. 

Public Service Cq. 4pp. 19300:184. 24X 

p ^ ^ : 30-520, 03/06/20, 8307070437. 


03O7OBO637 Forwards request for addl info it comments on SER Suppl 4 re 
revised emergency p lan. No t i f ica tion of submittal date 
reque * ted. 

KNIGHTON, <3. W. Licensing Branch 3. B3/06/2Q. VAN BRUNT, E. E. 

Arizona Public Service Co. 6pp. 19364:213. 24X 

Fiche; 30-520, 83/06/20,8307080637. 


8307050211 Responds to Nov 1901 SER . * ub sequent suppl & correspondence 
& Generic Ltr 02-33, Suppl 1 to NUREG-0737 requirements for 
emergency response capab i 1 1 ti e s. Human factors study it status 
rept re historical earthquake data encl. 

VAN DFUNT, E. E. Ar i z ona Pub 1 i c Service Co 03/06/30 KNIGHTON, G. 
Licensing Branch 3. 5pp. 19194:103, 24X Fiche: 50-520, 03/06/30, 

83070502 11. 


— 030705 0228 Buppl 1 to GA-C1639Q "Palo Verde Nuclear Generating Station 
Control Room Human Factor* Study. Execut lve Summary Rept. 1 ' 

» Torrey Pines Technology GA-C 16398 SOI. 83/06/30. 70pp. 

19194 :189. 24X F i c he : 50-528. 83/06/30, 030705021 1 . 
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G. Inspection report*. IE Bulletins it correspondence 


03O7O6O36B Forwards responses to NRC findings of Power Sys site audit 
conducted on 830406-07, p er SER. NUREG-0B57 

VAN BRUNT- E. E. Arizona Public Service Co. 83707/01. KNIGHTON- S 
Licensing Branch 3. Upp 19236:238. 24X Fiche: 50-328. B3/07/OI- 
8307060368. 


B3071 1 0012 Forwards response to SER Section 7. 7. 2, Quest! on 233,03 re 
qualification of control sys. Response closes open item in 
Section 7.7.2 U will be incorporated into upcoming 
FSAR amend. 

VAN BRUNT- E. E. Arizona Public Service Co 83/07/01 . KNIGHTON, G. 
Licensing Branch 3, 6pp. 19374:205. 24X Fiche: 30-526, 03/07/01, 

03071 10012. 


0307150363 Forwards corrected map identifying reception t* care ctr*. 
per 03Q&I5- request ft Suppl 4 to SER re emergency plan. 

VAN BRUNT- E. Ariiona Public Service Co. 83/07/06. KNIGHTON, C. 
Licensing Branch 3. 3pp. £9330:330. 24X F i c he : 50-3281 83/07/08, 

8307150363- 


8307140374 Responds to liar 1983 SER <NUREG-O057) request for add! info 
re emergency p lan. Eat ternal Ltrs of agreement end. Info 
adequately responds to request. 

VAN BRUNT- E. E. Arizona Public Service Co. 03/07/12. KNIGHTON- 0 
Licensing Branch 3. 19pp. 19323:333. 24X F i c he ; S0-52G- 83/07/ 12, 

8307140374. 


F. Security, medical- emergency fire protection plans 


0307030498 Notification of 830622 meeting w/uttl U NUSAC in Silver 
Spring, MD to discuss proposed substitute security plan. 

LICITRA, E„ A. Licensing Branch 3. 83/06/20. KNIGHTON, C. W. 

Licensing Branch 3, 3pp. 19262:276, 24 X Fi cJi t: 30-528- 83/06/20- 

8307050498. 


B3O7Q0O637 Forwards request for addl info 6 comments on 8ER Suppl 4 re 
revised emergency plan. Noti f Icati on of submittal date 
requested. 

KNIGHTON, G. tf. Licensing Branch 3. 83/06/20. VAN BRUNT- E. E. 

Ar l zona Public Service Co. 6pp. 19364:213, 24X 

Flche : 50-520- 03/06/20- 8307000637. 


0307050211 Responds to Nov 1981 SER, sub sequent suppl 6 c orr espcntfenc a 
* Generic Ltr 82-33. Suppl 1 to NURE0-O737 r equir t s for 
emsrgency response capabili ties. Human factors study & statu* 
repfc re historical earthquake data end. 

VAN BRUNT- E. E. Arizona Public Service Co 83/06/30. KNIGHTON, G. 
Licensing Branch 3. 5pp. 19194:183. 24X Fiche : 50-528, 03/06/30, 

830705021 i. 


8307150363 Forwards corrected map identifying reception S< care etr»* 
per 830615 request & Suppl 4 to SER re emergency plan. 

VAN BRUNT, E. Arizona Public Service Co. B3/07/0B. KNIGHTON* G. 
Licensing Branch 3. 3pp. 19538:350. 24X Fi che : 50-520- 03/07/08, 

G 307 130363. 


8307140374 Respond* to Mar 1983 SER <NUREG-0BS7> request for add 1 info 
r« emergency p 1 an. Ez terna 1 ltrs of agreement end. Info 
adequately responds to request. 

VAN BRUNT. E. E. Arizona Public Service Go 83/07/12. KNJCHTON.O, 
Licensing Branch 3. I9pp, 19523:333. 24* Fi che : 30-323, 03/07/ 1 2, 

0307140374. 


B307200I17 Summarize* significant changes being incorporated in Rev 
3 to emergency p I an , i nc In d i ng organ i tat ional control of 
emergent i«s» emergency conditions l« emergency facilities it 
equipment. Rev 3 will be submitted by 830013. 

VAN BRUNT- E, E. Arizona Public Service Co 83/07/ M. KNIGHTON- 0. 
Licensing Branch 3. 7pp. 19647:136. 24X Fiche: 50-320, 03/07/14- 

0307200117. 


3307190190 Forwards "Emergency Procedure Generation Factage- ” per 
requirements of Suppl l to NURE0-0737. 

VAN BRUNT, E. E. Arizona Public Service Co. 03/07/15. KNIGHTON, 0. 
Licensing Branch 3. 2pp. 19630:192. 24X Fi che; 50-520, B3/Q7/15. 

8307190190. 


■8307170194 "Emergency Procedure Generation, Package." 

* Arizona Public Service Co. 83/07/15. 21 1pp. 19631:001. 24X 

Fichf 30-528,03/07/13, 8307190190, 


L Utility Final Safety Analysis Report IFSAR> fc amends 


3307190223 Forwards Proof of Svc of Amend 11 to FSAR. 

VAN BRUNT. E. E. Arizona Public Service Co. 03/07/15. KNIGHTON, Q. W, 
Licensing Branch 3. 3pp. 19629:223. 24X Fich e : 50-328, 03/07/ 1 5, 

0307 i 90223. 


8307120359 Forwards IE Insp Repts 30-528/63-22,50-529/03-12 fc 
30-530/83-09 on 030523-07. No nan c omp 1 lane e noted. 

STERNBERG- D M. Region 5. Office of Director. 03/06/20. VAN 
BRUNT, E E. Arizona Public Service Co. 2pp. 19431:329. 24X 

Fiche; 50-528. 83/06/20, 030712035a 


—8307120560 IE Insp Repfcs S0-52S/83-22, 50-329/03- 1 2 it 30-530/03-09 on 
830323-2-7. No non c omp 1 ianc e noted. Major areas inspected: 
allegations re electrical activities it tendon prestressing 
activities & action on previous insp findings. 

NARBLPT-P.P . BURDDIN, J. F . YOUNG, T. Region, 4, Office of Director. 
03/06/17. 16pp. 19431:331 24X Fiche ; 50-528, 03/06/20, 8307120350. 


8307070226 Comments on 830302 proposed revs to FSAR r« component 
classification U scope of augmented Inservice insp. Revs 
zee sptab le. 

KNIGHTON, G. W. Licensing Branch 3. 03/06/21. VAN D RUNT, E. E. 

Arizona Public Service Co. 3pp 19344:351. 24X 

Fiche: 50-520, 83/06/21, 0307070226 


8307120560 Forwards IE Insp Kept 50-528/83-13 on 030503-06 it 10-13 & 
notice of violation. 

STERNBERG- D, M. Region 5, Office of Director. 03/06/23. 

AND-CJQN INI i G. C. Arizona Public Service Co. 2pp, 19433:080. 24X 

Fiche: 50-52B, 83/06/23- B307I20560. 


— 9307120564 Notice of violation from insp on 830303-06 10-13. 

YOUNQ-T. Region 5- Office of Director. 83/06/23. Ip, 19433:090 
24 X Fiche: 50-528, 03/06/23- 83071 20360 


-3307120570 IE Insp Rept 30-520/03-15 on 830903-06 it 10-13. No he omp Hanc t 
noted : i ssuince of Adminl t tra t iv# Procedure 70AC-OZ702 
delayed until 830305. 

JOHNSON- P. H. , YOUNG, T. Region 5, Office of Director. 03/06/22 
7pp. 19433:091. 24X Fi cA e l 50-320, 03/06 /23, 03071 20560. 


0307120341 Forwards IE Insp Rapt* 90-520/03-23,50-529/83-138, 
30-530/83-10 on 030302-0603. No noncompliance noted. 

STERNBERG- D. M. Region 5- Office of Director. 03/06/27. VAN 
BRUNT, E.E. Arizona Public Service Co. 2p p 19433:340, 24X 

Fiche: 30-520, 03/06/27, 0307120341. 


■0307120549 IE Insp flepti 50- 520/03-23, 30-529/83- 13 U 90-530/83-10 an 
83Q3Q2-0603.no non c amp 1 1 an c e noted. Major areas inspected: 
const activities re followup of allegations of unacceptable 
electrical work & followup of previous insp Items, 

VORDERDHUEOOENj YOUNG, T. Region 5, Office of Director. 83/06/22. 
8pp. 19433:330, 24X FI ch e : 30-520, 03 /Q6 /27# 8307 1 2034 1 . 


0307260291 Informs that final response to 830525 notice of 
noncompliance from Insp on 030301 -0430 will be delayed until 
830729 due to extensive investigation it evaluation required. 

VAN BRUNT- E. E. Arizona Public Service Co. 03/06/27. 9TERNEER0, D. M, 
Region 3, Office of Director. Ip. 19726:213, 24X 

Fiche: 30-32B, 83/06/27- 0307260291. 


0307060408 Forward* IE Mgt Meeting 4* SALP ttepts 30-520/03-16, 
90-529/03-09 it 50-530/83-07 on 030523. No non comp 1 1 a nc e 
noted. 

MARTIN, J. D. Region 5t Office of Director. 03/06/30 WOODS* T, G. 
At t zona Public Service Co. 2pp. 19237:010. 24X 

Fiche: 50- 52B r 8 3/06/30. 0307060400. 


—8307060416 IE Mgt Meeting Rapt* 90-520/03- 1 6, 50-529/B3-09 t* 
50-530/83-07 on 830525. No noncomp 1 1 ante noted. Major area* 
disc uss* d : results of Region V assessment of licensee 
performance for Jul 1901 - Feb 1983. 

JOHNSON* P. H.. , YOUNO* T. Region 3, DPflco of Director. 03/06/24. 
2pp. 19237:012, 24X Fiche ; 50-520, 03/06/30, 0307060408. 


— 8307060420 SALP Repts 50-528/03-16,50-529/83-09 i< 30-530/03-07 for 
Jul 19B1 - Fab 1903. Overall performance acceptable. 

* Region 5. Office of Director. 83/04/30, 32pp. 19237:014. 24X 

Fiche: 50-520* 83/06/30, 8307060408, 


— 9307060426 Confirms comments on SALP repts for Jul 1901 - Feb 1903-Mi 
030525 meeting to review program re suit*. Oral comments 
listed it discussed. Mgt 8, GA activities will be emphasized to 
assure that electrical equipments meets FSAR criteria, 

WOODS- T. G. Arizona Public Service Co. 83/06/10. MARTIN, J. B, 
Region 5* Office of Director, 4pp. 19237:047. 24X 

Fiche; 90-520.83/06/30, 0307060400. 


B3O62704O1 IE Info Notice 03-46. '’Common Mode Valve Failure* Degrade 
Surry Recirculation Spray Subsystem." Svc Hit end. 

JORDANrE.L. Division of Emergency Preparedness it Engineering 
Response (Post B301O3). 83/07/11. Consolidated Edison Co. of N*W 

York. Inc. 194pp. 19563:293. 24X Fi che: 50-000, 03/07/ i 1* 0306270401- 
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0306270404 IE Info Notice 00-47. “Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness $- Engineering 
Response (Post 830103), 83/07/12. Consolidated Edison Co, of New 

York. Inc. 141pp. 19363:193. 24X Fi che 50-000. 03/07/12. Q306270404, 


0306270406 IE Info Notice 83-48, "Gaseous Effluent Releases of 
Radioactive 1-123 * 1-131 in Excess of NRC Limits. " 3vc list 
one 1. 

TAYLOR, J. M. Division of QA, Safeguards 6 Inspection Programs (Post 
830103). 83/07/14- Consolidated Edison Co. of New York. Inc. 

1 1 4p p. 19713:270. 24X F t c h e : 30-000, 63/07/ i 4 . 8306270406. 


S. Reportable occurrences, LERs it related correspondence 


6307200348 Interim Deficiency Rept DER 03-39 re Elgar inverters 
producing voltage spikes on dc supply bus Initially reported 
on 830607 Addl inverter tests requested to reduce or 
eliminate voltage spikes. Final rept by 031031. 

VAN 0RUNT.E E Arizona Public Service Cn 83/07/07. STERNBERG, D. H. 

Region 5. Office of Director 3pp 19709 019 24X 

Fiche: 50-328. 03/07/07. 0307280349 


8307180001 Part 21 rept clarifying position ra equipment failures 
during C-E qualification testing of Target Rock solenoid 
activated valves per T Lee 830620 request Valve design 
conforms to NUREG-O50B. Re tro f i t program supported 
PATTAR INI . D, M Target Rock Corp 83/07/11. DEYOUNG. R. C. 
Director's Office, Office of Inspection and Enforcement. Ip. 
19560:007. 24X F ich e 50-328, 03/07/ 1 1 , 8307 1BOOB1 . 


9307060323 Final Deficiency Rept DER 83-11 re potential 
leak or corrosion at terminals due to cracked plastic 
seals/covers. Initially reported on 830228. Batter i e s wi 
repa ired. Defic iency not reportable per 10CFR30 35(e). 
VAN BRUNT, E. E, Arizona Public Service Co. 83/06/14. 

Region 3, Office of Director. 9pp 19239: 168. 24X 

Fiche: 30-528. 83/06/14. B307060323. 


oxide battery 
11 be 

8TERN0ERG. D. M. 


8307280306 PN0-V-83-029: on B3071B, dur ing preparation for repairs on 
reactor coolant pumps 1A it 10, three bolts which hold 
diffusor clamp ring discovered missing J* all bolts loose tt 
15% of impeller vanes missing 

FIORELL I , G. ♦ YOUNG, T Region 5. Office of Director. 03/07/19. Ip. 
19789:210 24X Fiche: 30-528. 83/07/19, 8307200306 


8307060013 Final Deficiency Rept DER 82-90 re flexible conduit 
couplings between auxiliary it control bldgs which may be 
damaged if seismic event exceeds 3/4-inch movement. Item 
determined not reportable under 10CFR30. 39< e > requirements. 

VAN BRUNT, E. E. Arliona Public Service Co. 03/06/17. STERNBERG, D, M. 

Region 5, Office of Director 3pp, 19230:001 24X 

Fiche: 30-328, 63/06/17, 8307060013. 


— 8307060025 "Evaluation of Electrical Conduit Connections Between 
Auxiliary It Control Bldgs for Arliona Public Svc Palo Verde 
Nuclear Generating Station. " 

WILSON, S. W. , PAZARGAD1. S. , BAUSCH, H. P. Wyle Laboratories 

26406-1 03/03/31. 134pp, 19230:004 24X F i c h e : 50-320, 83/06/ 1 7, 

8307060013. 


8307060046 Interim Deficiency Rept DER 83-32 re use of dissimilar metal 
socket welds in steam generator process piping. Initially 
reported on 030323. Final rept expected by 030809 

VAN BRUNT, E. E. Arirona Public Service Co. 03/06/24. STERNDERG, DM. 

Region 5, Office of Director. 4pp. 19230:206 24X 

Fiche: 30-520, 03/06/24, 0307060046. 


0307060379 Interim Deficiency Rept DER 82-36 re scaling-down condensate 
storage tank design w/o new calculations. Initially reported 
on 821013. Submittal of final rept extended to 930727, 

VAN BRUNT, E. E, Arliona Public Service Co. 83/06/27. STERNBERG, D. M. 

Region 5, Office of Director. 2pp. 19236:062. 24X 

Ftche: 30-328, 03/06/27, 0307060379. 


0307120366 Final Deficiency Rapt DER 02-63 re design calculation error 
in refueling water tank seismic response. Initial ly reported 
on 821026. Deficiency not reportable per 1 0CFR5Q. 93i e ) . 

Bechtel independent analysis of calculations end. 

VAN BRUNT, E, E Arliona Public Service Co. 83/06/27. STERNBERG, D. M. 

Region 3, Office of Director. 32pp 19429:048 24X 

Fiche: 30-320, 83/06/27, 0307120366. 


— 8307120377 Rev 1 to "Engineering Evaluation for Design of Condensate 
Water Storage Tank «* Refueling Water Tank, Palo Verde Nuclear 
Generating Station, M for Deficiency Evaluation Repts 82-36 & 

82-63. 

LIMA YE, G. fi. , HUGHES, W. R. , BERGQU 1ST, S H. Dechtel Corp. 03/03/31. 
28pp. 19429:032. 24X Fiche : 30-520, 93/06/27, 8307120366. 


8307120330 Interim Deficiency Rept DER 02-33 re failed Joy fan blade 
causing 2-inch penetration of containment liner plate. 

Initially reported on 820924. Final rept delayed until 
030929, pend ing extensive investigation. 

VAN BRUNT, E. E. Ariiona Public Service Co. 83/06/29. STERNBERG, D. M. 

Region 3, Office of Director. 2pp. 19433:308 24X 

Fiche: 30-328, 03/06/29, 8307120530. 


8307180221 Interim Deficiency Rept DER 83-25 re instrumentation tubing 
not having required boundary class break. Initial ly reported 
on 830421. Due to extensive investigation t. evaluation, 
completed repts expected by 830019. 

VAN BRUNT, E. E. Ariiona Public Service Co. 83/07/01. STERNBERG, D. M. 

Region 3, Office of Director. 2pp 19333:225. 24X 

Fiche: 30-328, 83/07/01, 0307100221. 


0307200313 Interim Deficiency Rept DER 02-51 re Pullman-Kel logg pipe 
line failure in essential cooling water »yt. Initially 
reported on B20910. No new info or change to interim rept. 

Final rept will be submitted by 830816. 

VAN BRUNT, E. E. Ariiona Public Service Co, B3/07/06. STERNBERG, D, M. 

Region 3, Office of Director. 2pp. 19789; 213. 24X 

Fiche: 30-328, 83/07/06, 8307280313. 


DOCKET STN-30-529 PALO VERDE NUCLEAR STATION, UNIT 2 
A. Application/construction stage documents 6 correspondence 


B307070427 Request* addl quantitative analysis to support 821230 
conclusions re failure of E-NNN-Dll panel . Transi enfc 
scenarios bounded by F5AR Chapter 15 anal yses. Not l fication 
of planned submittal date requested 

KNIGHTON, G W. Licensing Branch 3- 03/06/17. VAN BRUNTiE.E. 

Ariiona Public Service Co 3pp 19300:170. 24X 

Fiche: 30-328, 83/06/17,8307070427. 


8307070437 Forwards request for info on Tech Spec setpoint methodology. 
Notl f ication of planned response date requested. 

KNIGHTON, G. W, Licensing Branch 3. 03/06/20 VAN BRUNT, E. E. 

Arizona Public Service Co. 4pp. 19300:184 24X 

Fiche: 30-328, 03/06/20, 8307070437. 


8307070226 Comments on 030502 proposed revs to FSAR re component 
classification 8 < scope of augmented inservice tnsp. Revs 
acceptable. 

KNIGHTON, G.W Licensing Branch 3. 03/06/21. VAN BRUNT, SE. 

Arizona Public Service Co. 3pp. 19344:331 24X 

Fiche: 30-520, B3/06/21 , 8307070226 


8307060012 Forwards proposed rev to FSAR, Section l.B re exception* to 
Reg Guide i.80 covering level concrete floor i roof in 
records storage facility. 

VAN BRUNT, E. E. Arizona Public Service Co. 03/06/24. STERNBERG, D. M. 

Region 5, Office of Director. 7pp. 19238:233 24X 

Fiche: 50-328, 83/06/24,0307060012. 


6307030026 Forwards response to 830413 request 
waste process control program Package waste 
segregated by container activity level into 
low level storage area. 

VAN BRUNT. E. E. Arizona Public Service Co. 
Licensing Branch 3. 17pp. 19220: 134- 24X 

8307050026, 


for addl info re solid 
will be 
high level or 

83/06/30. KNIGHTON, G. 
Fiche: 30-928, 83/06/30, 


0307030133 Advises that accelerated schedule date of 030731 for 
submittal of specific Info re depress ur 1 za t i on i DHR 
capabilities by 830731 supports NRC needs. 

VAN BRUNT, E. E. Arizona Public Service Co. 03/06/30 KNIGHTON, G. 
Licensing Branch 3. 2 PP . 19220:219 24X Fiche: 30-328, 03/G6/3O, 

8307030133. 


8307030199 Responds to Generic 
Item II. K, 3. 3, "Automatic Tr 
Description for resolving it 
specific activities end. 

VAN BRUNT, E. E. Ariiona Publ 
Licensing Branch 3. 14pp. 

0307030199 


L tr 83- 1 OA re resolution of TMI Action 
ip of Reactor Coolant Pumps " 
em ht plan & schedule for plant- 

ic Service Co. 03/06/30. KNIGHTON, Q. 
19199:203 24X Fi c h e : 50-329, 83/06/30, 


8306270397 Generic Ltr 83-26 to all applicants for OLs h holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list end. 

EISENHUT, D. G. Division of Licensing. 83/07/03. Consolidated 
Edison Co of New York, Inc. 16pp. 19390:317. 24X 

Fiche: SO-OQO, 03/07/05, 8306270397. 


8307060329 Generic Ltr 83-27 to all licensees «* applicants for 
operating power reactors & holders of CPs for power reactor* 
re surveillance intervals in STS. Svc list end. 

EISENHUT, D. G, Division of Licensing. 03/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:234. 24X 

Fiche: 30-000, 83/07/06, 8307060329. 
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8307150238 Forwards supplemental rept re piping sys design review as 
part of independent GA evaluation of facilities in response 
to questions resulting from 830602 meeting. 

SIMON, W A. Torrey Pines Technology. 03/07/06. LICITRA, E. NRC - No 
Detailed Affiliation Given. 17pp. 19339:067. 24X 

Fi c he : 30-323, 83/07/06, 8307 1 30238- 


8307140374 Responds to Mar 1983 SER (NUREG-0837) request for add! Info 
re emergency plan External Itrs of agreement end. Info 
adequately responds to request. 

VAN BRUNT, E. E. Arizona Public Service Co. 83/07/12. KNIGHTON, 0 
Licensing Branch 3. 19pp. 19323:333. 24X Fi c h e : 30-328, 83/07/ 12, 

8307140374. 


8307080169 Generic Ltr 83-23 to all licensees of operating reactors, 
applicants for CL & holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list end. 
EISENHUT. D, 0. Division of Licensing. 83/07/08 Consolidated 
Edison Co. of New York. Inc. 38pp. 19669:269. 24X 

Fi che - 30-000, 83/07/08, 8307080169 


E. NRC Safety Evaluation Report < SER ) , suppl* & correspondence 


B30 708063 7 Forwards request for addl info it comments on SER 9uppl 4 r# 
revised emergency p I an. Nofci f i ca t i on of submittal date 
requested. 

KNIGHTON, G. W. Licensing Branch 3. 83/06/20. VAN BRUNT, E. E, 

Arizona Public Service Co. 6pp. 19364:213. 24X 

Fiche: 30-328, 83/06/20, B307080637. 


8307030211 Responds to Nov 1981 SER, subsequent suppl it correspondence 
St Generic Ltr 82-33, Suppl 1 to NUREG-0737 requirements for 
emergency response capabi 1 tties. Human factors study «< status 
rept re historical earthquake data end. 

VAN BRUNT, E. E. Arizona Public Service Co. 03/06/30. KNrGHTON, G. 
Licensing Branch 3. 3pp. 19194:183. 24X Flch e : 50-328, 83/06/30, 

0307050211. 


8307030228 Suppl 1 to GA-C 1 6398 "Palo Verde Nuclear Generating Station 
Control Room Human Factors Study , Execut i ve Summary Rept." 

* Torrey Pines Technology. GA-C1639B SOI. 83/06/30. 70pp 
19194:189. 24X Fic h e : 30- 328, 83/06/30, 830703021 1 . 


8 3070603 6 B Forwards responses to NRC findings of Power Sys site audit 
conducted on 830406-07, per SER, NUREO-O057. 

VAN BRUNT, E. E. Arizona Pub 1 tc Service Co. 83/07/01 KNIGHTON, 0 
Licensing Branch 3. llpp 19236:228. 24X Fi che : 50 - 328 , 83 / 07 / 01 i 
8307060368. 


8307200117 Summarizes significant changes being incorporated in Rev 
3 to emergency plan, incl ud ing organizational control of 
emergencies, emergency conditions & emergency facilities & 
equipment. Rev 3 will be submitted by 830813. 

VAN BRUNT, E. E, Arizona public Service Co. 83/07/14. KNIGHTON, G. 
Licensing Branch 3. 7pp. 19647:156. 24X Fi c h e : 30-320, 83/07/ 14, 

8307200117. 


8307190190 Forwards "Emergency Procedure Generation Package," per 
requirements of Suppl 1 to NUREG-0737. 

VAN BRUNT, E, E. Arizona Public Service Co. 83/07/13. KNIGHTON. 0. 
Licensing Branch 3. 2pp. 19630:192. 24X Fi c h e : 30-328, 83/07/ 1 3, 

0307190190. 


— 8307190194 "Emergency Procedure Generation Package. * 

* Arizona Public Service Co. 83/07/15. 211pp. 19631:001 

Fi che: 30-328, 83/07/13, 8307190190. 


24 X 


G. Adjudicatory correspondence 


8307090244 Supplemental answers to Interrogatories. 

BERLIN, K. West Valley Agricultural Protection Council, Inc. 
83/06/29. Arizona Public Service Co. 10pp. 19199 061 24X 

Fiche: 30-529, 83/06/29, 8307030244. 


iwvr w u / 


7 1 V , r . w V. V® worn* Applicant 

interrogatories requesting info on West Valley Agricultural 
Protection Council, Inc members, acreage, crop yields L 
profits. 

BERLIN, K West Valley Agricultural Protection Council, Inc. 
83/06/29. Atomic Safety and Licensing Board Panel. 2pp 
19199:072. 24X F I che: 30-329, 83/06/29, 8307030244. 


8307 110012 Forwards response to SER Section 7. 7. 2, Que* t i on 222.03 re 
qual if icafcipn of control sys. Response doses open item in 
Section 7.7.2 & will be incorporated into upcoming 
FSAR amend. 

VAN BRUNT, E. E. Arizona Public Service Co. 83/07/01. KNIGHTON, 0 
Dranch 3> 6 PP- 1 9374 : 205. 24X Fi c h e : 30-528, 03/07/01 , 


"8J07030t3 1 Memorandum supporting West Valley Agricultural Protection 
Council motion for protective order. Quest ion relates to 
potential salt damage to area craps, not Council member 
craps. Certificate of Svc end. 

BERLIN, K. West Valley Agricultural Protection Council, Inc. 
83/06/29. Atomic Safety and Licensing Board Panel, 6pp. 
19199:074. 24X Fi che : 30-329, 83/06/29, 8307030244. 


0307130363 Forwards corrected map identifying reception * care ctre, 
p#r 830613 request * 5uppl 4 to SER re emergency plan. 

VAN BRUNT, E. Arizona Public Service Co. 83/07/08 KNIGHTON, G 
^censing Branch 3. 3pp. 19538:350. 24X Fi Che: 30-528,83/07/08, 

83071 30363. 


8307060131 Responses to West Valley Agricultural Improvement Council, 
Icic request# for production of documents, Certl ficate of 
Svc end. 

CRAWFORD, V. A. Joint Ap p 1 i can ts-Pa 1 o Verde. CRAWFORD, V. A. Snell & 
Wilmer. 83/07/10. West Valley Agricultural Protection Council, 
Inc. 4pp. 19230:201. 24X Fichu: 30-529, 83/07/01, 8307060131. 


0307140374 Responds to Mar 1983 SER (NUREG-08571 request for addl info 
re emergency plan. Ex ternal Itrs of agreement encl. Info 
adequately responds to request. 

VAN BRUNT, E. E. Arizona Public Service Co. 03/07/12. KNIGHTON, O 
a^;?lA5S„ Dri,r,Ch 3 - l9pp 1?323:335 24X Fiche: 50-320, B3/07/12i 


8307060156 Supplemental response to West Valley first & second sets 
of interrogatories. Certificate of Svc encl. 

CRAWFORD, V .A. Joint App 1 icants-Palo Verde. CRAWFORD, V. A. Snell & 
Wilmer, 93/07/01. West Valley Agricultural Protection Council, 
Tnc. 4pp. 19230:136. 24X Fi c h e : 30-329, 83/07/01 , 8307060 1 36 


F. Security, medical, emergency * Pire protection plans 


B 3070 50 4 98 Notification of 030622 meeting w/util * NUSAC in Silver 
SpringiMD to discuss proposed substitute security plan. 

LICITRA, E. A. Licensing Branch 3, 03/06/20. KNIGHTON, 0. W. 

fl^liJL DrflnCh 3 ’ 3PP ‘ l9262 =276. 24X Flche. 50-328, 83/06/20, 


8307080637 Forwards request for addl info 4, comments on BER Suppl 4 re 
revised emergency p lan. Not! f i cation of submittal date 
requested. 

KNIGHTON, 0. W. Licensing Branch 3. 83/06/20. VAN BRUNT. E. E. 

Arizona Public Service Co. 6pp. 19364:213. 24X 

Fic h e: 30-328, 83/06/20, 83070QO637. 


8307120372 Memorandum &< order denying West Valley Agricultural 
Protection Council 830202 «< 0306 motion* for declaration 
that NEPA analysis inadequate * for cont inuance. PL Hourihan 
830223 motion for leave to file reply denied. 

LAZQiR.M Atomic Safety and Licensing Board Panel. B3/07/12. 

West Valley Agricultural Protection Council, Inc. 9pp. 19433- 167 
24X Fi che: 30-329, 83/07/ 11, 8307120372. 


0307190076 Motion to compel responses to second set of Interrogatories 
2-4, 7 & 9. Legitimacy of Joint Applicant objection may be 
resolved by identifying each document specifically. 

!?*** Valls V Agricultural Protection Council, Inc. 

BERLINiK Berlin, Roisman, Kessler S< Cashdan. 03/07/13. Atomic 
Safety and Licensing Board Panel. 2pp. 19633:119 24X 

Fiche: 30-329, 03/07/15, 8307190076. 


B3 2 7 n 5 H?J! R ,*! ,>0 o£ t I 0 W ° v 1931 BER * subsequent suppl * correspondence 
* Generic Ltr 82-33, Suppl 1 to NUREG-0737 requirements for 
emergency response capabi 1 it i es. Human factors study & status 
rept re historical earthquake data encl. 

VAN BRUNT, E. E. Arizona Public Service Co. 83/06/30. KNIGHTON, G. 

3 ‘ 3pp ' 1*1*4: tB3. 24X Flche: 50-328, 83/06/30, 

830/0302] i. 


------ in or motion co compel rasponses to 

second set of Interrogatories 2-4,7 8, 9.0bjection» art 
overbroad. Confidential ity waived re FOG modal since model 
used in proceed ing. Cerfci f icate of Svc encl. 

Wesfc Vall ®y Agricultural Protection Council, Inc. 

BERLIN, K. Berlin, Roisman, Kessler U Cashdan. 83/07/13. Atomic 
Safety and Licensing Board Panel. 3pp. 19633:121. 24X 

Fiche; 30-329, 83/07/13, 8307190076. 


B3 ?Ii 9 ™,^ r “ ,rd ’. t f r I ,ct : <l m * p reception H cere ctre, 

f.Iu ”*!••* * Suppl 4 to SER re emergence plan. 

VAN BRUNT, E. Arizona Public Service Co. B3/07/08. KNrGHTON, G 

8307130363 * 3PP ‘ 19338:350 24X Fiche: 30-320, 83/07/08, 


8307190137 Response to request for production of documents. Request 1 
W/o documents. 

BI8CH0FF, C. A. Joint Ap p 1 i can ts-Pa 1 o Verde. B ISCHQFF, C. A. Snell fc 
Wilmer. 83/07/13. BERLIN, K. West Valley Agricultural Protection 
lnc * BERLIN, K. Berlin, Roisman, Kessler S-. Cashdan. llpp. 
19636:234. 24X Flche: 50-329, B3/07/1 3, 83071901 57. 
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8307190227 Answer opposing West Valley Agricultural Protection Council' 
Inc (West Valley) 030629 motion for protective order. Order 
unnecessary since no motion to compel interrogatory response 
filed. 

BISGHQFF, C. A, Arizona Public Service Co. BlSCHOFF.C A Snell U 
Wl liner. 03/07/13. Atomic Safety and Licensing Board Panel, 7pp 
19629:236. 24X Fi ch ■: 30-329, 03/07/ 1 3. 8307 190227. 


—0307190232 Motion to compel West Valley Agricultural Protection 
Council' Inc to answer Interrogatories Interrogatories 
relevant or will lead to discovery of admissible evidence. 
Certificate of Svc end. 

BISCHOFFr C. A. Arizona Public Service Co. B ISCHQFF, C. A, Bnell It 
Wilmer. 83/07/13. Atomic Safety and Licensing Board Panel 
13pp. 19629:243. 24X F i c h a : 50-529, 03/07/ 1 S, 8307 190227, 


0307210039 Answer to West Valley Agricultural Protection Council/ Inc 
830629 motion far protective order re discovery info on 
membership! farm acreage, crop yields fc profits ASLB should 
defer ruling due to end stipulation 

DEWEY. L. S. Hearing Branch 3. 03/07/19. Atomic Safety and 

Licensing Board Panel. 2pp. 19660:317, 24X FI c h p : 50-529, 83/07/ 19# 

0307210039. 


— 0307210041 Stipulation that NRC agrees to attempt to obtain info 
requested In NRC Interrogatory 1# in 830429 second set of 
Interrogatories to West Valley Agricultural Protection 
Couneilrfrom publicly available ma t 1 s . W/Cer t i f 1 ea to of Svc. 

DEWEY, L. 8. Hearing Branch 3. BERLIN, K. West Valley Agricultural 
Protection Council# Inc. 03/07/11. 3pp. 19660:319. 24X 

Fiche: 30-329# 83/07/19,0307210039. 


0307210276 Updates chart of specific portions of IE insp rept* 
applicable to allegations raised by former plant const 
workers. 

DEWEY, L. 6. Hearing Branch 3. 83/07/20. LAZQ,R. M, # CALLIHAN, D. , 

COLE, R. F. Atomic Safety and Licensing Board Panel. 2pp. 19664:287. 
24X FlChe: 30-329, 03/07/20, 0307210276. 


0307260243 Response to request for production of documents. Cert i fi cate 
of 8vc end, 

BERLIN# K. West Valley Agricultural Protection Council# Inc. 

03/07/21. Joint Applicants-Palo Verde. 4pp. 19727:001. 24X 

Fi Che: 30-329, 83/07/21, 0307260243. 


8307260231 Response to request for production of documents. West Valley 
Agricultural Protection Council has not decided upon which 
documents to be used as exhibits or to be used during 
cross-examination. Certi ficats of Svc end. 

BERLIN, K. West Valley Agricultural Protection Council, Inc. 
83/07/21. Office of the Executive Legal Director. 3pp, 

19727:091. 24X Fi c he: 30-529# 03/07/21# 0307260231 . 


8307260367 Requests authorization of appeal of ASLD 830711 decision 
denying NEPA mat ion. Promp t decision necessary to prevent 
detriment to public interest St unusual delay it expense. 

Certificate of Svc end. 

BERLIN, K, Berlin# Roisman# Kessler it Cashdan. BERLIN# K. West 
Valley Agricultural Protection Council# Inc. 83/07/21. LAZO, R, M, # 
COLE, R. F. , CALLIHAN# D. Atomic Safety and Licensing Board Panel. 
3pp. 19733:040. 24X F i c he: 30-529# 83/07/2 1 # 0307260367. 


—0307120568 IE Insp Repts 30-520/03-22, 50-529/03- 1 2 it 50-530/03-09 on 
830523-27. No noncompliance noted. Major areas inspected: 
allegations re electrical activities i. tendon prostressing 
activities & action on previous Insp findings. 

NARBUT. P. P. , BUROO IN, J F. # YOUNG, T. Region 4, Office of Director. 
03/06/17. 16pp. 19431 331 24X Fiche : 50-520. 03/06/20# 0307120558. 


8307070226 Comments on 830502 proposed revs to FSAR re component 
classification it scope of augmented inservice insp. Revs 
ac cep table. 

KNIGHTON. C U. Licensing Branch 3. 83/06/21. VAN BRUNT, E. E. 

Arizona Public Service Co 3pp 19344:351- 24X 

Fiche: 30-520# 03/06/2 1 , 0307070226. 


0307120341 Forwards IE Insp Repts 50-520/03-23,90-529/03-13 t 
30-530/83-10 on 830502-0603. No noncompliance noted. 

STERNBERG, D, M. Region 5# Office of Director. 03/06/27. VAN 
BRUNT, E. E. Arizona Public Service Co. 2pp. 19433:340. 24X 
Fiche: 50-528, 03/06/27. S307J 2054 1 


— 0307120549 IE Insp Repts 30-520/03-23,90-529/83-13 & 30-330/83-10 on 
830502-0603. No noncompliance noted. Major areas Inspected: 
const activities re followup of allegations of unacceptable 
electrical work it followup of previous insp items. 

VQRDERDRUEGGEN, YOUNG, T Region 5# Office of Director. 83/06/22. 
0pp. 19433:330. 24X F l the : 50-328, B3/06/27. 9307 12054 1 . 


0307260291 Informs that final response to 030525 notice of 
noncompliance from insp on 030301-0430 will be delayed until 
830723 due to extensive Investigation U evaluation required. 

VAN BRUNT, E, E. Arizona Public Service Co. 83/06/27. STERNBERG, D. M. 

Region 3, Office of Director. Ip. 19726:213. 24X 

Fiche: 30-32B, 03/06/27, 0307260291. 


B30706Q40B Forwards IE Mgt Meeting * 5ALP Repts 5O-520/B3-16, 
30-329/83-09 U 30-330/B3-07 on 030523 No none omp 1 lane* 
noted. 

MARTIN, J. B. Region 9, Office of Director. 03/06/30. WOODS, T. G. 
Arizona Public Service Co. 2pp. 19237:010. 24X 

Fiche: 30-528. 03/06/30. 8307060408. 


—0307060416 IE Mgt Meeting Repts 3O-52B/03- 16, 30-529/83-09 & 
90-330/03-07 on 030925. No noncompltance noted. Major areas 
discussed: results of Region V assessment of licensee 
performance for Jul 1901 - Feb 1983. 

JOHNSON, P. H. , YOUNO. T. Region 5. Office of Director. 83/06/24. 
2pp 19237:012 24X F i ch e : 30-528. 83/06/30, 0307060400. 


— 8307060420 SALP Repts 30-528/83-16,50-529/83-09 i 30-530/03-07 for 
Jul 1901 - Feb 1983 Overall performance acceptable. 

* Region 3, Office of Director. 03/04/30. 32pp. 19237:014. 24X 

Fiche: 90-320, 03/06/30, 03O7O6O4OB. 


— 0307060426 Confirms comments on SALP repts for Jul 1901 - Feb 1903, per 
830525 meeting to review program results. Oral comments 
listed d 1 sc ussed . Mg t & GA activities will be emphasized to 
assure that electrical equipments meats FSAR criteria. 

WODDS, T. G. Arizona Public Service Co 03/06/10. MARTIN. J, B. 

Region 5, Office of Director. 4pp. 19237:047. 24X 

Fiche: 50-320, 03/06/30, 0307060400. 


0307260403 Motion seeking stay of ASLB 030711 decision permitting 
hearing to proceed u/inadequate EIS. Certi f ication of appeal 
& completion of adequate EI8 requested. 

BERLIN, K. West Valley Agricultural Protection Council, Inc. 

BERLIN, K. Berlin, Roisman, Kessler it Cashdan. 83/07/22. Atomic 
Safety and Licensing Appeal Panel. 3pp. 19733:063. 24X 

Fiche: 50-529# 83/07/22# 8307260403. 


— 0307260407 Memorandum in support of motion seeking stay of ASLB 030711 
decision permitting hearing to proceed ui/inadequate EIS. 

Exhibits St Certificate of Svc end. 

BERLIN, K. West Valley Agricultural Protection Council# Inc. 

BERLIN# K. Berlin# Roisman, Kessler U Cashdan. 03/07/22. Atomic 
Safety and Licensing Board Panel, 3Bpp. 19733:067. 24X 

Fiche: 50-529# 03/07/22# 8307260403. 


K. Utility Final Safety Analysis Report (FSAR) K. amends 


0306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list ene 1 
JORDAN, E. L. Division of Emergency Preparedness i Engineering 
Response (Post 030103). 83/07/11. Consolidated Edison Co. of New 

York, Inc 134pp. 19363:293. 24 X Fi c h e : 50-000, 83/07/ 1 1 , B3062704Q1 . 


8306270404 IE Info Notice a3-47# "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN, E L. Division of Emergency Preparedness U Engineering 
Response (Post B30103). 03/07/12. Consolidated Edison Co. of New 

York, Inc 141pp. 19563:153. 24X Fi ch e 50-000, 83/07/ 12, 0306270404. 


0306270406 IE Info Notice 03-48, "Gaseous Effluent Releases of 
Radioactive 1-125 it I — 1 31 in Excess of NRC Limits. " Svc list 
end. 

TAYLOR# J. rt. Division of QA, Safeguards it Inspection Programs (Post 
030103), 83/07/14 Consolidated Edison Co of New York, Inc. 

114pp. 19715:270. 24X Fiche: 30-000, 83/07/14, 0306270406. 


8307190223 Forward* Proof of Svc of Amend 11 to FSAR. 

VAN BRUNT, E. E. Arizona Public Service Co. 83/07/13. KNIGHTON, G. W. 
Licensing Branch 3. 3pp. 19629:223. 24X Fi che: 30-520, 83/07/15, 

0307190223. 


Q. Inspection reports, IE Bulletins it correspondence 


8307120530 Forwards IE Insp Repts 30-528/03-22,90-329/83-12 it 
30-530/83-09 on 830523-07. No noncompliance noted, 

8TERNBERG, D. M. Region 3, Office of Director. 83/06/20. VAN 
BRUNT, E. E. Arizona Public Service Co. 2pp. 19431:329- 24X 
Fiche: 30-528# 03/06/20, 8307120558. 


5. Reportable occurrences, LER* related correspondence 


8305130239 Interim Deficiency Rept 83-17 re fire protection switches 
mfg by ITE Gould failure to meet requirements of TMI Task 
1 QA. Initially reported on 030304. Bechtel it Brown Boveri 
Electric evaluating cond 1 ti on. Nex t rept by 830519. 

VAN BRUNT, E. E. Arizona Public Bervice Co 83/04/21. 8TERNBER0# D. M. 

Region 5, Office of Director 3pp. 18439:103. 24X 

Fiche: 30-329, 83/04/21# 0303130239. 
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8307040323 Final Deficiency Rept DER 03-11 re potential oxide battery 
leak qr corrosion at terminal* due to cracked plastic 
sea l i/covers. Initial I y reported on 030228. Batteries will be 
repaired Deficiency not reportable per 1 0CFR50. 9S< e ) 

VAN BRUNT* E. E, Arizona Public Service Co. 03/06/14. STERNBERG. D. M. 

Region S, Office of Director. 9pp 19239:160 24X 

Fiche: 90-528. 83/06/14. 0307060323 


0307060013 Final Deficiency Rept DER 02-50 re flexible conduit 
couplings between auxiliary & control bldgs which may be 
damaged if seismic event exceeds 3/4-inch movement. Item 
determined not reportable under I0CFR50. 55<d requirements, 

VAN BRUNT. E. E Artrona Public Service Co. 03/06/17. STERNBERG. D. M. 

Region 5. Office of Director. 3pp 19250-001. 24X 

Fiche; 50-920. 03/06/17, 0307060013. 


—0307060025 "Evaluation of Electrical Conduit Connections Between 
Auxiliary & Control Bldgs for Arizona Public Svc Palo Verde 
Nuclear Generating Station. " 

WILSON. 5 W, i PAZAROAD I . S. i BAU0CH, H. P. Wy 1 e Lab ora tor 1 es , 

26406-1 83/03/31. 154pp. 19230:004 24X Fi che ; 30-920, 83/06/1 7. 

0307060013. 


0307040379 Interim Deficiency Rept DER 02-36 re scaling-ddwn condensate 
storage tank design w/o new ca 1 cula t i on*. Ini tiall y reported 
on 02101 9. Submi tta l of final rept extended to 030727. 

VAN BRUNT. E. E, Arizona Public Service Co. 03/06/27. STERNBERG. D. M. 
Region 5, Office of Director. 2pp, 19236:062. 24X 

Fiche: 30-920. 83/06/27, 0307060379. 


0307120195 Interim Deficiency Rept 83-34 re surface cracks on Bechtel 
welds to embed plates of C-E containment instrument racks 
Initially reported on 030927. Bechtel examining defective 
welds. Final rept expected by 830920. 

VAN BRUNT. E. E. Arizona Public Service Co. 03/06/27. STERNBERG, 0 M 
Region 5. Dffice of Director. 3pp, 19425:213 24X 

Fiche: 50-529.03/06/27, 0307120195 


8307120366 Final Deficiency Rept DER 02-63 re design calculation error 
in refueling water tank seismic response. Initially reported 
on 021026 Deficiency not reportable per 10CFR50, 59Ce ) . 

Bechtel independent analysis of calculations end. 

VAN BRUNT, E. E, Arizona Public Service Co. 03/06/27. STERNBERG. D. M. 

Region 9, Office of Director. 32pp. 19429048 24X 

Fiche: 50-520. 03/06/27. 0307120366. 


—8307120377 Rev 1 to "Engineering Evaluation For Design of Condensate 
Water Storage Tank & Refueling Watqr Tank, Palo Verde Nuclear 
®* n ’^ 3ttn 9 Station," for Deficiency Evaluation Repts 82-56 h 


LIHAYE, G. S. , HUGHES, W. R. , DERGQU1ST, S. H Bechtel Corp. 
20pp. 19429:052. 24X Fiche* 50-528. 83/06/27, 8307120366. 


03/05/31. 


0307 120296 Final Deficiency Rept DER 02-72 re concrete void in 
containment erterior wall. Initially reported on 021124 
Grouting program conducted to fill leak path* in wall & to 
seal off leaks in tendon sheaths. 

VAN BRUNT, E. E. Arizona Public Service Co. B3/O6/30. STERNBERG, D. M. 
Region 5, Office of Director. 4pp. 19431:046. 24X 

Fiche: 50-529, 03/06/30, 8307120296. 


—0307120303 "Engineering Evaluation Rept: Investigation t, Grouting of 
Leaks Associated W/Tendon Sheaths H32-007 6 H32-01l,Unit 2 
Containment Bldg. *' 

M ' BINGHAM, W. 0. Bechtel Corp. 83/06/30 103pp. 

24X Fiche: 50-529, 03/06/30, S307120296 


19431: 052. 


830710022 Interim Deficiency Rept DER 03-25 re instrumentation tubing 
not having required boundary class break. Initially reported 
on 830421. Due to extensive investigation 6 evaluation, 
completed repts expected by B30B19. 

Arl,ona Public Service Co. 03/07/01. STERNBERG, D. M. 
Region 5, Office of Director. 2pp. 19555- 225 24X 

Fiche: 50-520,83/07/01, 0307100221, 


8307280340 Interim Deficiency Rept DER 83-35 re Elgar inverters 
PT °a^lHS volta * e ’P ik# * *»n dc supply bus. Initially reported 
on 830607. Addl inverter tests requested to reduce or 
eliminate voltage spikes. Final rept by 031031 

VAN BRUNT, E, E. Arizona Public Service Co, 03/07/07, STERNBERG, D M 
Region 5, Office of Director. 3pp 19789 015 24X 

Fiche: 50-528, 03/07/07, 0307200348 


B3 du!l!! B ! F 21 rept clarifying position re equipment failures 
during C-E qualification testing of Target Rock solenoid 
activated valves per T Lee 030620 request. Valve design 

pATTaaTir*!! Jj WReo-O30a . Ritrof tt program supported. 

PATTARINI, D. M. Target Rock Corp. 03 / 07 / 11 . DEYOUNG, R C 

Q £!- U !' 0ff <c * Df Inspection and Enforcement. Ip. 
19360.007. 24X Fiche; 50-520, 83/07/1 1, 03071 BOOB 1 P 


DOCKET BTN-50-530 PALO VERDE NUCLEAR STATION, UNIT 3 
A Appl icatlon/construction stage documents & correspondence 


BJ07070427 Requests addl quantitative analysis to support 821230 
conclusions re failure of E-NNN-D1 1 pane 1 . Trans 1 ent 
scenarios bounded by FSAR Chapter 15 analyses Notification 
of planned submittal date requested. 

KNIGHTON, 0. W, Licensing Dranch 3. 83/06/17. VAN BRUNT, E. E 

Aritona Public Service Co. 3pp. 19300:170. 24X 

Fiche, 90-528, 83/06/17, 8307070427. 


0307070437 Forwards request for info on Tech Spec setpoint methodology. 
Notification of planned response date requested. 

KNIGHTON, G, w. Licensing Branch 3. 03/06/20. VAN BRUNT, E. E. 

Arizona Public Service Co, 4pp. 19300:104, 24X 

Fiche: 50-520, 03/06/20, 8307070437. 


0307070226 Comments on 830502 proposed revs to FSAR re component 
classi f i cati on b scops of augmented inservice lnvp. Revs 
acceptable. 

KNIGHTON. G. W. Licensing Branch 3. 83/06/21. VAN BRUNT, E E 

Arizona Public Service Co 3pp. 19344:351. 24X 

Fiche: 50-528, 83/06/21, 0307070226. 


B307060012 Forwards proposed rev to FSAR, Section 1.8 re exceptions to 
Reg Guide 1.00 covering level concrete floor & roof in 
records storage facility. 

VAN BRUNT, E. E. Arizona Public Service Co. B3/06/24. STERNBERG, D, M. 

Region 5, Office of Director, 7pp. 19230-253 24X 

Fiche: 30-92B, 03/06/24, 8307060012. 


8307200413 Revised final Deficiency Rept DER 03-33 re CE AKR-30 breaker 
w/EC-1 trips which may have generic defee t. Initial ly 
reported on 820429. Def ec ts will be corrected prior to fuel 
1 Dad. Also reportable per Part 21, 

VAN BRUNT, E. E. Arizona Public Service Co. 03/06/24. STERNBERG, 0. M. 

Region 3. Office of Director. 5pp. 19002:107. 24X 

Fiche: 50-530, 03/06/24, 8307200413 


0307050026 Forwards response to 830415 request for addl info re solid 
waste process control p rogram. Pa c kag a waste will be 
segregated by container activity level Into high level or 
low level storage area. 

VAN BRUNT, E. E. Arizona Public Service Co. 83/06/30. KNIGHTON, 0. 

3 17pP ' 19220: <34. 24X Fi c h e : 30-32B, 83/06/3oj 


8307050133 Advises that accelerated schedule date of 830731 for 
submittal of specific info re depressurization lit DHR 
capabilities by 830731 supports NRC needs 

VAN BRUNT, E. E, Arizona Public Service Co. 83/06/30. KNIGHTON, 0 
3 2pp - l92 2°:219. 24X F I c h e : 50-528, 03/06/30, ' 


8307050199 Reapond, to Generic Ltr 83-J0A re resolution of TMI Action 
rtem II.K. 3. 5, "Automatic Trip of Reactor Coolant Pumps." 
Description for resolving item & plan fc schedule for plant- 
specific activities end, 

VAN BRUNT, E. E. Arizona Public Service Ca, 83/06/30. KNIGHTON, 0 
3 ‘ 14pp ' 1 9199: 2°3 24X Fiche: 50-528,03/06/30, 

030/0301 “t. 


B3 ?« 27 ? 397 0,meric Ltr Q3“26 to all applicants for OLs fc holder* of 
CP* for power reactor* re clarification of surveillance 
requirements for diesel fuel impurity, Svc li*t end. 

EI8ENHUT, Q. G. Division of Licensing, 83/07/05. Consolidated 
Edison Co of New York, Inc. 16pp. 19390:317. 24X 

Fiche: 50-000, 03/07/09, 0306270397. 


8307060329 Generic Ltr 03-27 to all licensees b applicants for 
operating power reactors 6 holders of CPs for power reactor* 
re surveillance interval* in STS. Qvc lilt end. 

E1SENHUT, D. G. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of Now York, Inc. 16pp. 19669:254 24X 

Fiche: 90-000, 83/07/06, 8307060329. 


8307150230 Forwards supplemental rapt re piping sys design review as 
part of indepandent GA evaluation of facilities in response 
to questions resulting Prom 830602 meeting. 

SIMON, W.A. Torrey Pine* Technology. 83/07/06. LICITRA, E. NRC - No 
Detailed Affiliation Given. 17pp. 19539:067. 24X 

Fiche: 50-528, 83/07/06, 0307150230. 


8307000169 Generic Ltr 03-28 to all licensees of operating reactors, 
applicants for OL holders of CPs re required actions based 
on generic implications of Salem ATWS event*. 8vc list end. 
EI8ENHUT, D. G. Division of Licensing 83/07/08. Consolidated 
Edison Co. of New York, Inc. 3Spp. 19669:269, 24X 

Fiche: 50-000, 83/07/00, 8307080169. 
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E. NRC Safety Evaluation Report (SER), suppls fi correspondence 


S3070S0637 Forwards request for addl info fi comments on SER Suppl 4 re 
revised emergency p lan. Noti f icat ion of submittal date 
requested. 

KNIGHTON, 0. W. Licensing Branch 3 03/06/20. VAN BRUNT, E. E 

Arizona Public Service Co, 6pp. 19364:213. 24X 

Fiche: 50-528, 03/06/20, 03O7OSO637. 


^^07090211 Responds to Nov 1901 SER> subsequen t suppl fi correspondence 
St Generic Ltr 02-33, Suppl 1 to NUREG-0737 requirements for 
emergency response capab i l i t i es. Human factors study fi status 
rept re historical earthquake data end 

VAN BRUNT, E. E. Arizona Public Service Co 83/06/30. KNIGHTON, G 
Licensing Branch 3, 5pp. 19194: 183, 24X Fi c h e : 50-520, 03/06/ 30, 

Q 3070502 U. 


’"”6 ; 3O7O9O220 Suppl l to QA-C16398 "Palo Verde Nuclear Generating Station 
Control Room Human Factors Study, Executive Summary Rept. M 
# Torrey Pine* Technology. GA-C16398 SOI. 03/06/30. 70pp 
19194:109. 24X Fi c h e : 30-328, 03/06/30, 03070302 11 


9307060360 Forwards responses to NRC findings of Power Sys site audit 
conducted on 830406-07, per SER, NUREG-0B57. 

VAN BRUNT, E, E. Arizona Public Service Co. 83/07/01. KNIGHTON, 0. 
Licensing Branch 3, ilpp. 19236:220 24X Fiche: 50-529, 83/07/01, 

6307060360. 


3307110012 Forwards response to SER Section 7. 7. 2, Gues 1 1 on 222.03 re 
qualification of control sys. Response close* open item in 
Section 7.7,2 It will be incorporated into upcoming 
FSAR amend 

VAN BRUNT, E. E. Arizona Public Service Co 83/07/01. KNIGHTON, 0. 
Licensing Branch 3. 6pp. 19374:203, 24X Fiche: 30-320, B3/07/01 , 

B3071 10012. 


3307130363 Forwards corrected map identifying reception fi care ctrs* 
per 030619 request fi Suppl 4 to SER re emergency plan. 

VAN BRUNT, E. Arizona Public Service Co. 03/O7/OB. KNIGHTON, G 
Licensing Branch 3. 3pp. 19538:330. 24X F i ch e : 30-320, 03/07/00, 

3307 1 30363. 


*307140374 Responds to Mar 1903 SER (NUREG-0857) request for addl info 
r* emergency p lan. Ex terna 1 ltrs of agreement end Info 
Adequately responds to request. 

VAN BRUNT, E. E, Arizona Public Service Cd 83/07/12. KNIGHTON, 0. 
Licensing Branch 3. 19pp. 19923:335. 24X Fi che: 50-32B, 83/07/12, 

3307140374. 


r - Security, medical, emergency fit fire protection plans 


07030498 Notification of 030622 meeting w/util fit NU3AC in Silver 
Spring, MD to discuss proposed substitute security plan. 

LtCITRA, E, A. Licensing Branch 3. 03/06/20. KNIGHTON, G. W, 

Licensing Branch 3. 3pp. 19262:276 24X Fiche: 30-928, 03/06/20, 

8307050498. 


1307080637 Forwards request foT addl info fi comments on 6ER Suppl d re 
revised emergency p lan. Not i f icat i on of submi ttal date 
r oqueitod 

KNIGHTON, C. W, Licensing Branch 3. 83/06/20. VAN BRUNT, E. E. 

Arizona Public Service Co, 6pp. 19364:213 24X 

F i C h e : 50-920, 83/06/20, 0307080637. 


30 7 050211 Responds to Nov 1901 SER , subsequent: suppl fi correspondence 
fi* Generic Ltr 82-33, Suppl 1 to NUREO-0737 requirements for 
*m«rgency response capabi titles. Human factors study fi status 
r*pt re historical earthquake data end, 

VAN BRUNT, E. E. Arizona Public Service Co. 03/06/30 KNIGHTON, G, 
Licensing Branch 3. '9pp. 19194,103. 24X Fl c ho 50-928,83/06/30, 

83070902! 1. 


307130363 Forwards corrected map identifying reception fi care ctrs, 
per 030619 request & Suppl 4 to SER re emergency plan. 

VAN BRUNT, E. Arizona Public Service Co. 03/07/00. KNIGHTON, O. 
Licensing Branch 3. 3pp. 19938:330. 24X F ich a : 50-928, 83/07/00, 

0307190363. 


9307190190 Forwards "'Emergency Procedure 
requirements of Suppl 1 to NUREG-0737 
VAN BRUNT, E. £, Arizona Public Service 
Licensing Branch 3. 2pp. 19630; 192 
9307190190. 


Generation Package," per 

Co 83/07/15. KNIGHTON, G. 
24X Fiche: 50-528,03/07/19, 


-0307190194 "Emergency Procedure Generation Package " 

• Arizona Public Service Co 83/07/13 211pp 1963JOOL 

Fiche. 50-528, 83/07/13, 8307190190 


24X 


G. Adjudicatory correspondence 


8307050244 Supplemental answers ta interrogator i os. 

BERL1N, K West Valley Agricultural Protection Council, Inc. 
83/06/29 Arizona Public Service Cci lOpp 19199; 061 24X 

Fiche: 30-529. 03/06/29, 8307030244. 


-0307050247 Motion for protective order against Joint Applicant* fi NRC 
interrogatories requesting info on West Valley Agricultural 
Protection Council, Inc me-mb er s > ac reage, c rep yields tt 
profits 

BERLIN. K. West Valley Agricultural Protection Council, Inc. 
83/06/2?. Atomic Safety and Licensing Board Panel. 2pp. 

19199- 072. 24X Fi c h e ; 50- 929. 83 /06/29, 0307030244 . 


— B307050251 Memorandum supporting West Valley Agricultural Protection 
Council motion for protective order. Quest ion relates to 
potential salt damage to area crops, not Council member 
crops Certificate of Svc end. 

BERLINiK. West Valley Agricultural Protection Council, Inc, 
03/06/29, Atomic Safety and Licensing Board Panel. 6pp 
19199:074. 24 X Fiche: 30- 329, 03/06/29, 8307050244. 


0307060131 Responses to West Valley Agricultural Improvement Council, 
Inc requests for production of doc uments. Car ti f icate of 
Svc end, 

CRAWFORD, V , A, Joint Ap p I icants-Palo Verde. CRAWFORD, V. A. Snell fi 
Wiimer. 83/07/10. West Valley Agricultural Protection Council, 
Inc. 4pp. 19230:201. 24X Fl c he ; 30-529, 03/07/01 , 9307060 1 3 1 , 


0307060156 Supplemental response to West Valley first fi second sets 
of interrogatories. Certificate of Svc end 

CRAWFORD, V. A. Joint App 1 j ca n ts~Pa lo Verde CRAWFORD, V A. Snell fi 
Wilmer. B3/07/01. West Valley Agricultural Protection Council, 
Ire. 4pp. 19230 156 24X F i c h e : 30-529, 83/07/0 1 , 8307060 1 36. 


0307120372 Memorandum fi order denying West Valley Agricultural 
Protection Council B30202 fi 0506 motions for declaration 
that NEPA analysis inadequate fi for continuance. PL Haurihan 
830223 matlon for leave to file reply denied. 

LAZO, R. 14. Atomic Safety and Licensing Board Panel, 83/07/12. 

West Valley Agricultural Pro t ec t i on Coutic i 1 < Inc. 9pp 19433- 167. 
24X Fiche: 50-329, 83/07/1 |, 0307120372. 


8307190076 Motion to compel responses to second set of interrogatories 
2-4.7 fi 9. Legitimacy of Joint Applicant objection may be 
resolved by identifying each document specifically. 

BERLINiK West Valley Agricultural Protection Council, Inc. 

BERLIN* K. Berlin, Flo i small, Kessler fi Cashdan B3/07/I3. Atomic 
Safety and Licensing Board Panel 2pp 19639 119. 24X 

Fiche: 50-929, 03/07/15, B307 190076. 


8307190081 Memorandum In support of motion to compel responses to 
second sot of Interrogatories 2-4,7 fi 9 Objections are 
overbr oad Conf i d en t i al i ty waived re FOG model sLnce model 
used in proceed i ng . C ert 1 fic a ta of Svc ontl. 

BERLIN, K. West Valley Agricultural Protection Council, Inc. 

BERLIN, K. Berlin* Roisman. Kessler fi Cashdan. 83/07/15. Atomic 

Safety and Licensing Guard Panel 9pp 19635 121. 24X 

Fiche 50-529, 83/07/19, 8307190076 


8307190197 Response to request for production of documents, Roques t 1 
W/c documents, 

0 ISCHOFF, C. A. Joint Appl i cants-Pa 1 o Verde 0 ISCHOFF, C. A. Snell fi 
Wiimer. 93/07/15. BERLIN, K. West Valley Agricultural Protection 
Council. Inc. BERLIN, K, Berlin, Roisman, Kessler fi Cashdan. Hpp. 
19636:234, 24X Fi che : 50-529, 83/07/ 15- 6307190137. 


307140374 Responds to Mar 1983 SER (NUREG-08571 request for addl info 
r* emergency plan. External ltrs of agreement end. Info 
adequately responds to request. 

VAN BRUNT, E. E. Arizona Public Service Co. 83/07/12. KNIGHTON, G, 
Licensing Branch 3. 19pp. 19323:339. 24X Fi c h e : 50-520, 83/07/ 12, 

0307140374. 


307200117 Summarizes significant changes being incorporated in Rev 
3 to emergency p tan, i nc I uding organl zati ona 1 control of 
*ciergenc 1 es, emergency conditions fi emergency facilities fi 
equipment. Rev 3 will be submitted by 830019. 

VAN BRUNT, E. E. Arizona Public Service Co. 03/07/14. KNIGHTON, 0. 
Licensing Branch 3. 7pp. 19647:156. 24X F icho: 30-328# 93/07/ 1 4, 

0307200117. 


8307190227 Answer opposing West Valley Agricultural Protection Council* 
Inc (West Valley) 830629 motion for protective order. Order 
unnecessary since no motion to compel Interrogatory response 
filed. 

8 ISCHOFF. C. A. Arizona Public Service Co 8 I 8CH0FF, C. A. Snell fi 
Wiimer. 83/07/15. Atomic Safety and Licensing Board Panel. 7pp. 
19629:236. 24 X Fiche: 30-529, 83/07/ 19, B307190227. 


**-8307 190232 Motion to compel We-st Valley Agricultural Protection 
Council, Tnc to answer interrogatories. Interrogatories, 
relevant or will lead to discovery of admissible evidence, 
Certificate o-f Svc encl. 

Q ISCHOFF, C, A. Arixona Public Service Co BISCHQFF, C. A. Snell fi 
Wilmer 03/07/15. Atomic Safety and Licensing Board Panel. 
13pp. 19629:243. 24 X F i c he : 50-529, 83/07/ 1 5, 8307 1 90227. 
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830721003? Answer to West Valley Agricultural Protection Council. Inc 
93062? motion for protective order re discovery info on 
membership, farm acreage, crop yields b prof i ts. ASLB should 
defer ruling due to enc I stipulation. 

DEWEY, L 8 Hearing Branch 3. 83/07/19. Atomic Safety and 

Licensing Board Panel. 2pp 19668. 317. 24X Fich e: 150-529, 03/07/19, 

0307210039. 


— 8307210041 Stipulation that NRC agrees to attempt to obtain info 
requested in NRC Interrogatory 1, in 830429 second set of 
interrogatories to West Valley Agricultural Protection 
Council, from publicly available matls . W/Cert if itate of Svt, 

DEWEY, L. S. Hearing Branch 3. BERLIN. K. West Valley Agricultural 
Protection Council, Inc. 83/07/11. 3pp 19660:319. 24X 

Fiche: 50-529, 83/07/19. 8307210039 


8307210276 Updates chart of specific portions of IE insp repts 
applicable to allegations raised by former plant const 
workers. 

DEWEY. L. S. Hearing Branch 3. 83/07/20. LAZO, R. M. , CALLIHAN, 0. , 

COLE. R. F. Atomic Safety and Licensing Board Panel. 2pp. 19664:287. 
24X Fiche: 30-329. 83/07/20, 8307210276. 


8307260343 Response to request for production of documents. Cert i ficate 
of Svc end. 

BERLIN. K, West Valley Agricultural Protection Council, Inc, 

B3/07/21. Joint Appi icants-Palo Verde 4pp 19727: 001 24X 

Fiche: 50-529, 83/07/21 . 8307260243. 


8307120541 Forwards IE Insp Repts 30-520/83-23, 90-329/83-13 4. 
30-530/83-10 on 830502-0603. No none omp 1 i anc e noted. 

STERNBERG, D. M. Region 3, Office of Director. 83/06/27, VAN 
BRUNT, E. E, Arizona Public Service Co. 2pp. 19433:340. 24X 

Fiche: 30-528, B3/06/27, 8307120941 


— 0307120549 IE Insp Repts 50-528/83-33, 50-329/83-13 & 50-530/03-10 on 
830502-0603. No noncompliance noted. Major areas inspected: 
const activities re followup of allegations of unacceptable 
electrical work & followup of previous insp items. 

VORDER BRUEGGEN, YOUNG, T. Region 5, Office of Director. 03/06/22 
8pp. 19433:350. 24X Fiche: 50-520, 83/06/27, 0307120541. 


0307260291 Informs that final response to 030325 notice of 
none ampl lance from insp on 830301-0430 wilt be delayed until 
830725 due to extensive investigation 6 evaluation required. 

VAN BRUNT, E, E. Ariiona Public Service Co. 83/06/27. STERNBERG, D. M 
Region 5, Office of Director. Ip. 19726:213. 24X 

Fiche: 50-528, 03/06/27, 0307260291. 


8307060400 Forwards IE Mgt Meeting b SALP Repts 50-328/03-16, 
30-329/83-09 & 90-530/83-07 on 830529. No noncompliance 
noted. 

MARTIN, J. B. Region 5, Office of Director, 03/06/30. WOODS, T G 
Ariiona Public Service Co. 2pp. 19237:010. 24X 

Fiche: 50-528, 03/06/30, 8307060408. 


0307260251 Response to request for production of documents. West Valley 
Agricultural Protection Council has not decided upon which 
documents to be used as exhibits or to be used during 
cro* s-examination, Cer ti fleets of Svc end. 

BERL IN, K. West Valley Agricultural Protection Council, Inc. 

83/07/21. Office of the Executive Legal Director. 3pp. 

19727:091. 24X Fic h e : 50-529, 83/07/21 , 8307260231 . 


0307260367 Requests authorization of appeal op A8LD 8307 1 1 decision 
denying NEPA mot i on. Prompt decision necessary to prevent 
detriment to public interest b unusual delay b expense. 

Certificate of Svc end. 

BERLIN, K. Berlin, Roisman, Kessler b Cashdan, BERLIN, K. West 
Valley Agricultural Protection Council, Inc. B3/07/2I. LAZO, R. M. . 
CQLE,R.F i CALLIHAN, 0. Atomic Safety and Licensing Board Panel, 

3pp. 19733:048. 24X Fiche; 30-529, 83/07/21, B3Q7260367 


8307260403 Motion seeking stay of A9LB 930/11 decision permitting 
hearing to proceed w/ inadequate EIS. Certi f icatlon of appeal 
U completion of adequate EIS requested 

BERLIN, K. West Valley Agricultural Protection Council, Inc. 

BERLIN, K. Berlin. Roisman, Kessler U Cashdan, 03/07/22. Atomic 
Safety and Licensing Appeal Panel 3pp. 19733:063. 24X 

Fiche: 50-529, 03/07/22, 0307260403 


—8307060416 IE Mgt Meeting Repts 50-528/83-16,50-527/83-09 b 
50-330/83-07 on 830525. No none omp 1 1 enc e noted. Major areas 
discussed: results of Region V assessment of licensee 
performance for Jul 1901 - Fsb 1983, 

JOHNSON i P. H. i YOUNG, T. Region 5, Office of Director. 83/06/24 
2pp. 19237:012, 24X Fi c h e : 50-520, 83/06/30, 83070604Q8. 


—8307060420 SALP Repts 50-520/03-16,30-329/83-09 & 50-530/83-07 for 
Jul 1901 - Feb 1983. Overall performance acceptable. 

* Region 5, Office of Director. 03/04/30, 32pp. 19237:014. 

Fiche: 50-528, 03/06/30, 0307060400. 


24X 


— 8307060426 Confirms comments on SALP repts for Jul 1981 - Feb 1903, per 
830525 meeting to review program results. Oral comment* 
listed b d i scussed. Mgt b OA activities will be emphasized to 
assure that electrical equipments meats FSAR criteria. 

WOODS, T. 0. Arizona Public Service Co, 03/06/10. MARTIN, J. B. 

Region 5, Office of Director. 4pp. 19237:047. 24X 

Fiche: 50-528, 03/06/30, 0307060408, 


8306270401 IE Info Notice 83-46, “Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Bvc list end. 

JORDAN, E. L. Division of Emergency Preparedne** 6. Engineering 
Response (Post 830103). E3/07/U. Consolidated Edison Co. of New 

York, Inc. 1 34pp. 19563:293. 24X Fi c h e : 50-000, 83/07/ 1 1 , 0306270401. 


•0307260407 Memorandum in support of motion seeking stay of ASLB 830711 
decision permitting hearing to proceed w/inadequate EIS, 

Eihibits 6 Certificate of Svc end. 

BERLIN, K. West Valley Agricultural Protection Council. Inc. 

BERLIN, K. Berlin, Roisman, Kessler b Cashdan. 03/07/22, Atomic 
Safety and Licensing Board Panel. 30pp. 19733:067. 24X 

FI che: 50-529, 83/07/22, 0307260403 


B306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubber* as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN, E, L, Division of Emergency Preparedness b Engineering 
Response (Poet 030103). 03/07/12. Consolidated Edison Co. of New 

York. Inc. 141pp. 19363:153. 24X Fiche: 50-000, 03/07/12, 0306270404. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8307190223 Forwards Proof of Svc of Amend M to FSAR. 

VAN BRUNT, E. E, Arizona Public 9ervice Co. 03/07/15 KNIGHTON, Q. W, 
° rflnCh 3> 3pp 19629: 225. 24X Fi ch e : 30-528, 83/07/ 1 5, 

0307190223. 


8306270406 IE Info Notice 83-40, "Gaseous Effluent Release* of 
Radioactive 1-125 b I-I31 in Excess of NRC Limits." Svc lift 
end. 

TAYLORrJ.M. Division of GA, Safeguards Inspection Program* (Post 
030103) 83/07/14. Consolidated Edison Co. of Now York, Inc. 

114pp. 19713:270, 24X F i c h e: 50-000, 03/07/ 1 4, 8306270406. 


S. Reportable occurrences, LER* it related correspondence 


Q. Inspection reports, IE Bulletins b correspondence 


03O712O55B Forward* IE Insp Repts 50-538/83-22,50-529/03-12 & 
50-530/03-09 on 830323-07. No noncompliance noted. 

STERNBERG, D. M, Region 5, Office of Director. 83/06/20 VAN 
BRUNT, E.E. Aritona Public Service Co 2pp. 1943132? 24X 

F 1 ch e ; 50-520, 83/0 6/20, 0307120 538. 


0307060013 Final Deficiency Rept DER 82-50 re flexible conduit 
couplings between auxiliary b control bldgs which may be 
damaged if seismic event exceeds 3/4-inch movement. I tem 
determined not reportable under 10CFR50. 33<e ) requirement*. 

VAN 0RUNT, E, E. Arizona Public Service Co. 83/06/17. STERNBERG, D, M. 

Region 5, Office of Director. 3pp. 19230:001. 24X 

Fiche: 30-520, 83/06/17, 8307060013. 


” 8 In,|> R * ptl 3 °- 328/03-22, 50-329/03-12 30-530/83-0? on 

B30323-27. No noncomp 1 ience noted. Major areas inspected: 
allegations re electrical activities b tendon prestressing 
activities b action on previous insp findings 

P ' , ,, SURD0INj J ’ F J Y0UNG ' T - Region 4, Office of Director. 
8J/06/17. 16pp. 19431:331. 24X Fiche: 30-52B, 03/06/20, 8307120558. 


■8307060025 "Evaluation of Electrical Conduit Connection* Between 
Auxiliary St Control Bldgs for Arizona Public Svc Palo Verde 
Nuclear Generating Station. " 

WILSON, Q. W. , PAZARGADI , S. , DAUSCH, H. P, Wy 1 e Labor a tor i t*. 

26406-1. 83/03/31. 154pp. 19250:004. 24X Fi ch e : 50-520, 03/06/1 7, 

0307060013. 


8307070226 Comment* on 930302 proposed revs to FSAR re componen 
classification b scope of augmented inservice insp. .Rev* 
acceptable. r 

KNIGHTON, G. W. Licensing Branch 3. 03/06/21. VAN BRUNT, E, E. 

Arizona Public Service Co. 3pp. 19344:331 24X 

Fiche: 50-520, 03/06/21 , B307070226. 


8307120529 Final deficiency Rept DER 83-33 re GE Model AKR-50 breaker* 
w/EC-1 trip# which may have generic defect. Initially 
reported on 630429. Bechte 1 will correct defects prior to 
fuel load. Also reportable per Part 21, 

VAN BRUNT, E.E. Arizona Public Service Co. 83/06/24. STERNBERG, D. M, 
Region 5, Office of Director. Upp. 19433:295, 24X 

Fiche: 50-530, 83/06/24, 8307120529. 
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^ ^<360379 Interim Deficiency Rept DER 02-36 re sc a I i ng-douin condensate 

^ & rage tank design w/o new calculations. Initially reported 

* ^ 82101 3. 9ubmi ttal of final rept extended to 830727. 

BRUNT, E. E. Arizona Public Service Co 03/06/27. STERNOER-ff, D M 

ion 3. Office of Director. 2pp. 19236 062. 24X 

4 £tJ9. 30-528# 83/06/27, B307060379. 

^ rt -^l s °366 Final Deficiency Rept DER 82-63 re design calculation error 

refueling water tank seismic response Initially reported 

* n 4321026. Deficiency not reportable per 10CFR 50. S3 ( e ) . 

independent analysis of calculations enc I 
^AfJ BRUNT, E. E. Arizona Public Service Co. 03/06/27. STERNBERG, D M 

V rt*gion 3' Office of Director. 32pp. 19429:048. 24X 

\ c *>» 30-52B, 83/06/27. 8307120366. 


rf^O 712 ^ 377 I to “Engineering Evaluation for Design of Condensate 

Storage Tank b Refueling Water Tank,Palo VeTde Nuclear 
^•nerating Station," for Deficiency Evaluation Repts 82-96 4, 
&X-&3 

IMAYE, G. S. , HUGHES, W. R. , BERQGUI ST, S. N. Dechtel Corp. 83/03/31 
^Bpp. 19429:032. 24X Ftche: 50-528, 83/06/27, 0307120366. 


43 ^ 3 ,£p' 7 1 1 ®022l Interim Deficiency Rept DER 03-25 re Instrumentation tubing 
n0 t having required boundary class break. Initially reported 
— g-i 330421. Due to extensive investigation i* evaluation, 

_ D piP leted repts expected by 030819. 

BRUNT, E. E. Arizona Public Service Co. 83/07/01, STERNBERG, D M 
R<9 gion 3, Office of Director. 2pp, 19533:225. 24X 

pr * c t\ * : 50-528, 83/07/01 . 8307 1 00221 . 


&8O720°3^ Interim Deficiency Rept DER 83-35 re Elgar inverters 
r0 dutinj voltage spikes on dc supply bus. Initially reported 
0 ri 030607, Addl inverter tests requested to reduce or 
9 J. irtxinate voltage spikes. Final rept by 831031. 

VZ-AN BRUNT, E. E. Arizona Public Service Co. 83/07/07. STERNBERG, D. M. 

ReO ion 3, Office of Director. 3pp. 19789:013. 24X 

pr £ < h e: 50-328, 83/07/07, B3O720O34 0. 


03o7l eooB1 PaiNt 21 rept clarifying position re equipment failures 
dur inj C-E qua 1 i f ication testing of Target Rock solenoid 
activated valves per T Lee 030620 r equest. Va 1 vo design 
cc3-n^°rnis to NUREG-03S8. Retro fi t program supported. 

PAT TAr I N I , D. M. Target Rock Corp 03/07/1 1. DEYOUNG, R. C. 

I> i t « c tor ' s Office, Office of Inspection and Enforcement. Ip. 
1^23^0:007, 24X Fiche: 50-520, 03/07/1 l, 83D7I0OO01 


DOCKET 50-337 CLINCH RIVER BREEDER REACTOR 


8307070 i 05 Rev 2 to Vol 2 to CRDRP-3, "Assessment of Thermal Margin 
Beyond Design Base ( TMO DB > . J| 

* Energy, Dept, of. Clinch River Breeder Reactor Plant CRBRP-3 
V02 RQ6 03/07/06 89pp. 19295 020 24X F i c h e : 50-337, 83/07/06, 
8307070102 


8307120343 Informs that auxiliary feedwater sya eva 1 uat i on, g e r PSAR 
App C< Section C.6.4 h, App H, Sb c t i on II. E. t. 1. scheduled for 
completion by mid-1985. 

LONGENECKER, J. Energy, Dept, of, Clinch River Breeder Reactor Plant. 

83/07/08 GRACE, J. N. Clinch River Dreader Reactor Program Office, 
lp. 19429:001. 24X F j che : 50-537. 83/07/08, 8307120345. 


E NRC Safety Evaluation Report < 8ER ) • suppls & correspondence 


B307200 187 SAFETY EVALUATION REPORT RELATED TO THE CONSTRUCT IDN OF THE 
CLINCH RIVER BREEDER PLANT. ERRATA, DOCKET NO. 50-537. (US 
DEPARTMENT OF ENERGY, TENNESSEE VALLEY AUTHOR I TY AND PROJECT 
MANAGEMENT CORPDRATI ON) . 

* Office of Nuclear Reactor Regulation, Director. NUftEQ-0969 VO 1 
ERR 03/07/11. 2pp, 1964 7:300. 24X Fi ch e : 30-337, 83/07/ 11 , 

8307200107. 


G. Adjudicatory correspondence 


B307150321 Notice of postponement of 030718 evidentiary hearing in 
□ a k Ridge. TN. Postponement necessary due to serious illness 
in ASLD member family. 

MILLER, M E. Atomic Safety and Licensing Board Panel. 83/07/13. lp. 
19538:119 24X Fi c he : 30-537, 83/07/ 1 3, 83071 50321 


0307180266 Forwards applicant proposed exhibit list for CP hearings, for 
review Stipulation as to authenticity & admissibility 
requested Certificate of Svc end. 

EDGAR. G. L. Morgan, Lewis & Oocktus EDGAR, G. L Joint 

App L icants-C 1 inch River Breeder Reactor. B3/07/L5. TURK, 8. E. 

Hearing Branch 1 J2pp. 19336:006 24X Fi c he 30-537, 83/07/ 1 5, 

8307180266. 


8307220350 Advises af incorrectly cited ref on Page i of Attachment B 
V on Page 2 of Attachment C to 030708 1 tr. Cert i f i cate of 
Svc one i 

EDGAR, 0. L. Morgan, Lewis 4. B-ockius EDGAR, G L. Project Management 
Corp. 83/07/19. MILLER, ME. . HAND, C. H. , LINENBERCER , G Atomic 
Safety and Licensing Board Panel. 3pp 19676.033 24X 

Flche: 90-537, B3/07/19, B307220350. 


A. 


Ap P 1 i cation/construction stage documents le correspondence 


B307220U6 Appeals denial of FQl A request foT transcript of Commts a s- i o n 
830 109 meeting re exemption request for CRRR transcript. 

OFtEieNBERG, E. V. Galloway U Greenberg, GREENBERG, E. V. Natural 
Resources Defense Council. GREENBERG, E, V. Sierra Club. B3/03/21, 
O^-flce of the Secretary oP the Commission. 8pp. 19692:203 24X 

Fiche; 50-537, 83/03/21, 8307220126. 


1 9 Responds to appeal re denial of FOIA request for transcript 

Commission 830109 mooting re remand proceeding on CRDR. 

Doc utnent withheld per Sunshine Act Exemption. 1-0. 

J - Office of the Secretary of the Commission. S3/Q5/19. 

GReENBERC, E. V, Galloway f* Greenberg, 6pp. 19692:277. 24X 

^ i Cf»«: 50-337, 03/05/19, 83072201 19. 


8307230363 Response opposing tntervenor 830518 exceptions to ASLD 
830220 partial initial decision on LWA. ASLAB should affirm 
ASLB dac i s ion site suitability arguments Incongruous. 

Certificate of Svc encl. 

EDQAft, G. L. Project Management Corp. LUCK, W D. Energy, Dept. of. 
83/07/22. Atomic Safety and Licensing Appeal Panel 0Opp 
19703:275. 24X F i c he : 50-337. 83/07/22, 0307250363- 


8307260369 Advises of amission in applicant 030722 response re CP 
evidentiary hearings, Hearings did net commence on 630718 but 
were postponed per 830713 order. Order of B30719 rescheduled 
hearings for 830S0B-J2. Cer t i f ica fee of Svc end. 

EDQAR, 0 L Morgan, Lewis t, Backtus EDGAR, G L. Project Management 
Corp. 03/07/25 EDLES, O J , JOHNSON, W R. , WILBER, H. A. Atomic 
Safety and Licensing Appeal Panel. 4pp 19733001. 24X 

Fieha; 50-537. 83/07/23, 3307260369. 


0p neric Ltr 03-26 to all applicants for 01% & holders of 
c 18 f 0P power reactors re clarification of surveillance 
^?2 Uirefnflnts for <' uel impurity. 5vc list end 

&*SENHUT,0,0 Division of Licensing. 83/07/05. Consolidated 
on Co of New York, Inc. 16pp. 19390:317. 24X 

r * c h m : 30-000, 03/07/05, 9306270397. 


0eriBric L ^ r 83^27 to *11 licensees & applicants for 
^ ^ ting power reactors !< holders of CPs for pousr reactors 

£ t fe£ UrwilUnce intorvdi ^ in STS. Svc list end, 

a SNHUTr D ‘ Division of Licensing, 83/07/06 Consolidated 

w Co. of New York, Inc. I6pp 19669:254- 24X 

’ n » : 50-000, 83/07/06, 8307060329. 


0 * 3 * * ?T' o >OOB6 Forward * * d<}1 request at 830610 meeting on 

L uih 9 ^dmmatic objectives re fuel burnup . FFTF operates w/peak 
of over 61,000 megawatt day/MT. Burnup occurred under 
, Otu^ & power conditions similar to CRDR conditions, 

ei^^^NECKERr J. Energy, Dept, of, Clinch River Breeder Reactor Plant. 

« 07/06. GRACE, J. N. Clinch River Breeder Reactor Program Office. 

1 9293: 105. 24X Fie he; 30-537, 83/07/06, 0307070086. 

A * 02 Forwards Rev 6 to Vol 2 to CRE-RP-3, “Assessment of Thermal 

! &*y°nd Design Base < T MB D B ) . " 

»C3^S NECJ<ER ' J - enBr 99* Dept, of, Clinch River Oresder Reactor Plant. 
t g* C>7/06. GRACE, J, N, Clinch River Breeder Reactor Program Office 

19293:019. 24X F i ch e : 50-937, 83/07 /06, 0307070 102, 


B3O7270227 Forwards final NUREO/CR -3224 which will he offered into 
evidence by NRC. No substantive mods. additions or deletions 
made. W/o encl . 

TURK* S. E. Hearing Branch 1. 83/07/25 MILLER. M. , HAND, C. H. , 

L INENBERGER, G Atomic Safety and Licensing Board Panel. J p , 
19749:315 24X F i c he : 30-537, B3/07/23, 0307270227 


8307280170 Forwards proposed seismic margin exhibit, per ASLD 830513 
0629 requests for NRC conclusions re seismic qualification 
of small diameter piping. W/o encl. 

TURK. S. E. Hearing Branch I. 83/07/27. MILLER, M- , HAND, C. H. , 

L INENBERGER , G. Atomic Safety and Licensing Board Panel, 2pp 
19792:259. 24X Fic he: 50-537, 83/07/27, 03072801 78 


H General correspondence 


S307290082 Opposes plant const since little prior expcrionce exists 
w/breeder reactor design. 

DDHERTY, J. P. Doherty, J> F 93/07/20. MILLER, M. E. Atomic Safety 
and Licensing Board Panel lp. 19015:354. 24X 

Fiche: 50-537, 83/07/20, B307290D82 
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0. Advisory Committee on Reactor Safeguard* reports b correspondence 


8307090095 Summarties 376th ACRS meetings on 830434-16 u/otih to 
review request for OL. Agenda for 830512-14 meetings end. 

DLE ‘ J ' ACFIS “ Advisory Committee on Reactor Safeguards 
03/04/29. PALLADIND, N. J. Commissioners " 

Fich b; 30-000. G3/04/29, 8307090095. 


□pp 


19366 038. 


■8307120168 Testimony of RA Becker. HC Garg.S Hou. TL King.0 Morris, CE 
Rossl.R Schemd.JJ Swift, AK Agrawal,JE Hanson b ET Rumble re 
adequacy of DBA spec trum. Cor e disruptive accidents may be 
exduded from DBA spectrum for CRBR. W/prof qual 1 f i cations. 

BECKER. R. A Clinch River Breeder Reactor Program Office, 

GARG,H. C. Equipment Qualification Branch. HOU, S. Mechanical 
Engineering Branch. B3/07/08. 83pp 19419:003. 24X 

Fiche; 50-337, 83/07/08, 8307120136 


Inspection reports. IE Bulletins b correspondence 


8306270401 IE Info Notice 03-46. "Common Mode Valve Failures Degrade 
.i!*!:?.. ecircula t i on Spray Subsystem. " Svc list enc 1 


JORDAN. E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co of New 

154pp. 19363:293. 24X Fi che: 30-000, 03/07/ 1 1 , 8306270401. 


York, Inc 


■0307120176 Testimony of CL Allen. LW Bell.HB Holt, LG Hulman.JK Lone. 

B Morris, JJ Swift, CR Bell, TA Outler.ET Rumble, D Swanson b 
TG Theofanou* re analyses of core disruptive accidents Prof 
qualifications end. 

ALLEN, C L. , HOLZiH. B. Clinch River Breeder Reactor Program Office. 
BELL. L. W, Accident Evaluation Branch. 03/07/00 171pp 

19419:086. 24X Flche: 30-337, 83/07/08, 03O7I2O1S6. 


9306270404 IE Jnf o Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. « Svc list end. 

JORDAN. E, L. Division of Emergency Preparedness b Engineering 
Response (Post 030103). 83/07/12. Consolidated Edison Co of New 

York* Inc. 141pp. 19563:153. 24X Fi c he: SO-DOD, 03/07/12* 0306270404. 

B 3062704 06 IE Info Notice 03-48. "Gaseous Effluent Releases of 
Rad oactive 1-125 b 1-131 in Excess of NRC Limits." Svc list 
enc I , 

B30103) J QAf Safeguards b Inspection Programs (post 

830103). 03/07/14. Consolidated Edison Co. of New York, Inc 

114pp. 19715:270. 24X FI Ch© : 50-000, 83/07/ 1 4 . B306270406 

T. Hearing transcripts on non-ant 1 fcrus fc matters 

03 7 7 334 159 Transcript of 030629 conference in D eth end a, hD. Pp 7,298- 

S *£?! 1 L? ri ? Licensing Board Panel. 83/06/29, 39pp. 

19174.120. 24X F i c he : 50-537, 83/06/29. 0307010 1 39. 

83 ?md«°o 0 2 F °u WardS transcr *P* of 830629 conference w/counsd. 

TURK, S. E. Hearing Branch 1. 83/07/03, Joint App licants-CI inch 

830707020^^ R<,JCt ° r ' lp ' 19294:0,7 24X Fi Che : 30-537 . 83/07/05, 

t * ski * an Y Aether hypothetical core disruptive 
!«*!!*? ! HCDA1 should he treated as DBAs, on HC DA analysis, 
on ASLB nterest re emergency planning 4, on ASLB Questions 5 
6. Certificate of Svc end. 

EDGAR. G L. Morgan, Lewis fc BocMvs, EDGAR, G. L. Project Mana cement 
carp. 83/07/08 MILLER, . M. E. Atomic Safety and Ki?d 

Panel. 21pp. 19377: 204, 34X Fi ch e : 50-537, 83/0? /oa, 8307 1 10142. 

"" B3 ?p l 2? H V?!: tlm0nV CH CUre '" E Hot t el, AL Sc hwa 1 1 i e, HP Planchbn * 
LE Straubridge on whether hypothetical core disruptive 

* hoolrf b? treated as D0 As . C e r t i f i ca t© of Svc end 
LARE.G, H. , HOTTEL, R. E. , SCHWALL! E, A. L. Jo i nt App 1 i cant s-Cl i n c h 
River Breeder Reactor. 03/07/05. 19Bpp. 19377:253 24X 

Fi Che: 50-537, 83/07/08*03071 10142 

"" 03 hu^thetl Tlf ? tl, ' ,OrV a' ,f LW Deitrlch ' H Fauake* L Strawbridg. b TW Ball re 
hypothetical core disruptive accident (HCDA) ana lyses. CRBR 
designed so HCDA* beyond DBA Prof qualifications U 
Certificate of Svc end. 

DEITRICH,L. W. , FAUSKE, H. K. , STRAUB ft IDGE, L. Joint App li cants-C U nc h 
River Breeder R eac tor. 83/07/05. 166 PP 19378 091 * 2 ^ C5CMnch 

Fiche: 50-537* 83/07/08, 8307110142. ™ 

-8307110164 Testimony of HW HU.bitts.EK Sliger b LE Straub r 1 d g * re ASLD 
areas of interest related to emergency p lann ing. CRBR 
radioactive releases could contain sodium ositfes b hydroxide 
aerosols. Prof qualification* b Certificate of Svc end 
HBBITT8,HW. SLIDER, E. K. , STR AWBR I DDE. L. Jo int App 1 i e ants-Cl i n ch 
RivBr Breeder Reactor. 83/07/08 32pp. 19378: 237^ 24X 

Flche: 50-537, 83 /07/08, 8307110142. 

of VD JH Anderson «, JE Karr r.Mpom,l n! , to 

ASLB Areas of Interest 3 b 6. Owners mgt organ! jation 
described. Westing h ouse, GE. Atomics Infcl.S&N b Burns b Roe are 
project contractor*. Certificate of Svc end 

ANBERSON, J. M. . KARR. J. E Joint AppHc*at.-Cl inch 
River Breeder Reactor. 03/07/08. 40pp 1 9376 2 B 9 2 AX 
Fiche- 50-537, 83/07/00, 83071 1 01 42. 

^ards NRC testimony on DBA sp ectrum, c are disruptive 

accident analyses b ASLB Questions 4,6.9, 10,12, 13 b 14. NRC * 

?i P , J S! nt P ro I H), « d order of testimony listed. 

HAND ?’ h ' T Hearing Branch 1. B3/07/08. MILLER, M. . 

C *oii , ,a L «^ N0EROEft ' G ' A ^omic Safety and Licensing Board Panel 

4pp. 19419:001. 24X Fich e: 50- 337, 03/07 /OB, S307 120 1 56. 


—8307120188 Testimony of TL King on ASLB Question 4 ro natural 
convective circulation. NRC accepts natural convective 
circulation in CRBR as viable mechanism for DHR. Prof 
qual if icatl ons end. 

KING, T. L. Clinch River Breeder Reactor Program Office. 03/07/00 
6pp. 19419:257. 24X Flche: 30-337, 83/07/09, 8307120156. 

8307120193 Testimony of JQ Spraul b AJ Ignatonis re ASLB Question 6 on 
QA. NRC considers QC responsibilities b activities integral 
part of QA. NRC will monitor QA b QC activities throughout 
CRBR const. Prof qualifications end. 

SPRAWL, J. G. QA Branch. IGNATONIS, A. J, Region 2, Office of 
Director. 83/07/00. 0pp, 19419:263. 24X Fi c h e : 50-537, 03/07/00, 

03071 201 9&* 

8307120197 Testimony of LG Hulman,EF Branagan b DJ Perrotti on ASLB 
Question 9 re protective action guides. No rev to protective 
action guides necessary for CROR. If guides revised, NRC wilt 
u, 0 „ n 2iM e , r •PPUcabiUty at GL stage. Prof qua 1 i f jeat i on* end. 

HuLnAN, L. G. Accident Evaluation Branch. BRANAGAN, E. F 
Radiological Assessment Branch. PEROTTI , D. J. Emergency 
Preparedness Branch. 83/07/00, 21pp. 194 19-271 24X 

Fiche: 50-337, 03/07/08* 0307120156. 

—8307120203 Testimony of RJ Dube re ASLB Question 10 on matl control b 
accountability. R&D activities on measurement capabilities 
for matl control b accounting unnecessary for continued fuel 
safeguards. Prof qua 1 i f icat i ons end, 

DUBE* R.J. Fuel Facility Safeguards Licensing Branch. 03/07/08 
5pp. 19419:292, 24X Fi c he : 50-537, 03/07/00, 03071 20 1 56. 

—0307120211 Testimony of TL King b RM Stark re ASLB Question 12 on Items 
identified for resolution at OL stage, NRC b applicants 
developing program b schedule to review b resolve items, to 
minimize impacts on final design b const. 

STARK, R. M. Clinch River Breeder Reactor Program Office. 
03/07/08. spp. 19419:297. 24X Fi c h e ; 30-537, 03/07/00:83071201 III 

—0307120220 Testimony of TL King re ASLB Question 13 on fuel «ys 
fallback pos i t i ons. Li c ts possible impacts on CRBR 
programmatic objective* from Implementing NRC positions 
Prof qualifications end. 

2 Snn' T 10410 R * r «*» Reactor Program Office. 83/07/08. 
25pp. 19419:305. 24X Fi che ; 30-337, 83/07/Q8, 8307120156, 

—8307120232 Testimony of TL King on A0LB Question 14 re operation w/ 
leak lng fuel pins. Sodium entry into fuel pin may cause 
increased p e 11 e t-to-c 1 ad gap conductance, but would not 
J^« r T*, lg a H? ct . fu#1 P er ^°T^nce. Prof qua 1 1 f ications end. 

KINO*T.L_ Clinch River Breeder Reactor Program Office. 83/07/00 

4pp, 19419:330. 24X Fl ch a : 50-537, a3/07/0B, 8307 1 201 56. 

B307120557 Limited appearance statement of 7B Cochran re Issues raised 
In CP proceeding. Discusses radiological consequences of CRBR 
core disruptive accident b site sui tab U i ty. Certlfi cate of 
Svc enc 1 . 

COCHRAN, T. B, Natural Resources Defense Council. COCHRAN, T B 

l3'J”oa‘8307,Io«7 /08 S ° PP ' ‘ ,/,31;347 - ”* F1Che; 8 °- M7 ' 

93 ^1«m 2U F Tn^ d * Pp 33 * 94 to tes t 1(n ony of TL King b ET Rumble re 
adequacy of DBA spectrum* Inadvertantly omitted from B3O7O0 
filing. 

| T VS^f^; cn H ^ ar1 * 9 Br * nch 63/07/11. MILLERi fi. , HAND, C. H. , 

1950a B O6S ERr Sa v * a :* ty atld Licens,n 9 Board Panel. Ip. 

19308.065 24X Fi che; 30-337, B3/07/U, 830713021 1. 

P ^ 9 hnA fl3 k 34 tB * tin ' on V TL King b ET Rumble re 
adequacy of DBA spectrum, 

5i r iHSi I’ b -r CMnch Breeder Reactor Program Office. 

No Detai1 ®^ Affiliation Given. 03/07/11. 2pp. 
19508:066. 24X Fiche: 30-537, 83/07/1 1 « B30713021 1 . P 
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DOCKET 50-538 MEMPHIS STATE UN IV RESEARCH REACTOR 


V. Operator Eliminations 


QI307080427 Generic Ltr 03-12A to all nonpower reactor licensees re 
issuance of NRC Form 390. "Personal Qualifications 
Statement - Licensee." Svc list end 

EISENHUT, D G. Division of Licensing 83/07/11, Michigan. Univ. 
of. 14pp 19563:138. 24X F i c h e 50-000, 03/07/ 1 1 , B3070B0427, 


DOCKET STN-50-546 MARDLE HILL NUCLEAR STATION, UNTT 1 


A Application/construction stage documents 6 correspondence 


8306060070 Generic Ltr 03-23 to all operating reactor licensees, 
applicants for QLs & holders of CPs for Uestinghouse PWRs 
re safety evaluation of "Emergency Response Guidelines *' 

Svc list end. 

EISENHUT. D. G. Division of Licensing 83/06/03 Yankee Atomic 

Electric Co. 10pp 19563:116. 24X F i c h e 50-000, 03/06/03, 

0306060070. 


8307070039 Advises that IN State Board of Health plans on evaluating 
environ radioactive c on tami na t i on from plant operation Water 
samples split b arrangements made to split milk & other 
liquid samp 1 es. 

PICKARD, R. C. Indiana, State of 83/06/30, YOUNGBLOOD, D. J, 
Licensing Branch I. Ip. 19293:252. 24X F i che : 50-346, 83/06/30, 

8307070039. 


0307090126 Notification of 030711-13 site meetings w/ufcil for 
preliminary discussion of info re environ review b site 
tour. Proposed meeting agenda end. 

0 'CONNOR, P. W. Licensing Branch 1 83/06/30. YOUNGBLOOD, B. J. 

Licensing Branch I. Gpp 19366:353. 24X F i c h e : 50-546, 03/06/30, 

8307090126. 


0307070051 Responds ta 030600 request for review of proposal re plant 
□porat ion. Proposed project will not adversely affect any 
area or jurisdiction of Natl Park Svc 

POPE, R.R. Inter i or. Dept of. National Park Service 03/07/01. 

Y0UNGPLOOD, B. J. Licensing Branch 1. Ip 19293:250. 24X 

Fiche: 30-346, 83/07/01 , 830707005t 


8307200231 Notification of 830707 meeting ^/technical review committee 
in Qethesda, MD to discuss review of D4, D5 b E steam 
generator mods 

HOPKINS, J. D. Licensing Branch 4. 03/07/01 ADENSAM, E. 0. Licensing 

Branch 4 2 pp. 19670:254 24X Fiche: 30-000, 83/07/01 , B307200231, 


B306270397 Generic Ltr 03—26 to all applicants for OLs b holders of 
CPs far power reactors re c lar i f ica t i on of surveillance 
requirements for diesel fuel impurity. Svc list end 
EISENHUT, D. 0. D i v i s i on of L i c ens i ng 03/07/05. Consolidated 
Edison Co. of New York, Inc. 16pp 19390317. 24X 

Fiche: 50-000, 03/07/05, 0306270397. 


0307060329 Generic Ltr 03-27 to all licensees U applicants for 
operating power reactors 6 holders of CPs for power reactors 
re surveillance intervals in 8TS. Svc list end. 

EISENHUT, D. G. Division of Licensing. 03/07/06 Consolidated 
Edison Co. of New York, Inc. 16pp. 19669 234. 24X 

Fiche: 50-000, 03/07/06, 0307060329 


0307000169 Generic Ltr 03 — 20 to all licensees of operating reactors, 
applicants for 0L b holders of CPs re required actions based 
on generic implications of Salem ATW5 events Svc list end 
EISENHUT, D. G. Division of Licensing. 03/07/08 Consolidated 
Edison Co of New York, Inc. 30pp 19669 269 24X 

Fiche: 30-000, 03/07/08, 8307000169 


0307210300 Forwards proprietary "Independent Evaluation of Proposed 
Mods to Westinghouse D4, 05 6 DE Steam Generators. " Rept 
withheld (ref 10CFR2. 7901. 

BUTTERFIELD, L. Steam Generator Owners Group 03/07/18 
EISENHUT, D. G. Division of Licensing 3pp 19664:1 14 24X 

Fiche: 50-000, 03/07/10, 8307210300. 


8307250124 Summary of 030707 meeting w/technical review committee in 
Bethesda,MO re Model D4/D5/E steam generator mod. Viewgraphs 
end. 

HOPKINS, J. B. Licensing Branch 4. 83/07/10 Licensing Branch 4. 

26pp. t9730; 132 24X Fi che : 50-000, 83/07/ 10, 0307230124. 


C Utility Environmental Report (ER). amends 6 correspondence 


0307210035 Comments an 830712 public meeting re environ concerns for 
application for OLs Util should present analyses of environ 
risks associated u/more severe types of very low probability 
accidents in environ rept. 

FREY. D. G Audubon Society 03/07/12 YOUNGBLOOD, B. J. Licensing 
Branch 1. 6pp. 19668:330. 24X Fi che; 50-346. 03/07/ 12, 8307210033. 


D. NRC Draft/Final Environmental Statements, suppls b correspondence 


0307130359 Discusses arrangements for 830711-13 environ site visit 
associated w/ElS 6 830712 environ review public meeting in 
Mad 1 son, IN. Agenda enc 1 . 

NOVAK, T M Assistant Director for Licensing. 03/07/01- TODD, T. R. 
Jefferson County. IN 3pp. 19500 356 24X Fi che : 50-546, 03/07/01 , 

0307130359 


F, Security, medical, emergency b fire protection plans 


0307110424 Forwards |E Insp Repts 50-546/83-00 b 50-547/83-0B on 
030613-17. Na none amp 1 iance noted. 

KNQPjR.C, Region 3, Office of Director. 03/06/27. SHIELDS, 3. U. 
Public Service Co of Indiana, Inc. 2pp. 19302:221. 24X 

Fiche: 50-546, 03/06/27, 03071 10424. 


8307 1 10430 IE Insp Repts 50-546/83-08 V 50-347/03-08 on 030613-17. No 
noncompl iance noted. Major areas i nspec ted : 1 i c ense e actions 
on previous insp f i nd i ng s. 10CFR50. 55 ( e 1 items, IE bulletins b 
circulars & fire prevention, protection b suppression 
PELKElP R , , KQNKLIN. J. E Region 3, Office of Director. 83/06/24, 
?pp 19302 223 24X F l c he : 50-546, 03/06/27, 0307 1 10424 


0307190209 Forwards detailed control room design review per 
requirements of Generic Ltr 02-33, "Suppl l to NUREG-0737 
Requirements for Emergency Response Capability." Reg Guide 
t.77 implementation rept will be submitted by 031101. 

SHIELDS, 8. W Public Service Co of Indiana, Inc. 03/07/13, 
EISENHUT, D G. Division of Licensing. Ii3pp 19620:322 24X 

Fiche: 50-546, 03/07/15, 8307190209. 


Q. Adjudicatory correspondence 


8307050160 Memorandum b order denying Sassafras Sot b Valley Watch 
030416 b 19 respective petitions to in tervene. Pe 1 1 1 ion er 5 
may amend petitions within 30 days of order. Save the Valley 
petition to intervene granted, 

LINENBERGER, G. , PARIS, O H , SMITH, I. W. Atomic Safety and Licensing 
Board Panel. 83/04/30. lOpp 19199:171 24X Fiche 50-346, 

83/06/30, 8307050168 


0307060204 Notices of appearance in proceed ing. Certi f ica te of Svc end, 
NOLAND, J. D. , POPE, J. R, , KRUSE, L. M. Public Service Co. of Indiana, 

Inc 83/07/01. 3pp, 19250:226. 24X Fi c he : 50-346, 83/07/0 1 , 

8307060204. 


0307260248 Amend to petition to intervene in OL hear i ng. Pe t i t inner 
makes requisite showing that members have standing b have 
authorized petitioner to represent in teres ts. Content ions to 
be litigated i d ent i f i ed . Cer t i f i ca te of Svc end 

LYNCH, MR. Sassafras Audubon Society 83/07/21. Atomic Safety 
and Licensing Board Panel. 12pp. 19726:114 24X 

Ficho: 50-546, 03/07/21 , 8307260268. 


8307260366 Requests correspondence re util be sent to author 
address. 

MOODY, MK Sassafras Audubon Society 03/07/25 NRC - No 
Detailed Affiliation Given. Ip 19733040 24X 

Fiche. 50-546, 03/07/25, B307260366. 


I. Financial information 


8307190140 Forwards Annua 1 Financial Repts 1902 for Public Svc Co of 
Indiana, Inc & Wabash Valley Power Assoc, Inc. 

SHIELDS, S w Public Service Co of Indiana, Inc. 83/07/14- 
DENTON, H R. Office of Nuclear Reactor Regulation, Director. Ip. 
19636:109. 24X Fiche: 50-546, 03/07/ I 4, 83071901 40 


— 0307190142 Annual Financial Rept 1982 

BARKER, H. A. , MENSCER, D. V. Public Service Co of Indiana, Inc. 
03/01/20 43pp 19636:110 24X Fi che : 50-546, 83/07/ 1 4, 8307190140. 


— 8307190143 Annual Financial Rept 1902 

LDY,C Wabash Valley Power Association. |nc. 83/07/14. 23pp. 

19636 153. 24X F i c he : 50-546. 83/07/ 1 4, 0307 190140. 
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Q. Inspection reports. IE Bulletins L correspondence 


— 8307110430 IE Insp Repts 50-546/83-00 b 50-54 7/03-00 on 830613 - 1 7. No 
noncomp 1 lance noted Major areas inspec ted . licensee actions 
on previous insp f i nd i ngs, 10CFR50. 3SW e > items. IE bulletins t* 
circulars & fire prevent l on. p ro tec 1 1 on h suppression 
PELKE.P.R Region 3. Office of Director 83/06/24 7pp 

19382:323. 24X F i c h e 50-346. 83/06/27. 830/ 1 1 0424 


B307060010 Requests assignment of inspector to verify program for 
improved control over electrical const program beginning 
830613. per meeting prerequisites outlined in 830202 
confirmatory action ltr. 

SHIELDS, 5 W Public Service Co. of Indiana. The 83/06/10. 
KEPPLER, J G. Region 3. Office of Director Ip. 19251:015. 24X 

Flche: 50-546.93/06/10. 8307060010. 


8307110424 Forwards IE Insp Repts 50-546/83-08 6 50-547/83-08 on 
830613-17. No none omp 1 i anc e noted 

KNOP« R. C . Region 3. Office of Director. 83/06/27 SHIELDS, S. W. 
Public Service Co. of Indiana. Inc 2pp 19382:221. 24X 

F i c h e : 50-546, 83/06/27. 83071 1 0424. 


— 83071 10430 IE Insp Repts 50-546/83-08 6 50-547/B3-0B on 830613-17. No 
noncompliance noted. Major areas inspec ted : 1 icensee actions 
on previous insp findings. 10CFR50. 55le) items. IE bulletins & 
circulars & fire prevention, protection h suppression 
PELKE.P.R.* KONKLIN. J. E. Region 3. Office of Director B3/06/24. 
7pp. 19382:223. 24X Fi che : 50-346. 83/06/27. 8307 110424. 


8307140221 Forwards IE Insp Repts 50-346/83-07 ht 50-547/83-07 on 
830607-10 No noncomp 1 iance noted. 

LITTLE, W. S. Region 3, Office of Director. 83/06/30 SHIELDS, S.W. 

Public Service Co. of Indiana, Inc 2pp 19523:155 24X 

Fiche: 30-S46, 83/06/30. 8307140221. 


—8307140226 IE Insp Repts 50-546/83-07 h 50-547/83-07 on B30607-10. No 
noncamp 1 lance noted Major areas inspected: procedures, work 
activities J, record review for structural steel 6 supports 
for sa fe ty-re 1 a ted components L supports. 

KEATING, D. E, , C I LIMBERO. R. L. , DANIELSON, 0. H, Region 3, Office of 
Director. 83/06/30. 7pp. 19523:157. 24X F i ch e: 50-346, 83/06/30, 

0307140221 


8307110306 Final deficiency rept re heat sink failures on loop power 
supply cards & contact bounce in mercury relay utilised on 
temp channel test cards of Westinghouse 7300 process 
protection ays. Ini t ia 1 1 y reported on 830603. 

SHIELDS. S. W. Public Service? Co. of Indiana. Inc 83/06/30. 

KEPPLER. J. Q. Region 3, Office of Director 2pp 19375:007. 24X 

Flche: SO-546, 83/06/30, 830/1 1 0306 


0307190261 Interim deficiency rept re lack of GA involvement in 
fabrication of seismic Category I HVAC duct work not serving 
safety-related f unc t i on. Ini t ia 1 t y reported on 830607 Next 
rept expected by 831104. 

SHIELDS, S.W. Public Service Co. of Indiana, Inc 03/07/06 
KEPPLER, J G Region 3, Office of Director Ip 19620. 267. 24X 

Fiche 30-546,83/07/06, 8307190261 


830719003? FNQ- 1 1 1 -83-059: licensee authorised to resume remaining 
electrical sa f e by-re la ted const. GA site managers replaced, 
insp procedures revised & personnel retrained. 

WILLIAMS, C. i LITTLE. W i SPE55ARD, R. Region 3, Office of Director. 
83/07/11. Ip. 19635:149 24X FI che 50-546, 83/07/1 1 , 9307190039 


8307220490 Interim deficiency rept r* six sheared pinion keys in 
Limitorque Model 5Q-0 valve motor operators installed by 
Westi nghouse. Ini tial 1 y reported on 820805. Item not 
reportable per 10CFR50. 55 f e ) . 

SHIELDS, S.W. Public Service Co. of Indiana, Inc 03/07/13. 

KEPPLER, J. G. Region 3, Office of Director 2pp 19685:097 24X 

Fiche: 50-546, 03/07/13, 8307220490 


8307190210 Requests assignment of inspector, beginning 830707. to verify 
adequacy of program for improved control over electrical 
cable tray installation. 

SHIELDS, S.W. Public Service Co. of Indiana, Inc. 83/07/01. 

KEPPLER. J. G. Region 3, Office Of Director Ip. 19629:077. 24X 

Fiche: 30-546, 03/07/01,0307190210 


8307190172 Informs that completion date for Item II of B304I5 ltr re 
cable tray hanger insp extended to 030805 Corrective actions 
for procedures h nonconformances created delay. 

SHIELDS. S.W. Public Service Co. of Indiana, Inc. 83/07/06 
KEPPLER, J. 0. Region 3, Office of Director 2pp. 19634:170 24X 

Fiche: 50-546, 83/07/06, 8307170172. 


0306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem " Svc list encl 
JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Past 0301031. 03/07/U, Consolidated Edison Co. of New 

Vork, Inc, 154pp. 19363:293 24X Fi ch e 50-000, B3/07/I1 , B306270401 . 


B30722046Q Interim deficiency rept re welding techniques not covered 
by Brown-Hover i Electric, Inc GA program Initially reported 
on 830925. Brown-Bover i revised procedures to include 
controls on welding activities. Next rept expected by G31021. 
SHIELDS. S.W. Public service Co of Indiana, Inc. 83/07/14 

KEPPLER, J. Q. Region 3, Office of Director 2pp 19606:116. 24X 

Fiche: 50-546, 83/07/14,8307220460. 


DOCKET STN-50-547 MAR OLE HILL NUCLEAR STATION, UNIT 2 


A. App 1 ica t i on/c ons true t ion stage documents h correspondence 


830606DD70 Generic Ltr 83-22 to all operating reactor licensees, 
applicants for OLs holders of CPs for Westinghouse PWRs 
re safety evaluation of "Emergency Response Guidelines." 

Svc list encl 

EISENHUT, D. G. Division of Licensing. 83/06/03. Yankee Atomic 
Electric Co. IQpp, 19563:116 24X F i ch e 50-000, 03/06/03, 

8306060070. 


8307180073 Verifies that program addressing 030202 confirmatory 
action ltr (CALI Items 2-6, adequate for resumption of 
electrical work, per util 830415 h 0701 Itrs.CAL clused 
KEPPLER, J. G. Region 3, Office of Director. 83/07/11. SHIELDS, S.W. 
Public Service Co. of Indiana, Inc. 2pp. 19360.199 24X 

Ff che: 30-346, 83/07/11, 8307180073. 


0306270404 JE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list encl 
JORDAN, EL. Division of Emergency Preparedness L Engineering 
Response tFost 830103) 83/07/12. Consolidated Edison Co. of New 

York, Inc I4ipp. 19563:133. 24X Fiche 50-000, 83/07/12, 0306270404 


0306270406 IE Info Notice 03-40, "Gaseous Effluent Releases of 
Radioactive 1-125 t* 1-131 in Excess of NRC Limits." Svc list 


me 1. 

M «^, DiVisJon of QA * SafeSJuards & Inspection Programs (Post 
83 0103] , 03/07/14 Consolidated Edison Co of New York, 

114pp. 19715:270. 24X Fi c he: 30-000. 83/07/ 14, 8306270406 


Inc . 


S -_ Reportable occurrences, LERs & related correspondence 


0307070039 Advises that IN State Board of Health plans on evaluating 
environ radioactive contamination from plant operation Water 
samples split t* arrangements made to spilt milk K other 
liquid samples. 

PICKARD, RC. Indiana, State of 03/06/30 YOUNGBLOOD, B. J. 
Licensing Branch I Ip 19293 252 24X F i c he 50-346, 83/06/30. 

8307070039. 


8307090126 Notification of 830711-13 site meetings w/util for 
preliminary discussion of info re environ review & site 
tour. Proposed meeting agenda encl. 

0 'CONNOR. P. W. Licensing Branch 1. 83/06/30. YOUNGBLOOD, □ J 

Licensing Branch 1. 8pp 19366:353 24k Fiche 50-546.83/06/30. 


03070/003 a Responds to B30608 request for review of proposal re plant 
operation Proposed project will not adversely affect any 
area or jurisdiction of Natl Park Svc 

POPE, R. R. Interior, Dept, of, National Park Service 83/07/01. 

YOUNGBLOOD, B. J. Licensing Branch 1. Ip 19293 250 24X 

F i c h e : 50-546, 83/07/0 1 . 830707005 1 , 


B307050174 Interim deficiency rept re possible Southwest Steel 
Fabricator nonconfo rmi ng QA program for structural steel 
used In safety-related areas. In i t la 1 1 y reported on 830524 
Raviiw continuing. Next rept due by 830916 
SHIELDS, S. W, Public Service Co of Indiana, Inc. 

KEPPLER, J G. Region 3, Office of Director 
Fiche: 50-546, 83/06/22, 8307050174 


lp 


83/06/22. 
19199: 028. 


S3 ^ii?i 2 ?*, F ?. r, " ardS IE lnsp Repts 50-54^/83-08 V 30-547/83-00 on 
830613—17, No noncompliance noted. 

KNOPiH.C, Region 3, Office of Director 83/06/27. SHIELDS, S 
Public Service Co. of Indiana, Inc 2pp 19302 221 24X 

Fiche; 50-546, 83/06/27,8307110424. * 


8307200231 Notification of B30707 meeting w/trehnical review committee 
in Bethesda.MD to discuss review of D4, D5 1* E steam 
generator mods 

HOPKINS, J. B. Licensing Branch 4. B3/07/01 . ADENSAM. E G. Licensing 

Branch 4 2pp 19670:254. 24 X F iche: 50-000, 83/07/01, 8307200231 


8306270397 Generic Ltr 03-26 to all applicants for OLs & holders of 
CPs for power reactors re clar i f icat ion of surveillance 
requirements for diesel fuel impurity. Rvc list encl 
EISENHUT, D. G Division of Licensing 83/07/05 Consolidated 
Edison Co of New York, Inc I6pp 19390 317 24X 

Fiche: 50-000. 83/07/05. B3Q6270397 
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930706032? Cuner ic Ltr 03-27 to all licensees fi, applicants for 
operating power reactors 6 holders of CPs for power reactors 
re surveillance intervals in STS Svc list enc l. 

E I SENHUT - D. G. Division of Licensing 83/07/06 Consolidated 

Edison Co of New York. Inc 16pp. 19*69 254 2dX 

Fiche: 30-000, 93/07/06, B307060329 


330708016? Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for QL holders of CPs re required actions based 
on generic implications of Salem ATWS events Svc list enc 1 
E 1 SENHUT . D. G Division of Licensing 83/07/08. Consolidated 

Edison Co of New York, Inc. 3Bpp. 1 966? 269 24X 

Fiche: 30-000, B3/07/08, 0307080169 


3307210300 Forwards proprietary "Independent Evaluation of Proposed 
hods to Lies t inghouse D4, DS & OE Steam Generators. " Rept 
withheld (ref 10CFR2. 790). 

BUTTERFIELD. l. Steam Generator Owners Group. 03/07/18. 

EISENHUT, D G. Division of Licensing 3pp 19664:114 24X 

Fiche: 30-000, £33/07/ 1 8, 83072 1 0300 


3307230124 Summary of 830707 meeting w/techrncal review committee in 
Bothesda, MD re Model D4/D5/E steam generator mod Viewgraphs 
enc 1 . 

HOPKINS, J B. Licensing Branch 4 83/07/18 Licensing Branch 4. 

26pp. 19738:132 24 X F ic he : 50-000, 83/07/ 1 8, 0307250124 


Utility Environmental Report <ER>, amends h. correspondence 


3307210033 Comments on 830712 public meeting re environ concerns for 
application for QLs.Util should present analyses of environ 
risks associated w/more severe types of very low probability 
accidents in environ rept. 

FREY, D. G. Audubon Society 83/07/12 YOUNGBLOOD, B. J. Licensing 
Branch l. 6pp 19668:330. 24X Fl c he: 50-946, 03/07/ 12, 0307210035 


5. NRC Draft/Final En v i r onmenta 1 Statements, suppls fi< correspondence 


3307130339 Discusses arrangements for 830711-13 environ site visit 
associated w/ElS fit 830712 environ review public meeting in 
Madison, IN Agenda end. 

NOVAK, T. M Assistant Director for Licensing. B3/07/0I. TODD, T. R. 
Jefferson County, IN. 3pp. 19308 356. 24X F Ic he : 50-546, 03/07/01 < 

B307 £30339. 


Security, medical, emergency 5> fire protection plans 


J3071 10424 Forwards IE Insp Repts 50-546/B3-08 fi. 50-547/03-00 on 
030613-17 No none omp 1 lance noted 

KNQF, R C. Region 3, Office of Director 83/06/27. SHIELDS. S. W. 

Public Service Co. of Indiana, Inc 2pp 19382221 24X 

Fiche: 50-346, 83/06/27, 8307110424 


—0307110430 IE Insp Repts 50-346/03-08 fi< 30-547/93-00 on 830613-17 No 
noncomp I j anc e noted. Major areas lnspec ted: 1 1 c ensee actions 
on previous insp f ind ings. 10CFR30 33< e ) items, IE bulletins fit 
circulars ?< fire prevent i on, protec fc i on fit suppression. 

PELKE. P R. Region 3, Office of Director 83/06/24, 7pp 
19302 223. 24X Fi che : 90-946, 03/06/27, 83071 10424. 


1307190209 Forwards detailed control room design review per 
requirements of Generic Ltr 02-33, "Suppi l to NUREG-0737 
Requirements for Emergency Response Capability. ” Reg Guide 
I 97 implementation rept will bo submitted by 831101. 

9HIEL08, S. W. Public Service Co of Indiana, Inc, 83/07/13. 
EISENHUT. D. G. Division of Licensing tl3pp. 19628:322. 24X 

Fiche: 30-346, 83/07/15, 8307190209 


L Adjudicatory correspondence 


1307050168 Memorandum fit order denying Sassafras Soc fit Valley Natch 
03Q416 fit 19 respective petitions to intervene Politioners 
may amend petitions within 30 days of order Save the Valley 
petition to intervene granted. 

LINENBERGER. G. , PARIS, Q. H. , SMITH. I. W. Atomic Safety and Licensing 
Board Panel. 83/06/30. 10pp 19199.171. 24X Fiche: 50-346, 

83/06/30, 8307030 1 60. 


1307060204 Notices of appearance in pi'oc eed i ng. Cert i f icate of Svc end. 
NOLAND, J. D. , POPE. J. R. , KRUSE. LM. Public Service Co. of Indiana. 
Inc. 83/07/01. 3pp. 19250 226. 24X F i che: 50-546, 03/07/01, 

8307060204. 


1307260269 Amend to petition to intervene m 01 hear ing. Peti t loner 
makes requisite showing that members have standing fi< have 
authoriied petitioner to represent interests. Content t ons to 
be litigated ident ( f 1 ed. C ert i f icate of Svc end. 

LYNCH, M P Sassafras Audubon Society 83/07/2t. Atomic Safety 
and Licensing Board Panel. 12pp. 19726:114 24X 

Fiche: 50-546, B3/07/2 1 , 8307260268 


8307260366 Requests correspondence re util be sent to author 
address 

MOODY, MK Sassafras Audubon Society 03/07/25 NRC - No 

Detailed Affiliation Given. Ip 19733:040. 24X 

Fiche: 50-546, 83/07/23, 0307260366 


I Financial information 


0307190140 Forwards Annual Financial Repts 1982 for Public Svc Co of 
Indiana, Inc fi< Wabash Valley Power Assoc, Int. 

SHIELDS, S. W. Public Service Co of Indiana, Inc 83/07/14. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. Ip. 
19636:109 24X Fiche: 50-946. 03/07/ 14, B307190140 


--8307190)42 Annual Financial Rept 1982 

BARKER, H, A , MENSCER, D. V Public Service Co of Indiana, Inc. 
93/01/28 43pp. 19636 110 24X F i c h e : 50-546, 93/07/ 14, 8307 1901 40- 


— 0307 1 90143 Annual Financial Rept 1902. 

L0Y , C Wabash Valley Power Association, Inc. 03/07/14 23pp 
19636 153. 24X F i c h e : 30-346, 03/07/ 1 4 , 8307 190140. 


Q. Inspection reports, IE Bulletins & correspondence 


□307060010 Requests assignment of Inspector to verify program for 
improved control over electrical const program beginning 
030613, per meeting prerequisites outlined in 830202 
confirmatory action ltr. 

SHIELDS, S. W. Public Service Co. of Indiana, Inc 03/06/10, 

KEPPLER, J. G Region 3, Office of Director. Ip. 19231:015. 24X 

Fiche: 50-546, 83/06/10, B3070600LD. 


0307110424 Forwards IE Insp Repts 30-546/03-08 fi> 50-547/83-08 on 
830613-17. No none amp 1 1 anc e noted. 

KNDP.R, C Region 3, Office of Director. 03/06/27. SHIELDS, B. W. 

Public Service Co of Indiana, Inc 2pp. 19302221. 24X 

Fiche: 50-546. 83/06/27, B3071 10424. 


— 03071 10430 IE Insp Repts 30-546/03-08 fi< 30-547/83-00 on 830613-17. No 
noncompliance notBd, Major areas lnspec ted; 1 icensee actions 
on previous insp f ind ing s , 10CFR50. 55 ( e ) items, IE bulletins & 
circulars fit fire prevention, protec tion fit suppression. 

PELKE, P R. . KDNKLIN. J. E. Region 3, Office of Director. 03/06/24. 
7pp. 19302:223, 24X Fiche: 50-546. 03/06/27, 0307110424. 


8307140221 Forwards IE Insp Repts 50-546/03-07 l 50-947/83-07 on 
830607-10. Mo noncompilance noted. 

LITTLE, W, S. Region 3, Office oP Director. 83/06/30. SHIELDS, S. W. 
Public Service Co. of Indiana, Inc 1 2pp 19523:155. 24X 

Fiche: 30-546, 83/06/30, 0307140221. 


—0307140226 IE Insp Repts 50-546/83-07 fit 50-547/83-07 on 830607-10. No 
noncompilance noted. Major areas lnspec ted: procedures, work 
activities & record review For structural steel fit supports 
fit far safety-related components fi, supports. 

KEAT ING, D, E , C ILIMBERG, R . L. , DANIELSON, D. H. Region 3, Office of 
Director. 83/06/30. 7pp. 19323:157. 24* Fiche; 50-346, 83/06/30, 

0307140221. 


0307190210 Requests assignment of inspec tor, beg Inning 830707, to verify 
adequacy of program for improved control aver electrical 
cable tray instal kation. 

5HI ELDS, S. W. Public Service Co of Indiana, Inc, 03/07/01. 

KEPPLER, J. 0, Region 3, Office of Director. Ip 19629:079. 24X 

Ficho: 30-346, 83/07/01 , 8307 1 9021 0. 


9307190172 Informs that completion date for Item II of B30413 ltr re 
cable tray hanger insp extended to 030003. Corrective actions 
for procedures U nonconformances created delay. 

5HIELD3, S. W, Public Service Co of Indiana, Inc. 03/07/06. 

KEPPLER < J Q, Region 3, Office of Director. 2pp 19634:170. 24X 

Fiche: 50-546, 83/07/06, B307190172. 


8306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surry Rec Irculati on Spray Subsystem.” Svc list end, 

JORDAN, E. L Division of Emergency Preparedness fi< Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

York, Inc 154pp. 19963:293. 24X Ficho; 50-000, B3/07/1 1, 0306270401. 


8307180073 Verifies that program addressing 830202 confirmatory 
action ltr (CAL) Items 2-6. adequate for resumption of 
electrical work, per util 830415 fir 07Q1 ltrs.CAL closed 
KEPPLER, J. 0. Region 3, Office of Director 83/07/U. SHIELDS, S. W, 
Public Service Co, of Indiana, Inc. 2pp. 19960:199. 24X 

Fiche: 50-546,83/07/11, B3071B0073. 


8306270404 IE Info Notice B3-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid " Svc list end 
JORDAN, EL. Division of Emergency Preparedness fi< Engineering 
Response (Post B30103) 83/07/12. Consolidated Edison Co. of New 

York, Inc. iOlpp 19563:133. 24X Fi che: 30-000, B3/07/1 3, 8306270404. 
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830627040 b IE Info Notico 83 - 48 , -Gjseou, Pffluont Retea, es of 
RsdjOActive 1-125 b r -131 in Picess of M(?C Limits " Svc Hat 

C i 0A ' Sap «^ 4 rd, 6 Inspection Programs .Post 
830 J 03 ). 83 / 07 / 14 . Consolidated Edison Co of New York, Inc 

114 pp. 19713 : 270 . 24 X Fi che : 50 - 000 , B 3 / 07 / 14 , 0306270406 

LERs U related correspondence 

B30 7 030t74 Interim deficiency rept re passible Southwest Steel 
l-eoricatar no nc ortfoTming GA program for structural steel 
used in safety-related areas fn 1 tia 1 1 y reported on 830324 
Review c ontinuing. Nei t rept due by 830916 

keppl?b' S ,o Public Service Co. of Indiana. Inc 83/06/22. 

KEPPLER.J. G. Region 3t Office of Director tp J9199 028 24X 

FI ch«: 30-546* 83/06/22* 0307030174. 

IE ,fl5p ReptS 9 °~ 546 / 83 -CB >j 30 - 547 / 83-08 on 
8306 13 ** 17 , No non comp I lance noted 

£!fST| R 'c' ?* sA “* 3 ' 0ffic * af Director 83/06/27 SHIELDS* S. If 
Public Service Co. of Indiana* Inc. 2pp 19382 221 24X 

Fich »: 50-346. 03/06/27* 93071 10424. 

—8307110430 IS Insp Repts 50-546/83-08 4 50-347/83-08 on 830613-17 No 
noncomp 1 anc* noted. Major areas inspected: 1 leans 0 e action, 

1"< SP 10CFR30. 53(e) items, IE bulletin, S* 

Sw S!o J * l iT * P pBV «Ption* protection « suppression. 

R «Sion 3 * Office of Director 03 / 06 / 24 . 7 dd 
19382 : 223 . 24 X Fiche : 30 - 346 . 83 / 06 / 27 . 0307 1 1 0424 . 

83 ?u!olL <? rariri d **! Ci ? n ^ re P* re Allures on loop power 

supply cards It contact bounce in mercury relay utilized on 
t.rp channel test cards of He. t if.flt.cM 7300 process 
Ini tial ly reported on 030603. 

Public Service Co. of Indiana, Inc 83/06/30. 

KE PLER* J.O. Region 3, Office of Director. 2pp, 1 9-375-007 

Fi che: 50-346* 03/06/30, 83071 10306. 


d<!F ! cl * nc V rept re lack of OA involvement in 
fabrication of Category I HVAC duct work not serving 

r * p ar ted on 030607. Wert 

rept expected by 83(104. 

KEPPLEfl'j 0 n Ub ! <C C °' ° f Indian ‘ 3 ' In * 03/07/06 

2.,. R9iion 3 * Office of Director Ip. J962B- 267 

Ficbe: 30-346.83/07/06* 8307190261 


24X 


247 


9 slJ 1 ? ! 4Utftoriied tu resume remaining 

electrical safety-related const OA site managers replaced, 
S?.\ P I !!12 C i #UrM r * vill(fd «“ Personnel retrained. 

L1TTLE ^ W ' 5PES5ARD,F. Region 3, Office of Director 
/ll- lp. 19633:149. 247 F j che: 30-546. 93/07/11, 8307190039. 

'"i*!: 1 ? ..ft r. si. sheared pinlor, kegs in 

Limiterque Model SQ-D valve motor operators installed by 
West! njhouse. Initially reported on 820B05. Item not V 

repoT table per 10CFR50. 55Cel . 

KEPPLEff J a o Ub !‘ C S * rvlca Co of fndiana* Inc. 03/07/13. 

KE p PLE«,J.C. Region 3, Office of Director 2pp I 96 B 5 Q 97 24 * 

Flcht: 50-346, 83/07/13,0307220490. ' 

8307220460 Interim deficiency rept re welding technique, not covered 

on MOSM !£ E3 * Ct r IClI ? C 0A Initially reported 

on 030523. Drown-Boveri revised procedures to Include 

eHIELBsVS *ctivlttes M..t rept e.pecte* kg 831021 

KEPPLEr'j a 6 , i 6 ^'" c ° °* 83/07/1 4. 

KEPPUER.J^a Region 3. Ofllce af Director. Sop. 19686- 116 SOX 

FI che: 30-546.83/07/14* 0307220460 


DOCKET STW-50-556 BLACK FOX STATION. UNIT 1 

l ^ atl ° n/COrV5truct ion sta 9 & documents «- correspondence 

a3 nf! 7 2n!V G °"ri C .^. r 83 ~ 24 *° * 11 HWR *ppl i can ts for OL 6 holders 
at_s for Grand Gulf. LaSalle it Susquehanna re TMI last Action 
Plan Item I. G, 1, "Special Low Power Testing «* Trainmg 
L Recommendations for RWF?s. '* Svc list end 

EISENHUT.D, G Division of Licensing. 03/06/29. Long Island 

8306 27039 5° “ 6pP 19384 1 13 2-1 X F 1 c he 00-000. 83/06/29, 

B3 “f”! 7 “ r 33 -=* ‘® all epp I i cent* „r OLs 1 helpers of 

CPs for power reactors re c lari f l cat i on of surveillance 
rruFiiwu?*^ f °~ <Urse ] fuel impurity Svc list end. 

Edison ?n° iy l %ion * * Licensing 03/07/05, Cons o 1 1 da t e d 

Edison Co of New York. Inc. I6pp 19390317 24X 

F i c he : 50-000* 83/07/05* 0306270397 

8307080169 Generic Ltr 03-28 to all licensees of operating reactors, 
a E P i»n * for OL * holders of CPs re required actions based 4 
EISEnSu^ o o mP i, a J l0nS 0 * Sslem ATWS eve nts Svc list end. 

Edison co Of " V LU ^ in 9 83/07/00. Consolidated 

Edison Co of New York. Inc. 38pp 1 966? 269 24X 

FiChe; 30-000, 83/07/08* 8307080169 

IE 0ul,atift s fc correspondence 

GG SurrrRicir C 1, | ,f J NDt i Ce B3 Z* h ‘ " Ct> ^ 01 ' «ode Valve Failure, Degrade 
Su S i i t,D | Spray Sub s y , tef*. « Svc list end. 

JORDAN, E. L. Division of Emerg ency Prapai ednesa ■!< Engineering 

Sorrjn," P “?« e3 ° ,0 ?L*..“ 7O7/ ' 1 ' ui^rte.' of Ne, 

1 Inc. J 54p p , 19363:293 24X Fi c he 50-000* 03/07/ 1 1 * 030627040 

“iF" „.. 

14lpp 19363 153 24X Fic h e 50-000* 03/07/ 12. B30627040* 

Radioactive I-I23 L 1-131 in Excess of NRC Limits. 1 ' Svc list 

8301™'/ W a3/S7^ i0n "r OA ' s-f.juor*. *, In.p.ction Progro*. (Po.t 
«JUlU3). 83/07/14 Consolidated Edison Co of New York* Inc 
ll4pp 19713:270. 24X Fi che : 50 -000, 83/07/1 4, 0306270406. 


DOCKET STN-50-557 BLACK FOX STATION, UN I T 2 

*^ ag<J documents t correspondence 

8306270395 Generic Ltr 83-24 to all BUR applicant, for OL ft holders o 

Plan Item r | n o t “ 1 MR LaS f 1 ! ^ Susquehanna re TMI Task Action 
Plan Item 1. 0. 1. Special Low Power Testing 6 Training 
& R e camme-nda t ions for BURs. ” Svc list end S 

fi ^ Div<sion of Licensing 83/06/27. Long Island 
8306 2703'9'5°" ^ 19384:115, 24X F i c he : 30-000. 03/06/29, 

"STJ2r.2iri: L r B3 ' Ei to au ol* & h.id. r . o* 

CPs for power reactors re clarification of surveillance 
ElSENHU? B n ^ f«*T diesel fuel impurity. Svc list end. 

E1SENHUT* 0 <3 Division of Licensing 83/07/09 Consolidated 
Edison Co. of New York, Inc- 16pp 19390 317 24x 

Fiche- 30-000* B3/07/09, 030^270397 


t ? OC KET _ STN ~ 5Q " 35:3 PH,PPS QEND nuclear station* UNIT I 
?,™!“”“!"l C * mitf ' t,C * iori ^^cuments h correspondence 

8306270395 Generic Lfer 83-24 to all QWR applicants for OL t. holders of 

PUn f Item r i n G ? W ’ 1 J*. * Su 99uehanna re TMI Task Action 

Plan Item I. G. I* -Special Low Power Testing & Training 
& Recommendations for BWHs. " Svc list end 

Division of Licensing. 83/06/29 Long Island 

0306270393°' 39384 ' Jt5 - 3** Fl ch e : 50-000* 83/06/29* 


DOCKET STN 30-534 PHIPPS BENO NUCLEAR STATION, UNIT 2 

5tfl se rfocu^ents J5. correspondence 

i B *“ T Went, for DU & holder, of 
Plln Item l 2 ® Ul ^; La5 * 1 * ^ Susquehanna re TMI Task Action 
Plan Item 1.0.1, Special Law Power Testing U Training 

Ji2Z52fU*S' atlC,,i f ° T BWR ’ " Svc end s 

^f Ivision of l-icensing. 83/06/29. Long Inland 
0306270393° l 93Q4 : 1 l 3 74X Fi che 50-000, 83/06/29* 


8307000169 Generic Ltr 03-2B to all licensees of operating reactors 
applicant. For QL l: holders of CPs re required actions based 

EIsInhut d of Sfllem ATWS ^onts. Svc list end. 

D G i= Dlvi,,on of Lie ens i ng. 83/07/00. Consolidated 
Edison Co. af New York* Inc. 3Bpp, 19669 267 ^ 4 X 

Fi.he: 50-000, 83/07/08. 8307080169 * 4X 


inspection reports* IE Bulletins & 


correspond ence 


8306270401 IE Info Notice 83-46, "Conimon Mode VaJve Failures Dsararfe 

JORDAN E C (‘ rC "mV ° n Spray Sub ^* t6m “ Svc list end D " tade 

JORDAN, E. L. Division of Emergency Preparedness 6 Enaineerino 

Yiirvj Po \i a3o,o v^ a 3/07/11 ?*»*oH** t ;d eS;;:; m 

Fkr Inc 154pp. 19363:290. 24X Fi ch e : 50-000. 03/07/ 1 1 , 030637040 

e3 R«u?!! 0 Vr Notice 03-47. '‘Failure of Hydraulic Snubbers as 

JORDAN Vi Con £? m J n f fced Hydraulic Fluid, Svc list end. 

JORDAN. S L. Division of Emergency Preparedness It Engineerino 
Re, onse (Rust B30!O3K 83/07/12. Consolidated Edison C^ of No, 

York* Inc 141pp. 19563:153. 24X Fiche - 50-000, 03/07/1 2, B3062704Q' 
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8306270406 IE Info Notice 83-48. "Giieous Effluent Releases of 
Radioactive J-125 U 1-131 in Excess of NRC Limits " Svc list 
one 1 . 

TAYLOR. J. M. Division of GA. Safeguards 6 Inspection Programs <Post 
830103). 03/07/14. Consolidated Edison Co of New York. Inc 

114pp. 19715:270. 24X Fi che: 90-000, 83/07/ 14. 0306270406. 


DOCKET STN-50-566 YELLOW CREEK NUCLEAR PLANT, UNIT 1 


S. Reportable occurrences. LERs b related correspondence 


6307120290 Second interim deficiency rept re nond i vi s land 1 power 
received by transfer switches to auxiliary feedwater sys 
Initially reported on 030202. Redundant circuits identical to 
existing design provided. Net t rept expected by 630927. 

MILLS, L.M. Tennessee Valley Authority. 03/06/27. D 'RE ILLY. J. P 
Region 2. Office of Director. 3pp. 19423:033 34X 

Fiche: 30-000. 03/06/27. 0307120230. 


DOCKET STN-30-367 YELLOW CREEK NUCLEAR PLANT. UNIT 3 


S. Reportable occurrences. LERs 6 related correspondence 


0307120230 Second interim deficiency rept re nond ivi sional power 
received by transfer switches to auxiliary feedwater sys, 
Initially reported an 030202. Redundant circuits identical to 
existing design provided. Ne xt rept expected by 830927, 

MILLS. L. M. Tennessee Valley Authority, 03/06/27. 0 'RE ILLY. J, P. 

Region 2, Office of Director. 3pp. 19423:033. 24X 

Flche: 30-000. 03/06/27. 0307120230. 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0023 ROCKWELL INTERNATIONAL CORP. . CANOQA PARK, CA 


0307110640 Clarifies safeguards licensing policy re inventory 
requirements of SNM contained In liquid fi* solid waste matls 
stored at Site. Request for exception from IOCFR70. 51 should 
be submitted for storage of holding account waste discards. 

SMITH, C. N. Fuel Facility Safeguards Licensing Branch. 03/01/13. 
REMLEY.M, E. Rockwell I n frerna t i cna 1 Corp 2pp. 19434:106 


0307030001 Responds to 030612 Itr re license renewal application, 
Commission 030602 order, address ing requests for hearings b 
procedures for filing intervention or limited appearance 
statements, enc I. W/o encl, 

HANCHETT, J. G. Region 3, Office of Director 03/06/28. BELKNAP, L. 
Affiliation Unknown. Ip. 19220:132. 


• — 8307090009 Requests da t e, 1 oca 1 1 on & time of hearing on application for 

license renewal. 

BELKNAP. L. Affiliation Unknown. 03/06/12, Commissioners, lp. 
19220: 133. 


9307120467 Package of eight citixen requests for informal hearing re 
effects of licensed reactor on community. 

WINEOURA. K. i WI NELAND. 8. , JACKSON, K. Aff 1 1 la U on Unknown. 83/06/20 
PAGE. R G. Uranium Fuel Licensing Dranch. 8pp. 19424:197. 


8307290104 Memorandum fit order directing licensee to answer petitions to 
intervene within 10 days after svc of order. NRC may answer 
petitions within 13 days after svc of order if NRC decides 
to appear. 

LAZO, R.M. Atomic Safety and Licensing Hoard Panel 03/07/26 
Rockwell International Corp. 4.pp. 19791: 289. 


DOCKET 70-0027 BABCOCK fit WILCOX CO. . LYNCHBURG. VA 


8307110596 Advises that proposal to extend completion of approved 
Interim security measures described In 820813 ltr by 030220 
acceptab 1 e, per 821201 request. 

SMITH, C.N. Fuel Facility Safeguards Licensing Branch. 03/01/10. 
REGAN, N, Babcock fit Wilcox Co. ip. 19391:312. 


030711064? Advises that Matls fit Plant Protection Amend MPP-1 to License 
8NM-42 revised. amend ing License Condition 2. 1 to update 
measurement std lists in fundamental nuclear mafcl control 
p lan. Bubmi ttal of new std calibr data summary requested. 

RENTSCHLER, R. R. Fuel Facility Safeguards Licensing Branch. 

83/01/24. CORDANI,R.A t Babcock fit Wilcox Co 2pp. 19434:033. 


8307110531 Advises that unnumbered license condition to Amend MPP-i 
to License BNM-42 1 ssued. approving discards in response to 
020920 ltr re use of OOE/NRC Forms 74 J , 742 fi. 742C fit DOE Rept 
M-742. 

SMITH# C. N. Fuel Facility Safeguards Licensing Branch, 83/02/04. 
CQRDANi. R. A. Babcock fit Wilcox Co. 2pp 19434.110. 


8307 1 1 066,6 Advises that revised pages to physical security plan 
ac c eg tab 1 e. NRC withholding approval of security personnel 
qua 1 i f i c a t i o n training & equipment plan pending submittal of 
pages inadvertently omitted from 830119 ltr. 

SMITH, C. N. Fuel Facility Safeguards Licensing Dranch. 83/02/04. 
REGAN. N Babcock b Wilcoi Co lp 19434 071 


9307110630 Advises that Matls f, Plant Protection Amend MPP-1 to LlcBni* 
SNM-42 amend ed, r tvi s ing Section 9 1C set forth in encl. per 
030203 transmittal of three pages to security personnel 
qualification training &. equipment plan 

BROUN, H B Fuel Facility Safeguards Licensing Branch 63/02/09. 
REGAN. N. Babcock b Wilcox Co. 2pp 19434 1J7 


8307220282 Forwards IE Safeguards Insp Rept 70-0027/B3-I2 on 030624-28 
No noncompliance noted Rept withheld <ref 10CFR2- 790) 

STOHR.J.P Division of Emergency Preparedness b Materials Safety. 
93/07/13 ECKERT.J P. Babcock b Wilcox Co. 2pp 19691:342 


DOCKET 70-0036 COMBUST ION ENGINEERING, INC,. WINDSOR, CT 


0307090090 Clarifies safeguards licensing policy re inventory 
requirements of SNM contained in liquid b solid waste matls 
stored otulte Appropriate revs to fundamental nuclear ma 1 1 
control submitted. 

SMITH, C N Fuel Facility Safeguards licensing Branch 03/01/13 
ESKRIDGE, H. Combustion Engineering. Inc. 2pp. 19366: 325. 


8307200525 "Occupational radiation Exposures, 1981-82. " W/03O7OB ltr. 
E6KR IOGE, H. E. Combustion Engineering, Inc 83/07/00. CROW, W. T. 
Uranium Fuel Licensing Dranch 6pp 19672.265 


8307200392 Lists beta sampling results obtained during t e 1 c on. L i c en 5 ee 
plans no further action on Tc beta analysis. 

B IDINGER, G. H Uranium Fuel Licensing Branch B3/07/13. CROW, W. T. 
Uranium Fuel Licensing Branch. lp 19672:263 


8307280321 Forwards IE Safeguards Insp Rapt 70-0036/83-02 on 930620-23- 
No noncompliance noted. 

MILLER, J. R Region 3, Office of Director. 03/07/26. L I CHTENBERGER 
Combustion Engineering, Inc 2pp !97B9:240. 


— 8307280325 IE Safeguard® Insp Rept 70-0036/83-02 on 830620-23 No 
noneompl lance noted Major areas inspected matl control fit 
accountability Details withheld Cref 10CFR2, 790). 

MADEDA, T. J. , PATTERSON, J. F . CREED, J R Region 3. Office of 
Director 03/07/25 Ip 19709 242 


DOCKET 70-0064 STANFORD UNIV. * STANFORD, CA 


8307130151 IE Insp Findings ?< Licensee Ac k (ltd 030303 of License 
SNM- 56. Insp findings: no violations observed, 
e Region 3, Office of Director. 03/03/03. lp. 19535:233. 


DOCKET 70-0115 WASHINGTON, UNIV, OF, SEATTLE, WA 


B 307180244 Ac k receipt of 830701 ltr informing NRC of steps taken to 
correct violations noted in IE Insp of License SNM-100 on 
830 517. 

BOOK, H. E Region 5, Office of Director 83/07/13. MILLER, W. P. 
Washington. Univ. of, Seattle, WA lp. 19553:231 


—8307180246 Responds to NRC B306Q7 ltr re violations noted lh IE insp 
of License SNfi-lOB on 830517 Corrective ac t i ons : t es t s 
scheduled on shorter cycle than 6 months, per License 
Condition 13. A. 1. 

MILLER, W. P. Washington, Univ. of, Seattle, WA 83/07/01. 

SCARANU, R. A. Division □ f Radiological Safety b Safeguards Program, 
lp 19555:232. 


DOCKET 7G-0133 BABCOCK fit WILCOX CO. . APOLLO, PA 


030711060-9 Clarifies safeguards licensing policy re inventory 
requirements of SNM contained iti liquid b solid waste matls 
stored at site. Request for exception from 10CFR70. 51 should 
be submitted for storage of holding account waste discards. 

SMITH, C. N. Fuel Facility Safeguards Licet, sing Branch. 83/01/13. 
AUSTIN, M. A. Babcock fit Wilcox Co. 2pp. 19434:100. 


0307110662 Forwards revised Sections 1-0 of Matls b Plant Protection 
Amend MPP-1 to License SNM- 1 45, deleting obsolete conditions 
fit changing refs to fundamental nuclear matl control plan for 
low enriched U operations, in response to 020610 submittal. 

SMITH, CN Fuel Facility Safeguards Licensing Branch. 03/02/04. 
AUSTIN. M. A Babcock b Wi lcox Co. 4pp 19434:067 
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SSO'MlC'sa * StvnM safeguards A rend MFP-J to License ENfl-14 5. effect i ve 
l - * i i a t el'-j' re gross weight measurements on U heiaflucride 
(g I ir.j«r t. in response to 830209 Itr 

a'JfiKsTT. P F Division of Safeguards 83/02/10 AUSTIN* fl. A 
Datccsfc *■ Wilcoi Co ip 19434.120 


B39711091S Application to renew License sNM-143 to complete phaseout 
of U r-f 5 operations at Apollo. PA 

AUSTIN. *1 A Gabcoct fr Uilcot Co 03/05/2* PAGE.fl G Uranium Fuel 
Licensing Branch !p. 19394 192 


--53071 10518 Responds to 030526 app 1 ica t lor. to renew License SNM-145, 
Anerd to license will be issued changing expiration date 
Payment of fee requested 

WEIS--D License Fee Management Branch 03/06/09 AUSTIN. M. A. 
Babcock ?, Wilcox Co 2pp I93B4 J93 


8307110653 Grants request to have two designated individuals act as 
MBA -6 custodians per shift, w/one in lab St other in 
production area, in response to 030120 ltr. License Condition 
2 5 to Amend MPP-1 to License SNM-124 revised. 

BROWN. WJ. Fuel Facility Safeguards Licensing Branch. 03/02/17. 
HENSLEY. K. D Nuclear Fuel Services. Inc. (subs, of Getty Oil Co.). 
2 pp. 19434:108. 


0307140423 Forwards IE Insp Rept 70-0143/83-14 on 030307-11 h notice Of 
violation. 

STOHR, J. P. Division of Emergency Prepa redness & Materials Safety. 
83/04/01. MANSER. W. C. Nuclear Fuel Services. Inc. (subs, of Qottu 
Oil Co ). 2pp 19521 161. 


6307140426 Notice of violation from 
* Region 2 , Office of Director. 


insp on 030307-1 1 . 
03/04/01. Ip, 19321:163. 


0337140143 
< n t I r».i 
activity 
AUSTIN. M 
Lie arising 


Application to amend Epee I D I of License SNM-145 per 
sed pages to permit storage of low specific 
waste in decontamination facility at Apollo site. 

A Babcock '« Wilcox Co 83/06/03 PAGE. R G Uranium Fuel 
Branch 6pp. 19329 345 


-83071 4042S IE Insp Rept 70-0143/83-14 on 830307-1 1 . None omp i lance noted; 
proportional detectors performance tests unacceptable per 
Procedure NFS-HS-A4 

EVANS, C D. Region 2, Office of Director. MONTGOMERY, D. M. 

Division of Emergency Preparedness St Materials Safety. 03/03/31, 

Son. I c? 5 3 1 • t A. d 


LOCKET 70-0143 NUCLEAR FUEL SERVICES. INC , ERWIN, TN 

0,1371 103 S’J Advises that new license condition to Amend MPP-i to License 
SNM-124 1 ssued. granting 830104 request for 7-day extension 
for completing certain requirements of 10CFR70. 51 <e><4 ) for 
821215 high enriched D physical inventory 

BURNETT, P F Division of Safeguards 83/01/12 HENSLEY. K D 
Nuclear Fuel Services, Inc (subs of Getty Oil Co J Id 
14393 305 k 

ti3v7UG625 Clarifies safeguards licensing policy re inventory 
requirements of SNrt contained in liquid t* solid wastp 



G "c.i I License Condition 2 i to Amend MPP-i to Lice 

wM-124, granting approval to begin matl control t, accounting 
operations per 821109 L 1229 itrs accounting 


HEN-LEY w n Safeguards Licensing Branch 

HENSLEY. n D Nuclear Fuel Service, Inc 
2pp 1939 1:346 


03/01/ ] 4 
of Getty Qi I Co >. 


mJ'wfSS'k *° — Por^rMn^v,. 

iS L" 0i ^° B u r ,, 

snm '’ 24 ' 

15391 302 Inc <5ubs af Oil Co. > ip 




5307100069 Ad 

JCC 

1GCFR7Q 
PENTSCHLER. R ff . 


93/ 5 l .'i 5 ^ BOOTH. B ”"‘A 


Cd ). 


(subs of Getty Oil 


Liens. c.„mi.n a. „ 

SMITH. C N F V '2 ™ 5 P° na * S30125 itr. 

HENSLEY. K D Nuc 1 S | fe 9 uar<Js Licensing Branch 03/01/31 

l» l«.l V MrF " ,,S,,,lt,s ' <*«»«. of 0.tt, Oil Co. ). 

3307090094 Advis., ... 

r.viein, Section ° # Am *" d MPP " 1 License SNM-124, 

guidance 0 6 *nterim security measures per enci 

BOOTH. R Nucuir^F^l! 1 ^ Sa '«9 u * rt} 5 Licensing Branch, 03/02/04 
19366 327 Fufll S " v,Cas * Inc (subs 0 f c« t ty Oil Co ) 3pp . 

8307U0548 icnfi rrtl « 

LOE/^C r ar * 741 ‘ £5^"“**;?* & E Spark, r* use Of 

Form ?®4 «uciear Mat! Transfer Receipt," replacing 

BROWN, U B p u# . r 

HENSLEY. H D. Nuci Vmr III flill'l*''*' V"*"’ 1 " 5 ^anch. 03/02/08 
If 19391 t7? 1,ar Fuel Slices. Inc (subs of Getty Oil Co’ > 


8307200010 Add l response to FOIA request for rept* re inventory 
differences at NFS App A documents partially withheld (ref 
FOIA Exemptions 1.3 & 4). Forwards nonoxempt portions of 
?E£ nt , S M ReV i? U ° f re ™ , l ni "9 13 documents In progress 
Bhi I a f ' ?■- ? lvl9lQn of nvles and Records 03/04/20. BARLETT, D. L. 
Philadelphia Inquirer. 6 pp. 19671:001. 

Foruards detailed rept on current * planned projects 
i^veSto^u t °i* prDve fa cility accountability sys St associated 
I0CFR2 790) nee re,wlt!i Saf 0 9 uaT ^5 info deleted (ref 

79/10/23 W ‘ F UBl n S<? y V l Ce5 ’ InC UUbs ’ ° f 0et ^ 0U Co >► 

BURNETT. R. F. Division of Safeguards, 13pp. 19671:000. 

8307200019 Forwards matl balances for inventory period 790312-0618 
*;L:X; r !' infD dele t^ (ref lOCFRa. 790). y P 0618 

79/07/04' HENNA 1 ! 3 ; ? erV i cea ' Inc - <»Obs. of Getty Oil Co. ) . 

19671:023. 1 ’ Region 2, Atlanta, Safeguards Branth. 3pp, 

”’ 03 ?nr°h?«h , Faru,a y d * matl balances for inventory period 790309-0307 

hSd U & Pu ^ Safeguards info dieted (ref 307 

lEsL* ‘““ s " X8rrs& r.t:, %t 

-I:::".:-;.!™::::. - 

-ssk xsre%x %; 

H 79/02/09. ° KENNA^w 3 ^. ^Reg^on^^Atlanta ‘saJ 5 ' ° U C0> ' 

19671:038. 9 Atlanta. Safeguards Branch. 3 pp. 

"1S:v 5 ;-“ = ~ :™“ 

79/09/24. KENNA^W^B ^ftigfon^^Afc (5Ub * ° f ° etty 011 Co > - 

19671 : 043 . Region 2 . Atlanta, Safeguards Branch. 3 p p . 

™r° r * ^ ™*"004. 

KfS”” XKTS*. «y : 

'’sSsn.arns air- 

00/01/31. KENNA.^^.^Regfon^^Aillnta ^af^’ 0il Co ‘ >■ 

19671 053. 3 n 2 ‘ 1 anta. Safeguards Branch. 0 pp. 

7 ? 0 r tDrV PeH ° d 7?l2l a"0OO323. 

00/05/00! 'KeNNAx l w a S. FW Sig?!S V i"Ji,iJI; of Oil Co.). 

19671.061 region 2 , Atlanta, Safeguards Branch, 3 pp. 
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— 6307200049 Forwards matl balance sheets For inventory period 791212- 
000323 inadvertently omitted from c orrespondenc e. Safeguards 
info deleted (ref 10CFR2. 790) 

HENSLEY. K D. Nuclear Fuel Services. Inc. (subs, of Getty Oil Co. > 
60/03/12. KENNA, W. B. Region 2. Atlanta. Safeguards Branch 3pp. 
19671: 064 


— 8307200051 Forwards matl balances for high enriched U for physical 
inventory period 000323-0527. Safeguards info deleted 
(ref 10CFR2. 790). 

HENSLEY# K. D. Nuclear Fuel Services. Inc (subs, of Getty Oil Co.). 
80/07/0B. KENNA, W. B. Region 2. Atlanta. Safeguards Branch 4pp 
19671 : 067. 


— 8307200053 Forwards matl balances for inventory period May-Aug 1900 
Safeguards info deleted (ref 10CFR2 790). 

HENSLEY, K. D. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.) 
00/09/24. KENNA, W. B. Region 2. Atlanta# Safeguards Branch. 5pp 
19671: 071. 


>8307200056 Forwards matl balances for inventory period 000801-0926. 
Safeguards info deleted (ref 10CFR2. 790) 

HENSLEY# K. D, Nuclear Fuel Services. Inc. (subs of Getty Oil Co). 
60/11/10. KENNA. W. B. Region 2, Atlanta. Safeguards Branch. 5pp. 
19671: 076. 


— 8307200090 Forwards matl balances for inventory period Sept-Nov 1980. 
Safeguards info deleted (ref 10CFR2. 790) 

HENSLEY, K. D. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 
00/12/23. KENNA, W. □, Region 2, Atlanta, Office of the Director 
(01/03/01). 5pp. 19671:001. 


— 8307200059 Forwards matl balances for 001120-810121 operating period. 
Safeguards info deleted (ref 10CFR2. 790). 

HENSLEY, K. D. Nuclear Fuel Services, Inc. (subs of Getty Oil Co.). 

01/02/24. LEWIS, R. C. Division of Resident & Reactor Project 
Inspection. 6pp. 1967J:QB6 


— 8307200062 Forwards matl balances for 610121-0323 operating period. 
Safeguards info deleted (ref 10CFR2. 790) 

HENSLEY, K, D. Nuclear Fuel Services, Tnc. (subs of Getty Oil Co ). 

01/05/01. LEWIS, R. C. Division of Resident 6 Reactor Project 
Inspection. 7pp. 19671:092 


— 0307200069 Forwards matl balance for 010327-0729 operating period. 
Revised sheet for 810325-0527 period for Natl Balance Areas 
5 Sc 6 Contained in 810709 matl balance rept Safeguards info 
deleted (ref 10CFR2. 790). 

HENSLEY, K. D. Nuclear Fuel Services. Inc (subs of Getty Oil Co.). 

Bl/09/10. LEWIS, R. C. Division af Resident & Reactor Project 
Inspection. 6pp. 19671:098 


— 8307200072 Forwards matl balances far 010325-0527 operating pertod. 
Safeguards info deleted (ref 10CFR2. 790). 

HENSLEY, K. D. Nuclear Fuel Services, Jnc. (subs of Getty Dll Co). 

81/07/09. LEWIS, R C. Division of Resident 6 Reactor Project 
Inspection. 7pp. 19671:109. 


— 0307200075 Forwards matl balances for Jul-Sept 1981 operating period 
Safeguards info deleted (ref 10CFR2. 790). 

HENSLEY, K. D. Nuclear Fuel Services, Inc (subs, of Getty Oil Cd ). 

81/11/11. LEWIS, R. C. Division of Resident ** Reactor Project 
Inspection. 7pp. 19671:112. 


— 0307200077 Forwards matl balances for Sept-Dec J9B1 operating period. 
Safeguards info deleted (ref 10CFR2. 790) 

HENSLEY, K. D. Nuclear Fuel Services, Inc. (subs of Getty Oil Co ). 

62/01/13. O'REILLY, J. P. Region 2, Atlanta# Office of the 
Director (01/03/01). 7pp. 19671:119. 


— 8307200080 Forwards matl balances for Dec 1901 - Feb 19B2 operating 
period. Safeguards info deleted (ref I0CFR2. 790). 

HENSLEY, K. D. Nuclear Fuel Services, Inc (subs, of Getty Oil Co ). 
82/03/05. O'REILLY, J. P. Region 2, Office of Director. 7pp. 
19671: 123. 


— -0307200083 Forwards matl balances for Feb-Apr 1902 operating 
per iod. Safeguards info deleted (ref 10CFR2. 790). 

HENSLEY, K. D. Nuclear Fuel Services, Inc. (subs of Getty Oil Co.) 
82/03/07. O'REILLY, J. P. Region 2. Office of Director. 0pp. 
19671: 132. 


— 0307200086 Forwards matl balances For Apr-June 1902 operating period. 
Safeguards info deleted (ref 10CFR2. 790). 

HENSLEY, K. D. Nuclear Fuel Services# Inc. (subs, of Getty Oil Co.). 
02/07/13. O'REILLY, J. P. Region 2, Office of Director. 7pp. 
19671: 140. 


- -8307200091 forwards Region 11 proposed license conditions to be 
imposed on NFS if startup approved L Div of Sy s integration 
comments Add! insp effort may result in more 
recornmendat ions. 

STELLO# V. Office of Inspection h Enforcement# Office of the 
Director 79/12/07. BURNET I , R F Division of Safeguards. ip 
19671 147 


— B307200Q96 Forwards Region 11 recommendations for license conditions to 
be imposed an NFS if startup app r oved Spec i f ic safety 
recornmendat ions having impact an safeguards sys included 
Safeguards info deleted 

O'REILLY, J P Region 2, Atlanta. Office of the Director. 

79/11/21 DURNETT, R. F. Division of Safeguards llpp 19671.148. 


0307000648 Ack receipt of 030407 ltr to NFS re proposed groundwater 
monitoring program for waste lagoons on NFS pr operty C i ty 
of Erwin, TN still plans to consider Bannpr Spr i ng , ad jac en t 
to NFS holding lagoons, for water source 

REAGAN# S. Tennessee, State of. 63/05/02 WYNGARDEN. S. Uranium 
Fuel Licensing Branch 2pp. 19364:177. 


0307150449 Transcript of 030511 Commission meeting re review of 
NFS-Erwin settl ement# Ex emptions t 6 10 in Hash i ng ton , DC . Pp 
1-66. SJ Chilk 830706 memo releasing transcript end. 

# Commissioners 03/03/11. 70pp 19340:229. 


0307000629 Forwards response to IE Insp Rept 70-0143/03-17 ** notice of 
violation Program Initiated to perform detailed 
contamination surveys of processing facilities to locate 
contamination sources. 

GUINN, F. K. Nuclear Fuel Services, Inc (subs of Getty Oil Co). 
83/06/24 STOHR, J. P Division of Emergency Preparedness 6 Materials 
Safety. 4pp. 19364.221 


0307140193 Forwards IE Safeguards Insp Rept 70-0143/03-21 on 830517-20. 
No noncamp 1 ianc e noted. 

STOHR, J P Division of Emergency Preparedness 6 Materials Safety 
83/06/20. QUINN, F. K. Nuclear Fuel Services, Inc. (subs, of Getty 
Oil Co. >. 2pp 19514; 060 


—0307140199 IE Safeguards Insp Rept 70-0143/03-21 on 830517-20 No 
noncompliance noted Major areas inspected measurements & 
statistical control s, independent insp effort << followup on 
previous insp findings Details withheld (ref 10CFR2. 790) 

BATES, J W. , RICHARDS# B. L. Region 2# Office of Director. 

MC ALP I NE# E. J. Division of Emergency Preparedness & Materials 
Safety. 83/06/28. Ip. 19514:062 

8307140205 Ack receipt of 030217 ltr re Rev 52 to fundamental nuclear 
matl control plan. Changes consistent w/provi si ons of 
10CFR70 32(c) If acceptable. 

STOHR, J P Division of Emergency Preparedness & Materials Safety. 
83/06/29. GUINN, F. K. Nuclear Fuel Services, Inc. (subs of Getty 
Oil Co. >. Ip 19522 044. 


8307140261 Ack receipt of 030216 Rev 51 to fundamental nuclear matl 
control plan Changes consistent W/10CFR70 32(c) 
acceptable. 

STOHR, J. P Division of Emergency Preparedness 6 Materials Safety. 
83/06/29. GUINN. F, K Nuclear Fuel Services, Inc (subs of Getty 
Gil Co. >. Ip 19523: 001. 


0307080435 Forwards IE Safeguards Insp Rept 70-0143/03-24 on 030607-09 
No noncompliance noted. 

STOHR# J. P Division of Emergency Preparedness 6 Materials Safety. 
03/07/01. GUINN, FK. Nuclear Fuel Services, Inc. (subs, of Getty 
Oi 1 Co ). 2pp. 19347: 243. 


—0307000460 IE Safeguards Insp Rept 70-0143/03-24 on 030607-09. No 
noncompliance noted. Major areas i nspec ted : sucur i ty 
argeni nation, records- test ing# barriers, 1 igh ting, assessment 
& communi cati on. Deta i Is withheld 

TOO IN. W- J. . ENNIS, J. Region 2. Office of Director MCGUIRE. D R 
Division of Emergency Preparedness S» Materials Safety. 03/06/30, 
lp 19347:243. 


8307140247 Ack receipt of 030216 t< 17 ltrs transmitting nevs 40 6 49 
to fundamental nuclear matl control plan Revs consistent 
W/10CFR70. 32(c) It acceptable. 

STOHR# J P Division of Emergency Preparedness & Materials Safety. 
03/07/01 GUINN# F. K. Nuclear Fuel Services. Inc. (subs, of Getty 
Oil Ca. ) lp. 19523.050. 


8307200462 Application for amend to License SNM- 124, super sed i ng 
010320 application by revising organnation 6 
administration chart. 

GUINN, F. K. Nuclear Fuel Services, Inc. (subs of Getty Oil Co > 
B3/07/06. PAGE, R . G. Uranium Fuel Licensing Branch 24pp 
19672: 200. 
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8307180430 Forwards proposed mods to license conditions for License 
5NM-124 scheduled for submittal in Jan 1984 License 
condition section should be upgraded to include suggested 
mods . 

SCKJNG. A. L Uranium Fuel Licensing Branch. 03/07/13 IDEKER.R. 
Nuclear Fuel Services, Inc. (subs, of Getty Oil Co. ). 4pp 
19366: 335 


8307280135 Forwards "Daily Summary of Stack Monitoring*' for airborne 
radioactivity concentrations during June 1983. 

GUINN, F K Nuclear Fuel Services, Inc. (subs of Getty Oil Co ). 
83/07/13. O'REILLY., J P. Region 3, Office of Director. Ip 

19826: 028 


• — 0307280150 “Daily Summary of Stack Monitoring" for airborne 
Tart toac t i vi ty cone entra t 1 ons during June 1983. 

a Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 83/07/13. 

2pp. 19026:029. 


8307260492 PNO- 1 1-03-035: an 830720, during maint on demister in shutdown 
ventilation sys, hydrogen flashback occurred at entrance to 
furnace in Bldg 300 coupler. No Internal personnel 
cant ami nat i on or release to environ detected. 

CORYELL, G. P. i BARR, K. P Region 2, Office of Director. 03/07/21. 

2pp. 19734:010. 


DOCKET 70-0168 NUCLIDE CORP., STATE COLLEGE, PA 


B3Q7280 1 73 IE Insp Findings & Licensee Ack dtd 830629 of License 
SNM-1S9 Insp findings:nn violations observed. 

LADUM, R H. Region 1, Office of Director. 03/06/29. Ip. 19792:092. 


DOCKET 70-0223 CALIFORNIA, UNIV. OF, LOS ANGELES, CA 


8307260321 Forward* IE Insp Rept* 30-142/03-03 i. 70-0323/83-01 on 
830628. No noncompllance noted. 

N ORDER KAUG* L. R, Region 3, Office of Director. 03/O7/OS. 0 'NEIL, R. 

California* Univ. of, Los Angeles. 2pp 19734:156. 34X 

Fiche: 50-142, 03/07/08,0307260521. 


— B30726052B IE Insp Rept-s 50-142/03-02 k 70-0223/83-01 on 830628. 

No noncompl lance noted. Major areas inspected: SSNM inventory. 
NELSON, G. B. , NORDERHAUG, L. R. Region 5, Office of Director. 
83/07/08. 3pp. 19734:130. 24X Fi ch e : 30-1 42. 03/07/00, 8307260321 . 


8307260442 Forwards modified Page 2 to IE Insp Rept* 30-142/03-02 S< 
70-0223/03-01 summarizing SNM physical inventory. 

N-QRDERHAUG, L. R. Region 3* Office of Director, 03/07/20. O'NEIL.R. 
California* Univ. of, Los Angeles. ip. 1973I:2B4. 24X 

Fiche: 30-142,03/07/20, B3G7260442. 


— 9307260444 Modified Page 2 to IE Insp Repts 50-142/03-02 it 
70-0223/83-01 on B3062S. 

* Region 5, Office of Director. 03/07/20. Ip. 19731:285. 24X 

Fiche: 50-142, 83/07/20, 0307260442. 


0307290134 Forwards IE Insp Repts 50-142/03-02 h 70-0223/83-01 re 
recent SNM inventory. 

WOCJOHEADiC. P. Hearing Branch 4. 83/07/20. FRYE, J H. , DR I6HT* Q. 0. « 

LUEEJKE, E. A, Atomic Safety and Licensing Board Panel. 6pp. 
19022:134. 24X FiC h *: 50- 1 42, 83/07/20, 03072901 34. 


DOCKET 70-0364 BABCOCK. «t WILCOX CO, , APOLLQ, PA 


8307110605 Advise* that Matls & Plant Protection Amend MPP-t to 
License SNM-414 amen ded * revi s i a g License Condition 9.1 re 
Park* Township security plan for safeguarding SNM of 
moderate strategic significance as contained in end. 
RENTSCHLER. R. R. Fuel Facility Safeguards Licensing Branch. 
83/01/27. AUSTlNrh. A. Babcock it Wilcox Co. 2pp. 19391:319. 


8307010130 Responds to 030307 ltr re cancellation of Category II 
security plan for safeguarding SNM of moderate strategic 
si gnlf Icance. Change acceptable. 

MARTIN* T. T. Division of Engineering i Technical Programs. 03/06/17. 
COLEMAN* W. L. Babcock it Wilcox Co. 2pp. 19175:321. 


8307140277 Forwards IE Safeguards Insp Rept 70-0364/83-04 on 030606-10. 
No noncomp ) ianc e noted. 

MARTTNi-TJT. Division of Engineering it Technical Programs. 83/06/37. 
COLEMAN* W, L. Babcock 8* Wilcox Co. 2pp. 19522:320. 


83071 402 Bi IE Safeguard* Insp Rept 70-0364/03-04 on 030606-10. No 
noncomp lianct noted. Major areas inspected; holdup 
measurements during decommissioning. 

ZIBULSKYiH., WOLTNER,E. F. , DELLA RATTA, A. Region 1, Office of 
Director. 03/06/34. 2pp. 19522:322. 


8307130445 Advises that all future applications t fees for licensing 
ac tions, related correspondence & inquiries should he sent to 
Region I as stated in end FR notice. Safeguards info should 
he sent to Div of Safeguards. 

ROUSE, L. C. Advanced Fuel it Spent Fuel Licensing Branch. 03/07/01. 
AUSTIN, M. A. Babcock it Wilcox Co. 0pp. 19510:039. 


6307150107 Ack receipt of 030622 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 70-0364/63-03. 

STAR0STECK1, R. Division of Project it Resident Programs. 63/07/11- 
COLEMAN, W. L. Babcock & Wilcox Co. Ip. 19336:155. 


— 6307150112 Responds to NRC 030523 ltr re violations noted in IE Insp 
Rapt 70-0364/03-03. Correc tive actions: pressure sensing 
devices of increased sensitivity instal led. Add 1 ventilation 
sys reactivated by 030617. 

AUSTIN, M. A. Babcock 8, Wilcox Co. 63/06/22. 8TARQSTECKI* R. 
Division of Project & Resident Programs. 3pp. 19536:15*. 


8307220120 Advises that lead case studies re status it disposition of 
low level radwaate disposal area at BLW Parks Township site 
will not be transferred to Region 1 ofc as discussed during 
830412 meeting. 

ROUSE-L. C. Advanced Fuel & Spent Fuel Licensing Branch. 83/07/14. 
BTARQSTECKI, R. Division of Project 8* Resident Programs. Ip, 

19692: 039. 


DOCKET 70-0071 UNC NAVAL PRODUCTS, INC. , UNCABVILLE, CT 


8307110647 Clarifies safeguards licensing policy re inventory 
requirements of SNM contained in liquid & solid waste matls 
stored at site. Request for exception from 10CFR70. 51 should 
be submitted for storage of holding account waste discards. 

SMITH, C. N. Fuel Facility Safeguards Licensing Branch. 63/01/13. 
KIRK, W.F. United Nuclear Corp. 2pp. 19434:123. 


0307180005 Grants 030112 request for extension to complete receiver 
measurements for receipt of BNM. License condition permitting 
extension to 030120 & 0203 added to Safeguards Amend MPP-i 
to License SNM-36B. 

BURNETT, R.F. Fuel Facility Safeguards Licensing Branch. 63/01/24. 
KlRKrW.F. United Nuclear Corp. Ip, 19567:059. 


8307110571 Advises that revised Ref 29 to physical protection plan 
transmitted by 830131 ltr acceptable, 

SMITH, C.N. Fuel Facility Safeguards Licensing Branch. 83/02/04. 
KIRK, W.F. United Nuclear Corp. Ip. 19434:112, 


8307110524 Application to amend Licenses SNM- 360 it 06-06004-01 
changing name of licensee to UNC Naval Product*- 

CUNNINGHAM, K. A. United Nuclear Corp. 83/05/02. PAGE, R. 0. Uranium 
Fuel Licensing Branch. 4pp. 19434:125. 


— 8307110526 Responds to 030502 application to amend Licenses BNN-360 fc 
06-06084-01 changing name of 1 i c en«ee. Payment of fee 
requested. 

WEISS, D. License Fee Management Branch. 03/06/00. AMY, 0. 0. 

United Nuclear Corp. 2pp. 19434:129. 


0307110162 Requests six copies of App A, ref in vendor 830502 
application L revised pages to Part I * Part Ilf to be 
inserted In application for License 8NM-360. Review will 
he continued upon receipt of addl info. 

BIDINCER, G. H. Uranium Fuel Licensing Branch. 03/06/20. AMY, 0. 0. 
United Nuclear Corp. 2pp. 19306:012. 


8307120253 Ack receipt of 830531 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-0371/83-02. 

Corrective actions withheld (ref 10CFR2. 790). 

MARTIN, T. T. Division of Engineering & Technical Programs. 83/06/29. 
AMV, 0. 0. United Nuclear Corp. 2pp. 17429:004. 


0307220635 Forwards Exhibit A omitted from 830502 itr.W/o end. 
KIRK, W.F. United Nuclear Corp. 83/06/29. CROW, W. T, Uranium 
Recovery Licensing Branch, Ip. 19697:070. 


0307130030 Advises that License SNM-36B amended, changing name of 
licensee & transferring control from United Nuclear Corp, UNC 
Naval Products Div, to UNC Naval Products, Dlv of UNC 
Resources, rnc, per 030502 application * 830629 suppl. 

PAGE, R.G. Uranium Fuel Licensing Branch. 03/06/30. AMY, 0,0. 
United Nuclear Corp. Ip. 19562:323. 


8307200460 Confirms 830525 telcon. Nuclear criticality safety portion of 
license renewal should be approved as is. Complete rev to 
plant controls not achieved due to devotion of resources to 
criticality studies* 1 icense amends it control of operations. 

KIRK, W.F. United Nuclear Corp. 83/07/01. CROW, W. T. Uranium Fuel 
Licensing Branch. 2pp. 19672:245. 
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0307210086 Forwards IE Insp Rep t 70-037 1 /83-04 an 030404-07 & notice 
of vlolat Ion. Correc t i ve actions stated in 020112 1 tr not 
fully effective. Mgt emphasis on corrective actions stressed. 
BTAROSTECKI, R. Oivision of Project A Resident Programs. 03/07/07. 
AMY, 0.0. United Nuclear Corp. 2pp. 19668:230. 


— 0307210007 Notice of violation from insp on 030404-07. 

a Region 1, Office of Director. 03/07/07. 2pp. 17660:240. 


—0307210073 IE Insp Rept 70-0371/83-04 on 830404 -07 . None omp U anc e noted: 
failure to park fuel-bearing carts in authorized locations & 
to evaluate ln-plant & stack air samples exceeding limits. 

Inadequate level of raschig rings in waste receivers. 

RQTHi J. t ELSASBER, T. C. Region 1. Office of Director. 83/06/13. 

0pp. 17660:242. 


DOCKET 70-0370 ARMY. DEPT. OF. A DELPHI . MD 


8307210034 Add 1 response to FOIA request for documents re Harry Diamond 
Lab. from 1763 to present. Forwards requested doc uments. Inf o 
partially withheld (ref FQ1A Exemption 6). 

FELTON. J. M. Division of Rules and Records. 03/03/07. SIMPSON. C, 
Affiliation Unknown. 2pp. 19783:315. 


—0307210330 Insp Repts 70-0370/01-01.30-12433/01-01.30-12436/01-01 «< 
30“ 1 2430/D t -01 on 810616. No noncompliance noted. 

* Region 1. Philadelphia. Office of the Director. Bl/06/23. 0pp. 
17704:330. ' 


—0307210341 Discusses Insp Repts 70-0370/78-01.30-12430/78-01. 
30-12473/70-01 , 30- 1 2433/78-01 , 30- 1 2436/70-01 4. 

30-12840/70-01 on 780200. No n oncomp 1 1 anc e noted. 

MCCLINTGCK. R. 0. Region 1. Ph i 1 ade 1 ph ia. Office of the Director. 
77/02/27. RAM8DEN. J. Army, Dept. of. 2pp. 17703:006. 


—0307210347 IE Insp Repts 70-0378/70-02, 30- 1 2433/73-02, 30- 1 2436/70-02 k 
30-12430/78-02 on 701 120 4c 27. No noncompliance issued. 

MCCLINTGCK, R. Q. Region 1. Philadelphia, Office of the Director. 
70/12/07. 7pp. 19785:000. 


—0307210330 IE Insp Repts 70-0370/70-01, 30-12435/70-01, 30-12436/70-01, 
30-12430/70-01,30-12040/70-01 & 30-12475/76-Oi on 780200. No 
noncompliance noted. 

COSTELLO, O. , MCCLINTOCKi R. 0. Region 1, Philadelphia, Office of the 
Director. 70/02/13. 7pp. 19789:013 


DOCKET 70-0687 UNION CARBIDE CORP. . TUXEDO, NY 


83071 10620 Clarifies safeguards licensing polity re Inventory 
requirements of SNM contained in liquid & solid waste metis 
itorad at site Request for exception from 10CFR70. 51 should 
be submitted for storage of fiolding account waste discards. 

SMITH* C. N. Fuel Facility Safeguards Licensing Branch. 03/01/13. 
MCGQVEKN, J. J. Union Carbide Corp 2pp. 17434:104 


8307010013 Forwards physical security plan for f ac i 1 i ty , up d a te d through 
Rev 3. Plan withheld. 

VQTH.M H. Union Carbide Corp 93/04/21 CARLSON, D Office of 
Nuclear Material Safety 4; Sa f egua rds, D 1 roc tor. Ip. 17124:362- 24X 

Fiche: 50-054, B3/04/21, 83070100t3. 


03O717O264 Informs of plans For spent reactor Fuel shipment to DOE 
Chemical Processing Plant at Idaho Falls, ID in early Sept 
1783. Battel Be OMl-1 shipping cask will contain 24 MTR type 
* 1 tmen 6s. Route approved in Dec 1782 will be used. 

HART, H. C Union Carbide Corp. 93/06/20 HILLMAN, C. Physical 

Security Licensing Branch. 2pp. 17636:210. 


8307140079 Forwards IE Insp Rept 70-0607/03-02 on 030331-0603. No 
noncempl lance noted. 

STAROSTECKI, R. Division of Project k Resident Programs. 83/06/27. 
MCGOVERN, U. J. Union Carbide Corp. 2pp. 19323:216. 


— 8307140106 IE Insp Rept 70-0687/03-02 on 030531-0603. No none omp 1 ianc e 
noted. Major area* ins pec t ed : a r gan i x at i on, f ac i 1 1 1 y changes 
& mods, safety committees, operations review t* nuclear 
criticality safety. 

ROTHiJ. Region 1, Office of Director EL8ASSER, T. C- Division of 
Project L Resident Programs. B3/06/24 7pp. 17523:218. 


DOCKET 70-0678 WE5TIN0H0USE ELECTRIC CORP., PITTSBURGH, PA 


8307010123 Ac k receipt of 830607 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-0698/93-01. 

MARTIN, T. T. Division of Engineering & Technical Programs. 03/06/24, 
NARDI-A. J, Westinghouse Electric Corp lp 19168:335. 


— 9307010131 Responds to NRC 830530 itr re violations noted in IE Insp 
Rept 70-0678/83-01 Corrective ac t i ons : drums filled w/iow 
level contaminated soil Inspected & mixed w/cement to bind 
moisture 

OALM, D. T. West ingh ous* Electric Corp 03/06/07. MARTIN, T. T. 
Division of Engineering U Technical Programs. 3pp. 17168:336 


DOCKET 70-0370 COMMERCE, DEPT. OF, WASHINGTON,- DC 


0307110623 clarifies safeguards llcsnsing policy re inventory 
requirement* of SNM contained in liquid U solid waste matls 
stored at site. Request for exception from 1OCFR70. 51 should 
be submitted for storage of holding account waste discards, 

SMITH, C. N. Fuel Facility Safeguard* Licensing Branch. 03/01/13. 
HOBBS, T. 0. Commerce, Dept. oF, National Bureau of Standards. 2pp. 
17434: 102. 


8307110671 Withdraws License Conditions 6.4 *. 6 3 from Safeguards 
Amend MPP-3 to License 6NM-362. requiring reporting of 
intentional discards & inventory differences on monthly 
basai. NUREG/BR-0006 instructions should be followed. 

RENT8CHLER, R. R. Fuel Facility Safeguards Licensing Branch. 
83/01/24. HOBBS, T. 0. Commerce, Dept, of. National Bureau of 
Standards. lp. 17434:073. 


DOCKET 70-0734 GA TECHNOLOGIES, INC., SAN DIEOO, CA 


8307110613 Clarifies safeguards licensing policy ra inventory 
requirements of SNM contained in liquid 6 solid waste matls 
stored at site Request for exception from 10CFR70, 51 should 
be submitted for storage of holding account waste discard*. 

SMITH, C . N, Fuel Facility Safeguards Licensing Branch. 83/01/13, 
HOWRY, W. R. GA Technologies. Inc. /General Atomic Co. 2pp. 

17434: 09B. 


8307110601 Advises that Sections 1-0 of Matls L Plant Protection Amend 
MPP-1 to License SNM-696 revised in entirety as contained in 
end re HTGR fuel f abr i cation operations. 

DROWN, W. D. Fuel Facility Safeguards Licensing Branch. 03/02/07. 
MOWRY, W. R. GA Technologies, Inc. /General Atomic Co. 6pp. 

19391; 313. 


0307270445 Advises that radiological contingency plan required to be 
submitted by licensee per Commission B10211 order reviewed 
& meats requirements. 0ER enc 1. Requests amend to License 
BNM-362 be processed. 

FISHER, F. D. Uranium Fuel Licensing Branch. 03/07/10, CROW,W.T. 
Uranium Fuel Licensing Branch. lp. 17002:327. 


—8307270447 BER supporting radiological contingency plan required by 
licensee per Commission order 810211. 

FISHER, F. P. Uranium Fuel Licensing Branch, 03/07/16. 4pp. 
17002:328. 


DOCKET 70-0572 MONSANTO RESEARCH CORP. , DAYTON, OH 


8307050018 Part 21 evaluation rept re mismarklng of ten 1,000 mC i 
Am-241 sources as 1,000 uCi.GC insp procedure changed, 
requiring that markings be recorded on insp farm. 

HOADLEY, S. D. Monsanto Co. B3/06/20. Region 3* Office af 
Director. 5pp. 19220:058. 


8307110675 Approve* request for extension of schedule for completing 
physical protection mod* 5, procedure* contained in 030222 
ltr, provided compensatory measure* implemented to reposition 
guard to maintain surveillance. 

BROWN, W, D, Fuel Facility Safeguard* Licensing Branch. 83/02/25. 
HOWRY, W R- GA Technol ogles, Inc ./General Atomic Co. lp. 17434:074. 


8307030470 ENVIRONMENTAL IMPACT APPRAI5AL RELATED TO SPECIAL 
MATERIALS LICENSE NO. 8NM-676, Doc k e t No. 74-734, 

(GA Technoiag i**» I nc. 1 

* Division of Fuel Cycle & Haterial Safety NUREG-0774. 
67pp. 17264:122. 


NUCLEAR 


03/06/30. 


8307120304 Discusses IE Safeguard* Insp Rept 70-0734/B3-06 conducted on 
830615,16 U 20. No none orrp l i anc e noted. Majov area* inspected: 
program for saf eguardlng &NM under 10CFR73 Ic approved 
security plan. Rept withheld <ref 1QCFR73. 21 >. 

NDRDERHAVQi L. R. Region 5, Office of Director. 83/07/06. 

PARKER, J. W. OA Technologies. Inc. /General Atomic Co, 2pp. 

17427:077. 
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B307120106 Discusses IE Safeguards Insp Rept 70-0734/63-09 conducted 
on 630413-17. No noncompi iance noted Major areas inspected 
program For control S< accounting of SNM. Insp rept withheld 
(ref 10CFR2. 790) . 

NORDERHAUG, L, fl, Region 3# Office of Director. 83/07/08. 

PARKER, J. U GA Technologies, Inc. /General Atomic Co. 2pp. 

19423: 070. 


DOCKET 70-0754 GENERAL ELECTRIC CO., PLEASANTON, CA 


6307110702 Clarifies safeguards licensing policy re Inventory 
rsqu i remen ts of SNM contained in liquid * solid waste matls 
stored at site Request for exception from 10CFR70 51 should 
be submitted for storage of holding account waste discards. 

SMITH, C N Fuel Facility Safeguards Licensing Branch. 83/01/13. 
CUNNINGHAM, G, E. General Electric Co. 2pp. 19434:077. 


DOCKET 70-000 1 OHIO STATE UNI V. . COLUMBUS, QH 


6307280432 Forwards IE Safeguards Insp Repts 50-150/63-01 , 7O-0B01 /83-01 
Sc 70-0946/63-01 on 030412-13 S« notice of vio lat i on. Enc 1 s 
withheld <ref I0CFR2. 790). 

MILLER, J. R. Region 3, Office of Director 63/05/09. REDMOND, R. F, 
Ohio State UrU v. 3pp. 19797:236 24X F i c ha : 50-1 50, 03/05/09, 

0307260452. 


6307060065 Ac V receipt of 630607 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-130/83-01, 

70-0601/03-01 & 70-0966/63-01 Response withheld (ref 
10CFR2. 790 >. 

HILLER, J. R. Region 3, Office of Director. 03/06/30. CRAMBLETT, H. G. 

Ohio State Univ, fp. 19237:240 24X Fich e : 30- 1 50, 83/06/30, 

6307060063. 


DOCKET 70-0B2O UNITED NUCLEAR CORP. . WOOD RIVER JUNCTION, RI 


63070302 Bi Forward* new survey data sheets for insertion into final 
survey rept, Section I. 

HELGESON, K. A. United Nuclear Corp. 63/06/02 CROW, W. T. Office of 
Nuclear Material Safety i Safeguards, Director 200pp 19260:171. 


63 07090 1 02 Application to amend License SNM-777, releasing third floor 
calling of Columns Tower for unrestricted use, based on 
application of ALARA concept to areas containing residual 
contamination in access of NRC decontamination guideline*. 

HELGESON, K, A United Nuclear Corp. 03/06/06. CR0W,W. T. Office of 
Nuclear Material Safety & Safeguards, Director. 6pp. 19366:051. 


8307130375 Quarterly status rept re investigation of radioactive 
contaminants at facility. 

WARNER, D. L. Don L. Warner, Inc. NRC-Q2-BQ-076. 83/06/24. 

WVNGARDEN, S. D. Office of Nuclear Material Safety b 
Safeguards* 01 rector. 2pp. 19596:357. 


8307150349 Forwards United Nuclear Corp Recovery Sys S30606 application 
requesting release of third floor of Wood River Junction 
facility & NRC guidelines for decontamination. Comments 
requested within 60 days.W/o ends, 

CROW* W. T. Uranium Fuel Licensing Branch. 83/06/30. HICKEY, J E. 
Rhode Island, State of. Ip. 19540:346. 


8307190011 Forwards well summary sheets 6 analyses for Mar, Apr 6 May 
1983. 

HELGESON, K. A. United Nuclear Corp. 83/07/01, CROW, W. T. Office of 
Nuclear Material Safety & Safeguards, Director Ip 19569:306, 


— 9307 190015 Well summary sheets 6 analyses for Mar, Apr It May 1963. 

MULLER, J.J., HENDES, T. Controls for Environmental Pollution, Inc. 
83/07/01. 23pp. 19569:307. 


830722014,7 Forwards resurvey data sheets for walls 6 floors for 
insertion into Section 1 vols of final survey rept. Add! 
copies transmitted under separate cover 

HELGESON, K. A. United Nuclear Corp. 63/07/07. CR0W,W.T. Office of 
Nuclear Material Safety fc Saf eguards, Direc tor. 14pp. 19692:267. 


8307230517 Advises that no action required on 82042B request to 
terminate sampling of leak detection sys associated 
w/ 500, 000 gallon storage tank, as tank it piping sys removed. 

PAGE, R. G- Uranium Fuel Licensing Branch, 83/07/14 GREGG, R. J. 
United Nuclear Corp. Ip. 19740:160. 


0307280318 Aek receipt of 630316 Itr requesting withdrawal of two 
violations noted In IE Insp Rept 70-0620/83-01. Violations 
not wi th drawn. Std work permit not issued to cover removal of 
contaminated floor. Alpha survey mater required. 

0TAROSTECKI, R. Division of Project It Resident Programs. 63/07/20. 
AMV, J. 0. United Nuclear Corp. 2pp 19769:234, 


— 6307280319 Responds to NRC 030304 Itr re violations noted in IE Insp 
Rept 7O-OB2O/03-O1 . Correct ive ac tions: generic std work 
permits put in place covering nonroutine operations 8-. survey 
meter provided. Requests withdrawal of violations. 

GREGG, R. J. United Nuclear Corp 83/03/16 MARTIN, T. T. Division 
of Engineering & Technical Programs. 3pp. 197B9: 236. 


DOCKET 70-0024 BABCOCK fc WILCOX CO. , LYNCHBURG, VA 


8307110634 Clarifies safeguards licensing policy re inventory 
requirements of SNM contained in liquid it solid waste matls 
stored at site. Request for exception from 10CFR70. 5i should 
be submitted for storage of holding account waste discards. 

SMITH, C N Fuel Facility Safeguards Licensing Branch. 03/01/13. 
OLSEN, A. F. Babcock St Wilcox Co. 2pp. 19434:063. 


8307190013 Forward* replacement page ta 830613 application to amend 
License SNM-770. No change in possession limit of Irradiated 
fuel requested. 

OLSEN, A.F. Babcock t Wilcox Co. 83/07/01. CROW, W. T. Uranium Fuel 
Licensing Branch. 2pp. 19636:048. 


8307290140 Ack receipt of B30621 Itr informing NRC of step* taken to 
correct violation noted in IE Safeguards Insp Rept 
70-0824/03-02. 

6TGHR, J . P. Division of Emergency Preparedness it Materials Safety. 
83/07/08. ENGELDER, T. C. Babcock 8< Wilcox Co. Ip. 19815:361. 


—8307290143 Responds to NRC B30527 Itr re violation noted in IE 
Safeguards Insp Rept 70-0024/03-02. Corr ec t i ve actions 
Withheld (ref 10CFR2. 790). 

ENOELOER, T, C. Babcock * Wilcox Co 83/06/24. STOHR, J, P. 
Division of Emergency Preparedness & Materials Safety. ip. 
19815: 362. 


DOCKET 70-0966 OHIO STATE UNIV. . COLUMBUS, OH 


8307200452 Forward* IE Safeguards Insp Repts 30- 1 50/B3-01 , 70-0001 /83-01 
i. 70-0966/83-01 on 030412-13 it notice of v i o 1 at i on. Enc 1 s 
withheld (ref 10CFR2, 790). 

MILLER, J. R. Region 3, Office of Director. 83/03/09. REDMOND, R. F, 
Ohio State Univ. 2pp. 19797:238. 24X Fi che : 30-1 30, 83/03/09, 

8307280432. 


8307060085 Ack receipt of 830607 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-150/83-01, 

70-0801/83-01 k 70-0966/83-01. Response withheld (ref 
10CFR2. 790). 

MILLER, J. R. Region 3, Office of Director. B3/06/30. CRAMBLETT, H. G. 

Ohio State Univ. Ip. 19237:240, 24X Fiche: 30-130, 83/06/30, 

8307060003, 


DOCKET 70-1007 GENERAL ELECTRIC CO. , SAN JOSE, CA 


0307260470 Forwards IE Insp Rept 70-1007/83-01 on 830512-18. No 
noncompliance noted, 

BOCK, HE Region 3, Office of Director. 83/07/19. DARMITZEL, R. W. 
General Electric Co. Ip. 19732:342, 


— 8307260482 IE Insp Rept 70-1007/83-01 on 830512-18, No noncompliance 
noted. Major areas inspected : confirmatory survey of Bldg J to 
establish that bldg can be released for unrestricted use. 

BROCK, O.L. , ZURAKOWSKI, P. R. , PANQ, J. F, Region 5, Office Of 
Director. 83/07/07. 16pp. 19732:343. 


DOCKET 70-1100 COMBUSTION ENGINEERING, INC., WINDSOR, CT 


8307U0650 Clarifies safeguards licensing policy re Inventory 
requirements of SNM contained in liquid fc solid waste matls 
stored at site. Request for exception from 10CFR70. 51 should 
be submitted for storage of holding account waste discards. 
Sf1lTH,C N Fuel Facility Safeguards Licensing Branch. 83/01/13, 
L1CHTENBERGER Combustion Engineering, Inc. 2pp. 17434:065, 


0307250507 Forwards matls re implementation of US/IAEA safeguards 
agreement program under 10CFR75, Comp leted design info 
questionnaire requested by 030022. W/o ends. 

BURNETT, R F. Division of Safeguards. 03/06/20. LICHTENBERGER 
Combustion Engineering, Inc. 3pp. 19720:352. 


8307060336 Responds to 830204 Itr re changes to C-E fundamental nuclear 
matl control plan. Two sections not accep tab le, due to 
decreased effectiveness of matl control l* accounting 
program Revs requested within 30 days. 

MARTIN, T. T. Division of Engineering it Technical Programs, 83/06/30. 
LICHTENBERGER Combustion Engineering, Inc. 3pp. 19234:144. 
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8307290314 Advises that submission date for IAEA design info 
que* fc i ona i re e x tend ed. Every effort should be expended to 
complete questionnaire as soon as possible or by 030806. 

BURNETT, R F. Division of Safeguards. Q3/07/31. L I CHTEN0ERGER 
Combustion Engineering# Inc. Ip 19858:196. 


DOCKET 70-1113 GENERAL ELECTRIC CO,. WILMINGTON, NC 


8307110584 Advises that License Condition 2. 1 to Amend MPP-3 to License 
SNM-1097 revi sod, incorporating revs to fundamental nuclear 
matl control plan. per 021210 6 23 Itrs. 

SMITH, C, N. Fuel Facility Safeguards Licensing Branch. 83/01/10. 
VAUGHAN, C.M. General Electric Co. tp. 19391:310. 


8307110556 Clarifies safeguards licensing policy re inventory 
requirements of SNM contained in liquid & solid waste metis 
stored at site. Request for exception from 10CFR70. 51 should 
be submitted for storage of holding account waste discards 
SMITH. C. N. Fuel Facility Safeguards Licensing Branch. 83/01/13. 
VAUGHAN, C. General Electric Co. 2pp. 19391:323 


8307110671 Advises that License Condition 2.1 of Amend MPP-3 to Licenie 
SNM-1097 amended. add ing second paragraph Inadvertently 
omitted from NRC B301I0 Itr re fundamental nuclear matl 
control plan. 

SMITH, C, N. Fuel Facility Safeguards Licensing Branch. 83/02/01. 
VAUGHAN, C.M. General Electric Co. lp 19434:072. 


8307070040 Forwards revs to fundamental nuclear matl control plan for 
fuel fabrication facility in Wi lmington, NC, per 
10CFR70. 321c ). Revs withheld (ref IQCFR2.79Q). 

VAUGHAN, C. M. General Electric Co. 03/06/17. O 'REILLY, J. P. Region 

2, Office of Director. Ip. 19293:255. 


0307140324 Forwards IE Safeguards Insp Rept 70-1113/83-15 on 830331- 
0603. No noncompliance noted. 

8T0HR, J. P. Division of Emergency Preparedness 6 Materials Safety. 
83/06/29. LONG. J, A. General Electric Co. 2pp. 19514:057. 


‘8307140330 IE Safeguards Insp Rept 70-1113/03-13 on 830331-0603. No 
noncompliance noted. Major areas inspec tod: ver 1 f ication of 
export shipment St measurement control program. Detai Is 
withheld (ref 10CFR2.790). 

BATES, J. W, Region 2, Office of Director. MCALPINE, E. J. Civilian 
of Emergency Preparedness It Materials Safety. 03/06/20. ip, 

19914: 039. 


DOCKET 70-1143 WEST INQHOUSE ELECTRIC CORP. , PITTSBURGH, PA 


8307110698 Clarifies safeguards licensing policy re Inventory 
requirements of 5NM contained In liquid & solid waste matl* 
stored at site. Request for exception from 10CFR70. 51 should 
be submitted for storage of holding account waste discards. 

SMITH, C. N. Fuel Facility Safeguards Licensing Branch. 83/01/13. 
NARD1 . A. J. Westinghouse Electric Corp. 2pp. 19434:079. 


0307120213 Ack receipt of 830624 ltr informing NRC of step* taken to 
correct violations noted In IE Insp Rept 70-1143/83-01. 

STAROSTECKI, R. Division of Project h Resident Programs. 03/06/30. 
JACOBI, W. M. Westinghouse Electric Corp, Ip. 19423:269, 


— 0307120224 Responds to NRC 830606 ltr re violations noted In IE Insp 
Rept 70-1 143/83-01 . Correc tive ac t i on* : c p e c ia 1 air 
investigations of Stacks 77.72 76 initiated & Procedures 

C8— IH-0301 fct CS-IH-0202 revised. 

JACOBI, W. M. Westinghouse Electric Corp. 83/06/24. STAR03TECK I , R. 
Division of Project fc Resident Programs. 2pp, 19423:270. 


8307130436 Advises that all future applications & fees for licensing 
actions, related correspondence 6 inquiries w/exception of 
safeguards licensing matters should be sent to Region I 
as stated in one 1 FR notice. 

ROUSE, L. C. Advanced Fuel S< Spent Fuel Licensing Branch. 83/07/01, 
NAROI.A J. Westinghouse Electric Corp. 7pp. 19510:027. 


8307220120 Advises that lead case studies re status U disposition of 
low level radwaste disposal area at B6W Parks Township site 
will not be transferred to Region I ofc as discussed during 
030412 meeting. 

ROUSE, L. C. Advanced Fuel 6 Spent Fuel Licensing Branch, 83/07/14 
STAROSTECKI, R, Division of Project 6 Resident Programs. Ip. 

19692: 329. 


DOCKET 70-1151 WESTINGHOUSE ELECTRIC CORP., PITTSBURGH, PA 


0307110590 Confirm* agreement that 020910 request for one time 
exemption from requirement of 10CFR70. 51 (e) ( 5) not needed. 

No further action taken. 

SMITH, C. N, Fuel Facility Safeguards Licensing Branch. 83/01/12, 
NARDI.A. J Westinghouse Electric Corp. Ip. 19391:311. 


8307110698 Clarifies safeguards licensing policy re inventory 
requirements of SNM contained in liquid it solid waste matls 
stored at site Request for exception from 10CFR70. 91 should 
be submitted for storage of holding account waste discards. 

SMITH, C. N. Fuel Facility Safeguards Licensing Branch. 83/01/13. . 
NARDI.A. J. Westinghouie Electric Corp. 2pp 19434:075. 


8307110574 Forward* new license conditions to Amend MPP-1 of License 
3NM-U07, grant ing 820429 request for exemption* from Item* 

2,3 6 4 of 10CFR70. 57(b J . No exemption needed for Item 1. 
Fundamental nuclear matl control plan needs to be expanded. 
BURNETT, R. F. Division of Safeguards. 83/01/17. NARDI, A. J. 
Westinghouse Electric Corp. 2pp. 19391:307. 


0307110181 Ack receipt of 830421 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 70-1151/03-05. 

8TDHR, J. P. Division of Emergency Preparedness & Material* Safety. 
83/05/25. BRITTON, W. H. Westinghouie Electric Corp. Ip. 19374:082. 


—8307110107 Respond* to NRC 830406 itr re violation* noted in IE Insp 
Rept 70-i 151/03-05. Corrective actions withheld 
(ref 10CFR2. 790). 

BRITTON, W.H. Westinghouse Electric Corp. 83/04/21. O'REILLY, J. P. 
Region 2, Office of Director, lp. 19374:083. 


0307140047 Extends invitation to attend 030624 enforcement conference 
at site to discuss mg t control & accountabil 1 ty, per 830610 
telcon. 

STOHRiJ. P. Division of Emergency Preparednei* St Material* Safety. 
83/06/15. BRITTON, W.H. Westinghouse Electric Carp. lp. 19514:226. 


8307140456 Forwards IE ln*p Rept 70-1151/83-07 on 030316-20. No 
noncompliance noted. 

STPHRiJ. P. Division of Emergency Preparedness 6 Material* Safety. 
83/06/24. BRITTON, W.H. Westinghouse Electric Corp. 2pp. 

19521: 198. 


—0307140460 IE Insp Rept 70-1151/03-07 on 830516-20. No noncomp 1 ianc* 
noted. Major areas inspected: organl xation, internal review & 
audit, training, safety committees, facility mod*, operation* & 
previous insp finding*. 

CORYELL, G. P. Region 2, Office of Director. MCALPINE, E. J. 
Division of Emergency Preparedness 6 Materials Safety. 83/06/23. 
4pp. 19521:200. 


8307140325 Forwards IE Safeguard* Insp Rept 70-1151/03-09 on 830523-27. 
No noncompliance noted. 

8T0HR, J. P. Division of Emergency Preparedn#** & Materials Safety. 
83/06/20. BRITTON, W.H. General Electric Co. 2pp. 19514:054. 


—8307140327 IE Safeguard* Insp Rept 70-1151/03-09 on 830523-27. No 
noncompliance noted. Major area* Inspected : measurement 
control & statistical 8, inventory (measurement) 
verification. Detai 1* withheld (ref 10CFR2. 790). 

SA9ADQ5, J. H, Region 2, Office of Director. MCALPINE, E. J. 
Division of Emergency Preparedness & Materials Safety. 03/06/27. 
lp. 19514:036. 


DOCKET 70-1193 KERR-MCOEE NUCLEAR CORP., OKLAHOMA CITY, OK 


0307110624 Clarifies safeguards licensing policy re inventory 
requirement* of 9NM contained in liquid Sc solid waste matls 
stored on* i te, Approp r i at# rev* to fundamental nuclear matls 
control plan should be submitted. 

SMITH, C. N. Fuel Facility Safeguards Licensing Branch. 83/01/13. 
SHELLEY, W. J. Kerr-McGe# Nuclear Corp. 2pp. 19434:131. 


63071 10953 Advises that Section 9.0 of Matls * Plant Protection 
Amend MPP-3 to License BNM-1174 amended, revising License 
Condition 9. i, incorporating 821111 revs to standby physical 
security plan for Cimarron Pu Plant. 

DUBErR.J. Fuel Facility Safeguard* Licensing Branch. 03/01/21. 
SHELLEY, w. J. Kerr-McOee Nuclear Corp. lp. 19391:322. 


8307140497 Advises that all future applications for licensing action#, 
related correspondence It inquiries, exc lud ing safeguards 
licensing matters, should be sent to Region III ofc, as 
stated in end FR notice. 

ROUSE, L. C. Advanced Fuel U Spent Fuel Licensing Branch. 83/07/01. 
SHELLEY, W, J. Kerr-McOee Nuclear Corp. 8pp. 19526:036. 
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8307220076 Notifies that official docket & NRC working file* for 
License SNM-11.74 transferred to Rtgion III ofc ptr regional 
licensing program. No ponding 1 learning actions In progress 
at tin* of tran*f*r. 

ROUSE, L.C. Advinced Fuel & Spent Fuel Licomlng Branch. 03/07/14. 
HIND* J. A. Division of Radiological & Matoriali Safety Programs. Ip. 
1 969 1 : 343. 


DOCKET 70-1201 BABCOCK 8< WILCOX CO. * LYNCHBURG, VA 


8307110760 Clerifies safeguards licensing policy r* inventory 
requirements of SNM contained in liquid 6 solid watt* matl* 
itorad onsite. Appropria te rtvi to fundamental nucltar metis 
control plan should b« submitted. 

SMITH, C. N. Fuel Facility Safeguards Licensing Branch. 83/01/13. 
FORD.J.T, Babcock It Wilcox Co. 2pp. 19434:140. 


6307110645 Advises that Safeguards Amend MPP-2 to Lictnsa 8NM-1168 
reviled, chang ing License Condition* 2.1 l J.l it adding new 
Condition 4.12 a* contained in and, par 821124 Itr t c request 
for partial exemption from 1OCFR70. 37(b) ( 1 1 K 

BURNETT, R. F. Division of Safaguards. 03/02/07. FORD, J, T. Babcock 
tt Wilcox Co. 2pp. 19391:360. 


6307010003 IE Safaguards Insp Rapt 70-1201/83-03 on 820229-930304. 
Noneompl lance noted: fal lure to review & audit all aspects 
of measurement programs on annual bas It. Details withheld 
(ref 10CFR2. 790 K 

CLAY, E. L. Region 2, Office of Director. MC ALP INF, E. J, Division of 
Emergency Preparedness * Materials Safety. 93/04/27. ip. 

19173:330. 


B307010I40 Forwards notice of violation from IE Safeguards Insp Rept 
70-120 1/33-03 on 830220-0304. Notice withheld 
(ref 10CFH2. 790). 

BTOHfl, J.P. Division of Emergency Preparedness 6 Materials 8afety. 
83/04/27. ALTO, R. A. Babcock it Wilcox Co. 2pp. 19173:348. 


8307010061 Aek receipt of 830327 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-1201/93-03. 

STDHR, J. P. Division of Emergency Preparedness it Materials Safety. 
83/06/17. ALTO, R. A. Babcock * Wilcox Co. ip. 19173:346. 


— 8307010064 Responds to NRC 830427 Itr re violations noted in IE Insp 
Rept 70-1201/83-03. Corrective actions withheld (ref 
10CFR2. 790). 

ZEFF, D. W, Babcock it Wilcox Co. 83/05/27. 3T0HR, J. P. Division of 
Emergency Preparedness 6 Materials Safety, ip. 19173:347. 


8307140364 Forwards IE Safeguards Insp Rept 70-1201/83-09 on 030331- 
0603. No noncompliance noted. 

0TOHR, J, F, Division of Emergency Preparedness 6 Materials Safety. 
83/06/23. ALTO, R, A. Babcock 6 Wilcox Co. 2pp. 19914:048. 


—8307140377 IE Safeguards Insp Rept 70-1201/93-08 on 830331-0603. No 
noneompl iance noted. Major areas inspected: Internal control, 
shipping 6 receiving k followup on previous insp findings. 
Details withheld (raf 10CFR2. 790). 

JONEB, D. W. , RICHARDS, B. L. Region 2, Office of Director. 
MCALPINE, E. U. Division of Emergency Preparedness 6 Materials 
Safety. 83/06/28. Ip. 19814:030. 


8307140279 Forwerds IE Safeguards Insp Rept 70-1201/83-07 on 
830916-20. No noncamp 1 lane e noted. 

8T0HR, J.P. Division of Emergency Preparedness & Materials Safety. 
83/06/28. ALTQiR. A. Babcock it Wilcox Co. 2pp. 19314:031. 


—8307140203 IE Safeguards Insp Rept 70-1201/03-07 on 930316-20. No 
noncomp 1 ianct noted. Major areas inspected: MC-B3212B physical 
inventory observation 6 MC-Q3213B physical inventory 
verification. Details withheld (ref 10CFR2, 790). 

CLAY, E. L. Region 2, Office of Director. MCALPINE, E. J. Division 
of Emergency Preparedness fc Materials Safety. 93/06/20. ip. 
19914: 053. 


8307(10063 Forwards renewed Matts License 8NM-1 168. Requests for emend 
shavld be submitted in form of replacement pages to 
conditions sect Ions. Llcans# expires on 980531. 

PAGE, R.O. Uranium Fuel Licensing Branch. 03/06/29. FORD, J, T. 
Babcock 6 Wilcox Co. lp, 19386:305. 


—8307110067 Renewed Metis License 8NM-U60 for BLW, author lx ing storage 
of U htxef luoride, fabrication of U dioxide 6 possession 6 
use of sealed sources (Pu V Ca ) fc possession of 
uxilrrad lated reactor fuel at other site* in US, 

CROWiW. T. Division of Fuel Cycle 6 Material Safety. 03/06/29, 

6pp. 19396:306. 


—8307110070 SER supporting issuance of renewed Metle License BNM-1169. 
K08LA, 0. M. 1 KETZLACHrM., CROW,W.T. Division of Fuel Cycle it 
Material Safety. 83/05/10. 91 pp. 19386:312. 


DOCKET 70-1237 EXXON NUCLEAR CO. , INC. , RICHLAND, WA 


9307110643 Clarifies safeguards licensing policy re inventory 
requirements of SNM contained in liquid it solid waste matla 
stored at site. Request for exception from I0CFR7O, 31 should 
be submitted for storage of holding account waste discards. 

SMITH, C, N. Fuel Facility Safeguards Licensing Branch. 93/01/13. 
8CHNEIDER, R. A. Exxon Nuclear Co. 1 Inc. (sub*, of Exxon Carp. >. 2pp. 
19434: 121. 


8307110594 Advise* that 821202 Rav 4 to Figure 1-2 to physical 
protection plan for matl of low strategic significance 
acceptab 1*. Revised drawing reflect* expansion of protected 
area boundary to end addl storage lagoon. 

RENTSCHLER, R. R. Fuel Facility Safeguards Licensing Branch. 
93/01/28. MALODY, C. W. Ex xon Nuc 1 ear Co. , Inc. (subs, of Exxon 
Corp. K ip. 19434:097. 


83071 10382 Disapprove* request for annual physical inventory due to 
conflict of interest w/IAEA regu let i ons. Chap ter* i,2 it 3 
should be revised to conform w/comments. Comments re sections 
of Rev 13 draft end. 

SMITH, C.N. Fuel Facility Safeguards Licensing Branch. 83/02/01. 
SCHNEIDER, R. A. Exxon Nuclear Co., Inc. (sub*, of Exxon Corp.). Ip. 
19391:344. 


9307200313 Rev 12 to XN-NF-32A, "Emergency it Radiological Contingency 
Plan, ♦' Part 1. 

BROWN, C.O.t MILES, R. L, , DAVI8, T. L. Ex xon Nuc I ear Co. , Inc. (subs, of 
Exxon Corp. ). 83/02/18. 9pp. 19672:201. 


0307100110 Forwards IE Insp Rept 70-1237/83-02 on 030410-22. No 
noncompliance noted. 

BOOK, H. E. Region 9, Office of Director. 83/06/20. MALODY, C. W. 
Exxon Nuclear Co., Inc. (subs, of Exxon Corp,). 2pp. 19537:031. 


—8307180117 IE Insp Rept 70-1257/83-02 on 830418-22. No none omp 1 lane « 
noted. Major area* lnspec ted : Par t 21 report ing, organ! rat ion, 
facility changes & mods, internal review It audi t, procedure 
control, maint, radiation protection it operation review. 

BROCK, B.L. , THDMA9, R.D. , BOOK, H. E. Region 5, Office of Director. 
93/06/20. 13pp. 19557:033. 


0307110304 Forwards IE Safeguards Insp Rept 70-1257/B3-04 on 830623. 

No noncomplianc* noted. 

NORDERHAUO, L. R. Region 3, Office of Director. 83/07/01. NILBON, R. 
Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). 2pp. 19381:312. 


—8307110391 IE Safeguerd* Insp Rapt 70-1297/93-04 on 030623. No 
noncomp 1 ianca noted. Major area* lnspec ted: general 
requirements for BNM of low strategic significance It 
independent iff ort, Details withheld (ref 10CFR2. 790). 

SCHWAN, C. A. , NORDERHAUO, L. R. Region 5,' Office of Director. 
83/07/01. Ip. 19301:314. 


DOCKET 70-1308 GENERAL ELECTRIC CO. , 0AN JOSE, CA 


83071105B7 Advises that changes to physical security plan acceptable. 
Plan format changed by Including contingency plan, guard 
training plan it final transportation security plan per 
10CFR72. 01. License Conditions 9.1. A it 9, 1. B amended. 

SMITH, C.N. Fuel Facility Safeguard* Licensing Branch. 83/01/14. 
DAW90N, D. M. General Electric Co. ip. 19391:345. 


8307280038 Advises that editorial errors found in Rev 7 to NED0-20776, 
"8F80/GEUMC0 GA Plan, 11 New rev being prepared, 

DAWSON, D. M. General Electric Uranium Management Corp. 83/07/08. 
ROUSErL. C. Advanced Fuel It Spent Fuel Licensing Branch. Ip. 
19026:016. 


DOCKET 70-1333 DEACONESS HOSP. , MILWAUKEE, WI 


8307210031 Discusses IE insp of License* 8NK-1367 fc 48-00908-04 on 
030512-16. No noncompliance noted. Major areas inspected: 
procedures b records, observati ons, Independent measurements 
I: interviews w/personnel. Amend to License 6NM-1367 required. 

WIEDEMAN, D, 0. Region 3, Office of Director. 83/09/31. KASNER, J. R. 
Goad Samarltln Medical Center, Milwaukee, WI (formerly Deaconess 
Hosp. K lp. 19668:347. 


DOCKET 70-1359 1RT CORP. , SAN DIEGO, CA 


8307120096 Forwards IE Insp Rept 70-1359/83-01 on S305I9. No 
none omp 1 i ante noted. 

BOOK, H. E. Region 5, Office of Director. 83/07/08. CROSBIE, K. L, 
IRT Corp. lp. 19423:028. 
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9307 1 201 Oi IE Insp Rept 70-1359/83-01 on 830519. No none amp t i anc e noted. 
Major area* inspec ted : conf irmatory radiological survey re 
decontamination of facility for release to unrestricted use. 

GRAYSON, W. M. i THOMAS, R.D . BOOK, H. E. Region 5. Office of Director. 
03/06/16. 6pp. 19423; 029. 


DOCKET 70-1406 VETERANS ADMIN. HGSP. , NEW ORLEANS. LA 


03071260108 Advises of expiration of License SNM-1396 b discusses 
actions to be taken by licensee. 

Q«OWNr 0. D. Region 4. Office of Director 83/07/20. DILLENKOFFER, R. 
Vat. Admin. Hosp. New Orleans# LA. 2pp. 19727:343- 


DOCKET 70-1486 QUTTERWORTH HOSP. , GRAND RAPIDSj MI 


D307II0045 IE Insp Finding* & Licensee Ac k dtd 830630 of License 
9NM-1432. In*p findings:no violations observed Stepi taken 
to correct violations noted in previous insp verified 
■* Region 3, Office of Director. 83/06/30. ip. 19373:232. 


DOCKET 70-1703 EASTMAN KODAK CO. , ROCHESTER. NY 


0307 1 10331 Forwards IE Safeguards Insp Rept 70-1703/33-01 on 830602, No 
noncomp 1 iance noted. 

MARTIN* T, T, Division of Engineering & Technical Programs, 83/06/22. 
HARTORiE B. Eastman Kodak Co. 2pp. 19331:308. 


Q3071 10333 IE Safeguards Insp Rept 70-1 703/B3-01 on 830602. No 

noncompliance noted, Major areas Inspected : phys i cal 
protection measures for SNM of moderate strategic 
« i gnlf icance. 

SMITH, o. C. I GODY. A. T. Region li Office of Director. 83/06/21. 
3pp. 19331:310. 


DOCKET 70-1779 AMERICAN STEEL FOUNDRIES, EAST CHICAGO, IN 


0307220101 IE In*p Findings b Licensee Ack dtd 830714 of License 
SNM-1309, Insp f ind i ng*: date of birth, social security number 
& Individual name not provided on exposure records per 
1 OCFR20. 401 <a). 

8LAWINSKI * W. J. Region 3* Office of Director. 03/07/14 Ip. 

1 *7633: 343. 


DOCKET 70-2204 BLODGETT MEMORIAL MEDICAL CENTER* GRAND RAPIDS* Ml 


3307220321 Discusses IE Insp of Licenses 21-01424-03 b 5NM-1614 on 
£330629 & forwards notice of violation. 

©RENIAWSKI* D. J. Region 3* Office of Director. 83/07/19. 
VANL0P1K*W. Blodgett Memorial Hosp. Grand Raptds*MI 2pp. 

1 4?603: 027. 


8307220324 Notice of violation from insp on 030629. None omp 1 ianc « noted: 

radiation surveys not made to indicate that all implant* 
had been removed prior to patient discharge b no radiation 
surveys or wipe tests performed on packages received 
SRENIAWSKI, D. J. Region 3* Office of Director. 83/07/19. 2pp. 

19683: 029. 


DOCKET 70-2319 OUR LADY OF LOURDES HOSP , CAMDEN* NJ 


q 3072501 16 Discusses IE Insp Rept 70-2319/03-01 on B3D313. None omp 1 lane e 
noted : possess ion of SNM w/o valid 1 icense. Appl ication for 
n*w license must be submitted. 

MARTIN* T. T. Division of Engineering b Technical Programs. 83/07/19. 

P^ETERS* A Our Lady of the Lourdes Hosp. Camden* NJ. 2pp, 

1*7706:069. 


DOCKET 70-2609 COMMONWEALTH EDISON CO. , CHICAGO* IL 


0-307110398 Advises that "Security Plan for SNM for Comm EdiLaSalle 
County Station," no longer applicable since station received 
□L on 320417. Phys ical security plan submitted per 10CFR73 35 
r op Uc«s physical protection requirements. 

DROWN, W. B. Fuel Facility Safeguards Licensing Branch. 83/02/09. 
DUKE, W. L. Commonwealth Edison Co. Ip. 19391:348. 


DOCKET 70-2805 COMMONWEALTH EDISON CO * CHICAGO* IL 


8307110398 Advise* that "Security Plan For SNfl for Comm Ed.LaSalle 
County Station*" no longer applicable since station received 
OL on 8P0417 Physical security plan submitted per 10CFR73. 95 
replaces physical protection requirements. 

BROWN, WB Fuel Facility Safeguard* Licensing Branch. 03/02/09 
DUKE.W L. Commonwealth Edison Co Ip 19391:348. 


DOCKET 70-2926 DETROIT EDISON CO., DETROIT, MI 


0307190023 Forward* executed Amend* 24 b 23 to Indemnity Agreement 
B-20, effective 030331* per 830331 memo 

SCHUERMAN, L. E Detroit Edison Co 83/06/27 PAGE, R. G. Uranium 
Fuel Licensing Branch 4pp 19369:346. 


0307190330 Corrects statement in SER for License SNM-1913. Statement in 
Section V D that fuel bundles handled by reactor operator* 
was taken from FSAR. Statement applies to fuel after 
irrad i ation, not initial fuel receipt. 

TAUBER * H. Detroit Edison Co. 33/07/07 KETZLACH, N. Division of 
Fuel Cycle b Material Safety. Ip 19644:350. 


DOCKET 70-2945 UNION ELECTRIC CO. * ST LOUIS, MO 


0307190024 Advises that Amend 2 to License SNM-1901 i s sued , au thor i i ing 
use of cranes in vicinity of fuel bldg b use of cask 
handling crane over spent fuel storage pool subj to 
Condition 17*per 330316 application b 830617 suppl. 

PAGE* fl. G. Uranium Fuel Licensing Branch B3/06/30. SCHNELL, D F. 
Union Electric Co. 2pp. 19569:340. 


— 3307190026 SER re licensee 330316 application S< 330617 suppl for amend 
to License SNM-1901 , requesting use of cranes in vicinity of 
fuel bldg b use of cask handling crane over spent fuel pool. 

Issuance of amend recommended 

KETZLACH, N. , CROW, W T. Uranium Fuel Licensing Branch. 33/06/30 
4pp. 19569:342. 


DOCKET 70-2946 LOUISIANA POWER b LIGHT CO , NEW ORLEANS, LA 


8307030406 Forwards Endorsements 10 b 11 tc* NELJA Policy NF-263. 

DRUMMOND, FJ. Louisiana Power b Light Co. 03/06/13 Office of 
Nuclear Material Safety b 3a f eg uard* * D1 r e t tor 3pp. 19263:307 


8307290302 Advises that no licensing action necessary re 830712 lfcr on 
plan* to correct orientation of poison assemb 1 ies, as long as 
only one poison assembly removed from fuel racks at any 
given time 

SERINI.B L Uranium Fuel Licensing Branch. 03/07/20. WILKEN5, R. 
Louisiana Power b Light Co. Ip 19033:348. 


DOCKET 70-2947 ILLINOIS POWER b LIGHT CO.* DECATUR. IL 


3307200134 Responds to 0 Serini verbal request for info re procedures 
for handling of neutron calibr sources. Info to be used 
in review of 830425 request far amend to License 8NM-18B6. 

WULLER* G. E, 1 1 1 ino i s Power Co. 83/07/08. CUNNINGHAM* R. E. Division 
of Fuel Cycle b Material Safety. 2pp. 19826:033. 


DOCKET 70-2930 WASHINGTON PUBLIC POWER SUPPLY SYSTEM, RICHLAND, WA 


0307110140 Advise* that License SNM-1390 amended* author i I ing receipt, 
p os s es s 1 on, as semb 1 y into source holders b installation 
in reactor vessel of total of 14 ant imony-bory 1 Hum sealed 
sources containing max 3*000 curias/*our co. 

PAGE, R. 0. Uranium Fuel Licensing Branch. 83/06/29. BQUCHEY, G. D. 
Washington Public Power Supply System. Ip. 19306:127. 


— 0307110147 Safety evaluation supporting issuance of amend to License 
SNM-1890 re r ec e 1 p t , p oss es s i on, a s * Bmb 1 y into source holder* 
b Installation into reactor vessel of 14 antimony-bory U ium 
sealed sources. 

KETZLACH, N. Uranium Fuel Licensing Branch. 03/06/29. 3pp. 

19386: 120. 


8307200450 Responds ta Mar 1983 request for addl info re 8ER 
Confirmatory Issue 7, component supports. Prod 1 c ted primary 
stress combination u/all support loads resulting from 
normal piping thermal expansion less than allowable stress. 
BQUCHEY, G. D, Washington Public Power Supply System. 83/06/30. 
SCHWENCER, A, Licensing Branch 2. llpp. 19672:233. 
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□307 1205?-. ciward* I E Safeguards Insp Rrpt 70-2950/63-01 on 830620-22 
»!«r,£ 0nC 0,lip J iance nt >ted Rept withheld < 1 0CFR2. 790 ) . 

!J2?.5^2 hfAUG * L 0 Region 5, Office of Director 03/07/07. 

J-9433^293 D Wa5h ingtott Pub 1 i c Power Supply System. 2pp 


DOCKET 70-2957 FLORIDA. POWER *• LIGHT CD . MIAMI, FL 


DOCKET 70-2988 PHILADELPHIA ELECTRIC CO , PHILADELPHIA, PA 


0307290317 Forwards application for SNM, request ing author! lation 
receive, possess L store fuel assemblies for initial core 
at facility & certain nuclear instrumentation. 

BRADLEY, E. J. Philadelphia Electrlt Cd. 83/06/01. DAVIS, J G 
Division of Safeguards. 4pp 19859:001 


to 


9307050336 Requests change in annual indemnity fee for Amend 10 to 
L-icemss SNM-1209 License terminated. 

Assistant Director for State 0 Licensee Relations. 

83 06/26 PUGLISE.A.S. Division of Accounting. Ip 19263 257. 


DOCKET 70-2960 KANSAS GAS «< ELECTRIC CO.. WICHITA. KS 


8307110565 Advises that 820706 "Wolf Creek Generating Station 
Security Plan for Protection of SNM of Low Strategic 
Significance," meets requirements of 10CFR73 67<f> & <g) 
mi 0 ™**'™ fnu4t bc implemented by fuel receipt date. 

83/01 /» 3 ER '«n?«T*ro°n l FaC:mty Safeguards Licensing Branch 
83/01/23. KOESTER, G. L. Kansas Gas Z> Electric Co 


Ip. 19391:303. 


DOCKET 70-2973 COMMONWEALTH EDISON CO. . CHICAGO, It 


B306230264 Forwards advance revised pages to FSAR necessary to 
reclassify spent fuel pool liner from safety Category I 
structure to Category II. Info will be incorporated into 
neit amend to FSAR 

TRAt1M.T R. Commonwealth Edison Co. 83/06/20. DENTON, H. R 
of Nuclear Reactor Regulation, Director. 7 pp 18745 076 
Fiche: 30-000. 83/06/20, 8306230264. 


Office 

24X 


-HJu/£YUJt:v Application for SNM license authoriiing rec e i p t, p os s e s s i on 
storage of fuel assemblies for initial core at facility & 
certain nuclear instrumental on. M/two oversize figures. 

Aperture cards are available in PDR. 

QAUER.E.Q. , BRADLEY, E. J. Philadelphia Electric Co. 93/06/01 
36pp. 19859:005. 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 

DOCKET 71-0004 GENERAL ELECTRIC CO. 


8307290355 Advises of rev to NEDO-20776, "SFSO/QE U Mg t Carp QA Plan 
Rev B will bo forwarded upon completion. P 

DAWSON, D. M. General Electric Co. B3/07/08. ROUSE# L. C. Advanced 
Fuel & Spent Fuel Licensing Branch. 2pp. 19859:102, 


DOCKET 71-0037 NAVY, DEPT. OF 


B307220020 Forwards Rev 1 to Svc School Command QA program for 
transportation packaging of radioactive matl per 10CFR71. 51 
3?p 19692 - 133 V *' Dept ‘ ° f 83/07/08 - Transportation Branch. 


830703028*. Application for amend to License SNM-1917 authoriiing 
rec b ipt. p o&sessi on & storage of unirrodiated fuel assemblies 
necessary for operation of Byron Units 1 !# 2. 

TRAnM# T. R Commonwealth Edison Co 83/06/20 DAVIS, J. C. Office of 

Nuclear Material Safety Safeguards, Di rec tor. 2 pp 19263:127 


— 8307220024 Rev 1 tD Eve School Command QA plan 
packaging Df radioactive matl per 10CFR71.51 
SCHLEICHER, R J. Navy# Dept, of 83/06/03 


for transpor tation 
10pp. 19692: 137. 


DOCKET 71-0210 GULF NUCLEAR# INC. 


C ITY MEMORIAL HOSP. , NORTH KANSAS CITY, MO 

J^cusses !E insp of Licenses 24-18628-01 V SNM-1910 on 
030607 4# forwards notice of violation 


WrEDEMAN, D. <?. 


Mnrt-h u* r, - RBS l° n 3 ’ ? ffxce °f Director. 83/06/28. HAYMOWS, L 

19£99 054* flS Clt ^ Hosp. North Kansas City.MD. Ip 


“ w, rr w ™ ru, ^r^ r or mrg u 

radiography & oil industry, per 030613 request. 

HQPCRAFT, C. P, Gulf Nuclear# Inc. 03/07/08. MACDONALD# C E 
Transportati on Branch. Ip, 19672:188. 




S3 ?nduitry ^ pr ° 9rdm for fnf9 of components used in radiography L oil 
* Gulf Nuclear, Inc. 83/06/15. 19pp. 19672:190. 


83 ^?«a l eLV ^ C ! ° f vloiatlon fr °m insp on 830607 None omp 1 lane 
noted, Fai 1 ure to repair dose calibrator during 82D601 -030607 
(t failure to perform dally surveys of preparation 6 
injection areas since 800806 

19199^055° G Re ? lon 3 ‘ Dffice of Director 03 / 06 / 27 . 2 pp. 


8307230577 Forwards QA program approval For Radioactive Matl 
Package 0210#Rev 1. 

MACDONALD, C. E. Transp or ta t ion Branch. 83/07/14. HQPCRAFT# C P 
Gulf Nuclear, Inc. Ip. 19716:343 


DOCKET 70-2982 ROCHESTER# UNIV. OF, ROCHESTER, NY 


a3 fiev 3 ? 393 ° A pr ° 9T3m ap P rt>val for Radioactive Matl Package 0210, 
MACDONALD, C E Transportation Branch. 03/07/14. Ip. 19716:346. 


0307100006 Advises that submittal of physical securi 
for possession of U-235 under License SNM-1918, per 
Condition 11. r 


ty plan not needed 
License 


COOL, D. A Uranium Fuel Licensing Branch. 
Rochester, Univ of, ip. 19367:338 


03/06/30. GREGORY, W D. 


P»««VLVdl N IA POWER t LIGHT CO # ALLENTOWN, FA 


DOCKET 71-0231 CHEM-NUCLEAR SYSTEMS, fNC. 


030729038! Procedure TR-0P-003, "Gasket/Sea 1/0-r ir»q 
Procedure for CNSI Cask Fleet." 

POPPE# L. K. Chem-Nuclear Systems, Inc. 83/07/00. 
Transportation Branch 26pp, 19838:019 


Replacement/Repair 
MACDONALD, C, E. 


6307140105 Forwards response to request for addl info on SNM license 
application for new fuel storage & rec e l p t. App 1 i c a t i an 
exempt from licensing fees. 

CURTIS, N. W. Pennsylvania Power i, Light Co. 83/06/20 Office o 
Nuclear Material Safety Safeg uards# Di rec tor. 178pp. 19528:123. 


9307180415 Forwards 830620 application for SNM license for receii 
storage of new fuel.W/o end. 

KEULACM.N. Uranium Fuel Licensing Branch. 83/07/12. CUTCHU 
Office of the Eiecutive Legal Director. Ip. 19566:357. 


DOCKET 71-0310 MARATHON OIL CO. 


03 ? 72 n£o B ? A , d , VUea that rpt l uest for specific documents should be made 
to r DR In Washington# DC in response to 830719 request for 
info or copies of Docket File 71-0318 

MACDONALD, C E Tran sp or ta t i on Branch. 83/07/22. OSBORNE# A 

Marathon Oil Co. Ip. 19057:339. 


DOCKET 71-0496 NUS CORF. 


0307180416 Forwards 630620 application for SNM 
storage of new fuel. W/o end. 

KETZLACH, N. Uranium Fuel Licensing Branch 
Licensing Branch 2. ip. 19564:356 


license for receipt 6 
83/07/12. PERCH, R. L. 


8307060359 Forwards QA program per requirements of 1 0CFR7 1 . Revi sed 
program consists of expanded version of original submittal 
dtd 830302. Rev addresses shipping cask design b fabrication, 

MQTL, G. P , NUS Corp, 83/06/20. MACDONALD# C 
Ip. 19299:277 


Transportati on Branch. 
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/-83O7060366 Rev A to "QA Program Plan tor De sign, Fab r i ca tion. 
Prucureniflnt, Maiot h Repair af Packaging Used in 
Transport of Radioactive Matl. " 

* NUS Corp. 03/06/17. 52pp. 19299 276 


^307130315 Forwards request for add! info re B30630 application for 
approval of Rev A to OA Plan QA-014. 

MACDONALD. C. E. Transportation Branch 83/07/07 MQ7L, G. P. MUS 
Corp. 2pp. 19510:022, 


^307270369 Fonuards QA-014, Rev B . "QA Program Plant for Design, 
Fabri cat! on, Procuremen t, Use. tla in t & Repair of Packaging Used 
in Transport of Radioactive Matl. ° Plan revised to address 
issues in NRC 630707 1 tr. 

MOTL, 0. P. NUS Corp, 83/07/12. MACDONALD, C - E Transportation 
Branch. ip. 1985B: 293, 


y-8307290375 Rev D to "QA Program Plan for Dos ign, Fabr ication, 
Procurement, Use, Maint it Repair of Packaging Used in 
Transport of Radioactive Mat!" 

RIVERIA, J. A. , CASELLI, A. E- , MOTL, G. P. NUS CoTp. QA-014 RB 
03/07 /IS. 31pp. 196 59 : 2*76. 


DOCKET 71-4909 MODEL SE 21PF-1. GENERAL ELECTRTC CO 


3307000374 Summary of 930627 meeting w / Wes t i.ng house in Silver Spring, MD 
re stainless steel overpack for 30-incri U he * a f 1 u o r i d e 
cylinders. 

QDECAARDEN, R H Transportation Branch 83/06/29 T ranspor tatj .,n 

Branch. 2pp 1934,4:293 


DOCKET 71 -3026 MODEL CNS 14-190. CHEM-NUCLEAR SYSTEMS, INC 


8307150442 Application to amend Certificate of Compliance 5026 for 
Model CN5 14-190 to incorporate use of ASTM-A-516 Grade 70 
or Afccer approved equivalent steel. 

POPPE, L K Ch em-Nuc 1 ear Systems, Inc 83/06/17 MACDONALD, C E. 
Transportation Branch 5pp 19540:217 


0307250569 Forwards Rev 8 to Certificate of Compliance 5026 for 
Model CNS 14-190. 

MACDONALD, C. E, Transportation Branch 03707/14. OEAL.R, 
Chem-Nue S ear Systems, Inc. 3pp i 97 1 5 396. 


jjOCKET 71-0499 KOKOMO TUBE CQ. 


^307130039 Forwards QA program approval for Radioactive Matl Package 
0499, Rev O. 

MACDONALD, C. E. Transportation Branch. 03/06/29. SMITH, R , Kokomo 
Tube Co. Ip, 19511:306. 


^'■■0307130045 QA program approval for Radioactive Matl Package 0499, Rev 0, 
MACDONALD, C , E. Transportation Branch. 83/06/29 lp 19511 : 307 . 


fjDCKET 71-0300 E. I. DU PONT DE NEMOURS 6 CO. . INC. 


0307090034 Requests permission to package 6 ship radioactive matls 
containing more than Type A quantity Approval of end QA 
program also requested. 

SIMON, A, C. E. f. du Pont de Nemour-s & Co., Inc. 83/06/09 GORDON, L 
Transportation Branch. lp. 19384 103. 

—-0307090030 QA program for packaging matls in excess of Type A 
quant 1 ties. 

* E I. du Pont de Nemours & Co., Cnc. 03/06/13. 3pp. 19304.104. 

0307130030 Forwards QA program approval for Radioactive Matl Package 
0300, Rev O. 

MACDONALD, C. E. Trans p or ta t i on Branch. 03/07/07. SIMON, A. C. E. I 
du Pont de Nemours h Co. , Inc. lp. 19511:312. 


8307130036 -QA program approval for Radioactive Mat! Package 0500. Rev O. 
MACDONALD, C. E\ Transportation Branch. B3/07/07. lp. 19511 313. 


Socket 71-0301 scientific inspection technology, inc 


^307190236 Forwards QA program for transp orta tion/pac k 1 ng of 
radioactive mat 1. Registra tion as user of Gamma Industries 
Models 100, 100A, Century S h SA, Un iver aa 1 S it 8A, C-B & 67I7B 
It Tech Ops Models 719.660,600 & 650 requested. 

COXi D. L, Scientific Inspection Technology, Inc 83/05/03. 
MACDONALD, C. E. Tra nsp or ta t i o n Dranch, 7pp. 19635:020. 


^8307190244 QA program for transpor ta t ion/pac k 1 ng of radioactive matl. 
* Scientific Inspection Technology, Inc. 83/05/03 9pp 
19653:027. 


"■'8307190246 Procedure R8PM-1, "Radiographic Safety Procedure Manual. " 
e Scientific Inspection Technology, Inc. 83/05/03. 328pp, 

19695: 037, 


JACKET 71-0902 VERMONT YANKEE NUCLEAR POWER CORP 

S 

^07250919 Requests exemption from 10GFR71 provisions inconsistent 
w/revlsed hazardous mails regulations 6 adoption of recent 
DOT final rules re shipment at radioactive matl. 

HEIDER, L. H. Vermont Yankee Nuclear Power Corp. 03/07/07 

DAVIS, J, G. Office of Nuclear Material Safety 6 Safeg wards, Diroc tor . 

2pp. 19740: 177. 


— 8307250573 Certificate of Compliance 3026. Rev 6 for Model CNS 14-190. 
MACDONALD, C. e Transportation Branch 83/07/14 4pp 19715:339 


DOCKET 71-5450 MODEL: RCC, -1, -2, -3, -4, WEST 1NGH0USE ELECTRIC CORP. 


0307100025 Application for amend to Certificate of Compliance 5450 
for Model RCC Amend permits shipment of higher enrichment 
f u* Is. 

HARD f , A. J. West! nghouae Electric Corp 83/06/14 MACDONALD. C . E. 
Transportation Branch 64pp, 19641:133 


8307290411 Forwards Rev 16 to Certificate of Compliance 5450 for 
Models RCC, RCC - 1 , RCC- 2, RCC -3 & RCC-4 

MACDONALD, C. E. Tran s p orta t ion Branc h 83/07/22 NARDt , A. J. 

Wait inghouse Electric Corp. 2pp 19B50 046 


— 9307290422 Certificate of Compliance 5450, Rev 16, for Models RCC, RCC- 1, 
RCC-2. RCC-3 t< RCC-4 

MACDONALD, C. E. Transportation Branch 63/07/2? 6pp 1905B 048 


DOCKET 71-5352 MODEL: GAS CYLINDER FIRE IMPACT SHIELD, ENERGY, DEPT. 


□307190030 Forwards SAR & Certificate of Compliance 5552, Rev 4, for 
Model ORAL gas-cy I md« r fire impact shield 
PRICHARD, ft. P. Energy, Dept, of 83/06/29 MACDONALD, C E 
Transportation Branch. lp 19656:264. 


— 8307170032 Certificate of Compliance 5552, Rev 4, for Model ORNL.gas 
cylinder fire impact shield 

TRAVI3, W. H. Energy, Dept of 83/05/13. 2pp. 19656:265. 


8307190035 "SAR for Pa e kag i ng GRNL Gas-Cylinder Fire V Impact Shield " 
EVANS. U. M. . LEVINE, D. L. , EVER SOLE, R. E. Oak Ridge National 
Laboratory 0RNL/ENQ-TM-5/R 1 83/06/29. 115pp. 19969:171 


830720021 B Advises of tnadver ten t omission of Procedure 16A, ‘‘Bldg 
3033, Krypton tt Tritium Fac i 1 i ty, Procedure For Leak Testing 
Loaded Tritium Cylinders for Sh 1 pmen t, r " from ftept 
ORNL/ENG/TM-5, Rev t , Ap p C. 

TRAVIS, W. H Energy, Dept. of. 03/07/06 MACDONALD. C. E. 
Transportation Branch. Ip 19326:070 


— 8-307200223 Procedure 16A, "Bldg 3033, Kry p ton & Tritium Facility 
Procedure for Leak Testing Loaded Tritium Cylinders for 
Sh i pment, " 

* Dak Ridge National Laboratory. 78/10/11 2pp. 19826:071. 


8307250557 Forwards Rev 0 to Certificate of Compliance 5552 for 
Model Gas Cylinder Fire Impact Shield 

MACDONALD, C. E. Transportation Branch. 03/07/13. PRICHARD, ft . P. 
Energy. Dept. of. lp. 19716 003. 


--83 07250562 Certificate of Compliance 5552, Rev 0 for Model Oa s Cylinder 
Fire Impact Shield. 

MACDONALD, c E Transportation Branch 03/07/13. 5pp, 19716:004. 
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DOCKET 71-5641 MODEL: UNC-2500, UNITED NUCLEAR CORP 

a3 Mo^i°iNC-250 ardS R * V 5 t0 CeT * iPicatf} of Compliance 3641 for 

MACDONALD. C E Transportation Branch 93/06/2? KIRK. W F United 
Nuclear Corp. ip. 1931 1:357. 


DOCKET^ 1-6078 MODEL: 927A1 & 927C1. COMBUSTION ENGINEER l NO, INC. 


8307000623 Notification of registration as user of Models 927A1 8t 627C1 
in response to 030323 request. 

MACDONALD. C. E Transporta 1 1 on Branch. 83/06/27. ANDOGNINI , 0. C 
Arizona Public Service Co. Ip. 19364:226. 


8307130022 Certificate of Compliance 5641, Rev 5. foT Model 
MACDONALD, C E Transportation Branch 03/06/29. 4 pp 


UNC-2500 

19511:358. 


DOCKET 71-6272 MODEL: 6272, U. S ECOLOGY, INC. 


DOCKET 71-S7B7 MODEL: D-2B. ENERGY. DEPT. OF 


8307190275 Requests registration 
HOWRY. W. R. GA Technologies, In 
MACDONALD* C. E Transportation 


as user of Model ORNL D-3S. 
c. /General Atomic Co. 83/06/27. 
Branch. Ip 19636 205, 


DOCKET 71-5803 MODEL: CNS-3-S3, CHEM-NUCLEAR SYSTEMS, INC. 


8307290273 Forwards one oversize drawing in support of 030415 
application to amend Certificates of Compliance 6400 6 6272, 
in response to NRC requel t. Aperture card available in PDR. 
MOSER, R M. Energy, Dept. of. 03/07/12, MACDONALD, C. E. 
Transportation Branch. Ip. 19BSB: 169. 


93 6272° 57i FDru^a^(^, R * v 4 * D Certi ficate of Compliance 6272 for Model 

MACDONALD, C. E. Transportation Branch. 03/07/15. MOSER, R M 
Energy, Dept. of. 3pp. 19716:337. 


8307280023 Requests registration as user of Model CNS 3-53 shipping 

NEALiT. P. Consumers Pou/er Co. 83/07/15. MACDONALD. C E 
Transpor tation Branch. Ip. 19B26 020 


B3 2I?n™?Vn T £ mCate af Com P l *«nce 6272, Rev 4, for Model 
MACDONALD. C. E. Transportation Branch. 03/07/13. 3 pp. 


6272. 

19716:340. 


B307290372 Forwards request for addl info re 820429 request for Rev 0 
to Certificate of Compliance 5805 for Model CN5 3-53^ 

MACDONALD, C. E. Transporta tier Branch. 83/07/22. DEAL, R 
Chem-Nutlear Systems, Inc. 3pp. 19857 : 359 . 


DOCKET 7 11-5823 MODEL: TREAT, ENERGY, DEPT. OF 


DOCKET 71-6286 MODEL: CMB-ll, ENERGY* DEPT. OF. 


0307120034 Advise s that Rev 0 to Certificate of Compliance 6206, for 
Model CMB-ll expired on 030531. 

MACDDNALD, C E. Transportation Branch. 83/06/20. BARRACLAUGH, E. 
Energy, Dept. of. l p . 19435:361. 


0307220641 Requests registration of Union Carbide Corp as user of 
node] TREAT. 

WEINTRAUO, A. A. Energy, Dept. of. B3/07/G7. MACDONALD, C E 
Transportation Branch. lp. 19697:040 


DOCKET 71-5B74 MODEL; WAPD-40. ENERGY. DEPT. OF 


0307 1 10063 Forwards request foT add) info re 820420 application, 
supplemented on 830301 ■ r eques t I ng amend to Model WAPD-40 

requ " ted within 30 days of Ur receipt. 
MACDONALD, C. E. Transpor ta 1 1 on Branch 93/06/23. ENGEL, U P 
Energy, Dept, of □ pp. 19386: 2B7 


DOCKET 71-6346 MODEL: FSV-1, GENERAL ATOMIC CO. 


ut nooBi rov- 


wjw* c nuquescs r eg is era t i __ „ 

MANGAMiC. V, Niagara Mohawk Power Corp. 03 / 07 / 06 . DAVIS, J. G 
19692*357 N “ Cl ” r Matil ' ial Safety * Ba Fe guard *, Di r*c tor. lp. 


Hr “!7 “ r rav_1 »n*PPing catx will commence Jul 

d gnd ® r Certificate of Compliance 6346, dtd 

MURPHY, W, P. Vermont Yankee Nuclear Power Corp. 83/07/18. Office 
of Nuclear Material Safety & Saf eguards. Director. lp. 19039:137, 


DOCKET 71-5937 MODEL BMI-1, 0ATTELLE COLUMBUS LADORATORY 


B30 ???? 326 - ApPnCatlQn far rev lo Certificate of Compliance 5937 
withdrawing PULSAR fuel from list of contents P 

83/06/13 ' lfUtifcutej Columbus Laboratories. 

03/06/13. MACDONALD, C. E Transportation Branch. 


5pp. 


19221: 18B. 


DOCKET 71-6400 MODEL: 6400, WESTINCHQUSE ELECTRIC CORP. 


83 aI 2 Adati H°r ar 2 S i? AR f ° r Pac)ta * ln » Su P er Tiger Shipping Contain, 
as Adapted for Small Numbers of LWBR Typo Fuel Rods (LWBR 


Development Program). 1 
ENGEL* M. P Energy, Dept. of. 03/07/08. 
Transportation Branch. 2 pp. 19858 : 034 . 


MACDONALD, C. E. 


8307050327 Rev D to "SAR for Model 
* flatten? Memorial Institute, 

£ 04pp. 19221: 194. 


BMf“i Shipping Cask. " 
Columbus Laboratories. 


03/11/23 


0307130066 Notification of registration as user of Model 0MI-1 in 
response to B30430 request. 

MACDONALD, C. E. Transportation Branch 83/07/07. WE THY, C M 
Florida Power Light Co. ip. 19526 002 


al- rui r « I- «i n « atJ P» r Shipping Container 

Pro ram ! I „ Nl,mb * ri of LWQR T ¥P* Fu#1 Rod * (LWBR Development 


Program). 
PLUMMER, D. E. 
19030: 036. 


Energy, Dept. of. WAPD-LP (CEJ-256. 83/05/31. 21pp. 


—0307290370 Rev 1 to 
LAUDE, L. Energy, 
19030:077. 


"Min Critical Numbers of LWBR Rods & Pellets. " 
Dept. of. WAPD-RS(CC) ROl . 72/04/30. 2ipp. 


0307190392 Notification of registration 
response to 030513 request. 

MACDONALD. C. E. Tran sp or t at i on Branch 
ASiM Univ, . College station, TX. Ip. 


as user of Model BMl-1 in 

83/07/0B DEICEL.H. J. 
19644 : 362. 


Texas 


715971 M0DEL: OE-200, GENERAL ELECTRIC CO. 


8307130042 Notification of registration 
response to B30508 request. 

MACDONALD, C. E. Transportation Branch 
Sacramento Municipal Utility District 


as user of Model GE-200 

03/07/07. MILLER, R. I 
lp 19511:303. 


in 


“SJJSS? 04 For ‘ ,,ard * revised Model 200 certification 
030304 request. 

CUNNINGHAM. G. E. General Electric Co. 83/07/10. 
Transportation Branch 10 pp. 19626:206 


drawings per 
MACDONALD, C. E. 


8307290374 Certificate of Compliance 6400, Rev 3, for Model 8APL 5910 
* Energy, Dept. of. 83/07/08 2pp. 19039:098. 

8307290273 Forward* one oversize drawing in support of 030415 
application to amend Certificates of Compliance 6400 fc 6272* 
*! f nnro’£ 0 H ,e to NRC r *‘* ue# t. Ap sp ture card available in PDR. 

MOSER, ft. M. Energy, Dept, of 03/07/12. MACDONALD, C. E 
Transportation Branch. lp. 19B38: 169 , 


0307250603 Furwards Rev 13 to Certificate of Compliance 6400 for 
Model 6400. 

MACDONALD, C. E. Transportation Branch. 83/07/14 MOSER, R M 
Energy, Dept. of. 3pp. 19718:057. 


"~ 83 2I5 5OA0<? C * rtl * lca ** Compliance 6400, Rev 13, for Model 6400. 

MACDONALD. C, E. Transportation Branch. 03/07/14. 9 pp. 19718:060. 


8307290306 Discusses 001014 application re repair* to Model 6400 
pac kag ing. Licens ing action closed. 

MAC DONALD, C. E, Transportation Branch. 03/07/22. SCOVILLE, j. J. us 
Ecology« Inc (formerly Nuclear Engineering). lp. 19857:357. 
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DOCKET 71-6406 MODEL: NONE, ENERGY, DEPT. OP 


0307080637 Forwards Rev 3 to Certificate of Compliance 6406 for 
shipping unirrad lated fuel assemblies 

MACDDNALD, C. E. Trans p or ta t i on Branch. 83/06/23 ENGEL* W P 
Energy, Dept, of lp. 19364 131. 


— Q3O7O0O669 Certificate of Compliance 6406. Rev 3. for shipping 
unirradiated fuel assemblies. 

MACDONALD, C. E. Transportation Branch 83/06/23, 5pp 19364:132. 


DOCKET 71-6493 MODEL: PADUCAH DEMONSTRATION CASK. ENERGY 


0306240429 Advises that NRC 830306 request for addl info re Paducah 
demonstration cask has been forwarded to field ofc for 
review. Amended DOE Certificate of Compliance 6495 re fuel 
return encl.W/one oversize drawing. Aperture card is in PDR 
PRICHARD. R. P. Energy, Dept. of. 83/06/13 MACDONALD. C. e' 
Transportati on Branch. lp. 10999 102 


DOCKET 71-6330 MODEL: 6-GS-l, ENERGY, DEPT. OF 


0307210367 Forwards LBL-2168. "Analysis of Neutron Shipping Container 
6--G8- 1 " !< seven overstie drawings, in response to NRC B30608 
request. Prompt recertification of Certificate of Compliance 
6330 requested for Model 6-03-1. 

PRICHARD, ft, P. Energy, Dept. of. 83/07/01 MACDONALD. C. E 
Transportation Branch. Ip. 196BB:00i. 


B307210373 "Analysis of Neutron Shipping Container 6-GS-l." 

INGHAM, P. S. Lawrence Berkeley Laboratory. LBL-2168 
74/02/20, Atomic Energy Commission. 91pp. 19688:002. 


0307230333 Forwards Rev 0 to Certificate of Compliance 6690 for Model 
6-0S-1. 

MACDONALD, C. E. Transpor tat Ion Branch. 03/07/14. JACKSON, C D 
Energy, Dept. of. 2pp. 19740:181. 


0307230373 Certificate of Compliance 6690, Rev 0, for Model 6-G8-1. 
MACDONALD, C. E. Transportation Branch. 83/07/14. 3pp. 19740:103 


DOCKET 71-6601 MODEL: CN6 8-120, CHEM-NUCLEAR SYSTEMS, INC. 


0307190027 Forwards Rev 1 to BAR for Model CNS 0-120 

PQPPE, L. K. Chem-Nuclear Systems, Inc. 03/06/29. MACDONALD, C £ 
Transportation Branch. 3pp. 19369:334 


0307200125 Delineates corrective actions to determine cause t* prevent 
recurrence of defective primary lid bolts found on CNS 0-120 
shipping cask. Enel procurement spec implemented. 

POPPEiL. K. Chem-Nuclear Systems, Inc. 83/07/ IB. MACDONALD, C. E 
Transpor tatlon Branch. 13pp. 19012:332. 


DOCKET 71-6679 MODEL: 6679, U, 9. ECOLOGY, INC. 


8307130033 Forwards application for renewal of Certificate of 
Compliance 6679 authorizing use of Half Super Tiger overpack 
for Type B quantities of radioactive mat ]. Suppor ting rept* 
encl.W/o application for Certificate of Compliance 6679, 

WALLERiW. K, US Ecology, Inc. (formerly Nuclear Engineering). 
83/06/30. MACDONALD, C. E, Transp or ta t i on Branch lp 19562:003. 


—8307130033 "SAR for Packaging (SARP) Half Super Tiger." W/two oversize 
drawing* & two procedures. Aperture cards are available in 
PDR. 

* US Ecology, Inc. (formerly Nuclear Engineering). 03/06/20 
37pp. 19362:004. 


0307130038 Rev 1 to G-103, "Operational Insp Procedures for DOT 
Spec Containers 6400 & 6679. 

* US Ecology, Inc. (formerly Nuclear Engineering). 82/01/31. 
9pp. 19362:041. 


0307130040 Rev 0 to 0-113, "Torquing Procedure for DOT Spec Container 
6679. " 

* UE Ecology, Inc. (formerly Nuclear Engineering). 01/11/30 
2pp. 19362:046. 


0307130042 "Engineering Evaluation of Super Tiger Dverpack Designed 
for Shipment of Largo Ouantitie* of Hazardous Matls." 

HANSEN, L. J. , HAEL8IG, ft, T, Mechanics Research, Inc. C2378 
70/03/04. 106pp, 19362:048. 


DOCKET 71-6698 MODEL NFS-4. NUCLEAR FUEL SERVICES- INC. 


8307080308 Summary of 830628 meeting w/TMI personnel in Silver Spring, 
MD re shipment of reactor core fuel matls List of attendees 
it meeting agenda encl. 

ODEGAARDEN, R H Transportation Branch. 03/06/29. Transportation 
Branch. 6pp, 19364 283 


8307130391 Requests interpretation of Section 15(a) ro cask cavity 
measurements for spent fuel shipments per Certificate of 
Compliance 6698- Rev 15 by 030013 

TUCKER, H D Duke Power Co. 83/06/30. MACDONALD. C E . 
Transportation Branch, Jp 19540.320. 


DOCKET 71-6708 MODEL: C-6, ENERGY, DEPT OF 


8307130020 Notifies that Rev 0 to Certificate of Compliance 6706 for 
Model C-6 expired on 821031 

MACDONALD. C. E. Transportation Branch 83/06/28 PETERSON- J M 
Energy, Dept. of. lp 19511:315. 


DOCKET 71-6771 MODEL SN-1, METROPOLITAN EDISON CO 


0307190017 Request* that 820110 application for amend to Certificate of 
Compliance 6771 for Model SN-1 be withdrawn Shield insert no 
longer needed due to operational changes within EPICQR 
shipping program. 

KANOA, B K. General Public Utilities - GPU Service Corp. 03/06/27. 
MACDONALD, C. E. Transportation Branch. lp 19656:047. 


8307230105 Ac k receipt of B30627 Itr withdrawing 620118 application. 
Application far Model SN-1 deleted from review.per 820118 
request 

MACDONALD. C, E Tran spur ta t i on Branch. 83/07/12 KANOA. B K. 
General Public Utilities - GPU Service Corp lp. 19725:347, 


DOCKET 71-9006 MODEL: 500-SU, AUTOMATION INDUSTRIES, INC 


B307290290 Forwards one oversize revised drawing re 030519 request to 
add shielding plates to several Automation Industrie* Model 
500-8U Ir- 192 source changer Aperture card is available In 
PDR. 

MAVBERRY. C 0. Automation Industries. Inc 83/07/14 MACDONALD, C E 
Transportati on Branch lp. 19859 101 


DOCKET 71-9010 MODEL: NLI-1/2, NL INDUSTRIES. INC. 


0307190018 Requests registration as user of Model NLI-1/2 

FAY, C. W. Wisconsin Electric Power Co. 83/06/27. MACDONALD, C. E. 
Transportation Branch. lp 19569:360. 


03O7OBO3B8 Summary of 830620 meeting w/TMi personnel in Silver Spring. 
MD re shipment of reactor core fuel matls. List of attendees 
t meeting agonda end. 

ODEGAARDEN, R. H. Transportation Branch. 83/06/29 Transportation 
Branch. App. 19364:283. 


8307280433 Application for amend to Certificate of Compliance 90J0, to 
authorize shipment of PWR fuel w/mav average burnup to 
40,000 MWP/MTU w/o boroted fluid if, neutron shield tank. 

JOHNSON, C. R. Nuclear Assurance Corp 03/06/29. MACDONALD, C . E. 
Transportation Branch. 4pp. 19826: 062 


6307 1904 1 5 Forwards Rev 11 to Certificate of Compliance 9010 for 
Model NLI-1/2. 

MACDONALD, C. E. Transportation Branch 83/07/12. JOHNSON, C. R 
Nuclear Assurance Corp 3pp. 19656; 034. 


■0307190420 Certificate of Compliance 9010, Rev 11, for Model NLI-1/2. 
MACDONALD, C. E. Transportation Branch 83/07/12. 6pp 19656:037. 


DOCKET 71-9029 MODEL: 676 U 676E, TECHNICAL OPERATIONS, INC 


8307280149 Requests registration as user of Models 650,660,676.680 t 

PETERSON, B. H. Morr l son-Knudsen Co., Inc. 03/07/06 MACDONALD, C E 
Transportation Branch. Ip. 19826:038 
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DOCKET 71-7032 MODEL. 650, TECHNICAL OPERATIONS, INC 


0307190236 Forwards GA program for transportat i on/pac V ing of 
radioactive mat! Registration as user af Gamma Industries 
Models l OOi lOOA, Century S U SA, Universal S 6 SA, C-8 lr 67170 
(/. Tech Ops Models 713*660.680 h 630 requested 
COX. 0. L. Scientific Inspection Technology, Inc. 83/03/03. 
MACDONALD, C. E. Transpor ta t i on Branch- 7pp. 19633:020. 


8307230149 Requests registration as user of Models 650*660*676*680 L 
771 

PETERSON* D. R Morrison-Knudsen Co * Inc 83/07/06. MACDONALD, C . E. 
Tran spur tat 1 on Branch. Ip. 1 9826 038 


DOCKET 71-9033 MODEL : 660 U 660E, TECHNICAL OPERATIONS. INC. 


8307190236 Fnrwardi OA program for transpor tat i on/pac k ing of 
radioactive ma t 1 . Re g i s tra t i an as user of Gamma Industries 
Models 100* 100A* Century S & SA, Universal S h SA. C-8 >, 67170 
& Tech Ops Mabels 715. 660.6B0 It 650 requested 
COX, D L Scientific Inspection Technology, Inc. 83/05/03. 
MACDONALD, C E. Transp or ta t i on Branch. 7pp. 19635 020. 


8307200149 Requests registration as user of Models 650.660,676.680 tt 
771. 

PETERSON, D H. Morr l so n-Knudsen Co * Inc. 03/07/06 MACDONALD* c. E. 
Transportation Branch. Ip. 19826 030 


8307130034 Notification of registration as user of Models 600 $< 6Q0E 
in response to B3Q526 request. 

MACDONALD. C E. Transportation Branch. 83/07/07. NEAL, T P. 
Consumers Power Co. Ip. 19311:311 


DOCKET 71-9035 MODEL: 680 6 680E. TECHNICAL OPERATIONS, INC. 


8307190236 Forwards QA program for transportation/packing of 
radioactive matj Registration as user of Gamma Industries 
Models 100, 100A, Century S fc SA,Universal 5 6 SA, C-B h 6717B 
1* Tech Op s Models 715.660.600 l 650 requested. 

COX, D L. Scientific Inspection Technology. Inc. B3/05/03. 
MACDONALD, C. E Transp or tation Branch. 7pp. 19*55 020 


0307280149 Requests registration as user of Models 650, 660, 676. 680 V & 
771. 

PETER SUN, D. M. Nor r iso n - Knuds e-n Co , Inc. 03/07/06 MACDONALD, C E 

Transportation Branch Ip. 1 9826 038 


DOCKET 71-9039 MODEL 715, TECHNICAL OPERATIONS. INC 


8307190236 Forwards OA program for transportation/packing of 
radioactive matl. Re g i s fcr at ion as user of Gamma Industries 
Models 100. 100A, Century S & SA, Universal S 1* BA. C-8 tt 6717B 
le Tech Ops Models 715*660.680 t* 650 requested 
COX, 0. L Scientific Inspection Technology, Inc. 83/05/03 
■MACDONALD, C. E. Transportation Branch. 7pp. 19633:020 


DOCKET 71-9044 MODEL : GE- 1600. GENERAL ELEC1RIC CO. 


8307130029 Notification of registration as user of Model GE-16D0 in 
response to 830331 request. 

MACDONALD, C E. Transportation Branch 83/07/07 JONES, W. C. Omaha 
Public Power District. Ip 19511 314 


DOCKET 71-9049 MODEL GE-500, GENERAL ELECTRIC CD 


9307280214 Requests registration as user of Model GE-500 

WEINTRAUB, A A Energy, Dept of 83/07/06. MACDONALD, C. E 
Transportation Branch. Ip 19826.068, 


DDCKET 71-9070 MODEL: N-55. ENERGY, DEPT. OF 


0307190434 Notification of registration as user of Model N-53 in 
response to B303I0 request 

MACDONALD, C. E. Transportation Branch 83/07/08. ANSELMO, A. A. 
EC4G. Inc Ip 19656:045. 


8307220105 Responds to 830409 Itr requesting registration as package 
us er. Approved GA program per 10CFR71 must be obtained prior 
to registration as user 

MACDONALD, C. E. Tr-ansportatl on Branch 83/07/12, GUTH, J. H. Kraft, 
Inc Ip 19691:344 


DOCKET 71-9071 MODEL: AP-101, ANEFCO, INC. 


0307150431 Application for amend to Certificate of Compliance 9071 
for Model AP-lOl* to include borosllicate 6 other silicate 
solid waste forms as contents. 

MURPHY, J. D Anefco, Inc. 83/04/05. DDEOAARDEN, R . Transp or ta t i on 
Branch. 2pp 19540: 189. 


DOCKET 71-9079 MODEL HN-100, SERIES 2 t* 2A, HITTMAN NUCLEAR 


8307150445 Requests registration as user of Model HN-100 Series 2. 
CUNNINGHAM, G. E. General Electric Co. 83/06/22. MACDONALD, C . e! 
Transportat ion Branch Ip 19540:223 


DOCKET 71 "9080 MODEL: 9080, HITTMAN NUCLEAR 6 DEVELOPMENT CORP. 


8307130052 Notification of registration as user of Model 9080 in 
response to 830421 request. 

MACDONALD, C. E. Tr ans p or ta t i on Branch 83/07/07. MIS, F. J, 

Rochester Gas 6 Electric Carp. ip. 19511:300. 


DOCKET 71-9088 MODEL: NL9-RF, SCHLUMBERGER WELL SERVICES 


B 3 Q 7120030 Advises that Rev 1 to Certificate of Compliance 9088 for 
Models NLS-RF, NLS-LM expired 830531. 

MACDONALD, C E Transportation Branch, 83/06/28. RAC5TER. C. E. 

Sc h 1 umber g er Well Services. Ip. 19439:342. 


DOCKET 71-9089 MODEL: HN-1005, HITTMAN NUCLEAR JLc DEVELOP. CORP. 


8307110071 Forwards request for addl Info re B30516 application for 
renewal of Certificate of Compliance 9089 for Model HN-100S. 

Info required within 60 days of Itr receipt, 

MACDONALD, C. E Transportation Branch. 83/06/23. MALLORY, C, W. 
Hlttman Nuclear 6 Development Corp. (subs, Hittman Coro >. 3pp. 
19386:302. 


B307190428 Informs that Rev 3 to Certificate af Compliance 9089 for 
Model HN-100S will not expire until final determination 
made by NRC , 

MACDONALD, C. E Transportation Branch. 83/07/11. ROWE, B. S. Hittman 
Nuclear U Development Corp. (subs. Hittman Corp. >. 3pp. 19636:160. 


DOCKET 71-9096 MODEL: CNS 21-300, CHEM-NUCLEAR SYSTEMS, INC. 


0307080404 Forwards Rev 2 to "CNS1 21-300 Type A Radwaste Shipping Cask 
SAR, " App 1, describing t* evaluating new load distribution 
pa 1 1 e t, au x i 1 i ary sh 1 e l b, th erma 1 analysis t< revised operating 
procedure. Rev supersedes 830220 version 

POPPE, L K. Chem-Nuclear Systems, Inc B3/06/2Q. MACDONALD, C. E. 
Transportation Branch. 10pp 19362:245, 


* 0307000407 Rev 2 to "CNSI 21-300 Type A Radwaste Shipping Cask SAR," 
App 1. 

* Chem-Nuclear Systems, Inc. 83/06/30. 66pp. 19362:247- 


8307230593 Forwards Rev 5 to Certificate of Compliance 9096 for 
Model CNS 21-300. 

MACDONALD, C. E Transportation Branch B3/07/1B DEAL, R. 
Chem-Nuclear Systems, Inc. 3pp. 19710:073. 


-- 8307250605 Certificate of Compliance 9096, Rov 5, for Model CNS 21-300. 
MACDONALD, C. E Transportation Branch 83/07/18. 3pp. 19718:076. 


DOCKET 71-9098 MODEL: UCC-20WC-2 it 2A* UNION CARBIDE CORP. 


0307250559 Forwards Rev 4 to Certificate of Compliance 9090 for 
Models UCC-2-0WC-2 it UCC-20WC-2A. 

MACDONALD, C. E Transportation Branch 83/07/10. MCGOVERN, J. J. 
Union Carbide Corp. Ip. 19715:352. 


— 0307250570 Certificate of Compliance 9098, Rev 4, for Models UCC-20WC-2 L 
UCC-20WC-2A 

MACDONALD, C. E. Transportation Branch 83/07/10. 3pp. 19715:333. 
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DOCKET 71-9107 MODEL: 771, TECHNICAL OPERATIONS. INC 


8307200149 Requests registration as user of Models 650, 660, 676. 680 & & 
771. 

PETERSON. B. H, Morr i son-Knud s en Co , Inc 03/07/06 MACDONALD. C. E. 

Transportation Dranch lp. 19026 030 


DOCKET 71-9100 MODEL: CNS 6-75, C HEM-NUCLEAR SYSTEMS. INC. 


B307250023 Forwards requests for add l info re 830531 application for 
renewal of Certificate of Compliance 9108 for Model CNS 
6-75. Addl info should be submitted in form of revised pages 
within 60 days from date of Itr. 

MACDONALD, C. E. Transportation Branch. 83/07/14 DEAL, R 
Chem-Nuclear Systems. Inc. 3pp. 19721:001. 


DOCKET 71-9111 MODEL: CNS 6-80-2. CHEM-NUCLEAR SYSTEMS. INC 


0307190266 Forwards responses to 830525 questions re amend request for 
Model CNS 6-00-2 package O-ring seals will be bonded w/llght 
coating of RTV adhe s i vo. Lea k test will be performed on cask 
prior to acceptance. 

PQPPE, L. K. Chem-Nuclear Systems, Inc. 83/06/29. MACDONALD. C. E 
Transportation Branch. lp. 19636:207. 


0307200364 Application for renewal of Certificate of Compliance 9111 
for Model CNS 6-80-2. 

POPPE, L. K. Chem-Nuclear Systems, Inc. 03/06/29. MACDONALD, C. E. 
Transportation Branch. 4pp. 19656:272. 


*8307200363 "BAR for Chem-Nuclear Sys, Inc Model CNS 6-80-2 Type A 
Ratfwaste Shipping Cask." 

* Chem-Nuclear Systems. Inc. 03/06/29. 37pp 19656: 277. 


0307230091 Requests registration as user of Model CNS 6-00-2 
LUNOVALL, A. E. Baltimore Oas It Electric Cp 03/06/30. 

MACDONALD. C. E. Trans por ta t i on Dranch. lp 19720:333 


DOCKET 71-9127 MODEL 100, IOOA, 200. 200A. GAMMA INDUSTRIES 


0307190236 Forwards GA program for transportation/packing of 
radioactive mat 1 . Reg i strat i on as user of Gamma Industries 
Models 100, IOOA, Century B * SA, Universal 5 4. SA. C-B b 671 7Q 
St Tech Ops Models 715.660.600 b 650 requested. 

COX, D. L. Scientific Inspection Technology, Inc 03/05/03 
MACDONALD, C. E. Transportat ion Dranch 7pp 19653:020 


DOCKET 71-9128 MODEL: C-8. GAMMA INDUSTRIES 


8307190236 Forwards GA program for transportation/packing of 
radioactive matl Registration as user of Gamma Industries 
Models 100, IOOA, Century 5 b SA. Universal S 6 SA, C-8 6 67170 
b Tech Ops Models 715.660.600 b 630 requested. 

COX, D. L. Scientific Inspection Technology, Inc. 83/05/03 
MACDONALD, C. E. Transportation Branch 7pp. 19655:020 


DOCKET 71-9132 MODEL: T-3. ENERGY, DEPT QF 


0307130048 Summary of 830629 meeting w/NUPAC 6 Wes t inghouse-Hanford 
In Silver BpringtMD re shipment of sodium contaminated fuel 
6 Increased heat load in Model T-3 

ODEOAARDEN, R. H. Transportation Dranch. 83/07/07 Transpor tat i on 

Branch. 2pp. 19511:301. 


0307290340 Forwards addl info in response to NRC 030213 request re 
application for amend to Model T-3 shipping cask. 

HANSEN, L. J. Nuclear Packaging. Inc. 03/07/19 MACDONALD. C. E 
Transporta tion Dranch. 27pp 19858:109. 


DOCKET 71-7133 MODEL: CENTURY S b SA. CEN. UNIV S 6 SA, GAMMMA l NO 


8307190236 Forwards GA program for trans p orta t i on /pac k i ng of 
radioactive ma t 1 , Reg i s tra t i on as user of Gamma Industries 
Models 100, IOOA, Century S b SA. Universal S b SA,C-8 b 6717D 
& Tech Ops Models 715,660.680 b 650 requested. 

COX, D. L. Scientific Inspection Technology, Inc 03/05/03 
MACDONALD, C. E. Transportation Dranch. 7pp. 19635:020 


8307130311 Notification of registration as user of Models Century S. 
Century SA.Century UNIV S, Century UNIV SA. IR-50 b IR-lOO in 
response to 030606 request 

MACDONALD, C E Transportation Dranch 03/07/07 CORDESIA, D M 
Cherne Contracting Corp )p 19508 36? 


DOCKET 71-9151 MODEL HN-100, SERIES 3, Hi 1 THAN NUCLEAR b DEV. CORP 


0306030261 Requests correction to NRC 830509 Itr referencing Model 
CNS 14-170 package instead of 100 Series 3 

MUSOLF.D Northern States Power Co 83/05/23 MACDONALO, C E 
Transpor tati on Branch Ip 10785 356. 


0307250033 Application for amend ta Certificate of Compliance 9151 to 
include NUS 14-170 Series 1 package for shipment of 
radioactive mail W/four oversiie drawings Aperture cards are 
available in PDR. Four procedures enc 1 

RUSSELL, T. A. NUS Corp 03/06/29. MACDONALD. C I ransp or ta 1 1 on 
Branch 3pp 19724:00]. 


— 0307250040 Rev A to Procedure WM-OU, "Soap Bubble Leak Test NUS 
Process Svcs Shipping Casks." 

* NUS Corp 03/06/28 7pp, 19724 005 


— 8307230042 Rev A ta Procedure WM-012. "NUS - 14- 1 70. Series 1 Maint " 
* NUS Corp 03/06/20 8pp 19724 012 


0307250045 Rev A to procedure LIM-013. "Gamma Scanning of Lead Shielding 
for NUS Type Ca9ks. “ 

* NUS Corp 83/06/28 6pp JV724 020 


--8307250047 Rev A to Procedure WM-Q14. "Operating Instructions for 
Loading & Unloading NUS- I 4 - l 70. Series 1 Casks 11 
* NUS Corp 83/06/28. 17pp 17724 026 


0307220639 Advises that actual request?! of rev to Certificate of 
Compliance 9151 is NUS Process Svcs Corp Rev should be 
changed accordingly. 

ANDERSON, H M NUS Corp 83/07/06 MACDONALD, C Transportation 
Branch lp 19697 042 


8307130037 Notification of registration as user of Models HN-100 
Serins 3 b CNS 14-170 in response to 030224 request 
MACDONALD. C E. Transportation Dranch 83/07/07 MIDUflA.K J 
Public Service Electric b Gas Co of New Jersey Ip 19511 300 


DOCKET 71-9156 MODEL IR 30, INDUSTRIAL NUCLEAR CtJ 


0307130311 Notification of registration as user of Models Century S, 
Century SA, Century UNIV S, Century UNIV SA. IR-SO b IR-JOO in 
response to 830606 request 

MACDONALD.C E Trans po r ta t » on Branch 03/07/07 C BABES I A. D M 

Cherne Contracting Corp Jp 19508:362 


8307200034 Requests registration as user of Model IR-50 shipping 
package 

BRACKEN, K. W. Energy, Dept, of 03/07/12 MACDONALD, C E 
Transportation Dranch lp. 19826 018 


DOCKET 71-9137 MODEL IR-1Q0, INDUSTRIAL NUCLEAR CO 


8307130311 Notification of reg i sti at ion as user of Models Century S. 
Century SA.Century UNIV S. Century UNIV SA, 1R-50 * IR-lOO in 
response to 830606 request 

MACDONALD, C. E Transportation Branch 83/07/07 CORDESIA, D M 
Cherne Contracting Corp Ip 19308 362 


DOCKET 71-9162 MODEL. GNM-20, GULF NUCLEAR. INC 


B307070467 Forwards Rev 1 to Model GNM-20 Certification requested 
HOPCRAFT » C P. Gulf Nuclear. Inc. 83/06/24 MACDDNALD.CE 
TranspoTtati on Branch 34pp 19344 291 


DOCKET 71-9163 MODEL' GNG-20, GULF NUCLEAR, INC 


8307150392 Application for IAEA certificate of competent authority 
for GNG-20 source shield. 

HOPCRAFT. C. P. Gulf Oil Corp, S3/G6/09 RAWL.R 
Dept, of Ip 19540:310 


T ranspor tat i on, 
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* s ■ .» * •* t * ' t * P 1 1 a '■ ' * 9163 for M a d e l 

, - y-f MOr CRAFT # C P 

*• ; • X ? 


B307H0092 Approves Automation Industr ies# J nc 830227 request that 
Model 50QSU-OP be issued IAEA certificate of competent 
authority, u/1 is ted condition 

MACDONALD# C. E. Transportation Branch. 83/06/27. RAUL# FT R. 
Transportation# Dept of- ip- 19386:286. 


{ : ate i f 
r- a-ss-v 


•: ; - l i f . if • l i -3 
tits:. '• '! " * ~ ' ; 


£ t . v f c r Ms 2 * 1 GN G "20 
S3. - 06#'* 9 8?p 19&5J 346 


DOCKET 7 1 "9 50 3 MODEL: HP© MDO-3 RTG, ENERGY. DEPT. OF 


\a \ , tut C * i * i at* >:.* C i i arc t 9163 fleets 

• ».j I ."»•'.*• ?* *jr :.,<•« Eli," S**5vl3 5* 

.• 3 ; t : . • i».i *- i s«rtall| r .. -*! *■ r «' T lead ulf« ^eal in 

; ■ •r'J , ■ .1 1 i ' fSfl -■ J - I .1 * 

«*,v: C- p U“) ... i ree-isB-tasii!* ilrj": 1 ' B3'G7'07 »AWL . « R 
C«3! C» U I’sSft 1*5 


8307120023 Advises that Rev to Certificate of Compliance 9505# for Model 
HPG MOD -3 RTG expired on 830531. 

MACDONALD# C. £. Tr ans p or ta t i on Branch 83/06/28. OARRACLAUGH# E. 

Energy. Dept, of Ip. 19439:343. 


'■ n# #. v:uea» facasiks. Inc LICENSING OF INDEPENDENT SPENT FUEL STORAGE 


’i ■. r. i j » 4 . at i a--, :;f r • j i a c r a? i “.r as nf Mcdrjs N*J?AC 1412IDH 

'S, PA pi Fe »9 t i- Sjv’ 12 request 

Mil-. £ £, i Tra'-iiS -‘ta! I..r. E^-/ Ev. O?/DT Hll.W C Georgia 
f ^ f #■ . i ;< sr;n -. : ?6 


,iy#t' .’1 • ; >i.- r ■'. ■ S'; a . .= r lma ? 1 1: u l n- >'..'5 t p t e s ■ i r#C 


ti iL h 'i 2 s t-; Certificate of Camp) i ante 9160 for 

m • .?• i T-. : 1 ; . • v 

***.. L':;/iAi C '• i rre^taarteticr. t» 3 -04/27 KAtEERRY. G B 

A .i 3**? • I Jfr L « | . If*.-; >j 1 lT 5 


••h>. ? . ■ v \ » r r » ♦ i f j l * cf : •*? 1 : d"-. e ?^e. 0. for Model 5D0EU-DP 

r. .<:.r f Tr 3 -*s^5**t*ti s- 3i-a'*:n 23/G&/27 Spp 19364 126 


DOCKET 72-0001 MORRIS OPERATIONS, GENERAL ELECTRIC CO. 


8307110537 Advises that changes to physical security plan acceptable. 
Plan format changed by Including contingency plan# guard 
training plan U final transportation security plan per 
1 0CFR72. 01 License Conditions 9. 1 A & 9. i. B amended. 

SMITH.CN. Fuel Facility Safeguards Licensing Branch. 83/01/14. 
DAWSON, DM General Electric Co. Ip 19391:343. 


8307280033 Advises that editorial errors found lri Rev 7 to NEDD-20776, 
''SFSO/GEL/MCO QA Plan. " Now tbv being prepared, 

DAWSON, D m General Electric Uranium Management Carp, 83/07/00, 
ROUSE, L C. Advanced Fuel t* Spent Fuel Licensing Branch Ip. 

19026 016. 
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10CFR COMMISSION MEET I NO RECORDS 


0307050423 Transcript of Commission 030628 meeting in 
discussion & possible vote an final rule 10CFR50 73 
concerning LER ays Pp J — 7 1 Sup p or t i n g documentation 
* Commissioners. 03/06/20. 84pp. 19263 001 


Washington. DC 
enc 1 . 


— 0307 1 10964 Staff requirements memo r 
on GA prcfc lems, Commissioner Gil ins 
deficiencies involved const comp 1 e 
1990 OA dept formation. 

CHICK. 5 J. Office of the 5ecret.it 
03/06/20 DIRCKS. U. J Office of 
Operation?. Ip 19434 139 24X 


0 £1306 19 brie 
kg requested 
ted tifcfore or 

g of the C «i m m 
the Executive 
Fiche 50-329. 


fing in Wash i ng t o n, DC 
info whether 
after Aug 

i 55 ion M03O615H 
Du* octOT for 
03/06/29. 9307110555. 


8307030440 Transcript of Commission 830620 aff irmat ion/d iecuss ion t 
vote In Wash ing ton. DC re SECY-83-190A on review of ALAB-607 
U SECY-83-2 1 3A on low-power OL for Shoreham Pp 1-7 
* Commissioners. ALAH-697. 83/06/20 10 pp. 19262 336 24X 

Fiche: 30-322, 83/06/2Bi 0307030440 


8307140324 Transcript of Commission 030707 public hearing in 
Wash i ngton. DC re discussion of Regulatory Reform Fast 
Force - administrative proposals - backfit rule. Pp 1-37 
Supporting documentation enrl 

* Commissioners B3/07/07 55pp 19563 059 


8307060323 Staff requirements memo re B30617 briefing on Impending 
strike bg util emp 1 ogees. Commission requested that Region I 
determine if personnel that util intends to use in control 
room meet regulatory requirements 

CHlLKrS- J. Office of the Secretarg of the Commission M93Q6I7B. 
83/06/27. Office of the Secretary of the Commission Ip 
19299:276. 24X Fi c h e : 30-247. 83/06/27. 8307060323 


0307070333 Staff requirements memo on B30&15 briefing in Washington, 
DC re NRC certification in restart proc eed ing . Fi na 1 no 
significant haiards consideration determination will 6e 
proposed for concurrence by end of June 

CHILK* S. J. Office of the Secretarg of the Commission. MB30615A. 
83/06/22. DIRCKS, W. J, Office of the Executive Director for 
Operations. Ip. 19362:226. 24X Fic he : 30-209, 03/06/22, 0307070553, 


83070Q035B Transcript of Commission 830621 public meeting in 
Wash ing ton, DC re completion of restart review. Pp 1-72. 

* Commissioners. 83/06/21. B7pp. 19364:307. 24X 

Fiche: 30-289, 03/06/21, 8307000359 


0307150449 Transcript of 9305 ] l Commission meeting re review of 
NFS-Eruin s**t t lement, Ex emp 1 1 oris 1 & 10 in Wash iny t an, DC Pp 
1—66 SJ Chill 030706 memo releasing ti’anscript one 1 
* Commissioners B3/03/1] 70pp 19540225 


9307100291 Staff requirements memo re 030705 briefing in Wash i ng ton. UC 
on evaluation of implications of Salem event. C ommi ss ion 
concurred in proposed ltrs ti> licensees, revise <f to include 
rept on status of compliance 

CH ILK, S J. Office of the Secretarg of the Commission H03O7OS 
03/07/1 1 DIRCKS, W-J, Office of the Executive I)i rst tor for 
Operations Ip 19366 163 24 X Fiche 50-272 . 83/07/ I J . 8307 1 Q029J 


0307100299 Staff requirements memo re 030708 meeting w/ACftS in 
Washington, DC concerning proposed safely research program, 

FY85 i> 86 budget 4, seismlt design margins 

CHILK.-S J Office of the Secretarg of the Commission *1830700 
03/07/11, FRALEY, R. F\ ACRE - Advisory Committee on Reactor 
safeguards DJRCK3.W. J. Office of the Executive Director for 
Operations Ip 19366. 155 


8307080361 Transcript of Commission 830630 af f Irma t ion, d l sc uslon C, vote 
in Wa sh 1 ng ton* DC re SECY-03-253A on low power OL for 
Shoraham ALAB-714. Pp 1-8. 

# Commissioners. ALAB-714. 83/06/30. 12pp. 19364 293 24X 

FUha; 30-322, 83/06/30, 8307000561 . 


0307190355 Transcript of C a mmi * s i on 03O7J2 briefing m Wash i rig t on, DC re 
severe accident research plan Pp 1 -100. Support i n? 
documentation end, 

* Commissioners 03/07/12 160pp. 19654 030 


Q3070900B1 Staff requirements memo re 830623 af f 1 rma tl on /discussion 
vote in Wash ington, DC re 0ECY-03-19OA, "Commission Review 
of ALAB-687. 

CHILK, 0, J, Office of the Secretary of the Commission. MB30628D. 

83/06/30. PLAINEi H. H. E. Office of the General Counsel, 2pp, 

19366:310. 24X Fi che; 30-413, 03/06/30, 8307090081 


B307090090 Staff requirements memo re 83D617 discussion in Washington, 
DC re NRC required resources to fulfill requirements of 
Nuclear Waste Policy Act. 

CHILK, 8. J. Office of the Secretary of the Commission. M03O617A 
83/06/29, Office of the Secretary of the Commission. Ip, 


8307090130 Staff requirements memo re 830623 discussion V possible vote 
in Washington, DC on final rule 10CFRS0 73, "LER Sgs " 

CHILK, 8. J. Office of the Secretary of the Commission. M830628A 
83/06/30. DIRCKS, W. J, Office of the Executive Director for 
Operations. Ip. 19366:352. 


8307110106 Transcript of Commission 830705 meeting re evaluation of 
Implication of Salem event <Part U> in Wash i ng ton. DC. Pp 
1-82. Support i ng documentation end. 

# Commissioners. 03/07/05. 100pp. 19306:137. 24X 

Fiche: 30-272. B3/07/03, 0307110106 


8307110335 Discusses staff requirements memo re 830615 briefing on 
OA deficiency status. Deficiencies resulted in sa f e ty-r e 1 a ted 
work stoppage on 821203 & resulted from work performed 
subsequent to Aug 1980 reorgan i lat 1 on. 

DIRCKS, W. J. Office of the Executive Director for Operations 
B3/06/29. CHILK, S. J. Office of the Secretary of the Commission 
lp. 19434:138. 24X F i che ; 30-329, 83/06/29, 0307 1 10533. 


6307200 l 37 Transcript of Commission 630713 public meeting in 
Wash i ng ton, DC re continuation of evaluation of implications 
of Salem event. Pp 1-79 Euppor t i ng documentation enc l 
* Commissioners. 03/07/13 91pp 19671 231 ?4X 

Fiche: 30-272, B3/07/13, B3O7200137 


B3O72Q0175 Transcript of Commission G3Q713 open meeting m Washington, 
DC re regulatory reform task force - administrative 
proposals - revs to Part 3 Pp 1-09 
-» Commissioners 83/07/13 92pp 19671 139 


8307200106 Staff requirements menu re 030707 discussion of 
administrative proposals o f Regulatory Reform Iasi Force 
on backfit rule in Wa s h i ng ton, DC 

CHILK, S J Office of the Secretary of the Commission M03O7O7A 
03/07/08 DIRCKS, W. J Office of the Executive Director for 
Operations TOURTELLQTTE, J. Regulatory Reform Task Force In 
19670: 313. 


8307200373 Transcript of Commission 830708 meeting w/ACRS in 
Wa sh i n g ton « DC re FYS5 6 B6 RES budget 4, seismic design 
margins Pp t-72 

* Comm 5? i oners * ACRS - Advisory Committee on Reactor 
Safeguards B3/07/0B. 75pp 19670 177 


0307220055 Forwards Commission determination statement releasing 
portions of H30406 transcript of discussions on rulemaking 
petition h entire transcript of B304 [ 1 discussions 
CHILK* S J Office of the Secretary of the Commission B3/07/07 
Public Document Branch lp. 19712 093 
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nondocketed items 


tran.cr.pt of 830406 releasing portions of 

CHtLK I . ‘-""'.spectlvelg “t" 5 >n Washington. DC. 

7, w ’ the •**”*«« •* **« Commission. 33/07/07. 

9 ?PP 19715:173. 

0307330092 rrane/^mt m « 

Washington. DC re Secv’e-f-SMO^o' 9 f n ' «' ' * ' an/t ‘ ic u s » i °n 1 vote in 

r«T=B.?iK- £& P » « -*■- - 

Picho: 30-322, 83/07/14, 03O723OO9S* 1 W7S0; *■ 2 « 

realistically a D D«ar ^ k C P ifclon <*" fc Integrity 
OOLDBEfiOf J fl * n ' nany ffiQ " ths auay 3 

F ‘ tht ■■««»'»*: 83/ ° 7,al - .*703:033. 24X 

NRO on 5 festart pendi rem,nt> “'-M re 030631 discussio 

a;***- *• 

-Si iSSSHSw 

93072S0323 Transcribe „< r 

Comoiis s i oners. 03 / 07 /, *“■ ls0pp . |9740;0 „ 

1;S?^ — 

Xi 0 ^r ent svfor* 

0 porceL^^'t;^* b^eron’""", 030519 C,os ” d -Matin, re 

In Washington, DC. Pp 1-30 ' me rStncg planning def it l? ne j e , 
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2PP- 19786:219. 


2-4 X 


transcrfpt n of r B30?l5 C cl^«i 1 ? r> d J **rminati«,n to withhold 
P^blfc di Sc | D5U re d Co ™ ,i * 5l °" meeting f T im 

CHU.K,s. j. Office (1/ ** c 

^0?^*'"' B — 346 tb ' 2 4 C r?l‘c\‘:' , 3 V3«S/ ao , 

investigations. Cod1n, ^* 4 * on «UOB * , a me. t^:%‘‘ n p 9 1 ^° U 

CHTLKrS J, Of fir. n.t «. . _ 

S3a72Q0?36. Un,er>t Dr,anch - !P- 19813: 062 i°sb as^ 07 ' 19 ’ 

** K riche. 30-33 Bj 03/07/19, 

830730014 1 Advises that rn , 

on °;. 8s, ° 2b ' »« »*•- - 

BicnfiS-Ssa, C T”llS, a: S™* 

JallSS-P;* ***“"» 
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“ 8307280166 Trari'scrlnt nx r 

Washington. DC re ItatZ* Commission 821100 closed meeting in 
* Commissi oners. Ss/J i% B ,>U ?^ l0v " tl ® a “»„- Pf“- SS. "’ 

Rich.:00- 35B , s3 / 07/ f"^'°| S0i >0 3 Pf 1*012: 134. P „ 

93072 80 1 72 Transcribe nc r> 

*° m ci:;i^, aCt,0n "" PlaTpp”!!^ 021 ’ 11 ’ "' 8etin3 in w «h'n,ton,OC r, 

««»:«■ 24 X 

pub,ic ““•••■•• •» 

s,:r mi --•> S8 '~‘ 


044 24X Ftche: 30-322,63/07/204 


~-83072B0469 Advisee th a , /* 

be^rsieasod. 030405 "““"l ‘r?;. 4 BjB.X! \Vi\7ZV 

^Hil*Ki S , ii. Of f i r rt £ j i _ 

PLAINS, He H Office af fcL ^ r0U r V ° f the C^mis^ion aa/09/M 

F.che 5 0-32 3 , B 3/i7/20, f S ^^c n l8 al C ° Un ’ e ‘ ' 8 >^26: ^Sx 

8307290216 Advise* c ^ 

c-niL,n,tj Office <-i e * k „ « 

Putlic Document Branch lp. 4 ,Cr i 9 Q 2 | ; 3 l 6 thS Com,T ' i3sion - 83/07/22. 

CHILK.S. j. Office #lw e 9 

03/07/21 OlRCKS.M.i *f He Commission. M830713B 

Operations Jp. 19826 : 32 , t '"’ E,BCU “v» Director for 


— ^I^lCOftMITTEE ON REACTOR SAP E0U ARD S 
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• ACR S - Advisor. EBSSi.!" i-.o, 


l=*pp 1 9173; 35i 9 CO ”"* tt ” •* Beat toe B a ; 


Power Sys 


106. 

*9uards. 83/06/29. 


428pp. 19196 036.^ C<3 i^' nlttee 0n Reactor Safeguards, 83/06/30. 

8307030316 Eummar i i e « a CRfz A 
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B3O7190327 Comments on reactor vessel thermal stress during cooldown- in 
response to 830520 ltr. Concurs w/Taylor Ref 3 that large 
thermal gradients could have developed if no mining of 
stagnant fluid at low temps occurred. 

ZUDANS, 2. Franklin Ins t i tute/Frank 1 i n Research Center. ZUDANS, Z. 
ACRS - Advisory Committee on Reactor Safeguards. 83/03/31. 

MCKINLEY. J. C ACRS ** Advisory Committee on Reactor Safeguards. Ip. 
19636:171 24X F i c h e : 50-335- 83/03/3 1 , 8307 1 90327. 


8307190345 Comments on ACRS ECCS Subcommittee 830324-23 meetings 
Significant progress made in pressurized thermal shock <FTSJ 
issue. Computer input decks partially completed For IB plants 
sub j to FT8 analysis. 

ZUDANS, Z. Franklin Ins t i tute/Frank 1 i n Research Center ZUDANS- Z. 
ACRS - Advisory Committee on Reactor Safeguards. B3/03/3I 
BCEHNERT, P. A, ACRS - Advisory Commi ttee on Reactor Safeguards 4op 
19644:332. 


8307200022 Discusses NUREG-OBOB "Mark II Containment Program Load 
Evaluation fe Acceptance Criteria." Analysis methods adequate 
to assure structures will survive potential LOCA environ 
ZUDANS, Z Franklin Ins ti tute/Frank 1 in Research Center ZUDANS, Z. 
ACRS - Advisory Committee on Reactor Safeguards 83/06/15. 

MCKINLEY- J. C. ACRB - Advisory Committee on Reactor Safeguards. 7pp. 
19670:357, 24X F i c he : 30-373. 83/06/ 1 5. B307200022 


8307200026 Comments on ACRS Metal Components Subcommittee 830615 
mee 1 1 ng . P l an t operators should be prepared to cope 
w/potential pressurized thermal shock or other unexpected 
cand i ttons. Diagnost ic training should be provided. 

BINFORD, FT. Dak Ridge National Laboratory. D INFORD. F. T. ACRS - 
Advisory Committee on Reactor Safeguards. 83/06/16 IGNE, E G, ACRS 
- Advisory Committee on Reactor Safeguards 3pp. 19670:334. 


8307200030 Comments on ACRS Subcommittee on ATWS 830526-27 meetings. 
Reliability assessment program should include discussion of 
reactor scram sys hardware. 

MUELLER- C. J. Argonne National Laboratory. MUELLER. C . J. ACRS - 

Advisory Committee on Reactor Safeguards 83/06/06. KERR, W. ACRS - 

Advisory Committee on Reactor Safeguards. 3pp. 19670:346. 


8307200033 Comments on Charleston area earthquake mor k shop . Curr en t 
seismicity of Charleston region is not part of aftershock 
sequence of 1886 event- but indicative of semiuniqueness 
oP area. 

POMEROY, P. W. Rondout Associates. POMEROY, P N, ACRS - Advisory 

Committee on Reactor Safeguards. 83/06/13. OKRENT, D. ACRS - 

Advisory Committee on Reactor Safeguards 2pp 19670:344. 


8307200038 Comments on ACRS subcommittee 830527 mee t ing . At tent i nn to h 
batter understand ing of existing sys by plant personnel 
can accomplish more than equipment add-ons. 

DITTO, 5, J, Affiliation Unknown. DITTO- S J. ACRS - Advisory 
Committee on Reactor Safeguards. 83/06/07. BQEHNERT- P. ACRS - 
Advisory Committee on Reactor Safeguards 2pp 19670:342 


B307200043 Comments on Pressurized Thermal Shock <FTS) Task Action Plan 
A-49. Gui dance to plant mg t k improvement in instrumentation 
& control sys offer best method to prevent PT3 

1! INFORD, F. T. Oak Ridge National Laboratory. G INFORP, F. T. ACRS - 
Advisory Committee on Reactor Safeguards. 83/03/31, IGNE, E. G. ACRS 
- Advisory Committee on Reactor Safeguards. 4pp. 19670:338 


8307200352 Comments of ACRS ECCS Subcommittee B30324-23 meetings 
Limited NRC research having adverse effect NRC needs more 
definite plan to clarify issue of sensitivity of DWP 
transient evolution to CCF-'L correlation 

SCHROCK, V E California, Un i v of, Berkeley. SCHRQCK, V. E. ACRS- 
Advisory Committee on Reactor Safeguards 83/06/24 WARD- D. ACRS - 

Advisory Committee on Reactor Safeguards 2pp 19669.331, 


8307200373 Transcript of Commission B3G708 meeting ui/ACRS in 
Wash ington, DC re FYQ5 «< 86 RES budget b seismic design 
margins Pp 1-72 

* Commissioners * ACRS - Advisory Committee on Peactor 
Safeguards 83/07/08 73pp 19670 177 


0307200474 Comments on 830327 session of ACRS Joint MetaJ Components/ 
Reactor Fuels Subcommittee 830326-27 meetings re bolting 
p rob 1 ems. Correc t ions should be made to underestimate of 
s tra in-to-fai lure at high temp in described in NUREG-O630. 

SOLONDN, A A Purdue Un i v. SOLOMON,- A A. ACRS - Advisory Committee 
on Reactor Safeguards 83/06/01. SHEWMAN, P ACRS - Advisory 
Committee on Reactor Safeguards 2pp 19672:173 


0307200475 Comments favorably on Task Action Plan A-49 re pressurized 
thermal shock (PTS> . Pro j ec tie d App K changes, w/po tent i al for 
reduction of flux seen by reactor vessel ura 1 1 s, r epre s en ts 
best opportunity for ultimate resolution of PTS 

ZUDANS, z. Franklin I ns t i tut e /Fra n V 1 1 n Research Center ZUDANS, Z 
ACRS - Advisory Committee on Reactor Safeguards 83/06/03. 

IGNE-E G. ACRS - Advisory Committee on Reactor Safeguards 2pp. 
19672:173 


Q3O72OO402 Comments on ACRS ECCS Sub c omm i t tee 830324-23 meetings in 
Denver, CO re LOFT pr o-gram, sep a ra t e effects area, data bank 
program, nuc 1 ear plant analyzer - RELAP 3 status, TRAC-UWR t- 
TRAC-PWR status-code asses smen t. F 1ST & MIST 
CATTON- l . ACRS - Advisory Committee on Reactor Safeguards 
B3/05/31 BDEHNERT, P ACRB — Advisory Committee on Reactor 
Safeguards 5pp 19671:336. 


8307200493 Comment* on technical ma 1 1 presented at ACRS Subcommittee 
on Human Factors B30519 meet i ng, inc lud ing info re 
prioritization of generic i terns- re seal ch program, educ b 
training & nuclear data link. 

OEBONS. A, ACRS - Advisory Committee on Reactor Safeguards 
83/03/27. WARD, D. ACRS — Advisory Committee on Reactor Safeguards 
3pp , 19672:276 


0307200506 Comments on ACRS Metal Components Subcommittee 820930 
meeting re pressurized thermal shock CTasL Action Plan Item 
A-49 1 Procedure for screening PWRs acceptable 
CATTON. 1. ACRS - Advisory Committee on Reactor Safeguards. 

83/06/06 IGNE, E. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 19672:279 


0307200529 Comments an ACRS Joint Metal Components /Reac tor Fuels 
Subcommittee 930326 meeting re QWR large diameter pipe 
c r ac k i ng . De t ec t i on & sizing of defects difficult due to 
choice of original design & matl. 

BERGER-H Industrial Quality. Inc. DERGER- H. ACRS - Advisory 
Committee on Reactor Safeguards 83/05/3! SHEWMDN, P Ohio State 
Univ. 2pp 19672:232. 


B307200088 Transcript of ACRS Joint Subcommittee on Reactor 
Radiological Effects St Site Evaluation 830718 meeting in 
Wa sh ing ton- DC. Pp 1-246. Supporting documentation end 
* ACR3 - Advisory Committee on Reactor Safeguards. 83/07/18 
339pp. 19646:063. 


8307200532 Provides add 1 input re ACRS Human Factors Subcommittee 
meet l ng . i tic 1 ud ing estimates of elementary probability of 
human error. educat ional incentives for human factors 
personnel 1- mechanism for human factors plan 

BUCK, J. Iowa- Unlv of BUCK, J. ACRS ■■ Advisory Committee on 
Reactor Safeguards. 83/06/03, WARD- D. ACRS - Advisory Committee on 
Reactor Safeguards 2pp. 19672:272. 


B307200149 Transcript of ACRS Subcommittee on GA During Const 030718 
meeting in Wash ing ton- DC. Pp 1~I44. Suppor ti ng doc umen ta 1 1 on 
and. 

* ACRS ♦* Advisory Committee on Reactor Safeguards 03/07/IB. 
173pp. 19650: 194. 


0307200342 Comments on NRC licensing guidance for enhancing reliability 
of dc power sys U diesel generators. Info exchange program 
should be implemented for diesel generator reliability. 

LIPINBKI, W. C. Argonne National Laboratory. L IP INSK I - W. C. ACRS - 
Advisory Committee on Reactor Safeguards 83/06/22 KERR, W. ACRS - 

Advisory Committee on Reactor Safeguards. 2pp. 19669:327. 


□307200548 Comments on Human Factors Subcommittee 830319 meeting in 
Wash ington- DC re PRA- BWR emergency procedure guidelines h 
nuclear data link. Human factors areas underfunded 
CATTON, I ACRS - Advisory Committee on Reactor Safeguards. 
03/05/31 FISCHER, D. ACRS - Advisory Committee on Reactor 
Safeguards, Ip 19672:290. 


8307210004 Transcript of ACRS Joint Subcommittee on Reactor 
Radiological Effects & Site Evaluation 830719 meeting in 
Washington, DC Pp 247-500- Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 83/07/19 
299pp. 19667-246. 


8307200347 Discusses proposed NRC rule on ATWS. Rule should state that 
reliability analysis should be performed for original scram 
ays new diverse scram sys, 

L IF IN3KI- W. C. Argonne National Laboratory LIP1N5KI. W, C. ACRS - 
Advisory Committee on Reactor Safeguards B3/06/22 KERR- W, ACRS - 

Advisory Committee on Reactor Safeguards. 2pp 19669:329 


S30722Q01B Comments on ATWS proposals discussed at Electrical Sys 6 
ATWS Subcommittees S30526 U 27 mee t ing s . Super i cr program, 
arresting transient development 8, terminating transients w/o 
plant shutdown, must be developed to reduce risk. 

EPLER, E F . Epler- E. P . EPLER-E. P. ACRS - Advisory Committee on 
Reactor Safeguards 83/06/03, KERR, W. ACRS - Advisory Committee on 
Reactor Safeguards. 22pp. 19692: 147 
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0307220032 Comments on ACRS Electrical Sys Subcommittee 930526 meeting 
re diverse scram sys for We » t i ng h ous e reactors Mew study oF 
*ys reliability b careful review of operator ability 
recommended 

DITTOi 5, J. Ditto, S. J. DITTO. S J. ACRS - Advisory Committee on 
Reactor Safeguards. 83/06/07. SAVId. R. ACRS - Advisory Committee 
an Reactor Safeguards. 2pp 17692; 123 


B3072300-34 Submits comments on proposed Task Action Plan A-49 re 
pressor i »ed thermal sh oc lc. R« c ommen d s procedures contained In 
App E td 3ECY-02-465 be included in Reg Guide 1 99 earlier 
than 1986 

CALL. W R Call. W. R. CALL* W. R. ACRS - Advisory Committee on 
Reactor Safeguards. (33/06/03. 1GNE, E. <3. ACRS - Advisory Committee 
on Reactor Safeguards. Ip. 19712:092 


0307220035 Comments on ACfiB ATMS Subcommittee 330527 meeting re 
proposed rule requiring supplementary scram sys for 
Meetinghouse reactors. Improvements In scram sys b reducing 
challenge frequencies of reactor protection sys recommended. 

LEE#,J. C , LEE. J. C. Michigan* Univ of. 93/06/06 BOEHNERT, P. A. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 19691:360, 


0307220643 Summarizes concerns raised at ACRS Hyman Factors 
Subcommittee 030719 me* t i ng. Human factors budget should be 
doubled b soy. of budget should be appropriated for research 
at univs 


SAL.VENDY . 0. Purdue Univ. SALVENDY, C. 
Reactor Safeguards. 03/05/23 FISCHER* 
on Reactor Safeguards. Ip 19697:038. 


ACRS - Advisory Committee on 
D. ACRS - Advisory Committee 


8307250001 Summaries ACRS ECCS Subcommittee 830310 meeting in 
Wash ing ton, DC re 0&W feedwater spray uork. CE odder concept 
in revised ECCS methodology & D&U muitiloop integral sus 
test scaling. 

TIEN.C.L. California. Univ. of. Berkeley. TIEN. C. L. ACRS - 
Advisory Committee on Reactor 9af eguardls- B3/03/17. SOEHMERT, P. 

ACRS - Advisory Committee ora Reactor Safeguards. Ip. 19720:320. 


0307250535 Forwards comments on ACRS Subcommittee on Human Factors 
030517 mee t i ng. Human factors research plan presented at 
meeting was reasonable t* consistent w/previous discussions 
KEYS ERL I NG . W M. KeyserUng. W. M. KEYSERLINQ, W. M. ACRS - Advisory 
Committee on Reactor Safeguards. 83/05/25 WARD. D. ACRS - Advisory 
Committee on Reactor Safeguards. 3pp. 19739:234. 


B307270004 Transcript of ACRS Subcommittee on ECCS 030719 meeting In 
Alliance. OH. Pp 1-346. Suppor 1 1 ng documentation end. 

* ACRS - Advisory Committee on Reactor Safeguard's. 03/07/19 
5 14pp , 19747 056. 


8307200 1 75 Transcript of ACRS Bubcomml t t & e on Transportation of 
Radioactive Matl* 830726 meeting in Wa sh ing tora> DC pp 1-157, 

* ACRS - Advisory Committee on Reactor Safeguards. 03/07/26 
1 63p p . 19/92:093. 


COMMISSION NRC COMMISSIONERS 


re TMI-2 accident will 


0307060439 Informs that five lists of documents 
be compiled per 830607 request. 

PALLADINO, N. J. Comml a i loner s. CR-03-103. 03/06/24. UDALL, M. K. 
Houle of Rep , Interior l< Insular Affairs. 4pp. 19300:153 24X 
Fiche: 50-209. 83/06/24. 0307060439. 


— 0307060443 Ack receipt Of NRC 830326 Itr responding to 030427 request 
for info re forthcoming decision on TMI-1 restart b B&W vs 
CPU trial record . Commi ss i on majority response to B30427 ltr 
lnappropr late. 

UDALL, MK. House of Rep., Interior & Insular Affair*, 03/06/07. 
PALLADINO, N. J. Commissioners. Ip. 19300:157. 24X 

Fiche: 30-289. 03/06/24, 8307060439. 


0307090092 Weekly info rept for wk ending 030617. 

REHM.T.A, Office of the Executive Director for Operations 
83/06/24, 37pp. 19366:061. 


0307090118 Meekly info rept for wk ending 830624, 

REHM, T. A. Office of the Executive Director for Operations 
03/06/30- 47pp. 19366:090, 


B3O7140121 Responds to 830601 ltr expressing concerns re NRC decision 
to permit Facility operation in light of serious incident* 
occurring in Feb 1983. NRC instituted augmented insp program 
to monitor act ivi ti es . P 1 ant can be operated safely. 

DIRCKS, W, J, Office of the Executive Director for Operations. 
83/07/01 CASTLE, M. N. Delaware. State of. 2pp. 19539*354 
Fiche: 50-272, 83/07/01, 8307140121, 


24X 


■B3071 40127 Submits comments on behalf of concerned citiiens re 
operation of f ac i 1 i t y . P 1 an t should be shut down due to 
gross mismanagement causing serious health b saPety risk. 

NRC should carefully scrutinize operations. 

CASTLE, M. N, Delaware, State of. 03/06/01, PALLADINO, N. J. 
Commissioners. 2pp. 19537:336, 24X F i che ; 30-272, 83/07/01 , 

03O7I4O12J, 


8307190057 Responds to 830503 request for NRC views on Nuclaar 
Nonproliferation Policy Act of 1983.HR 1417. Titles I, IV VI 
do not affect NRC activities. 

PALLADINO, N. J. Commissioners. B3/O6/20. ZABLOCKI , C. J. House of 
Rep.. Foreign Affairs, 5pp. 19656:223 


— -0307190059 Requests comments on end H. R. 1417 re promotion of US 
nuclear nonproliferation policies. 

ZABLOCKI, C. J. House of Rep., Foreign Affairs, 03/05/03, 
PALLADINO. N. J. Cnmmi ss I oners , 18pp. 19636:232. 


S307190403 Weekly info rept for uic ending 830701. 

REHM. T, A Office of the Executive Director for Operations. 
03/07/08. 64p p 17636:031. 


ADVCM NRC ADVISORY COMMITTEE 


8307150172 Forward* 0 Garde 030620 ltr requesting review of mishandli 
of NRC xnsp/ J nvest Igation of allegations of generic welding 
defects at San. Onofra. Ltr discusses prerequisites for 
a 1 lager interview. 

LEVIiR.P, Rights of Licensee Employees Under Investigation. 

S I L. BERT, E. J. Schwa lb, Donnenfeld, Bray b gilbert. 

RUEBHAUSENj O. fi Debevols# b Plimpton. SCOTT, J. D- Kator. Scott b 
Haller. ip 19574:318. 


0307190443 Weekly info rept for uk ending 83070B. 

REHM, T. A. Office of th* Executive Director for Operation* 
83/07/14. 37pp. 17651:307 


8307200243 Informs that addl resources needed to fulfill requirement 
of Nuclear Waste Mgt Policy Act of 1902, ap proved by 
Commi ision. Congrats requested to appropriate addl fund*. 

PALLADINO, N. V. Commissioners. 83/06/17, OTTINOER, R. L. Home of 
Rep,. Energy & Commerce. 3pp. 19670:260. 


8307130175 Request* Commission review analysis of serious mishandlin 
of NRC l nsp / 1 raves 1 1 gat 1 o ft of allegations raised re both 
specific S< generic welding flaws at Bechtel constructed 
p lants. 

GARDE, B P. Government Accountability Project. 83/06/20 

J ' K ■ AH£ARNE ^-P Commissioners. 


9307200274 Respond* to 030325 ltr re investigation prot e dure s . NRC 
i1t?ui prlor t0 Policy content, 

E Office of the General Counsel, 83/06/24. 

GREENSPUN. J. S. Justice, Dept. of. ip. 17667:305. 


9307200247 Recommends extension of Commission authority to Issue 
temporary OLs to 841231 in response to Subcommittee 830603 
qu ** t i ons. Auth or i ty will be exercised sparingly, 

PALLADINO, N. J. Commissioners 83/06/15. DTTINOERt R. L. House of 
Rep., Energy b Commerce- 2pp. 19670:250. 


0307200248 Responds to inquiry during 030600 hearing re addl resources 
needed to fulfill requirements of Nuclear Waste Mgt Policy 
Act of 1 902. Dec 1 s i on on estimate of addl resources 
unresolved. Est ima tei end. 

PALLADINO, N. J. Commissioners. 03/06/16, OTTINOER, R. L. House of 
Rap., Energy & Commerce. 2pp. 17670:256. 


9307200P75 Confirm* agreement* reached at B3032I meeting re 
Investigative procedures to be employed by NRC b DOJ, 

Appointment of advi*OTy panel to provide guideline for NRC 
obcc* detracts from revitalizing program 
GREENSPUN. J. 5. Justice, Dept, of 03/03/23. HAYES, 0 . B. NRC- 
Detailed Affiliation Given. 0pp, 19669: 306. 


8307200239 Advises that II full-time employee positions will be 
reallocated to Of-c of Inve*t igatl ons to investigate 
allegations of wrongdoing by non-NRC employees or 
contractors. 

PALLADINO, N. J. Commissioner*. 83/06/16, BEVILL. T. House of Rep., 
Appropriation*. HATFIELD, M. O. Senate, Appropriations. 2pp. 
17656:358. 
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0307200320 Informs that Commission providing 24 SECY papers. covering 
variety of regulatory topics over last 1-1/2 yrs. Access 
to documents should be restricted to subcommittee members & 
staff. 

PALLADINQ, N. -J. Commissioners. 83/06/24 MARKEY- E House of Rep.. 
Interior It Insular Affairs. 3pp. 19656.332. 


0307200367 Forward s proposed amend to Section 8 of HR. 2b 10. enabl ing 
evaluation program to demonstrate decentralizing concept. to 
assess safety effects. to develop detailed descriptions L to 
analyze comment s . W/o and. 

ROBERTS, T K. Commissioners. 33/06/14. HATFIELD, M House of Rep., 
Appropriations. 2 pp. 19669: 391. 


— 0307200369 Forwards proposed amend to Section 0 of H. R. 2510, enab 1 i ng 
evaluation program to demonstrate decentralizing concept, to 
assets safety effects, to develop detailed descriptions & to 
analyze c omme n ts . W/o enc 1. 

ROBERTS, T. M. Commissioners. 03/06/14. QTTINGER. R. L. House of 
Rep. i Energy t* Commerce. 2pp. 19669:353. 


— B3O7200372 Forwards proposed amend to Section 8 of H. R. 251 0, enab 1 ing 
evaluation program to demonstrate decentralizing concept to 
assess safety effects, to develop detailed descriptions & to 
analyze comments. W/o end. 

ROBERTS, T. M. Commissioners. 03/06/14. SIMPSON, A. House of Rep., 
Environment b Public Works, 2pp. 19669:355. 


— 8307200376 Forwards proposed amend to Section 0 of H. R. 2510, tn ab 1 lng 
evaluation program to demonstrate decentralizing concept to 
assess safety effects, to develop detailed descriptions & to 
analyze comments. W/o end. 

ROBERTS, T. H. Commissioners. 83/06/14 BEVILL.T. House of Rep.. 
Appropriations. 2pp. 19669:357. 


•8307200379 Forwards proposed amend to Bection 0 of H. R. 2510, enab l ing 
evaluation program to demonstrate decentralizing concept 8< 
to assess safety effect*, to develop detailed descriptions i* 
to analyze c omments. Commits loner Asselstine view* end. 

ROBERTS, T. M. Commissioner*. 03/06/14. UDALL, M. K. House of Rep.* 
Interior t< Insular Affairs. 5pp. 19669:339. 


0307230513 Weekly info rept for uk ending 03071b. 

REHM, T. A. Office of the Executive Director for Operations. 
83/07/20. 46pp. 19721:167. 


83072601 1 1 Responds to FOIA request for documents re recent experiences 
w/illegal export of sensitive items through use of bogus 
invoices * Commissioner Ollinsky travel schedules U 
itineraries for past 2 yr*. Forwards Ap p A documents. 

FELTON, J. M. division of Rule* and Records. S3/05/11. KAMENAR, P , D. 
Washington Legal Foundation. 4pp, 19744:100. 


—8307260123 Speech entitled "First Step in Solving Nuclear Waste 
Froh lem: Pro vid lng Adequate Spent Fuel Storage," presented at 
Waste Mg t '93 Symposium in Tucson, AZ on 830228. 

Q IL INSKY, V, Commissioners, 03/02/28. 13pp. 19744:104. 


— 0307260130 Speech entitled "Nuclear Sa fety: Dealing W/Conflicts of 
Interest," presented at East-West Ctr, Hono lulu, HI on 030121. 

OIL INSKY, V. Commissioners, 03/01/21. I7pp 19744:117. 


— 8307260149 Discusses four rept* re recent attempts to circumvent US 
export control laws. Buppor ting documentation end. 

•G IL INSKY, V. Commissioners. 83/04/13. RUDD, E. House of Rep. 
24pp. 19744: 153. 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


8305120547 Notification of contract executi on, Mad 1 to "Safety Aspect* 
of Industrial Radiography Courses." Contractor : Gamma 
Industries. 

OILDENHORN, A. J. Administrative Contracts Branch. NRC-05-B2-25 i . 
03/03/09. BLAHA, J. L. Program Support Branch. HAB3ELBERG, R. NRC - 
No Detailed Affiliation Given. ip. 18443:122. 


— 8305120551 Mod i, specifying date of Course 2 V deleting substituting 
certain course requirements, to "Safety Aspects of Industrial 
Radiography Courses." 

RIDDLE, D. H. Nuclear System. HAGAN, T. F. Division of Contract*. 

NRC -05-02-251. 83/03/09. 2pp. 10443: 123. 


8307050284 Notification of contract execution, Mod 1 to "Purchase It 
Installation of Six Teleprinters." Contractor : Ex tel 
Carp/Warner Assoc, Inc. 

DORSEY, M. i SMITH, P. A. Administrative Contracts Branch. 

NRC— 10-90-692. 83/05/06. DORIE, W. M. Office of Administration. 

MELVILLE, T. NRC - No Detailed Affiliation Given. Ip, 19263:214. 


—0307050285 Mod 1 , d e ab 1 i ga t i sig balance of funds- to "Purchase & 
Installation of Sli Teleprinters. " 

CCFFEY.E C Extol Carp /Warner Assoc lates- Inc SMITH, P A. 
Division of Contracts. NRC- I0-BQ-692 03/05/06. Ip. 19263:215. 


8307030317 Notification of contract execution- hod 3 to "Keypunching 
I, Verifying Svcs." Contrac tor : SBA. Subc ontrac tor : Inti 
Bu s 1 ness Svc s, Inc 

DORSEY, M. , SMITH, P. A. Administrative Contracts Branch 

NRC- 10-79-393. 83/04/23. DOR IE. W. M. Office of Administration. 

OLIVER, D. NRC - No Detailed Affiliation Given. Ip 19263:231. 


— 0307050321 Mod 3, deob 1 igating balance of funds, to "Keypunching & 
Verifying Svcs. " 

BERGDOLL. T. E. Small Business Administration. * International 
Business Services, Inc. HAGAN, T. Division af Contracts. 

NRC - 10-79-393. 03/04/23. 2pp. 19263:252 


8307050324 Notification of contract e x ecu t i on. Mo d 17 to "PDR 
Micrographic Storage Retrieval 9ys. " Contrac tor: Acces s 
Corp. 

PERLMAN, J. Administrative Contracts Branch. FIN B-8133. 

NRC- 1 7-79-449. 03/06/20. CHILK, 3. J. Office of the Secretary of the 

commission. SC ATTOLINI , L, NRC - No Detailed Affiliation. Given. Ip. 
19263:234. 


—8307050320 Mod 17, author l z 1 ng installation af addl equipment, to "PDR 
Micrographic Storage 6 Retrioval 6ys. " 

BAKER, N. D. Access Corp. SMITH, P. A. Division of Contracts. FIN 
B-8133. NRC — 17-79-449. 03/06/20 2pp. 19263:255. 


B307O50495 Notification of contract e x ecu t l on, Mod 3 to "Licensing 
Technical Assistance." Contractor: St ierce App Ucatiqm , Inc. 
FLYNN, M. Technical Assistance Contracts Branch. FIN B-7394-3. 
NRC— 02-83-035. 83/06/03. DAVIS, J. Office of Nuclear Material 

Safety & 6a f e g uar ds, Dir ec t or. LOYEEN, P, NRC - No Detailed 

Affiliation Given. Ip. 19262: 166. 


—8307050496 Mod 5, issuing fully definitized task order It increasing 
amount obligated, to "Licensing Technical Assistance " 

FINDLEY, D. E Science Applications, Inc GUSTAVE, R. P. Technical 
Assistance Contracts Branch. FIN B-7394-3. NRC -02-03-03 3. 
83/06/03. 4pp, 19262:167 


0307070400 Notification of contract e x ec uti on, Mod 1 to "Info Mgt Sy* 
for NRC Operation Ctr. '■ C ontrac tor : Ph o en i x Assoc. 

OILDENHORN, A. J. Administrative Contracts Branch. FIN B-8709. 
NRC-03-03-218. 03/06/24. MUIR, A. P Program Support Branch. 

HIMES, J. NRC - No Detailed Affiliation Given. Ip. 19300:230. 


■8307070484 Mod i, extending period of performance to B30910, to "Info 
Mg t Sys for NRC Operation Ctr." 

* Phoenix Associates* Inc. HAGAN, T. F. Division of Contracts, 
FIN B-0709 NRC-05-03-218. 03/06/24. Ip. 19300:231. 


B3O7O7O400 Notification of contract ex e c u t i on , Mod 11 to "Technical 
Assistance in Support of NRC Reactor Licensing Action 
Program 2." Contrac tor: Franklt n Inst, Frank 1 in Research Ctr,- 
FLYNN, M. Technical Assistance Contracts Branch. FIN B-609L 
NRC-03-01-130. 03/06/27. E 1 9ENHUT # D . G Division of Licensing. 

CARRINGTON, M. NRC - No Detailed Affiliation Given. Ip. 19300:232. 


— 8307070490 Mod i 1 , p ro vid ing incremental funding, to "Technical 
Assistance in Support of NRC Reactor Licensing Action 
Program 2. " 

» Franklin 1 ns t i tu te/Franlc 1 in Research Center. GUSTAVE, R- P. 
Division of Contracts. FIN D-6091. NRC-03-8i-13D. 83/06/27. 

2pp. 19300:233. 


8307070503 Notification of contract e x ecu t i on, Mo 6 1 to ‘'Technical 
As*istance for Design Review." Contractor : Eng i neers Inti* 

Inc , _ „ 

FLEENOR, C. Technical Assistance Contracts Branch. FIN B-7320. 
NRC-O2-02-O3O. 03/06/00, DAVIS, J, Office of Nuclear Material 

Safety t Safeguards, Di r*c tor SEAMANS, T. NRC - No Detailed 
Affiliation Given. Ip, 19300:310. 


■8307070506 Mod 1, providing incremental f unde, revi s i hg contractor 
address l< incorporating updated version of NRC Manual 
Chapter 3202, to "Technical Assistance for Design Review. " 
a Engineers Interna tiona 1, Inc. GU5TAVE*R,P Division of 
Contract*. FIN B-7328. NRC-02-82-030. 03/06/00. 2pp. 

19300: 311. 


0307000547 Notification of contract « x ec u 1 1 on , Mod 5 to "Seismic 
Qualification of Nuclear Plant Mechanical % Electrical 
Equipment." Contractor: 6WRI. 

WOLLETT, S. Technical Assistance Contracts Branch, FIN 0-7087. 
NRC-04-01-105. 83/06/27, FOREHAND, W Office of Nuclear Regulatory 

Research, Director. C AMPBELL , W. E. NRC - Mo Detailed Affiliation 
Given. Ip. 19365:040. 
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03 Qp#MtIon l, op i LFD«» 1 ! ri cJ)Itwt!!I* 8 Ut* ,: Llh OnfM,ld 3 t0 ' ,Kj,lnt 

Ess? T ! c “ i? « °^.«m»- w 

No D.tail.d Affiliation 2!™' 90UDEB ' ^ «RC - 

6 NEUKRE? “" a ‘"*" t °"" a '‘ 2 n r i? d LPDRr" , '° r "' an£ ' *° S4 ° i3 ° 4 lnCr, * ,,n » 

M T«t°o?d.I2'c^t“Jt°fo? f ADp n D^loSiMt t “ 0 c' M J d 3 “' 1Ul “'’ 1 * A " a '• ,l 

Computer Svc 5 Co Development.'* Contractor : Boeing 

NRC-S3-B3-4 52 dml ^;^;^ V ' ^rHV^O F ‘, N B - S14E 

Man.s.mant, Director. lp. 19540; 181 ! ' HARVES,J ' of Reiourc. 


'" B 3 ^i;rc B on?r 2 c? , ;sr^ s D:“fopm.:t ,, -' j r "“' ,to A “ a '-' i 

SMl?H e p n i C T, U Y: 8,l ' vlc '»‘ f"t- (subs. Of Boeing Co ) 
03/07/07* 1? U54O*!B2 0n * r * C “' F,M •-*'**■' l«C-M^3-488. 
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£33Q71 50437 Notification of contract execution. Mod 1 to "Listing of Nigh 
Technology 0<a> Firms." Confcrac tor; Miranda Assoc ia tes, Inc. 

BROMBERG. B. J, Administrative Contracts Branch. NRC-27-03-446. 
03/06/0?. KERR. W. Ofc of Small Disadvantaged Ous Utlliiation h 
Civil Rights. COLEMAN, H. NRC - No Detailed Affiliation Given. ip 
19340: 103. 


0307130430 Mod 1. allowing partial payments when sample submitted. to 

-Listing of High Technology 8(a) Firms " 

* Miranda Associates. Inc. SMITH. P. A. Division of Contracts 
NRC -27- 83-4 4 6 . 03/06/09. 3pp. 19540.186. 


03071 50433 Notification of contract e x ecu t i on. Mod 2 to "Provide Expert 
Technical Consulting Svcs to DCS on Task Order Basis." 

C ontrac tor : Dep t of Air Force 

BROMBERG. 0. J. Administrative Contracts Branch. NRC- 10-02-404. 
03/07/03. NORRYjP.G. , LUNDY, J. Office of Admi nis tration. Ip. 

19540: 199. 


0307130435 Mad 2. extending period of performance to 031230, to "Provide 

Expert Technical Consulting Svcs to DCS on Task Order 

Basis. " 

* Air Force, Dept. of. SMI TH. F. A. Division of Contracts. 

NRC- 10-82-404. 83/07/03. 2pp. 19.340:200. 


03O713O433 Notification of contract execu tion, Mod 5 to "Conversion, 
Programming. Imp lamentation. Documentation & Acceptance 
Processing of IFMIB. 11 Contractor : SBA. Subcon trac tor : 
Teehnassoeiates. 

GILDENHORN. A. J. Administrative Contracts Branch. FINB-BW2. 
NRC- 10-0 1-339. 83/06/12. DOR IE. W. Office of Administration. 

WRIGHT, G. NRC - No Detailed Affiliation Given. Ip. 19540:293. 


0307130434 Mod 5, producing new program sp«cs, Increasing fixed Fee 

L altering deliverable dates, to "Conver s i on, Pr ogr amm i ng, 
lAplementat ion, Oocumentatl on U Acceptance Processing of 
IFMI8. " 

HILL, D. Small Business Administration DFFORDi J. C. 

Technassoc lates, Inc. SMITH, P. H. Division of Contracts. FIN 
B-8172. NRC- 10-0 1-339. 03/06/12. 4pp. 19540:296. 


0307180325 Notification of contract executi on, Mod 1 to "Bioassays Using 
Resonance loniiatlan Spectroscopy." Contractor: 

Atom Sciences, Inc. 

DELOATCH, V. Technical Assistance Contracts Branch. FIN 11-0122. 
NRC-04-B2-021. 83/07/02. FOREHAND, W. Office of Nuclear Regulatory 

Research , Director. NEEL, R. NRC - No Detailed Affiliation Given. 

Ip. 19366:087. 


03O71BO320 Mod 1, extending period of performance to 030727 at no addl 

cost, to "Bloassays Using Resonance Ianiiation Spectroscopy." 
BCHMITT, H. W. Atom Sciences, Inc. GUSTAVE, R P Division of 
Contracts. FIN B-8122. NRC-04-82-02 1 03/07/02. Ip. 19366:069, 


0307100429 Notification of contract execut ion, Mod 1 to "Cataloging 
Support Svcs." Contractor : Inf or mattes, I nc. 

SMITH, P. A. Division of Contract*. NRC- 10-79-362. 83/07/03, 

BE8AW, W, J. Division of Technical Information & Document Control 
WISEiR. NRC - No Detailed Affiliation Given. Ip. 19366:346. 


0307190307 Notification of contract execution "Monthly Update of NRC 
Rules tf. Regulations, ,J awar ded to 5DA Subcontractor. Mrtrotec. 

JACOBS. 4 Administrative Contracts Branch. NRC-1 0-B3-330 
03/06/10 FELTON, J M Office of Administration PHILLIPS, J. NRC - 
No Detailed Affiliation Given. Ip 19636:007 


■0307190313 Contract: "Month 1 y Update of NftC Rules V Regulations," 
awarded to SBA, Subcon trac tor : Metro fc ec. 

* Small Business Administration. NELSON, J. E Metrotec. Inc. 
DENNISTON, S F Division of Contracts NRC - 10-03-350 03/06/10 

23pp. 19656 000 


B307J90335 Notification of contract e x e iu t i on, Mod 3 to "Shuttle Bus 
Svc " Con trac tor: Cap i ta 1 City Coach, Inc. 

DORSEY, M . PERLMAN, J, Administrative Contracts Branch. 
NRC-10-B2-362 03/07/07. CORLEY. J. H. , GRANT, L NRC - No Detailed 

Affiliation Given. Ip 19654 047. 


— 8307190339 M-od 3, es tab 1 1 sh i ng termination settlement costs, to 
"Shuttle Dus Svc. " 

RYAN, J. S Capital City Coach. SMITH, P. A. Division of Contracts. 
NRC-10-B2-362 03/07/07. 2pp. 1 9634 048 


0307190411 Notification of contract e x ec u t i on, ho d 4 to "ADP Sys 
Support. " Contractor: BBA Subcontractor: Technassociates. 

GILDENHORN, A, J Administrative Contracts Branch. FIND-0664, 

NRC— 23-83-3 1 5 83/06/29. HARRY, L. W. Office of Resource Management, 

Director BURTON, J. NRC - No Detailed Affiliation Given, ip 
19636: 145 


— 0307190419 Mod 4, ex tend ing period of performance to 840616, increasing 
celling f, obligated amount, ad ding opt ion, c hang ing labor 
hourly ro t e s, chang ing security previsions 6 adding key 
personnel, to "ADP Sys Support." 

HlLLiD. Small Business Administration. OFFQRD, J C. 

Technassoc lates, Ire. HAGAN. T, F Division of Contracts. FIN 
B- 1664 NRC-25-82-313. 83/06/29. 7pp. 19636:146. 


0307190430 Notification of contract e x ecu t i on, Mod 4 to "On Cali Maint 
for NRC Computer Peripheral Equipment . " Contrac tor . Computer 
Qyi Support Corp. 

PERLMAN, J. Administrative Contracts Branch. FIN B-8174. 

NRC— 33-B3-4 31 . 03/07/14. GASSET T > H. S. Division of Data Automation 

& Management Information. JOHNSON, C. NRC - No Detailed Affiliation 
Given. tp 19636:1 33. 


— 8307190439 Mod 4, adding addl equipment, to "On Call Maint for NRC 
Computer Peripheral Equipment " 

ROOT, l- E Computer Systems Support Corp. SMITH. P A. Division of 
Contracts, FIN 0-0174. NRC-33-S3-451 . 03/07/14. 2pp. 

19656: 1 36. 


□307190453 Notification of contract execution. "Photographic 
Reproduction Sv<« " awarded to SBA. Subcontrac tor : Domus Design 
Stud ios, Inc 

BAZIN, J. P. Administrat ive Contracts Branch, NRC-10-B3-322. 
03/07/07. DESAW, W. J Division of Technical Information I< Document 
Control DEHN, D. NRC - No Detailed Affiliation Given Ip. 

19643: 3)3 


— 0307 ISO 431 Mod 1, increasing amount of contract to allow for indirect 
rate ad j ustment, to "Cataloging Support Svc*. " 

SLOWLY, L. Informatics, Inc. SMITH, P. A. Division of Contracts. 
NRC- 10-79-362. 03/07/05. Ip. 19366:347 


0307100434 Notification of contract executi on, Mod 1 to "Examine Facts 
In Employee Or levanc e, Ho 1 d Hearing Including Taking of 
Testimony 6 Acceptance of Evidentiary Matl it Make Final 
Written Kept. “ Contrac t or : DE Matthews. 

MURPHY, L. 0. Administrative Contracts Branch. NRC-10-03-367, 
03/06/30. BIRD, P. E, Division of Organiiation and Personnel. 
MOHRWINKEL, C. NRC - No Detailed Affiliation Given. Ip. 19566:342. 


— 0307 190450 Contract: "Photograph ic Reproduction Svc." awarded to SBA. 
Sub c ontr a c tor : Domu s Design Stud 1 os, Inc. Sub contrac tor 
contract end, 

e Small Business Administration. DERGDDLL, T. E. Domus Design 
Studios, Inc MATTIAj M J. Division of Contracts NRC-tO-83-322. 
83/07/07. 3 1 p p 19643:314. 


0307200153 Notification of contract e xecufcion. Mod 7 to "Geotechnical 
Engineer ing Casework Review II Contractor. US Army Corps Of 
Engineers 

FIELDSiJ A. Technical Assistance Contracts Branch. FIN D-B027. 
NRC-O3-02-1O2. 03/07/06, VDLLMER, R. H. Division of Engineering. 

LEAR.O NRC - No Detailed Affiliation Given Ip. 19670:335. 


— 8307180436 Mod i, extending period of performance to 930700, to ’'Examine 
Facts in Employee Or 1 evanc e, Ho 1 d Hearing Including Taking of 
Testimony 8< Acceptance of Evidentiary Matl it Make Final 
Written Rept. " 

MATTHEWS, D. E. Matthews, D. E. REBELLO, J. E. Division of Contracts. 
NRC- 10-83-367. 03/06/30. Ip. 19566:343. 


— 8307200157 Mod 7, increasing funds obligated for technical svc* V. 
deobligating funds for FY82 travel, to "Geotechnical 
Engineering Casework Review II. " 

RYAN, R. W. Army, Dept, of, Corps of Engineers GUSTAVE, R. F • 
Division of Contracts FIN B-B027. NRC-03-B2-102. 03/07/06. 

2pp. 19670:336, 


©307190107 Notification of contract execut ion# Mod il to "Structural 
Integrity of Water Reactor Boundry Components . u Contractor: 

ENSA. Inc. 

WQLLETT, S. Technical Assistance Contracts Branch. FIN B-0133. 
NRC-04-02-013, 83/07/01. FOREHAND, W. Office of Nuclear Regulatory 

Research, Director. VAGINS, M. NRC - No Detailed Af fl 1 i ati on Given. 
Ip. 19636:213, 


0307200139 Notification of contract execut i on, Mod 7 to "MCLAMS Mod." 
Contractor: NUSAC, Inc. 

FIELDS, J. A. Technical Assistance Contracts Drench NRC-02-B2-034. 
03/07/03 DAVIS, J. Office of Nuclear Material Safety 
Safeguards, Director. MILLER, M. NRC - No Detailed Affiliation Given, 
Ip. 19670; 333. 


— 8307190112 Mod II, providing addl work it funding ?< extending period of 
performance to 831115, to ’‘Structural Integrity of Water 
Reactor Boundry Components. " 

HAAS, M. N ENSA, Inc. GUSTAVE, R. P. Division of Contract*. 
NRC-04-02-013. 83/07/01. 9pp. 19656’ 214. 


— 8307200162 Mod 7, modifying statement of work 
to "MCLAMS Mod, " 

PEVEN5TEIN. J. E. NUSAC, Inc. GUSTAVE, R. P. 
NRC -02-02-034. 03/07/05, Ip. 19670:334. 


aufchoriiing use of PL/I, 
Division Of Contracts. 
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Of contracts fnl-w" ‘^C-O^ltVal « AV£ ' R • p ■ Oivisson 

19363.041 * 01-183 03/06/27. 2p p 

eeiJSiS.'S: “Ivl:;:: t°."*XA'i . “ rc -'‘>-m-3=» 0 : 1 / 06 / 27 . 

C0M '“' M nrc - No D.tai.^JfMuI^iS"^^ 7;"‘ fSl'Sk'. 

£n.“«/2/F«2.ri? r ’«ai n t i Ub ’b r ‘ p e 1 0n * tQ ,n » id * 
Contrac^ J C Ip P . EM !«;5;S33. DW,,i0n ° f 

NRC-O4-70-a2B 03/06/27 BATSON W° nt 0 <^ t, ’’T'' 1 ' F,N 8-6312. 

steu6r - n *■- 

Stvdg Entitled 

VAN ECK. 0 . J. ,eJi Oeo I o^ , i , c ‘ C ‘“' foT 1 <““- ' " 

Ctntteete. , W ,^.11.^ 

D^E^n' 0 Sjli^ 0 "°™“"°"*‘‘""’''"' UtiOn U ° T4 Pr °“ s,ins Sv “'" 
Essssr & ••■■—•* *^s««SK.*y— c ?;.:«?2is:* lp 

83 °Ig’oiid Co^uMc^u^° f {;; & Jl, ' ar ' 1 of ■' WoPd P p °c. ss in 9 B«« to 

? ^Vboard Communications i fnc Mattia m , 

Contracts. NRC~| a-03-296. M/ia/S? fiS^! 

Agreement Ent i till' °? B chn i ca^ lit ist^n”* ’ ° n: u' 035 1 6 0rd * rtn 9 
SnS!** t0 Ertec Wes t®^-!nc. * ** l " Hydrogeology,.. 

8 I vi j i on^o p Contracts A ’nRC -02-82-02^07 1 * Br * nCh - p LEENO R, C, 

Program Support Branch JOmsnw n° 03/06/1 *■ DROWN* fi. 5. 

Safety «, a afeguard,. £!rec t T*™ ° ^ 7 :^ " UCj « r 

'Technical 

VOUMJ, G 7. Er t e c t*. ' au ' ar ‘ , * d to Ertee Western, Inc 

NRC-oa-ea -oaa-o” S^J*. ^ST’- 

State of HO. vBmance Program, <■ Contractor: 

WWOr' kStoJJ'SI* D OpS?jr!j fc St t FI p B “ 1327 -06-60-679. 

NRC - No Detailed Affiliation Given IJ* J? ^ JANINEK ’ H ' 

«:?r* b ^^por?;Tfo n£ S 9 UnU < uldat ' rf m-nc.f 

EICHBAUM.W fl Maryland r Surveillance Program. •• 

e “— *• — 

V..«?/ContaJr«“'°"t^ac°tJnt! ; ‘ ^aMed”? p 3 ' v ' p '' Atcident Core/ 
Foundation, Purdue Univ, KlQn *> awarded fco Purdue Research 

Division of Contracts * *F l N * 0 - 8634 ° " Br * nzh FIELDS, J. 

MATTSON- 17 J Division I 8634 . WttC -03-83- 093. 03/06/16 

HARDIN, W . NRC - No Di tal uV^thlVt " ? T P . “ l JSSSi: 0«. 

Inl^( 1 ^, t " fl 2ar^ V Io B pI^j! fl 5 t Core/Vessel/Cnntainm.nt 

Uni v. to Pu,r<5ue Research Founda tiom Purdue 

rSrS""' ^^! L v Dlvlfl#B 


DORSEV m A ri . w f rded to a °Ping Cnmputer Svc 5 Co 
JJRC-33: 9 3- 43& m ^^/{r 'SaSSE^Vs^^T f ic l" JIT'*' 

":trx: xiiix b u *' om '° nrc - 

Ifl«plementat?Jn a 5rFlcilitrcintrIrs nln ?pIr tin9 ' C0nVer ® l0n 

Boeing Computer Svcl Co Contro1 <FACS),“ awarded to 

aE 5 r ml-SSEtii: K 

Hw^L R ; pt 'idr rd ' 0 td “ “ & Make Final 

B3/D7/0J DlS2rp n E* tr Dw5;JiqJ n ^*n U ^ anch ' NRC- 1 0-83-367. 
MOHRUINKELeC. NRC - No Detl??«rf fci ° n and p * rst >nne L 

No Detailed Affiliation Given. i p . 19362:330. 

IncIuding C Taking t TBstlmoiy e 6 F A <:t5 t” Em P^yee Or i evance, Hold Hearing 
* Mate Final WMtten Acceptance of Evidentiary Matl 9 

MATTHEWS, 0. E , «• t”h i V “2252 t0 ° E Matthc ^- 

NFC-10-&3-367, 03/07/01 6 pp. 19362^331 DivUl ° n of Contract.. 

Waste Paper Des tjjc t i on^ 'pI o j ec V » Cont Uti r >M s d 1 t0 " CUs * ifled 
Industri es, fnc. J '' on ^ rac t or : S i mk i ns 

83/06/27’ T BRADV, i fl. < J tT 'oiW«?on t of C S 5 Sra ; Ch ' NRC- 1 0-02-903. 

O.tdll.d Affln at , BURNSIDE, W. NRC - Nr 

840407 ' tD 

Contracts. NRCmS^MO^ " l^ol/l/. “J™' Sij. Ul#B ° f 

Inc. iR9 SVCB ’ Contractor: Public Affairs Info, 

NRC-O£-03-266. t * rt,i 03/o7/oi KEB rTm' “SrP; 11 ' F ‘ N 0 ' 1S ’ S 

?iss?si lanmu ’ m - « 

R^o?tlng , 1 Byci!* <1 ' ,ini ' ,uart0pl v Pd V ™»nt». to "state Legislative 

Cental is. / ' f Fll! l ”- 1 I M2 rr " a NR? n oA ' nl: SMITH. P. A. Divi.lon of 

19540:399: F,N!!1592 ’ NHC-O6-03- 264 03/07/01. 2 P R 

OenerarcoBjifiiJ^",”,' J»«“‘‘on.Mod “ t" "Maint df Data 

C onsu 1 tants, i nc P * E «luipn>Bnt. Contrac tor : Da ta 

NRC-23-02-3 1 X ‘aaiol/a^' DAslE? C H% Bra 2f5, F,N D ' ,&43 - 

%zr?,: rx<t°i 34. JQ ™ c - - ^ D !^- n :;a?;:r^?i „at«o n 

°f Data 0e°^O*cimpitH?. !, L r p^ I °L , ’'r f p Pmance to 640526. to "Malnl 
DONNES. G Data Coo.ulJI^ p «Rlp 6 eral E, u l P a,er,t. ■ 

Contracts. fin q-i 6 6 3 i = C ' ®HITH,P.A. Division of 

19540:335 3 ' NR C-25-02-3| i 83/06/23. 2 pp. 

S3 (Jp era tlon^of^LPDR ^‘""coii tractor ^st at BC L I h° n ’ ^° d 3 ” H * ln ‘ 81 

NCLEAREN, t Administrate r° r t State Library of PA, 

83/06/29. FELTON.J, |5 iff.crirAi 6 , 8 ^;"'' NRC ' 10-82-696. 

No Detailed AfMIiatloo Olvin r p J^4o P Js3“" S0UDeR ' ^ NR «- 

SHELKRET r Maint 4 ^perat i on^of ' lpDR, C "'° rmanCa a ' t0430 4 lncrea«ing 

SHH SSFsur % ., ........ 


□rder Contract f or^Of^Devtl opmeUt”^ rafcBs ' to ’' Mul tiple Award Task 
« Boeing Computer Services, inr ^cea>,e, „ 

K ir^O^r*""- ™ --3^3-452. 
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8307150427 Notification of contract e xecut ion. Mod 1 to “Listing of high 
Technology 8 <a) Firms." Contrac tor ; Miranda Associates. Inc. 

BROMBERG. B. J. Administrative Contracts Branch NRC -27-83-446 

03/06/09. KERR. W- Ofc of Small it Di sad vantag ed Hus Utilization l* 
Civil Rights. COLEMAN. H. NR C - No Detailed Affiliation Given. ip 
17340: 183. 


— 0307130430 Mod fallowing partial payments when sample submitted, to 
"Listing of High Technology G<a> Firms." 

* Miranda Associates. Inc. SMITH. P A Division of Contracts. 
NRC-27-83-446. 83/06/09. 3pp 19540.186 


0307130433 Notification of contract eiecution, Mod 2 to “Provide Expert 
Technical Consulting Svc * to DCS on Task Order Basis “ 

Contrac tor : Dap t of Air Force. 

BROMBERG. B. J. Administrative Contracts Branch. NRC- 10-Q2-4Q4 
83/07/03. NORRY.P G. , LUNDY, J. Office of Administration. Ip 
19340: 197. 


— -0307130435 Mod 2 , extending period of performance to 931230. to "Provide 
Expert Technical Consulting Svcs to DCS on Task Order 
Basis. ’* 

* Air Force, Dept. of. SMITH. P. A. Division of Contracts 
NRC-10-82-404. 83/07/03. 2pp. 19540; 200. 


8307130433 Notification of contract execution. Mod 3 to "Conversion, 
P rogrammtng, Imp 1 ementa t i on. Doc umentat i an V Acceptance 
Processing of IFMI 8 . " Contrac tor: SDA. Subcontrac tor : 
Technassoclates. 

OILDENHORN, A. J. Administrative Contracts Branch. FIN D-Bi /2. 
NRC- 10-8 1-339. 83/06/12. DOR IE. U Office of Administration, 

WRIGHT, 0. NRC - No Detailed Affiliation Given. lp. 19340:275 


'0307130454 Mod 9, producing new program specs , increasing fixed fee 
U altering deliverable dates, to "Conversion. Programming! 
Implementation, Documentation & Acceptance Processing of 
IFMI 8 . “ 

HILL, D. Small Business Administration. QFFORD, J. C. 
Technassoclates, Inc. SMITH, P H. Division of Contracts. FIN 
B-B172. NRC— 10-81-359. 03/06/12. 4pp. 19340:296. 


8307100325 Notification of contract execution, Mod 1 to "Dioassays Using 
Resonance Ionization Spectroscopy." Contractor: 

Atom Sciences, Inc. 

DELOATCH, V. Technical Assistance Contracts Branch. FIN B-8122. 
NRC-04-82-021. 03/07/02. FOREHAND, W. Office of Nuclear Regulatory 

Research, Director. NEEL. R. NRC - No Detailed Affiliation Given 
ip. 19566:087. 


— 8307180328 Mod 1, extending period of performance to 930727 at no addl 
cost, to “Bioassays Using Resonance Ionization Spectroscopy." 
8 CHMITT 1 H.W. Atom Sciences. Inc GUSTAVE, R. P Division of 
Contracts. FIN 0-0122. NRC-04-82-021. 03/07/02. Ip. 19366:089. 


8307180429 Notification of contract execution. Mad 1 to "Cataloging 
Support Svc 5 . " Contractor: Informatics. Inc. 

SMITH, P. A. Division of Contracts NRC-10-79-362. £33/07/05 

BESAU, W. J. Division of Technical Information 5t Document Control, 
WIGE.R. NRC - No Detailed Affiliation Given. Ip. 19366:346. 


— 0307180431 hod 1. increasing amount of contract to allow for indirect 
rate adjustment, to "Cataloging Support Svcs. "■ 

SLDWLY. L. Informatics. Inc. SMITH, P. A. Division of Contracts. 
NRC-10-79-362. 83/07/05 lp. 17566:347. 


0307180434 Notification of contract ex ecu t ion. Mad 1 to "Examine Facts 
In Employee Gr i evance. Hold Hearing Including Taking of 
Testimony 6 Acceptance of Evidentiary Matl it Make Final 
Written Rept. " Contractor: DE Matthews. 

MURPHY, L. 0. Administrative Contracts Branch. NRC- 10-03-367. 
03/06/30, BIRD.P.E, Division of Organization and Personnel. 
MOHRWINKEL, C. NRC - No Detailed Affiliation Given. Ip. 19566:342. 


— 8307180436 Mod 1, extending period of performance to 830708. to "Examine 
Facts in Employee Grievanc 0 , Hold Hearing Including Taking of 
Testimony it Acceptance of Evidentiary Matl it Make Final 
Written Rept, “ 

MATTHEWS. D. E. Matthaus, D. E, REQELLO, J. E. Division of Contracts, 
NRC- 10-83-367. 93/06/30. lp. 19566:343. 


0307190107 Notification of contract execution. Mod 11 to "Structural 
Integrity of Water Reactor foundry Components," Contractor: 

ENSA, Inc. 

WOLLETT, S. Technical Assistance Contracts Branch. FIN B-8133. 
NRC-04-82-013. 83/07/01. FOREHAND, W Office of Nuclear Regulatory 

Research, Director. VAGINS, M. NRC - No Detailed Affiliation Given, 
lp. 19656:213. 


— 0307190112 Mod 11, providing addl work it funding i, extending period of 
performance to 831115, to "Structural Integrity of Water 
Reactor Boundry Components. " 

HAAS, M. N. ENSA, Inc. GUSTAVE, R. P. Division of Contracts, 
NRC-04-82-0 1 3. 83/07/01, 9pp. 19636:214. 


8307190307 Notification of contract encukian "Monthly Update of NRC 
Rules V Regulations. " awarded to SRA Subcontractor Metrotec. 

JACOBS. A Administrative Contracts Branch NRC- 10-03-350. 

03/06/10 FELTON. J. M. Office of Administration PHILLIPS. J. NRC - 
No Detailed Affiliation Given ip 19636007. 


— 8307190313 Contract; "Monthly Update of NRC Rules t, Regulations." 
awarded to SQA. Subcontrac tor . Metro tec . 

* Small Business Administration. NELSON, J E Metrotec, Inc 
DENNISTQN, S. F. Division of Contracts NRC - 1 0-83 *350. 83/06/10 

23p p 196 56 009- 


0307190335 Notification of contract e x ecu t i on. Mod 3 to "Shuttle Bus 
Svc."' Contrac tor: Cap i tat City Coach. Inc 
DORSEY. M. , PERLMAN. J. Administrative Contracts Branch 
NRC- 1 D-B2-362 03/07/07. CORLEY. J. H. , GRANT. L NRC - No Detailed 

Affiliation Given Ip 19654 047. 


— 0307190339 Mod 3, e> s tab 1 i s h ing termination settlement costs, to 
"Shuttle Bus Svc . " 

RYAN, J S Capital City Coach. SMITH, i 5 A Division of Contracts 
NRC-10-B2-362 03/07/07. 2pp. 19654.048. 


B307190411 Notification of contract e xec ution, Mod 4 to "ADP Sys 
Support. " Contrac tor: SDA Subcontractor: Tech n associates. 

OILDENHORN. A. J Administrative Contracts Branch. FINB-0664. 
NRC-23-B3-31 5. 03/06/29. BARRY, L W. Office of Resource Management, 

Director DUrTON, J. NRC - No Detailed Affiliation Given. ip 
19656: 145. 


- -8307 1904 1 8 Mod 4. extending period of performance to 840616, 1 nc reas 1 ng 
celling h obligated amount, adding op fc ion. c hang ing labor 
hourly rates, chang ing security provisions 6 adding key 
personnel, to "ADP 3ys Support." 

HILL.D Small Business Administration. QFFORD. J C 

Tech Has relates. Int. HAGAN, T. F. Division of Contracts. FIN 

0-1664, NRC— 25-82-31 5. 83/06/29. 7pp. 19636:146. 


8307190430 Notification of contract ex* c ut ion. Mod 4 to "On Call Maint 
for NRC Computer Peripheral Equipment Contrac tor ; Computer 
Sys Support Corp. 

PERLMAN, J. Administrative Contracts Branch. FIN B-0174. 

NRC -3 3-83- 4 51. 83/07/14 BASSETT, H. S. Division of Data Automation 

& Management Information. -JOHNSON, C . NRC - No Detailed Affiliation 
Given. lp 19636: I 35. 


•8307190435 Mud 4. adding addl equipment, ta "On Call Maint for NRC 
Computer Peripheral Equipment " 

ROOT, L. E. Computer Systems Support Corp. SMITH. P. A- Division of 
Contracts FIN B-B174 NRC-33-83-45 1 03/07/H 2pp 

19636: 156. 


0307190453 No t i f i ca t i on of contract execution "Photographic 
Reproduction Svc," awarded to SHA. Sub-con trac tor: Domus Design 
Stud i os. I nc. 

HAZIN.J P Administrative Contracts Branch. NRC- 10-03-322. 
83/07/07 BESAW, W. J Division of Technical Information fc Document 
Control DEHN. D. NRC - No Detailed Af f U iation G J van lp 
19643: 313. 


— 8307190459 Contract: "Photographic Reproduction Svc." awarded to SDA. 
Subcontrac tor Domus Design Stud i a s , Inc . Subcontrac tor 
contract end, 

* Small [Justness Administration. DERGDOLL.T. E Doinus Design 
Studios, Inc MATT1A. M J Division of Contracts NRC- 10-83-322. 
B3/07/07 3 1 p p . 19643:314- 


0307200153 Notification of contract e 1 ec u t i on , Mad 7 to "Geotechnical 
Engineering Casework Review II " Contrac tor: US Army Corps of 
Engineers 

FIELDS, J A. Technical Assistance Contracts Branch. FIN 0-8027 
NRC-03-S2-1D2 03/07/06. VOLLMER, R. H. Division of Engineering. 

LEAR.G. NRC - No Detailed Affiliation Given. Ip 19670: 335. 


— 8307200157 Mod 7, increasing funds obligated for technical svcs & 
deobligati ng funds for FY02 travel, to "Geotechnical 
Engineering Casework Review II " 

RYAN, R H. Army, Dept, of. Corps of Engineers GUSTAVE, R. P . 
Division of Contracts. FIN B-8D27. NRC- 03-82-102 , B3/07/06. 

2pp. 19670:336. 


9307200159 Notification of contract execute ion. Mod 7 to "MCLAMS Mod." 
Contractor; NUBAC, Inc. 

FIELDS, J. A, Technical Assistance Contracts Branch NRC-02-9«=.-Q34. 
03/07/05 DAVIS. J. Office of Nuclear Material Safety it 
Safeguards. Director. MJLLER, M. NRC - No Detailed Af f i 1 ia t i on Given, 
lp. 19670:333. 


— 0307200162 Mad 7, modifying statement of work authoriiing use of PL/1. 
to "MCLAMS Mod, " 

PEVENSTEIN, J. E. NUSAC, Inc GUSTAVE, R.P. Division of Contracts. 
NRC -02-82-034. 83/07/05. lp 19670:334. 
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aiRGEL^S^H Pl £Zt? eh ri*' 1 ^ Electrical Equipfflent ICatl ° n 

jarar*- sees"- v iv, - B 

S5:3: :^: n r ,ct f , NHC - ,0 - B3 - 32 > 83 /o A /27 

CONYNCHAN, H. NRC - N . D.t.i i ™ " S, 0 "-"* 

~ ,:, KS/KJ»ii r SiJi"! 7 T" th subscriptions to Inside 

Nuc Ison i c s ut.u ""t'c^ouon? to Fn7? 0nth subscription to 
Insids Energy /u r.d.rjf 7!!!^ . ? '" 3 Pul ’ 1 ‘salons: 

Contracts. NRC-Iq 7 8 3133 1 ' >U! ’s|/o‘‘|; s C ° p|> . 033. W * ‘ ° P 



NRc-ooi/s-asa '‘SESJJaS^SjJSSS S° nt S«f’ D^a, ‘ c ' , FIN B ' 6312 

Research. Director STEUER u S °uBr 5 fP l ce ° f Muclear Regulatory 

ip 19360:239 STEUEB, N. NRC - No Detailed Affiliation Oivlin. 

v :; - 

Contracts. ^ ^ “’i^o^iU. "SJ&S/' >^ 1^0 

" H ° r ‘ l pr °"” in » sv “-" 

inpornation 6 Oocument Con , p . 


B3 K^JoiJl Coiioiua!?";^!" * ° f ‘' WOrd Pbossssing Svc“ to 

curr assssr s«ff"aK - 

o^rm, 

otrardeii to Ert.c Western, Inc. ''” ia,a " t ' <n Hydrogeology', " 

Divisio7 S of Contracts A, NRc-oS-s2 C 02a r o7 * ’ !,r ' ,nc ' 1 fleenor.c. 
Program Support Branch JOHNSON B ^r' 03/06/14 BROUN, R. s 

Safety 6 Safeguards. Erector ,^“* B aP Nu ‘ , ' ar Mat '’'ial 

”°sliJ2fnce°?.* , ’H5Jrog®o‘ogg'!'-"^aoderrT' : Entitled 'Technical 
VOUNU.C . I. Ertlc, • » ardea to Ertec He, tern, Inc. 

NRC-02-32-023-^' 33/06/ ;6 D1 o;;‘“ n V^r"^ 

!at Is^Transpor tat ion^urva ilia nee ' recut 1 ° 4 ' «»« 1 to “Radioactive 

itat. of MD surveillance Program. " Contractor: 

Kr wKli'S* 0 affu‘ r nf‘| ut P ^ P " !327 NRC -06-30-679 
NRC - No Detailed Affiliation Slv.n JANINBK ‘ K 

3 "H«?o”t?ve «U!; b }r2ns k p^au‘ nl S’ balance, to 

EICH0AUM.W M Maryland ? 8urv9 ^Jance Program . « 

“■*•••■■ mar Sis&jr&kjrxr 

n« el /Containment ^Intaracfcions^" p 9evere Accident Core/ 

Wndation, Purdue Univ awarded to Purdue Research 

vision of Contracts t L 0Nnth ' E JELDSr J. 

i TYSON. n. J IlivlSfl; o# t NRC - 03-83-0?3. 83/06/16, 

3S f,F a s» k - v ivl “ on 


Management Director WRIGHT c L r S ' Office of R0SOur <» 

Given lp iV^L 066 ° RC ” Detailed WiU-tion 

WBHJSVEGr* 1 ^^ - 

F ‘ ct ' 4n 

* « asrs.™ * " s - «"* 



NRC- 1 0-33- 367 . 03/07/01. ' E 6 pp REB fBs 62 ^ 33 ,. 01vl,lon <•* Contract.. 

"Swsss&rcsr! ssskhas - 

SSHS ««**. - 

"3SLvr M 

Contracts! NR?4S‘ 0 2-^3 ^ ^ ™ | W 6 : 3M ^ *' ° f 

NRC-O6-S3-266 <4n ' 4 83/o7/01 V ° SeRR^^’ ! IN ^‘” 2 - 

wo-m landau ' m - nrc - n ° 

Reporting M Svce’ " d<lln5 llua, ' terl, < POVmonte, to “State Legislative 

mSi: Afp '^»-'” 2r ”^ 0 - 04 -88- 8 6r ,T 03/07/0 1 DlV 2p" 0n 

lS?;Sr of Data 

NRC-2S-82-3n.' l " ,1 S3?M/23 V ‘ OASSErH'n^Sf Si F ' N D ' 1643 ' 

Nenagement. Plrntt.^ ,0HN8 DN , c. ' ^c"' ^IVoLV^nU^ 

F,NB - 1443 - NRC-aS-B2-3l'l TH# 03/O6/23^‘ *2pp. 

e3 Opir B Uo„ N ^‘LpDR, U ° n c ° P t^cto7 C at7JrLi6°n' M ° d 3 to «< 

^^^"^10-32-696. 

No Detailed Affiliation 2fvl“ Ip JSsAOMSa S0UDEfl>J - NRC " 

a « a ‘ni'rop n ^atiSn r !j‘ l LPMS" f0r,,,an ' : ' t0 S ‘ ,063 ° 4 * nc P»**lil9 

S£H s-™'” »“• .. ........ 


Order Contract' n ADp C De^ J i opiS*n t °* V rateS| to “Multiple Award Talk 


NONDOCKETED ITEMS 


359 


B30713D427 Notification of contract e* ecut ion. Mod 1 to “Listing of High 
Technology 0(a> Firms." Contrac tar : Miranda Ajsoc ldtes. Inc, 

BROMBERG- B. J. Administrative Contracts Branch NRC-27-03-446 
03/06/09. KERR. W. Ofc of Small fit Disadvantaged Hus. Utilnatlon b 
Civil Rights. COLEMAN, H. NRC - No Detailed Affiliation Given. Ip. 
19340: 183. 


— 0307130430 Mod fallowing partial payments when sample submitted, to 
"Listing of High Technology 0(a) Firms " 

* Miranda Associates. Inc. SMITH, P A Division of Contracts 
NRC-27-03-446. 03/06/09. 3pp. 19540. 106, 


8307190307 Notification of contract execution "Monthly Update Df NRC 
Rules b Kegulations- " awarded to "SRA Subcontrac tor Mptrotec 
JACOBS, A Administrative Contracts Branch NRC - 10-03-350. 

03/06/10 FELTON, J . M. Office- of Admi n> si r at i on PHILLIPS, J NRC - 

No Detailed Affiliation Given. tp 19636:007. 


-•’0307190313 Contract: ‘Monthly Update of NRC Rules b Regulations, 
awarded to SI3A Sub c on trac t or: Me t rot ec . 

* Small Business Administration. NELSON, J E lietrotcc , Inc 
DENNISTON.S F Division of Contracts NRC - 10-03 *350. 83/06/10 

23pp 19656 000. 


0307130433 Notification of contract execution- Mod 2 to “Provide Expert 
Technical Consulting Svcs to DCS on Task Order Basis " 

Contractor: Dep t of Air Force. 

BROMBERG, Q. J. Administrative Contracts Branch NRC~iO-02-4O4. 
03/07/03. NORRY, P. G\ » LUNDY- J. Office of Administration. ip. 

19340: 199. 


8307190333 Notification of contract e x a c u t i on , Mod 
Svc " Contractor: Cap i ta 1 City Coach, Inc 
DORSEY, M. , PERLMAN. J Administrative Contracts 
NRC - 10— 02-3 62 03/07/07. CORLEY- J. H. . GRANT, L 

Affiliation Given Ip 19654 047. 


3 to “Shuttle Bus 
Branch 

NRC - No Dota i 1 ed 


— 8307130435 Mod 2. extending period of performance to 831230. to "Provide 
Expert Technical Consulting Svc* to DCS on Task Order 
Basis. 11 

* Air Force. Dept. of. SMITH. P. A. Division of Contracts. 

NRC- 10-02-404. 83/07/03. 2pp. 19.340:200. 


0307130453 Notification of contract execution. Mod 5 to "Conversion, 
Programming, Imp lementation, Documentat ion fi« Acceptance 
Processing of IFMIS. " Contractor: SBA. Subcontract or: 

Technassoci ates, 

GILDENHORN, A. J. Administrative Contracts Branch. FIN D-Qi/2. 
NRC- 10-81-339. 03/06/12. DDR IE, W. Office of Administration. 
WRIGHT, 0. NRC - No Detailed Affiliation Given. Ip. 19340:293. 


— 8307130494 Mod 3. producing new program specs. increasing fixed fee 
b altering deliverable dates, to “Convorslon, Programming, 

Imp lementat Ion. Doc umentat ion it Acceptance Processing of 
IFMIS. " 

HILL.D. Small Business Administration. DFFORD.J. C. 

Technassoc late*. Inc. SMITH, P H. Division of Contracts. FIN 
B-SI72. NRC- 10-01 -339. 03/06/12. 4pp. 19340:296 


8307100325 Notification of contract exocut i on. Mod 1 to “Bloassays Using 
Resonance Ioniiatlon Spectroscopy. " Contractor: 

Atom Scienc ea. Inc, 

DELOATCH. V. Technical Assistance Contracts Branch. FIN B-0122 
NRC-04-02-021. 03/07/02. FOREHAND. W. Office of Nuclear Regulatory 

Research. Director. NEEL. R. NRC - No Detailed Affiliation Given. 

Ip, 19366:007. 


— 8307 1 00328 Mod 1. extending period of performance to 830727 at no addl 
cost. to "Bioassays Using Resonance Ioniiatlon Spectroscopy." 
SCHMITT, H. W. Atom Sciences, Inc. GUSTAVE. R P Division of 
Contracts. FIN D-Q122. NRC-04-02-021 , 03/07/02. Ip. 19366:089. 


0307100429 Notification of contract e xecut i on, Mod l to "Cataloging 
Support Svcs." Contractor : Informat ics , Inc. 

SMITH, P. A. Division of Contracts. NRC-10-79-362. 03/07/09. 

BE8AW, W. J. Division of Technical Information fi< Document Control. 
WISE.R. NRC - No Detailed Affiliation Givtm. Ip, 19366:346 


--03O719O339 Mod 3, es tab 1 i s h i ng termination settlement costs, to 
"Shuttle Bus Svc " 

RYAN, J. S. Capital City Coach SMI TH. P. A Division of Contracts. 
NRC- 10*82-362 , 03/07/07 2pp. 19634 040. 


0307190411 Notification of contract exe c u t i on , Mod 4 to “ADP Sys 
Support . " Contractor’ BBA Subcontractor: Technassoc iate» 

GILDENMORN, A. J. Administrative Contracts Branch. FIN B-0664. 
NRC-23-03-315 03/06/29, BARRY, LW Office of Resource Management, 

Director. DURTGN, J NRC - No Detailed Affiliation Given. Ip 
19636: 143. 


- —0307 1 904 1 8 Mod 4,extending period of performance to B406I6, i ncr eas ing 
ceiling * obligated amoun t , add i ng op t i on, c hang i ng labor 
hourly rates* chang tng security provisions 6 adding key 
personnel, to "ADP Sys Support. ■" 

HILL.D. Small Business Administration. OFFORD-J.C. 

Technass oc la t es, Inc, HAGAN, T. F Division of Contracts, F1W 
B-1664. NRC— 23-S2-3I 3. 83/06/29. 7pp 19636:146. 


0307190430 No t i f J ca t 1 s n of contract exec uti on, Mod 4 to "On Call Maint 
for NRC Computer Peripheral Equipment " Con trac tor Computer 
Sy s Support Corp. 

FERLMAN-J. Admi n l » t ra 1 1 ve Contracts Branch, FIN B'8174. 

NRC-33-B3-431. 03/07/14. BASSET T, H„ S. Division of Bata Automation 

i. Management Information. JOHNSON- G- NRC - No Detailed Affiliation 
Given. Ip. 19636: 133. 


— 0307190435 Mori 4, adding addl equipment, to "On Call Malnfc for NRC 
Computer Peripheral Equipment. " 

ROOT-L. E. Computer Systems Support Corp. SMITH,? A Division of 
Con tracts. FIN B-8174. NRC-33-83-45I 83/07/14. 2pp 

19636: 136. 


0307 190433 Noti f i cat i on of contract execution "Photographic 
Reproduction Svc." awarded to SBA. Subcontractor: Domui Design 
Studios, Inc. 

BAZIN.JP Administrative Contracts Branch. NRC- 1 0-83-322 
83/07/07 RES AN- W J. Division of Technical Information b Document 

Control DEHN, D. NRC - No Detailed Affiliation Given Ip. 

19643: 313 


— 0307180431 Mod 1. increasing amount of contract to allow for indirect 
rate ad juatment, ta "Cataloging Support Svcs " 

SLOWLY. L. Informatics, Inc. SMITH, P, A. Division of Contracts. 
NRC- 10-79-362. 83/07/03. Ip, 19566:347. 


8307100434 Notification of contract exe tut i on, Mod 1 to "Examine Facts 
In Employee Gr i evance. Hold Hearing Including Taking of 
Testimony 8< Acceptance of Evidentiary Matl b Make Final 
Written Rept." Contrac tor: DE Matthews. 

MURPHY.L. O. Administrative Contracts Branch. NRC- 10-03-367. 
03/06/30. BIRD, P. E. Division of Organ! lation and Personnel. 
M0HRW1NKEL, C. NRC - No Detailed Affiliation Given. Ip. 19366:342. 


— 8307190458 Contract: "Photographic Reproduction Svc," awarded to SBA. 
Subcontractor: Domus Design Stud i os , l nc. Subcon trac tor 
contract one 1 . 

a Small Business Administration BERG D DLL, T E Darous Design 
Studios, Inc MATT I A i M. J. Division of Contracts. NRC - 1 0-83-322. 
83/07/07. 31pp. 19643:314, 


0307200 1 33 Notification of contract e > ecut i on. Mod 7 ta "Geotechnical 
Engineering Casework Review II. “ Con trac tor : US Army Corps of 
Engineers. 

FIELDS. J A. Technical Assistance Contracts Branch, FIN B-8027 
NRC-0 3-B2- 102 03/07/06. VOLLMER, R . H Division of Engineering. 

LEAR.Q NRC - No Detailed Affiliation Given tp 19670:335. 


--0307100436 Mod 1. extending period of performance to 030708, ta "Examine 
Facts in Employee Gr 1 evanc e , Ho 1 d Hearing Including Taking of 
Testimony & Acceptance of Evidentiary Matl b Make Final 
Mr Itten Rept. " 

MATTHEWS. D. E. Matthews, D. E. REDELLO , J. E. Division of Contracts. 
NRC-10-B3-367. 83/06/30. Ip. 19966:343. 


— 0307200157 Mod 7. incr ea & In g funds obligated for technical svcs fit 
deob- 1 iga ting funds for FY82 travel, to “Geotechnical 
Engineering Casework Review II " 

RYAN, H H. Army- Dept. of. Corps of Engineers. GUSTAVE, R-P, 
Division of Contracts. FIN B-B027. NRC- 03-02- l -02 . 03/07/06. 

2pp. 19670:336. 


8307190107 Notification of contract exa cut ion, Mod 11 to "Structural 
Integrity of Water Reactor Boundry Components. " Contractor: 

ENSA, Inc. 

WQLLETTiS. Technical Assistance Contracts Branch FIN B-0133. 
NRC-O4-02-O13. 83/07/01. FOREHAND, W. Office of Nuc 1 ear Regulatory 

Research, Director. VAGINS, M. NRC - No Detailed Affiliation Given. 
Ip. 19656:213. 


— 8307190112 Mod 11, providing addl work fit funding b extending period of 
performance to 831115, to "Structural Integrity of Water 
Reactor Boundry Components. " 

HAAS. h. N. ENSA, Inc. GUSTAVE, R. P Division of Contracts. 
NRC-04-02-013. 83/07/01. 9pp. 19656:214 


8307200199 Notification of contract e x ocut i on. Mod 7 to "MCLAMS Mod " 
Contractor: NU9AC, Inc. 

FIELDS. J. A. Technical Assistance Contracts Branch. NRC-02-B2-034. 
83/07/05. DAVIS, J Office of Nuclear Material Safety b 
Sa f eg ward s, D i rec tor. MILLER.M. NRC - No Detailed Affiliation Given. 
Ip, 19670:333. 


— 0307200162 Mod 7, modifying statement of work authorising use of PL/ 1 , 
to "MCLAMS Mod. " 

PEVENSTEIN- J. E NUSAC, Inc QUSTAVE, R. P. Division of Contracts. 
NRC -02’ 02-034. 03/07/05. Ip. 19670: 334. 
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,A Notification of contract e i ec u t i on, Mod 4 to "Survey on Snow 
in Nuclear Power Plant Structures. “ Con trac tor : NB 5 
R N. Technical Assistance Contracts Branch. FIN S-1087 
-79-009. B3/06/27. BAT80N.W. Office of Nuclear Regulatory 

:h- Director. KOJRNASIEW ICZ, R . NRC - No Detailed Affiliation 
l P 1 9670 ; 328. 


— 830720038B Mod 3, correcting administrative error, to "Maint of Data 
General Computers & Peripheral Equipment. M 

* Data Consultants# Inc. SMITH, P. A. Division of Contracts FIN 
0-1663. NRC-25-92-3 1 1 . 83/07/13. Ip. 19672:262. 


>170 Mod 4, deob 1 {gating remaining balance of funds under 
‘act, to "Survey on Snou Loads on Nuclear Power Plant 
tyres " 

Comwtrce ' Dept, of. National Bureau of Standards 
ivE, R. D. Division of Contracts. FIN B-1087 NRC-0 1-79-009 

>/27. Ip. 19670:329. 


0307220037 Notification of contract execution: "Maint & Operation of 
Local Public Document Rooms <LPDR*>," awarded to Scottsboro, 

AL Public Library. 


MURPHY, L. 0. Administrative Contracts Branch. NRC- 10-03-366. 
03/03/11. FELTON, J. M. Division of Rules and Records. SGUDER, J. 

llation Given. Ip. 19691:348, 


NRC 


No Detailed Affil 


2 Notification of grant e x ecu t i on. Mod 2 to "Therma 1 -Hu d rau 1 1 c 
nts Behavior of Coolant in Simulated Reactor Coop " 

Univ of Maryland. 

IT. D. Technical Assistance Contracts Branch. F3N G-1043 
4-82-013. 83/06/30. BATSON, W. Office of Nuclear Regulatory 

™°i^ eCt0r ‘ Y0UN0,ri NRC - No Detailed Affiliation Given. 
o 70: 321 


l7 n-r!! lDrf p T-ovi i rsg add] funds & incorporating 830302 proposed 
o "Jfc srmal -Hydrau 1 lc Transients Behavior of Coolant in 
a ted Reactor Coop. " 

AN,0. C. Maryland. Univ. of. MORTON. K. V. Technical 
tance Contract* Branch. FIN 0-1043. NRC-G-04-02-0 13 

/SO. lp. 19670:323. 


1 Notification of grant execution: "Structural Mechanics in 
Technology 7 Po* t -Con f erenc e Seminar on Inelastic 
1 !< Life Prediction in High Temp Environ, " awarded to 
**r Polytechnic Inst. 

„ Technical Assistance Contracts Branch. FIN 0-1030. 
1-83-006. 83/07/05 BATSON, W Office of Nuclear Regulatory 

i70 D 3l8 Ct0r * WALKER< T - NRC - No Detailed Affiliation Given. 


165 Grant: "Structural Mechanic* in noactor Technology 7 
Jonferenre Seminar on Inelastic Analysis i, Life 
:tton in High Temp Environ, " awarded to Rensselaer 
ichnic Inst 

UCE, J. M. Rensselaer Polytechnic Inst. MORTON* K. V. 
cal Assistance Contracts Branch. FIN G-1030 
■04-63-006. 83/07/03. 2pp 19670' 319 


t Notification of contract execution, Mod 5 to "Fire Protection 
Review tf Evaluation V." Contrac tor: Oage-Baijcoclc 


C- 

1 A. Technical Assistance Contracts Branch. FIN B-0015. 
1-139. 83/06/20. VOLLMEfi , ft. H. Division of Engineering, 

Jp- 19670: 309, 


R. NRC - No Detailed Affiliation Given. 


99 Mo-jt 3* re vi s iny statement of work 6 obligating funds for add 
s, to Fire Protection Program: Review & Evaluation V, •• 

. M. Gage-Babcock Associates, Inc. GUSTAVE, R, P. Division of 

cts. FIN B-8013. NRC-03-81-139. 83/06/20 3po 

310. 


Notification of contract e xecut t on, Mod 3 to "Licensing 
c e/Geo technical it Hydrological Evaluations." 
or: Hard ing-Lauson Assoc. 

A. Technical Assistance Contracts Branch. 

3-033-05. 83/07/05. DAVI8. 0. Office of Nuclear Material 

Safeguards. Director. GARCIA, P NRC - No Detailed 
Ion Given. Ip. 19670:307 


[ 2, Mod 3, extending period of performance to S30930 at no adrfi 
> Licensing Assistance/Oeotechnica 1 & Hydrol ogital 

; 1 d t> 5 . Bl 


I. K. H. Ha rd ing -Laws o n Associates, 
t*. NRC-02-8D— 033-03 83/07/03, 


GUSTAVE. R.P. Division of 
ip. 19670: 30B. 


Notification of contract 
ng (Coastal! Cave Review 
A. Technical Assistance 
VOLLMERrR.H. Division 
liled Affiliation Given. 


execution. Mod 3 to "Hydrological 
1. " Contractor : US Army. 

Contract* Branch. NRC-03-81-1 10. 
of Engineering. JACKOWSM-R. NRC 
ip. 19670:290. 


0 Mod 3* extending period performance to 830930, revising 
ng requirements U changing project ofc. to "Hydrologic 
ring (Coastal! Case Review 1." 

" f ‘ OWSTAUE-R.P. Division of Contracts. 
81-*! 10. 83/07/03- 4pp. 19670:291. 


Not i f icat i o-n of contract e x ecut i on, Mod 5 to 11 
omputers * Peripheral Equipment. u Contractor: 
ultantsr Inc. 


Maint of Data 


Adminii trativa Contracts 
-311. 83/07/13. BASSETT. Hi 

t, Director. JOHNSON, C. R. 

P 19672:261. 


Branch. FIN B-1663. 

R. -Office of Resource 

NRC - No Detailed Affiliation 


—0307220073 Contract: "Maint & Operation of Local Public 
(LPDRs > , “ awarded to Scot t sb or o, AL Public Library. 
MCCUTCHENiP, Scottsboro, AL. REBELLQ, J, E. Purchasin 
NRC- 10-03-366. 83/03/ il. 9pp 19691:349. 


Document Room* 
g Section. 


8307230026 Notification of contract execution, Mod 8 to "Oeolooic 
Study of Low Level Radwaste Burial Site at West Valley. NY " 

Contractor: State Univ of NV. 

Technical Assistance Contracts Branch. FIN D-6000. 
NaC-D4-77-!A?, 63/07/14. BATSON. W. Office of Nuclei Regulatory 

?*” a roS;o il: ct ° r - NRC - No Oeta lied Affiliation Oiv.n 

lp. 19723; 307 . 24X Fi che : 30-201 , 83/07/ 14, 8307230026. 

—8307230030 Requests ack of Mod 8, deob 1 i g at Ing funds, to "Geologic Studu 
of Low Level Radwaste Burial Site at West Valley, NY » 

Signed by univ on 830423. 

P ' Technlc *l Assistance Contracts Branch. FIN B-6Q08. 

, l69 - 03/O4/la * THOMPSON, J. New York, Btate Univ. of, 

(Albany 1 . lp. 19723:308, 24 X Ftc h e ; 30-201 , 83/07/i 4, 0307230026, 

8307250100 Notification of contract e x e c u t i on. Mod 2 to "Radiation 
Monitoring Program Requirements. 11 Contractor: State of MI. 

ytji Tocfinlc * 1 Assistance Contracts Branch. FIN B-S451. 

1J- If'? 7 "?; PAPPA6 ' H ' "•«“>" 3- Office of Director. 

OESTMANN NRC - No Detailed Affiliation Given, ip. 19720:330. 

—8307250104 Mod 2, correcting B&R number, to "Radiation Monitoring 
Program Requirements. " 

! Si'i! °A* cUSTAVE '* •**. Division of Contracts. FIN 

B-8431 . NRC-30-83-644. 83/07/14. ip. 19720:331. 


8307230111 Notification of contract * x ecut i on, Mod 1 to "Radiation 
or, n *,t£ tlng proar "' n Requirements. " Contrac tor : State of CA. 

^ T#chnlcfli Contracts Branch. FIN B-8553. 

NRC 32-03-684. 03/07/14. ALEXANDER, I. Region 3, Office Of 

HAMADAiG. NRC - No Detailed Affiliation Given. 

1 T 7m u * 


lp. 


n -c r- rw,iu tug, to "Mediation Monitoring 

Program Requirement* " 

* of - OCTAVE, R.P. Division of Contracts FIN 

B 8553. NRC-32-83-684, 03/07/14, lp, 19725:346, 


0307230119 Notification of contract e xec ut i on, Mod 5 to "Studies of Gas 
Liquid Flow Pattern. " Contractor: Univ of Houston. 

** sistance Contract* Branch. FIN B- 6273 . 

NRC— Q4-7B— 213, 03/07/14, BATSON, W. Office of Nuclear Regulatory 

lp ,,- W723 343 Ct0r ‘ ZUEER ' R NRC - No VW* Affiliation Given. 


—8307230119 Request* ack of Mod 3, deob llga t in g funds, to "Studies of Gas 
Liquid Flow Pattern. " Signed by univ on 830209. 

Sar „ Technical Assistance Contracts Branch. FIN B-6273. 

19725 344~ 2 3 ' B3/0I/03 ‘ 9 IFUENTEB, L. Houston, Univ, of. lp. 


S30725Q143 Notification of contract exec u t i on, Mod I to "Radiation 
E?,i*i£ r i n9 Program Requirements.” Contrac tor : State of CO. 
uln i?'E:/ , ;. 4 _« T * chn4c * 1 A, ** ,tar i c * Contracts Drench, FIN B-0501. 

. S’ 03/O7/14 ‘ MEYERS, D. M. Region 4, Office of Director 
NICHOLAS, J. 0. NRC - No Detailed Affiliation Given. lp. 19723:348. 


"pThTIZTasL m runBin a « changing bb<r number, 1 

Radiation Monitoring Program Requirements. “ 

l IL ousta VE,R.P. Division of Contracts. 

B-8501. NRC— 31-83-668. 83/07/14. ip. 19723:349, 


FIN 


8307230163 Notification of contract execution, Mod 2 to "Radiation 
Prftflr * fll R»iwir*ments. " Contractor: State of MO. 
tor 5^ f1, t ^« Techr|ic,1 Assistance Contracts Branch, FIN D-0434 

QEgTMANN 3 M 6 j 3 ’ wR? /07 w l4 n . P ^ PASl H ‘ R *» lo n Office of Director. 
□E8TMANN, M. J, NRC - No Detailed Affiliation Given. lp, 19723:357, 


Requirement ? jCorrfcti ^ number, to "Radiation Monitoring Program 


Requirements. 

* Missouri* State of. 
B-8454, NRC-30- 93-643, 


GUSTAVE, R P, Division of Contra 
83/07/14. lp. 19723:398. 


:ts. FIN 
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8307250168 Notification of contract e i e t u t i on . Mod 2 to "Reanalysis of 
Existing Data From Survey re TMl. " Contrac tor : Nat 1 Inst of 
Manta 1 Health. 

SILVIS.R.M. Technical Assistance Contracts Branch. FIN B-8621. 
NRC-03-82-130. 83/07/12. DENTQNi H. R Office of Nuclear Reactor 

Regulation! Director, REGAN, W. H. NRC - No Detailed Affiliation 
Given. Ip. 19723:355. 24X Fiche: 90-289, 03/07/ 12, 0307250168. 


0307290623 Notification of contract e * ec u t i on, Mod 
for NRC Operation Ctr. 11 Contractor Phoenix Assoc 
QILDENHORN, A. Administrative Contracts Branch 
NRC“0 5-03-2 18, 03/07/10 MUIR, A. P Director's 

Inspection and Enforcement HIMES. J. NRC - No 
Gt von Ip 19717: 161. 


2 to "Info Mg t 5y s 

FIN D-Q709 
Office, Office uf 
Detailed Affiliation 


—8307230176 Mod 2< extending period of performance to 830430, to 
"Reanalysis of Existing Data From Survey re TMI. " 

* Health & Human Services, Dept, of, GUSTAVE, R P. Division of 
Contracts. FIN B-B621. NRC - 03-82- 1 30 83/07/12. lp, 19723:356 

24X Flthe; 50-289. 83/07/ 12, 8307250168 


0307250629 Mod 2. adding add! tra i ni ng, ex tend 
to 031130 & increasing contract amount. to 
NRC Operation Ctr " 

FENSTERSTCCK, J. Phoenix Associates, Inc 
Assistance Contracts Branch FIN H-8709. 
03/07/10 29pp. 19717:200, 


ing period of performance 
"Info Mg t Sys for 

HAGAN, T F. Technical 
NRC -05-03-218. 


8307250226 Corrected notification of contract e xecution, Mod 9 to 
"Memphis Area Regional Seismic Network " Contractor Momphia 
State Untv, 

SILVI0,R.M. Technical Assistance Contracts Branch. FIN 0-6276 
NRC-04-78-300, 03/03/27. OATSGN, W. Office of Nuclear Regulatory 

Research. Director. MURPHY, A. NRC - No Detailed Affiliation Given 
lp. 19723:354. 


- 0307250640 Notifies of proposal to provide 
experience For NRC sys manager td perform 
activities b manage info mg t sys Requests 
performance be extended to 030130. 
FEN9TER5T0CK, J. Phoenix Associates, Inc. 
NRC -03-83-21 0, 03/06/00. GILDENHDRN, A. 

7pp. 19717: 191. 


training 6 hands-on 
■ fac i 1 i ty mg t 
period of 

FIN U-07G9. 
Division of Contrac 


ts 


9307230241 Notification of 
Monitoring Program Requir 
Health & Human Svcs. 
SILVISiR.M, Technical As 
NRC -3 2- 03 -682. 03/07/14. 

Director. HAMADA, O. NRC 
19721:065. 


contract execution, Mod 1 to 
ernents. " Con trac tor : Dop t of 


"Rad i a 1 1 on 


sistance Contracts Branch. FIN 11-0331. 
ALEXANDER. I. Region 5, Office of 
- No Detailed Affiliation Given. lp 


—8307230647 Clarifies info in 830606 proposal to provide training & 
hands-on experience far NRC sys manager for info mgt sys. 

Lists three training methods it labor hours by manpower 
categories. 

FENSTER9TOCK# J. Phoenix Associates. Inc. FIN B-8709. 
NRC-03-B3-2I8 03/06/16, HAGAN, T. Division of Contracts 2pp 

19717: 190 ■ 


■8307230230 Mod 1, providing incremental funding. to "Radiation 
Monitoring Program Requirements " 

* Health & Human Services, Dept, of,, GUSTAVE, R. p. Division of 
contracts. FIN 0-8531. NRC-32-03-602. 03/07/14 Ip 19721:066 


0307230242 Notification of contract « x e c u t i on, Mod 4 to "Expert 
Consultation b Witness Svc for South Texas Project 
Hearings." Contractors Hubacek. 

PERLMAN, J. Administrative Contracts Branch. FIN 13-8506, 
NRC-31-82-731. 83/07/14. COLLINS, U. T. > CROSSMAN, W. Region 4, 

Office of Director. lp. 19721:063. 24X F 1 c h e : 30-498, 03/07/ 1 4, 

0307250242. 


■0307230250 Mod 4, extending period of performance tD 831231 Sc adding 
addl funds, to "Expert Consultation b Witness Svc for South 
Texas Project Hearings." 

HUBACEK, W. G. Hubacek, W. G. SMITH, P. A. Division of Contacts 
FIN 0-0506. NRC-31-82-731. 03/07/14. lp. 19721’ 064 24X 

Flche: 30-490, 83/07/14, 0307230242. 


B307250627 Notification of contract e x ec u t » on, Mod i to "AutoprintBr 
'F' Microfiche Printer." Contrac tor: Dybel 1/Ware b Assoc, 

Inc 

SMITH, P A. Administrative Contracts Branch. NRC- 1 0-83-340. 
03/07/18 BESAW, W. Division of Technical Information b Document 
Control. SKOCZLAS, J. NRC - No Detailed Affiliation Given. lp 
1 97 1 fl: 1 40 r 


0307230630 Mod 1, changing place of delivery, to "Autoprinter 'F' 
Microfiche Printer. " 

WARE, J. T Dybel 1 /Ware tc Associates, Inc SMITH, P. H. Division of 
Contracts NRC-10-03-340 83/07/10. lp 19718:143. 


□307250633 Notification of contract ex ecut i on, Mod 2 to "Beginning 
Gregg Shorthand." Contrac tor ; Montgomery County, MO Pub 1 i c 
Schools 

SMITH, P. A Division of Contracts, NRC-10-79-3B4, 83/07/14 

SPRINGER, M. Office of Adm in i s tra t i on. VAN SANTEN, L . NRC - Nu 
Detailed Affiliation Given. ip. 19716: 331. 


8307230303 Notification of contract e xecution, Mod 1 to "FEARs 11 
Contractor: Info Handling Svcs. 

SMITH, P. A. Division of Contracts. NRC-10-03-34 1 . 83/07/12 

SKiS'?;. DlvUion of Technical Information b Document Control, 
SKOCZLAS, J. NRC - No Detailed Affiliation Given Ip 19720:353. 


0307250645 Mod 2, d eob 1 1 ga t i ng total amount r 
"Beginning Gregg Shorthand." 

PASCOE, S. Montgomery County, MD. SMITH, P 
Contracts. NRC-10-79-3B4. 83/07/14 lp. 


emaining under contract, to 

A Division of 
19716 352. 


-9307230509 Mod 1, increasing total contract amount b designating new 
project officer, to "FSARs. " 

» Information Handling Services. SMITH, P. A. Division of 
Contracts. NRC-IO-03-341 . 03/07/12, Ip. 19720:336, 


9307230308 Notification of contract execution: " 
Non-Nuclear Security Programs," awarded to SAS 
Ltd . 

REBELLO, J, E. Administrative Contracts Drench. 
83/07/12. BROWN, R. S. Division of Safeguards, 
Detailed Affiliation Given. lp, 19720:343. 


Survey of Commercial 
of Texas, 

NRC -02-83-045. 
KUNZErD. NRC - No 


--8307J250520 Contract: 
Programs, * awarded 
ISHIMOTO, W. Y. SAB 
Contracts Branch. 


"Survey of Comma 
t o SAS of Texas, 
of Texas, Ltd. 
NRC-02-03-043. 


r c i a 1 Non- 
Ltd. 

REBELLO, J. 
83/07/12 


Nuclear Security 

E. Administrative 
0pp. 19720:344. 


8307230540 Notification of contract execution, Mad 4 to 
Waste Retrieval Alternatives." Contrac tor: Eng ineers 
Inti, Inc. 


"Asses ament 


FLEENOR, C. Technical Assistance Contracts Branch. FIN D-7327-3 
NRC-02-82-031. B3/07/I4. DAVIS, J. Office of Nuclear Material 

Safety & Saf eguards, Director. CHASE, L. NRC - No Detailed 
Affil lation Given. lp. 19716:012, 


of 


— 8307230530 Mod 4, incorporating microfiche requ irements, ob 1 igat ing 
funds, extending delivery schedule b changing mailing 
address, to "Assessment of Waste Retrieval Alternatives," 

SINGH, M, M. Engineers International, Inc. GUSTAVE, R. P Division 
Contracts. FIN B-7327-3. NRC-02-82-03t. 83/07/14. 4pp 


0307250637 Notification of contract execution: "Advise ACRS 
Subcommittee on External Phenomema on Estimates of Frequency 
of Occurrence of Large Floods at SEP Plant Sites," awarded 
to Colorado State Univ. 

HOYLE, A. Administrati ve Contracts Branch. FIN B-1157 
NRC- 1 1 -83-705. 03/07/10. FRALEY, R. F. ACRS - Advisory Committee on 

Reactor Safeguards SAVIO, R NRC - No Detailed Affiliation Given, 
ip. 19716:353. 


—8307250643 Contract; "Advise ACRS Subcommittee on External Phenomena 
Estimates of Frequency of Occurrence of Largo Floods at SEP 
Plant Sites," awarded to Colorado State Univ 
BHEN, H. W. Colorado State Univ. REBELLO, J. E Administrative 
Contracts Branch FIND-1557. NRC- 1 1 -83-703. 03/07/18 4pp 

19716354 PV ' 


B307250667 Notification of contract execution: "Integral Sys Test 
Program - Once Through Integral Sys 6 Multiloop Integral Sys 
Test Components, " awarded to B&W. 

EDOEWORTH, P. , WDLLETT,S Technical Assistance Contracts Branch. FIN 
fl-0909 NRC -04 -83- 160. 03/07/00 BATSON, W. Office of Nuclear 

Regulatory Research, Director. YOUNG, M, NRC - No Detailed 
Affiliation Given. Ip. 19720; 194, 


—83072S0673 Contract: "Integral Sys Test Program - Once Through Integral 
Sys b Mul t i loop Integral Sys Tost Components," awarded to 
Q&W. 

* Babcock b Wilcox Co, * Technical Assistance Contracts Branch. 

FIN D-8909, NRC -04-03- 1 60. 03/07/00. 47pp. 19720: 195, 


0307230603 Notification of contract e xecut ion. Mod 2 to "Electrostatic 
Copying 6 Related Svcs." Con trac tor; Li tors tur b Research 
Co. 

PERLMAN, J. Administrative Contracts Branch NRC- 10-83-318. 

83/07/19, DE5AW, W. J. , DAGGETT, M. Division of Technical Information 
& Document Control. lp. 19720: 192. 
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0307230607 Mod 2-. adding add I funds, to "Electrostatic Copying & 
Related Svcs " 

» Literature Research Carp SMITH,P A Division of Contracts 
NRC-I0-83-31S 83/07/19 lp 19720:193 


9307250605 Notification of contract execution: "Incident Response 
Communi ta 1 1 on Svc, “ awarded to Boise Intel agency Fire Ctr. 
HAGEY.H Technical Assistance Contracts Branch NRC- 10-83-342. 
03/07/19 CORLEY. J. H. Division of Facilities t Operations. 
MELVILLE, T. i COHEN. S. NRC — No De t a i led Affiliation Given Ip 
19719: 304 


9307250691 Ltr Contract NRC- 1 0-03-342, "Incident Response Communication 
Svcs, 1 awarded to Boise Interagency Eire Ctr 

MATTIA.M J Technical Assistance Contracts Branch NRC- 1 0-83-342 
83/06/23 ASTLEY. R. Boise. ID 9pp 19719:305 


Q 307250690 Notification of contract execution: "Maint L Operation of 
Local Public Document Rooms <LPDRs>. ,J awarded to QreenfieitJ, 

HA Community College Library. 

HOPPER. A. Purchasing Section NRC- 1 0-03-365. 83/07/18. 

FELTON, J M Division of Rules and Records SOUDER.J NRC - No 
Detailed Affiliation Given. Ip, 19720:182. 


8307230693 Contract: "Maint It Operation of Local Public Document Rooms 
(LPDRs ) . 11 awarded to Greenf ield. MA Community College 
Library 

CARTER, CE Greenfield. MA. REDELLO. J. E Division of Contracts. 
NRC- !0 -83-365 83/07/10. 9pp. 19720: 183. 


0 3072704 B5 Notification of contract execution. Mod 3 to "LA Offshore 
Radiological Licensee Survey." Contractor . State of CA. 

HOPPER, A Administrative Contracts Branch FIN D-0703 
NRC-03-82-252. 02/09/23- HLAHA, J. L. Program Support Branch. 

KARAGJANNla, H NRC - No Detailed Affiliation Given ip 197B3 334 


— 9307270400 Mod 3. extending period of performance to 030930. to "LA 
Offshore Radiological Licensee Survey." 

* Louisiana, 8tate o-f. REDELLO. J E. Division of Contracts FIN 
B-B703 NRC -05-82-2 52. 82/09/23. lp 1970B 335. 


8307290030 Notification of contract execut ion, Mod 2 to 
"Bioaccumulation Factor for p-32 in Edible Fish Tissue," 

Contrac tor : GA Tech Research Inst 

FLYNN. M. J. Technical Assistance Contracts Branch FIN 0-7470 
NRC-04-B1 - ! 87. 03/06/17. BATSON. W. Office of Nuclear Regulatory 

Research, Director. HAYES, P. NRC - No Detailed Affiliation Given 
Ip. 19826:357 


— 0307290038 Mod 2,-extending period of performance to 830930, to 
"Btoaccumulat j on Factor for P-32 in Edible Fish Tissue " 

FREESTQN, D. Georgia Institute of Technology GUSTAVE, R F 
Technical Assistance Contracts Branch. FIN A-7478 DRC-04-81-107 

83/06/17. 2pp. 19026:358 


B307290 1 56 Notification of contract executi on, Mod 7 to "Technical 
Assistance on Resistance Ductitility of 2-Way Slabs Under 
Gioaxial Tension, Dendi ng U Shear . Contrac tor ; 5n I Inti. 

SILVIS, R M. Technical Assistance Contracts Branch. FIN 0-1156 
NWC-03-77- 16 1 . 63/07/ 19. DENTON. H R Office of Nuclear Reactor 

Regulation. Director SIHWEI L , I NRC - No Detailed Affiliation 

Given. Ip. 19026:360. 


0307290158 Mad 7, deab I i ga t i ng unliquidated balance remaining as result 
of fixed fee decrease, to "Technical Assistance on Resistance 
Ductlbility of 2-Way Slabs Under Bioaxial Tens ion, Bend 1 ng 4, 

Shear " 

FLOYD. S SRI International. GUSTAVE, R P Division of Contracts 
FIN B- 1 1 36. NRC-03-77-161. 83/07/19. Ip 19026:361. 


63 07290161 Notification of grant execut i nn. Mod 3 to "Study of Effects 
of Grid Spacers & Blockage on Mist Cooling During L.OCA 
Reflood of PWR. " Grantee: Research Foundation of State Univ 
off New York at Stony Brook. 

MCDERMOTT, D. Technical Assistance Contracts Branch FIN G-1001 
NRC-0-Q4-B1-014 03/07/19. BATSON, W. Office of Nuclear Regulatory 

Research, Director. YOUNG, h. NRC - No Detailed Affiliation Given 
Ip 19857:013 


— 8307290164 Mod 3. increasing funding, to "Study of Effects of Grid 
Spacers t< Blockage on Mist Cooling During LQCA Reflood of 
PUR. " 

TENSEAU. P. N. New York, State Univ. of, Stony Brook. MORTON, K. V- 
Technical Assistance Contracts Branch. FIN G-lOOt. 

NRC-G-04-81 -0 14 . 83/07/19. Ip 17857 014. 


B307290321 Notification of contract execut i on, Mad 2 to "Evaluation of 
Response of Neutron Dosimeters 6 Survey Instruments to 
Moderate Cf-252 Source. ” Contractor: NDS. 

61LVIS, R M. Technical Assistance Contracts Branch FIN B-10650. 
NRC-01-B0-015. 03/07/20 BATSON, W Office of Nuclear Regulatory 

Research. Director. DENNIS, N. NRC - No Detoiled Affiliation Given, 
Ip. 19090: 192. 


— 8307290326 Mod 2, deob 1 i gating unliquidated balance remaining in 
contract, to 'Evaluation of Response of Neutron Dosimeters & 

Survey Instruments to Moderated Cf-252 Source. " 

5HREVE, D. D. Commerce. Dept, of, National Bureau of Standards. 
GUSTAVE, R B Division of Contract*. FIN B-10630. NRC-0 i -80-01 5, 
83/07/20 ]p J 9858: 153. 


0307290337 Notification of contract executi on, Mod 1 to "Maint & 
Operation of Local Public Document Rooms (LPDRs)." 

Contractor : Brook s Memorial Library. 

TOWNSEND. D Administrative Contracts Branch. NRC- 1 0-92-421 . 

83/07/21. FELTON, J. M. Division of Rules and Records 30UDER, J. 
NRC - No Detailed Affiliation Given. lp 19030:100 


— 0307290366 Mod 1, extending period of performance to 04G71B & inert#*! 
funding, to "Maint 6 Operation of Local Public Document Rooms 
(LPDRs >. " 

BRYANT, J. Brattlebaro, VI. REDELLO, J. E. Division of Contracts. 
NRC- 1 0-82-421. 03/07/21. Ip 19858 101. 


8307290420 Corrected notification of contract execution: "BWR Nuclear 
Engineering Courses," awarded to QE. 

MCDERMOTT, D. Technical Assistance Contracts Branch. FIN B-0710. 
NRC -03-83 -2 1 9, 83/03/10. BLAKA, J. L. Director's Office, Office of 

Inspection and Enforcement. HAVENS, 0. H. NRC - No Detailed 
Affil iation Given. Ip. 19057:333. 


8307290454 Notification of contract execut ion, Mod 2 to "Radiation 
Monitoring Program Requirements." Contractor: State of WI. 

SILVIS, RM. Technical Assistance Contracts Branch. FIN fl-0453. 

NRC- 30-83-647. 83/07/19. PAPPAS, H. Region 3, Office of Director. 

□ESTMANN, M. J. NRC - No Detailed Affiliation Given. Ip. 19837:353. 


— 8307290473 M&d 2, changing B&R number in Block 14, "Accounting fc 
Appropriation Data," to 93193002, to "Radiation Monitoring 
Program Requirements." 

* Wisconsin, State of. GU3TAVE.R.P. Division of Contract*. FIN 
B-8433 NRC-30-03-647. 03/07/19. Ip. 19837:334. 


8307290400 Notification of contract e x e cut i on, Mod 8 to "Radiation 
Monitoring Program Requirements. " Contrac tor : 3ta te of OH. 

SILVIS, R M. Technical Assistance Contracts Branch. FIN 0-0450, 
NRC-30-83-646. 03/07/19. PAPPAS, H. Region 3, Office of Director. 

□ ESTMAN. M J NRC - No Detailed Affiliation Given. Ip, 19837:343. 


— 8307290489 Mod 2, changing B&R number in Block 14, 

"Accounting t* Appropriation Data," to 93193002, to "Radiation 
Monitoring t* Program Requirements." 

* Ohio. State of. GUSTAVE, R. P. Division of Contracts. FIN 
0-8430 NRC -30-83-646. 03/07/19. ip. 19837:346. 


8307290494 Notification of contract execution, Mad 7 to "Licensee 
Performance Evaluation." Contractor: Teknekron Research, Inc. 

SILVIS, R M. Technical Assistance Contracts Branch. FIN B-122B, 
NRC-03-70-302 83/07/14. DLAHA, J. L. Director's Office, Office of 

Inspection and Enforcement lp. 19837:343. 


—0307290505 Mod 7, inc orparat ing final overhead rates, to "Licensee 
Performance Evaluation. " 

HEINRICHS, R. S. Teknekron, Inc. GUSTAVE, R. P. Division of 
Contracts. FIN D-1223. NRC-05-70-302, 83/07/14, lp. 19837:344. 


8307290509 Notification of contract execution, Mod 29 to "Downcomer 
Effects Experimental Program." Contrac tor : CREARE, I nc, 

WOLLETT, 5 Technical Assistance Contracts Branch. FIN A-4070. 
NRC-04-75 - 162, 83/07/12, BATSON, W, Office of Nuclear Regulatory 

Research, Director. REYES, J. NRC - No Detailed Affiliation Given 
lp 19857:226 


— 8307290513 Mod 29, providing addl funding for within-scope changes, to 
"Downcomer Effects Experimental Program. " 

* Crearc, Inc. GUSTAVE, R. P, Division of Contracts, FIN A-4070 
NRC-04-75- 162. 03/07/12. lp. 19037:227. 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


0306090382 FOIA request for documents released under FQIA Request 
92-31 3 h NRC response & all ends. 

KRONZEK, A L FDI Services. 2333. 03/01/10, FELTON, J. M. Division 

of Rules and Records. lp. 18815:170. 


8307200010 Addl response to FOIA request for repta re inventory 
differences at NFS. App A documents partially withheld (ref 
FOIA Exemptions 1,3 ?< 4). Forwards nonexempt portions of 
documents Review of remaining 13 documents in progress. 

FELTON, J. M. Division of Rules and Records. 93/04/28 BARLETT, D. L. 
Philadelphia Inquirer. 6pp. 19671:001. 
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-8307200014 Forwards detailed rept on current & planned projects 
designed to Improve facility accountability sys t,. associated 
inventory difference r esu 1 ts. 5a f eguards info deleted (ref 


ntor y 

10CFR2 790). 

TAYLOR, C.W. Nuclear Fuel Services, 
NFE 79-081. 79/10/23. BURNETT, R. F 

13pp. 1 967 1 : 008. 


Inc. (subs, of Getty Oil Co. ). 
Division of Safeguards 


-8307200019 Forwards matl balances for inventory period 790512-0610. 
Safeguards info deleted (ref 10CFR2. 7901 
HENSLEY.H- D. Nuclear Fuel Services. 

NFE 79-1271 79/07/04. HENNA, W. B 

Branch 5pp. 19671:023. 


Inc. (subs of Getty Oil Co ). 
Region 2. Atlanta. Safeguards 


-0307200025 Forwards matl balances for inventory period 790309-0507 
for highly enriched U 6 Pu. Safeguards info delated (ref 
10CFR2. 790). 

HENSLEY. K. D. Nuclear Fuel Services- Inc. (subs of Getty Oil Co. ). 

NFS 79-1268. 79/06/26 HENNA. W. B. Region 2- Atlanta, Safeguards 

Branch. 4pp. 19671:028. 

-8307200029 Forwards matl balances for inventory period 790109-0309 for 
highly enriched U 6 Pu. Safeguards info deleted 
(ref 10CFR2. 7901. 

HENSLEY. H-D. Nuclear Fuel Services, Inc. (subs of Getty Oil Co, ). 

NFE 79-1209. 79/04/09. HENNA, W. 0. Region 2, Atlanta, Safeguards 

Branch. 6pp. 19671:032. 

-8307200032 Forwards matl balances for inventory period 781110-790109 
for highly enriched U & Pu. Safeguards info deleted IreF 
I0CFR2. 790). 

HENSLEY. K. D. Nuclear Fuel Services. Inc (subs of Getty Oil Co). 

79/02/09. HENNA. W. B. Region 2. Atlanta, Safeguards Branch. 5pp 
19671 : 038. 


-8307200034 Forwards matl balances for inventory period 790618-0014 
Safeguards info deleted (ref 10CFR2.790). 

HENSLEY. K. D. Nuclear Fuel Services 
NFE 79-1333, 79/09/24. HENNA, U. B 

Branch. 5pp. 19671:043. 


Inc. (subs of Getty Oil Co. > 
Region 2, Atlanta, Safeguards 


-8307200039 Forwards matl balances for inventory period 790014-1004 
Safeguards Info deleted (ref 10CFR2. 790) 

HENSLEY, HD. Nuclear Fuel Services, ' 

NFE 79-1305. 79/12/05 HENNA, W. B 

Branch. 5pp. 19671:040 


Inc. (subs of Getty Oil Co.). 
Region 2. Atlanta, Safeguards 


-0307200042 Forwards matl balances for inventory period 791004-1212 
Safeguards info deleted (ref I0CFR2. 790) 

HENSLEY, K. D. Nuclear Fuel Services, ' 

NFE 80-101B. 80/01/31. HENNA. W, 0, 

Branch. 8pp. 19671:033. 


Inc. (subs of Getty Oil Co.). 
Region 2, Atlanta, Safeguards 


-8307200045 Forwards matl balances for inventory period 791212-800325. 
Safeguards info deleted (ref 10CFR2. 790) 

HENSLEY. K. D. Nuclear Fuel Services, 

NFE 80-1137. 00/05/08. HENNA, W. B. 

Branch 3pp. 19671:061. 


Inc. (subs, of Getty Oil Ca. >. 
Region 2, Atlanta, Safeguards 


-8307200049 Forwards matl balance sheets for inventory period 791212- 
800325 inadvertently omitted from correspondence. Safeguards 
info deleted (ref 10CFR2. 790). 

HENSLEY, H D. Nuclear Fuel Services, Inc (subs of Getty Oil Co,). 

NFE 80-1141. 80/05/12. HENNA, W. B. Region 3, Atlanta, Safeguards 

Branch. 3pp. 19671:064. 


-8307200051 Forwards matl balances for high enriched (J for physical 
inventory period 800325'’0527. Safeguards info deleted 
(ref 10CFR2. 790). 


HENSLEY, K- D 
NFE 80-1232. 
Branch. 4pp. 


Nuclear Fuel Services. 
80/07/08. HENNA, W. B. 
19671: 067. 


Inc. (subs of Getty Oil Co, ). 
Region 2, Atlanta, Safeguards 


-8307200053 Forwards matl balances for inventory period May-Aug 1980 
Safeguards info deleted (ref 10CFR2. 790) 

HENSLEY, K. D. Nuclear Fuel Services, 

NFE 00-1398. 00/09/24. HENNA, W. B. 

Branch. 5pp. 19671:071. 


nc. (subs of Getty Oil Co. ) 
Region 2, Atlanta, Safeguards 


-8307200056 Forwards matl balances for inventory period 800801-0926 
Safeguards info deleted (ref 10CFR2. 790). 

HENSLEY, H. D. Nuclear Fuel Services 
NFE 80-1487. BQ/lt/iO. HENNA, W. D 
Branch. 3pp. 19671:076. 


Inc. (subs, of Oetty Oil Co. > 
Region 2, Atlanta, Safeguards 


-8307200050 Forwards matl balances for inventory period Sept-Nov 1980. 
Safeguards info deleted (ref 10CFR2.790), 

HENSLEY, K. D. Nuclear Fuel Services, 

00/12/23. HENNA, W. fl. 


NFE 80-1598. 
the Director (01/03/01). 


5pp. 19671:001. 


Inc. (subs, of Getty Oil Co ). 
Region 2, Atlanta, Office of 


B307200059 Forwards matl balances for 801120-910121 operating period. 

Safeguards info deleted (ref 10CFR2 790) 

HENSLEY, K D Nuclear Fuel gervites, Inc (subs of Getty Oil Co. >. 

NFE 01-1139 81/02/24 LEWIS, R. C Division of Resident t 

Reactor Project Inspection 6pp. 19671:006 


—8307200062 Forwards mat) balances for 810121-0325 operating period 
Safeguards info deleted (ref 10CFR2. 790). 

HENSLEY, K D Nuclear Fuel Services, Inc (subs of Getty Oil Co. ) 
NFE 01-1306. 01/05/01. LEWIS, R. C. Division of Resident fc 

Reactor Project Inspection 7pp 19671:092. 


— 0307200069 Forwards matl balance for 810527-072? operating period. 
Revised sheet for 010325-0527 period for Matl Balance Areas 
3 U 6 contained In 010709 matl balance rept Safeguards info 
deleted (ref 10CFR2. 790) 

HENSLEY, K. D Nuclear Fuel Services, Inc (subs of Getty Oil Co. > 
NFE 01-1663 01/09/10. LEWIS. R. C. Division of Resident S, 

Reactor Project Inspection. 6pp. 19671 090 


—8307200072 Forwards matl balances for 010325-0527 operating period 
Safeguards info deleted (ref 10CFR2. 790) 

HENSLEY, K. D. Nuclear Fuel Services, Inc. (subs of Getty Oil Co.), 
NFE 81-1909 01/07/0? LEWIS, R, C. Division of Resident!, 

Reactor Project Inspection 7pp 19671: 105. 


— 0307200075 Forwards matl balances for Ju)“Sept 19B1 operating period 
Safeguards info deleted (ref 10CFR2. 790). 

HENSLEY, K. 0 Nuclear Fuel Services, Inc. (subs of Getty Oil Co. ) 
NFE 81-1837 81/11/11. LEWIS, R. C. Division of Resident & 

Reactor Project Inspection. 7pp 19671:112. 


— B307200077 Forwards matl balances for Sept-Dec 1981 operating period 
Safeguards info deleted (ref 10CFR2 790) 

HENSLEY, H. D, Nuclear Fuel Services. Inc (subs of Getty Oil Co 1. 
NFE 02-1037. 02/01/13 0 'RE ILLY, J. P. Region 2, Atlanta, Office 

of the Director (01/03/01) 7pp 19671:119. 


— 0307200000 Forwards matl balances for Dec 1981 - Feb 1992 aperating 
per iod. Safeguards info deleted (ref 10CFR2 790). 

HENSLEY, H. D. Nuclear Fuel Services, Inc (subs of Getty Oil Co.). 

NFE 02-1142 02/03/05. O'REILLY, J.P Region 2, Office of 

Director. 7pp. 19671 : 123 


—8307200003 Forwards matl balances for Feb-Apr 1902 operating 
period Safeguards info deleted (ref 10CFR2. 790) 

HENSLEY, K. D. Nuclear Fuel Services, Inc (subs, of Oetty Oil Co ) 
NFE 02- 1277. 02/03/07. O'REILLY, J. P. Region 2, Office df 

Director Qpp, 19671:132. 


--8307200086 Forwards matl balances for Apr-.June 1902 operating period 
Safeguards info deleted (ref 10CFR2 790). 

HENSLEY, K D. Nuclear Fuel Services, Inc. (subs of Getty Oil Co. > 
NFE B2-1410 02/07/13. O'REILLY. J. P. Region 2, Office of 

Director. 7pp. 19671:140 


—0307200091 Forwards Region I! proposed license conditions to be 
imposed on NFS if startup approved It Dlv of Sys Integration 
comments. Add 1 insp effort may result In more 
recommendations, 

8TELL0, V. OPfice of Inspection & Enforcemen t , Office of the 
Director. 79/12/07 BURNETT, RF Division of Safeguards. Ip. 
19671: 147. 


— 0307200096 Forwards Region II r ecammonda t l ons for license conditions to 
be imposed on NFS if startup approved. Specific safety 
recommendations having impart on safeguards sys included 
Safeguards info deleted. 

O'REILLY, J.P Region 2, Atlanta, Office of the Director. 

79/11/21. BURNETT, R. F Division of Safeguards tlpp. 19671:148 


8307200519 FOIA request for "USAEC Rept Safety Reactor Operatlfifl 
Experience 73-0 (Aug 1973). " 

PEDRO, J. NUS Corp CD-LIS-9U6 83/04/)?. Division of Rules nnd 
Records lp. 19672 177. 


03C??f,G533 Responds to FD1 A request for "Safety factor Operating 
F rf <■ r i vht e "I'-S (Aug l?? 1 ?)," Forwards document document 

also aval lab 1 e in PDR. 

FELTON. J. M. Division of Rules and Records. 03/05/06 PEDRO* -J. NU9 
Corp. ip 19672:178. 


—8307200526 R0E 73-0 

’Operating Experience Reactor Safety, Steam Generator 
Problems at PWRs. ” 

» Atomic Energy Commission. 73/08/31 9p|> 19672: 1 7*) 


0307210054 Addl response to FOIA request for documents re Harry Diamond 
Lab, from 1965 to present. Forwards requested documents. Info 
partially withheld (ref FOIA Exemption 6). 

FELTON, J. H. Division of Rules and Records B3/03/07. SIMPSON, C. 
Affiliation Unknown. 2pp 19703:3)5. 



NONDOCKETED ITEMS 


5150690 Forward! request from Harry 
atl License 19-17250-03. 

ARAS, D. N. Army. Dept. of. 99531 
ic*ns Ing Branch (Pre 790501). Ip. 


Diamond Labs 

79/04/04. 

1 9764 : 301. 


to amend Byproduct 
Rad 1 oi so topes 


‘0307210323 Voided Amend 1 to Matl /Byprod uc t License 19-17250-01 for 
Harry Diamond Labs. 

BASSIN, N. Radioisotopes Licensing Branch (Pre 790301) 03B0 

77/08/U. 3pp. 19784:351. 


7210063 "Radioactive Matl Co-60 Sources " 

Neutron Products, Inc. 83/03/07 3O0pp 19733:319. 

7210069 Voided Amend 2 to Ha tl/By p roduct License 19-17250-04 for 
arry Diamond Labs. 

Radioisotopes Licensing Branch (Pre 7905011. 78/09/29 Id 

97B4 267. H 

7210072 Voided Amend 1 to Ma 1 1/By product License 19-17250-04 for 
srry Diamond Labs. 

JINNjP.R. Radial lotopes Licensing Branch <Pre 790501) 78/06/D7 

2pp. 19784:268. 

?2 i 0 ?? S n Faru “ ,rrf * Mfl,vry Diamond Lab* application for renewal/amend 
» Matl Byproduct License 19-1 7230-04. Amend removes Diamond 
■dnance radiation facility fc Wash ington, DC site from list 
addresses at which byproduct matls used 
IRAS, D N. Army, Dept. of. 94330 75/01/16. Radioisotopes 

i censing Branch IPre 790501) 2pp. 19703:027. 

'210000 Voided Amend a to Mat 1 /Byproduct License 19-17250-03 for 
irry Diamond Labs. 

Radioi *otop*s Licensing Branch <Pr« 790S01), 78/09/29. 

P - J v 76 j : 093. 

210083 Voided Amend 1 to Matt /By produc t License 19-17250-05 for 
rry Diamond Labs. 

I|4,B3, fl£- „ Radioisotopes Licensing Branch (Pre 790301). 78/05/13 

p - 1 9703 : 056. 

210092 Voided Ma 1 1 /B tj p raduc fc License 19-17250-05 far Harry Diamond 

SSIW.N. S. Radioisotopes Licensing Branch (Pre 790501) 

/1 1 / 1 4. 3pp. 19705:057. 

210102 Voided Amend 3 to Ma 1 5 /By product Li-cense 19-17250-05 for 
rry Diamond Labs. 

Licensing Management Dranch. 79/03/10. 3pp 

7B3: 0A0, 

! E ity%p V * pt for License 19-17230-05 on 781 12B fc 29. 

C ‘ R&Sl0 ? lj Philadelphia. Office of the Director. 

/It/29. 18 pp. 19785:063. 

renewal of Matl/Byproduc t 

.ense J 9 1 7250-03. H c ens e will not expire untit final 
t Ion taken by NRC. 

jabV' Licensing Management Branch, 12912 02/11/03 

(AS, D. Army, Dept, of, Headquarters Materiel Development fc 
idinoss Command. Ip. 19703:081. 

Forwards application for renewal of Ma t l /Qypr oduc t License 
ilafcfon°facin P^seesion fc use of Co-60 in Gamma 

IAS, D. N Army, Dept. of. 12912. 02/10/19 Licensing 

lagement Branch. Ip. 19703:002 3 

17250 rene!ja| of Matl/flyproduct License 

iluL 8 fM,sa,5Slor ' * in Gamma 

KE, A. R. Army, Dept. of. 129J2. 02/10/19. 3pp. 197B5:083. 

iy 3 Dlam°nd e LabJ Bnd 1 Ma fc 1 /Dy p roduc License 19-17230-03 for 

08/i?: 3pp iol :SJaS B 5o4 icen5infl 0rdnch <Pr * 790301 >• 0380 


—0307210325 Voided Matl /By produc t License 19-17250-01 for Harry Diamond 

BASSIN.N. Radioisotopes Licensing Branch (Pre 790501 ). 76/11/23 

3pp. 19784:334. 

—9307210330 Insp Repts 70-0379/81-01,30-12435/01-01,30-12436/01-01 6 
30-12438/01-01 on 010616, No noncompliance noted. 

*r,. f !^ 9l , 0n l ’ Phl l adel Phia' Office of the Direttor. 30-12435/91-01 
Bl/06/23. 0pp. 19704:350. 

—0307210341 Discusses Insp Repts 7O-O370/7B-O1 , 30-12430/78-01, 
30-12475/79-01 , 30- 12435/70-01 , 30-12436/70-01 fc 
30-12040/79-01 on 700208. No none omp 1 i anc e noted. 

79 /ni/ 5 ? CKl o A S C n C ^ e3 , <0n 11 i iadel ph ia, Office of the Director. 
79/02/27. RAMBDEN, J. Army, Dept. of. 2pp. 19785:006. 

-83072)034? IE Jn.p ft.pt. 70-0370/78-03,30-12435/78-02.30-12436/70-02 I, 
^«, 1 ? 43S/7B " 02 on 70il2B & 29. No noncomp 1 iance Issued. 

Re ^° n i’ Philadelphia, Office of the Director. 
30-12435/78-02, 78/12/0-7. 7pp. 19705:000, 

— B3O721O350 IE insp Rept* 70-0370/78-01,30-12433/70-01,30-12436/79-01, 
30-12438/70-01,30-12040/70-01 fc 30-12475/78-01 on 700208 No 
noncomp 1 ianc e noted. 

COSTELLO, 0. , MCCLIMT3CK, ft. 0. Region 1, Philadelphia, Office of the 
Director 30-12435/78-01. 70/02/15, 9pp. 19709:015 

l! C#lpt 09 770622 ltr inarming NRC of steps taken to 
correct violations noted In IE Insp Repts 30-10736/77-01, 
30-12430/77-01. 30-12475/77-01 , 30-12435/77-01 fc 
30-12436/77-01. 

NELSON, P.R. Region 1, Philadelphia, Fuel Facility fc Material* 

Safety Dranch. 7130. 77/07/08. LOWER Y. A. Army, Dept. of. Ip. 

-0307220054 Responds to NRC 770606 Ur re violations noted in Insp Rapt 
Ct V ° actl0n4:fi ntrflnce« to high radiation area 
will be controlled by securing area except when access 
required . 

LOWREY, A. Army, Dept. of. DRXDQ-ASD. 77/06/22 NELSON, P. R, 

Region 1, Philadelphia, Fuel Facility fc Materials Safety Branch. 

2pp . 

—0307220063 Discusses IE Insp Repts 30-10736/77-01,30-12430/77-01, 
30-12475/77-01,30-12433/77-01 fc 30-12436/77-01 fc forwards 
notice of violation. 

NELSON, P.R. Region j, Ph 1 1 ad e 1 ph la, Fuel Facility fc Materials 
19705 <J O24 anCh ‘ 77/06/06 - LOWREY, A. Army, Dept. of. 2pp. 

“ W n«?SS! > J?e?, Dble ! vioUtion from insp on 770325-26. Noncompl iance 
noted^failure to control access to all entrances to high 
radiation area inside calibr facility by employment of any 
of described methods. 

* NRC ~ No Detailed Affiliation Given. 77/06/06. Ip. 19705:026. 

~ a3 !£??2S5L« i?’f "«f‘‘30-»073*/77-01. 30-12438/77-01. 30- la 47V77-01, 
30-12435/77-01 !< 30-12430/77-01 on 770525-26. None omp I ianc. 
noted: entrance to calibr facility barricaded. 

COSTELLO, J. , MCCLINTOCK, ft. 0. Region 1, Philadelphia, Office of the 
Director. 30-12438/77-01, 77/06/01. 9pp. 19705:086 

--B3D7220102 Forwards results of closeout survey conducted at Harru 
Diamond Labe in Wash ington, DC. Results are for wipe tests 
taken at pool Irrad iator, sea 1 <?d source storage facilities fc 
labs. Nd containment detected, 

MCCLrNTOCK, R, o. Office of Inspection fc Enforcement. Office of the 
Director. 9190. 77/09/19, COMBS, F, Radioisotopes Licensing 
Branch (Pre 790301). 23pp. 19705:104, 9 


10307 Voided Mat 1/Dyprotfuct License 19-17250-03 for Harry Diamond 
BIW 19784 R 307° l * 0tQ,> * 1 Licen * in 9 Br * nch <Pr* 790301). 76/11/23. 

rJ 3 Di«Ioid e Labr nrf 3 4 ° * 1/0 YP™duct License 19-17250-01 for 

34-346 Licensing Management Branch. 00/07/02, ip. 


i 0321 Voided Amend 2 to Ma tl/Boproduc fc 
’ V Diamond Labs. 

Licensing Dranch 


License 19-17250-01 for 
(Pre 790501) 78/09/29, 


8307220108 Requests add! info re instrument calibr prot edur es, rad iat i on 
survey program & personnel exposures per 020312 application 
for renewal of License 19-17250-01. 

PATTERSON, J. VJ. Licensing Management Branch, 12247. 02/10/07 

Army. Dept of, 2 PP . 19783:127, 


■8307220125 IE insp rept of License 19-17250-05 
on 810616. No n one omp 1 iance noted, 

FRIEDMAN, L. F. Region 1, Ph i ladelphia, Office 
81/06/23. 9pp. 19785:221. 


for Harry Diamond Labs 
of the Director, 


•8307260089 Diamond Ordnance Radiation Facility decommi ssionina 
final rept. 

HARRIS, J. M. Rockwell International Corp. 00/07/07. 65op 


program 
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'220044 Addl responds to FQIA request for documents re IE Insp Rept 
►-330/81-13. Forwards J McCarten f l la. Port ions of file 6 
ickage addressing concerns raised at Commission meeting re 
iminal investigation withheld (ref F8IA Exemptions 5 6 7) 

•LTONi J. M. Division of Rules and Records. 03/03/18. DEVINE. T. , 
ISENTHAL, J. Government Accountability Project. 2pp. 19713: 337. 

[X Fiche: 50-330, 03/05/18, 0307220044. 


107220061 J McCarten file on f ac 1 1 1 ty . conta in ing handwritten notes & 
various documents. 

* NRC - No Detailed Affiliation Given. 83/03/18 403pp 

19714:001. 24X Fiche: 30-358. 03/05/10. 0307220044 


'220071 Appeals denial of FOIA request for documents re 
i tcrrog a t or i es & ABLD questions concerning facilities 
ATT, S. L. Ohio Citiien* for Responsible Energy. 03/04/04 
RCKS, H. J. Office of the Executive Director for Operations 3pp 
>692: 330. 


'220079 Responds to appeal re denial of FOIA request for documents 
tncerning interrogatories << A3LB questions re facilities, 
irward* n J Youngblood 030112 memo. Documents 2-6 withheld 
•f FOIA Exemption 3>. 

RCKS, W. J. Office of the Executive Director for Operations 
1/03/12. HIATT, S- L. Ohio Citiiens for Responsible Energy. 2pp. 
>692: 342. 


'220093 FOIA request for proposal submitted by Science Applications, 

ic under Request for Proposal RS-NMB-82-027. 

iNDS, H. S. Ebasco Services, Inc. (subs of Enserch Corp. >. 

1/04/13. FELTON, J. M Division of Rules and Records. Ip. 

•690:322. 


'220106 Responds to FOIA request for proposal submitted by Science 
plications, Inc under Request for Proposal R8-NMS-82-Q27 
irwards nonpr opr l • tar y version of technical proposal 
icument also available In PDR. 

TLTON, J. M, Division of Rules and Records. 83/03/06. SANDS, H S. 
as cd Services, Inc. (subs, of Enserch Corp. ). Ip. 19698:323, 


107220114 Nonproprietary version of “Proposal for Licensing Technical 
Assistance. M 

* Science Applications, Inc. RS-NMS-82-027. 82/03/09. 67pp. 

19698: 324. 


'220119 Responds to appeal re denial of FOIA request for transcript 
• Commission 030103 meeting re remand proceeding on CRDR. 
icument withheld per Bunshine Act Exemption 10. 

EILK, 8. J. Office of the Secretary of the Commission. 83/05/19. 
lEENBERO, E. V. Qa 1 1 oway & Ore enb erg . 6pp. 19692:277. 24X 

che: 30-337, 83/03/19, 83072201 19. 


'220126 Appeals denial of FOIA request for transcript of Conmissston 
F0103 meeting re exemption request for CRQR transcript. 

IEENBERQ, E. V, Galloway & Qreenberg. GREENBERG, E, V. Natural 
rsources Defense Council. GREENBERG. E. V. Sierra Club. 83/03/21. 

Iff ice of the Secretary of the Commission. 8pp 19692:283 24X 

Che: 30-337, 03/03/21,8307220136. 


— 0307250038 Requests that specific followup actions be taken re current 
situation at fat 1 1 i ty. Ac t ions include reviewing emergency 
notification procedure h listing plant »ys that should be 
checked in future instances of suspected sabotage 
D I RCKS. W. J. Office of the Executive Director for Operations. 

02/05/04 HAYNES, R. C. Region l, Office of Director. DENTON, H. R 
Office Df Nuclear Reactor Regulation, Director DEYOUNG, R. 0 . 
Director's Office, Office of Inspection and Enforcement. Ip 
19723 122. 24X Fiche: 50-000, 03/03/03, 8307230020. 


—9307230044 Forwards FDI 820428,0502 *y 05 teletypes Of c of 
Administration should take corrective action re delay in 
teletype distribution. 

CUMMIN05, J. J. Office of Inspector l Auditor 02/03/06. 
PALLADINO, N. J Commissioners 3pp. 19723 ]23 ?4=X 

Fiche: 50-000, 83/03/03, 8307250020. 


— 0307250049 Forwards info re util response to 010606 possible act of 
sabotage per PA House of Representatives Mines Energy Mgt 
Committee Resolution 02 conveyed in Dl 1021 & 1104 Itrs. 

DinCKS, W. J. Office of the Executive Director for Operations 
81/12/10. TAYLOR, F. R. Pennsylvania, Commonwealth of. 2pp. 
19723 126. 24X Fi che : 50-000, 03/05/05, 8307250020 


— B307230054 "Special Rept to PA House of Representatives Response to 
Apparent Act of Sabotage." 

* NRC - No Detailed Affiliation Given. 03/OS/OS. 6pp. 

19723:134. 24X Fi che : 30-000, 83/03/03, 0307250020 


—0307250060 IE Investigation Rept 50-334/01-16 on 010606-10,30, 0701,02, 
09 & 10. Noncompl lance noted fa i lure to maintain operable 
high pressure ECCS during power operation l failure to 
properly administer approved operator training program. 

DEVLIN, J. w. , BECKMAN, D. A. , REKITO, W. A. Region 1, Ph 1 lad * I ph i a. 
Office of the Director, 81/12/07. 24pp. 19725- 189 24X 

Fiche: 50-000, 03/03/05, 8307250020. 


— -0307230067 Requests summary rept ro event including followup actions 
by licensee, NRC & other govt agencies by 320510. Rept 
should also indicate corrective actions for any problems 
encountered during response, 

PALLADINO, N. J. Commissioners. 02/04/30 DIRCK5, W. J. Office of 
the Executive Director for Operations. Ip 19729:219. 24X 

Fiche: 50-000, 03/05/03, 830725002D. 


8307250327 FOIA request for all correspondence between Nuclear 
Assurance Carp, NRC & DDT since June 1982, doc if men ts re 
Chalk River Lab U proposed fc/or approved routes for shipment 
of Irradiated fuel. 

PUNTENNEY, J. Safe Energy Coalition 03/02/14. Office of 
Administration, 1 p 19716:017. 


0307230331 Addl response to FDI A request for all correspondence between 
Nuclear Assurance Corp, NRC Jk DOT since June 1902 documents 
re Chalk River Lab. Forwards App A documents. Doc uments 21-27 
withheld (ref FOIA Exemption 3). 

FELTON, J. K. Division of Rules and Records 83/05/11. PUNTENNEY, J. 
Safe Energy Coalition. 3pp 19716:010. 


'250020 Addl response to FOIA request for 22 categories of 
icument*. Forwards App A & B documents. Portions of App D 
icuments withheld (ref FOIA Exemptions 7 & 3). 

ILTON, J. M. Division of Rules and Records. 83/05/03. SHOLLY, S. C. 
lion of Concerned Scientists 4pp, 19725: 100. 24X 

che: 30-000, 83/03/03, 8307230020. 


•08030682 Forwards rept on chronology of 020428 attempted sabotage. 
No individuals Identified as being involved. Labor problem* 
probably caused Incidents. 

DIRCKS, W. J, Office of the Executive Director for Operations. 
02/06/08. PALLADINO, N. J. Commissioners. 73pp. 19725:223. 24X 

Fiche: 30-272, 83/03/05, 8307230020. 


107250023 Sequence of events re mi epos i tioned high-head safety 
Injection common suction valve. 

« Duquesne Light Co. 81/06/03. 3pp. 19723:116. 24X 

Fiche: 30-000. 03/03/03, 8307230020. 


107230027 House Resolution 02 directing House of Representative* 
Committee in Mines & Energy Mgt to conduct Investigation 
into incidents that allegedly occurred at facility. 

* Penniy lvanla, Commonwealth of,. 01/06/13. Ip 19725.119. 24X 

Fiche: 50-000, 03/03/03, 0307250020. 


>07230033 Notifies of Blili2 meeting in Harr i sbur g, PA to hear 
testimony re facility inc Ident. Commi ttee will attempt to 
limit subj matter to nuclear plant security requirements. 

TAYLOR, F. R. Pennsy lvanla, Commonwealth of,. 01/10/21. 

DIRCKS, W. J. Office of the Executive Director for Operations. 2pp 
1 9723: 120. 24X Fiche: 30-000, 83/03/03, 9307250020. 


— 8307230533 "Spent Fuel Route Survey, Port of Entry Champ la i n, NY to 
Savannah River, BC. *' Safeguards info deleted. 

• Office of Nuclear Material Safety Z> Sa f eg ua rd s , Di rec t or . 
82/10/06. 21 p p 19716 :031. 


— 0307230530 Notifies that spent fuel shipments from AECL facility at 
Chalk River to DOE facility will be made under Export 
License ISNM-8 1003, Amend s 1 6 2. Schedule 6 port of entry 
enc I. Safeguards info deleted (ref 10CFR73 211. 

DANESEiF.L. Nuclear Assurance Corp. FLD/B3/ 1 43/ET S. 02/09/29. 
CODY, A Region 1, Office of Director 2pp. 19716:033. 


8307230342 Approves 820914 request for revised route for transport of 
spent reactor fuel, 

SHERR, T. 3. Material Transfer Safeguards Licensing Branch. 02/10/06. 
DANESE, F. L. Nuclear Assurance Corp. 2pp. 19716:055. 


8307230546 FOIA request for three categories of documents re NRC 
consultation w/EPA re promulgation of etds for remedial 
actions at inactive U processing site*. 

DUNN, K. Beers Dickson 83/03/22 Office of Administration, 
3pp. 19720:242. 


8307230551 Partial response to FOIA request for three categories of 
documents re NRC consultation w/EPA re promulgation of stds 
for remedial actions at inactive U processing s i tes. Forwards 
documents listed lh App A. 

FELTON, J. M. Office of Administration. 83/03/06 DUNN, K. Beers 6 
Dickson. 2pp 19720:243 
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— 8307250558 Comments on ERA proposed groundwater protection strategy- 
info focuses an possible interactions between proposed 
groundwater protection b regulation of raduaste disposal 
(high level, law level or U recovery) b in situ »mun. 

MARTIN. J. D. Division af Waste Management. Bi/02/18 SMITH, R. 0. 
Office of Standards Development, Director. 2pp 19720:247. 


— 03O725QS64 Responds to request for review b comments on proposed 
disposal & cleanup stds for UMTRAP. Concurs u/disposal stds, 
release limit t stds for groundwater protection 
MARTIN. J. B Division of Waste Management. 81/07/01. 

RDSENRAUM, D. m Environmental Protection Agency 4pp. 19720:249. 


— *8307250572 Summary of 911221 meeting w/EPA in Wash i ng ton, DC re 
promulgation of EPA stds concerning mill tailings b EPA 
comments an DES re decommissioning Edgemont milling site 
SCARANO. R.A Uranium Recovery Licensing Branch. 82/01/13 

MARTIN. J. B Division of Waste Management. 3pp. 19720:266. 


--“8307250574 Discusses status of EPA std development under U Mill 
Tailings Control Act re revised stds for inactive U mill 
tailings sites. 

HAMILL,K Uranium Recovery Licensing Branch. 82/01/25. 

SCARANQi R. Uranium Recovery Licensing Branch. 2pp. 19720:267. 


-0307260006 "Insp Evaluation, " re IE Insp Repts 50-329/82-17 4 
30-330/02-17 on 820009-13. 

RINGiM. , ROBINSON. D. NRC - No Detailed Affiliation Given. 

82/08/20 2pp. 19707:327. 24X Fiche- 50-329, 83/05/ lB, 0307260002. 


-8307260009 "Insp Evaluation." re IE Insp Repts 50-329/82-19 b 
50-330/02-19 on B20920-24. 

ROBINSON, D. , JACK# J. N. NRC - No Detailed Affiliation Given. 

_ ___ MMi #rnr I I n Tn 


—0307260011 Notifies of 020330 meeting w/util re underpinning activity. 
Principle points to be discussed Include prac t i c a 1 i t if of 
requirements b transition between various phases of project. 

WILLIAMS, C. , LITTLE, H. S. NRC - No Detailed Affiliation Given. 
02/03/24. NCRELIUB, C. E. Region 3, Office of Director. Spp. 
19787:331. 24X Fiche: 30-329, 83/05/18, 8307260002. 


— 8307260014 Requests list of actions for licensee to correct 
deficiencies noted in underp inning, p ip ing 4 electrical 
areas. Info needed for meeting preparation. 

NORELIUS, C. E. Region 3, Office of Director. 02/03/07. 

LITTLE, w. s. Region 3, Office of Director. lp. 19787; 336. ff4X 
Fiche: 50-329, 83/05/10, 6307260002. 


— 8307250579 Forwards excerpts from transcript of NRC 820222 hearings 
before Senate Committee on Environ U Public Works re EPA 
radiological std setting acti vi ties. U/o end. 

DAVIS, J. G. Office of Nuclear Material Safety b 
Safeguards, Director. 82/03/04. BENNETT, K Environmental 
Protection Agency. 2pp. 19720:271 


— 8307250595 Notifies that end memo will be used as concurrence copy for 
f i 1 es, c 1 nsing out impact of EPA stds on NRC rules Records 
show that memo ticketed as NM3S 011150 closed out on 020106. 

BUNTING, J. 0. Licensing Process 4 Integration Branch. 82/03/10. 

BROWN, R. S. Program Support Branch 2tpp 19720:274 


— 8307250593 Forwards summaries from Div of Waste Mg t meetings w/DOE 6 
EPA re high level waste form b pac tag i ng, repos i tory siting b 
design b performance assessment 

MARTIN, J, B. Division of Waste Management, 82/07/14. DAVIS, JO. 
Office of Nuclear Material Safety b Safeguards, Director. lfipp. 
19720 298. 


— 8307250601 Notifies that meetings will be scheduled in Jul w/DOE b EPA 
off ic ials. Requests summaries re areas of interface problems 
b issues b actions needed from EPA priorities h action 
schedules by 62070? 

DAVIS, J. G. NRC - No Detailed Affiliation Given 82/07/01. 

BURNETT, R. F , CUNNINGHAM, R. E. , MARTIN, J. B NRC - No Detailed 
Affiliation Given. Ip. 19720:316. 


—8307260019 Discusses participation in 820521 ACRS briefing on Facility 
GA program. Statement should be drafted by 820519. 

N0RELIU5, C. E. Region 3, Office of Director. 02/03/14. 

LITTLE, W. □. NRC - No Detailed Affiliation Given. Ip. 19707:337. 
24X Fiche: 50-329, 03/05/10, 0307260002. 


— 8307260021 Forwards comments on ASLB orders b applicant response re 
const activities. 

NORELIUS, C.E Division of Engineering. 82/03/18. ADENBAM, E. 
Licensing Branch 4. 4pp. 19787:330. 24X F 1 che : 30-329, 03/03/ 10, 

0307260002, 


8307260104 FOIA request for documents re recent experiences w/lllegal 
export of sensitive items through use of bogus destinations 
& invoices b Commissioner Gilinsky travel schedules b 
itineraries & speeches during travels for past 2 yrs. 

KAMENAR-P.D. Washington Legal Foundation. 83/04/01. Division of 
Rules and Records. 2pp. 19744:098 


03O726O1U Responds to FDI A request for documents re recent experiences 
w/illegal export of sensitive items through use Of bogus 
invoices b Commissioner Gilinsky travel schedules 4 
itineraries far past 2 yrs. Forwards App A documents, 

FELTON, J. M. Division of Rules and Records. 03/05/11. KAMENAR, P. D. 
Washington Legal Foundation. 4pp. 19744: 100. 


— 0210290407 Speech entitled, "Streamlining Nuclear Regulation, 0 
presented at AIF 020524 meeting in Kansas City, MO. 

GILINSKY, V, Commissioners. 82/03/24. 8pp. 19744:177. 


-—8307250606 Forwards EPA proposed final std un inactive mill tailings 
sites b previous NRC comments on draft std W/o end. 

SCARANO, R. A. Uranium Recovery Licensing Branch 82/07/16. 

DAVIS, J O, Office of Nuclear Material Safety b 
Safeguards, Director. lp. 19720:317. 


— 8307260123 Speech entitled “First Step in Bolving Nuclear Waste 
Prub lem: Providing Adequate Spent Fuel Storage," presented at 
Waste Mg t J 83 Symposium in Tucson, AZ on B3O220. 

GILINSKY# V. Commissioners, 83/02/20. 13pp. 19744:104. 


— 0307250613 Responds to 021022 request for comments on second draft of 
"Potential Health b Environ Hazards of U Mine Wastes." Rept 
should include discussion of existing regulatory authorities 
5c environ controls over mine wastes 
MARTIN, J, B. Office of Nuclear Material Safety b 
Safeguards, Director 02/11/19. SJDBLOM, G. L Environmenta 1 
Protection Agency. lp. 19720:318. 


--0307250619 Submits suggestions for development of rule to establish 
criteria U schedules associated w/environ qualification af 
Class IE electrical equipment (SECY 01-406) 

PALLADINQ, N. Commissioners COMNP-Bi-4. 81/09/30. G ILINBKY, V. , 
BRADFORD, J. . AHEARNE, J. Commissioners. lp 19720:317. 


0307260001 FOIA request for all records re NRC insps b evaluations of 
util const activities in soils work leading to Spessard 
memo. 

GARDE, B P. Government Accountability Project 03/03/22, TOMS, N. 
Office of Administration. lp. 19787. 321. 24* Fi c he : 30-329, 

83/03/22. 8307260001. 


0307260002 Responds to FOIA request fur records re IE insps b 
evaluations of util const activities in soils work leading 
to Spessard mema. Forwards documents listed in App A 
FELTON, J. M. Division of Rules and Records, 83/05/18. GARDE, B. 
■Government Accountability Project. 2pp 19787 323 24X 

Fiche: 50-329, 83/05/10, 8307260002. 


— 8307260004 "Insp Evaluation," re IF. Insp Repts 50-329/82-11 b 
50-330/82-1 1 on 820519-0702. 

LANDSMAN, R. B. NRC - No Detailed Affiliation Given. 82/09/02 
2pp. 19787:325. 24X Fi Che : 50-329, 83/05/10, 8307260002. 


— 8307260130 Speech entitled "Nuclear Ba f e ty : Dea 1 i ng W/Conf 1 i c t» of 
Interest," presented at East-West Ctr, Honolulu, HE on 030121. 
0ILIN9KY, V. Commissioners 83/01/21. 17pp, 19744:117. 


— 8307260149 Discusses Pour repts re recent attempts to circumvent U9 
export control laws. Supporting dacumentat ion encl. 

GILINSKY, V. Commissioners. 03/04/13. RUDD, E. House of Rep. 
24pp. 19744: 153. 


— B307260161 Forwards New York Times article entitled "For Brajll, 
Embarrassing Tale of Intrigue. " 

SCHECTER, H. Office of International Programs, Director. 01/06/24. 
GOLDSMITH, R. Commissioners. 2pp. 19744:185. 


— 8307260167 Forwards Commissioner Gilinsky separate views re proposed 
amend to 10CFR110 (SECY-81-653/SECY-B2-33>r b nuclear exports 
for FR pub 1 ication. Related info end. 

MANNING, W. J. Commissioners. 03/03/21. CHILK, S j. Office of the 
Secretary of the Commission. 27pp. 19744: 1B7, 


0307260599 FOIA request for SECY 02-464. 

BUCKLES, R. NUS Cqrp. 83/04/06. Division of Rules and Record* 
lp. 19708:044. 


0307260600 Responds to FOIA request for SECY 02-464. Forwards document 
Info partially withheld (ref FOIA Exemption 5). 

FELTON, J. M. Division of Rules and Records 83/03/18 BUCKLES. R 
NUS Corp 2pp. 19788:045. 



NONDOCKETED ITEMS 


367 


—0307260601 SECY-82-464 

Discusses litigation rep t for wk of 
3LAGQ1E, E L. Office of the General 
19700; 047. 


821115 Info deleted 
Counsel 02/11/22 


0307290442 Responds to FQIA request for SECYs 02-306 K 82-49? Forwards 
SECY 82-306 Documents also available in PDR Ltr dtd 030420 
responded to SECY 02-499. 

FELTON, J. M. Division of Rules and Records 03/05/10 DIBOLE. C B. 
LeBoeuf. Lamb. Leiby 6 MacRae Ip. 19050; 358 


—0200040324 SEC Y-82-306 

Recommends that Commission reconsider decision to remove 
Apps D through H from 10CFR140. 

DIRCKS, W. J. Office of the Executive Director for Operations 
82/07/20. 4pp. 19050:360. 


0307290452 Responds to FOIA request for original license application 
submitted by Gamma Corp & corresponding licenses issued by 
NRC. NRC has no documents responsive to request. Contac t w/DOE 
recommended. 

FELTON, J. M. Division of Rules and Records 93/05/19 SULLIVAN. J. W. 
Affiliation Unknown. Ip. 19050:293. 


8307290457 FOIA request for original Gamma Corp research reactor 
license & corresponding licenses issued by NRC 

0ULLIVAN, J. W. Affiliation Unknown. 83/04/25 FELTON, J H. Division 
of Rules and Records. Ip. 19050:294. 


0307290461 FOIA request for NRC 810227 ltr to GE. Date of ltr referenced 
in NUREG-0390. Vol 6. 

PEDRO. J. NUS Corp. CD-L1S-9130. 03/04/26. Division of Rules and 

Records. Ip. 19859:042. 


03Q7O7O178 Submits partial response to 021303 request 
Item B-24 !< NUREQ-0737 .Item II, E 4 2 for proposed T 
incorporating seal leakage test of containment purg 
valves Rev to license will be submitted by 830031 
CR0U5E. R P Toledo Edison Co 963. 03/06/30. ST 

Operating Reactors Branch 4 t p . 19269 335 247 

Fiche 30-346. 03/06/30. 0307070170 


r e 

0 enter i c 

ech 

Sp ec s 

e it 

vent 

□LZ. 
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830707023? Forwards synopsis of issues associated w/NUftEG-0612 re 
control of heavy loads, as discussed in 030617 telccin. 

Responses to open issues must be provided within 30 days of 
ltr date 

VARGA. S A. Operating Reactors Branch 1 83/06/21 GIESLER. C . M. 

Wisconsin Public Service Corp. 13pp. 19362 227 SAX 

Fiche: 50-305. 83/06/21, 0307070232. 


9307000008 Forwards Rev 3 to polar crane functional description for use 
in evaluating refurbishment of polar crane 
KANOA, a. K. Genera 1 Public Utilities - GPU Service Corp. 

4410-Q3-L-0120 83/06/30 BARRETT, L H. TMl Pr ogram Of f i c e. 2pp. 

19351:244. 24X Fi ch e : 50-320, 03/06/30. 0307000008 


3307000646 Forwards "Control of Heavy Loads, St Lucie Plant, Unit 2 
{Phase l>," technical evaluation rept 

KNIGHTON, G. W. Licensing Branch 3 TAC 47013 83/06/17. UHRIG, R. E 

Florida Power k Light Co. 2pp 19364 ISO 24X 

Fiche: 50-309. 03/06/17, 0307080646. 


8307110033 Responds to 830531 ltr transml tt i hg draft technical 
evaluation rept re control of heavy load s. Compar i son of 
West Inghouse spec for manipulator cranes w/AMSI 030 2 
releaved devices meet both specs. 

TUCKER. H. fl Duke Power Co. 03/06/28 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 19375:245 24X 

Fiche: 30-413, 03/06/28, 8307110033. 


9307290467 Rasponds to FQIA request for NRC 810227 ltr to GE. Forwards 
document. Document also available in PDR. 

FELTON, J. M. Division of Rules and Records 83/05/18. PEDRD, J NUS 
Corp. Ip. 19859:043. 


-8103300308 Forwards summary of evaluation of GE topical rept NE0Q-219Q3 
"Functional Capability Criteria for Essential Mark II 
Piping." Rapt acceptable. 

TEDE8C0.R.L Assistant Director for Licensing 81/02/27 
SHERWOOD, G. G. General Electric Co. 2pp 19039:044 


— 0307290470 Topical rept evaluation of NED0-219B3, "Functional 
Capability Criteria for Essential Mark II Piping." Highest 
loading conditions re various ASME Code sve stress levels 
should be specified in functional capability assessment. 

* Mechanical Engineering Branch. 80/05/31 14pp 19839:046 


8307110290 Forwards WCAP-10230, "Evaluation of Acceptability of Reactor 
Vessel Head Lift Rig, Reactor Vessel Internals Lift Rig, Load 
Cell f/ Load Cell Linkage to Requirements Of NURE0-0612" t- 
responses to NRC recommendations 

ALEX ICH, M. P Indiana &, Michigan Electric Co AEP NRC D5t4G. 

83/07/05. DENTON, H. R Office of Nuclear Reactor Regulation, 

Director. 2pp. 19370:332. 24X Fiche: 50-313, 83/07/05, 83071 10290 


—8307110295 WCAP-10230 

"Evaluation of Acceptability of Reactor Vessel Hoad Lift 
Rig, Reactor Vessel Internals Lift Rig. load Cell l Load Coil 
Linkage to Requirements of NUREG-0612. " 

BANDNERi H, H. . MARSHALL. JR. Westinghouse Electric Corp. 

AEP; NRC: 0514G 03/04/30. 130pp. 19370:334. 24X 

Fiche: 50-313, 83/07/05, 8307110290 


GEN TEC IS GENERIC TECHNICAL ISSUES 


8307010044 Forwards QAW-1791. "B&U Owners Group Probab i 1 1 s 1 1 c 
Evaluation of Pressurized Thermal ShockPhase T Rept." 

Findings of PRA study & related evaluations documented. NRC 
proposed screening limits valid U conservative 
COOBURN, T.H. Babcock & Wilcox Operating Plants Owners Group. 
COGBURN, T . H. Sacramento Municipal Utility District 83/06/30 
SCHROEDER, F. Division of Safety Technology lp. 19173:108. 


—0307010031 BAW- 1791 

"BfcW Owners Group Probabilistic Evaluation of Pressurized 
Thermal Shock;Phase I Rept. 11 W/ten oversize drawings. 
Aperture cards are available in PDR. 

* Babcock U Wilcox Co. 77-1142462-00. 03/06/30, 172pp 

19173: 110. 


8307050016 Informs that intake structure crane fully complies 
w/Guidel ine 7 of NUREG-0612, "Crane Design," based on 
Franklin Research Ctr Dresser Industries studies 
UHR IG, R. E. Florida Power 6 Light Co. L-Q3-374. 03/06/20, 

CLARK, R. A. Operating Reactors Branch 3. lp, 19193:003 24X 

Fiche: 50-333, 83/06/20, 8307030016. 


8307030333 Forwards draft technical evaluation rept, "Control of Heavy 
Loads at Nuclear Power Plants, LaSa 1 1 e Units 1 & 2 
(Phase It), M based on response to Section 5, 1 of NUREG-0612. 
8CHWENCER.A. Licensing Branch 2. 83/06/21, FARRAR, D L. 

Commonwealth Edison Co. 2pp. 19262:00 7. 24X FI ch <?: 50-373, 83/06/21. 

0307030333. 


B307070103 Submits supporting info on lifting devices to be used 
transporting activated reactor components to licensed 
dlspoal site. Design of proposed lifting device adequate to 
withstand dynamic loads Imposed by overhead handling sys. 
SINCLAIR, J, B. Vermont Yankee Nuclear Power Corp EVY03-67 
83/07/05. VASSALLO, D. B. Operating Reactors Branch 2, 2pp 
24X Fiche: 50-27 1 , 83/07/05, 0307070103- 


19294: U3. 


8307120146 Forward* synopsis of issues associated- w/NUREG-0612, 
"Control of Heavy Loads," to resolve open items h draft 
final technical evaluation rop t. Response should be provided 
within 60 days 

VASSALLO, DO Operating Reactors Branch 2. 03/06/23 LIU, L. Idw, 

Electric Light U Power Co 13pp. 19435 134. 24X 

Fiche: 50-331, 03/06/23, 8307120146 


--8307 1201 49 TER-C 5506-352 DRFT 

"Control of Heavy Loads (C-10), Duane Arnold Energy Ctr." 
draft technical evaluation rept. 

V08BURY.F, W. Franklin Institute/Franklin Research Center 
NRC -03-8 1-E30. TAC D79B8 83/04/08 CLEMENSUN, F NRC - No 

Detailed Affiliation Given 32pp. 19435 147. 24X 

Fiche: 50-331 , 83/06/23, 8307120146 


0307120469 Requests meeting to discuss future submittal of Tech Specs 
& supporting safety analysis to resolve pressurized thermal 
shock issues fpr Cycle 9 licensing Update meeting 
requested first wk in Aug 

UHRIG, R E. Florida Power fc Light Co L-83-393 83/07/06. 

EISENHUT, D. G. Division of Licensing 3pp, 19424 19J. 24X 

Fiche: 50-230, 03/07/06, 8307 1 20469. 


8307 1 30248 Discusses evaluation of lift rigs for reactor coolant pump 
motors !* equipment hatches per NUREG-0612. Eva 1 uafc ion 
complete. Rigs will be constructed by Westinghouse, 

BABKIN, K. P. Southern California Edison Co. 83/07/06. 

CRUTCHFIELD, D Operating Reactors Branch 5. lp 19474:361 24X 

Fiche; 50-206, 83/07/06, 8307130240 


8307130303 Forwards safety evaluation h Franklin Research Ctr technical 
evaluation rept re Phase I of response to NUREG-0612, 

"Control of Heavy Loads at Nuclear Plants." Phase I 
ac c ep tab 1 e. 

CRUTCHFIELD, D, Operating Reactors Branch 5. 1.305-83-07-0 1 6. 

83/07/11. FARRAR, D L. Commonwealth Edison Co ?pp. 19503' 001 
24X Fiche 50-237, 83/07/1 l, 8307130303. 
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6307130.202 Safety evaluation accepting util Phase I response to 

h'*jSE5-0Slt. "Control of Heavy Loads at Nuclear Plants." 

J CC a5fict*uf Nuclear Reactor Regulation, Director. 83/07/11. 
19505 003 24X Fl che 30-237, 83/07/ 1 1- 8307130303. 


2 pp. 


--8306100146 TCR-C3306-3SO/331 Rl 

-Control of Heavy Load*. Comm Ed Dresden Nuclear Power 
Station, Units 2 b 3." revised technical evaluation rept. 

£G!1=ERGEP. C Franklin In*t i tute/Frankl in Research Center. 
NRC-03-B1-130 TAC 46736 03/06/08 51NGH. A NRC - No Detailed 

Affiliation Given 33pp 66826: 099 24X Fiche; 50-237* 03/07/ 1 1, 

8307130303 


G307140530 Notification of 830706 meeting WSteam Generator Owners 
Group m Gethesda. MD to discuss findings from NRC generic 
stean generator program for resolution of Unresolved Safety 
Issues A-3.A-4 b A- 3 

IFP0L1T0, T A Operating Reactors Assessment Branch 83/07/01. 

HIRAGlIA.F j Assistant Director for Safety Assessment. Ip 

195J9 333 


8307150102 Requests response to three unresolved items in Section 3. 1 
of NUPEG-06I2, "Control of Heavy Loads at Nuclear Power 
Plants '* TER-C 5506-379 h guidelines for NUPEG-0612 
compliance forwarded 

CRUTCHFIELD. D Operating Reactors Branch 5. L505-B3-07-028. 

83/07/14 VANlEHALLE. D. J. Consumers Power Co 3pp 19531:013. 

24 X Fiche 30-233, 03/07/14. 0307150183 


630715039* F or ward s for review b comments. "Control of Heavy Loads 
<C-I0>. Point Death Units l b 2 * “ Updated draft technical 
e valuation rept 

CLASn.R A Operating Reactors Branch 8 03/06/30 FAY, C-W, 

Wisconsin Electric Power Co 2pp 19340 103 24x 

FlChe 30-266, 03/06/30. 0307130393 


--6107070552 TER-C 3 206-3 02/383 C-R 

"Control of Heavy Loads (C-lOJ, Point Beach Nuclear Plants 
Units 1 tr 2. " draft final technical evaluation rept 
5QM3ERGER.C Franklin Institute/Franklin Research Center 
NRC-Oj- 01-133 TAC 08074 83/06/17 5 INCH, A NRC - No Detailed 

Affiliation Given S6pp 19340 105 24X F i c h e . 50-266, 83/06/30. 

6307150395 


03O7l6 ; 2OJs> Forwards SER re NUREG-0612. "Control of Heavy Loads" 6 
technical evaluation rept Phase I acceptable. 

VAS-ALtO. V e operating Reactors Branch 2 03/06/27 FARRAR, D. L 

Ccnmsnwealth Edison Co ?pp 19567 301 24X Fiche 50-254, 03/06/27, 

B3Q7tffOOZ6 


--0307190030 Safety evaluation of util 801222 responses to NUREG-0612, 
'‘Central of Heavy Leads " Phase I acceptable 
* NRC - No retailed Affiliation Given 03/06/27 2pp. 

19567 303 24 1 Fiche' 30-254 . 83/06/ 27. 8307180026 


-•-33060602-; * TER -C 5506-386/337 

"Control of Heavy Loads fC-lOKQuad Cities Station Units J b 
2." technical evaluation rept 

S3hJ 3E.^G5R,C . SARGENT. I H Franklin Institute /Frank! m Research 
Center NRC-03-0 1-130 TAC0S077 03/06/Ot SINGH, A . , CHAN, T. 

NRC - n^ Detailed Affiliation Given 3lpp 19567- 305. 24X 

Fiche 20-254, 83/06/27. 8307160026 


QXPiQOlCO final resolution of open items identified in draft 

technical evaluation rept dtd 030222 demonstrating 
t on f organs# Ny«E5-C61Z. "Control o# Heavy Loads at 
NMUea- Power Plants.” Phase I 

W U Virginia Electric b Power Co 323 83/07/12. 

toSSV'/ 1 0# NucJ,dr Peactor Regulation, Director. 4pp 

1955 0v5 *4K F iC i^e 50-338,83/07/12.8307160100 


0;>3?19^ 

pref !?pn 
prs grt 
Interact 

HOSR 16. P 
lift? 


"•erwarfls HR Denton 830711 memo resolving JH Conran differing 
i'ia!i ry potential safety significance of lack of 
171 f »»olvmg Unresolved Safety Issue A-17, "S y s 


J Hearing Branch 3 
A C4FPENTER.J L 
iRftDS C 36 24 X Fiche 


ISSUANCES OL 83/07/14. 
Atomic Safety and Licensing 
50-322. 03/07/14, 8307190002. 


BRENNER. L . 
Board Panel 


rejt ' e , ai I ? Franklin Research Ctr 820212 draft 

#.,J aa'ii't»5i r* > L ’'••ponse to 801822 request 

i, ! * J * ^ Uft.ng devices hods 6 procedure 
cc-rpleted by 84 i ail 

DIvIm ' nf Lt^ D3,t0n E ^ i50n Co 03-101 03/07/13. EISENMUT, D 

• rSflli H&wSli * PP 19633 004 Fich * 30 - 293 , 


19636 051 «-4* Fiche 50-352,03/07/15,8307190127. 


0307190345 Comments on ACRS ECCS Subcommittee 030524-23 meetings. 
Significant progress made in pressiirliod thermal shock (PT8> 
issue. Computer input decks partially completed for 18 planti 
sub j to PIS analysis. 

ZUDANS, 2. Franklin I ns t i tut e/Fr a n k 1 i n Research Center. ZUDANS, 
ACRB - Advisory Committee on Reactor Safeguards. 03/03/31. 
BDEHNERT, P. A, ACRS - Advisory Committee on Reactor Bafeguards. 
19644:352. 


Z. 

4pp. 


0307200026 Comments on ACRS Metal Components Subcommittee 830619 
meeting Plant operators should Do prepared to cope 
(ii/potential pressuriied thermal shock or other unexpected 
conditions. Diagnostic training should bo provided, 

BINFQRD. F T. o«k Ridge National Laboratory. BINFORD, F. T. ACRB - 
Advisory Committee on Reactor Safeguards. 03/06/16. IGNE, E. G. ACRS 
- Advisory Committee on Reactor Safeguards. 3pp. 19670:334, 


0307200043 Comments on Pressurized Thermal Shock (PTS) Task Action Plan 
A-49. Guidance to plant mgt b improvement in instrumentation 
b control sys offer best method to prevent PTS. 

B INFQRDi F. T. Oak Ridge National Laboratory. DINFORD, F. T. ACRS - 
Advisory Committee on Reactor Safeguards. 83/05/31. IGNE, E. G. ACRB 
- Advisory Committee on Reactor Safeguards. 4pp, 19670:338. 


8307200073 Responds to Generic Ltr 81-07 dtd 810701 re control of heavy 
1 oad i . Or i g i na 1 submittal did not distinguish "load" Prom 
"heavy load." Page 4 of Attachment 1 to 810701 submittal 
should be replaced w/encl.W/o one 1 

BORDINE, T C. Consumer* Power Co, GL-B1-07. 93/07/15. 

CRUTCHFIELD, D Operating Reactor* Branch 5. Ip, 19647:115. 24X 

Fiche: 30-133, 83/07/15, 0307200073. 


9307200142 Forwards response to Phase II of NUREG-0612, "Control of 
Heavy Loads at Nuclear Rower Plants." Items discussed 
include step plugs, vessel cavity plugs, dryer separator pool 
Step plugs, fueling slot plugs b. auxiliary hoist. 

SORENSEN, 0. C Washington Public Power Supply System. 002-03-614. 
83/07/13. SCHWENCERiA. Licensing Branch 2. 9pp. 19651:011. 24X 

Fiche: 50-397, 83/07/13, 8307200142 


B3Q720017? Comments on listed doc tins on t * on Unresolved Safety Issue A-l, 
"Water Hammer," including for comment issues of NUREG-0927 tc 
NUREG-0993 re evaluation of water hammer occurrence b value 
impact analysis of water hammer t r m spec t i ve 1 y , 

BRADBURY, R D, Stone b Webster Engineering Carp, B3/07/I3. KNIGL, K. 
Division of Safety Technology. 3pp. 19651:166 


8307200344 Summary of 830601 meeting w/licensee b C-E in Dethesddi MD re 
resolution of Unresolved Safety Issue A-47. "Safety 
Implications of Control Sys." 

52UKIEWWICZ, A Generic Issues Branch. 03/06/14, KNIEL- K. Generic 
Issues Branch. 4pp, 19670:007. 24X F 1 che : 50-3 i 7, 03/06/ 1 4, 

B307200344, 


—8305250564 Confirms proposed recommendations for improving NRC task 
action plan for Unresolved Safety Issue A-47, "Safety 
Imp 1 lcations of Control Sys." Approach would minimi re 
adverse impact on engineering resources. Meeting requested. 
POINDEXTER, c H. Baltimore Gas 3b Electric Co. B3/04/14, 

DIRCKS.W.vl. Office of the Executive Director for Operations 4pp. 

19670 Oil, 24X Fiche: 30-317, 33/06/14, 8307200344. 


concerning Unresolved Safety Usu« A-47, "Safety 
Implications of Control Sys." Proposal mer i tor i ous. Mee t i ng 
tn discuss proposal planned for 830523 in Dethesda.MD. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
83/05/16 POINDEXTER, c. H. Baltimore Gas b Electric Co. 00pp. 
19670; 015. 24X F 1 c h e ; 50-31 7, 83/06/ 1 4, 8307200344 


8307200475 Comments favorably on Tai»k Action Plan A-49 re pressurtied 
thermal shock <PTS> Projected App K changes, w/potent jal for 
reduction of flux seen by reactor vessel wa 1 1 s, r ep r esen t s 
best opportunity for ultimate resolution of PTS. 

ZUDANS, r Franklin Inst i tute/Frank 1 in Research Center. ZUDANS, Z, 

Z Adv,st,r V Committee on Reac tor Safeguards. 03/06/03 
19672 175 ~ Advl,or Y Committee on Reactor Safeguards. 2pp. 


_ . , — « UHBII i, 3 WJUtUI urn 4 tlcQ □dUvJli 

J-49 n proc*5urT 1, * d fche r rt,al 01 5hock < Ta9k P^n Item 

r for * c r ceding PWR a acceptable. 

03/06/06 IOMF r Ad Irom ry ^ ^ 1 k * * 6 0T1 R ® actor Safeguard*. 

2pp ^ 9672:279 " Committee on Reactor Safeguard*. 


than 1986 included i n Reg Guide 1.99 earlier 

Reactor Safegilrd^ R 03/06/03 R ‘ IGIV^E G A ' , ACRS r ' / 0,1 

on Reactor Safeguards, Ip. 1971 2 ^ 09 ^ ^ 5 ” AdvUor V Committee 
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0307220174 Forwards page 1 nad ver t en 1 1 y omitted from 8307)5 submittal 
of r tv to response on control of heavy loads (Generic Ltr 
81-07). Page 4 of Attachment 1 to 8)0701 submittal should be 
replaced u/encl. 

SORDINE) T. C. Consumers Power Co. GL-B1-07. 83/07/18. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 2pp 19684:033. 24X 

Fiche; 30-155, 83/07/18, 0307220174. 


8307220376 Forwards Telsdyne Rept 5310-9* "Responses to NRC Request for 
Info: Mark I Torus Program Plant-Unique Ropt," in response 
to 22 questions from 030414 ltr. 

HARRINGTON. W. D. Boston Edison Co. 83-191 03/07/19 VABBALLO, D O. 

Operating Reactors Branch 2 Ip 19606 189 24X 

Flthe: 50-293, 03/07/19, 0307220376 


—8307220378 3310-9 

"Responses to NRC Request for Info. Mark I Torus Program 
Plant-Unique Rept. " W/tuio overslie drawl n g s. Ap er ture cards 
are available in PDR. 

* Teledyne Engineering Services. 83/07/13. 25pp. 196B6:189 

24 X F i c h e : 50-293, 83/07/ 1 9, 8307220376. 


8307230114 Summary of 830706 meeting w/Steam Generator Owners Group 
In OethBsda.MD re recommendations for now generic steam 
generator requirement*, based on integrated program for 
resolution of Unresolved Safety Issues A-3, A-4 t* A-5 
MIRAGLIA, F. J. Assistant Director for Safety Assessment. 03/07/13 

EISENHUT, D. G. Division of Licensing. 20pp, 19737:200. 


0307230120 Responds to NRC 830620 requast for pa r t i c i pa t i on in NRC 
research program addressing Unresolved Safety Issue A-47, 

"Safety Implications of Control Sys." Part l c i pa 1 1 on 
declined due to lack of resources. 

EURY.L. W. Carolina Power U Light Co. LAP-83-192 83/07/19. 

EISENHUT, D. G. Division of Licensing. 2pp 19706:072. 24X 

Fiche: 30-261, 83/07/19, 0307230120. 


6307230328 Requests that design info used by Ebasco in performing 
sys interaction methodology studies be provided directly to 
BNL i< LLL. Effort important to resolution of Unresolved 
Safety Issue A-17. 

VARGA, 8, A. Operating Reactors Branch 1 03/06/29, BAYNE, J P 

Power Authority of the 8t*te of New York. 3pp 19739. 272 24X 

Fiche: 50-286, 83/06/29, 0307230328. 


8307260300 Forward* 6-month response to NUREG-0612, "Control of Heavy 
Loads at Nuclear Power Plants." Procedures far overhead 
handling sys include precautions & guidelines to be observed 
while operating sys. 

CURTIS, N. W. Pennsylvania Power Light Co. PLA-1732, 83/07/22. 

0CHWENCER, A, Licensing Branch 2. 17pp. 19726:092. 24X 

Fiche: 30-388, 03/07/22, 9307260300. 


0307260320 Forwards BI<W info re non-nuclear i ns t rumen tat i on/integ ra ted 
control ?y« failures for generic pressurized thermal shock 
stud y. BAW-1743, Tab 1 e B revised to reflect Failure 4 
description 

COOKrJ. W. Consumers Power Co. 23860 83/07/18. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 4pp. 19726:302 
24 X Fiche: 50-329, 03/07/10,0307260320. 


8307260316 Forwards memo describing actions taken to resolve UK Conran 
differing prof opinion re sys Interaction (Unresolved Safety 
Issue A-17) It safety classification. 

DENTONrH. R. Office of Nuclear Reactor Regulation, Director. 

83/07/11. CONRAN, J. H. Reliability 6 Risk Assessment Branch, 2pp. 
19762:241. 24X Fi C h t: 30-000, 83/07/ 1 1 , 03072605 1 6 r 


— 0307260323 Forwards WT Russell B30622 memo providing independent 
assessment U recommendations to resolve JH Conran differing 
prof opinion re sys interaction (Unresolved Safety Issue 
A-17) It safety classtf Ication. Recommendation* adopted. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director 
03/07/11. 8PEI8,T. P. Division of Safety Technology. 4pp 
19782: 243. 24X Fiche: 30-000, 83/07/1 1 , 0307260316 


—8307110303 Informs that Independent assessment of issues raised In 
JH Conran differing prof opinion condut ted, per B30419 
request . I a sues A 8, B essentially same fundamental issue — 
mgt of unresolved Safety Issue A-17. 

RUSSELL, U. T. Systematic Evaluation Program Branch. 03/06/22. 
DENTON, H, R, Office of Nuclear Reactor Regulation, Director. 7pp 
19702:247. 24X Fiche: 30-000, 03/07/1 1 , 0307260516. 


— 8306080379 Submits statement of differing prof opinion re certain 
aspects of existing policy l< practice in areas of sys 
interaction & safety c lass i fi cation, Excerpt from statement 
of mgt views to Shoreham board ancl. 

CONRAN, J. H. Reliability t< Risk Assessment Branch. 83/03/31. 
COFFMANiF. D. Reliability & Risk Assessment Drench. 35pp. 
19702:234. 24X Fiche: 30-000, 03/07/1 1 , 8307260316. 


-—8307260540 Forwards transcript of pr«senUtior to American Stds Assoc 
ad hoc committee on nuclear research re NRC statistics. 

RUBINSTEIN. D Applied Statistics Branch 81/02/04 ABRAMSON, L . 
BASSETT, H. . ABELL., T, NRC - No Detailed Affiliation Given. 0pp. 
19702 317 24 X Fiche; 50-000* 03/07/1 i, B307260 31&. 


— 0307260545 Draft “Random Thoughts on Uric l*T tain t i ea, R i sk Analysis & 
Nuclear Regulation." 

RUBINSTEIN, D. NRC - No Detailed Affiliation Given 81/10/26 
12pp 19782:323. 24X Fic he. 50-000, 03/07/11 . 0307260316. 


— 8304140030 Forward* JH Conran 830331 memo h attachment* rs differing 
prof op in i on. Memo forwarded to ASLB hearing Contention 7D 
Differing prof opinion should be expedited per Manual 
Chapter 4123. W/o end. 

SPEI8, T. P. Division of Safety Technology. 03/04/05 DENTON, H. R 
Office of Nuclear Reactor Regulation, Director lp. 19703:014. 

24 X Fiche: 30-000,83/07/11,0307260316 


— 03O42OOOB4 Concurs ij/tk suppls F Coffman comments on JH Conran 8303211 
differing prof opinion re Unresolved Safety Issue A-17. New 
A-17 program plan adequate basis for proceeding ui/sys 
interaction issue. 

&PE16, T. P. Division of Safety Technology. RCW50ME , F. H. Assistant 
Director for Technology Review THADANl, A. Reliability & Risk 
Assessment Branch. 83/04/14 DENTON, H. R Office of Nuclear 
Reactor Regulation, Director. 4pp. 19783:013. 24 X 

Fiche: 50-000, 83/07/11, 0307260316. 


— 0305050085 Comments on JH Conran 830331 differing prof opinion (DPQ) 
re sys interaction p rogram, lop ic of Unresolved Safety Issue 
A-17. 

COFFMAN, F. D. Reliability 6 Risk Assessment Branch. 83/04/13. 
THADANI . A. C, Reliability V Risk Assessment Branch. 4pp. 

19783 019. 24 X Fiche; 50-000, 03/07/1 1, Q3072603 16. 


— 0305060655 Comment* on JH Conran differing prof opinion on Issue C, 
“Insufficient Priority Given to Resolution of Known Safety 
Classification Problems." Addl action needed to resolve 
issue g aner i ca l ) y . 

MATTSON, R. J. Division of Systems Integration (post B11003I 
VOLLHEft, R- H Division of Engineering. 83/04/13 DENTON, H. R 
Office af Nuclear Reactor Regulation, Director. 3pp. 19783:023. 
24X Fiche: 50-000- 83/07/1 l. 8307260316. 


-—0307260563 Designates WT Russell responsible manager for independently 
assessing issues raised by JH Conran differing prof opinion. 
Assessment should be completed by 030304. 

DENTON, H R. Office of Nuclear Reactor Regulation. Director. 

83/04/15 RUSSELL, W. T. Systematic Evaluation Program Branch. ip 
19703:026 24X F i c h b : 50-000, 03/07/ II . 83072603 1 6. 


— 0304270394 Requests written comments on manager views expressed in 
830413 & 14 memo* re 830331 differing prof opinion by 
830425 Re J event documents also requested 

RUSSELL, W- T. Systematic Evaluation Program Branch. 83/04/18 
CONRAN, J. H. Reactor Risk Branch, Ip. 19703:027. 24X 

Fiche 50-000, 03/07/11, 8307260516 


--83O6QBO303 Recommend* board notification be issued re JH Conran, written 
statement of differing prof opinion on sys interaction 
issue 

FUNCHEB, J L. Planning & Program Analysis Staff. 03/04/21 
EISENHUT, 0. G. Division of Licensing. Ip. 19783 020. 24X 

Fiche: 30-000,83/07/1 I, 0307260516, 


■0307260572 Forwards JH Conran differing pr-of opinion re sys interaction 
Issue U related info . Cogni lent boards will be notified 
through board notification procedure. W/o end. 

DENTON, H. R. Office of Nuclear Reactor Regulation. Director 
83/04/26. COTTER. JJ. P. Atomic Safety and Licensing Board Panel. 
ROSENTHAL, A. S Atomic Safety and Licensing Appeal Panel. lp 
19783: 029 24X Fiche: SO-OOO, 03/07/11 , 8307260316. 


— 830503033S Forwards relevant documents per 030410 request re differing 
prof opinion of JH Conran re Unresolved Safety Issue 
A-17 S< NUREG/CR- 132 1 , 

COFFMAN, F, D. Reliability A< Risk Assessment Branch. 03/04/20. 
RUSSELL, W, T. Systematic Evaluation Program Branch. 2p p 
19783:030 24X Fi c h e : 50-000, 83/07/ 1 I , 8307260516. 


— 0303260333 Comments on statu* of differing prof opinion NRR decided to 
provide Boards, via usual notification process, of J Conran h 
NRR views. 

RUSSELL, W. T. Standard i la t ion t> Special Projects Branch. 83/03/09. 
CONRAN. J. H. Reliability fcRisk Assessment Branch. Ip. 

19703 032. 24X F i c h e : 50-000. 03/07/ It , 8307260 31 6. 


•8304290048 Requests that Commission recipients of Board Notification* 
83-17 t, 83-44 be provided w/Suffolk County 830323 testimony 
on Contention 78. 

LETSCHE, K. J. Kirkpatrick* Lockhart, Hill- Christopher & Phillips. 
LET8CHE, K. J, Suf folk County, NY. B3/04/2I. RAWSON.R.J, Hearing 
Branch 4. 2pp. 19783:295. 24X Fiche 50-000,03/07/11,8307260516. 
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--930408036? Forward* comments on mgt views h positions on sys 

interaction per differing prof opinion. in response to 830418 
U 0305 memos Eicerpts from Suffolk County 830509 submittal i 
proposed request for addl info re Dyron/Braidwood end 
CONRAN, J H Reliability \ Risk Assessment Branch 03/05/25 
RUSSELL, W T Systematic Evaluation Program Branch 74 pp 
19783 033 24X Fi c h e 50-000, 03/07/ 1 i . 83072605 1 b 

Qj040e0373 Comments on prediction intervals per J Ahearne 821102 nemo. 
Prediction intervals do not provide panacea to risk analysis 
problems, yet merit eiploration as tool in limited arsenal of 
risk assessment methodologies Related info end 
RUBINSTEIN. 0 Reliability it Risk Assessment Branch 83/03/09 
BUoLjkrA Reliability & Risk Assessment Branch 39pp. 19783 203 

e.4* Fiche 50-000,83/07/11,8307260516 

— 8306080j 37 Discusses 630421 Hr based on belief that Board Notification 
B3-44 constituted violation of 10CFR2 700 re «> parte 
communications NRC does not consider board notification to 
be in violation 

RAWSON^R J Office of the General Counsel 83/05/11 
LETSCKe.M J Kirkpatrick, Lockhart. Hill, Christopher V Phillips 
7 24X Ficht 50-000. 83/07/11. 8307260316 


IP 


19723 297. 


"" B3 ^nt 0a?0 H ReiP n nd!> to 630421 for eip lanation of two sentences 

contained in Board Notification S3-44 re Unresolved Issue 
A-17 re sys interactions. 

CtSENHUT.D G Division of Licensing. 83/03/06 L6TSCHE.K J 
Lockh * r * 4 HiU ' Christopher 6 Phillips. 3pp 
197Q3 301 24X Fiche: 30-000, B3/07/U, 0307260516 

~B3060BO.V,0 State, reason For declining to concur u/Congr, , Deemey 
itr re schedules & resource allocation to Unresolved Issue 
A-17 Significant differences eiist between personal views 
6 views of Reliability h Risk Assessment Branch. 


CQFpSanW * Rl5k Assessment Branch 83/04/28 

COFFMAN. F D. Reliability 6 Risk Assessment Branch ip 
3AX FiChe- 50-000, S3/07/1I. R307260316 


19703 304 


i acv t ^ U containing history of resources assigned 
to Unresolved Safety Issue A-17, includ ing or g an i z at i ona 1 6 
personnel changes, per 030616 Hr Historical summary of 
program planning also end 

J Dfflct °* the Eiecutive Director for Operations 
83/03/10 DOWNEY, T J. House of Rep Spp 19783:303 24^ 

Fiche £0-000. Q3/07/U. 8307260316 

—8307240501 Discusses Board Notification e3-44 t* differing prof oomion 
con^.ng safetg interaction .Unresolved S.f.t, ’ 

030-09 * Co * en% * iof ' considered concerns raised in 

830*0? affidavit resolved 

Co£2ir J c "SL" D * t#i * ,d Affiliation Given 83/04/20 

Fi rh ^n* , M 5 A DitaUed Affiliation Given lp. 19703 294 

24X Fiche 50-uOO, 03/07/11. 0307260516 

fl !^ uesU 30-working day extension to 830707 to complete 
independent assessment of issues raised in JH Conran 

? r0f 09inion DeU V to UH Conran request for 

addl time to prepare written response 

DEMTotIh l SM?« rd i*2 U ?" 4 ® pteUl Projects Branch. 03/05/23. 
.9733 3,0 - 

B3/03.'?7 9 BuSttM Vr Mu i‘” r B, * e ‘» r Director 

19783 31 1 c. K . n E '“ sl “0‘'°" Program Branch |p 

1 0u 311 24x Ftch* 50-000.83/07/11,8307260516 P 

ISS'- f v"- 5-- •- - 

4 **» a..,,,,, 5 i- 34 9 .a”/o?So 7 B 6 ^r ,ns Br * nth 

■ u:S:-;=r”™ sa-r * 

tatorator,,, “ /07/,i! DALGHREN. D 


Sand la 


l^iSJrSiSsrs 3 *’- suop 

-e30«7Q033 Current, „„ craft UUREG-08V7 (, NUREG-0B49 ,Reg 0 u,d. 

*riT* R ";r h ,^nir 03/04/13 ««»■*■«• 


— 03O62BOAO4 Forwards rev to Table A-3 in NUREG-0869. Rev corrects 
discrepancies noticed in values of variables for vertical 
outlets. Corrections also applicable to NUREG-0B97. 

PADMANABHAN Alden Research Laboratory. 83/06/22. 8E:RKIZ,A. 
Generic Issues Branch. 4pp. 19011:231. 

8307270243 Approves request for withholding Rapt 83-135, "Fracture 
Mechanics Analysis of Indian Point 3 Nuclear Generating 
Station Steam Generator Girth Held Cracks Under Pressurised 
Thermal Shock Conditions,” <ref 10CFR2. 790), 

VARGA, S. A. Operating Reactors Branch I. 83/06/27. QAYNEe J. P, 

Power Authority of the State of New York. 4pp 19811 - 167 . 24X 

Fiche- 50-206. 83/06/27, 8307270243. 

0307270340 Forwards responses to draft SER open items U rev to 830701 
response to Open Item 151. 

MCDUFFIE, M. A. Carolina Power $< Light Co. LAP-83-306. 83/07/15. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 346pp. 
24X Fiche: 50-400, 03/07/ 15, 0307270340. 


19768: 001. 


8307280080 Di scusses G Hecker concerns about Figure 3.6 in NUREG-0B97 
re containment emergency sump p erf ormance. Figure 3.6 
replacement corrected copy end. Concern re uncertainties in 
Marry data needs attention. 

SWIFT, W L Creare, Inc. 03/06/13. STRQM, P 
Spp. 19026:011, 


Sandia Laboratories. 


8307280209 Forwards comments on draft NUREG-0927, "Eva 1 uat i on of Water 
Hammer Eiperience in Nuclear Power Plants." Water hammer 
design considerations should apply to entire feed sys. 

E |, P ' W0 stinghouse Electric Carp. NS-EPR-2790. 83/07/20. 

KNIELfK. Division of Safety Technology 3 pp. 19796:322 

8307290174 Provides status of program re pressuriied thermal shock. 
Issue would be resolved If NRC screening criteria 
conservative b if critical weld will not reach criteria 
prior to OL eipiration. 

nJhrm, E u E o Potlfer U Co. LAP-B3-283. 83/07/26. 

1902? i?H ^ rr^ 0f «^ UClear Rflactor "egulation, Director. 2pp. 

19021.158. 24X Fiche: 30-261. 03/07/26, B3072901 74 

0307290466 Forwards safety evaluation of util responses to 801.222 
generic ltr re control of heavy loads. Phase I of issue 
resolved. Technical evaluation rept encl. 

CLARK, R^A Operating Reactors Branch 3 83/07/18. WITHERS, D D 

Portland General Electric Co 2pp. 19839:060 24X 

Fiche: 50-344, 03/07/18, 8307290466. 


-0307290475 Safety evaluation of util responses to 
’’Control of Heavy Loads Near Spent Fuel. " First 
(Phase I) acceptable. 

* Operating Reactors Branch 5. B3/07/1B 2 dc 

Fiche 50-344, 03/07/10. 8307290466 


generic issue, 
response 


19039: 062. 24X 


-0306140436 TER-C5506-398 

J f „ HeaV ? Ld *^ 5 . Portland BE Co, Trojan Nodoor 
riant, technical evaluation rept. 

NRC B 03 G «?’ Fran,tlln Institute/Franklin Research Center. 
NRC-03-8J-130. TAC 07716 83/06/10. SINGH, A. NRC - No Detailed 

B30729oUr n 2 ’ PP a« Picho: 90-300, 83/07/10“ 


INSPECTION AND ENFORCEMENT 

^i^Ienalt^In 33 ' inf r m r ° f issuanCB of Proposed imposition of 

civil penalty in amount of *1,000 for license failure m 

rtnove sourcr l ’hl!i!i" e ' 1 ^ ‘'"olifleu pertonnol oormltted to 
FL*cTe MaiJi V containing 10 met Cs-137 ooaloO source 

Enforcement. 03%»> lO . " IBOsl'oOt' 0fMC<! ° f ,nSP " tltln 0"f 

“?miSuunn N ;r;?wi o p n e 03 ?tu o ;o o b‘i c ! of r‘: UMon 1 

♦00.000 re fat I... » P i ?* bB Is5u »0 amount of 

s3o!S^r AXE03/o4/oa D, u. to r^5is*' isuj^ss^s.. 


JORDAN, E. L Divisinn r na T rrZI“'’"' vt, "„ ^ vt enci 

Response (Post B301031 ss/ol/ii' 1 P '" Bpa " !dnl!ss *< Englnoertna 
v- -c I3 ag, 

83 Refu°rof 1 Co^^,IJ°t‘" H ® 3 ;”;^' F ojI«re of Hgdrau.ic Snubbers a, 

Rospanse ^Post *830103, ° f ■vSn..ri, ( 

vo- ,n, 
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8306270406 IE Info Notice 83-48, "Gaseous Effluent Releases of 
Radioactive 1-123 l< 1-131 In Excess of NRC Limits " Svc list 
etic 1 . 

TAYLOR, J. M. Division of QA, Safeguards S< Inspection Programs (Post 
0301 03 ) 93/07/14. Consolidated Edison Co. of New York, Inc 

114pp. 19715:270. 24X Fi c h e : 50-000, 83/07/ 1 4, 8306270406. 


B3O620O432 EN-83-005A: on 830128, not l c e of violation & proposed 
Imposition of civil penalty in amount of *100,000 issued. 

Violation based on failure to implement adequate GA program 
f ot saf a ty -re 1 a ted equipment. 

KL I NQLER, G, i AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 63/06/27. Ip. 19020:327. 24X Fi c h e : 50-456, 03/06/27, 

B3O62G0432. 


8307010011 PND- 1 -83-071 : on 830627 , 1 i c en s e e began shutting dawn to 
inspect for unidentified PCS leakage. Licensee identified two 
packing leaks on 83062B. Outage estimated to last 3-4 days. 
JOHNSON, J. , HUDSON, S. , ELSASSER » T . Region 1, Office of Director. 
B3/06/29. Ip. 19169:007. 24X Flche: 50-293, 03/06/28, 830701001 1. 


03D7O1OO49 PNO-I -03-068: on 030624, wh i 1 e performing exams per IE 
Bulletin 83-02 8< NURE0-03 13, stress corrosion cracking found 
in rec irculation & RHR piping ays. Crack welded. Fac 1 1 ity In 
cold shutdown while evaluation continues. 

EB METER, S. , DURR, J. Region 1, Office of Director. IEB-B3-02. 
03/06/24. Ip, 19160:309. 24X Fiche: 50-278, 83/06/24, 8307010049. 


0307010079 PNO-I-83-069: on B30624,high reactor water level scram 
resulted from loss of offsite power. Caused by extensive 
damage to primary fc secondary windings of startup 
transformer C phase. Evaluat ion underway. 

RHOADS, G. , MCCABE, E. Region 1, Office of Director. 83/06/27. Ip. 
I *?! 69; 217. 24X F 1 c h e: 50-387, 03/06/27, 8307010079. 


830 7010158 PNO- 1 -B3-070: on 830605-09, aer i a 1 survey of central Long 
Island revealed spot that appeared to be contaminated 
w/Co-60 near Mor i c hes. Long Island. Area identified as 
private property. 

CAMPBELL, M. Region 1, Office of Director. 83/06/27. 2pp. 
1*7124: 337. 


8307010164 PND-I-B3-070A: during 030609-09 aerial survey, Co-60 
c DTitaminati on discovered on residential property, BNL 
performed onsite measurement on B30624, Highest radiation 
found near picnic table. Nell water not contaminated. 
CAMPBELL, M. Region 1, Office of Director, 83/06/20. 1 p . 

19170: 003. 


8307030112 PND-I-B3-072: on B30629, 1 ea k i ng shipment of radioimmunoassay 
( Ft I A 1 kits received. T-3 reagent w/less than 10 uCt 1-125 in 
420 milliter bottle found nearly empty. No detectable 
rad loact i vi ty found. 

DAVIS, J. KINNEMAN, J. r JOYNER, J. Region 1, Office of Director. 
03/06/29. Ip. i9299: 109. 


03070501 14 EN-83-015A; on 030630, order imposing civil penalty in amount 
of 440,000 Issued, based on licensee failure to ensure 
complete QA sys turnover. Licensee may pay civil penalty 
ml thin 30 days or request hearing. 

Kt-INQLER, 0. , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 83/06/30. ip 19199:362. 24X Fiche: 50-402, B3/06/30, 

03070501 14. 


6307050201 PNS- 1-83-0 1 7: on 830628, Sfi,W craft worker discovered 20 
severed cables in unfinished control bldg between control 
bldg & intake structure. Cause under investigation. 

MCKEOWN, GDDY, MARTIN. T. Region 1, Office of Director. 03/06/29. 
lp. 19199:220. 24X Fiche: 30-423, 83/06/29, 0307050201. 


8307060007 PND-V-83-026: on 030627, util notified Region V of intention 
to decommission f ac 1 1 1 ty. Dec 1 s 1 on based on restart costs. 

Licensee expected to apply for “possession only" license. 

Facility shut down since Jul 1976. 

KlflSCH, D. F. , MORRILL, P. J. Region 5, Office of Director. 83/06/27. 
lp. 19251:014. 24X FI Che; 50-133, 83/06/27, 8307060007. 


0307060027 PNS-I -03-0! 5A; updates 830616 marijuana cigarette discovery 
reported on 830617. Seven contract security personnel 
terminated because of accusations or admissions of usage. 

DUNLOP, J. i GDDY, A. Region 1, Office of Director. 83/06/30. ip 
19251:349. 24X Fiche: 50-245, 83/06/30, 0307060027. 


0307060052 PNO-V-03-O27: on 830627, State of WA notified that shipment 
of low level waste received from Palisades power plant w/ane 
drum leaking due to hole caused by c orros i on. Ut i I banned 
from using site & burial permit suspended, ef fac tive 830621. 

THOMAS, R. D. Region 5, Office of Director. 03/07/01. lp. 

19251: 330. 


8307060055 Corrected PN8-V-B3-OO0: on 030620, OC inspector discovered 
three nonsafety-related cables cut near termination & two 
meters smashed Possibly caused by termination of employees. 

CANTER. H . YOUNG, T. Region 5, Office of Director, 03/06/22. lp. 
19250: 2B5 24X Fiche: 50-312, 83/06/22, 8307060035. 


B307060086 PNQ-V-83-025: on B3Q623, Co-60 c on tami na t i on found in soil 
sample taken near controlled area of Allied Consul t ing, Inc 
Agreement State licensee in Yak ima« WA. Mgt conference between 
state $, licensee scheduled for B30627. 

HQRNORp J. W. Region 5, Office of Director. 83/06/27. lp. 

19251 : 277. 


0307060122 PNQ-I V-B3-021 : through-wall crack discovered in heat-affected 
area of weld connecting reactor water cleanup sys to RHR 
sys.GE will perform 1007. ultrasonic test lnsp of reactor 
water cleanup sys welds. 

WESTERMAN, T. F, , MADSEN, 0. L- Region 4, Office of Director. 83/06/30. 
lp. 19252:223. 24X Fi Che: 50-29B, B3/06/30, 83070601 22. 


8307060149 PN0-I-83-073: on 830629, fol towing discovery of RHR logic 
relay, spurious signal generated resulting in closure of 
recirculation pump discharge va Ives, causing recirculation 
pump trip. Reactor manually sc rammed. Log i c relay repaired. 

RAYMOND, W. J. , HUDSON, S. , KISTER.H. Region 1, Office of Director. 
83/06/30. 2pp, 19249:228, 24X Fl ch e: 50-271 , 93/06/30, 03070601 49. 


8307060225 PNO-I 1 1 -83-054: on 830627,30 mCi Cs-137 seed used in short- 
term treatment of cervical cancer discovered m i ss i ng . Se »d 
last seen on 830514 when removed from patient, inventoried k 
placed in storage safe. Search conducted. 

3RENIAWSKI, D. , MILLER, J. Region 3, Office of Director. 83/06/29. 
lp. 19239:362. 


0307060310 PNO-II 1-03-055: Reg i on HI authoriied resumption of 
safety-related welding on HVAC sys at const site, Zack Co 
welding procedures & observations of welding performance 
demonstrations reviewed. 

GARDNER, R. , HARRISON, J, Region 3, Office of Director. 03/06/29. 
lp. 19230:331. 24X Fiche: 50-329, B3/06/29, 0307060310. 


B307060334 PNO- 1 1 1-03-056: on 830629, secur i ty personnel found several 
rolled cigarette butts believed to be marl juarta. VI si tors 
denied access to cite k alleged controlled substances turned 
over to police for analysis Util awaiting results. 

CREED, J., MILLER, J. Region 3, Office of Director. 83/06/30. lp. 
19234:141. 24X Fl c h e : 30-295, 83/06/30, 8307060334. 


8307060340 PNO-1 II -03-057: on 830629, Dec h te 1 fired lead welding engineer 
for allegedly instructing rod room attendant to falsify 
number of weld rod withdrawal slips, No safety significance 
resulted from Incident. 

LANDSMAN, R., HARRISON, J. Region 3, Office of Director. 83/06/30. 
lp. 19236:254. 24X Fl C h e : 50-329, B3/06/30, R3O7060nAn 


8307000020 PND-1 11-03-058: on 830701, bomb threat received from unknown 
female stating that bomb would go off in 10 minutes. 

Licensee security force put on alert status. No explosion 
occurred. State police not notified due to lack of time. 

MADEDA, T. , CREED, J. Region 3, Office of Director. 83/07/01. lp. 
19331:216. 24X Fiche: 50-295,83/07/01,8307080020 


8307110160 PN0-V-83-025A: WA state inspectors continuing investigation 
re offsite contamination associated w/decontamlnation work 
by Allied Consulting, Inc. Of 12 sail samplesinln* found w / 
less than detectable limit of 0.1 pCi/gm. 

HDRNORi J. W, Region 5, Office of Director. 83/07/01. lp. 

19375: 031. 


8307110183 PND-1 1-83-051: on 030705, Reg i on II notified of Am-241 
discovered in reclaimed gold obtained on B30330 by Richmond, 

VA gold refiner. High dose rates could result from attempts 
to reclaim smoke detector foil mfg scrap. 

POTTER, J. P., COLLINB# D, M. Region 2, Office of Director. B3/07/05. 
ip. 193B0: 219. 


0307110252 PNO-I I-B3-033: on 830705, wor kor s removed concrete block 
shielding to perform malnt on valve, leaving unguarded access 
path to reactor containment. Guard observed sleeping at torus 
poi t. Securl ty evaluated incidents during 030706 & 07 intpi. 

CLARK, K M. , GILLILAND, J. T. Region 2, Office oP Director, 03/07/08. 
2pp. 19374:270. 24X Fl c he: 50-259, 63/07/00, 0307110232. 


8307110274 PND-I -03-075: on 030705, reactor tripped from 95V, power when 
M9IV c losed. Caused by steam line Isolation spike due to 
increase in condensate demtneral 1 xer resin. Hater sample sent 
to Peach Bottom for analysis. RCIC being reevaluated. 

RH0AD8, G. / MCCABE. E. Region t. Office of Director. 63/07/06. 2pp. 
19379:150, 24X Fi c h e : 50-387, 83/07/06, 83071 10274. 
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in,p ’ p,r ie sb-oz.,™,,. 

Ij *! ,d ln t 33 91 P*M u »ldi In recirculation sys & 14 
of 32 pipe welds in RHR tyt. Caused by intergranular stress 
corrosion cracking. Evaluation ongoing 

" 8 fl ; VERRE lli .D.M. Region 2. Office of Director. 

03/07/09. Ip. 19378:329. 24X F i ch • ; 50-259, B3/Q7/08, 


CANTRELL, 

IEB-83-02. 

8307110307. 


2ne ™°-I-B3-074:t>n 030704 fc 05, unit voluntarily shut down for 
addl NDE of recirculation * RHR piping welds. Addl » tan , 
being made bg NDE team from separate vendor organi ration. 

Subsequent licensee actions being discussed. 

Io^aa’ Va* R. Rag ion 1. Office of Director. 83/07/05. ip 

19380:184. 24X Fi che: 50-277, 83/07/03, 83071 10473. 


“« .M ; ; 62 ;'!,' J “ 7 ' ! ' r!<,tt ' trlpp.a from 93* po*,.r Sue 

tc HI Vn I:';*? ««T pumps. p ump , tripped Sue 

‘ ? eal Injection aga. Caused b failed gasket on 
n J i cdt 0r - Reactor in cold shutdown. 

1 96B3M5o'l * S 2lv E S', W k R * fllon 3, Office of Director. S3/07/1B. Ip. 

196 B 5 . 001 . 24 X Fiche: 30 - 4 Q 9 , 03 / 07 / 18 , 8307220401 , 

83 of 2 £CC8 1 ac tSlIiiA B3 7° 63 i! n 03O7U ' durin 9 monthly surveillance testing 
Mifeh!. ■SiVTli c ircui try, one of two reactor water level 
*?!*! in f° 1 Caused by improperly connected 

I I L A* « lnsI panel. Panels will be sealed. 

iSlltoOB * I E™'* 5 -SlS n 3 ' 0ffiCe Df *>»»■« * 0 P. 83 / 07 /IB. ip. 

19663 . 000 . 24 X Fiche: 30 - 373 , 83 / 07 / 10 , 8307220331 . 


83 ?I1? 00 I? PNO ; IV - 0 3-O23:on 830700, reactor shut dnwn following 
Indications that tube leak in steam generator A increased 
Preparations for steam generator tube imp made. Outage of 
2 wr i expected. 

JOHNSON, W.D., CALL AN# L. J. Region 4, Office of Director. 03/07/08. 
ip. 19423.147. 24X Fiche: 50-313, 83/07/00, 8307120074. 

93 ?1 830700 ' l.ak.g. occurr.d from l.tdoun ,g, 

flow instrument when, w/one reactor coolant pump in H 

operation, util switched to other pump so that one pump was 
running in oth.r RCfi loop. Caused by loose fittings, 

Vo*!*'™ KEJHlOfR. Region 1, Office of Director. B3/07/08 lo 
19443:357. 24X Fiche: 50-289, 83/07/00, B307 130007. P ‘ 

B3 ln 1 l2aiit E «7 B aI°2Ai ; ? n 0307 13< or<, «^ imposing civil monetary penalty 
in amount of 94,000 issued to licensee for failure to y 

conduct adequate survey , resulting In worker receiving 4 27 
rems exposure. 

°' ,lc * ° f i "' p * cuo " * n< 

0307190159 PNO-Ilt-83-040: on 030713, licensee abandoned efforts to 
!;*;*:*? C 'J *;-»«' " * C,“137 source* „ on mil n ”tV 

Of Severely, OH. Cement cap win be placed inside well 4 

BREN 1 AWSK 1 C H h | Infl m?, b .*^ 0n ,°f * 0UrC ** tfil1 bt to cap. 

B3/O^M ?p ,5swfMl R * ,l0n 3 ‘ a '' U '' Dlr,ctor - 

8307190008 PN0-JV-83-0Z4: tuo ,..k, „ p „ t ,d „„ rMltor , ld , of 

first Isolation v,lvt on cor, tpreg loop A. Visual ms 
p,rJo?«Id cr * c ‘‘ **» " ««*««», erontlal Detailed Insp telng 

19MS*0S7 “ Sir li °' nt * of 01r , ct °r. 83/07/1, . Ip. 

,9433.037. 24 X Fiche: S0-29B. 83/07/M. 8307190008. P 

B307 190039 PNO-I I I-B3-039: 1 lean,,, .uthcrli.l to re, urn, 

. 1 ,?. , . P uA r,)C * ^u^t, r *9ised V personnel retrained. 

83/07^' C 'lp UT ^ 3 ' Dfflc * ** Director. 

WJ/O//II. lp 19435. 149. 24X Ft che: 30-346, 83/07/t 1, 0307190039. 

0307190321 EN-B3-023A: notice of violation 6 proposed Imposition of 
Civil penalty in amount of 440,000 issued to licensee ActUn 
I In approval of preoperation.l tillmdS 

sskss.*- 63/07/15 ip ,,632:i0 ’ »* «*. rioisars^/S.* 

steam to feel 1 Ity. Sui t seeling court judgement that all 
contract obligation* canceled filed th *‘ 411 

*’»“"> 3l •» Blrac tor. 83/07/13 

lp. 19631.246 24X Fich e: 30-329, 03/07/1 3, 8307200155. 

mLLEs - j R * p ‘- 3 ' ”-.- on;j.:;r* 1 e 3/o7/,4 

,9*48:341 S4X pick*: 30-377 *83/07/15. 63072^0^2^ 83/07/15 lp 

*V IE Bulletin rtgulrad 

LAZARUS, H, J. , HlSTERaH'a Rea il^ l r *nel? r corrosion. 

83/07/18 Ip msi ofa ° lr,tl0r 'M-83-02. 

v**. rfsx Fiche. 50-333, 83/07/ 18, 8307220179. 


0 P ? a ro 3 N »7!!; 63 ; 05 ‘ A: ^ S30707 -»«'<' nuggats na.aur.d, Dos. 
■ iliii.il. -i °‘ 5 ^ 411 irads per h rather than 30 & 130 
0. S i 0-9 ici rePOrted eflrlUr - Am ^» content estimated to be 

lp TTE 1970^1 323 ° LLINS ' D ' M ' Region 2< of Director. 83/07/08. 

83 ?mp«?tLn N n? 3 T?i° n B30722 ' nob *^ violation * proposed 
♦140 ono Act! I 1 P* n * lti# * 1 1 be issued in amount of 
♦ 40,000. Action based on submittal of matl false statement & 
rB operator r.qual i f ication program k 

ROSANO, R. , AXELRAD, J. Director's Offlcei Office of Insoectinn and 
BwSaSSm* 83/07/22 - ,p *’ 7 33 003. 24X F,c3.:3S-SS5.m/o"m. 

83 vInt??I? ( PN0 ’' II 'K 3 ' 039:on 830720 ' during maint on demister in shutdown 
:vr , 5tt r09#n fUshback occurred at entrance to 
1 c * *?. Bld « 300 complex. No internal personnel 
or reUas * to environ detected. 

2pp. 19734: OlO ARft,K ’ P ' Reglon 3 ’ 0ff4ce of Director. 83/07/21. 

e3 mIttl 3 bin N0_III ” B3 7 064: ° n 0307191 t/8-inch diameter hoi. found in 
h ? 1 a pTin * Vl t containment d ry we 11 -fco-torus 
«Si Ur )* r ^ Cau,,d welding strike during Mark I torus 
mods. Unit placed in cold shutdown. 

19732°027 ' 24 x F F?'h' 3 ' 0fflc ® of Director. 03/07/20. lp. 

19/32. 027. 24X Fiche: 50-237, B3/07/20, 8307260341. H 

B3 conta^t N r ,I !‘ S3 : 06SA: ‘”’ aa ° 714 ' IS'OOO gallon* raO lo.c 1 1 va Ig 
"f 4 ' 'J “ at *'- 1 «‘*0 '»«» “.I injection ag, into 
reactor containment sub ba semen t. Caused by gasket failure, 

"“I*? overpra-aurl ,atlon. Water g um p.d oSt 

19732 090' n« E p', W fc 3 ' Office of Dlroctor. 83/07/20. Ip 

19732.090. *^4X Fi c h e : 30-409, 03/07/20, 8307260374 P 

03 r O Iaf?o^ C oo?“ V ; &3 " O2<?:On 0307101 during preparation for repairs on 
r mp ' IA & which hold P 

lix^of imSi?T P r 9 d 1 covered missing 6 all bolts loose fc 
13X of impeller vanes missing. 

19789: a \-0°- * ^Tul.: ‘ 8 ‘ 

T^-^rPr^ ar«r;j-r - 

SS 1 tzT ’ - n 

zpp. .9789! 2?“x’ Fiona: ^344, 83/ ° 7/M - 

83 H:F ,o - 

19790 ^ 94 ’ 1IJ 1 2; R : ?I fl i Dn lt 0fPice of Director, 83/07/21 

19790.094. 24X Fiche: 30-219,83/07/21,8307280333. 


ip- 


S 3 ?»u“ 7 Lfc; B 3 ;°wSiaUpnT S ' Cam ' nlS * I,> " n ° Uf ‘' <1 *"*•«» to 

. J ,** Qf violation 6 proposed imposition of civil 

£ -^r*".rx o :„:: o '? o ?.«;:i"nir uM 830730 - 

Enf or°ament° 7 ^83/07/2A. gj{*« V 5ST'“ 0n **"' 

0307280377. P *9/96.103. 24X F i c he ; 30-293, 83/07/26, 

“ ““ 

BARRETT, L TMI prBiS annoon c ement s. 

Fiche: 30-320, 83/07/27, 8307280381 . 03/ ° 7/27 ' l P* 197 ?&:099. 24X 

03 ?efue??ng P ou^gro?laS?B! 3 ?Iro^ 9 ^ following first 

be conducted for 2-3 rfeu« rAnu. P® wer physics testing will 
ord.r r. ATWS .^t 3 JjJIiSZ ^ P " 830506 

SUMNERS, R. , JACOBS, R . KISTFO w d , 

83/07/22. lp. 19797* 244 STE 24 ?‘ Pi R ! 9i S” 11 0ffic * of Director. 

P- 1 9797, 244. 24X Fiche: 30-311,83/07/22,8307280438. 
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0307290313 PNA-02-OO4Ai an 820510. State of WA informed NRC of completed 
cleanup of contaminated area from 020307 spill Caused by 
clarifier tank rupture. Slmi lar tank in use at Hear Creek 
Mill in WY. Region IV notified. 

BOLLING, L. A. , KEND I Qi J. NRC - No Detailed Affiliation Given. 
03/OS/ll. 2pp. 19030:159. 


MISC PUBLIC DOCUMENT ROOM MISCELLANEOUS 


0307050421 Forwards summary of nonreactor event rept (NRER> database 
for Uu 1 —DEc 1902. Rept cuppls AEOD 0201 11 rapt on NRER 
database. 

HELTEKES. C . J. Direc tor '* Of f ic e 83/06/14. DAVIS, J. G. Office of 
Nuclear Material Safety Safeguards, Director. DEYOUNG. R , C 
Director's Office. Office of Inspection and Enforcement. KERR, G. W. 
Office of State Programs. Director ip. 19263:066. 


— Q3O703Q427 "Summary of Nonreactor Event Rept Database for Period 
Jul-Dsc 1902. " 

BLACK, K. Director's Office AEO0/N209B. 03/06/14. JSpp. 

19263; 087. 


0307060147 Informs that end memo advising that licensees should be 
cited for failure to meet license application commitments, 
sent to regional ofcs.in response to 030314 memo re HE Book 
821134 memo. W/o end. 

AXELRAD, J, A, Enforcement Staff. 03/06/30. Division of Fool Cycle 
tt Material Safety. lp. 19249:204. 


0307060194 Concurs w/RE Cunningham position that licensees should be 
cited for failure to meet license application commitments. 

•van if commitments more restrictive than min reg guide 
r oqulr iments. Li cense amend request needed for exemption. 

AXELRAD, J. A. Enforcement Staff. 03/06/30 BOOK, H. E. Regions, 
Office (If Director. Ip. 19249:293. 


0307000344 Reiterate* Tube-Line Corp opinion that addl written 
notification by NRC to utils using carbon & stainless steel 
metis for nuclear applications unnecessary 6 will serve no 
useful purpose. 

HALLMAN. R. M, Cahill, Gordon t, Rein del. HALLMAN, RM, Tube-Line 
Corp. 03/07/05. DEYOUNG, R. C. Director's Office, Office of 
Inspection and Enforcement. 6pp 19330:315 


— 8307080340 Forwards four heat treat charts from Monnlnghoff confirming 
matls have been heat treated at 1.030 C U water quenched 
L t r 5 also being forwarded to end users. 

BHARKEY. J. J. Tube-Line Corp. 83/06/09, COLLINS, J Region 4, 
Office of Director. 6pp. 19350:321 


03O711O3G3 Forwards comments on 030128 draft overall project rept for 
FIN A-0429. Rept satisfactory & schedule fgr final rept 
publication acceptab te W/o end. 

BEARD, J, T. Operating Reactors Assessment Branch. FIN A-0429. 
03/06/29. LlL 3. Lawrence Livermore Laboratory. Ip. 19434:096 


B307140146 Forward* draft info notice, "Potential for Tampering 
W/P e r sonne 1 Dosimetry Devices.' 1 

Q 'REILLY, J. P. Region 2. Office of Director. 83/06/16. JORDAN. E. L. 
Division of Emergency Preparedness * Engineering Response <Post 
830103). 2pp. 19314:229. 


8307180391 Delegates L aisigns certain operator reactor licensing 
functions to Region I. Region should consult w/Qperator 
Licensing Branch on licensing functions having policy 
Imp 1 i c a t i on 5. 

DIRCKS, W. J. Office of the Executive Director for Operations 
B3/07/O1. MURLEY. T. E. Region 1. Office of Director, Epp 
19641:292. 


0307200377 Informs that 030505 recommendation for changes to STS 
Surveillance Requirement 4. 0. 1. 1. 2 re diesel fuel impurity 
level tests should be pursued per NRR Ofc Ltr 40 rather than 
Ofc Ltr 30. Actions requested In B30305 memo completed. 
EISENHUTr D. G. Division of Licensing. 03/07/03. MATTSON. R. J. 
Division of Systems Integration (post 811003). lp, 19656:361. 


8307230497 Responds to 830613 ltr expressing concern re NRC issuance of 
civil penalties L effects on ultimate cost of electricity 
i to consumers. Civi 1 penalties increase compliance w/ 

requirement*. 

DEYOUNG. R. C. Director's Office, Office of Inspection and 
Enforcement. 83/07/11. COOK. L. G. L. G. Cook Associate*, Inc. I p . 

L 19725: 107 


8307260101 Respond* to 630703 ltr re issuance of bulletin on matl 
supplied by Tube-Line Corp. Due to substantial safety 
questions raised by company products, NRC cannot rely on 
voluntary licensee compliance, 

DEYOUNG, R. Director's Office, Office of Inspection and Enforcement. 
03/07/20. HALLMAN, R. M. Cahill, Gordon L Reindel. HALLMAN, R M. 
Tube-Line Corp. 2pp. 19727:293, 


—8307260113 Expresses displeasure w/ draft written notification given to 
NRC licensees re Tube -Line Carp matl supplied fur nuclear 
applications 

HALLMAN. R M Cahill. Gordon L Rejndel. HALLMAN, fl.M Tube -Line 
Corp. 03/07/03. DEYOUNG, R. Directors Office. Office of 
Inspection and Enforcement 6pp. 19727.295 


0307280066 Requests all correspondence he addressed to RT La I 1 y in lieu 
of DC Gibb* 

KERNDDLE. C Middle South Services, fnc 03/07/22 HOUSTON, D. 
Licensing Branch 2 lp. 19791 205 


NUREG NUREG REPORTS AND RELATED CORRESPONDENCE 


03O51OO1OB Application to amend Licenses DPR-32 U DPR - 37 , r e v i * i ng 
radiological effluent Tech Spec* in accordance w/Rev 3 to 
NUftEG-0472. "Offsite Dose Calculation Manual" also end. 

STEWART, W L Virginia Electric & Power Co 179. 93/03/04. 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 
VARGA, 8. A. Operating Reactors Dranch l 3pp. 19527:026. 24X 

Fiche: 30-280, 03/03/04, 830510010B 


--03O31OQ111 Proposed revs to radiological effluent Tech Specs. in 
accordance w/Rev 3 to NUREG-Q472. 

* Virginia Electric * Power Co. 83/03/04 87pp 19327:029. 24X 

Fiche: 50-200. 83/0 3/04, B3O51OO1O0. 


6306090249 Forwards draft SER ( NUREG-0989 » , f or r e v i ew Beta i t ed agenda 
to resolve SER open items requested Draft responses 
requested prior to recommended util fc NRC mooting. 

NOVAK, T M. Assistant Director for Licensing 93/06/01. CAHILL, W, J, 
Gulf States Utilities Co. 6Q3p p . 18799:201. 24X 

Fiche: 30-438, 03/06/01, 8306090249 


8306100004 Forwards BEIR rept, "Effect on Population of Enposure to Low 
Level* of lanlitng Radiation," in response to 830411 request 
for info re health impact estimate. W/o end. 

SNYDER, □. J. TMl Program Office 63/06/06 HTJft8T, J Affiliation 
Unknown 3pp. 10813:324 24 X Fiche: 50-320, 83/06/06, B306 100004. 


8306100021 Forwards safety evaluation re NUREG-0737, 1 t em 1 1 0. 2, 
"Design Review of Plant Shielding. " Item resolved 

VASSALLD, DO Dp era ting Reactor* Branch 2 83/05/25. DAYNE, J. P. 

Power Authority of the State of New York 5pp. 18815:309. 24X 

Fiche: 30-333, 03/03/25, 8306100021 


8306270395 Generic Ltr 83-24 to all 0WR applicants for OL tn holders of 
OL* for Grand Gulf. LaSalle V. Susquehanna re TMl Task Action 
Plan Item I.G 1, "Special Lew Power Testing 6 Training 
& Recommendations for BWRs. " Svc list end. 

EISENHUT, I) 0 Division of Licensing. GL-B3-24 03/03/29. Long 

Island Lighting Co. 26pp. 19384.113. 24X P i c he: 30-000, B3/06/29, 

0306270395. 


B3Q7010009 Informs that during 1902, there were no challenges, to primary 
coolant ays safety h relief valves, per NUREG-0737. I t em 
II K, 3.3 

DALTROFF, 5 L Philadelphia Electric Co 03/06/27. EI6ENHUT, D. G. 
Division of Licensing. Ip. 19169:203. 24X F i c ho 30-277, 83/06/27, 

0307010009. 


830701 001 4 Forwards IE Insp Rept 30-322/03-15 on 830316-19. No 
noncompliance ncted. 

MARTIN. T T. Division of Engineering U Technical Programs. 83/06/13. 

POLLOCK, M 5. Long Island Lighting Co. 2pp 19124:320, 24X 

Fiche: 30-322, 03/06/13, G307O!OQt4. 


--B307O1O021 IE Insp Rept 50-3P2/B3-I3 on 830516-19 No non c emp 1 i anc « 
noted Major areas Inspected, licensee action on previous insp 
f 1 nd ing s» p reopera t Iona 1 test p r ogram, 1 n c l ud l n g test program 
status t/. implementation & tost procedure review 
NICHOLAS, >1. H. , QETTENRAUSEN, L. Region 1, Office of Director. 
03/06/15 11pp. 19124:322 24X F i c he 50-322, 63/06/1 3, B3070I00 1 4. 


8307010019 Requests that SER. Section 7.5.4 be amended to reflect 
current NRC requ i rements L util commitments for proposed 
plant comp utBr-based safety parameter display sys.per NUREG- 
0696 NUREG-0737, Suppl 1. 

DRUMMOND, F J Louisiana Power 6 Light Co. W3I83-0204. 03/06/27. 

KNIGHTON, G M Licensing Branch 3 lp. 19169:107 24X 

Fiche: 50-382. 83/06/27, 0307010019. 


8307010038 Forwards IE Insp Rept 30-3O9/B3-O8 on 830303-03. No 
noncomp l ianc c noted, 

STAROBTECKI, R Division of Project Resident Programs. 03/06/17 
KANDAZZA, J B Matne Yankee Atomic Power Co. 2pp. 19169:017. 24X 

Fiche: 50-309, 03/06/17, B307010D3B, 
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— S30701004? IE Insp Rept 5O-3O9/03-OB on 030503-05 Mo noncomp i iance 
noted Mdjor areas inspected licensee actions taken to comply 
W/NUREG--0737. I tern II . 0 2< "Design Revieu of Plant 
Shielding. " 

LAZARUS. W J. , KELLY* E. Region 1. Office of Director. GALLO, R. H. 
Division of Project It Resident Programs. 83/06/13. 7pp. 

191*9 019 24X Fiche: 50-309, 83/06/17, 03O7O1QG3B. 


8307010049 PNO-l -83-063: ott 03O624,whiIe performing enams per IE 
Bulletin 03-03 |< NUREQ-0313, s tres s carrasian cracking found 
in recirculation It RHR piping sys Crack uelded . Fac i 1 i ty in 
cold shutdown while evaluation continues 

EBNETERtS. , DURR.J, Region l, Office of Director. IEB-83-G2. 
33/06/24 Ip 19168:309 24X F i che ; 50-278. 83/06/24. 0307010049 


83070101 04 Application to amend License DPft-22, c hang i ng Tech Specs to 
comp ly u/N DREG -0 737 , Items II. F 11 ~ II. F. 1.6 re accident 
monitoring i ns tr umen tat 1 on* p or Generic Ltr 33-02. 

MUSQLF . D. Northern States Power Co GL-83-D2 83/06/24, Office 

of Nuclear Reactor Regulation# Director. 3pp. 19160:211. 24X 

FI ch e 30-263* 83/06/24, 8307010104 


--93Q7010I23 Proposed Tech Spec changes, restric ting employee overtime, 
requiring safety/relief valve failures & challenges to be 
reported & adding limiting condition for operation & 
surveillance requirements for RCfG sy* suction transfer, 
a Northern States Power Co. QL-02-12 03/06/24. 44pp. 

19168:214. 24X Fiche: 30-263* 83/06/24. 8307010104. 


8307010143 Submits info identifying electrical equipment important to 
safety per I0CFR3O. 49(g >. A1 * o submits schedules for 
qualification or replacement of remaining electrical 
equi pment. 

FIEDLER, P. B General Public Utilities - GPU Service Cnrp. 

IEB-79-O10 83/06/23, CRUTCHFIELD* [>. Operating Reactors Branch 3. 

1 3p p . 19169 259. 24X FI C h e : 50-21 9. 83/06/23, 0307010143, 


8307050016 Informs that intake structure crane fully complies 
w/Cu i del ine 7 of NUREG-0612* “Crane Design*" based on 
Franklin Research Ctr l< Dresser Industries studies 
UHRIOj R. E. Florida Power 4e Light Co. L-83-374. 83/06/28. 

CLARK, R A. Operating Reactors Branch 3. Ip 19193:005. 24X 

Flche; 30-335* 03/06/20, 0307030016. 


B307050Q23 Forwards response to Generic Ltr 02-33* Suppl 1 to 
NUREG-0737 * "Requirements for Emergency Response 
Capab 1 1 i ty . " 

BAYNE, J P. Power Authority of the State of New York. JPN-03-60. 
83/06/30. VASSALLO* D. Q. Operating Reactors Branch 2. 2pp. 
19220:310. 24X F i c h e : 90-333, 83/06/30, 8307050023. 


— 0307050029 Rev 0 to "Technical Guidelines for Emergency Operating 
Procedures “ 

LI SEND* R * CHILDS, W N. Power Authority of the State of New York. 
GL-02-33. 93/06/15, 52pp 19220:320. 24X Fi ch e : 50-333* 03/06/30* 

0307030023 


— 8307050034 Rev 3 to AP 2.2 "Procedure for Emergency Operating 
procedures." M/flve oversize drawings Aperture cards are 
available in POR. 

* Power Authority of the State of New York QL-B2-33. 83/06/03. 

53p p 19221:010. 24X Fi c he 50-333, 83/06/30* 8307050023. 


8307050064 Advises that environ qualification program for safety- 
related electrical equipment will be completed prior to 
fuel load Util in compliance id/ 10CFR30. 49 It committed to 
remain so even though design grandfathered. 

SCHMI DT» H. C Tfrias Utilities Services* Inc. TXX-3997, 83/06/28. 

YOUNGBLOOD. D J. Licensing Branch 1. 3pp. 19192 149 24X 

Fiche: 50-445* 03/06/30, 0307030064 


8307030136 Forwards procedures for pc s L-ac c i dent sample analysis I. core 
damage eya 1 |ia 1 1 on* p er NUREG-Q69Z (SER 5* Item II S3 & Section 
9.3. 2.4. GE interim dissolved gas analysis w/o krypton tracer 
expected by end of June 19B3. 

BQUCHEY. G D. Washington Public Power Supply System GO2-03-337, 
83/06/23. SCHVJENCER.A. Licensing Branch 2. 2pp 19199: OBO. 24X 
Fiche: 50-397. 83/06/23, 0307030136. 


0307030 l Q9 Forwards "Integrated Plant Safety Assessment Rept." for 
Sections 4. 9,4. 10. 2 It 4. 16. I re effects on pipe break on 
components inside containment 4: jet impingement criteria 
outside c ontai nment. Reques ts Tech Spec amend within 90 days. 

SHEA* J. Operating Reactors Branch 5 LS05-83-06-064 83/06/29. 

” J G Northeast Nuclear Energy Co. <subs. of Northeast 

), 8pp. 19199:197 24X Fiche: 50-245* 83/06/29, 03070301 B9. 


-•roposed commitment re turbine maint 
t will be submitted for 
ring QL SER Outstanding 
isue 

,wer Supply System. G02-83-521 . 
g Branch 2. Ip. 19199:230. 24X 


8307050211 Responds to Nov 1901 SER. sub sequent suppl correspondence 
I, Generic Ltr 82-33* Suppl 1 to NUREG-0737 requ i r emen ts for 
emergency response e apab 1 1 i fc i es. Human factors study & status 
rept re historical earthquake data end. 

VAN BRUNT* E. E. Arizona Public Service Co. GL-82-33. 83/06/30. 

KNIGHTON, G. Licensing Branch 3. 3pp 19194:183. 24X 

Fiche: 50-528* 83/06/30, 8307050211. 


0307030224 Responds to approval request for info collection re 
NUREG-0737 concerning clarification of TMI action plan 
requirements 6 related ord er s . Reques t approved through 
050930 under GMD Number 3150-0063 

SCURRY, N. Office of Management h Budget. OMQ 3150-0063. 83/06/17. 

SCOTT, S Document Management Branch. 2pp. 19261:029. 


B307050226 Responds to Generic Ltrs 82-28 82-33 & NUREG-0737* Item 

11. F. 2 re detection on inadequate core cool ing. Reac tor 
vessel level instrumentation ays will be installed before 
fuel lnad.for operator training It familiarization. 

MILLS* LM, Tennessee Valley Authority. GL-82-33. 03/06/29. 

ADEN8AM* E. Licensing Branch 4. 2pp. 19190:333. 24X 

Fiche: 30-390* 83/06/29*8307030226. 


9307030263 Discusses evaluation of emergency plan against requirements 
of App E to lOCFRSO.PIan acceptable. Forward* Suppl 1 to SER 
(NUREG-0B82). W/O end- 

THOMAS, CO, Standardization 8* Special Projects Branch. 03/06/14. 
ADCDCK, B. Defense* Dept, of, Defense Nuclear Agency. 2pp. 

19261:021. 24X Fiche: 50-170* 83/06/14* 8307030263. 


0307050270 Forwards marked-up FSAR pages for incorporation into amend 
to show conformance w/SRP (NUREQ-QBOO > . 

BQUCHEY, G D Washington Public Power Supply System. GO3-03-4BI. 
03/06/16. KNIGHTON, G. W. Licensing Branch 3, ilpp. 19199:202. 24X 

Fiche; 30-308, 83/06/16, 8307030270, 


0307050209 Responds to 030312 ltr informing NRC that License Condition 
2. C(21 ) < i ) ( iv) re containment high-ranga radiation monitors, 
satisfied per NUREG-0737* Item II. F, i. In-situ calibr of 
containment high-range monitor* verified. 

CLARK* R, A. operating Reactors Branch 3. 03/06/13. STEWART* W. L. 

Virginia Electric It Power Co 2pp. 19263:219. 24X 

Fiche: 30-339, 03/06/15, 8307030280. 


8307050333 Forward* draft technical evaluation rept, "Control of Heavy 
Loed* at Nuclear Power P lent * , LaSa 11 e Units l & 2 
(Phase II>," based on response to Section 3.1 of NURE0-06I2. 

SCHWENCER, A. Licensing Branch 2. 83/06/21. FARRAR, D. L. 

Commonwealth Edison Co. 2pp. 19262:007. 24X Fiche: 30-373* 03/06/21* 

8307030333. 


—8306240037 "Control of Heavy Loads at Nuclear Power Plants, LaQa 1 le 
Units i !< 2 (Phase ID," draft technical evaluation rept. 

JENSEN, S, A., STICKLEY* T. H. EG&G, Inc. FIN A-6437. 83/03/31. 

NRC - No Detailed Affiliation Given. 21pp. 19262:009, 24X 

Fiche: 50-373* 03/06/21 * 0307030333. 


8307030432 Forwards SER on review of 001213,820314 8* 0615 submittals re 
TMI Action Plan Item* II. F. 1.4, "Containment Pressure 
Monitor, " II. F. 1.3, "Containment Water Level Monitor" It 
II. F. 1.6 "Containment Hydrogen Monitor." 

CLARK* R A. Operating Reactors Branch 3, 83/06/17. GARRITY*J. H. 

Maine Yankee Atomic Power Co, 0pp. 19262:346. 24X 

Fiche: 30-309. 03/06/17, 0307050432. 


8307030450 Forwards safety evaluation re NUREG-0737* TMI Items II. F, 1.4* 
“Containment Pressure Monitor*" II. F. 1.3* "Containment Water 
Level Monitor #r It II. F. 1.6* "Containment Hydrogen Monitor." 

Item* resolved. 

VARGA, S A, Operating Reactors Branch 1. 83/06/14. BAYNE, J. P. 

Power Authority of the State of New York. 8pp. 19262:201, 24X 

Fiche: 30-206, 03/06/14, 03070504 30. 


B307030465 NUREG/CR-2883 VO I 

STUDY OF THE VALUE AND IMPACT OF ALTERNATIVE DECAY HEAT 
REMOVAL CONCEPTS FOR LIGHT WATER REACTORS. 

BERRY, D L,, SANDERS, G, A. Sandia Laboratories, FIN A-1226. 
SAND82-1 796. B3/06/30. Division of Risk Analysis. 100pp. 

19264:016. 


8307050471 NUREG-0938 

INFORMATION FOR ESTABLISHING B 10A8SAY MEASUREMENTS AND 
EVALUATIONS OF TRITIUM EXPOSURE. 

BRODSKY, A Division of Facility Operations. 83/06/30. 34pp. 

Available at NRC. 3.73. 19263:341. 


8307030479 NUREQ-0974 

DRAFT ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
LIMERICK GENERATING STATION. UNITS 1 AND 2. Docket No*. 30-332 
And 30-333. (Philadelphia Electric Company! 

a Division of Licensing. 83/06/30. 331pp. 19261:033. 24X 

Fiche: 50-332, 83/06/30, 0307030479. 
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03O7OSO403 NUREG-0483 VOS NOS 

SYSTEMATIC EVALUATION PROGRAM STATUS SUMMARY REPORT Data As 
OP May 31, 1983. {fluff Book) 

* Division of Data Automation 6 Management Information * Office 
Of Nuclear Reactor Regulation, Director 83/06/30 67pp 
19264: 200 


9307030490 NUREG-0994 

ENVIRONMENTAL IMPACT APPRAISAL RELATED TO SPECIAL NUCLEAR 
MATERIALS LICENSE NO. SNM-696. Doc k e t No. 74-734 
(GA Technologies, Inc. 1 

* Division of Fuel Cycle S, Material Safety 63/06/30. 69pp 
19264; 132. 


6307030522 Notifies of CRGR Meeting 41 on 830706 in Wa sh i ng ton, DC to 
review final rulemaking re fitness for duty for personnel 
w/one*corted access to protected areas l> NUREG-0849, "SAP 
for Review it Evaluation of Emergency Plans for Research. . . " 

gTELLQi V. Committee to Review Generic Requirements. 83/06/24. 
MATTSON, R. J. Division of Systems Integration (post 911003). 
JORDAN, E. L Division of Emergency Preparedness i> Engineering 
Response (Post 630103). CUNNINGHAM, R . E. Division of Fuel Cycle it 

Material Safety. 89pp. 19262: 172. 


8307060021 Discusses review of results of Rev 13 to emergency plan 
submitted by 021217 ltr per App E of 10CFR30, Sec t ion 50, 47 J, 

Reg Guide 1. l01,Rev 2 which endorses NUREG-0634. De f i c 1 enc 1 e s 
still exist in emergency plan. 

NDRDERHAUG, L. R. Region 3, Office of Director- 03/06/20. 
RODRIGUEZ, R. U. Sacramento Municipal Utility District. 3pp. 
19231:042. 24X Fic he: 50-312, 63/06/20, 0307060021 


0307060034 Request* determination of NRC ofc responsible for review 
of Tech Spec Section 60 re administrative c ontrfl 1 s < p er 
BTS (NUREG-0432 ) , by 930715. Jul meeting w/rev l ewers requested 
to effect tentative agreement by 630613, 

BCHNELL, D. F. Union Electric Co. ULNRC-641 03/06/30. DENTON, H. n. 
Office of Nuclear Reactor Regulation, Director Ip 19231:148. 94 X 

Fic he: 30-403, 93/06/30, 6307060034. 


0307060045 Respond* to SER Suppl 2 (NUREG-0892) t, TMI Action Item 
II. K. 3. 26 re surveillance requirements to ensure operability 
of back-up air supply sys Requirement on callbr of bottle 
gauges contested fc not included in Tech Specs. 

BOUCHEY, G. D. Washington Public Power Supply System. GD2-S3-932. 
83/06/22, SCHWENCER, A. Licensing Branch 2 2pp 19230:330 24X 

Fiche; 50-397, 83/06/22, 8307060045. 


030706-0076 Submits schedule changes for NUREG-0737, Item II. B. 3, 
"Post-Accident Sampling Capability. " Pos t-ac c i d ent sampling 
sys will not be fully operational by 630701 C l ar 1 f i cat 1 ons 
of util 021217 responses and. 

BROEHL, D. J. Portland General Electric Co. 63/06/26 E ISENKUT , D. Q, 
Division of Licensing. 3pp. 19238:241. 24X Fi c h e 30-344, 63/06/20, 

6307060078. 


9307060001 Sup p 1 s 010121 ltr re implementation of NUREG-0619 "BWR 
Feedwater Notzle it Control Rod Drive Return Line (CRDRL) 

Nojzle Cracking" Feedwater low flow controller Installed on 
both uni ts. Deta i 1 ed rept scheduled for 030930. 

DALTROFF, S. L. Philadelphia Electric Co GL-81-U 03/06/30. 

EISENHUT, D. G. Division of Licensing. 2pp. 19231:354. 24X 

FiC he: 30-277, 63/06/30, B307Q60081. 


0307060090 Responds to Suppl 1 to SER & Generic Ltr 02-33, Suppl 1 to 
NUREG-0737 re emergency c 1 a s s 1 f 1 c a 1 1 on sya.Enci Section 5.0 
will be incorporated in Amend 49 to DL application. 

DEVINCENTIS, J Yankee Atomic Electric Co. GL-82-33 03/06/27. 

KNIGHTON, G. U. Licensing Branch 3. lBpp 19231:149 24X 

Fiche: 30-443, 03/06/27, B307060090. 


8307060095 Responds to Containment Sys Branch draft SER Open Item 66 
Ad d 1 failure alarm located within control room unnecessary. 
Continuous indication will be functioning within 30 minutes 
of safety injection initiation per TMI Item II. F l. 

MCDUFFIE, M. A. Carolina Power Light Co. LAP 83-230 63/07/01. 

DENTON, H, R. Office of Nuclear Reactor Regulation, Director. 3pp 
19232:006. 24X Fi c h e ; 50-400, 83/07/0 1 , 8307060093 


6307060111 Forwards responses to draft Chemical Engineering Branch 
SER Open Items 146 t* 147 re schematics of sample lines h 
panels {per TMI Item II. B. 3) re post-accident sampling sys. 
MCDUFFIE, M. A. Carolina Power St Light Co LAP-83-233. 83/06/30. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 4pp 
19252:214. 24X F 1 c h e : 30-400, 83/06/30, 8307060 1 1 1 


9307060139 Forward* addl info on mild environ, per NUREG-0737, 1 terns 
1 1. F 1.4 re containment pressure monitor. III. 5 re 
containment water level monitor it II, F. 1.6 re containment 
hydrogen monitor, in response to 030601 telecopy ltr. 

FIEDLER. P B. General Public Utilities - GPU Service Corp. 03/06/30 
CRUTCHFIELD, D. Operating Reac tors Branch 3. 3pp. 19230:195 24X 

Flche: 30-219, 03/06/30, 8307060139. 


0307060177 Forwards response to 030311 request for addl info re 
NUREG-0737, Item II K 3. 20, "Qua 1 i f i ca t ion of Automatic 
DepressiTi ration Sys (ADS) Accumulators. u Current sys 
provides sufficient capacity to meet FSAR requirements 
MCGAUGHY.R W Iowa Electric Light 6 Power Co NG-B3-2233. 

83/06/30 DENTON, H R Office of Nuclear Reactor Regulation, 

Director 12pp 19249:234 24X Fi c he: 50-331 . 83/06/30, 0307060177. 


6307060176 Forwards "Procedures Generation Package, " in response to 
Generic Ltr 82-33, Suppl 1 to NUREG-0737 re emergency 
response capability. 

SCHUYLER. J O Pacific Gas & Electric Co GL-82-33 83/07/01. 

ElSENHUTrD G Oivnion of Licensing. Ip 19249:246 24X 

Fiche: 50-275. 83/07/01, 6307060176 


—8307060100 "Procedures Generation Package " 

SEXTON, J A. Pacific Gas 5. Electric Co GL -82-33 03/06/24 

37pp. 19249 247. 24X Fiche 50-275, 03/07/01, 8307060178 


6307060104 Forward* SER accepting corrective actions proposed in 
830316 if 0422 submittals for resolving leakage detection sys 
issues raised in Integrated plant safety assessment rept 
(NUREG-0021), Section 4 13 

CRUTCHFIELD. D Operating Reactors Branch 5 L505-83-06-062 

03/06/26 MAI ER, J, E. Rochester Gas l> Electric Corp 3pp 
19236:056 24X Fi c h e 30-244. 03/06/28, 03070601 B4. 


— 0307060187 SER accepting licensee actions proposed in 830316 it 0422 
submittals to resolve leakage detection sys issues raised in 
integrated plant safety assessment rept (NUREG-0B21 ) , Sec ti on 
4, 13 

* Office of Nuclear Reactor Regulation, Director. 03/06/28 3pp. 
19236- 059 24X Fiche: 50-244, 03/06/28, 0307060184 


0307060218 Informs that NUTECH analysis indicated that low-flow control 
mod K reactor water cleanup sys crosstie mod detailed in 
NUREG-0619, not required at fac i 1 i ty Vendor rept will be 
submitted by Q3Q816. 

MILLS, L. M Tennessee Valley Authority 03/07/01 DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 19248:361 
24X Fiche: 30-259, 03/07/01 . 33070602 1 B. 


6307060227 Notifies that submittal of generic program w/BkW Owners 
Group, in support of revised manual reactor coolant pump trip 
criteria per NURE0-0737, 1 t em 1 1 . K. 3. 5, d e l ay a tf until 330930 
WEST AFER , G R. Florida Power Corp 3F-O703-O2 63/07/01. 

EJSENHUT, D 0 Division of Licensing. ip 19249:034 24 X 

Fiche: 30-302. 03/07/01, Q307060227. 


8307060234 Forwards responses to Procedures i Sys Review Branch draft 
SER Open Items 194, 193 U 217 Responses cover NSSS review of 
low-power tes t i rig . p o wer ascension & emergency operating 
procedures per NUREG-0737 

MCDUFFIE, M. A Carolina Power * Light Co IAP-03-234 03/07/01. 

DENTON, H. ft. Office of Nuclear Reactor Regulation, Director 4pp. 
19239:356 24X Fi c h e 50-400, 63/07/01 , 0307060234 . 


0307060257 Forwards "Detailed Control Roam Design Review Program Plan 
for SNUPPS, " in response to Generic Ltr B2-33, Suppl 1 to 
NUREG-0737. "Requirements for Emergency Response 
Capability. " 

PETR 1CK, N A. Standardiied Nuclear Unit Power Plant System 
GL-02-33. 83/06/30 DENTON, H. R. Office of Nuclear Reactor 

Regulation, Director lp. 19230:263 24X Fi che 50-000, 03/06/30. 

8307060257 


— 8307060264 "Detailed Control Roam Design Review Program Plan for 
SNUFPS. " 

* Standardiied Nuclear Unit Power Plant System OL-82-33 
83/06/30 I7pp 19238:264 24 X Fiche: 50-000, 83/06/30 . B307060257. 


8307060250 Comments on DES (NUREG-0972) re plant opera 1 1 on. fleques ting 
public comments after decision supporting issuance of QL 
made inappropriate 

LOTCHIN, P Affiliation Unknown, 03/07/01. Division of Licensing 
3pp. 19239:303 24X Fiche: 50-400. 83/07/01 . 0307060250. 


8307060263 Forwards safety evaluation of SEP Topic HI-1 re integrated 
plant SAR (NURE0-0821 ) , Sec t ion 4,7, "Classification of 
Struc tures, Sy s it Components " Info supplied B30124 
acceptable to resolve open items in Section 47 
CRUTCHFIELD, D. Operating Reactors Branch 5. LS0S-83-06-061 . 

63/06/20. MATER, J, E. Rochester Gas U Electric Corp 9pp. 

19239:294. 24X F 1 c h 0 : 50-244, 03/06/28, 0307060263 


0307060265 Forwards "St Lucie Units 1 t< 2. Turkey Point Units 3 it 4 
Detailed Control Room Design Reviews Program Plan," per util 
030415 commitment re Suppl 1 to NUREG-0737. 

UNRIG, R E Florida Power 6 Light Co. L-03-3B3 83/06/30 

E ISENHUT , D G Division of Licensing lp. 19239:184 24X 

Fiche: 50-309, 83/06/30, 0307060265 
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93 ?tem°? 7 9 r^ [<Vi 5 f 5 ***** 02O4 26 response to restart SER (NUREQ-0916) 
Item 17 re early operation of loose parts monitoring sus 
*;* taUati<,n * opera t ion of sys 9 l,url 

CRU^CHF^^* °> eT * bi ™ af Pl*»t Item 17 resolved 
03/07/01 MAiPR 0 P * e ^ atl o 9 Re actors Branch 5 LSO5’03-O7~OO1 . 

19239 10 ^ ? ««cf>ester Gag 6 Electric Carp 2 pp. 

19239.102. 2-1 X Fiche: 50-244, 03/07/01 ,0307060269 


0307070110 Comments on NRC policy statement on safety goals 
•valuation plan U proposed rule 10CFR50 re policy statemen 
□ n severe accidents It related views on nuclear reactor 
regulation. W/respec t to value of PRA studies. 

B I ALIK, E l. New York* State of. 40FR16O14. 03/06/30. 

L Services Branch. Ip. 19294:092 


re 

t 


Doc k e ting 


0307060270 Requests mod to NRC 030330 order confirming licensee 
Si!" Post^mi^related i ssues, a Hawing e„ „ 

^ Eo -° 737 - ” ■-* 5 ro.t-*c«iS.»* 

sroLz ' j 

Ficte: 30-321,03/06/20,0307060270 . 


8307070110 Comments on NRC policy statement on safety goals re 
•valuation plan & proposed rule 10CFR50 re policy statement 
on severe accidents it related views on nuclear reactor 
regulation w/respect to value of PRA studies. 

BIALIK, E. I New York. State of. 48FR10772 023. 03/06/30 

Docketing 6 Services Branch, Ip. 19294:092. 


n««P 0 nd> to 830602 Ur re viola*.,,,, 4 propose imposition 
e ? a ** i 9 5 ln rE Insp Repts 50-269/03-11, 

Z ?u‘ ? *°- Sa7/a *-' ‘ Corr.o t ivo aotion: proc.dius 
per THE Item I. C. 6 reviewed. 

TUCKER. H. 0 Duke Power Co 03/07/01. Director's Office, Office 

<l n *cn C ^ iQn aT1d En * DTC 21pp. 19230:352 24X 

Fiche: 50-269,03/07/01. 03O7O6O27S. 


S 3 SCT 4 2 onUrmItnrc d ‘, r ' Vl ^f r< "" : »«l i»f» in r.ipon.. to 

HER Confirmatory Issue 21 re suppression pool temp limits 

^dresses p lant-sp ec i f ic inf o, analyses & assumptions to 
* criteria given in NUREG-0703. 

03/06/29 R Y 0 ilSo 5 t V nin n J E . l * t: * 1 ' ic Illuminating Co. PY-CEI/NRR-0057. 

J^5 B ^ 0D,S - J Licensing Branch I. 15pp. 19234 191 

24X Fiche: 30-440.03/06/29, 03O7O6O277 


8307060366 Forwards responses to NRC findings 
conducted on 83G406-O7r p tr SER, NUREG-0057 
VAN BRUNT. E E Ar l i ona Public Service Co 
03/07/01 KNIGHTON. 0. Licensing Branch 3 
Fi che; 30-928, 83/07/0 1 , 8307060360. 


of Power Sys site audit 

ANPR 24226-WFQ/. 

Upp 19236: 22B. 24X 


Ts;“" dl r€V !«“ * •val UJ tJo n pf .m.r,.™,, 

App E to 10CFR50 requirements b Rev 1 to Reg Guide 2.6. 

& sh0K,ld b * implemented within 120 days, 
p ° M 4 S ^ n<,ar ^ l . £atittri * sp * clal Projects Branch. 83/06/24 
KtHK. w. h. Michigan. Univ. of. 4pp. 19299 351 3 dY 

FKhe; 30-002, B3/06/24. 0307060413. 


B3O706048I Advises that onsite & offsite emergency preparedness 
adequate & plans upgraded per NUREC-0737. Item III.A.2 1 Item 
c o m p 1 e te. 


camp 1 e te 

STOLZ.J F Operating Reactors Branch 4 
Toledo Edison Co. 2pp, 19299 124 
0307060481. 


83/06/17. CRDU5E, ft. P. 
24X Fiche 50-346, 03/06/17. 


83 2 70 w?? 6 l;“ T,liards ^avised Vo Is 1-3 to "Environ Equipment 
uual i f ic ati an l?ept for Safety-Related Equipment.” Rev 
provides response to concerns raised in SuppI 3 tD SER 
< NUREG-0B92 >, 

BOUCHEY, G. D. Washington Public Power Supply System. IEB-79-01B 
03/06/30. SCHWENCER, A. Licensing Branch 2 3pp. 19295:133 24X 

Fi che: 30 - 397 , 83 / 06 / 30 , 0307070006 . 


0307070013 Revised Vols 1-3 to "Environ Equipment Qualification Rept 
for Safety-Related Equipment. " 

* Washington Public Power Supply System. IED-79-01B. 83/07/31 

1220pp. 19295:141. 24X F 1 C h *: 30-397. 83/06/30, 0307070006 


0307070021 Advises that installation t calibr of SA-Jl monitors 
complete V monitors fully operational per TMI Item II. F 1.1. 
Integration of instruments into other plant operating h 
emergency procedures Sc operator training incomplete, 

FAY,C.W Wisconsin Electric Power Co. 83/06/29 DENTON, H. R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3, 2pp. 19293:232 24X 

Fi c h« ; 50-266, 03/06/29, 030707002 1 . 


8307070054 Forwards comments on OES re operation of facilities 
(NUREG-Q972) . Opln ion* it calculations presented do not 
necessarily reflect Pennsylvania 5tate Univ position 
LOCHSTET, W. A. Pennsylvania State Univ. 83/06/30. Division of 
Licensing. 5pp 19293:261. 24X Fi* h e ; 50-400. 03/06/30, 0307070034. 


8307070003 Forwards comments on DES. NUREQ-0972 Harked -up DE5 pages 
correcting typographical errors & containing minor comments 
tncl. 

HURFORD, W. J. Carolina Power & Light Co LAP-83-290. 03/07/05. 

EISENHUT, D Q, Division of Licensing. 20pp. 19293 138 24X 

Fi che 50-400, 83/07/03, 8307070003. 


8307070114 Comments on proposed rule 10CFR50 re policy statement on 
severe accidents St related views on nuclear reactor 
regulation. Opposes use of PRA studies, 

BIALIK. E. 1, New York. State of. 40FR16O14 006. 83/06/30. 

Docketing & Services Branch. ip. 19293:345, 


0307070115 Forward* "Pressurijer Safety St Relief Line Evaluation 
Summary Rept. " per TMI Item II. D. 1 containing result* of 
second iteration of thermal hydraulic evaluation 6 
structural analysis on piping it support*. 

CAREY, JJ Duqueme Light Co 83/06/24. VARGA, 3. A. Operating 
° rflnCh 1 2 PP* 1 9267 : 265, 24X Fi ch e : 50-334, 83/06/24, 

8307070 1 i 5. 


— 8307070119 ,J Pr essuri *er Safety St Relief 
NO.C.K, Wes t i ngh ouse Electric Corp. 

Duquesne Light Co, 03/06/30 7Ipp, 
Fiche: 50-334, 83/06/24, 0307O7OH5. 


Line Evaluation Summary 
SMITH, L. C. , CHANG, K. C. 
19267:267. 24X 


Rept. 


0307070120 Forward* response to 830511 request for addl inf 
NUREG-0737, Item II. K. 3.20, "Qua 1 i f lea t i on of Automatic 
Depressurization Sys <ADSJ Accumulator Sys. " Accumulator 
leakage is of negligible concern. 

ZIMMERMAN, 5. R. Carolina Power it Light Co. 

VASSALLOi D. B. Operating Reactor* Branch 2 
Fiche: 50-324, 03/07/05, 0307070120. 


LAP -03-202. 83/07/05. 

18pp. 19294:130. 24X 


8307070143 Comments on proposed rule re NRC policy statement on 
safety goal development program. Opp os e s rule, 

FREY.D G Sassafras Audubon Society, 48FR 10772 024. 83/07/03. 

Office of the Secretary of the Commission. Ip. 19294:160. 

8307070176 Forward* plant-unique analysis rept, Vols 1-7, demonstrating 
primary containment sys design adequacy t restoration of 
original design safety margins per NURE0-0661. 

RYBAK, B. Commonwealth Edison Co. 6046N 83/06/27. DENTONj H. R. 

° F rJuclBar Reactor Regulation. Director. 2pp. 19290:001 
24X Fiche 50-000, 03/06/27, 8307070176. 


8307070178 Submits partial response to 021203 request r* Oeneric 
;*•» a- 2 * «• NURE0-0737. It.m H E. A. 2 for propo’.i T.c' gji" 
incorporating seal leakage test of containment purge St vent 
*° license will he submitted by 030031. 

CROUSE. R. P. Toledo Edison Co. 963. 03/06/30. 9T0LZ,U F 

Operating Reactors Branch 4. Ip. 19269:335 24X 

Fiche: 50-346, 83/06/30, 0307070178. 


issues associated w/NUREG-0612 r» 


I- ot war a s synopsis 

control of heavy loads, as discussed in 030617 telcon. 
Responses to open issues must be provided within 30 days of 
1 tr date. * 


VARGA, S. A- Operating Reactors Branch 
Wisconsin Public Servic# Corp. 13pp. 
Fiche: 50-305. 83/06/21,0307070232. 


1. 83/06/21. 0 IE8LER, C. W, 

19362: 227. 24 X 


83 nf°I^ 1 ? 0f • mar 9 sr 'cy plan per requir.m.nts 

of App E to 10CFR50 St Rev 1 to Reg Guide 2. 6. Plan 
acceptable. Implementation should be accomplished within 120 
days. 

C st *[ dar J i **tion «< Special Projects Branch. 03/06/24. 
;™[” L t ^ s *achusett* Institute of Technology. 5pp. 19300:339 

24X Fiche : 50-030, 83/06/24. 8307070515. P 


tm? 8 ?? 30 ^ r “ ards response to NRC 030511 Itr requesting addl info re 
TMI Item II. K. 3. 28, "Qua I i f I c a 1 1 on of Au tom* t i c P * 

Depressurization Sys IADS). " Designated allowable leakaae 
criteria for AD5 is uro. 

MU50LF, D Northern States Power Co. 63/06/20. 

Reactor Regulation. Director. 6 pp. 19351:316 
Fiche: 50-263, 03/06/20, 0307080030. 


Office of Nuclear 
24X 


8307070103 Submits supporting info on lifting devices to be used in 
transporting activated reactor components to licensed 
d i spoa 1 9 I te. Design of proposed lifting device adequate to 
withstand dynamic load* imposed by overhead handling sys. 
SINCLAIR. J. 0. Vermont Yankee Nuclear Power Corp EVYB3-67 
03/07/05 VASSALLQj D. B Operating Reactors Branch 2 2pp 
19294 ' J j 5. 24X Fiche: 50-271. 03/07/05. 0307070103 


0307000169 Generic Ltr 03-20 to all licensees of operating reactors, 
applicants for OL Sr. holders of CPs re required actions based 

Z'tAZZVi i ffl{>ncatloni of s * lem ATW9 events. Svc list end. 
EISENHUT, D. Q, Division of Licensing. GL-03-20. 83/07/00. 

Consolidated Edison Cp. of New York, Inc. 38pp 19669 1 269 2ax 

Fi che: 50-000. 03/07/00, 8307000169. ** 
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9 Forwards backlit cost Figures For addl 
1 B3O20B request. Cost figures For 20 uti 
tted 8304 11. 

LOTTE, j Regulatory Reform task Force. 
NO, N. Commissioners 2pp. 19363: 313. 
3-000. 93/06/22. 8307080239 


seven utils per 
* 

03/06/22 
24 X 


-9307000452 Conunonti on DBS for Stag i t/Hanfor d Nuclear Plant. CIS flawed 
in scope l< content & fails to recognlje existence of 
Yakima Indian Nation. No significant adverse impact 
addressed Comment may not be used in proceedings 

JIM. R Yakima Indian Nation 48FR10772 025 83/06/30. BLACK, R. 

NRC - No Detailed Affiliation Given Ip. 19347 221 24X 

Fiche 50-322, 03/06/30, 0307000443 


321 Forwards backfit cost info for facility, per NRC B3020B 
st. Category 1 imposed by NRC re g u la t i o ns / orde rs , 
ary 2 imposed by NRC bulletins 6 NUREG-0737 
rements 6 Category 3 Initiated by util. 

■ J. D. Consumers Power Co 83/04/14 TOURTELLOTTE, J. 
story Reform Task Force. 3pp. 19363:315. 24X 

: 30-000. 83/06/22, 8307080239 


8307080456 Memorandum S. order denying 5tate of Nil 830526 objections to 
ASLB 830511 memorandum 6 OTder granting summary disposition 
of State of NIH Contentions 9 6 13. 

HOYT . H F. Atomic Safety and Licensing Board Panel ISSUANCES QL. 
83/07/06 New Hampshire, State of 9pp. 1934 7:228. 24X 

Fiche: 30-443, 63/07/06, 8307080456 


3 Forwards safety evaluation re 
IF 1.4. "Containment Pressure 
iment Water Level Monitor,*' 6 
1 Monitor. 11 Items resolved. 

A Operating Reactors Branch 
& Michigan Electric Co. 9pp. 
5-31 3, B3/D6/O0, 0307000288 


util responses to NUREG-0737. 
Monitor, " II.F.1.5, 

If. F. 1.6, “Containment 

1. 83/06/00. DOLAN, J. 

19363:304. 24 X 


7 Interim deficiency rept, Item M-B7, re del 
i to to assure design output documents cant 
» erection L insp criteria, Initially repor 
lepor tab i 1 ity per f 0CFR30. 35( a 1 not yet de 
3, J, Cincinnati Oas ic Electric Co. IOCFR 
I, J. G. Region 3, Office of Director. 2pp 
5-350> 83/06/30. 0307000327. 


ign control process 
a i n 

t ed on 
t ermt ned 

030 33E 83/06/30. 

19330: 147. 24X 


8307080300 Forwards FR notice of availability of DES (NUREG-09741, 
5CHWENCER, A. Licensing Branch 2 83/06/24. CHERRY, M Cherry, 

M. M. /Cherry, Flynn ic Kanter. 4pp 19365 031. 24* 

Fiche: 30-352, 63/06/24,83 07080300 


--0307060510 Notice of availability of DES < NUREG-0974 l . 

SCHWEMCER . A. Licensing Branch 2 83/06/24. 3pp 19363:053. 24X 

Fiche: 30-352, 83/06/24, 8307000500 


— 0307000322 Forwards notice of availability of RES ( NUREG-0974 > . Reques t 
for comments being sent to appropriate agencies FES will be 
prepared after receipt of comments. 

EC HWENCER, A. Licensing Branch 2 83/06/24. WILSON, K. 

EnvlToniTien ta 1 Protection Agency. Ip. 19363:038. 24X 

Fiche: 50-332, B3/06/24, 8307080300. 


3 Forwards program description schedule for resolving 
*37, Item II. K. 3. 3, "Automatic Trip of Reactor Coolant 
Program completion scheduled for ond of i 983. Re si/l ts 
jsis & training dates will be communi ca ted by 831231. 

W Q Northeast Nuclear Energy Co. (subs, of Northeast 
»•>. COUNSILr W, G. Northeast Utilities A03074 03/07/01. 

r, D. G. Division of Licensing. 7pp. 19350:306 24X 

>-336, B3/07/01, 830-7000353. 


1 Forwards response to 030610 request for addl info re 
,ogy used to perform safety analyses supporting Cycle 
;ion. Analyses performed based on C-E Owners Group 
I- 1 99 in response to NUREG-0737* Item 1 1 . K, 2. 17, 

W. G. Northeast Nuclear Energy Co (subs, of Northeast 
H>. CCJUNSIL, W. G. Northeast Utilities A03323. 03/07/01 

A Operating Reactors Branch 3. 9pp. 19349:315. 24X 

»-336, 83/07/01, 03O7OBO4OO. 


I Farwardi "Program Plan For Control Roam Human Factors Review 
ir Creek Nuclear Generating Station," per emergency 
i capabilities. 

P. B. General Public Utilities - GPU Service Corp 03/07/01. 
IT, D. Q, Division of Llcunstng. 2pp. 19347:280. 24X 

>-219. 83/07/0 J , 8307080424. 


1 26 "Program Plan for Control Room Human Factors Revleu at 
Creek Nuclear Generating Station " 
ieral Public Utilities - GPU Service Corp. 03/06/30. ?6pp 
290. 24X Fiche: 50-219, 03/07/01, 9307000424 


■ Forwards safety evaluation of util B21203 response to 
e-d plant safety assessment rept ( NUR EQ-Q024 1 , Section 
i ventilation sy s . L os s-of- ven 1 1 la l i on tests U 
procedural & design mods acceptable. 

Operating Reactors Branch 3. LS05-B3-07 -002. B3/07/05 

W. G, Northeast Nuclear Energy Co (subs, of Northeast 
S>. 2pp. 19346: 132 24 X F i c h e : 30-245, 03 /07/O5, 03070004 34. 


3? Safety evaluation accepting util 031203 response to 
ated plant safety assessment rept <NUREG-0624 ) , Sec t i on 
re ventilation sys, based on listed procedural V. 
re mads. 

ice af Nuclear Reactor Regulation, Director. 03/07/05. 5pp. 
: 154. 24X Fiche: 50-245, 83/07 /OS, 0307080434 , 


Forwards response to Reg Guide 1 97. Rev 2 "Instrumentation 
t-Water Cooled Nuclear Power Plants to Assess Plant 
ns During & Following Accident," per NUREG-0737, 
re emergency response capability. 

,F.J. Louisiana Power l< Light Co. B3/07/06. DENTON, H. R. 
f Nuclear Reactor Regulation, Director. 47pp. 19347: 15B. 

e; 50-302, 03/07/06. 9307080442. 


— 0307000523 Advises that DES issued Notice of availability «ncl.W/o 
DES 

ECHWENCER, A Licensing Branch 2. 03/06/24. BAUER, E. G 

Philadelphia Electric Co. 4pp_ 19363 059 24X 

Fiche: 50-3 32, 03/06/24, 8307080500. 


— B307090527 Forwards DEE <NUREG-Q974> for review fc tomirients Comments are 
duo within 45 days after FR p ub 1 i c a t i on. W/o encl 

SCHNENCER, A. Licensing Branch 2 83/06/24. WOOD. J M. Commerce, 

Dept, of* Natl. Or eanog r ap h i c h Atmospheric Administration 3pp 
19363:063. 24X F 1 c h e: 50-352, 03/06/24 , 030 70B030D. 


0307080343 Forward* Equipment Qualification Branth request for addl 
Info re NUREG-0737, Item II. D. 1 re review af NEDE -2490B-P. 

For specific sa f ety /r a \ \ s f valves employed at plant, 
applicability of generic test results must be justified. 
5CHWENCCR. A. Licensing Branch 2. 03/06/27 BAUER, EG, 

Philadelphia Electric Co. 4pp 19365:043 24X 

Fiche: 50-352, 03/06/27, 0307080543. 


S3 Q7 OS 0590 NUnEG/CR-3236 

REPORT ON TRACE OAS MEASUREMENT BY LASER IONIZATION WITH 
APPLICATION TO ELECTRICAL INSULATOR AGING STUDIES. 

SMITH, A V. Sandia Laboratories. FINA-I031 5AND03-O633. 
03/06/30. Division of Engineering Technology |9pp. 19365:301, 


0307060592 NUREG/CR-3304 

MECHANISTIC MODELING AND CORRELATIONS FOR POOL ENTRAINMENT 
PHENOMENON. 

KATAOKA. I > ISNII.M. Arganne National Laboratory FIN A-2026 
ANL-83-37. 83/06/30. Division of Accident Evaluation. 04pp 

19365: 323. 


0307060596 NUREQ/CR-3007 

INVESTIGATION INTO THE FEASIBILITY 
SHIPP INC FORMS 

MISHIMA.U. , LINDSEY, C. G- Battetlfl 
Northwest Laboratory. FIN B-2424. 
of Risk Analysis. 166pp. Aval lab 


OF ALTERNATIVE PLUTONIUM 

Memorial Institute, Pacific 
PNL-4307. 63/06/30. Division 

l* at NRC. *6.00 19365:135 


8307080602 NUREG/CR-3338 

FLOW REGIME TRANSITION CRITERIA CONSISTENT WITH TWQ-FU/ID 
MODEL FOR VERTICAL TWO-PHASE FLOW. 

MISHIMA* K, . I SHI 1 , 11 Argonne National Laboratory FIN A-2026. 
ANL-B3-42 63/06/30. Division of Accident Evaluation. 59pp 

19365: 073. 


8307080605 Requests encl comments k responses re NUREG-0933. 
"Prioritiration of Generic Safety Issues” be placed in PDR 
SPEIS, T. P. Division of Safety Technology B3/06/2I. Public 
Document Branch, tp. 19364; 242. 


Comments on NRC policy statement on evaluation plan for 

oal development program. — S307CB0609 Comment* on draft NUREG-0933, "P r i or 1 1 1 lat I on of Generic 

Yakima Indian Nation. 48FR10772 025. 83/06/30. CHILK, S. J. Safety Issue*. “ NRR has taken important first step in 

f the Secretary of the Commission 2pp. 19347:205. 24X resolving large number of safety <* licensing matters- 

-522,83/06/30,0307080445. Conservative estimates unnecessary for ranking. 

REULAND, □. Electric Power Research Institute. 03/04/19. 

MINNERS, W. Office o-f Nuclear Reactor Regulation, Director I5pp 
1 9364: 243. 
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G337u3^&4-. Fc'-arji 'Control cf Heavy Loads- St Lucie Plant. Unit 2 
fF**s* l '■ ■ ' terirical evaluation r»pt 

► TilCMTe?. G W Licensing 3ra-.:r 2 TaC 47015 S3/06/17 t/HRJG>R.E. 

Flsrij* >”C-»r !, Light c- 2pp 19264 ISO 24* 

Pu^Vf I '/'.jS’?, yJr-G*/ 17, 330?Sai)t44 


©30 70=70 1 3 2 t <L'5 EG /Cm™* f 70 V02 

MATER I A. 1 ..:; SCIENCE % TECHNOLOGY DIVISION LIGHT -WATER™ 
pea: TCP SAFE Tv WSSSARCH PFGvjPAM Guar ter ly Progress Report. 

April-J^r o IV32 

SHAC».W j , REST . j , HASSN-a. T F Argonne National Laboratory. FIN 
A -20 1 ft ANL-82-42 CCi. 3 63/ 06/3 0 Division of Accident 

Evaluation M5?p 193*6 145 


S.ij7 1 1 CC-3 ' Respond* to NFC request For adJl info re SES Confirmatory 
Issue 7 'Cc.rpcnent Supports " Results of evaluation in 
Pnase II indicate that 175 supports l< lc anchors acceptable 
DGVCHEv. C D wash tngtcn Public Pouer Supply System. G02-S3-284. 
83/OA/33 SCHUEHCER.A Licensing Branch 2 llpp 19374; 214. 24X 

Fiche 5 0-397. B3/06/30. 83071 10007. 


6207UC-012 Por,j»rds response to S£.R Section 7 7 2. Question 222 03 re 
Qualification of control sys Response closes open item in 
Section 7 7 2 ?. trill be incorporated into upcoming 
FEAR amend 

VAN BRUNT, E E Arjxorra Public Service Co ANPP-Z4225-WFG/. 
83/07/01 KNIGHTON, G Licensing Branch 3 6pp. 19374 203 24X 

Ft c he 50-523. £3/07/01, 03071 10012 


Q30711C053 Responds to 830531 Itr transmitting draft technical 
evaluation r*pt re control of heavy loads. Comparison of 
West ingn oust spec For manipulator cranes u/ANSI B30 2 
releaved devices meet both specs 

TUCKER. H D Dole Po^er Cd 83/06/23 DENTON, R R Office of 

Nuclear Reactor Regulation. Director ACENSAM. £ Q Licensing Branch 

4 2pp 19373 24 5 24* Fiche 30-413. 83/06/23. 83071 10053 


8307 110143 Forward s list of post-accident sampling sys items identified 
during functional testing requiring r e»o lut i on. per 
NUREG-0737. I tern II B. 3 Other aspects oF tys acceptable. 

BRQEHU.D J. Portland General Electric Co. 03/07/01. EISENHUT i D. Q. 
Division of Licensing. 3pp. 19373:028. 24X Fiche : 90-344# 83/07/0 1 > 

03071 101 43 


83071 10228 Forwards revised emergency response capability 
implementation plan schedule & submittals to reflect new 
submittal dates of 890101 for control room review program 
plan & 890701 for summary rept per Supp 1 to NUREG-0737. 

WULLER, G E. Illinois Power Co. U-0647. 03/07/03. SCHWENCER# A. 

Licensing Branch 2. 9pp. 19376:107. 24X Fi c h e r 30-461 # 03/07/03# 

8307110228 


0307110232 Forwards response to request for addl info re NUREQ-Q7C37i 
Items IIP. 1.4. II. F. 1. 3 tt II, F. 1. 6# re containment pressure, 
water level & hydrogen monitors to complete 
post-imp lamentation review. 

BASKIN, K P. Southern California Edison Co 83/07/07. 

CRUTCHFIELD. D, Operating Reactors Branch 9. 13pp. 19380:010. 24X 

Fiche: 90-206, 03/07/07# 8307110232. 


8307110257 Submits proposed schedule for completing Tech Spec review 
& issuance. Issuance of Tech Spec Election* t~3 expected 
prior to fuel load date of 040402. 

SCHNELL. D F. Union Electric Co ULNRC-642 83/06/30. DENTON# H. R. 
Office of Nuclear Reactor Regulation# Director 2pp, 19374- 260 
24X Fiche; 50-403. 03/06/30. 83071 10297. 


0307110275 NUREQ-0540 VOS N03 

TULE LIST OF DOCUMENTS MADE PUBLICLY AVAILABLE. March 
1-31# 1903. 

* Division Df Technical Information t* Document Control. 03/06/30 
600pp. 19300; 299. 


submits updated schedule for completion of responses to 
NUmEQ- 0737 Sup p 1 1 cn emergency response capability re 
safely parameter display sys Update based on reevaluation of 
fuel 1 oa d schedule 

DRUMMOND, F j Louisiana Psjtr t. Light Co W3PS3-2215. 83/07/03. 

KNIGHTON, G w Licensing Branch 3 2pp. 19373 243 24X 

Fiche 50-303. 33/07/05. B3071 10055 


8307110290 Forwards WCAP-10230, "Evaluation of Acceptability of Reactor 
Vessel Head Lift Rig, Reactor Vessel Internals Lift Rig.Laad 
Cell & Load Cell Linkage to Requirements of NUREG-0612" Sc 
responses to NRC recommendations, 

ALEX ICH. ft P Indiana Sc Michigan Electric Co. AEP: NRC: 09140. 

DENTON# H. R . Office of Nuclear Reactor Regulation, 

3pp. 19378:332 24X F i c h e : 90-3 i 5# 83/07 /OS# 0307 1 1 029Q. 


03/07/05 
Dir ec tor. 


&3 2/a l Jnct fr0rU * T<, * t<fc<n co;,lt5 SuppI 2 to SER <NUREG-0B30# Sup p | 2). 


YOUNG BLOC 1 C-i B 
Electric Co 


J licensing Branch 1 33/06/28 SCHNELL. D F. Union 

3pp 19296 297 24* Fiche. 50-453. 83/06/28. 8307 1 10076. 


B307U0032 N'JRF.G/CR-2843 V03 N4 

CRAULIC ANALYSIS RESEARCH PROGRAM QUARTERLY 
REPORT. JL'LY-SEPTEhBER 19S2 


THOMPSON. Sl Sand:* 
63/06/29 Division 


Laboratories FIN A-1S05. SANDB 2 - 1 7E8, 
of Accident Evaluation Bipp 193SB 099 


9307 ] 1 0037 NUREG/CR-2915 

* Ull3A ' iCE 0F DlGRAPH-MATfi IX ANALYSIS FD 
INTERACTION STUDIES 

2™?/, ■ SaCKS ' I J ' S#IITH,e. F Laur.oc 
FJN A-0403 UC ID-17497. 83/03.3! Divtsto 

-03 p Available at NSC *4 75 19308 013. 


SYSTEMS 

yermore Laboratory, 
of Safety Technology 


320711006'- NUSEG/BR-0069 

J B! n^?:f!! ,C i" 0N ° U,DE F ° B SAEE SUARUS INFORMATION 
♦ 0, vis, go n, Steur.t, 60/05/31 2Sp p i, 3s3 074 


5wr Duner5 orou '’ response t0 
‘ r ,8 ‘ d Oepresaur 1 iat ion 

huL*, E i ? tl0n 0f hl5h pressure permissive «, 

vX«all ’d S “«« 1-v.l ««;»#»!! 

Fi «< 53-103. 83/04/03. S307l|09n ‘ 4 * 


G30T1 10124 NUHEo/CR-3313 

wS J vw ! wS ,, ?F=ss. , «sat«„. 

»#.t. iun.,.. Pn , 47pp 

B3071 10135 NUREG/CR-291 3 
TWO-PHA^fc jc T LC ADS. 

wsida.no . s g , Thompson, s l . tomackh n - 
A-I205 SANDB2-I935 83/03/31 ~ °n° sandia Laboratories 

Tethrolcjy 19307 o(ff of Engmeering 


fin 


Evaluation of Acceptability of Reactor Vessel Head Lift 
Rig, Reactor Vessel Internals Lift Rig, Load Cell 6 Load Cell 
Linkage to Requirements of NUREG-0612. " 

SANDNER.H H We s t i nghous e Electric Carp, AEP : NRC • 09 1 4G 
8307110290 13 ° PP ‘ 19370:334 24 * Fiche: 30-319, 03/07/05# 

B20711030B NUREG/CR-2843 V04 

REPaS?l-0c™SeR L - C 0ECE™^ S ,TO2 EARCH Pna0R ''" aUABTERLY 

03/Si/^ ,S L n. 5 ?"? 14 Laboratories. FIN A-1209. SAND02-1700. 

02/06/30 Division of Accident Evaluation. 73pp 19308 : 101 . 

8307110313 NUREG-0983 

SAFETY EVALUATION REPORT RELATED TO THE RENEWAL OF TWF 

□P E ~ir„ U « NSE FDR ™ E "ESEARC,. REACTOR A? T H f UNIVERSITY 
OF TEXAS. Docket No, SO-192. (Univ.r.it, „f T.,..".# a! I 

*4 i?S 8 3 f 239 C ‘ n ^; 9 F 1 100 P"- Ava i lab 1 e at NRC. 

1^303 239. 24X Fiche; 90-192# 83/06/30, 0307 1 1 0313, 


dflve return 

NUREO-OA?? M*d“ rn ^ ‘" ,pl<!men ‘4t*Fn schedule for all 

l3/07>07 P VASSALlS U ST“^ ° f Stat ° ° f Nb,J JPN-B3-i4. 

19381 264 ^dv*p^°K D ™ ™ 0ratln9 R#actor9 Blench 2. Upp. 

1YJB1 264. 24X Fiche: 50-333, 03/07/07, 83071 10314. PP 


Item LG. I, which in h, . .. Vi!#? PBr 8ER < NUREQ-0797 ) Oper 


NUCLEAR E F?piNO T DY F £XPERIMENTATinN ^M E8SI1ENT ° F DEQRADED 

ha~» E p HANKS « %°mZ TE4RI “ 'nstasiuty 

Columbus LaboratiMes SK 'FtNV70a7 J 83/o“si lB t "S? r }*J 
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8307180012 NUREG/CR— 31 42 VOl 

THE DEVELOPMENT OF A PLAN FOR THE ASSESSMENT OF DEGRADED 
NUCLEAR PIPING BY EXPERIMENTATION AND TEARING INSTABILITY 
FRACTURE MECHANICS ANALYSIS. Ma i n Report. 

KANNINEN. M. F. . WlLKOWSK I . G. M. . PAN. J Battel le Memorial Institute. 
Columbus Laboratories FIN B-7027. 63/06/30 Division of 

Engineering Technology, 80pp Available at NRC *4. 50. 19436:210. 


8307120014 Advises that return piping for reactor water cleanup sy* on 
both units rerouted via feedwater piping to feedwater 
non les. per Section 4.2 of NUREG-061 9. Frac tur e mechanic 
analysis per Generic Ltr 01-11 expected by 030729 

BECKHAM. J. T. Georgia Power Co NED-03-373. 03/06/30 STCJLZ, J F 

Operating Reactors Branch 4. 2pp. 19423:133. 24X 

Fiche: 30-321. 83/06/30. 0307120014. 


0307120016 NUREG/CR-3160 

PARAMETERS AND VARIABLES APPEARING IN RADIOLOGICAL 
ASSESSMENT CODES. 

MILLS, M. < VOGT, D. j MANN, B. Teknekron Research, Inc FIN B-6985. 
03/06/30, Division of Waste Management 63pp Available at NRC 
43.30. 19436:044. 


0307120010 NUREO/CR— 3230 

ATMOSPHERIC TRANSPORT AND DIFFUSION MECHANISMS IN COASTAL 
CIRCULATION SYSTEMS. 

KALEEL, R. J. , SHEARER. D. L. , MACRAE, B, L. TRC Environmental 
Consultants, Inc. FIN 0-3304. PNL-4700. 83/06/30. Division of 

Health, Siting & Waste Management. 40pp Available at NRC. *3.75. 
19436: 001. 


B307120021 NUREG/CR-2000 V02 N5 

LICENSEE EVENT REPORT (LER) COMPILATION For Month of May 
1903, 

* Oak Ridge National Laboratory. FIN A-9139. 0RNL/NSIC-200. 
83/06/30. Director's Office. 73pp. 19435:274 


0307120026 NUREG/CR-2001 

EXPERIMENT OPERATIONS PLAN FOR MT~4 EXPERIMENT IN THE NRU 
REACTOR. 

RUSBCHER, 0. E. . WILSON, CL. PARCHEN, L. J. Dattelle Memorial 
Institute, Pacific Northwest Laboratory FIN B-227 7. PNL-4293. 

83/06/30. Division of Accident Evaluation. 54pp. Available at 
NRC. *4.50. 19437:299. 


8307120029 Discusses continued problems in making control room 
ventilation sys operational per TMI Action Plan Item 
1 1 1. D. 3. 4 Only one aroa radiation monitor necessary, per TMI 
Action Plan Item III. A. 1, 2. 

BROEHL. D. J. Portland General Electric Co 83/07/00 EISENHUT, D, G 
Division of Licensing. 2pp 19423:142. 24X Fi che 50-344, 83/07/00. 

8307120029. 


8307120036 NUREG-0981 SOS 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF WOLF 
CREEK GENERATING STATION, UNIT NO. 1. Docket No. 30-402 
(Kansas Gas And Electric Company at al. ) 

# Division of Licensing. 83/06/30. 4!pp Available at NRC. 
*4.00. 19437:334. 24X F i c he : 30-482, 03/06/30, 0307 120036. 


0307120041 Requests util choose one of two acceptable alternatives in 
BWR Owners Group study re NUREG-0737 Item II. K. 3. 18. 

"Automatic Depreasur i zat ion Sys Logic Mods " Schedule for 
Implementing mods should be provided within 45 days 
VABBALLO, D. B. Operating Reactors Branch 2 83/06/03 BAYNE, J. P 

Power Authority of the State of New York. 3pp. 19435:350. 24X 

Fiche: 50-333, 83/06/03, 8307120041 


8307120112 Forwards response to BWR Owners Group study oP alternatives 
to NUREG-0737, I tern II. K. 3 18, "Automatic Depr e s s ur t zat i on 
Bys Logic Mod." Two of seven alternatives acceptable. 

Implementation schedule should be provided within 45 days. 

VABBALLO, D. □. Operating Reactors Branch 2. 83/06/03 LIU,L. Iowa 

Electric Light & Power Co. 9pp. 19433: J?9. 24X 

Fiche: 30-331. 83/06/03, 8307120112 


B307120117 Ack receipt of B30420 ltr providing response to NRC request 
for approved design in implementing TMI Action Plan Item 
II. K. 3.13, "HPCI/RCIC Initiation Level." Requirements met 
Item closed. 

VASSAL LO, D. B. Operating Reactors Branch 2 83/06/17. LIU. L Iowa 

Electric Light & Power Co. 2pp. 19433: 197. 24X 

Fiche: 50-331, 83/06/17, 0307120117. 


8307120146 Forwards synopsis of issues associated w/NUREG-0612, 
"Control of Heavy Loadsi " to resolve open items & draft 
final technical evaluation rept. Response should be provided 
within 60 days. 

VAQ3ALL0, D. B. Operating Reactors Branch 2. 83/06/23, LIU.L, Iowa 

Electric Light h. Power Co. 13pp. 19433: 134. 24X 

Fiche: 30-331, 83/06/23, 0307120146 


—8307120149 f EH -C 5506-352 DR FT 

"Control of Heavy Loads (C-10), Duane Arnold Energy Ctr. " 
draft technical evaluation rept. 

VOSDURY. F W Franklin Inst l tute/Frank l l n Research CenteT 
NRC -03-8 1-130. TAC 07900 83/04/00 CLEMEMSON, F. NRC -No 

Detailed Affiliation Given 32pp 19433: 147. 24X 

Fiche 50-331, 03/06/23, 0307120146 


8307120152 Forwards response to BWR Owners Group study of alternatives 
to NUREG-0737, l tern II. K. 3 18, "Automatic Depressurization 
Sys Logic Mod." Two of seven alternatives acceptable 
Implementation schedule should be provided within 45 days 
VABBALLO. 0. B. Operating Reactors Branch 2 B3/06/03 FARRAR, DL. 

Commonwealth Edison Co 9pp 19435. 179 24X F ic he . 30-254 , 83/06/03. 

8307120192. 


0307120185 Comments on proposed rule re safety goal development program 
evaluation plan Safety goal criteria appear to envision 
future regulatory regime in both generic plant-specific 
safety decision on cost-benefits 

CURRAN, D . 5H0L.LY, S S. Union of Concerned Scientists. 48FR 10772 
Oil. 83/07/08 NRC - No Detailed Affiliation Given. 17pp 
19423: 337. 


8307120194 Comments on proposed rule 10CFRS0 re NRC policy statement 
on severe accidents & related views on nuclear reactor 
regulation. Severe accident criteria apply only if safety 
goals established & assessed 

CURRAN, D . 5H0LLY , S. S Union of Concerned Scientists. 40FR 16014 
Oil, 83/07/08. NRC - No Detailed Affiliation Given 17pp. 
19423:317. 


8307120245 Forwards Core Damage Assessment Procedure Station 9910.1, 
"Estimation of Extent of Core Damage." Enel changes to 
NUREG-0737. I tem 11. D. 3 re post-accident analytical 
accuracies will be incorporated into FSAR rev. 

COOK. J. W. Consumers Power Co 23228 83/07/01 DENTON, H R 

Office of Nuclear Reactor Regulation, Director 7pp 1942.2: 306 
24 X Fiche 50-329, 03/07/01 . 8307120245. 


0307120266 Forwards IE Insp Repts 50-315/83-08 V 50-316/83-09 on 
830427-29 I, 0503-06 tn notice of violation 

PAPER IELL0, C. J. Region 3, Office of Director. 33/06/28. DOLAN, J, E 
American Electric Power Service Corp. DOLAN, J E Indiana 8c 
Michigan Electric Co 2pp. 19424 136 24X Fiche 50-313.83/06/20, 

0307120266. 


— 83071202B0 IE Insp Repts 50-313/03-08 8* 30-31 6/G3-09 on B30427-29 8, 
0503-06. Noncomp 1 lance noted failure to perform evaluation 
when whole body vivo count data Indicated exposure to 
greater than 40 h control measure 

HUETER, L. J. i GREGER.L R Region 3, Office of Director. 
50-316/83-09. 03/06/23 J3pp. 19424 139. 24X 

Fiche 50-315. 93/06/28, 8307 120266 


8307120278 Forwards Rev 0 to "Enrico Fermi Atomic Power Plant, Unit 2: 
Evaluation of Safety Relief Valve Piping & Torus - 
Attachment Piping for Effocts of Site-Specific Earthquake," 
in response to SER, NUREG-Q79B, 

TAUBER, H. Detroit Edison Co. EF2-63- 927. 03/07/00. 

YOUNGBLOOD, U. J. Licensing Branch 1 lp 19424 :006. 24X 

Fiche: 50-341, 83/07/00, 8307120270 


— 0307 120282 EF2-63927 ROO 

Rev 0 to "Enrico Fermi Atomic Power Plant, Unit 2 Evaluation 
of Safety Relief Valve Piping h Torus-Attached Piping 
for Effects of Site-Specific Earthquake " 

* Detroit Edison Co 83/06/30, 27pp 19424' 007. 24X 

Fiche 50-34 1 , 03/O7/OB, 0307 1 20270 


8307120294 Informs that review of 811231 shielding design concluding 
that NUREG-0737, 1 tem II. B. 2 requirements met erroneous. 

Reexam in process. 

MANGAN.C V Niagara Mohawk Power Carp 83/07/01 VA55ALLQ, 0 B. 
Operating Reactors Branch 2 lp. 19424 070 ?4X 

Fiche 30 220. 83/07/01, 8307120294 


830712030? Forwards "WPPSS 2 Purge h. Vent Valves Seismic k Hydrodynamit 
Analysis," per SER Outstanding Issue 26 

O0UCHEY. G D Washington Public Power Supply System GD2-S3-550 
03/06/22. SCHWENCER, A. Licensing Branch 2 2pp 19427; 163 24X 

Fiche 50-397. 83/06/22, 8307 1 20309. 


— 6307120313 "WPP3S 2 Purge b Vent Valves Seismic h Hydrodynamic 
Analysis. " 

* Washington Public Power Supply System 83/06/30. 357pp 

19427 163 24X F i C h e : 30- 397, 03/06/22, 8307 120309. 
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NUREG- 0737 ”u^ d i n 3 ?^? 01 f tatl0ri Control Room Design Review. 
82-331 r* ill!! SUPPI 1 t0 NUJRCQ-0737 (Generic Ltr 

iJ r ” pt>n5e * se * cnur®^?*, o„t.i«di.. # 

KNlIGHTON r G S g J Uic!l!in At R miC ^ leCtr " c <*--02-33 33/07/07. 

OENTOM^lV 5i!'w‘nJ«!“' r B C,> ' . eL ' BS ' 33 83/07/01. 

B,x r.ch.: M -00 0 .S 3 ;S;55;r^S7™B2 O ' DIP * t ‘“ r 15 '” 

e3 ?«2^?S.i?i :*«;*£* e J"?T‘ <M ‘« n >-.vt,w tummar, r 8p «, fll . 

;S IS i&vi&rrzs 

MANS AN C V m ° *'*” vs emergency response capabilities 

p t c r^ ™ 07/ ° s i,. UASSflu - aD *■ 

Flth»: 50-220.63/07/07, B3071S039B ‘ S * x 

NUREO-OQ02 ft crlterla^l(^comparifloh l<e # ei *i * owrc ** of documentation per 

r ' * P . r r, 

T’^r «« 0 u i?r s ^vr,* ^ wencer ' *• 

8307120396. I9B. *4* F| che: 50-461 * 03/07/06. 

' nSP R ”‘ ■■ 830,24-27. Ho 

R?wwr/f L n°c C J Re 9 lon *• Office of Director 93/06/22 

£ 5 ^;sft£s&&& »»- «~-rrssr 

B 3 /OA /23 ;; R ’ Re 9 10 " 4a office of Director 

7pp. 19433:255 24X Fl ch e 30-493, B3/Q6/22, 0307120502. 

^o'?o«i!,a^e a n^eJ E ' n * P "' pt ^-3 iS ,B3-n cn B3043C.- 0 aoa. No 

ROdS^OUrI’b M c l^eal0T, 5 ‘ Office of Director. 83/06/20 
VoS5i°^J' R ' s «cramento Municipal Utility District 3 Bn 
19433:227. 24X Fl ch*: S0-3J2# 83/06/20. 03071 20? I I SpP ' 

CANTER hT* t n*Snt^. r " ai0nal quests & <ti e tf i a contact* 

SSISLiy : i 3 °p fVA ™™*'™' Pice oP Olrector 

PP- 1V4J3.229. 24 X Fit h e: 50-312, B3/06/20# B3071 205 1 1 . 

p 3 a-sss~‘ 

Cflni P nnw dt l t n t ' Prta,IlfTiafcl0,ldl Ustkn 9 * pi^c tours V 
q 5^?/U ,J D * e 9 to " 5# Office of Director so- 323 / 93 - i 5 
03/06/24, 7pp. 17433: 220. 24X F i c h e 30-275. 83/06/34. 0307 120512. 

noicomM.aneT^uf '" ,p **" =0-295/63-13 an 630501-31 Na 

n!l! LE i W L? £ R *» ton 4. Office of Director. 83/06/14 JONES u C 
ameha Public Power District 2pp. 19433 202 24 x JDNE ^#W. C. 
Fiche; 30-205,83/06/14, B307120514 

IE Ift4p a * Pt 3 °- 2 B^a3-13 on 030501-31. No noncoflip 1 i anc . 
noted. Major areas In* pec ted: aperat i ona 1 safety verificatinn 
startup testing# surveillance testing ma i!t ietiwEJ!!' t 
“II vlolafcl « ns & NUREC -0737 items. 
fiS/S^Ta jaHNs ™-W D. Region 4, Office of Director. 

I • I2pp. 17433:204. 24X F i ch* : 50-205# 83/Ofi/l 4 # 83071 20514, 

iunFo 5 o^7r War 2'/!? pot1 * e t0 GM1#r4e Ltr ^-33 ISuppJ 1 to 
° 737> tf*t«Ued control room design review based on 
, P ^S*!? C 9 r,8s POn*e capability, Response supersedes Section C# 
ipp C to Sup p 1 1 to SER <NURE<?-05l?> n 

IenTQN^hV Ed,S °'' C " 9 L -82-33. 83/07/06. 

7433 N 261 R Mr Rwit,r Of rector 14 PB 

7433.264. 24 X Fi c h e : 30-374. 63/07/06, 6307120524 . PP ' 


83 «iufc^n Ft,r '“ ar,, ‘ ,E In,f Rept 3 °- 2 83/B3-09 on 630316-20 t, nolle, of 

CARSON^r* ° m .^ jl0 e, 3. Office of Director. 03/06/20. 

CARSON, C. E, Northern States Power Co. 2pp 19434 - 011 pav 
Fiche: 50-263# 63/06/29, 8307 120539. 19434-011. 24X 

B 3 EiEH"F d;,r " s ^ r - 6 uta*at!c tn, ° ” 

Officer,* M..!? nneSiae Vallfy Authoritv - 63/07/00, DENTON# H R 
Office of Nuclear Reactor Regulation# Dirertn-n 'll*,. 

24 X Fiche: 50 - 259 # 03 / 07 / 06 # 6307 120575 . PP 19433 : 193 . 


ISvEiUS-r—— 

17474-204. 24X Fiche: 30-244. Q3/O7/O0# 630713001 1 PP 

83 YD6N80LOOD°n LI J T ' <li | 2 < NUPEO-0830). W/p 

YWNOBLQOO.B. * *-•««*■•■»««; »• ^07/06. SCHNELL. D. F. Unlcn 

PP- 1731 1.297. 0 4X Fi cho: 50-463, 03/07/06# 8307130050. 

B3 o!l??° 67 Re6pon »" to w Eddl.man 030502 contention* re aDolicanfc 
159 J la J- Contentions I 30# 133# 134# 155# 136# 1 50# 1 1 

!e 9 dtf ssr:si !°"* 191tI32 137 — id 

i.„ #! s 8 u Xp a — 

Fiche: 50-400# 03/07/ 11,8307130067. 17474.217. 24X 

: v, effluent Tech Specs submittal using meetlna 

FAV ? i 2r R r 2 t0 NURE<5 -°472 as guidance 8 

n , tt ! Wl , Wisconsin Electric Power Co 03/07/06 DENTON H R 
Office of Nuclear Reactor Regulation, Director CLARK R A 

Kc-Kfisyirssjss^ss,^- ' - 

83 S;S Bzv •-« — 

SEK ,?: 

EicP.: 3 0-20; R 83 ,25^‘^' 7 R "‘^” Bra,,Ch 3 IP ' ,M74:3 “- E « 

TUCKER# H^D. nuke Power Co. 63/06/29. DENTON. H R n «(r. 

" 4pp r ,9507 32r‘ , 2irFi D |I' , '5 tDr ' ADEKSAM - E - 0^ Ui«n.inl Branch 
rpp. ,7507.326. 24X Fl c h» 50-4 13, 03/06/29. 6307130249. 

w Srl 2 “«nm“; d : I ~;, ?; j a :** r »• <■* ^o.,? 

InitalUtian ^ ! ?*’ ? c«mpl.tip„ date #or 

to 930729. f P fc me>d r *1 uIr * lf by App A of NUREC -0661 

03/O7/ll EUD FARRAR P D r L tln ? R<,aCtorS ****** 5. US 05-83-0 7-0 1 7. 

^FU^SO^ 3 P p. 1 9508: 243. 

“KlJStltK: of ?iait 3 motf d ^Iaui te rf d h n3 a COm S letlt,n dati to 83092B p o»” 
PURPLE.R.A mod required by App A to NURE0-O661. 

Edison Co. Spp I750B 23 l CB,, 24 J 9 F i CD «W"onwea 1 th 

PP- I 75 QB. 23|. 24 X Fiche: 50-237# 83/07/J i# 0307130265. 

^ssr ‘ 

PFTR??!^ t ‘lity transferred to NRC for review. 

63-^"' N 63/07/oS DEN^##! , H C R." r oV?,“ ^TL ^ SLN * C 

B307130B6Q* D ‘ r,,:,; ” r - ■ ,3S "I‘ «’50d,:237 “ 24rF”IefiJ-OoS.03/O7/OB. 

"EPrv'F 

!fch!r P i!n! 5 ' t * V nAW_l0,0::} d ependent on NRC acceptance of 
TAVLOR t J P ^. Cal ^ ^ ! ,lt, * r “ 9lution of NUREG-Q630 issue. 

2 r .„c: b r Cb a pp W “^ 5 oa°i 8 t B:3/07/0 ‘- 8TOLZ ' J f - °P—Un, 
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0307130282 Forwards evaluation re response to integrated plant SAR 
Section 4 20. "Containment Isolation Sy s " Design mod 
acceptable. 

BHEA, J. J. Operating Reactors Branch 3. LS05-83-07-01 i . 83/07/07 

C0UNSIL»W. 0. Northeast Nuclear Energy Co. {subs, of Northeast 
Utilities). 2pp. 17509:209. 24X Fi c h e : 50-243, 93/07/07, 0307 130282. 


0307140133 Forwards safety evaluation concluding requirements of TMI 
Items II Fl 4 , "Containment Pressure Monitor. " I I F. I 5. 
"Containment tyater Level Monitor" 6 II. F 16 , "Containment 
Hydrogen Monitor," met. Items resolved. 

VASSALLQ. 0 0 . Operating Reactors Branch 2 . 83/06/16. PARRIS, H. G. 

Tennessee Valley Authority. 7pp. 19340 041 24X 

Fiche 30-239, 03/06/16, 8307140153 


““8307 1 30289 Evaluation concluding Info t < proposed corrective action re 
integrated plan SAR Section 4.20, "Containment Isolation 
By*" acceptable. 

* Operating Reactor* Branch 5. 83/07/07. 3pp. 19500:211. 24X 

Fich*: 30-245. 03/07/07, 0307130202 


0307130303 Forwards safety evaluation U Franklin Research Ctr technical 
•valuation rept re Phase 1 of response to NUREG-0612, 

"Control of Heavy Load* at Nuclear Plants. " Phase I 
acceptab le. 

CRUTCHFIELD, D. Operating Reactors Branch 5. L5D3-83-07-016. 

83/07/n. FARRAR, D. L. Commonwealth Edison Co. 2pp. 19505 001 
34 X Fiche; 50-237, 83/07/1 1, 8307130303 


— 8307130308 Safety evaluation accepting util Phase 1 response to 
NUREG-0612, "Control of Heavy Loads at Nuclear Plants," 
acceptabl e. 

* Office of Nuclear Reactor Regulation, Director, 03/07/11 Ppp. 
19303:003. 24X Fi che : 30-237, G3/07/1 1, 0307130303. 


—030*100146 TER-C 3506-350/331 R1 

"Control of Heavy Load*, Comm Ed Dresden Nuclear Power 
Stat ion, Uni ts 2 i 3, " revised technical evaluation rept. 

BdMflERGER, C, Franklin 1 n s 1 1 tute /Fran k 11 n Research Center. 
NRC-03-81 “130. TAC 46736. 03/06/00. SINGH, A NRC - No Detailed 

Affiliation Given. 33pp. 19503:003. 24X Fiche: 50-237, 83/07/11, 

0307130303. 


0307130306 Responds to 030505 notice of violation it proposed imposition 
of civil penalties re 030222 t< 23 ATWS even t s. Ma g n 1 tude of 
Civil penalty d 1 sputed. Event* were Isolated occurrences. 

SELQVER, R. E. Public Service Electric It Gas Co. of New Jersey 
EA-03-024. 83/07/06. DEVOUNG, R. C. Director's Office, Office of 

Inspection and Enforcement. 44pp. 19474: 106 24X 

Fiche: 50-272, 03/07/06, 8307130306. 


0307130437 Forwards NUREG-0969, "Rept of NRC Evaluation Team on Quality 
of Const at Zimmer Nuclear Power Station" for proprietary 
review. 

QN1EZEK, J, H. Director's Office, Office of Inspection and 
Enforcement. 83/04/10. DDRGMANN, E. A, Cincinnati Gas fc Electric Co. 
398pp. 19510:047. 24X Fi c h e : 50-350, 03/04/ 1 8, 8307 130437. 


0307140130 Forwards safety evaluation of BWR Owners Group response to 
NUREG-0737, Item II. K. 3. 18, "Mod of Automatic 
Depresiuri latlon Sys Logic...." Two acceptable options 
include elimination of high drywell pressure permissive. 

VASSALLO, D. B. Operating Reactors Branch 3. 83/06/03. P ILANT, J M. 

Nebraska Public Power District. 2pp. 19320:347 24X 

Fiche: 50-290, 03/06/03, 0307140130. 


0307140160 Forwards safety evaluation of UHH Owners Group response to 
NUREG-0737, 1 1 em II. K. 3. 18, "Mod of Automatic 
Dep r b uur i i a t i on Sys Logic. . . " Two acceptable options 
Include elimination of high drywell pressure permissive. 

VASSALLO, D B. Operating Reactors Branch 2 03/06/03, SI NCLA IR , J. B . 

Vermont Yankee Nuclear' Power Corp 2pp 19340 032 24X 

Fiche: 50-271,83/06/03, 9307140160. 


8307140275 Advises that abbreviated operator training program for 
mitigating core damage satisfies intent of NUREG-0737, 

Item II 04 Training will be given to managers ft technicians 
in health phy s ics, p lant chemistry S< instrumentation. 

MILLS, L. M. Tennessee Valley Authority 03/07/00 ADENSAM, E 
Licensing Dranch 4. 2 pp. 19322:325 24X Fiche 50-327, 03/07/08, 

0307 14027 3 


B307140296 Forwards request for addl info re B3040B response to Generic 
Ltr 02-33 (NUREG-0737, Sup p 1 l) re emergency response 
capability requirement*. Response requested within 30 days. 

CRUTCHFIELD, D Operating Reactor* Branch 5. LS05-83-07-022 . 

83/07/12. LINDER, F Dairyland Power Cooperative. 4pp 19323 311 
24X Fiche: 30-409, 03/07/12, 0307140296. 


0307140374 Responds to Mar 1903 SER (NURE0-0857) request for add 1 info 
re emergency p lan. Ex ter na l ltr* of agreement end Info 
adequately responds to request 

VAN BRUNT, E. E. Arizona Public Service Co. ANPP-24271-ACR/. 

83/07/12. KNIGHTON, 0. Licensing Branch 3. 19pp. 19523:335 24X 

Fiche: 30-520, 03/07/12, 0307140374. 


0307140394 Ack receipt of 030615 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-333/83-12. 

DANCE, H. C. Division of Project * Resident Programs 83/06/27 
UHR IG, R. E. Florida Power it Light Co. Ip. 19320 166 24X 

Fiche: 30-335. 03/06/27, 0307140394 


-8307140411 IE Insp Ropts 30-333/03-12 It 50-309/83-32 on 830411-lb. 
Noncompliance noted : fal lure to post specified document* per 
10CFR19. 1 I 

WRAY, J. R. Region 2, Office of Director. BARR, K P. Division of 
Engineering h Rarfiotog leal Safety Programs. 30-3B9/B3-32. 

03/03/11. 9pp. 19520:172. 24X F l c he . 50-333, 83/06/27, 0307 1 40394. 


0307140414 Forwards IE ln*p Rept 50-302/03-04 on 030214-18 Sc notice 
of violation. 

LEWIS, R C. Division of Project tx Resident Programs. 83/03/23 
HANCOCK, J. A Florida Power Corp 2pp. 19331 iia 24X 
Fiche: 30-302, 03/03/23, 8307140414 


0307140138 Forward* safety evaluation of BWR Owner* Group response to 
NUREG-0737, I tarn II, K, 3. 10, "Mod of Automatic 
Depressor i Jation Sys Logic..." Two acceptable options 
include elimination of high drywell pressure permissive. 

VASSALLO, 0. D. Operating Reactors Branch 2. 03/06/03 UTLEY, E, E, 

Carolina Power fc Light Co. 2pp. 19320.338. 24X 

Fiche: 50-324, 03/06/03, 0307140130. 


0307140144 Forward* *af»ty evaluation of BUR Owners Group 
NURE0-0737, Item 1 1 , K. 3. 18, "Mod of Automatic 
Depressurization Sys Logic, . . ♦ " Two acceptable options 
include elimination of high drywell pressure permissive. 
VASSALLO, D. B. Operating Reactors Branch 2. 83/06/03. 

Niagara Mohawk Power Corp. 2pp. 19540: 001. 24X 

Fiche: 50-220, 03/06/03, 0307140144. 


response to 


RHODE, B, K 


8307 1401 48 Ack receipt of util 011231,020416,0*25,1229,030308 It 0320 
submittals on TMI Action Plan Items 1 1 F. 1 4, 1 1 p 1.3 5, 

II.F. 1.* re containment monitor*. Item* resolved 3afetu 
evaluation end. 

CLARK, R, A. Operating Reactors Branch 3. 03/06/27, CQUNSILrW. G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities) 8pp 
19329:351. 24X Fiche: 50-336, 83/06/27, 8307140140 


0307140150 Forwards safety evaluation of BWR Owners Group response to 
NUREG-0737 ( Item 1 1. K. 3. 10, "Mod of Automatic 
Depressurization By* Logic.,.." Two acceptable options 
Include elimination of high drywell pressure permissive. 

VASSALLO, D. B. Operating Reactors Branch 2. 03/06/03, PARR IS, H. G. 

Tennessee Valley Authority, 2pp. 19529:334 24X 

F 1 c h e: 30-259, 03/06/03, 8307 1 40 1 30. 


-8307140421 IE Insp Rept 50-302/03-04 on 030214-18 . Noncomp k lance noted: 
failure of liconsed personnel to read abnormal It emergency 
procedures. 

BEL ISLE, Q. A. i DEBBAGE, A. G. , SKINNER, P. H. Region 2, Office of 
Director. B3/O3/I0. 13pp, 19321:121. 24X F i c h e 30-302, 83/03 /23, 

8307140414 


B307140466 Forwards Commission 030701 order on Issue of Sate filed 
contentions NUREG-0794, "Protection of Unclassified 
Safeguards Info. M W/o NUREG. 

BARTH, C, A, Hearing Branch 1. 03/07/12. FLYNN, S Carolina Power 6 

Light Co Ip, 19321:134. 24X Fiche, 30-400, 83/07/12, 8307140466- 


0307140310 Forward* Suppl 2 to SER (NUREG-0881 >. W/o end. 

YOUNGBLOOD, B. J Licensing Branch 1. 03/06/27 WDESTER, G, L, Kansas 
Gas It Electric Co. 3pp. 19527 347. 24X Fi c he : 50-402, 03/06/27, 
8307140518. 


0307130045 Forwards Amend 3 to License NPF-16, Suppl A to SER 
(NUREG-0Q43) 8, notice of Issuance !< ava i lab 1 1 1 ty. Amend 
authorize* operation at power levels up to 1007, of full 
rated power. W/o SER. 

KNIGHTON, G W. Licensing Branch 3, 83/06/10. UHRIG, R.E. Florida 

Power it Light Co. 2pp. 19562:313. 24X Fi c h e . 30-309, 03/06/ 10, 

0307150043. 


0307130091 Forwards schedule for completion of Suppl 1 to NUREG-0737 
requirements for emergency response capab 1 1 1 ty Date of 
safety parameter display sys delayed 60 days, All other 
activities consistent u/orginal plan. 

CROUSE, R. P Toledo Edison Co. 96B. 83/07/11. E1SENHUT, D. G. 

Division of Licensing. 2pp. 19336:111 24X Fi che ; 50-346, 83/07/1 1, 

3307 130091. 
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5307 130131 NUREG/CR-2S03 VD2 

STUDY Dr THE VALUE AND IMPACT OF ALTERNATIVE DECAY HEAT 
REMOVAL CONCEPTS FOR LIGHT WATER REACTORS 

BERRY. D L , SANDERS. G A Sandia Laboratories FIN A-1226 
SAND92-1796 83/06/30 Division of Risk Analysis 547pp 

1 754 ! : 001 


8307130134 NUREG/CR-33 II 

NEUTRON SFECTRAL CHARACTER I ZAT ION CALCULATIONS FOR THE 
FOURTH NUCLEAR PECULATOR Y COMMISSION HEAVY SECTION STEEL 
TECHNOLOGY 1T-CT IRRADIATION EXPERIMENTS 

BALDWIN. C. A. Oak Ridge National Laboratory FIN B-0415. 
0RNL/TM-B7B2. 03/06/30. Division of Engineering Technology 
54pp 59362:244 


0307150137 NUREG/CR-3356 

GEOTECHNICAL QUALITY CONTROL LOW-LEVEL RADIOACTIVE WA5TE 

AND URANIUM MILL TAILINGS DISPOSAL FACILITIES 

JOHNSON. H V. . SPICOLON. S J. . LUTTON. R J Army. Dept of, 

Headquarters Materiel Development 6 Readiness Command FIN B-7326. 

83/06/30 Division of Waste Management I66pp, 19542:188 


8307150182 Requests response to three unresolved items in Section 3. 1 
of NUREG-06 1 2. "Control of Heavy Loads at Nuclear Power 
Plants." TER-C 5506-379 8 < guidelines for NUREQ-0612 
compliance forwarded. 

CRUTCHFIELD, D Operating Reactors Branch 5. L 505-83-07-020. 
03/07/14. VANDEWALLE, D. J. Consumers Power Co 3pp. 19531:013. 
24X Fiche: 50-253, 03/07/14, 8307150182. 


6307 1 50216 Rev to 020910 application for amend to Licenses DPR-31 & 
DPR-4 1. revl sing proposed radiological effluent Tech Specs In 
response to NRC comments. Li s t of exemptions from NUREG-0472 
requirements end. 

UHR TO, R E. Florida Power & Light Co. L-03-402. 83/07/11. 

EISENHUT, D. 0. Division of Licensing. 3pp. 19530:274. 24X 

Fiche: 50-230, 03/07/11, 0307150216. 


0307150233 Comments on NRC policy statement on safety goals It 
evaluation plan. Opposes policy. 

LEWIS, M I. Lewis, M. 40FR1O772 030. 83/07/11. Office of the 

Secretary of the Commission. Ip. 19530; 209. 


830715013? NUREG-0787 S05 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
WATERFORD STEAM ELECTRIC 5T AT JON, UNI T 3. Docket No 50-382. 
(Louisiana Power And Light Company) 

* Division of Licensing 83/06/30. 120pp. 19596 !31. 24X 

Fiche 30-3B2. 83/06/30, 8307150139 


0307150141 NUREG-0030 SG2 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
CALLAWAY PLANT, UNIT NO. 1 Docket No. 30-4B3. (Union Electric 
Company i 

# Division of Licensing. 03/06/30. 63pp 19562:135. 24X 

Fiche: 30-403, 03/06/30. 8307130141. 


0307150147 NUREG/CR-3Q61 

SURVIVABILITY OF ANCIENT MAN-MADE EARTHEN MOUNDS: 

IMPLICATIONS FOR URANIUM MILL TAILINGS IMPOUNDMENTS 
LINDSEY,^., KING.SE. MISHIMA, J Ba tte 1 1 e Memor i a 1 Institute, 
Pacific Northwest Laboratory. FIN B-2370 PNL-4541, 03/06/30 

Division of Health, Siting i. Waste Management. 40pp. 19362:203. 


0307150149 NUREG/CR-3357 

IDENTIFICATION OF SEISMIC ALLY RISK SENSITIVE SYSTEMS AND 
COMPONENTS IN NUCLEAR POWER PLANTS. Feasibility Study 
AZARK, M , BOCClOiJ. , FARAHZAD, P. Brookhaven National Laboratory 
FIN A-3397 BNL-NUREG-51603 83/06/30 Division of Engineering 
120pp. 19396:001. 


8307150155 NUREG/ BR -0025 V09 N6 

INFORMATION REPORT ON STATE LEGISLATION 

LANDAU, rt . KERR, G. W. Office of State Programs, Director. 83/07/31 
10pp. 19574:346 


8307150279 Comments on proposed rule re NRC safety goal development 
program 4c evaluation plan. Opposes rule 

DOUGHTY. J. Seacoaat Anti-Pollution League. 03/07/06, Office of 
the Secretary of the Commission. 7pp. 19530:091 


0307150297 Comments on proposed rule re NRC policy statement on safety 
goals for operation of nuclear power plants Policy statement 
& EPA guidelines should be consistent. 

DIXON, 0. W. South Carolina Electric 4* Gas Co. 40FR1O772 028. 
83/07/00. CH ILK, S. J, Office of the Secretary of the Commission. 

2pp. 19532:206. 


B3071 30307 Forwards IE Insp Repts 90-307/03-15 4, 90-388/03-07 on 
030608-27. No none amp 1 i anc e noted, 

8TAR05TECK I , R. Division of Project 4c Resident Programs. 83/07/01, 
KENYPN, D.D. Pennsylvania Power 4c Light Co. 2pp, 19532:312. 24X 
Fiche: 50-307, 83/07/01, 0307150307. 


— 9307130313 IE Insp Repts 50-387/03-15 4« 50-380/83-07 on 030600-27. No 
noncompliance noted. Major areas i nsp ec tod : p reop v r a t i ana l 
test revi euii operationa 1 ver 1 f Icatl on, mat nt observation, 
surveillance observation 4< pr eop era t i ona l test witnessing. 

RHOADS, G, , MCCANN, J. , NICHOLAS, H. Region 1, Office of Director, 
90-30B/B3-07. 03/06/30. 14pp. 19532: 314. 24X 

Fiche: 30-387, 83/07/01, 8307150307, 


8307130310 Forwards "Control Room Design Review Program Plan for WPPBB 
Nuclear Project 3," per Generic Ltr 82-33 ( NUREG-0737, Sup p 1 
1> re emergency response capab 1 It ty, NUREG-0700 & NUREG-08Q1. 

0OUCHEY, G, D. Washington Public Power Supply System GD3-03-QS41. 
03/07/12 KNIGHTON, O. W. Licensing Branch 3. Ip. 19338' 121 24X 

Fiche: 50-908, 03/07/12, 0307 150310. 


8307130162 Forwards mad of 610113 ord er. revx s ed by 611125 6 020114 
orders. Order continues exemption 4t extends completion date 
for i n* ta 1 lat ion/mod of support to torus piping of Mark I 
containment to not later 90 days after Fuel Cycle 10 
VASSALLO. 0. D Operating Reactors Branch 2. 83/06/17. SINCLAIR, J. B. 

Vermont Yankee Nuclear Power Corp. 2pp 19342-356 24X 

Fiche: 50-271, 83/06/17, 83071 501 62 


-8307150169 Mod of 010113,1123 & 020114 orders extending completion date 
to not later than 90 days after start of Fuel Cycle 10 for 
installation of support to torus piping of Mark I 
containment required by App A of NUREG-0661 

PURPLE, (LA Division of Licensing. B3/C6/17. Vermont Yankee 
C0rp ‘ 3PP - 19342:338. 24X Fic he: 50-27 ! , 83/06/ 1 7, 

oJU/ I DO ! 62 


° f Bwa 0un ' rs Grou ‘' r, 5P o nse t„ 

NUREG 0737. 11. K. 3- 16 Automatic Depressurization Sys 

Logic Mods. Two acceptable options include elimination of 
high drywell pressure permissive. 

VASSALLO. D B Operating Reactors Branch 2. 

HARRINGTON. W. D. Boston Edison Co. 

Fiche: 50-293. 83/06/03, 0307150165 


2pp. 


03/06/03 
19562:304. 24 X 


—8307150318 Procedure WMM-023 "Control Room Design Review Program Plan 
for WPPSS Nuclear Project 3." 

* Washington Public Power Supply System. GL-02-33. 83/07/12, 

117pp. 19538:122. 24 X Fi Che : 50-308, 03/07/ 12, 830 7 1 50310, 


* *. 7, , nov j, jupersoaos kbv 2 

referenced in Generic Ltr 02-33 (NUREG-0737, Supp 1 1) re 
emergency response capability. 

WESTAFER, 0. R. Florida Powot Corp. 3F-O703-1O 03/07/12. 

STGLZ/J. R Operating Reactors Branch 4. Ip. 19538 334 24 X 

Fiche: 30-302, 83/07/12, 0307150333. * 


0307150342 Forwards SER Suppl 5, NUREG-0707, W/o end. 

mV?™ ‘ f/ . Branch l. 83/07/12, KOHL, C.N. , JOHNSON, W, R. # 

wilder, H. A. Atomic Safety and Licensing Appeal Panel, in 
19530:327, 24X Fiche : 50-302, 03/07/ 12, B307130342. 


VALUE AND IMPACT OF ALTERNATIVE DECAY HEAT 
REMOVAL CONCEPTS FOR LIGHT WATER REACTORS, 

BERRY, D. L. , SANDERS, G. A. Sandia Laboratories. FIN A-1226. 
^9574^200^ 83/06/30. Division of Risk Analysis, 100pp. 


JvJlSittoS T I ° n N P ° iCy 3tat * ment 00 »4^ly goals 6 proposed 
evaluation plan. Support* efforts, however. apposes use of P 

U unc « r *ainty qf PRA methodology. 

S 03/O7/O0 Nuclear Pollution 48FRi0772 029. 

19531 007 ° * of the Secretary of the Commission. 2 pp . 


8307130359 NUREG/CR-2204 

EROSION OF STEEL STRUCTURES 
POWERS, D A. , ARELLANO, F. E. 
SANO0 1-1755, 03/06/30 
19374: 001. 


BY HIGH TEMPERATURE MELTS. 

Sandia Laboratori es, fin A-1247. 
Division of Accident Evaluation. 


199pp. 


0307 130 176 NUREG /CR-2B04 

BEP? NT ^!n l0N » AS A PRECURS0R to DEcanmssoNiNG status 

RfcPT. Task 2 - Process Evaluation 

P a cif?c U Ma’f: M ^ MCPARTLAND.S^ A Batt.ll, M.monal 
03 / 03 / 31 * P La,lorat » r ', FTN 0 - 2303 . PNL- 43 A 3 . 

83 / 05 / 31 . Division of Engineering Technology. * 3 pp. 19596 : 257 . 




° F S0,1E OPERATIONS AND CONTROL ROOM IMPROVEMENTS 
P0WER E PLANT TY 0F THE ARKANSAS WCLEAR ONE.UNIT ONE, NUCLEAR 

UnM;* S' V' i? att8lle Memorial Institute. Columbus Laboratories 
KULB.G J . Sandia Laboratories. FIN A-1241. SAND03-O71O. 03/06/30 
Division of Risk Analysis. 4lpp, 19596:316. 24X 

Fiche: 50-313, 03/06/30, 8307130365. 
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8307130371 NUREG/CR-273 1 V04 

heavy-section steel technology program quarterly progress 

REPORT FOR OCTQBER-DEC EMBER 1902 

WHITMAN, C. D. # PUGH. C. E. , BRYANT* R. H. Oak Ridge National Laboratory 
FIN 0-011*?, ORNL/TM-8369/V4. 83/06/30. Division of Engineering 

Technology. 104pp. 19339: 163. 


8307130395 Forwards for review & comments# "Control of Heavy Loads 
(C-lQliPoint Beach Unit9 1 & 2*" updated draft technical 
• valuation rept. 

CLARK# R. A. Operating Reactors Branch 3. 83/06/30 FAY, C . U 

Wisconsin Electric Power Co. 2pp 19940 103 24X 

FI c he : 30-366. 83/06/30, 0307130393. 


—8307070303 TER-C93O6-302/303 DR 

"Control of Heavy Loads <C-lO), Point Beach Nuclear Plants 
Units 1 (< 2, " draft final technical evaluation rept. 

□OMBERGER# C. # AHMED# N. Franklin Inst i tute/Frank 1 in Research 
Center. NRC-03-8 1-130. TAC 07737 03/06/17. SINGH. A. , CHAN# T. 

NRC - No Detailed Affiliation Given 56pp. 19340.105. 24X 

Fi c h • : 50-266, 83/06/30, 0307130393. 


0307130411 Forwards request for addl info to complete NRC review of 
Util submittal addressing NUREG-0737, Item II. 0 1. 

"Performance Testing of Relief & Safety Valves." Response 
requested within 30 days. 

KNIGHTON* G. W. Licensing Branch 3 03/06/27. DIETCH, R Southern 

California, Edison Co. 10pp. 19540:166. 24X Fi ch e 50-361 . 83/06/27, 

830713041 1 . 


0307180026 Forwards BER re NUREG-0612, "Control of Heavy Loads" 6 
technical evaluation rept. Phase I acceptable, 

VAS0ALLO. D. B, Operating Reactors Branch 2. 03/06/27. FARRAR, D. L. 

Commonwealth Edison Co. 2pp. 19567:301 24X Fi c h a : 30-254, 83/06/27, 

0307100026. 


—0307100030 Safety evaluation of util 001222 responses to NUREG-0612, 
"Control of Heavy Loads.” Phase I acceptable 
* NRC - No Detailed Affiliation Given. 03/06/27 2pp. 

19367,303. 24X Fiche: 30-234, 83/06/27, 0307100026, 


— 8306060295 TER-C55O6-306/307 

"Control of Heavy Loads <C-lQ),Guad Cities Station Units 1 & 

2# " technical evaluation rept 

BOMBERQER.C. Franklin Inst i tute/Frank I in Research Center. 

NRC -03— 3 1 - 1 30. TAC 00070. 03/06/01 SINGH, A NRC - No Detailed 

Affiliat ion Given. 31pp. 66817:300. 24X Fiche: 50-234, B3/06/27. 

0307100026. 


0307100044 F-orwards IE Insp Repts 30-266/93-00 * 30-301/83-00 on 
830309-11 & 0609 & notice of violation 

PAPER 1ELLLJ, C. J. Region 3, Office of Director. 03/07/01, 
BURSTEIN. S. Wisconsin Electric Power Co. 2pp. 19560:234 24X 

Fiche: 39—266, 83/07/01 , 0307100044. 


—0307100047 IE Insp Repts 30-266/03-00 * 50-301/83-08 on 030309-1 J h. 
0609. Non. comp 1 lance noted : fa i 1 ur e to collect air samples on 
030331 during reactor vessel head removal 6 cavity flood 
operations & to install 5A-11 main steam line monitors. 

LOVENDAt-E. P. C. , GREGER, L. R . Region 3, Office of Director. 
SO-3O1/S3-O0. 83/06/30. 8pp. 19360:238. 24X 

Fiche: 50-266, 03/07/0 1 , 0307 100044 


0307180001 Part 21 rept clarifying position re equipment failures 
during C-F qualification testing of Target Rock solenoid 
activated valves per T Lee 030620 requpg t. Va 1 ve design 
conform* to NUREG-O3B0. Retrof 1 1 program supported 

PATTARINI , I>. M. Target Rock Corp E-16673 03/07/U. DEYOUNG, R. C. 

Director's Office# Office of Inspection and Enforcement Ip, 
19360:007. 24X Fi c h e 50-520, 03/07/ 1 1 , 0307 1 B0Q8 1 


0307100090 Forwards clarification to 030413 integrated implementation 
schedule for completing NUREG-0737, Supp 1 ! items re 
emergency response capab i 1 i t ins, per Generic Ltr 02-33. Item* 
not dependent on fuel cycle identified. 

HUKILL, H. O- General Public Utilities - GPU Service Corp. 

321 1-83—1 *77. 03/07/12. E18ENHUT, D. G. Division of Licensing. 2pp 

19957:001. 24X Fiche: 30-289# 03/07/12, 0307100098 


8307180100 Submits final resolution of open items identified In draft 
technical evaluation rept (ltd 030222 demonstrating 
conformance to NUREG-0612# "Control of Heavy Loads at 
Nuclear Power Plants#" Phase I. 

STEWART, W. L. Virginia Electric U Power Co 323 83/07/12. 

DENTON, H. R. Office of Nuclear Reactor Regulation# Director. 

CLARKiR. A. Operating Reactors Branch □. 4pp 19557 003. 24X 

Fiche: 30-330# 03/07/12, 8307180100. 


8307100100 Forwards rev to 030623 response to NRC 030202 request for 
addl info re NUREG-0737, I terns II. F 1.4# "Containment 
Pressure Monitor" tc II. F 1 3. "Containment Water level 
Monitor," to correct inaccuracies in original data 
BAYNE, J P Power Authority of the State of Now York JPN-03-66 
83/07/12. VASSALL0.O H Operating Reactors Branch 2 3pp 
19557 022 24X Fiche: 50-333. 03/07/12, 0307100100 


03071001 t5 NUREG-0750 V16 N02 

NUCLEAR REGULATORY COMMISSION ISSUANCES August 1982 Pages 
401-863 

« Commissioners. 02/00/31. 462pp 19564 002. 


0307 1001 24 NUREG-0B37 V02 N03ER 

NRC TLD DIRECT RADIATION MONITORING NETWORK Progress Report. 

July - September 1982. 

COSTELLO, F. , THOMPSON, T. , COHEN, L Region l. Office of Director 
83/07/03. 3pp. 19641:136 


0307100139 NUREG/CR-2957 

MEASUREMENT OF GAMMA RAY DOSE FROM A MODERATED CF -252 
SOURCE. 

MCDONALD, J. C. OattBlle Memorial Institute, Pacific Northwest 
Laboratory. GRIFFITH, R V. Lawrence Livermore Laboratory PLATO, P 

Michigan, Univ of. FIN B-2460-2 PNL-4590. 03/06/30. Division 

□f Facility Operations 22pp 19567:278 


0307100143 NUREG/CR-2599 

EXPERIMENT OPERATIONS PLAN FOR THE MT-3 EXPERIMENT IN THE 
NRII REACTOR. 

RlfSSCHER, G. E. , WIL80N, CL, PARCHEN. L J Battel le Memorial 
Institute, Pacific Northwest Laboratory. FIN B-2277. PhTL-4 1 90. 
03/06/30 Division of Acc ident Eva luat ion. AOpp 19567:239 


8307180148 NUREQ/CR-2595 

A GENERAL APPROACH TO ASSURE COMPLIANCE WITH ALARA 
GUIDELINES GN DIRECT RADIATION FROM A NUCLEAR POWER PLANT 
January 1979 - January 1982. 

HARDING, W , SILVER, C Drexel Univ 83/06/30 Safeguards Branch 

133pp. 19567.001 


0307180165 NUREG/CR-2963 

PLANNING GUIDANCE FOR NUCLEAR POWER PLANT DECQNT AM J NAT I ON 
MUNSON, LF,. DIVINE. JR., MARTIN, JB Battelle Memorial Institute, 
Pacific Northwest Laboratory FIN B-2342. 03/06/30 Division of 

Engineering 104pp. 19567: 136 


8307190016 Forwards responses to Franklin Research Ctr 820212 draft 
rept on handling of heavy loads & response to 0Q1222 request 
for addl info re lifting devices Mods 6 procedure 
emplacements will be completed by 841231 

HARRINGTON. W. D. Boston Edison Co. 03-101 B3/07/13. 6 ISENHUT , D G 

Division of Licensing 49pp 19633 004 24X Fiche 50-293, 

03/07/13, 8307190016. 


0307190100 Advises of completion of Mark I containment mod program per 
020110 order Plant mods fc structural reassessments meet 
NUREG-0661 acceptance criteria 

MCOAUGHY, R W Iowa Electric Light h Power Co. NC-03-2357 
03/07/12 DENTON, H Office of Nuclear Reac tor Regulation. Director 
lp. 19634:255 24X F i c h e 50-331 , 03/07 / 1 2# 0307 1 90100 


0307190106 Comments on changes to Tech Specs (NUREG-0926) proposed by 
util on 830629 Requirement for noble gas activity monitor 
w/alarm to he continuously operable at either offgas 
post-treatment or radwaste ventilation point recommended 
CDDB.A.B Mississippi# State of 03/07/14. DENTON, H. R Office of 
Nuclear Reactor Regulation, Director. 2pp 19634 240 24X 

Fiche: 30-4 i 6, 83/07/ 1 4 , 0307 1 901 06 


0307190133 Supplemental application for amend to License DFR-30, 
proposing Tech Spec changes to support full-rated power 
during Cycle 0 U revising BAW-1774, "Cycle B Reload Rept#" 
to reflect implementation of NUREG-0630 in LUCA analysis. 

TUCKER, H. B Duke Power Co. 03/07/13 DENTON. H R Office of 
Nuclear Reactor Regulation, Direttor STOLZ.J F Operating Reactors 
Branch 4. 3pp. 19636 075. 24X Fiche 50-269, 83/07/13. 0307190835 


--0307 190139 BAW-1774 ERR 

Revised pages to "Oconee Unit 1 Cycle 0 Reload Wept " Util 
description of work scope for justification of use of 
FLECSET end 

* Babcock & Wilcox Cq B3/07/13 7pp 19636 090 24X 

Fiche 30-269, 03/07/13# 8307190135 


8307190156 Discusses status of facility licensing at l > on*. Cons i derab lc 
amount of time devoted to Suppl 1 to NUREG-0737 during 
last reporting period 

WAGNER. PC. Region 4# Office of Director 03/07/11 MADSEN, G L 
Region 4, Office of Director. 2pp 19636:236 24/ 

Fiche: 50-267, 03/07/11, 0307 190156 
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83071^0190 Foru^rds 

? P upfi *’’» c nureS" 72 ;* 


VAN BRUNT, F p , - c.s»-u / j/. 

KNICMTCN.e L,„nw'n 7 ar^% SBrV,Ce C » 
Ftc e; S 0 -S 28 . B 3 / 0 7 /l S ? aao ? 755^ 0 


2 pp 


GU- 02-33 83 / 0 - 7/13 

19630-192 24X 


8307190209 F 0 r u * rds , etAl|fl , 

requirement* 0 f Q eneri c Vir'eS-as* *1°* ? e * ig " per 

Requirement* For Emeroencu 33 ‘ Suppi 1 to NUREG -0737 

SHIELDS, SW Public sEtJi^ * submitted by 831101 
83 / 07 / 13 , EISENHUT Do n* ° - Ir 4 I< 3 "-a- Int SVP-oiOa-aa 

™ F ‘<** «o-M*.SS;w/,5.SSn^S,;' uC ^a 32J 

8307190219 Forwards “Seismic i. n 

-M;; s ( rsKr:: 

BROEHLi D j Portland General ] * T J D " 5 1 * e r » d closed. 

«sar L — *>*■ 

- 83071-50224 POE - 1037 

of ^ ReliBf 

°s;!;;.: rt, S5vK‘^s''v opu — «... 

— 7 . *PP , 7 . 30 , 003 . 

iOCA i Optra ting "kn/pt *L*mlts ? ,s " 5 "" nt oF NUREC- 0.30 Mods,, on 

discnvrrg n»t°"o” Jnc^uJItfl' “an “"'J*''’ r " °"™ »h-l ing that period 

^<££ao*2?"'" °'ss54cir^ c C ° B 3%7n° ,eT 3 H " ■-■“—'• 

24* Ficfte 50-244 .B3/07/1J ,6307190270. B3 ' 07/,S 3 PP 19628:304. 

2;s;iJi,” p f ;}».7;“i{j n , r poT ' i,n9 
clarp, 5T l ^:^f £ p n H Ea r S5 ‘ ? *- » s ?. v unti 1 


PWRi 


UADr4ss» r S prrmary V ^ifei l “ n f“ |1,,0, ' t ' n 4 continued operation of 

NOOEO-W ,;^?, 77 VaWes -“" t " F »"41 r...lSS;« , 2 ? ° f 

830719038. Foruord. 

:!SJS”W-;SB :? " 

•valuation continuing P - NUBE0-0737. J t e.n I J. p. I 

!p? t"£‘ *"p p B " ^643 345 3 '°"o S7 C '"FFI W .J.„. 

Flchfr: 30-313, q^ /04/27i 8307190306 * 6^3 345 24DC 

B3 ?NURE0-0452!'R^ d | ) |, Lj“f„J P 'f‘ ,u SIS for ties t i nghou to FPR,. 

Tt.BMA 8 .C 0 . Stan’da^JllJi'r 9 ‘5 BB 0902 

Operating Rr^rrm.., a. ejects Branch. 

-..g i n e«T j rtg Bi-anc 

Branch. 672pp. 1964200? 


i-n ca I tnguiBeritig 


93 K^°r «- Track, 

89634: 210 


KING, M. □ f F ic e ” b( U b rtari 1 rac k 1 n ® S V5» " Apr 1903 

of «« W£! Management. Director B3/ <>4/30 


160 pp. 


0307190446 NUREG-0S96 SO 3 

8EAlROOK V STA^m^m^ R [ Z*™ T ° m£ »«*T«0« 0 p 
50-444. Public sirv ee ComaL °¥l eU U ° 30 ~ A ™ Af >d 

* Olv j i j on oF U*.i“n 5 SaJfl 2 J-iS B " Wart,p 5h ire ' »t al > 

«. 23. 19569 205. 3 4X Fiche: 30-444, 83 / 06/.3 0^03 07190446.* ^ 

0307190437 NUREQ/CR- 33 63 V 02 

CRm^-H m?FLuJ I TOlL f IS 1 , rj N 2 vP^?r lL,0R1UW IN FQS1 ' 

EVANS, DO.. WEBB.s J J VERTICAL tUOE fAppentfi, E , 

TS- 83 I-U 83 / 06/30 Lehigh Vniv. FIN - 0-6794 

Available at NRC. ,7 50 "tiSSS^oS? ACC, ^ nt *">«*”■« 


83 2Fi 9C>4M NUnE G/CR-336 3 VOI 

CRlT^CAL-NEAT-FL^rBOILlN^r^A ^ GQUI L *BR IUH J N p 0 8T- 
And Appendices ^ } BOILlN ° IM A VERTICAL TtfflE. <Main Report 
EVANS, D. 0 , WEBOgS W . ru-cw , 

"luill af ^r 30 ,, 00 »-j. ion a/Ac^^kva^tfr’VA,,. 

»h:Lv:i' n l'3e™rHvtiLr ° p 

c - p >«« «/™«L 1 10 0,0701 ■ ukml “»' 

cRUT^i.S; D . Co s;. u ;:;; n x* p =«• z e, -° 7 - 

Fich.: 50 - 155 , 83 / 07/1 s, ^ 0307200 ^ 7 ? * h * ^ 19 . 47 : 1 , 3 . 2+J( 

0307200135 Confirms currant use of r-o n 

W.MQ. 24* CL,WR ‘ RA - 

Nu ?f- oi >=- "c-trm „ f 

include step pluos lV *««»i ^ ' ' items discussed 

j'''«ni-; v h , :i,*: p * rator popi 

63/07/13 SCHMENCEB A .T U ‘ Pou ' 1 "' 8u PP>V Sgst.m 002-BT A, a 

F.C.: ,0-3,7. W/0^3? S30 ^^ nS =■ *>*■ .wWi, 

"Wate^HaTOcr.’^’ncluiin^J docu,n « nt * ®n Onr. solved s.f.tu 1 ,,,,. a 
NURE 0-0993 re evslMtJon'oJ 0 ^ {.""h"’ 1 <,f NURE«-09^7 l 

Impact analysis of uater ha^ hammer occurrence & value 

brad&urv.r.d, q?o ^ t u § ^T r ^ pecUvBl, f- 

Division of safety Techno?^' !J. E ^ p n ” r e ^/13. KNIEL, K, 

8307200187 NURE0-096B VOI ERR 

CLINCH ft iVEft A BREEDER P RL ANT Errata 70 THE C0NSTH L'CTrt)N OF THE 

;S! ^Jg^^s-aS^T 

1 9647r 308, 03 Jo^U^O^SS W."' B3/ ° 7/11 - 


2pp. 


^ ^r^jj -1 f;;;ws/ r^ll£: 

Operating Reactors Br.nfh ! El ^ c trlc Co. 03 / 07 / 15 . STOLZeSF 
Fl eft a: 30-277. S 3 /07/1 5 ^ 0307 ^ 005 , yg P " 19Me: ' 34 - M* 

8307200316 Summariies B30A1 H 

required post-acc Ident aial^t!L°l “^ ppli « n ‘ F * Accuracies in 
NUREO- 0737 . Item If. B. 3 Acceptable Cl " m “ tr, l P*4c.dur.s p„ 

wuInV^fS.J" ’% rlw 5ul ‘’ e3 ‘ P ' ItrU ‘" ani,v, ‘* 

1,45i ^ 3 w.V.ISfS.A.^^ii.^isss-f. - 

0307200473 Comments on B 305 i-’i 

S?rSfS&r 

24X Fiche. 30-3.1 , 83/07 /Oa. 8307200473. 

S307200474 Cumn-rnts on * 30 sp* 

i^Tzr^v. ^ ‘-Si - t-"':' 

0307200405 Forwards „ , 

NUREO-0737, items 1 1 r 1,%^? f'^sVI k^ 032 * r. 

Instrumentation**-'^^* 4 *- 

•net. *«o*wn, items resolved w/o 

--- — - 

a 3 SN?S,oT ar L d r c ® RR SUf V 5 -NUfiEC - 0 787 „/o 

55S^- 


332pp. 
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0524 Forwards order modifying 810)19 h 820119 order* re 
Al lot ion of plant mods in compliance w/arc eptance 
«rl<a of NUREG-0661 . Comp 1 e t i on date extension to Spring 
outage, requested in 830615 Itr. granted 
ALLO. D B. Operating Reactors Branch 2 03/06/30. FARRAR. 0 L 

omoe^lth Edison Co. 2pp 19671:344 24X Fi r he 50-234, 83/06/30, 

200324 . 


200531 Order modifying 610113 8c 820119 order* re installation of 
• nt (nods in compliance w/NUREQ-0661 requirements, 
upletlnn date extended to Spring 1904 Tefueling outage. 

RPLE#R.A. Division of Licensing. 03/06/30. Commonwealth 
i<on Co. 4pp. 19671:346. 24X F i c he : 50-254, 83/06/30, 0307200524. 


D007 Forward* IE Insp Rept 50-247/83-14 on 030523-27. No 
ompllance noted. 

SSTECKI.R. Division of Project Si Resident Programs 83/07/05. 
vJ. D. Consolidated Edison Co. of New York. Inc. 2pp. 

24X F i che : 30-247, 83/07/03. 03072 10007. 


210014 IE Insp Rept 30-247/83-14 on 030523-27. No noncompliance 
ted. Major areas lnspec ted: 1 1 cense® actions taten to comply 
requirements described in NUREG-0737. Item II » 2 re 
sign of plant shielding! & vital area assessment. 

JNACK. W. H. , EAPENr P. K. , KISTER, H. 0. Region 1, Office of 

*ee tor. 33/06/30. 8pp. 19669:223. 24X F i c h o : 50-247, 83/07/05, 

3721 0007. 


>13B Forwards proposed rev to Generic Licensing Topical Rept 
L <P)-A, "Ederers Nuclear Safety-Related Extra-Safety L 
wing ( X— SAM 1 Cranes." Changes describe haw X-9AM 
>s implemented per NUREG-0354. Approva 1 requested. 

LC.W, Ederer, Inc. 83/07/10. THOMAS, C. Standard i j a 1 1 on U 

lal Projects Branch. 2pp. 19666:110. 


1145 Forwards safety evaluation of util 821101 analysis 
>*t-mc*ident sampling sys per NUREG-0737, 1 tern II. 0,3. 

Ution of three remaining criteria requested within 90 

:HFIE-LD,D. Operating Reactors Branch 3. LS03-D3-07-031 . 

V1B. C0UNS1L, W. G. Connecticut Yankee Atomic Power Co, 9pp. 
»: 120. 24X Fiche: 30-213, 03/07/10, 0307210143 


>205 Informs that post-accident sampling sys operational 
■duree approved & installed at plant by 030701 per TMI 
in Item II. B. 3, Due to recent sys malfunctions, 
natives investigated to improve reliability. 
i-RT. W. L. Virginia Electric 6 Power Co 393, 83/07/10 

IN, H. R. Office of Nuclear Reactor Regulation, Director. 
IHUT * D. Q. Division of Licensing, lp, 19663:111, 24X 

: 30-200, 03/07/ 10, 8307210203, 


'209 Forwards conceptual des ign, overol 1 schedule for engineering, 
remerit t< installation h NRC checklist for compliance w/ 

-0737* Item II. F. 2. Approval of conceptual design is NRC 
list requested by 830702- 

FER. O. R. Florida Power Corp. 3F-O703-I5, 83/07/19. 

NiH. R. Office of Nuclear Roactor Regulation, Director. 43pp. 

: 060- 24X Flche: 30-302, 03/07/18, 0307210209. 


253 NUREG/CR-2926 

AND ESCA STUDIES OF POSSIBLE SODIUM UR AN ATE PRECURSORS 
LATED TO AEROSOL CHARACTERIZATION FROM A SIMULATED 

ELLI,W A. , MILLER, 0, D. » CRAVEN. 9. M, Mound Fac 1 1 i ty /Monsanto 
rch Corp. FIN A-IL71. MLM-2903. C2/10/31. Division of 

«nt Evaluation. IQpp. 19683:297. 


237 NUREG/CR-2932 V02 

hENT QUALIFICATION RESEARCH TE8T OF ELECTRIC CABLE WITH 
RY SPLICES AND INSULATION REWORK TEST NO 2, REPORT NO. 

• E. E, , FURGAL, D. T. Sandia Laboratori es. FIN A-1335, 

1-2027. 82/11/30. Division of Engineering Technology. 65p p 

B; 222. ^ 


260 NUREG/CR-2B10 

TIONS IN ZIRCAL0Y-4 CLADDING DEFORMATION IN REPLICATE 
SIMULATION TESTS. 

ST, A. W. , CROWLEY, J. L. , CHAPMAN, R. H. Oak Ridge National 
■ tory. FIN 8-0120, ORNL/TM-8413. 02/10/31. Division of 

•nt Evaluation. 34pp. I96B8: 167 . 


262 NUREG-0748 VOS NOS 

flNO REACTORS LICENSING ACTIONS SUMMARY. Data A* Of May 
S3. (Orange Book) 

hagament Information Branch. 03/06/30. 324pp. 19608:323. 


265 NUREG/CR-2333 

FB OF THE SEMISCALE M0D-2A NATURAL CIRCULATION 
I ME NTS. 

3,G. G, * BODAiK. EGLQ, Inc. FIN A-6030. EGG-2200, 02/10/31 

■ ion of Accident Evaluation. 74pp. 196S0 ■093, 


8307210269 NUREG/-C R-2P24 VO) 

EDDY-CURWENT INSPECTION FOR STEAM GENERATOR TUBING PROGRAM 
QUARTERLY PROGRESS REPORT FOR PERIOD ENDING MARCH 3), 1982 
DODD, C V , DEEDS, W. E. , MCCLUNG, R W. Gak Ridge National Laboratory 
FIN 0-0417 0RNL/TM-S41B/V1 82/10/31. Office of Nuclear 
Regulatory Research. Director 9pp 1 9672 ; 304 


8307220110 Respond* to 930304 FR notice soliciting comments on issues 
to be Included in environ assessment supporting nomination 
of DGE Hanford site a* potentially acceptable repository 
*1 fce. NUREG-0960 analysis should considered in rept. 

DROWNING, R E. Division of Waste Management. 00458. 8 3/05/02. 

BENNETT, W J. Energy , Dept. of. 2p p 19699.035 


830722012B Forwards SER re util 611116 response to Generic Ltr 81-21, 
"Natural Circulation Cooldown." Mods recommended by 
West inghcuse study demonstrate sufficient condensate supply 
consistent w/procedures Response acceptable 

VAROA, 8 A. Operating Reactors Branch 1. GL-8 1-21. 03/07/05 

BAYNE, J P Power Authority of the State of New York 2pp. 

19692:294 5AX Flche: 50-206. 83/07/05, B30722012B 


0307220139 Forwards NRC FR notices of availability of NRC draft 
analysis of DOE site charac tori i a tion rept for Basalt Waste 
Isolation Project (NUREQ-0960) . 

BROWNING, R E. Division of Waste Management. 00412 83/04/10 

MORGAN, R L. Energy, Dept. of. Ip. 19699.033 


0307220174 Forwards page inadvertently omitted from 830715 submittal 
qf rev to response on control of heavy loads (Generic Ltr 
01-07). Page 4 of Attachment 1 to 810701 submittal should be 
replaced u/enc 1. 

BDflDINE, T. C. Consumers Power Co. GL-91-07. B3/G//18 

CRUTCHFrELD, D. Operating Reac tor* Branch 5. 2pp. 19684:033. 24X 

Flche: 30-153. 83/07/19, 8307220174. 


8307220222 "LACllWR Annual Rept 19B2. " W/030217 ItT. 

LINDER, F. Dairyland Power Cooperative. LAC -0803 83/02/17. 

KEPPLER, J . G. Region 3, Office of Director J ) p p 19674:005 24X 

Fiche: 50-409, B3/Q2/L7, 8307220222. 


8307220356 Forwards. "Nuclear Environ Qualification Tost Program on 
Foiboro N-E1Q Series Pressure Transmitters," Vo 1 s l-III. 

Results should bo reviewed por qualification requirements of 
NUREQ-05SB L IOCFR30- 49, 

FAY.C.W Wisconsin Electric Power Co. B3/07/15 DENTON, H fl 
Office of Nuclear Reactor Regulation, Director NOONAN, V. 8. 
Equipment Qualification Branch. 2p p 19676:120 24X 

Fiche: 50-266, 93/07/15, 8307220356. 


0307220495 Discusses status of proposed mods to automatic 
dopresiur nation sys,per NUREG-0737, I ten II. h. 1 IS Option 
4 re timer installation described in GE UWR Owners Group 
response, selected for i mp 1 ementat i on. Mod s listed 

RYBAK, B. Commonwealth Edison Co. 696BN 63/07/ IB DENTON, H, R. 

Office of Nuclear Reactor Regulation, Director. 2pp 19695 tBl. 
24X Fiche: 50-000, 83/07/18, 0307230495. 


8307220301 Suppls response to- Generic Ltr 82-33 re emergency response 
cap at ill ty, clarify ing position re schedule for 
Implementation of guidance in Reg Guide J. 97, Rev 2 Schedule 
will be developed per NUREG-0737, Supp I 1 

BECKHAM, J. T. Georgia Power Co. GL-B3-33. 83/07/18. STOLZ, J, F. 

Operating Reactors Branch 4 lp. 196B3149. 24X 

Fiche: 50-32), B3/O7/10, B307220501. 


8307220-508 Forwards Rev l to “Equipment Quad i f i cal i on Radiation Dose 
Map D evo 1 upme n l, M per NRC 030617 request 

VMRIG.R.E. Florida Power U. Light Co L-B3-4Q9. 03/07/15. 

CLARK i R. A Operating .Reactors Branch 3. 2p p 19605 104. 24X 

Fiche: 50-335, 83/07/15,8307220500. 


— 8307220514 Rev 1 to "Equipment Qualification Radiation Dose Map 
Development. “ 

* Florida Power & Light Co. 83/06/24 16pp. 19695:106. 24X 

Fiche: 50-335, 83/07/15, B3G722050B. 


8307220564 Submits evaluation of SPING-4 as iodine sampler per 
NDREQ-0737, Item II. F. 12. B. 2. Methodology 6 details of 
determination re use of SPING-4 found in Technical Rept 
LAC— TR- 1 16. 

SHAFER, P, W. Dairyland Power Cooperative. LAC-9173. 83/06/30. 

PAUL. R. Region 3* Office of Director ?pp. 19685:360 24X 

Fiche: 50-409, 03/06/30,8307220564. 


8307220636 KUREG-099a 

U 8 NUCLEAR REGULATORY COMMISSION 1982 ANNUAL REPORT, 

DICKSON, J, H. Office of Resource Management, Director. 03/D7/31 
224pp. 19697:293. 
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8307-25005^ Fcn-jdi-ds Hu/nan Factors Engineering Branch audit rept of 
control room design review fra.n 630404-08 per Generic Ltr 
B2-33 Fes pc, nses to unsatisfied conditions should be provided 
&Q dag* prior to expected licensing date 

V □■JNGQLCJOD. B. J Licensing Branch 1 GL-02-33 83/07/08 GARY. R. J. 

Tens Utilities Generating Co 34pp 19723 3G9 24X 

Fi ch» 50-445. 03/07/08, 8307250059 


8307250219 Advises that util emergency operating instruction being 
revised to manually energize permanent hydrogen mitigation 
sys.duo to delay in completion of Westinghouse Owner* Group 
emergency response guidelines. 

MILLS. L M. Tennessee Valley Authority. 83/07/19. ADENSAM. E. 
Licensing Branch 4. 2pp. 19706:030. 24X Fiche; 50-327. 03/07/19. 

0307250219. 


0307250075 Respond* to 030622 request for comments on first draft of 
NRR safety goal evaluation work plan Div cf Licensing 
should fie involved u/subtasks dealing u / possible effects of 
safety goals on regulatory requirements 

E1SENHUT,D G Division of Licensing 83/07/14. SPEIS.T. P. 
Division of Safety Technology Ip 19724 085 


83072*0079 NUREG-0797 503 

SAFETY EVALUATION REPORT RELATED TQ THE OPERATION OF 
COWANCHE PEAK STEAM ELECTRIC STATION, UNITS t AND 2 Docket 
Noi 50-445 And 50-446 (Texas Utilities Generating Company, 

* t al I 

* Office of Nuc 1 ea r Reactor Regulation. Director. 83/03/31 62pp. 

Available at NRC *5 00 19739. 0S8 24* Fit he 50-44 5, 83/03/31. 

8307250079 


8307230080 NUREG/CR-3060 

CONCEPTUAL DESIGN OF ALTERNATIVE CORE MELT MITIGATION 
SYSTEMS FOR A FWR WITH AN ICE-CONDENSER CONTAINMENT 
REILLY. M J . COLN D , POLK I NG HORNE, S EGiG. Inc FINA-6351, 

EGG-2233 83/01731 Division of Accident Evaluation 29pp 

1 97^19 ni7 r r 


8307250095 NVREG/CR-281 4 V02 

IPJCLEAR REACTOR SAFETY. April 1 — June 30, 1982 

STEVENSON, M G Los Alamos Scientific Laboratory FIN A-7014-2, 
^556-PR £3/01/31 Division of Accident Evaluation. 34pp 


B3 W/o 5 enIl f FOrw * rdS Soppl 2 t0 SER <^£0-0896) re application for OL. 

HMICMTON.O.W Licensing Branch 3 83/07/13. HARR ISDN, R. J. Public 

Service Co of New Hampshire 4pp 19738 055 24X 

Fi Che 50-443, 83/07/ J3. 0307250098. 


8307230231 Responds to Generic Ltr 82-33 (NUREG-0737, Bu p p 1 1> ro 
emergency response capab i li ties. Operations support ctr 
approved by Region I.Adrfl time required for safety parameter 
display sys completion. 

FIEDLER. PB. General Public Utilities - GPU Service Corp. GL-02-33. 

83/07/18. E ISENHUT , D. G. Division of Licensing 3pp. 19703:360, 
24X Flche: 50-219, B3/07/1Q, B307230231. 


0307230233 Suppl I to 830217 proposed Amend 63 to License DPR-34 re 
NUREG-0737 items & fire protection. 

RODRIGUEZ, R. J Sacramento Municipal Utility District. RJR 83-230. 
03/07/12. EISENHUT, D. 0. Division of Licensing. Ip. 19706:045. 
24X Fiche: 50-312, 83/07/12. 0307250233. 


--03D725O24O Proposed Tech Specs re nuclear svc bus extensions & fire 
pro tec t i on. 

* Sacramento Municipal Utility District. 83/07/12. 7pp. 
19706:046, 24X Fi c he: 30-312, 83/07/ 12. 8307250233. 


8307230233 Forwards safety evaluation Df util 000111,020107 fc 0427 
responses to NUREG-0737, Item II. 0. 2. 2, "Plant Shielding Mods 
for Vital Area Access. " Guidance it criteria met. 

VARGA, S. A. Operating Reactors Branch 1. 83/06/30. UHFflO, R. E. 

Florida Power i Light Co. 4pp. 19725:350. 24X 

FiChe: 30-250, 03/06/30, B307250235, 




ACOUSTICALLY MEASURED PENETRATION PROFILES FOR A MOLTEN 
METALLIC POOL INTO RIVER-STONE CONCRETE, 

SUTHERLAND, H J. , HAGEN. S. Sandia Laboratories FIN A-1210. 

83/0I/3 l- Division of Accident Evaluation. 

19724 : 040. 


34pp. 


8307230103 Application for amend to License BPR-49. propos 1 ng Tech Spec 
Change RTS-134 re RCIC automatic reset t* automatic suction 
‘ storage tank to suppression pool, 

per NUREG-0737, Item* II, K. 3 13b fc 1 1 . K 3 22 

2S5£^' R * i° W * ElBCtric Light t Power CO NG-S3-2294. 

83/0 /20 DENTCN.H Office of Nuclear Reactor Regulation. Director 
3pp 19706.061 24X Fiche 50-331. 83/07/20, B3D723O1O0 


8307230109 NUHE0/CR-2Q49 

p2x^, R /e D ro°r ^ 0f1PAR£ AND BEACON SUBCQHPAKTHENT ANALYSES OF 
EATTELLE-FRANKFURT CONTAINMENT TESTS 

' E 7 f J Li r E '« F ' C,D0 ' B G Lo5 Alamos Scientific Laboratory 
FIN A-7 11 LA-9461 -MS 03/01/31 Division of System* V ‘ 

Integration (post 8110051 70pp. 19739 154 


B3 °,?? 0 bi 7 .;3o^!V!:'i '”° d ‘ *° reUef * v »*»» »•»«»««• ptpm 

will be implemented during neit refueling outage scheduled 
for early 1985, p* r 830121 ltr re NUREG-0737, I tern !l D I, 

Qf R.li.r i S.Tptv Valves •• 

TUCKER. H 0. Duke Power Co 83/07/19 DENTON, H R Office of 
£ i*^n R “i t0r Re S° lat * on. Director. Ip 19706 071 a 4X 
Fiche 30-269. 83/07/19. 8307250117. *** 


0307250159 NUREC/CR-2397 

FUEL INVENTORY AND AFTERHEAT POWER STUDIES OF URANIUm-fiifi rn 

a ssm£m™ 

RYMAN. J C , HERMANN, O W , WEBSTER c c n.i d , 

Lab oratory FIN A-9047. SrnlJcSD- 9^ SSJlS AV . 

Engineering Technology. 144pp 19730 280 ivision of 


;:u» ^ 

BJ/OT/ZO ” OEMTOw“h 61 S5mc« P °T C ° '’“I- 03 '”’® 

3.P HN4 0J! MX Fltb. : 30-MI. SS"o7“o.‘mow5m^“"' D ‘ r " :tI 



* Iowa Electric Light L Power Co 8T/n?/an 

S*X Sick.: 50-331. B3/07/SO, S30W50SU BP 19706.035 


oju/ujuj nuhkv-ioii 

DRAFT ENVIRONMENTAL STATEMENT RELATED TO STEAM GENERATOR 
REPAIR AT THE POINT BEACH NUCLEAR PLANT UNIT NO. 1. 

?" c J'I u N ? 30-266. (Wisconsin Electric Power Company) 

COLBURN, T G^ Division of Licensing. 03/07/31. 43pp. 19723:204. 

24X Fiche: 50-266, 83/07/31, 0307250323, 


0307250332 NUHEG-0S80 V12 N06 

REGULATORY LICENSING STATUS SUMMARY REPORT. Data As Of 
June 30. 19B3 (Blue Book) 

• Management Information Branch. 83/07/31. 63pp. 19737 . 221 . 


work re adequacy of PORV block valves per TMI lie*'!? D 1 “ * 
bJ r B3l001 iOn ° f Anchor/DarliT '0 assumptions will be submitted 

crutch™.. South. rn California Edison Co B3/07/13. 
CRUTCHFIELD. D. Dporatlng Reactor. Dranch 5, Rpp 1770= Oi4 

Fiche; 50 - 206 , B 3 / 07 /I 3 , B 3 O 723 O 430 . 


cook U k N 5 E Ta??!!™ 1 ^ 0 VARIA0LES Qn ultrasonic RESPONSE. 
COOKtK.V., LATIMER, P. S. , MCCLUNG, R, W Oak Ridoe Nation 
FIN B-0103 ORNL/TM-8319. 83/01/31. D ° 

Technology. 2 0pp. 19721:214. f & 


Laboratory. 
1 n»»r lng 


AC?«EN?s C0 ' 1 “ UBT ' aN CHARACTe »'STICB RELATED TO REACTOR 
fiS L a-mis ' tmL-NuREG- 3 ' M 73 N0, e3/o7^° 0kh ^r i N ? tl0nil1 

ration « P „ t e„oo5; 493 . 3P r /o A 7 ^, 0 h,p D ir^ n °i* s r B um ' 


Issuance of amends to Licenses dpr-i t lie I consideration of 


S307250553 NUHE0-07S0 VIA N03 

BA3-?f2l8 EGUMT0,,V C0mI6SIQN ISSUANCES Bop t.™ b P r 
* Commi5.ion.r5, 8S/07/30. 3A3pp. 19781:333. 


1982. Pp 


9 n of Director. 03/07/31. 275pp. 19716:037. 



NON DOCKETED ITEMS 


387 


8307230663 Forward* draft safety evaluation concluding that util meets 
Criteria 1 t« 3-*? in Item II. B. 3 of NUREG-0737. "Post- 
Accident Sampling Sys." Addl info requested within 60 days 
on Criteria 2. 10 & 11 to complete evaluation. 

CLARK, R A Operating Reactors Branch 3. STQLZ»J. F. Operating 
Reactors Branch 4. 83/07/14. GRIFFIN, J. M. Arkansas Power i Light 

Co. l?pp. 1 97 IB. 291 . 24 X FI che : 30-313, 83/07/1 4, 8307250663. 


8307260013 Forwards estimated completion dates for emergency response 
capability upgrade Items 6 revised dates for Reg Guide 1.97 
position & justification repts, in response to NUREQ-0737, 

Sup p 1 1 i Generic Ltr 82-33. 

RODRIGUEZ. R. J Sacramento Municipal Utility District. RJR 03-339 
83/07/20. STOLZ.J. F. Operating Reactors Branch 4 3pp. 19727:174. 
24X Fiche 30-312, 03/07/20, 0307260015. 


0307260018 Submits supplemental response to NUREQ-0737, Sup p l 1 (Generic 
Ltr 02-33) . Descript 1 on of parameter selection criteria to be 
submitted by 831231. Human factors & safety parameter display 
sys verification to be performed w/ver i f i cati on program. 

SWARTZ, E. D. Commonwealth Edison Co. GL-B2-33. 03/07/20. 

DENTON, H R Office of Nuclear Reactor Regulation, Director. 2pp. 
19727:177. 24X F i c h * : 50-000, 03/07/20, 0307260010 


8307260034 Reviews Chapters 0, "C 1 1 ma to 1 og y, Me t e orolog y & Air Quality" 
& 13, "Site Issues h Plans," of site charac ter i zation rept 
for Basalt Waste Isolation Project, Rept may be supplemented 
w/NUREG/CR-2636 info re snow i ice. 

MILLER, H. J, Earth Sciences Branch. 00126. 02/12/02. 

KORNASIEWICZ, R, High Level Waste Technical Development Branch. 2pp. 
19706: 311. 


8307260044 Forwards DOE site characterization rept for Basalt Waste 
Isolation Project. Comments on draft site charac ter 1 zation 
analysis (DSC A) , designated nureg- 0960. requested within 14 
days of delivery in Jan 1983. W/o end. 

BROWNING, R. E. Division of Waste Management. 00405 82/12/02. 

CUNNINGHAM, R. Division of Fuel Cycle i Material Safety. 2pp. 
19706:313. 


8307260057 Forwards DOE site charac tor 1 zat Ion ropt for Basalt Waste 
Isolation Pro jec t, Comments on draft site charac tor i t ation 
ana 1 y s 1 s , d es 1 gnated NUREG-0960, requested within 14 days of 
delivery in Jan 1983. W/o end. 

BROWNING, R. E. Division of Waste Management. 00129 82/12/02. 

ARSENAULT, F. Division of Health, Siting i Waste Management. 2pp, 
19786:315. 


8307260143 Advises of completed actions re NUREG-0737, ! terns II. F. 16 i 
III. D. 3 4 concerning containment hydrogen monitors i control 
room hab i tab i 1 i ty, respective ly, per 030300 i 14 Itrs. Final 
action to be completed by 040630. 

JONES, W.C. Omaha Public Power District. LIC-B3-174. 83/07/22. 

CLARK, R. A. Operating Reactors Branch 3, 2pp. 19727:286. 24X 

Fiche: 50-205, 83/07/22, 0307260143. 


8307260176 Provides addl info re NUREG-0737, Item II.K- 2. 10 re 
anticipatory reactor trip sys, in support of request for 
exemption from NRC 830314 order . Request applies only to loss 
of main P«b<J water. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District, RJR 03-549, 
03/07/20, STOLZ.J. F. Operating Reactors Branch 4. 2pp. 19727:100, 
24 X Fiche: 50-312, 03/07/20, 8307260178. 


6307260300 Forwards 6-month response to NUREG-0612, "Control of Heavy 
Loads at Nuclear Power Plants. " Procedures for overhead 
handling sys include precautions i guidelines to be observed 
while operating sys. 

CURT 1 8, N. W, Pennsylvania Power i Light Co. PLA-1732. 03/07/22. 

8CHWENCER, A. Licensing Branch 2. 17pp 19726:092, 24X 

Fiche: 30-368, 63/07/22, 8307260300. 


8307260340 Updates 830415 response to Generic Ltr 82-33 (NUREG-0737, 
Suppl 1) re emergency response capab 1 1 i ty. Summary repts re 
control room design review, post-acc ident monitoring & 
emergency operating procedures will be submitted by 841230. 

DIXON, 0. W. South Carolina Electric i Qas Co, GL-82-33. 83/07/21. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
19726:330. 24X Fi c he : 30-395, 83/07/2 1 , 0307260340. 


8307260402 Advises that design gas concentration of two compressed gas 
bottles In calibr gas subsystem modified from 4% hydrogen it 
7% oxygen to 19.9% it 20.9% res p ec t i ve 1 y , per 030607 ltr re 
NUREG-0737, Item II. F. i. 6. 

HARRINGTON, W, D, Boston Edison Co. 83-193. 63/07/22. VASSALLO, D. B. 

Operating Reactors Branch 2. Ip. 19733:116. 24X 

Fiche: 50-293, 03/07/22, 8307260402. 


030726044 5 Proposes mod to commitment made in NUREG-0821 per 8EP Topic 
III-3.B to protect main steam safety relief valves from 
effects of block wall failures. Mod would ensure structural 
integrity. 

MAIER, J. E. Rochester Gas it Electric Corp. 83/07/20. CRUTCHFIELD, D. 

Operating Reactors Branch 5. 2pp. 19734:207, 24X 

Fiche: 30-244, 03/07/20, B307260443. 


8307260433 Notifies that gas turbine preventative maint program will be 
revised to require calibr of control circuit timers during 
each refueling outage, per SEP Topic VIII-2, "Onsite 
Emergency Power 8ys " 

COUNSIL, W. Q. Northeast Nuclear Energy Co, (subs, of Wortheast 
Utilities). COUNSIL, W G. Nor thea st Ut i 1 i t i es . R10940. 03/07/20. 

CRUTCHFIELD, D. Operating Reactors Branch 5. ip. 19734:049. 24X 

Fiche: 50-245, 03/07/20, 0307260453. 


0307260476 Documents understanding that either Rev 2 or Rev 3 to Reg 
Guide 1 97 acceptable to NRC for addressing guidelines of 
NUREG-0737, Sup p 1 1 (Generic Ltr 02-33) re emergency rosponse 
capab 1 11 ty. 

GARRITY, J. H. Maine Yankee Atomic Power Co. MN-83-m. 83/07/21. 

CLARK, R. A. Operating Reactors Branch 3. Ip. 19734: 163, 24X 

Fiche: 30-309, 03/07/21 , 8307260476. 


8307260490 Application to amend License DPR-62. revi s 1 ng Tech Specs re 
suprassion chamber water level monitoring Instrumentation 
per NUREG-0737, Item I I. F. 1.3. 

HOWE, P.W, Carolina Power i Light Co. LAP-83-217. 83/07/22. 

VASSALLO, D, B, Operating Reactors Branch 2 3pp, 19731:329. 24X 

Fiche: 50-324, 83/07/22, 8307260490. 


—0307260504 Tech Spec Tables 3. 3, 5, 3-1 i 4. 3. 5. 3-1 re po *t-a cc Id ant 
monitoring instrumentation i post-accident monitoring 
Instrumentation surveillance requi rements, respec tively. 

* Carolina Power i Light Co. 83/07/22. 2pp. 19731:332. 24 X 

Fiche: 30-324, 83/07/22, 0307260498. 


8307260526 Responds to unresolved Items in EG Adensem 630610 ltr re 
control of heavy loads. Visual aids will be provided to 
assist crane operator In ensuring that designated safe load 
paths f a 1 1 owed . Li st ed lifting devices under evaluation. 

TUCKER, HB. Duke Power Co. B3/07/13. DENTON, H. R, Office of 
Nuclear Reactor Regulation, Director. 2pp. 19731:269. 24X 

Fiche; 50-369, 03/07/13, 0307260326. 


8307270022 Forwards request for addl info needed for EQ&O to review 
util 821203 response to NUREG-0737, 1 torn II. D. 1 re relief fc 
safety valve testing. Jul 1983 meeting proposed to receive & 
discuss response since item is to be resolved by 830B30. 

STOLZ.J. F. Operating Reactors Branch 4. 03/07/03. HUKILL, K, D. 

General Public Utilities - GPU Service Corp. Bpp, 19011:234. 24X 

Fiche: 30-289, 03/07/03, 0307270022. 


0307270023 Forwards comments received re technical findings it 
resolution positions for Unresolved Safety Issue A-43 re 
containment emergency sump performance, Revs to NURE0-0B97 
recommended. Technical/safety issues & resolutions requested. 
8ERK1Z.A. W. Generic Issues Branch. 03/07/12. DALGHfiEN,D. Qandia 
Laboratories. 2pp. 19011:209, 


— 0307270020 Forwards comment s on NUREG-0097, "Containment Emergency Bump 
Performance" i NUREQ-0069, "Unresolved Safety Issue A-43 
Resolution Positions." 

HART, G, H. Owens-Coming Fiborglas Corp. 83/06/23. SERKir.A.W, 
Division of Bafity Technology, llpp, 19011:211. 


—0307270033 Comments on draft NUREG-0097 i NUREQ-0B69 <R*g Guide 1,82 

rev). 

PADMANABHAN, M. Alden Research Laboratory. 83/06/13. 8ERKIZ*A. W, 
Generic Issues Branch. 7pp, 19011:222. 


— 0306200604 Forwards rev to Table A-3 in NUREO-O069. Rev correct* 
discrepancies noticed in values of variables for vertical 
autl ets. Corrections also applicable to NURE0-0B97. 

PADMANABHAN Alden Research Laboratory. 83/06/22. SERKIZ,A. 
Generic Issues Branch. 4pp. 19811:231 


8307270027 Forwards DES (NUREG-1011) re steam generator repair L notice 
of ava U ab i 1 1 ty. Comments due uiithin 43 days following FR 
pub 1 i cation. U/o DES. 

CLARK, R. A. Operating Reactors Branch 3, 03/07/15. Wisconsin, 

Univ. of, Green Bay lp. 19011:201. 24X Fic he: 50-266, 03/07/1 3, 

0307270027. 


—0307270030 Notice of availability of DEB (NUREG-iOli) re steam 
generator repair. 

CLARK, R. A. Operating Reactors Branch 3, 03/07/15. 7pp. 

19811:202. 24X Fiche: 30-266, 03/07/13, 0307270027, 


8307270170 Forwards revised B3033D order re commitments to implement 
NUREG-0737 l toms, extend ing completion date for Item II. 0.3, 
"Post-Accident Sampling," to 030901. 

STOLZ, J. F. Operating Reactors Branch 4, B3/Q7/0I. BECKHAM, J. T t 

Georgia Power Co. 3pp. 19011:146, 24X Fiche: 30-321 , 03/07/01* 

0307270170, 
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-••8307,2701 •• * r t: ■: order c srf imir.} license* cejimitments on post-TMI- 

ralatvt 1 1 '!..■«*, #i**f«aifs 3 c q<r;: l«t i on date for Item II. B 3. 

p 3» t •*♦.!•. t 3«nt Sampling. * to 630701 
ETaEW- i* . D ?i Qiwjian ■' f Licensing 03/07/01 Georgia Power 

Ca \«i l^vaji ;34* Puhi *0-321,63/07/01,6307370170 


0307270319 NUREG/CR-3133 

TKE SENSITIVITY OF ADULT, EMBRYONIC AND LARVAL CRAYFISH 
PROCAM 9ARUS CLARK1I TO COPPER 

RICE, D W. < HARRISON, F L. Lawrence Livermore Laboratory. FIN A-OJ 19, 
UCRL-53940. 83/07/31 Division of Health* Siting 4 Waste 

Management 29pp Available at NRC. »3. 73. 17011:341. 


8j0 7 *7:}J(s ? ►Lfgirjj S^psl 1 ts 3ER fnr GESaAR-Jt <NUREC-0979>. W/o end. 
THOMAS. •: Ftanaatj i tati on f- Special Project* Branch. 03/07/20 

SHSHwOOG •; C General Electric CO 2po 19311.155. 24X 

S'-44 •?,£ L07/20. 9307£7GteB 


330727020* riruaras "Erwjrcrt Dual 1 1 i cat ion of Safety-Related 
Electrical Equipment far Herjfc Environ, ‘ vols 1—3, in 
reipanie t-.i NVFEG-35S0 NRC site verification visit erpected 
i n late ,-.jI or Aug Reipcnse ta 10CFR3G 49 will be provided 
TAUDER,h Letrcit Edison Co EFJ? - 03.93715 Q3/07/I9. 

Y CIJNG3L G j Licensing Branch 1. Ip 19770:148. 24X 

Fiche 3C- 74 1, 93/07/ 19. 830 7270207. 


•0 307270.. 15 Ermron Qualification of Safety-Related Electrical 
Equipment fcr Harsh Environ.' Vt»ls 1-3. inc 1 udmg program 
descriptior • action p lar,s • summary sheets 4 justification 
for inter ic operation, ir response to NUFEG-05S3 
* PetTCit ftdisan Co 83/07/31 191 3pp 19770 149 24X 

Fxctie ?0-34l. 83/07/1?, 6307270207 


03072 7C 52 ’ Forwards final NUR EG/CR-3224 U *uch will be offered into 
evidence by NRC No substantive mod % . add i t i on« pr deletions 
made W/o end 

TURK' S E Hearing Branch 1 63/C7/25 MILLER, W. , HAND, C. H. . 

LlNENBEPCEW, C AtCfliC Safety and Licensing Board Panel- lp. 
19749 31} 24i Ficht 30-337,83/07/25,0307270227. 


830727024'. -aru-aris DE5 f NUREC -tCI 1 1 t- re repair of steam generators h 
notice Jf availability D€3 not end 

Clark, r Operating Reactors Branch 3. 03/07/15 FAY, C W. 

Wisconsin Electric Power Co 3pp 19812 013 24x 

Fiche 50-266. 83/07/13, 0307270245 


0307270248 Requests copy of NUREG/CR-2983. "Selected Hydrologic i 
Cfochemicai Issues in Site Charac ter i jaticn far Nuclear 
Waste Disposal Flood Basalts at Hanford Reservation ■' 

FREI.h W Energy, Dept of 00321 83/03/14. BROWNING. R, E. 

Division «a Waste Management lp 1790?; 216 


BJ °. 7 fI?f 61 *"*t 01,183 -vluation of p U n for emerg.ncu 

response facilities based on NOREG-O0I4 net applicable per 9 V 

issuance :f B-uppl \ to NVREG-0737 

CLARe, n a Operating Reactors Branch 3 03/07/u JONES, W C 

u>nah4 Public Paver District 2pp 19811186 24X 

Ft the 5:,-2S5. 03/07/n. 0307270261 


I"';;:; **•; 61,203 o, , or E , Erg ,„ cv 

response facilities based on NUREG-0014 not applicable per 

issuance rsf Syppl i to NVREG-0737 P 

CLARK. R A Operating Reactors Branch 2 83/07/lr WITHERS, B D 

; a i? c ° 2pp mu-.™. ™ D - 

Fich* 30 •* j44> 83/07/ 11, 8307270267 


S3 eCCS°fnIusis 3 Idii S f W / # s < * na !^ i$ ° f effoct of NUREG-0630 on facili 
tecs analysis Administratively imposed temporary 

° n f,eiUt V operating limit, identified sn 
srnf? 0 /r appropriate L necessary pending NRC approval 
8 OLZ., w F Operating Reactors Branch 4 63/07/13 GRIFF TN J H 

Arkansas Fewer ?, Light Cg 2 PP 19002 3^8 - 4 x CRIFFIN ' J M 

Fiche 53-.313, 83/07/ 13. 8307270281 


»5 , “i*!'ss!M3?a:w{5r^sss5i; 83/07/13 


.... .. r ,.,. 

Response requested ty 630812 9 *° n 

F ea '° 7 ^ cr 0US e. r .p 

8307270294 " 045 ^ 4X Flch * 50-346, 83/07/15, 


•rnss,:::":;:;.::';'* xr t :^rrs;T p,jnt 5hui<,i - s -*« 

net Ut4 closed * ° ^ 2 «eRuirements 

SmSS^'mun.X”** 1 'ttiir: ! r r =f 5 

1976V or* .-4, r.ch, P °“"' 60 5 '"’ 


8307270333 Forwards DES (NUn£<?“101 1 1 to strain generator ropa 1 r, no fc i c e 
of availability 4: request for comments by interested 
person*. Notice of availability only end. 

CLARK, HA. Operating Reactors Branch 3. 03/07/15. PERRIN, 8. 

Environmental Protection Agency. 2pp. 19812:008 24X 

Fiche: 50-266, 03/07/15, 0307270333 


0307270335 Advises that high drywell pressure permissive will be 
eliminated I, manual inhibit switch added by 030430, por 
NUREG-0737, Item II, K. 3. IBf "Mod of Automatic 
Depressurization Sys Logic. “ 

BAYNE, J. P. Power Authority of the State of New York. JPN-83-70. 
83/07/25. VASSALLQ, D. B. Operating Reactors Branch 2. 2pp. 
19767:239 24X Fiche: 50-333, 03/07/25, 0307270333. 


8307270340 Forwards responses to draft SER open items 4 rev to 030701 
response to Open Item 191. 

MCDUFFIE, M. A. Carolina Paiuer 4 Light Co. IEO-79-21, 03/07/19. 

DENTON, H. R. Office of Nuc Uar Reactor Regulation, Director, 346pp. 
19768:001 24X Fi che : 50-400, 83/07/ 1 3, 0307270340. 


0307270340 Advise* that proposal to separate in-containment high-range 
radiation monitors by approx 30 ft 4 to maintain conduit 
separation ac c ep tab 1 e. Des i g n meets criteria of NUREQ-0737, 

Item II. F. 1. 3. 

STDLZ, J F. Operating Reactors Branch 4, 83/07/13. HUK ILL, H D, 

General Public Utilities — -GPU Service Corp, 3pp, 19802:349 24X 

Fiche: 30-209, 83/07/13, B3072 7034B. 


0307270350 Forwards corrected order confirming commitments on po*t-TMI- 
r da ted issues In Item 1II.D. 3. 4, "Control Room 
Habitability. “ 

VARGA, S A Operating Reactors Branch 1. 03/06/21, UTLEY, E. E. 

Carolina Power 4 Light Co, 2pp. 19700:336, 24X 

Fiche: 50-261, 83/06/21, 03O7S7O33O. 


8307270356 Corrected order confirming licensee commitments on post-THI- 
related issues per Item til. D, 3. 4. ‘'Control Room 
Habitability. « 

ElSENHUTi D. G. Division of Licensing, 03/06/21. Carolina Power 
4 Light Co. lp. 19780:330, 24X Fiche: 30-261, 83/06/21 , 0307270390, 


B307270359 Forwards draft SER re NUREG-0737, Item II. B. 3, ,f Po* t-Acc I dent 
Sampling Sys " Five of lj criteria met, Meeting proposed to 
discuss compliance u/«i* criteria. 

STOLZ, J. F, Operating Reactors Branch 4. 83/07/13, HUKILL, H, D, 

General Public Utilities - GPU Service Corp. 13pp. 19002' 332 24X 

Fiche: 50-209, 03/07/13, 0307270339. 


TAILINGS TREATMENT TECHNIQUES FOR URANIUM MILL WASTE; 

A Review Of Existing Inforaia t ion. 

SHERWOOD, D R , SERNE, R. J. Battelle Memorial Institute, Pacific 

B?t-° t0 , rg u B “ 2370 - PNU-4433. 83/07/31. DlvUlor, 

*4 SO ' 19802*244 ^ ° Mana H e ' l " nt BZ Pf AvalUbl, it NRC. 


Viwv VUJ nuo 

orjun, T 35.?9B3 U ^^ ao°vr M 8TATUS SUHM ''" Y HBI, ° RT ' Data A * 

nBactni e Ron,n R !? 0UrC ^ Mflna9 &mont ' Dircc tor # Office of Nuclear 
Reactor Regulation, Director 83/07/3J. 74pp. 19811:266. 


5«« H ! b i U6 i lu *- B D&5lsn ^^eptlbu u a ^ contr< 

B S^ C " !98ol 3 238 /07 24X 0,EBLER ' C W - 
Fiche: 50-305, 83/07/07, 0307370443 


Response Capability." RE< * 07371 Roqu i r emen t* for Emergency 
83/07/01° D 8CHWENC£R?A° n LiJ llt , P, “l! r Sopp I v 8git»n>. OU-82-33. 

Fich.: 30-397, e3/S7%if B 3072?o3s2 nS S ' 40, ' ,, ' 1,747: ,3B a ‘ 1X 




NUR2G-0737, per SZls!? '“ UanC * ot Su P<* I 1 to 

83/07/2i ELD UNDERl’F ri ‘ t Djlrul|nd°p i 8ra ? c ’’ 3 >-609-83-07-080. 

34X Fiche: 30-409' 83/07/26, 83O7270453 r Co,),,,m ‘ v « 2PP 18767:178. 
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0307200020 Forward* comment* on FES re decommi *s i on ing of Rare Earth* 
Fac 1 1 i tg » Wo *t Chicago, IL (NUREG-0904) . FES deficient & 
unresponsive to EPA DEB concern*. Rept doe* not sub * tan t i a te 
that onsite waste dltpoial will be accomplished acceptably. 

ALBER ICO* P. fit. Environmental Protection Agency. 22340. 03/07/13. 

DAVIS, J. G. Office of Nuclear Material Safety 6, Qa f eg uards, D 1 rec tor. 
3pp. 19826: 022. 


6307280000 Discusses Q Heclcer concerns about Figure 3. 6 in NUREG-0B97 
re containment emergency sump performance. Figure 3.6 
replacement corrected copy end. Concern t* uncertainties in 
Marry data need* attention. 

SWIFT, W. U. Cr ear# < Inc, 83/06/13. STROM* P. Sandia Labora tor i es. 
3pp. 19026:011. 


8307200098 Forward* addl Info to util 030419 response to NUREQ-0737, 
Qupp l l re safety parameter display sy*i detailed control 
room design review & Reg Guide 1.97. 

UHRIO, ft. E. Florida Power & Light Co. L-03-421. 03/07/23. 

VARQAt S. A. Operating Reactors Branch 1. 4pp. 19791; 179. 24X 
Fiche; 30-230. 03/07/23* 0307200090. 


8307280231 Forward* NUREG-0960, "Draft 3ite Charac ter 1 ta t i on Analysis*" 
ltr o 9 transmittal to RL Morgan 6 FR notice of aval lab 1 1 1 ty. 

U/o end*. 

DAVIS, J. Q. Office of Nuclear Material Safety U Ba f eguard < , Direc tor. 
00374. 63/03/31. SPELLMAN, J. Washington, State of. 4pp. 

1982*: 080. 


0307200-206 Responds to unresolved IE Insp Rept Items 277/02-23-01 U 
279/62-22-01 re TMI Item II. B. 2, "Design Review of Plant 
Ghlalding. " 

DALTROFF, S. L. Philadelphia Electric Co. 83/03/13. STARO0TECK I , R. 
Region 1, Office of Director. 33pp. 19790: 176. 24X 

Ftche: 30-277, 03/03/13, 0307200286 . 


8307200209 Forwards comment* on draft NUREQ-0927, "Evaluation of Water 
Hammer Experience in Nuclear Power Plants. " Water hammer 
datign considerations should apply to entire feed *y*. 

RAHE, E. P. West lnghouse Electric Corp. N3-EPR-2790. 63/07/20. 

KNIELi K. Division of Safety Technology. 3pp. 19796:322. 


8307280330 Forward* response to NRC B30628 4, 0707 request* for addl 
info re NURE0-0737, Item 11.0.2* "Plant Shielding." 

RODRIQUEZ, R. J. Sacramento Municipal Utility District, RJR 03-393. 
03/07/14. MARTIN, J. B. Region 3, Office of Director. 6pp. 
19790:111, 24X FlChe: 30-312, B3/07/14, 6307200330. 


0307280367 Forward* responses to 030304 acceptance review questions 
r« safety-related structures, sys 6 components, QA program, 
fracture prevention of containment pressure boundary it 
inadequate core cooling. 

WOOL EVER, E. J. Ouquesne Light Co. 2NRC-3-044. 03/07/14. 

DENTON, H.R. Office of Nuclear Reactor Regulation* Director. 11pp. 
19796:107. 24X Fiche: 30-412, 03/67/14, 0307280367. 


8307290026 Forward* QA Program Insp Rept 99900002/03-01 on 030411-13 !< 
notice* of nonconformance & violation. 

POTAPOVS, U. Region 4, Office of Diractor. 83/07/08. PIRAINO, D. 
Kama n Co. 3pp. 19021:090. 


—0307290040 QA Program Insp Rept 99900002/03-01 on 030411-13. 

Noncomp llance noted: design requirements not incorporated 
into mod procedures St emergency operating procedures manual, 
Section 6 incorrectly identified. 

PARKER, L. B, Region 4, Office of Director. BARNES, I . Division of 
Vendor St Technical Program*. 83/07/01. 9pp. 19821:093. 


0307290090 Requests review of util 030317 s ubml tta 1 , NRC B30603 ltr St 
clarification re whether NRC request concerning TMI Item 
II, ft. 3. 10, "Automatic Depressurization Sys Logic Mods, 11 
appropriate. 

ZIMMERMAN, 0. R. Carolina Power St Light Co. LAP-B3-323. 83/07/26. 

VASBALLO, D. D. Operating Reactors Branch 2. 2pp. 19022:149. 24X 

Fic ha: 30-324, 03/07/26, 8307290090. 


0307290140 Forwards final response to NURE0-0737, Item II. D. I, 
"Performance Testing of PWR Relief 8* Safety Valve*. '• 

HAMMER, D. 8. Tennessee Valley Authority. 03/07/22. ADEN8AM, E. 
Licensing Branch 4. Bpp. 19021:033. 24X Fiche : 50-390, 63/07/22. 

0307290140. 


8307290190 Forward* FR notice of cone i deration of issuance of amend to 
Llcansa DPR-76 St proposed N8HC determination St opportunity 
for haarlng re Tech Spec changes on installation of two new 
inverters St associated buses. N9HC determination withheld. 

BUCKLEY, B. Licensing Branch 3. 83/07/13. SCHUYLER, V. 0, Pacific 

Oat- * Electric Co. 4pp. 19857:037. 24X Fiche: 30-273, 03/07/13, 

0307290190. 


— 0307290192 Notice of consideration of Issuance of amend to License 
DPR-76 4, proposed NBHC determination Si opportunity for 
hearing re Tech Spec changes on installation of two new 
inverter* 6 associated buses to satisfy NUREQ-0737. 

KNIGHTON, O.w Licensing Branch 3. 03/07/12. 0pp. 19037:041. 

24X FI cho: 30-273, 83/07/13, 0307290190. 


0307290193 Forward* discussion of Implementation of NUREG-Q737, item 
II. K. 3. 10i "Automatic Depressuri iat ion Sys Logic Mods," per 
830603 request. High drywell pressure permissive will be 
eliminated & manual inhibit switch added. 

PILANTpV.M. Nebraska Public Power District. LQA03OOO13. 83/07/22. 
VASSALLO. D B. Operating Reactor* Branch 2. 2pp. 19021:146. 24X 

Fiche: 30-290. 03/07/22, 8307290193. 


B307290204 Forwards safety evaluation resolving NUftEQ-0737, Item* 

II. F. 1. 4i "Conta inment Pressure Monitor, " II. F. 1.5, 

"Containment Water Level Monitor" Sc II. F. 1.6, “Containment 
Hydrogen Moni tor. " 

VA5BALLD, D D. Operating Reactors Branch 2 03/07/10. RHODE, Q. K. 

Niagara Mohawk Power Corp. 2pp. 19037:049. 24X 

Fiche; 30-220, 03/07/10, 8307290204, 


B30729Q206 Forwards responie to 830603 request for addl info re 
NUREG-0737, Item II. K. 3. 10, "Automatic Depressurization By* 

Logic Mod." Proposed change* can be accomplished w/no loss 
of plant safety factor. Existing sys adequate. 

HAMMER, D, S. Tenneisee Valley Authority. 03/07/22. DENTON, H. R. 
Office af Nuclear Reactor Regulation, Director, 2pp. 19021:144. 
24X Fiche: 30-239, 03/07/22, 8307290206. 


0307290461 FOIA request for NRC 010227 ltr to OE. Date of ltr referenced 
In NUREG-0390, Vol 6. 

PEDRO, J, NU8 Corp. CD-L1S-9130 03/04/26. Division of Rule* and 

Record*. Ip. 19059:042. 


0307290466 Forwards safety evaluation of util responses to 801222 
generic ltr re control of heavy loads. Phase I of Issue 
resolved, Technical evaluation rept end. 

CLARK, R. A Operating Reactors Branch 3. B3/O7/10. WITHERS, B. D. 

Portland General Electric Co, 2pp. 19839:060. 24X 

Fiche: 30-344, 83/07/10, 8307290466. 


— 0307290473 Safety evaluation of util responses to generic issue, 
"Control of Heavy Loads Near Spent Fuel." First response 
(Phase I) acceptable. 

* Operating Reactors Branch 3. 83/07/10. 2pp. 19839:062. 24X 

Fiche: 30-344, 03/07/ 1 B, 8307290446. 


—8306140436 TER-C33O6-390 

"Control of Heavy Loads, Portland GE Co, Trojan Nuclear 
Plant," technical evaluation rept, 

BOMOERGER, C. Franklin Inst! tute/Frank Un Research Center. 
NRC-03-01-130. TAG 07716. 03/06/10. SINGH, A. NRC - No Detailed 

Affiliation Given. 29pp. 19839:064. 24X F i c he : 30-344, 03/07 /10, 

0307290466. 


8307290340 Forwardi safety evaluation re demonstration of purg* & vent 
valve operability (0-24). Operabi 1 i ty of 8-lnch pressure 
relief valve not yet d emons trated. Long-term option of 
blocking 42-inch purge/vent valve* acceptable. 

CLARK, R. A. Operating Reactor* Branch 3. 03/07/19. QARRITYr J, H. 

Maine Yankee Atomic Power Co. 2pp, 19037:073. 24X 

Fiche: 30-309, 03/07/19, 8307290340. 


ORG CORRESPONDENCE WITH OTHER ORGANIZATIONS 


0306240433 Responds to NRC request re disposition of throe unresolved 
area* based on FEMA testimony at ASLB 820917 hearing in 
Forth Worth, TX. 

KRIMMiR. W, Federal Emergency Management Agency. 03/03/22. 

JORDAN, E. L. Division of Emergency Preparednei* & Engineering 
Response (Post 830103). Ip. 19330:232. 24X FI che: 30-443, 03/03/22, 

0306240435. 


8306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Bub*ystem. " 8vc list end, 

JORDAN, E. L, Division of Emergency Preparedness St Engineering 
Response (Post 830103), 03/07/11. Consolidated Edison Co. of New 

York, Inc, 134pp. 19363:293. 24X Fiche: 30-000* 03/07/ 11, 0306270401. 


0306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubber* as 
Result of Contaminated Hydraulic Fluid." Svc list ancl. 

JORDANi E. L. Division of Emergency Preparedness St Engineering 
Response (Post 030103), 03/07/12. Consolidated Edison Co. of New 

York, Inc. 141pp. 19363:133. 24X Fi che: 30-000. 83/07/12, 8306370404. 
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B3 Radioact ive j C T 3 ? 3 7 4B e ,<<>as * ogs Effluent Release* of 

enel. & 1 131 ln E * c «« of NRC Limits - 9vc list 

030103) J ’ M 83/o7/i4 l011 °Cohto if H ' U*I?? & Ins P fiction Program* {post 

1 1 4p p 19713 P 7 rt a ,v C ^ ? 1 ldatpd Edison Co. of New York, Inc. 

PP lv/13 -270. 24 X Fiche: 30-000*03/07/14*0306270406. 

fi3 concerning e 6td^ d fr>^ 0 appro '' ,a3 request for info collection re 10CFR20 

8CQTt!s N ' D?cuiBnt°M Mana a° me " t k Budget OMB 3150-0014. 83/06/17. 

ocument Management Branch. 2pp 19261:027 

83 NURE0-0737*c^cf!„t® '■’P 1 ' 0 '"** requejt for Info collection re 
reouir.rafnte # ZT? “«rif I«.t| on of TUI action plan 

d% 3 ?r*Lr approv “ 

scaTT.s. - D.o:ii:t°j.::;:":r e t r‘„;r s ^p. 0M ? 9 ^“- fl3/06/ ‘ 7 * - 


9307140420 Forwards FEMA evaluation rapt of 030120-21 emergency 
exercise pBr IE Insp Repts 30-333/03-04 & 30-309/03- 1 2 . 

P Division of Project & Resident Programs. 03/03/30. 
UHRiGfR. E. Florida Power & Light Co. Ip. 19320- 213 24X 

Fiche; 30-333. 03/O3/3Of 0307140420. 

—0307140424 "St Lucie Nuclear Power Plant Full-Scale Local Exercise 
Conducted on 930120/ '■ final evaluation rept, 

* Federal Emergency Management Agency 03/O3/OB 36 do 
19320; 214. 24X Fiche: 30-333/ 03/03/30/ 0307140420. 

Fq ™ ard * <T,B<T, ° * U PP lamenting 030322 findings on adequacy of 
remedial actions taken by util resulting from 020914 order 
order required applicant to demonstrate that six deficient 
A" 0 "®**® emergency planning * preparedness remedied. 
imnAl. r Federal Emergency Management Agency. 83/06/17. 

JORDAN. E L Division of Emergency Preparedness «< Engineering 
8307130167 P ° St 8301 ° 3K 3pP 19330:246. 24X Fi ch e : 30-1 33* 03/06/ 1 7r 


F0?m°37? conEeJnino ll£t r* 7f queU for lnfo c oH®ction re NRC 
scholastic athi^ioma 1 ! J f Co11b9b courses & certificate of 
□MB Numb er SlM flSX ** * ppr0Yod trough 860630 under 

SCURRY N nl*i 009 * l t* r Paperwork Reduction Act. 

™r*T 03/O6/i7 - 

Ts^n**" 

s~ ? ■»»-:“» arste,-.”* 

SCOTT^’ Dnrni C ‘ > < .°i Ma " a 9™>"« * Budget. OMB 3150-0012. 03/06/17. 

TTi 8. Document Management Qranch. 2 p p . 19261:033. 

i’’*' 1 M " dlns * on r,vie “ ° f P»e« PEMA 

Honcho's!™ Ua “r 0,1 •■•’"••"'V response plan for 

so-ain/la S-J n " r 0, "« ra ‘ i ’'» station * on IE Insp Sept 
MABTTW ^ n° ' S 0r r' i V ’ jc * Jo,> * re quested within 4 months. 

j J, D. Region S r Office of Director. B3/Q6/13 RODRIQUEZ R i 
^*S r ':n n i?. Mun,<: " ,sl u “ l “Y Uistrut. 4p"“J: a « ! 

Fiche: 30-312* 83/06/15, B30-70603 76. 4 

"' B3 NucI«ar 4 0enti U ?Jjlrq? f >f ,n * r9 ' ,r ’ <:V r,,pon ‘ B P la " * Qr Rancho Seco 
Nuclear Generating Stat i on. Ma jor deficiencies identified 

192 S 515 MaTVa » em «« nt Afl*"cy. 02/06/23. 72pp. 

19236.262. 24X Fiche: 30-312/ 93/06/ 1 3, B307060376. 

OMB r ' vi, “ V 8 “PP»'-‘ih4 statement r. 
revs to 1 QCFR40* 70 & 73 providing advance notification S, 

Jhipmants* ° pPOtectlon for certain types of nuclear matl 

NDRR Y. P. Q. Officii of Admi n i « tra t i on. 83/07/01. SCURRY* N Office 
of Management & Budget. ip. 19303:330. Office 

ea ?Inal 7 ruir^o 3 ^;rBnS U '.'im ° MS r " V ‘ BU & ’ ,U PP»>'“'’S statement for 

finai rule to I0CFR5D. "Requirements for Licensee Actions re 
Disposition of 3p*nt Fuel Upon Expiration of Reactor 
Operating Licenses. ” 

NDRRYi P. G. Office of Administration. 83/07/01. SCURRY* N Office 
of Management & Budget. ip. 19303 : 330 . uffice 

33 p?int 3 }i/^fl5 r S # a IWP0, .!! eValUat *° n ° f Yanke * Akomic Power 

a 4 n««a. f M 19fl3, from site evaluation conducted during 

o JOl 1 d w 23i 

TAVLDR R jV' sv? C a J T l0n " p „ Pr ° * * c ‘ 1 Resident Programs 83/07/03. 
TAYLOR* JM Division of Reactor Program* (Pre 830103), CASE, E, G 

Nuclear ReactoT Regulation. Director, lp. 19429- 108 24X 

Fiche: 30-309. 93/07/00, 830712031 1 . ' 24X 

-8307120314 "Evaluation of Maine Yankee Atomic Power Plant for 1983." 

* Institute of Nuclear Powbt Operations. 83/05/31 39 oo 
19429: 109. 24X Fiche: 30-309, *3>07/Q9. 830712031 1 PP * 


^fln^ul.^n^nin"^'’* for 0mi r,v ‘ eu *• a “fP<”-ting statement re 
final rule 10CFRS0. 62 concerning reduction of risk from ATW5 
events for light-water-cooled nuclear power plants. 

NORRY.P.g. Office of Administration 03/07/03. SCURRY,N. Office 
of Management & Budget. lp. 19567:339, 

0307190173 Forwards evaluation rept of radiological emeroencu exercise 
conducted on 030383. D.fUt.ncl.l, cited In four .r.” !!" " 

will require schedule of corrective ac t i ons. Ex tens i on until 
and of June to furnish schedule granted. 

jnRnAwV , | F £? 6 y a i e<1,#r 3 <!nci l Management Agency. 03/06/13. 

JORDAN* E. L. Division of Emergency Preparedness t* Engineering 

0307190173 ^ 830103) ‘ 3pp ‘ 1^34:172. 24X Fi c he : 30-307* 03/06/ 1 3* 

^ 03 muiT?Jn,^? 1UatiOn 0f PAdColu ^ia & Luzerne Counties 6 par tic ipat in ff 
®? e ^ 0nc « Preparedness plan for Susquehanna 
Steam Electric Station. 

Mana 9 Cfn ont Agency. 03/03/23. 66pp. 

19634.179. 24 X Fiche: 50-397* 03/06/13* 0307190173. 

83 c^Ien?in^ B M US3#a ’ tatU * ° f 630406 stipulation of 

contenti ons, No agreement reached amongst counsel at 830427 
conference call, FEMA cannot commit resources to preparing 
testimony for 030030 prefiling. P S 

SIMPSON F ? d * ral Em ®rgency Management Agency. 83/07/11. 

SIMPSON, J K^ Simpson* J. M. 2pp. 19630:001. 24X 

Fiche: 30-402. 03/07/H, 8307190237. 

B3 rIiHmt? n m!'u U “* a ,tat ^‘ ° f B3MOt ‘ stipulation of 

contentions, No agreement reached amongst tounsei at 830427 
conference call. FEMA cannot commit resources to preparing 
testimony for 030030 prefiling, 9 

F ® dBra l^ ep 3«ncy Management Agency. 83/07/11. 

ShaU '' Potts l* Trowbridge, 2 p p 19629-279 

24X Fiche: 30-402* 83/07/11* 0307190240. 

licensee F ° rU,ard5 FEMA ? 30617 on intervenor comments re 

licensee response to deficiencies identified in ASLB 820914 
emergency preparedness order, FEMA original position that 
licensee comments adequate unchanged 

PAR?S R 0 H '''AtA S r 1 S g . a r JnCh u 3 - S 3/ 07/lS. BLOCH, P. B. , SHON, F. \i. , 

J t0,nl(: B »f»ty and Licensing Board Panel. lBpp 
19646:030 24X FI C h e : 30-1 95* 83/07/ 1 9* 0307200100. PP ’ 

83 nr«v?H?n. C ? n<Strm I dUcuf * ion9 030713 prehearing conference re 
P oviding Town of Southhampton & other emergency planning 
r “? ^/correspondence between NRC t< FEMA on FEMA review 
• lTw^i 1 < - int0rim ««ergency response plan. 

BORDEN I CU I, L f tham ** Shea - ISSUANCES OL-3. 83/07/14. 

BORDENICK* D. M. Hearing Branch 3. PERRY, S. Federal Emeroencu 

sao'loollo. 38n ' : "- 3pp - 19i4B:030 - 2<X Fiche: 50-3B3. B3/07/14, 


1307130217 Advises that Interim findings re offsite radiological 
responee plan* will be *ent to FEMA headquarters Related 
correspond ence. 

Emergency Management Agency. 83/07/06 
LAI/RENSPN«*A. , ANDERSON* O. C. * PAXTON, H, C. Atomic Safety and 

Pan91 * lp ' 1930S: 03I- 24X Fiche: 30-402* 83/07/06* 

WdUr 1 IJOS l 7. 

3 2£!22« Z no ForUard * FEMA R *3 iDn IV rBpt of °t«®rvati on results from 

021208-09 emergency exerdee U Georgia Emergency Mot Agency 

response. Encourage* continued work w/offsite agencies as 

necessary to resolve open. Issues. 

□ 'REILLY* J. P. Region 2* Office of Director. 03/03/23 KELLY ft J 

8307*40«?S3 lJl<r C °' ZSPP ' l9 “ 3:,ai 50-3Si: 83/03/25, ' 


83 ?m*??? 33 R ? s|,0l ; ds t0 Approval request for info collection re 
oni>aire to NRC 1 icensees. Request approved through 
83I03I under OMB Number 3150-0099, per Paperwork Reduction 

8C0T? 7 8 N Dorum*nr°M ' 1an *» em ; r 'i 1 Budget. OMB 3!30-0099. 03/07/09. 

auuiT.e. Document Management Dranch. 2pp. 19670:001, 

83 10CFR30 3 7WA) 0rid8 t0 approval for info collection re 

concerning domestic licensing of production & 

OMB N^blr n 3lio 1 niM* < ' R# 5 Ut!,t a P proved through 890430 under 
eriioov l?, 3130-0011, per Paperwork Reduction Act. 

acOTT 0 N ' n ntf iC \°t Management 8, Budget. OMB 3190-0011. 03/07/06. 

0COTTf s. Document Management Branch. 2 pp. 19787 : 347 , 

e^ ?n?a 0 ^nf, PD I^ ^<l, r, 1 ue,t f ° r 0«a review t, supporting etatement for 
info collection re reactor operator «, senior operator 
licensing 6 requal i f icatlon exams. 

NORRYrP.G. Office of Administration. 03/07/20. SCURRY* N Office 
of Management Budget. lp. 19787:361. *uv«nr*iN. Office 
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8303130602 Forwards response to 330215 itr re impact of 

decentralization on safety of nuclear facilities Positive 
effect on plant safety expected. 

DIRCKS, W. J Office of the Executive Director for Operations. 
03/03/09. FRALEY* R.F. ACRS - Advisory Committee on Reactor 
Safeguards. 7pp. 19434:030 

0306 090 500 Forwards comments on it resolution of proposed 10CFR20 
rewrite re controlled areas 6 site boundaries. 

ANDERSON* F. D. Standee d i i a t i on it Special Projects Branch 03/05/31. 
CLEVELAND, R. S. Research & Standards Coordination Branch. 5pp 
l B 0 1 2 : 064. 


0306290396 Comments on NRC policy statement on regional i lation Opposes 
statement. 

WEAVER. J. D. Nebraska Public Power District. 48FR12619 062 
03/03/23. HALE. C. J. Region 4. Office of Director llpp 
19434: 036. 


8307010090 Advises recipients of comments on proposed rules 10CFR50 &c 
Si.re requirements for licensee actions on disposition of 
spent fuel upon expiration of reactor OLs* that Comment 3 
mi scoded. Number 3 will not be used again. 

* Docket lng it Services Branch. 4BFR22730 83/06/30 Docketing 6 

Services Branch. ip. 19168: 3iO. 


0307030035 Comments on proposed rule 10CFR40 re stds fur disposal of 
U mill tailings Opposes rule 

ANDRU3* N. J. Federal American Partners 49FR23649 009. 33/06/27 

Docketing *< Services Branch. 2ipp. 19220:286, 


03-070901 17 Package of 10 comments on proposed rule 10CFR93 re criteria 
8e procedures far determining adequacy of available spent 
nuclear fuel storage capacity 

BTEWART- W. |_. Virginia Electric L Power Co. POLLOCK, M. S. Long 

Island Lighting Co. VANDEWALLE, D. J. Consumers Power Co. 40FR19302. 

83/06/30. Docketing it Services Branch. 3Jpp 19220; 102. 


8307030268 "Environ Impact Assessment for Amend to 10CFR35 Group 
Licensing for Certain Medical Uses, Add i t i on of Radiopharm 
Tc-99m Labeled Albumin Colloid. " 

MACDONALD i C. E. Division of Fuel Cycle t>. Material Safety. 03/06/e.l 
3pp. 19261:023. 


8307070 1 OS Forwards ANS comments on NRC draft decision b proposed rule 
re storage !« disposal of nuclear waste 

CURRIN.E C Pacific Legal Foundation CURRIN.E C American Nuclear 
Society 03/06/30 CHlLK.S J Office of the Secretary of the 
Commission MILLER. ME. Atomic Safety and Licencing Board Panel 
lp 19295 001 


— 3307070V17 Comments on NRC draft decision h proposed rule re storage t 
disposal of high level nuclear waste NRC should expedite 
final decision 6 findings of confi dene e Cert 1 f i cate oF Svc 
enc 1 . 

CURRIN.E C. Pacific Legal Foundation CURRIN. E. C. American 
Nuclear Society 01/12/21 I7pp 19295 002 


0307070110 Comments on NRC policy statement on safety goals re 
evaluation plan & proposed rule 10CFR50 re policy statement 
on severe accidents It related views on nuclear reactor 
regulation w/respect to value of PRA studies. 

BIALIK, El New York, State of 4BFR 10772 023 83/06/30. 

Docketing !< Services Branch. Ip 19294 092 

33070701 1? Comments on proposed rule 10CFRD3 re criteria 6 procedures 
for determining adequacy of available spent fuel storage 
capability Util will need to develop comprehensive spent 
fuel mg t plan to determine if storage problem exists 

HOOK, K. A. Bechtel Corp. 48FR193B2 031 03/06/30 Docketing *« 

Services Branch. 2pp 19294: 121 

0307070114 Comments on proposed rule 10CFR50 re policy statement on 
severe accidents L related views on nuclear reactor 
regulation. Opposes use of PRA studies 

BIALIK, E 1 New York, State of. 40FR16O14 006. 33/06/30 

Pocketing i< Services Branch. Ip 19293 345. 

0307070118 Comments on proposed rules 10CFR50 i 51 tp requ i r emen ta 
for licensee actions concerning disposition of spent fuel 
upon expiration of OLs Supports rules 

PATTERSON. J D Middle South Services, Inc 48FR22730 009 
03/07/01 Docketing Services Branch 2pp 19294 123 


8307070120 Package of three comments on proposed rule 10CFR53 re 
criteria J!* procedures for determining adequacy of available 
spent nuclear fuel storage capacity. „ 

OUERON,H. M Consolidated Edison Co. of New Yon. Inc. BRADBURY, R 13. 

Stone *j Webster Engineering Corp BQUCHEY , 0. D. Washington Public 
Power Supply System. 48FR19302 B3/07/01 Docketing it Services 

Branch 6pp 19294: 095. 


3307050367 Forwards J Scinto 830603 ltr expressing Executive Legal 
Director (ELD) interpretation of regulation in handling 
rapt* of changes per 10CFR50. 54 ( p > , Past practice in handling 
licensee requests consistent w/ELD interpretation 

THOMAS, C D. Standardization U Special Projects Branch 33/06/13 

CORKLE.G, W. Power Reactor Safeguards Licensing Branch. BROWN, W. 0. 
Fuel Facility Safeguards Licensing Branch lp 19263:263. 


— 0307090374 Responds to 030415 memo re evaluation of licensee 
I0CFR5O. 54 ( p > repts.NRC must advise licensees of specified 
type of info withheld Prom public disclosure. 

SCINTO, J. F. Office of the Executive Legal Director. 83/06/00 
MIRAGLIA, F. J. Assistant Director for Safety Assessment. lp. 
19263: 264. 


— 8307050370 Requests views re NRC obligations concerning evaluation of 
licensee rept of changes to security it safeguards 
contingency plans per 10CFR50 34<p) repts, 

MIRAGLIA, F. J. Assistant Director for Safety Assessment. 83/04/15 
SCINTO, J. Office of the Executive Legal Director 2pp 
19263: 265. 


0307060195 Consolidated Group 4 comments in response to Commission 
request for comments re implications af Nuclear Waste Policy 
Act of 1982 on waste confidence dec tsion. Discuss ion 
justified it supported. W/Cert i f i cate of 9ve 

AXELRAD, M.* QAUSER, M. A. Lowensteln, Newman, Reis, Axelrad U Toll 
03/07/01. 21pp. 19249:206. 


8307070101 Comments on implications of Nuclear Waste Polity Act of 
1982 for draft Commission 030516 waste confidence decision 
& an lack of support for Commission finding that spent 
fuel can be stored w/o significant environ effects 
FINAMDRE, B. A. Natural Resources Defense Council JORDAN* W. B 
Hunton 6 Williams. 83/06/30. Commissioners. 13pp. 19294:102. 


0307070107 Comments on proposed rule 10CFR53 re criteria fc procedures 
for determining adequacy of available spent nuclear fuel 
storage capac i ty. El imi nation of 2-yr limit would more 
accurately follow congressional intent. 

MUSOLF, D. Northern States Power Co. 48FR 19382 030. 83/06/28, 

Docketing t« Service* Branch 2pp 19294:119. 


0307070126 Comments on proposed rules 10CPR50 i> Si re requirements 
for licensee action* on disposition of spent fuel upon 
expiration of QLs. Supports rule. 

CROUSE. R. P Toledo Edison Co. 48FR22730 003. B3/06/e.9. 

Docketing h Services Branch. lp. 19294:101. 


0307070129 Package of two comments supporting proposed rule 10CFR50 re 
NRC policy statement an severe accidents h related views on 
nuclear reactor regulation 

GRIFFITH. J. D. Energy* Dept of FARRAR. D Commonwealth Edison Co 

48FR16014 03/07/05. CH1LK. S. J. Office of the Secretary of the 

Commission 7pp, 19274:176. 


B307O70131 Comments on proposed rules 10CFR50 i SI re requirements for 
licensee actions on disposition of spent fuel upon 
expiration of reactor OL. Opposes rule 

FREY, D G Sassafras Audubon Society. 4GFR22730 012. B3/07/03 

Office of the Secretary of the Commission. lp 19294:156. 


0307070133 Response to Commission request for comments or draft waste 
confidence decision. Decision should be finalized, based on 
cited rationale L Nuclear Waste Policy Act of 1982 
Certificate of Svc end. 

DAVIS* L D Energy, Dept, of 33/07/01 35pp 19294 103- 

3307070138 Comments on proposed rule 10CFR50 re NRC policy statement 
on severe Occident* 6 related view* on nuclear reactor 

reauldtlon. Opposes rule. „ 

FREY, D. G. Sassafras Audubon Society 48FR160I4 008. 03/07/03. 

Office of the Secretary of the Commission Ip 19294:158. 


6307070140 Package of two comments on proposed rule* 10CFR50 & 51 
re requirements for licensee actions on disposition of 
spent fuel upon expiration of OLs 

REYNOLDS, N S. . KNOTTS* J B Debevoise i* Liberman. 4BFR2273D. 
83/07/05 CHlLK.S. J. Office of the Secretary of the Commission. 
I6pp 19294 221. 


107070156 Package of two comments re proposed suspension 
portions of 10CR40,App A re U V thorium mill tailings mg 
at active processing sites. 

SUNDINiR.E- Wyoming, State of LlND-HOUE, K. E Ebasco 
tnc. (subs, of Enserch Corp. > 48FR23649. 83/07/01 


of selected 
t 

Servl c es, 
NRC - No 
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0307070157 Package of tuo comment* opposing proposed rules 10CFR5G b 51 
r» requirements for licensee actions on disposition Of spent 
fuel upon eipiration of GLs 

QERJCK.O Environmental Policy Institute S I NDERBRAND. C 

Wisconsin- State of 40FR2273O B3/07/05 Docketing b Services 

Branch llpp 19269 344 


03Q7O7O163 Comment* on proposed rules 10CFR5Q b 51 re requirements for 
licensee actions re disposition of spent fuel upon 
eipiration of OLs Supports rule. 

BAU5ER, M A Louenstein, Newman, Reis- Axelrad b Toll. 48FR22730 
007 83/07/05 Docketing b Services Branch. 6pp. 19294:170. 


B3070701B? Package of tuo comments opposing proposed rules 10CFR50 b 
51 r« requirements for licensee actions concerning 
disposition of spent fuel upon eipiration of OLs 
FRISCO. D C Coalition for Nuclear Power Plant Postponement. 

JORDAN. W 5 Harmon b Weiss. 40FR2273O 83/07/06. Docketing & 

Services Branch. llpp. 19299 080 


Q 307070248 Notice of substitution of LD Davis for OF Drown as DOE 
counsel re 10CFR50 b 10CFR51 

DAVIS. L D Energy* Dept, of 83/07/01 10pp. 19267 : 211 . 


0307080342 Comments on proposed rule 10CFR50 re NRC policy statements 
on severe accidents b related views on nuclear reactor 
regulation 

J1M.R Yakima Indian Nation 4BFRI6014 009. 83/06/30. CHILK.S. J. 

Office of the Secretary of the Commission. 2pp, 19330:327. 24X 

F ich e : 30-522- 83/06/30, 0307090342. 


■8307080350 Comments on DES for Skagit/Hanford Nuclear Plant. EIS flawed 
in icopf b content b fails to recognize existence of 
Yakima Indian Nation. No significant adverse impact 
ad d re s sed , Comment may not be used in proceeding, 

JIM,R Yakima I nd i an Na t i on. 48FR16014 007. 82/08/30 BLACK. R. 

NRC - No Detailed Affiliation Given ip 19350:343 24X 

FI che 50-522,83/06/30,0307080342 


8307080435 Comments on proposed rules 10CFR30 b 51 re requirements for 
licensee actions on disposition of spent fuei upon 
expiration of OLs. 

Jin.fl. Yakima Indian Nation 48FR22730 013 83/06/30 CHILK, 5. J. 

Office of the Secretary of the Commission. RATHBURN, D , MATTSON, R. J, 
NRC - No Detailed Affiliation Given. 2pp. 19347 001 24X 

FlChe: 50-522, B3/06/30, 8307080435 


--0307080440 Comments on DES for Skag i t/Hanf ord Nuclear Plant. EIS flawed 
in scope b content b fails to recognize existence of 
Yakima Indian Nation. No significant adverse impact 
addressed. Comment may not be used in proceedings 

JIM.fl Yakimj Indian Nation. 48FR22730 013. 83/06/30. BLACK, R. 

NRC - No Detailed Affiliation Given. Ip. 19347 017 24X 

F i q he 50-522, 83/06/30, 0307000435 


0307110461 Package of three comments apposing proposed rules I0CFR50 b 
51 re requirement for licensee actions concerning 
dispositions of spent fuel upon expiration of OLs. 

SALVESEN, D Wisconsin's Environmental Decade. SEELY, 8. New England 
Coalition on Nuclear Pollution. PILALIS.L, E. Affiliation Unknown. 
48FR22730 03/07/07. Docketing b Services Branch. 5pp. 

193B0: 103. 


8307110465 Comments on proposed rule re NRC policy statement on 
regionalization. Supports rule. 

LEWIS, N D. Washington, State of. 4BFR12619 063. 83/03/31. 

DIRCKS, W. J. Office of the Executive Director for Operations. ip. 
19385: 350. 


8307120194 Comments on proposed rule 10CFR50 re NRC policy statement 
on severe accidents b related views on nuclear reactor 
regulation Severe accident criteria apply only if safety 
goals established b assessed. 

CURRAN, D , SHQLLY.S S. Union of Concerned Scientists. 4BFRI6014 
Oil. 83/07/00. NRC - No Detailed Affiliation Given. 17pp. 
19423:317. 


8307120310 Marked-up transcript of NRC policy statement on 
regionalization from 830406 meeting in Rosemont, IL. Pp 1-111. 
KEPPLER- J . MURLEYrT. , BLACKWDDD, E. Region 3, Office of Director. 
4BFR12619. 83/04/06. 114pp. 19429:173. 


8307120323 Protests timing of 830405 meeting to discuss NRC 
decentralization of certain regulatory functions from 
headquarter ofcs to regional ofcs. Meeting conflicts 
w/Comanche Peak licensing hearing. 

ELLIS, J. Citizens Association for Sound Energy. 40FR126I9 066. 
83/03/23. DIRCKS, W, J. Office of the Executive Director for 
Operations. Ip. 19429:288. 


8307120362 Forward* six comments on NRC policy statement on 
regionalization. Transcript of public meeting on 
decentra 1 i zation also encl.W/o ends, 

BLACKWOOD, E NRC - No Detailed Affiliation Qiven. 4BFR12619. 
83/07/07 CHILK, S. J. Office of the Secretary of the Commission, 
ip. 19429:095. 


8307120417 Package of two comments on NRC policy statement on 
reg i ona 1 i z at i on. Oppos e s rule 

EBERSDLE, J . C. ACRB - Advisory Committee on Reactor Safeguards. 
GAGE, K. Nuclear Information b Resource Sorvlce. 4BFR12619. 
03/07/OB PALLAD 1N0# N. J. Commissioners 6pp. 19423:082 


8307120419 Comments on NRC policy statement on r eg i ona U I a t i on. Suppor ts 
policy statement. 

MORR I65ETT, E. Montana College of Mineral Science b Technology 
48FR12619 061, 83/03/31. DIRCKS, W J. Office of the Executive 

Director for Operations, lp, 19430:141. 


8307080499 Comments on proposed rules 10CFR50 b 51 re Commission 
response to 830516 draft decision on storage t disposal of 
nuclear waste Commission finding of confidence should be 
wi thdrawn 

BIALIK, E. I New York, State of. 4QFR22730 003 83/06/27. Office 

of the Secretary of the Commission. 4pp 19346:350 


0307140344 Forwards draft FR notice amending 10CFR55 reflecting 
delegation of licensing authority for operator licensing 
function to regional admini strator of Region I, for 
s ignature 


DENTON, H R. Office of Nuclear 
83/06/30. DIRCKS, W. J. Office 
Operations- 6pp. 19326; 133. 


Reactor Regulation, Director, 
of the Executive Director for 


Forwdt(M A Rosenthal comments on proposed rule changes to 
10CFR2 requiring parties to file single responsive brief 
regardless of number of appellant briefs filed 

°5t iC * ° F th * Secretary of the Commission. 48FR29876 001. 
st UCKY, 3. NRC - No Detailed Affiliation Given. lp. 

1 327. 

—8307110393 Comments on proposed rule 10CFR2 requiring partie* to file 
*4hgl* re*ponsiv* brief regardless of number of appellant 
briefs filed 

ROSENTHAL, A Atomic Safety and Licensing Appeal Panel 4SFR29876 
001. 03/06/30 PALLADINO. N , GILJNSKY.V. , ROBERTS, T li 

Commissioners 2pp. 19300:328 

S3 »«rJ“cc^nI« , ,°^? r :T'? r “ U 10CFfl5 ° T * N " C ►•“«* on 

sever* accidents 6 related views on nuclear reactor 

regulation. Supports decision to require applicant to perform 

S!Jj!r«Ir.nS M T;/r«J?Si 401 1,010 03,07/05 

J07H0,54 Comments on proposed rules IOCFRSO C, 31 on reouirements for 
licensee action, re disposition of spent fuel upon r " ,uir ' m * nt5 for 

pU " ,h “ u 6e 

EIE 07/o r s: t:i^:v r \ k . m7ao 

Commission 4 pp. 19380:108. v 


8307130148 Comments on proposed rule 10CFR30 re policy statement on 
severe accidents b related views on nuclear reactor 
regulation. Opposo* rule, Failure to ack that risk of severe 
?“ I'" t5 [* ot knowri represents significant weakness 
03 /n 7 /nn nrxJ and ?°f mion on NucI ® ar Pollution. 48FRI6Q14 012. 
19530 006 ice of the Secretary of the Commission. 3pp. 


a3 «ie?l 7 I,:r?2II?!V n rul « 10CFR30 re NRC policy st.tement on 

severe accidents b related views on nuclear reactor 
r eg u la 1 1 on. Sup p or ts rule. 

““Vi C ? n * ra i Electric Co. 48FRI6014 010. 83/07/11. 

Docketing S< Services Branch. 2pp. 19331:011. 

B3 «ie?i 8 ecc?rnJi‘ n 0n p, '° pa *!‘ l rulB ‘OCPRSO re policy etotement on 
severe acc ldents. Opposes rule. 

LEWIS, M. 1 Lewis, M. 48FR16014 013. 03/07/11 Office of the 

Secretary of the Commission. lp. 19531.051 of 

S3 pripo”5 m r ba ” ° f Nnn D,v of Llc.n.ln, on 

BLACKWOOD En o N ? po ! lc '' on re g Iona II le t Ion. 

4BnuSl9 L?' 0 < ,era ““n> * Generic Requirement.. 

Co^| , »i:n 067 ,p. 93 ^‘f 3sa CH “- K ' 8 J -«r.t.r, of 


| 
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--8306290594 Forwards summary of comments oh dec on tra 1 i za t ion of project 
mgt function of operating Teactors explaining concerns w/ 
presently constituted plan b how regionalization should 
proceed if results beneficial 

HAMBACH, T. V. Operating Reactors Branch 5 4BFR12619 067 

03/03/11. DENTON . H . R . Office of Nuclear Reactor Regulation, 
Director. 26pp. 19339.003. 

— 0304200163 Forwards comments from lead project managers re quality h 
quantity of reviews conducted by regions 

LA I NAS i 0. C. Assistant Director for Operating Reactors. 40FR1 e.619 

067. 03/03/24. EISENHUT. D. G. Division of Licensing. 15pp 

19339; 029. 


— 0307030061 Responds to 030412 memo re decentralization of operating 
reactors project mg t funct l on. Opposes decentralization due 
to assurance of coordination 6 communication problems which 
will lead to u/lde variations in safety levels. 

Hi 00 INTON, D. Operating Reactors Branch 1 48FR12619 067. 

03/03/12. BEVAN.R. NRC - No Detailed Affiliation Qlven lSpp 
19339: 044. 


— 0306290600 Advises that decision to decentralize NRC should be examined 
to determine whether program constitutes major Federal 
action. under NEPA. which would require issuance of £15. 

NORRIS. J. A. Operating Reactors Branch 1. 40FR12619 067. 

83/04/12. PURPLE. R. A. Division of Licensing. Ip 19339:039. 


— 0306290603 Recommends regional technical staff consist of project 
manager, electrical h mechanical engineers t* regional 6 
resident inspectors as part of plan to decentralize 
operating reactors project mgt function 

HOPKINS. J. □, Licensing Branch 4. 4BFFU2619 067. 03/04/26. 

PURPLE, R. A, NRC - No Detailed Affiliation Given. Ip. 19537:060. 


0307180113 Comments on proposed rule 10CFR53. “Criteria L Procedures 
for Determining Adequacy of Available Spent Fuel Storage 
Capacity " 

DALE.L. F Mississippi Power b Light Co 40FR 1 9302 033 03707/11. 

Docketing It Services Branch 2pp 19596; 268 


6307100131 Comments on proposed rules 10CFR50 b 51. ''Requirements for 
Licensee Actions re Disposition of Spent Fuel Upon 
Expiration of Reactor OL “ Supports rule 

DALE. L. F. Mississippi Power 6 Light Co 49FR22730 019. 03/O7/OB 

Docketing !< Services Branch 2pp 19596 270 


0307100150 Comments on proposed rule 10CFR20 re performance testing 
program for dosimetry svca Opposes rule 

TODD. H. E Siemans Gammasonics 45FR20493 000 03/07/07 

PALLADINO. N. Commissioners Ip 19396 233. 


Q307190124 Comments on proposed rule 10CFR20 re amend incorporating 
entire personnel dosimetry accreditation p rog r am Sup p or ts 
rule 

BAIETTI.A ICN Pharmaceuticals. Inc . JCN-CfcR Development. 4SFR20493 
OBI 83/07/13 PALLADINO. N J Commissioners Ip 19634: 336 


0307190146 Comments on proposed rule 10CFRS0 re NRC policy statement 
on severe accidents t* related views on nuclear reactor 
regulation Supports rule. 

MILLS. L M. Tennessee Valley Authority 40FR16O14 021 83/07/11 

Docketing 6 Services Branch 3pp 19636:189. 


8307190154 Forwards 830623 revised comments on proposed rule 10CFR20 re 
repts of theft or loss of licensed matl. 

VAUGHAN. CM General Electric Co. 48FR2Q721 005. 63/07/12. 

Docketing !< Services Branch. Ip. 19628:255. 


— 8306290605 Suggests communication problem re d ec en tra 1 i iat t on would be 
more effectively served if Commissioners order project 
managers to spend at least 2 days of any 2-monbh period at 
assigned plant site. 

BURHELL, B. D. Licensing Branch 1. 48FR12619 067. 03/04/22 

PURPLE. R. A. NRC - No Detailed Affiliation Given. 4pp. 19939:061. 


8307250015 Forwards draft final rule re change# to 10CFR50, mod i f y ing 
& codifying existing LER sys ready for FR publication. 

Related public announcement 6 ltrs for transmittal to 
Congressional committees also end. 

HELTEME5. C J. Director's Office. 03/07/14 FELTON. J. M. Division 
of Rules and Records 55pp 19721:004 


0307130237 Package of two comments supporting proposed rule 
10CFR30 re NRC policy statement on severe accidents 6 
related views on nuclear reactor regulation. 

BRADBURY, R B Stone b Webster Engineering Corp ELWARD. T W 
Consumers Power Co. 48FR16014. 83/07/i i. Docketing b Services 

Branch. 4pp. 19330:342. 


83071S0272 Comments on proposed rule 10CFR90 re NRC policy statement 
on severe acc idents. Opposes rule 

HIATT, 8. L Affiliation Unknown. 48FR16014 014. 83/07/01 

Docketing It Services Branch. 3pp 19530: 100. 


8307130276 Comments on proposed rule 10CFR30 re NRC policy statement 
on severe accidents 6 related views on nuclear reactor 
regulation. Supports rule. 

SCHMITZ. R P. Bechtel Corp. 48FR16014 019 03/07/08. Docketing 6 

Services Branch, 2pp. 19538:113. 


8307130277 Comments on proposed rule 10CFR50 re NRC policy statement 
on severe accidents S* related views on nuclear regulation. 

NRC should postpone final statement pending resolution of 
backfitting issue. 

HELFRICHi R. £. Yankee Atomic Electric Co. 40FR16O14 020 83/07/12. 

Docketing t< Services Branch. 2pp 1953B:113 


8307130200 Comments on proposed rules 10CFR30 & 31 re spent fuel 
storage. Opposes rules. 

HIATT. 8. L. Affiliation Unknown, 4QFR22730 018 03/07/01. 

Docketing 6 Services Branch. ip. 19331; 107 


0307130295 Comments on proposed rule 10CFR35 re group licensing for 
certain medical uses. Opposes rule. 

FARNER.S.A, LIXI, Inc. 48FR13109O13 03/07/00 WALKER. W. 

Assistant Director for Material Safety U Licensing 4pp. 19332; 208. 


0307130296 Comments on proposed rule 10CFR53 re criteria 6 procedures 
for determining adequacy of available spent nuclear fuel 
storage capac 1 ty. Preventing public input in spent fuel 
matters will cause taxpayers financial burden 
HIATT r S. L. Affiliation Unknown. 48FR 19382 032. 83/07/01 
Docketing b Services Branch. Ip 19332:203. 


0307130301 Comments on proposed rule 1QCFR50 re policy statement on 
severe accidents & related views on nuclear reactor 
regulation. Pol icy statement should resolve PRA weaknesses 
LEAVER. D. E. Wood-Leaver 6 As soc i ate 5 . Inc. 48FR16014 016. 

83/07/08. Office of the Secretary of the Commission, 3pp. 

19332:242. 


— 0307230021 Forwards notice of final rulemaking re change* to existing 
LER ays to be publiohed in FR All licensees of nuclear 
power plants will be required to submit written repts of 
any significant events W/o end 

HELTEMES, C. J. Director's Office 83/07/14. BYNAR, M. Housb of 
Rep.» Government Operations. OTTfNGER.R L. House of Rep- ■ Energy 
b Commerce. SIMPSON. A. House of Rep,. Environment h Public Works. 
4pp. 19721:099. 


B307230412 Comments on proposed rule 10CFR50 re proposed Commission 
policy statement on severe accidents 6 related views on 
nuclear reactor regulation. Supports rule 

RAHE. E. P. Westlnghouse Electric Corp 48FR16014 022. 83/07/13. 

CHILK.S J. Docketing Services Branch 2pp 19701:361. 


0307230416 Package of two comments supporting proposed rule 10CFR30 re 
proposed Commission policy statement on severe accidents. 

EDELMAN. M Atomic industrial Forum. SCHERER. A E Combustion 
Engineering. Inc 4SFR16014 83/07/21 Docketing * Services 

Branch. 7pp. 19702: 170. 


0307250388 Requests FR publication of Final Rule 10CFR35 re transfer 
of licensing authority pertaining to operator licensing to 
Region I administrator. 

THOMPSON. H.L Division of Human Factors Safety. 83/07/00. 

FELTON, J. M Division of Rules and Records. Ip 19710:000 


— B30725Q399 “Partial Regionalization of Operator Licensing Function to 
Include Region I. " 

DIrtCKS.W.J. Office of the Executive Director for Operations. 
83/07/01. 7pp. 19718:081. 


— 830725 QM 6 Forwards FR notice re amend to 10CFR55 assigning authority 
b responsibility for licensing of nuclear power plant 
operators b senior operators in Region I to Regional 
Administrator Public announcement also end. W/o end. 

DENTON, H. R Office of Nuclear Reactor Regulation, Director 
83/07/00. OTT JNGER. R, L House of Rep , Energy b Commerce, lp. 
19718 OBD. 


— 0307230622 Forwards FR notice re amend to 10CFR55 assigning authority 
b responsibility for licensing Of nuclear power plant 
operators ?< senior operators In Region 1 to Regional 
Administrator Public announcement also end.H/o end 
DENTON. H R. Office of Nuclear Reactor Regulation. Director. 
83/07/08 UDALL, M. K. House of Rep., Interior U Insular Affairs, 
lp 19710:009 
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--0307250*34 Forward* FR notice re amend to 1QCFR55 designing authority 
fj r »$jors 10 i ] i ty for licensing of nuclear power plant 
operators f, senior operators in Pegion | to Regional 
Administrator Public announcement also end W/o end 
DENTGfi, H R Office of Nuclear Reactor Regulation, Director 
B3/07'C'S SIM? SDH. A Senate. Environment & Public Works in 
19710 090 


8307050076 Final Deficiency Rept U-55 re RobeTtshaw thermostatic flow 
control valves Castellated nut 6 cutter pin installed & 
valve body O-ring el iminated. pr oventi ng valve stem from 
d i sengag ing. A1 so reported per Part 21. 

SCHNSLL. D F Union Electric Co. 10CFR 050. 53E. 63/06/24. 

KEPPLER. J. G Region 3, Office of Director. Ip. 19179:337, 24X 

Fiche: 30-483, 63/06/24, B307030096. 


83072*0311 Comments on proposed rule 10CFR20 modifying reporting of 
loss or theft cf radioactive natls Supports rule. Final 
rulemaking should clarify which licensee responsible for 
reporting 

BROWN, R W. Mai linckrodt, Inc. 4BFR20721 007. 83/07/21. 

Docketing 1, Services Branch 2pp. J9726 293 

8307270273 Forwards FR notice of final rulemaking 10CFR50. 73 re 
modifying L codifying existing LER sys. 

HELTEME5. C J Di r e c tor ' * Of f i c e 83/07/18 QTTINCER.RL, House of 
Rep , Energy «, Commerce SIMPSON. A. House of Rep , Environment h 

Public worn UDALL, N K. House of Rep . Interior V Insular Affairs 

4pp 19311 i3i 


PROJECTS - PREDOCKET LICENSIN'? 


03 nr?f^ 3 u 5 w F ° r c a r d ‘> FR , nOtiCe ° f uithdra “* 1 e* application for CP. 
KfcGAN. W M. Site Analysis Branch ISSUANCES A 03/06/15. 

FALLIR. i F Pacific Gas t Electric Co ip 19263:291 

--B30705Q357 Notice of withdrawal of application for CP 

REGAN, W If Site Analysis Branch. 03/06/15. Ip. 19263:292. 

B307090123 Trip rept of 830526 visit to BNWL to provide technical 
t0 C0E r ° T We8t va 1 1 e y Demonstration Project. 

CLARK. a R Advanced Fuel * Spent Fuel Licensing Branch. CDDK, F. R. 
tgh Lt.el waste Licensing Management Branch. S3/06/2 0. ROUSE, L C 

U Spent Fuel Licsn « in 9 Branch. QELL.M. J. High Level 
Waste Licensing Management Branch 4pp 193*6: 296 

0307110632 Trip rept of 830613-14 visit to West Valley site to tour 
3rou * d arB3 h discuss site hydrology issues w/USGS L 
830615 visit to NV State Geological Survey jn Albany. NY re 
geology of West Valley area 

~5Ir R , D r ''“’'‘"‘•Vr' 1 L Sl,fnt F ‘" t L *«x«in 9 Branch. 03/O4/S0 

Fusl 1 Spsnt fuel Licensing Branch. 3pp 
1939! 354 24X Fiehe 50-201, 83/06/28. 83071 10632 PP 

Proprietary yen, ion of “WAPWR Pretend .ring Module 6 
Reactor Sys Module provides WAPWR design detail 

1^? ^ c f nsin 9 control document commitments Rept 
withheld (ref 10CFR2 790) * 

EIsInhu? n m e$t A n5h ° U ” E!eCtriC C ° rp NS-EPR-27B6. 83/06/30 
E1SENHUT.D G. Division of Licensing 2pp 19430; 265 


8307050219 Final deficiency rept re improperly torqued bolt on 
Instrument mount s I n i t i a 1 1 y reported on 030222. Bolts will be 
replaced 6 torqued per designer specs. Correc tive action due 
in appro* 2 months. Also reported per Part 21. 

KOESTER. G. L. Kansas Gas & Electric Co. 10CFR 050. 55E, 03/06/24. 

SEIDLE. W C. Region 4, Office of Director. 4pp. 19190:329 24X 
Fiche: 50-482, 83/06/24. 8307050219. 

030706001* Final Deficiency Rept Item 95 re Comsip, Inc post-LOCA 
containment gas monitoring sys Initially reported on 830324 
Item not reportable per 10CFR50. 33e since sys not In use at 
fac i 11 ty. Also reported per Part 21. 

WELLS. D A. Detroit Edison Co PT21 03-921-000. B3/06/24, 

KEPPLER, J. G. Region 3. Office of Director. Ip 19231 033 24X 

Ftche: 30-341, 83/06/24, 8307060016. 

8307070001 Part 21 rept re lack of automatic restart capabilities of 
P 47 chillers after loss of offsite power. Initially reported 
on 830429 Evaluation continuing P 

BARKER, M R Gi 1 b er t/Commonwea 1 th Cos. 83/06/30. DEYOUNGrR.C. 

0fflce of Inspection and Enforcement. ip! 
19293:158 24X Fich e : 50-440, 83/06/30, 8307070001 


830707028^ Part 21 rept re RClC pump turbine which could operate w/o 
adequate room cooling. Initially reported on 030429. Automatic 
cooling water provided to pump room cooling unit when RCIC 
turbine starts. 

BARKER, N. R. Gi 1 b er t /Commonwea 1 th Cos 03/06/30. DEYOUNG, R c 
°t f i ce ' °* flc ® of Inspection and Enforcement. Ip.' 

19294 091, 24X F i c h e ; 50-440, 83/06/30. 0307070202 P 

B3 ularf° 476 ^ in f l dBficUnc y re P* re triaxial cable mfg by Rockbesto* 
penetrations supplied by Westinghouse. 

Initially reported on 811026. Cable RS8-6-i08 will be used as 
replacement. Also reported per Part 21 

t r Houston Lighting t. Power Co. 10CFR 050. 3SE. 03/04/30. 
Region 4. Office of Director. 3np. 19346-32S 24X 

Fiche : 50-498, 03/06/30, 0307080476. PP ' 

fl3 M !!???! K in31 D<?flclen£ V Rept U-56 5, Part 21 rept re metal bellows 
fieiibie hose assembly w/60 degree instead of 90 degree 

Init all reactor coolant pump B motor. 

MHNELL 2 F P °n V . 030602 A1 1 flI6embli ” inspected. 

KEPPLER' J Q o ? n Elect, ' tc c °- ‘MFR 050. 53E. B3/07/01. 

PiCho: 50-403, S 3^/Sl 3 8 3 07uSI 3 r 0,r ' Ct ° r ' aPP ' 193S0:03 ‘- 


•-a.i07j|20J9; rp p|, C jt,on for withholding WUR Pretendering Module 6 
WIESEWai/r 1 from public disclosure (ref I0CFR2 790) 

HIE5EMAN. R A Westinghouse Electri 


EISENHUT.D C Division of Licensing 


Corp. AW03-5D 83/06/30 

Ip. 19430:267. 


- 

af Director. 2 PP ,9^ 343 D,r ^v 0 p S3 ^ 6/3 ° Region 1, Office 

PP 19527 343 24X Fi c h e 50-201 , 83/06/30, 83071 40513, 

a3 2.?? 0 wl» WPSl ’ F ° Tm Selo '‘ i »'' t <‘ r 

Fiche 50-201 , 83/06/ 14, 8307200495 

a3ot2B 

RAHE^e P 2. 3 ^ 4 S1 » {}85 withheld fref 10CFR2. 790). 

EISENHUT.D G Division o^Licen 1 °^ . NS " EPR ” 379!) 03/07/12. 

utvision of Licensing Ip 19795:307 

-8307280120 Requests withholding per lOCFRP « 1 

matl from B30628 meetino C J* 3 of enc 1 Presentation 

Pr.t.M.r.rg MoSuTH 3 1 J w « » « ' "Shou, e adv.nc.d PHR 

EI8ENHUr! , D R o A OlyiJio2 h of S L EleCtr,C C ° rP *“”83-54 B3/07/1Z 

Division of Licensing. lp 19795308. 

!Ifl NDNCOMPLIANCE RepORTS_AN0 RELA rEB CaRRESPONOENCE 

GC P indd ‘ ’ l ’ S ° f tBn 1,000 mC > 


HOADLEY. S D Monsanto Co 
Director 5pp 19220 058 


insp form 

Region 3. Office of 


rBpt re dBfici8nc V in Q^htel design of ac h dc 
. f0r f ^ cil ities, Design changes to affected 

^\ErWl AIS 1 r ® p0 pp r p^ r ^CFR30 e 55te) e S7BNS^^ 

PP IVJ74 339 24X Fiche 50-000, 83/06/30, 03071 10244. 

u/,ppp ppu " 

2S R°S-ss".: 

,9300 304 24X Fiche: 5O-423l l 03/O7/Ot, 1 03O7ilO39O C * < **'' 3PP ' 

is$rr n - M ? /• Mp '' 5t^pl ' 9t, • 

d^?lly j P en s:;::n «. 

Fiche: 50-438,83/06/29,8307120167 f Dir&Ct ° r 2pP i6 <> 24X 

3 co!^mi 7 Irri? a ini S^^^rator water level ref 

be thermal^ in.ulai.d I °° Sensing lines will 

s^rr¥“ => vel set,,oin ‘ u,, ‘ 

S!RE?Uv" J .p Ten S”:"ar 1 0?? t ?“*S? r if V ‘ OOFROOO « F B3, 04730. 

Fiche: 50-390, 03/06/30, 8307120179°^ Dir ° Ctor 3 PP- 19424:001. 24X 

welding ii re 93 ** 72 concerning shop 

under s i z e skewed tn>.f aeismic 1 pipe hangers & 

H05. Final rept^bj 031003*41 ! D * J reported 820013 b 

PARSONS. R M Carliihi d Also reported per Part 21. 

O'REILLY, J. p. Region C ° 10CFR 030. 55E, 03/07/01 

Fiche: 30-400, 83/07/01, 0307120207 DlreCtor 5 PP 19423:204. 24X 
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3307120433 Pinal deficiency rept for Unit 1 b interim deficiency rept 
for Unit a re incorrect wipe setting on normally closed 
contacts converted from normally open contacts on HFA 
relays. Also reportable under Part 21 For Unit 1 
MCGAUGHY, J. P. Mississippi Power b Light Co. IOCFR 050 55E 
33/07/01. O'REILLY, J.P Region 2, Office of Director 4pp 
19423; 240. 24X Fiche 30-4 16. 03/07/01 , 8307120433 


0307130273 Part 21 rept re potential defect i ti < oinp oi.er.t cooling water 
sys Initially reported on 830323 Loss of pressure integrity 
of equipment could result in loss nf function of component 
cooling water sys, reducing degree of protection 

DER 1ENZ0. P. P. Gibbs b Hill- Inc (subs, of Dravo Corp > B3/0 6/20. 

P0TAP0V5, U Region 4. Office of Director 4pp. 19330: 103 24X 

Fiche 30-445. 03/O6/2B, 0307150273 


830712045a Final deficiency rept for Unit l b interim deficiency rept 
for Unit a re PRD-02/14 concerning sheared bolts on diesel 
generator* rear crankcase cover Initially reported on 020322 
Unit I holts adequate. Also reported per Part 21. 

MCQAUGHY. J. P, Mississippi Power V Light Co. IOCFR 050. 55E, 
03/07/03 0 'REILLY. J. P. Region 2/ Office of Director. 6pp 
19423: 34«?. 24X FI che ; 30-416. 03/07/05. 8307120432. 


8307150330 Part 21 Evaluation Rept 03-01 re section modulus error in 
ADLPIPE program Initially reported on 03O12B. Error did not 
affect safety-related nuclear power plant piping sy? 

Deviation not reportable per Part 21 

VEROERUER. J. J. Purns L Roe Co GRGQ-B3-002 63/04/26. 

COLLINS. J P Region 4, Office of Director 3p p 19539:090 24X 

Fiche 30-397,83/04/26.8307130338 


8307120499 Interim deficiency ropt re emergency diesel generator 
starting air valve assembly mfg by Transamerica Delaval 
Initially reported on 020618 Capscrew design revised Next 
rapt by const restart. Also reportable per Part 21. 

DE LORENZO, R. A Washington Public Power Supply System. IOCFR 
050 53E 03/06/29. STERNBERG, D. M Region 5. Office of Director. 

2pp. 19423:021- 24X Fi c h e : 30-460. 03/06/29. 0307 1 20499 


0307120529 Final deficiency Rept DER 93-33 re GE Model AKR-50 breakers 
w/EC-1 trips which may have generic d e f ec t Ini 1 1 a 11 y 
reported on 030429. Bechtel will correct defects prior to 
fuel toad. Also reportable per Part 21. 

VAN 8RUMT< E, E. Ariiona Public Service Co IOCFR 030 33E. 83/06/24. 

STERNBERG, D. M. Region 5. Office of Director. llpp 19433:293 
24X Fiche: 50-530. 03/06/24. 0307120529 


0307140^59 Provides add! info re Part 21 ropt dtd 030627 on throttling 
of HP I valves. Vdlves provided to other 177 Fuel assembly 
plants not mfg by Walworth Co b not specified For throttling 
conditions associated w/small break LOCA scenarios 
TAYLDR* -J. H. Babcock b Wilcox Co. B3/07/0S DEYOUNG. R. C. 

Director r s Office. Office of Inspection and Enforcement 2pp 
19323: 002. 


03071301%! Part 21 rept re 9-inch uninsulated section of red conductor 
on 3-* c arid uc tor 12 gauge wire supplied to facility during 
1980. Info obtained 830616. Cause under investigation. 

ROBERTS, L.B. Brand-Rex Co. 83/06/20 COLLINS. J Region 4, Office 
of Director 2pp. 19336:213. 24X F i C he : 50-3 1 2. 93/06/20. 0307 1 501 11 


— 8307190362 "Eval uat ion of ADLP1PE Error in Tee Element re Defect b 
None omp 1 lance Evaluation Rept 03-01. WPP5S Nuclear Power 
Plant 2“ 

CHU. A . 5TUDNICKA. Z. . MICHEJDA. 0. Burns b Roe Co 93/03/28 
I7pp 19539093 24 X F i c h a 30-397. 83/04/26. 0307 1 50330 


0307150369 F ina 1/ inter i m Deficiency Rept PRD-02/14 for Units 1/2. 
respectively re sheared bolts on rear crankcase cover of 
Delaval diesel generators. Uni t t bolts not defective Unit 2 
rept due on 030130. Also repor table per Part 21. 

MCGAUGHV.J P. Mississippi Power b. Light Co IOCFR 030. 35E 
03/07/05 O'REILLY, J.P Region 2. Office oF Director 6pp. 
19339: 0B4 24X F 1 c h e : 50-4 l 6. 83/07/05, 0307 i 50369 


0307150300 Final deFiciency rept re Item 136 on pipe hanger frame base 
metal reduction. Initially reported on B30606. Frame C-l~ 193 
will be ref abr i cated w/cevtified matl b will be welded 
onsite. Also reported per Part 21. 

PARSONS, R. M. Carolina Power b Light Co. IOCFR 050 55E 93/07/05 

Q 'RE ILLY . J. P . Region 2. Office of Director 3pp. 19339:156 24X 

Fiche: 50-400. 83/07/05, 8307150300 


0307180081 Part 21 rept clarifying position re equipment failures 
during C-E qua 1 i f l ca t i on testing of Target Rock solenoid 
activated valves per T Lee 030620 request Valve design 
conforms to NUREG-05BB Retrofit program supported. 

PATTAR I N 1 , D, M, Target Rock Corp E-16673. B3/07/11 DEYOUNG, 

Director's Office, Office of Inspection and Enforcement lp. 
19360:007 24X Fiche: 50-520. S3/07/U , 030710009 1. 


R C 


0307130119 
transfer 
submitted 
MANNA, F. J 
Director , 


Part 21 rept re deviation in j ns ta 1 1 a fc ion of ASCQ 302A1264C 
switches. Evaluation in progress. Nex t rept will be 
within 60 days of 1 tr date 

Automatic Switch Co 93/06/27. Region 4, Office of 
lp 19536 : 227 . 24X Fiche : 50-247. 03/06/27, 03071 901 17. 


8307150207 Sixth interim deficiency rept re containment spray miniflow 
valve design error Initially reported on 020303. Eng meaning 
Change Notice 3420 under review far closure Next rept will 
be provided by 830928. Also reportable per Part 21 

MILLS, L. M, Tennessee Valley Authority. IOCFR 050 55E. 03/07706. 

O 'REILLY, J. P- Region 2, Office of Director lp 19530:234 24X 

Fiche: 30-390, 83/07/06, B3O7I3O207. 


0307180144 Interim deficiency rept re p r ob 1 em w/ top cover gaskets on 
NAMCO Model EA180 series swi tches. Prob 1 em traced to 
over-impregnated & insufficiently heat cured top cover 
gaskets Also reported per Part 21 

DE L0REN7CJ, R A Washington Public Power Supply System 1 OCFH 
050 55E 03/07/01. STERNBERG- D M Region 5. Office of Director 

3pp 1^557; 046 24X F i c h e : 50-460. 83/07/0 1 > 0307 l 00 l 44 


0307210 1 22 Interim Part 21 rept re 0-inch uninsulated section of red 
conductor, 3-conrtuc tor , 12-gauge wire shipped during 1980 to 
facility. Info obtained 030616 Condition under evaluation. 

ROBERTS, 1. B Brand-Rex Co PT21 83-924-000. 93/07/0S. 

Director's Office, Office of Inspection and Enforcement 2pp. 
19660195 24X F i c he : 50-3 12. 03/07/0 1 . 83072 10 1 22 


8307150203 Final Significant Deficiency Ropt SD-39 re potential 
problems, w/temp channel test INTO card relays Initially 
reported on 830602 Relay replaced prior to op er a t i on. A 1 so 
reported per Part 21 by Westinghousc 

COUNSIL. W. G. , SEARS, C. F. Northeast Nuclear Energy Co (subs of 
Northeast Utilities). COUNSIL, W. O Northeast Utilities IOCFR 
030 55E 83/07/06. MURLEY, T. E. Region 1, Office of Director. 4pp. 

19330:221. 24X F i c h e : 50-423, 83/07/06, 0307 1 90200. 


0307130237 Part 21 rept re capacitors on Model 6B temp monitor modules 
w/blowirt Beals. Hold placed on modules returned for mod 
FIALA, D. US Riley Corp. 03/06/10. ANDERSON, G General Electric 
Co. 2pp. 19530:205. 

8307150239 Final Deficiency Rept PRD-82-30 re Nelson stud failures on 
embedded plates. Initially reported on 821221 Condition not 
reportable per Part 21 for Unit 2. Failure unique to Type 
86 plata Welds will be redesigned 

MCOAUGHY* J. P. Mississippi Power b Light Co PRD-B2-38. 03/07/05. 
O'REILLY, J. P. Region 2, Office of Director. 6pp. 19331:097. e-4X 
Fiche: 50-416, 03/07/05, 0307130239. 


83071502^3 Part 21 rept re indeterminate weld quality due to surface 
irregularities that may mask defects. Initially reported on 
030622 P 1 p i ng subassemblies containing welded angular 
branch connections w/pad reinforcement reviewed 

MOERKE. M. H. , BORNES, R. P. Southwest Fabricating V Welding Co. (subs 
of 1U International Corp,). 03/06/24 POTAPOVS, U Region 4, Office 
of Director. 5pp. 19330:080. 24X Fi che 50-461 , 83/06/24, 0307 150263. 


8307210221 Forwards 030621 Part 21 rept re valve seat 
GALLO. R M Region 1, Office of Director 03/07/05. 
Region l. Office of Director lp 19666.290 24X 

Fiche 50-000,83/07/05. 8307210221. 


defects 

KISTER. M. fl 


> — Q307210229 Part 21 rept re valve SBat defect Initially reported on 
830620 Risk of seat cracking could occur under torque 

Bechtel analysis underway. 

BARCLAY, J. F Yarway Corp. PT21 6J-924-000 83/06/* l . GALLO. R. 

Region 1, Office of Director Upp 19666:291 24X 

Fiche 50-000, 03/07/05, 8307210221 


B307220080 Second interim deficiency rept re Johnson Machine Works 
welds on auxiliary feedwater pump room doors. Initially 
reported on 830210. Doors returned to vendor for rework Next 

rept expected by 840117. Also reported per Part 21 ^ 

MILLS, LM. Tennessee Valley Authority IOCFR 050 55E. 93/07/12^ 
O'REILLY, J P Region 2. Office of Director lp. 19674 074 -4* 
Fiche 30-438, 83/07/12, 8307220080 


8307220143 tnterim deficiency rept Item 129 re weld deficiencies 
Gould Class IE 480-vo 1 1 motor control c tvs. Initial l(| 
reported on 830408 Extension of submittal of rept on 
reportability requested to B30831 Also reported per Part 21^ 
PARSONS, R M Carolina Power b Light Ca 
0 'REILLY, J. P. Region 2- Office of Director 
Fiche 50-400, 93/07/13. 8307220145 


IOCFR 050 33E 93/0-7/13 

lp 19604 073 24 X 
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030722016? Eighth interim deficiency rep t re failure 
Bolt fc Screw nuts 4 Challenge Enterprise* bolts to 
specs Initially reported on 3 1 Q924 Results of toolti 
analysis under review. Also reportable per PaTfc 21. 
MILLS. L M Tennessee Valley Authority. tOCFR 030 
O REILLY, J. P. Region 2„ Office of Director. 2pp. 
Piche 50-430,33/07/14.0307220169 


of Chattanooga 
meet ABTK 
ng mat! 

S5E. 83/07/14. 
19604:082 24 X 


B3072B0323 Part 21 rept re Insufficient clearance on GE 250-volt dc 
control ctri Initially reported on 330721 . CorT ec t i ve 
measures will be determined upon GE insp comp 1 etion. Separate 
rept per 1CCFR50 55<el forthcoming. 

KENYON, B. D. Pennsylvania Power fc Light Co. IOCFR 030, 53E 
03/07/23. MURLEY, T. E Region 1, Office of Director. 2pp 
19789:243 24X Fic he 30-307, 83/07/25. 0307230328 


5307220263 Final deficiency rept re detachment of ILSCD Corp Number 14 
stranded wire from screw clamp detectors Initially reported 
on 830324. Deficiency not reportable per 10CFR90 53<?> for 
Unit 2. Item reportable per Part 21 for Unit 1. 

CURTIS- N W Pennsylvania Power U Light Cc. I OCFR 050 35E 
B3/07/13 mJRLEY.T Region S. Office of Director 
24X Fiche 50-38?,- 33 /Q7/ 13, G307220265 


3pp. 


9307280413 Revised final Deficiency Rept DER B3-33 re GE 
w/EC-1 trips which may have generic defect. Init iaily 
reported on 920429. De f ec ts will be corrected prior to 
load. Also reportable per Part 21, 

VAN BRUNT. EE Arlr-ona Public Service Co. 10CFR 030 
STERNBERG, D. M. Region 3, Office of Director. 3pp 
Fiche 30-330, 33/06/24, 5307200413. 


AKR-50 breaker 
fuel 

33E. 83/06/24. 

19802; 1 07. 24X 


8307220446 Part 21 rept re passible discrepancy in variable springs 
tvrnbuc i 1 ? fc top plate assemblies bolt interface No recorded 
failures or complaints registered against aubj products Enel 
list of springs Identified for Comm Ed only. 

L 17ft A. T -j Elcen MetaL Products Co. 33/07/13. KEPPLER. J. Q. Reg 
D4r * ctor 26pp. 19636 086. 24X FI che : 30-000. 83/07/ 

u J0722O446 


in 


1 on 
13 , 


8307290043 Part 21 rept re speed settings on nameplate for EGB-13C 
ac tua tor Caused by binding nameplate for spare actuator. 

Actuator win be tested w/nameplate installed & aligned 
Purchase order of 811020 end. 

ZW1E0. A, Woodward Governor Co. 83/06/29. COLL I NS, J. T. Region 4, 
Office of Director. 10pp. 19821:024. 24X Ft c h e ; 50-312, 03/06/29, 


0307220483 Second interim deficiency rep 
design verification of ma* circuit len 
power fc control cab les. fnit ial ly repor 
reportable under Part 2|.Neit rept by 
CURTIS. N W Pennsylvania Power fc Ligh 
33/07/15. HURLEY, T Region l, Office 
24X Fiche: 50-307 , 83/07/ 1 5. 830722Q4B3. 


t re inadequacies in 
gths of low voltage 
ted on 321215 Also 
031031. 

t Co. 10CFR 050 55E. 
of Director 4pp. 


Bechtel 


1 9605: 103. 


8307250335 Part 2] rept re potential defect in high pressure fuel 
Injection line of DSR or DSRV standby diesel generator 
Removal of random sample of lines tc be internally boreseppe 
inspected r e c ommendad. 

BOYER, R. E Transamerica Delaval, Inc 83/07/20 Director's 
Office, Office Df Inspection and Enforcement. 2po I9703 -011 24X 

Fiche 30 - 000 , 03/07 / 30 > 8307250333 . 


0307250404 Fourth interim deficiency rept. Item 61 t* defective valve 
Springs on diesel engines mfg by Transamerica Delaval 
Initially reported on 810928 Final rept will be submitted by 
840106. Also reportable under Fart 21, 

PARSONS, R. M Carolina Power * Light Co. IOCFR 050 35E, 

O'REILLY, J P Region 5, Office of Director 
Fiche; 50-400, 63/07/ 14, Q30-7250404. 


4pp. 


B3/07/14. 
19703 209 24 X 


QA999 QUALITY ASSURANCE INSPECTIONS 


83Q7060002 Informs of Imp completion at Ebasco on Louisiana Power fc 
Light Co deficiency rept re failure of Bergen-Po terson 
to perform pipe support stress analysis. No nonconformances 
noted. De tails in GA Insp Rept 9990050 5/B3-Q1 . 

POTAPOVS, U. Division of Vendor fc Technical Programs. 83/06/30. 
OAGLIARDO- J. E. Division of Resident, Reactor Project St Engineering 
Programs, lp. 19250:362. V 


8307040005 Confirms GA program insp at Tempe.AZ plant on 830725-29, 
p er B30615 tele on. 

POTAPOVS, U Region 4, Office of Director. 83/07/01. MURPHY, J 
Tobar, Inc. lp 19231:013. 


8307060010 Ac k receipt of 830616 Ur informing NftC of steps taken to 
correct nonconformance noted in GA Program Insp Rept 
99900322/83-01. 

POTAPOVS, U. Region 4, Office of Director. 83/07/01. ST ATT ON, C D 

Bechtel Corp. ip. 19231:036 


8307250400 Second interim deficiency rept re snubber 
rear brackets mfg by ITT Gr lnne l t.l n i tia 1 1 y nporte 
830126. Review of ITT GrinnslI test results underway 
reportable under Part 21. Next rept by 840125. 

MILLS, L M. Tennessee Valley Authority. IOCFR 050. 
0 REILLY, j p Region 2, Office of Director. 2pp 
Fiche: 50-430.83/07/15, B30725Q408. 


interference from 
d on 
. Also 

53E. 33/07/15. 

19704:013 24X 


— 8307060023 Responds to NftC 830523 I tr r 
Program Insp Rept 99900522/03-01. Corr 
responsibility of engineering parsonn 
applicability an PM/RM reomphaslied w 
STATION, C.D Bechtel Carp 03/06/16 
Office af Director. 4pp 19251:037. 


e nonconformance noted 
active actions: 

*1 to identify PaTt 21 
i th i n d ep t- 

PDTAP0V5, U. Region 


in GA 

4. 


9307250461 Part 21 rept re defect in component of DSR-4B standby diesel 
generator Improved design jacket water pump assembly 
retrofitted to all facility engines In Nov 1982, Assembly 
proven successful during several hours tested. 

BOYER, RE Tra n earner i c a Delava], In* 83/07/20 Director's 

Office, Office of Inspection and Enforcement 2pp. 19701331 24X 

Fiche: 50-322, 83/07/20, 8307250461 


8307250464 Tenth Interim deficiency rept 
due to main feedwater over f t Uln 1 1 la 1 1 
Final analysis fc verification of main s 
over f i 1 1 event not comp 1 ate. Also report 
MILL8, L, h Tennessee Valley Authority. 
O'REILLY, j. p. Region 2, Office of Dire 
Fiche: 30-43B, 03/07/14.3307250464. 


re failure of main steam lines 
y reported on S00319, 
team line piping 
able under Part 21. 

IOCFR 050. 35E. 83/07/J4. 

C tor. 2pp. 19701:166 24X 


8307060026 Confirms QA program insp at Forest Hills Test 
830725-29, per 830622 telcon. 

POTAPOVS, U. Region 4, Office of Director. 83/06/29. 
Westinghouse Electric Corp, lp 19238:262. 


Facility on 
SLENDER, R. J. 


! rm4 QA * ,ro 3 T ’ am Lynchburg, VA plant on 030712-14, 

per 330621 telcon. 

POTAPOVS, U. Region 4, Office of Director. 93/0-6/29. OUILDERT, 0 E 
Dab cock fc Uilccnr Co. lp. 19250:343. 


8307060 05B Confirms QA program imp at Lynchburg. VA plant on 830713-14, 
per 930621 telcon. 

POTAPQVS, U, Region 4, Office of Director. 83/06/24. CUILHERT, D E 
Oabcock fc Hilcojt Co. lp. 195-50:349 


B3D72604J9 First interim deficiency r 
Injection pump vibration. Ini t ially 
requested tc advise af corrective a 
by 031202. Also- reported per Part 21 
MILLS. L M. Tennessee Valley Author 
Region 2> Office of Director. 2pp. 
Fiche: 50 -438, 03/07/20, B30-7260419. 


ept re ,ia k eup /h i gh pressure 
reported on 830622. Dig 
ctions.Nert rept expected 

ity. 83/07/20. O'REILLY, J.P 
19733 177. 24X 


0307260465 Interim rept re welding deficiencies i 
support frames. Initial ly reported on 83071S Sup 
evaluated I te.m considered not reportable under 
\ Part 31 

TIANGI-N J. -Carolina Fewer 8, Light Co. IOCFR 
IEILLY, J F. Region 2, Office of Director- 1] 
:he: 50-400. 83/07/15, 8307260485 


n main s team/feedwater 
port frames 
I0CFR30. 55iel 

050 55E. 33/07/13, 

P 19734:168. 24 X 


.60520 Suppl to 830628 Final Deficiency Repts 81-73 it 81-69 re 
esel generator room enhaust fan mod . I nl fc ial ly reported on 
410831. De f ic iency als-o reportable per Part 2B. 

MILLS, L M. Tennessee ValUy Authority. IOCFR 050. 55E. 83/07/21. 

O REILLY , j p. Region 2, Office of Director. lp 19731*288 24X 

Fiche- 50-390, 83/07/01, 0307260520. 


Q307060DQ7 Ack receipt of 830429 fc 0525 Urs informing NRC of steps 
taken bo correct nonconformance noted in QA Program Insp 
Rept 99900 301/63-0 1 . 

POTAPOVS, U. Region 4, Office of Director. 03/06/29. WAHL.H W 
Bechtel Corp. lp, 19249.056. 


—8307060093 Responds to NRC S30330 ltr re nonconformance noted in QA 
Program Insp R ap t 9990050 1 /83-01 . Cor rec t Ive ac t i ons : mee t Ing s 
held w/Zack Co quality personnel to preclude recurrence of 
deficiencies for Oechtel procured matls. 

HAHLiH. W. Bechtel Corp. 83/05/25. POTAPOVS, U. Region 4, Office 
of Director. lp. 19249:057 


8307060096 Forwards QA Program Insp Rept 99900a l 7/83-01 on 330411-15 
fc notices of violation fc nonconformance. 

POTAPOVS, U. Region 4, Office of Director. B3/Q6/Q6. LEUSINtt, H H 
Litton Industries, Inc. 3pp. 19251:167, 


- 0307060100 Notice of violation from Insp on 03O4I1'*13. 

* Region 4, Office of Director. 83/06/06. 2pp 19251; 170. 


-0307060104 Notice of none onf ormanc e from Insp on 830411-15, 

« Region 4, Office of Director. 83/06/06, 2pp. 19251:172, 
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"83070601 1 2 QA Program Insp Rept 99900317/03-01 on 830411-13 
Woncomp 1 lance no ted : p r oc ur amen t documents issued after 
700106 for aa f et y-r e 1 a ted components not specified as Part 
21 t established measures did not assure drawing approval. 

FOSTER- W. E . , 13 ARNES. I . Region 4. Office of Director. B3/06/03. 
12pp 19231: 174. 

3307060097 Confirms QA program insp on 830711-13 at Advanced Energy Sys 
Div, Large- PA- per 830622 telcon 

POTAPOVS- U Region 4, Office of Director. 03/07/01 ARNOLD- H 

We » t ingh on se Electric Corp ip 19232:011. 

1307060103 Ack receipt of 830510 Itr informing NRC of results of 
investigation of forging supplier. CE Larson V Sons- Ch i cag o . 

1L Investigation performed per QA Program Insp Rept 
9 9 9 0 0 054/03-01. 

POTAPOVS, U. Region 4. Office of Director. 83/06/24 BRUNSON, B. Q 

Dresser Industries/ Inc. Ip- 19232:210. 


— 8307060330 Notice of nonconformances from insp on 830404-08. 

* Region 4- Office of Director 83/06/09- 2pp. 19234:216. 

— 8307060236 QA Program Snap Rept 99900300/93-01 on 930404-08. 
Noncomp 1 iance noted: source insp personnel had not used 
four designated techniques to assure that equipment 
conformed to specified requirements. 

FOSTER- W. E. . BARNES. 1. Region 4- Office of Dirac tor. 93/06/06. 
13pp. 19234:210 

0307060337 Forwards QA Program Insp Rept 99900016/93-01 on 930314-10 
4. notice of nonconformance, 

POTAPOVS- U Region 4. Office of Director. 83/06/02. REILLY, W. 
West Jersey Manufacturing Co. 2pp. 19234:039. 


— 0307060341 Notice of nonconformance from insp on B30314-I8. 

* Region 4* Office of Director. 03/06/02, 3pp 19234:040, 


—9307060109 Responds to QA Program Insp Rept 99900054/83-01 

Investigation of CE Larson 6 Sons, supp 1 ier of forgings for 
use on ASME Section III valves* far failure to audit each 
matl supplier revealed item not reportable per Part 21. 
BRUNSON* B G Dresser Industries- Inc 03/03/10 COLLINS, J 
Region 4, Office of Director. 2pp 19232:211. 


—8307060347 QA Program Insp Rept 97900816/83-0-1 on 030314-18 

Nencomp 1 lance noted : fa i 1 ur e to demonstrate that only vend-or* 
on approved vendor list used for nuclear work pTtor to 


Sept 19B2, 

ELLERSMAW- L. E - BARNES- I . Region 4. Office of Director. 


B3/05/23 


0pp. 19234:043. 


3307060188 Forwards OA Program tnsp Rept 99900309/83-01 on 030502-06 
fit notice of nonconformance. 

POTAPOVS- If. Region 4* Office of Director 83/06/09. KELLY, R B. 
Stone & Webster Engineering Corp. 2pp. 19249:347 


6307060345 Forwards QA Program Insp Rept 99900209/83-01 on 030421-22. 
No noncompliance noted 

POTAPOVS. U. Region A, Office of Director 03/06/03. NOREEN. H. 
Bergen-Pa terson Pipe Support Corp. 2pp. 19236:338. 


— 03O7O6G1G9 Notice of nonconformance from insp on 830502-06 

* Region 4- Office of Director. 83/06/09 lp 19249:349 

—3307060192 QA Program Insp Rept 99900509/03-01 an 930502-06. 
Noncompliance noted: superseded engineering design criteria 
neither destroyed nor marked superseded 

BREAUX- D. G , HALE, C.J Region 4. Office of Director 83/06/07. 
10pp. 19249:350. 

0307060210 Forwards QA Program Insp Rept 99900305/03-01 on 030314-10 & 
notice of nonconformance 

POTAPOVS- U. Region 4- Office of Director. 03/06/01 TENZER.BE. 
Ebasco Services- Inc (subs of Enserch Corp.). 3pp. 19239:219. 


— 8307060213 Notice of nonconformance from Insp on 830314-10 

* Region 4, Office of Director. 83/06/01 lp 19239:222. 


— 8307060350 QA Program Insp Rept 99900209/83-01 on 830421-22. No 
noncompliance n oted „ ita jor areas i rupee ted ■ revi aw of strati 
analysis 6 structural testing of preloaded pipe clamps t 
eiam of procedures & representative records. 

BEARS- P. Region 4* Office of Director 03/06/03 5PP- 
19236: 340. 


B30 7 060333 Forwards OA Program Insp Rept 9990D2B3 /B3-0 1 on 630420-21 
No noncomp 1 lance noted 

POTAPOVS. U. Region 4. Office of Director. 93/06/06. SEWELL. D. M. 
ITT Grinnell (subs of ITT>. Zpp. 19234:163. 


-~0 307060360 QA Program Insp Rept 999002B5/B3-01 on 830420-21 No 
noncomp 1 iance noted Major areas inspected review of stress 
analyses *< structural testing of prelaade-d pipe clamp*. 

SEARS. F » HALE, C J. Region 4. Office of Director 83/06/02. 5pp 
19234: 165. 


0307060221 QA Program Insp Rept 99900503/83-01 on 830314-18. 

Non comp 1 i anc e noted , r evi e wed t* approved vendor -subml t ted 
drawings that specified flanges did not conform to 
applicable spec or code 

HARRELL- P. H. . SEARS. P. M. . HALE. C. J. Region 4, Office of Director. 
03/05/26 23pp 19239:323 


0307060231 Discusses QA Program Insp Rept 9990036 5/03-01 on 030321-24 L 
04 J 4. All eg at i ons re termination of QC staff in FI orence- VtY & 
unqualified welder* in Longview- TX substantiated. 

POTAPOV5. U. Region 4. Office of Director 83/06/30. JOHNSON, E. H. 
Director's Office, Office of Inspection and Enforcement. 1 p 
1 9239: 353. 


0307060274 AcV receipt of 030617 Itr informing NRC of steps token to 
correct nonconformance noted in OA Program Insp Rept 
99900370/03-01 

POTAPOVS, U. Region 4. Office of Director. 03/07/01. KULD*0. 
Garrett Corp. lp. 19237:164. 


— 0307060201 Responds to NRC 830420 Itr re n one onf or man c e* noted in QA 
Program Insp Rept 99900370/03-01. Correc t tve ac ti on* : train ihg 
implemented to increase awareness of 10CFR21 reporting 
requirements. 

VOR IS- D D. Garrett Corp Q3/06/17- POTAPOVS, U. Region 4, Office 
of Director. lp. 19239: 165 


6307060203 Ac It receipt of 030216 0510 ltrs in* arming NRC of step* 

trate-n to cbirect nonconformance noted in GA Pr gram Insp 
Rapt 99900378/01-01. 

POTAPOVS. U. Region 4. Office of Director. 03/06/29. SWANSON- N. E. 
Accne-C 1 eve land Co. 1pp. 19234:109. 


..-0307060289 Responds to NRC 830216 Itr re nonconformance noted in GA 
Program Insp Rept 99900378/81-01 Corrective at 1 1 ons samp 1 i ng 
plan implemented effective 830509. 

SWANSON, N. E. Acme-C 1 eve I and Co. 83/05/10- POTAFOVH, U. Region 4. 
Office of Director. Ip, 19234 190 


8307060326 Forwards QA Program Insp Rept 99900300/83 -Cl on 830404-00 
St notice of nonconformance 

pOTAPOVS. U. Region 4. Office of Director. 83/06/09. MOR I AR I TV, J. M. 
Colt Industries- Inc 3pp 19334.213 


0307060358 Forwards QA Program Insp Rept 99900818/03-01 on 830328-31 & 
notice* c»f deviation U nonconformance 

POTAPOVS, U. Region 4. Office of Director. 03/06/02. R I CHARDS. D. H, 
Lou 1 * P Canuso. Inc. 2pp. 19236:239. 


— 8307060365 Notice of deviation from insp on B30328-31. 

* Region 4, Office of Director. G3/O6/02. 2pp. 19236:241. 


— 8307060374 Notice of nonconformance from insp on 830326-31. 

a Region 4. Office of Director. 83/06/02 2p P 19236:243. 


— 8307060382 QA Program Insp Rept 99900B1 B/83-0 1 on 030328-31. 
Noncompliance noted; copies of 1 0CFR2I , Sec t i on 206 of Energy 
Feorgani lat ion Act of 1974 €t procedures adopted per 
regulations U notice describing regulation* not posted. 

ELLERSHAWi L. E. , BARNES, 1 . Region 4, Office of Director. 03/05/35. 
5pp 19236:245, 

0307060370 Informs that 0 A Program In«p Rept 99900505/G3-0I item ri 
error in charging pump 6 bypass valve control circuitry 
c 1 used, 

POTAPOVS. U. Division of Vendor Technical Program*, VITS 02-205. 
03/06/30. LEWIS. R. C Division of Project U Resident Program*. lp, 
19236: 227 


0307120201 Forward* OA Program Insp Rept 99900349/03-01 on 830510-13 U 
notice □ f nonconformance. 

POTAPOVS - J. Region 4, Office of Director. 83/06/13. ALLEN, VJ. T. 
Corner 5. Lada Co. - Inc. 3pp. 19423:292. 


— 0307120204 Notice of nontonforirante from insp on 830510-13. 

* Region 4, Office of Director. 83/06/13. !p. 19423:295 


—0307120209 OA Program Insp Rapt 99900349/03-01 on 830510-13. 
Noncompliance noted : f o l iowup audit* to confirm corrected 
deficiencies not performed within 30-day period. 

OLLER-R E - DARNER. I. Region 4, Office of Director, 03/06/10. 
11pp. 19423:296. 
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—0307120334 0/1 Program Jnsp Kept 999003tlV/f):i-01 on 1)304;* 5 -,2V 
Noncomp l lance noted' corrective act l mm not tauhm 1 1 t»U bn 
030329 for seven corrective actimi i-equitt t« re irur-vpn i r 
Identified deficiencies at Seal Master ikirp H 

OLLER/ R E » BARNES. I. Region 4. Office of Director 
I 4 p p 17430 004. 


□3/06/14 


0307120376 Advises that Section 4 of one 1 ()A Pryor am Ins,, r 
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e * pans inn connections considered closed for SUrgont *, 

W/o end J 
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' P t of 830120 b 0301 ltr* informing NRC of steps 
'°r>confonrdnce noted in QA Program Insp 
item B 3 will be reviewed in greater 
: insp. 

*** 4, Office of Director Q3/07/0B ETHER I OGE , M. R 

' e t in}. Inc lp. 19331 117 


-'-8307210206 Responds to NRC 830602 ltr re nonconformance noted in QA 
Program Insp Rept 99900Q16/B3-01 . Corrcc t i ve actions: QA 
program manual revised V Qfl l< ofc personnel retrained. 

REILLY, W. West Jersey Manufacturing Co. 83/06/28. POTAPOVS. U. 
Region 4, Office of Director. tlpp 19663: 160. 


to NRC 030207 ltr requesting addl info re 
t em Q. 2 noted in GA Program Insp Rept 
■ n viron b seismic qua 1 i f i cat i on not 
of rewrap of detectors 
■Combustion Engineering, Inc 83/03/Qt. 

4 on 4, Office of Director. 2pp 19331:110 


e ipt of 930120 ltr in response to QA Program 
•O 1 /02-oa. Requests conclusions of evaluation 
e qua l if ication. 

ion 4, Office of Director. 03/02/07. 
Combustion Engineering. Inc. Ip 19531: 120 


Program Insp Rept 99900919/63-01 on 030418-22 
^ ormance. 

*> 4, Office of Director. 03/06/24. DAVIS, A G 

3*1 Corp. 2pp. 195S5 247. 


6307210224 Forwards Chicago Tube t* Iron 830317 ltr re Purchase Order 
NQD366 for four pieces FS blind flange, for files. 

REILLY. W. West Jersey Manufac tur 1 ng Co. 83/03/22. ELLER SHAW, L. 
Region 4, Office of Director 14pp 19665:191. 


8307220394 Forwards list detailing status of commitments for corrective 
actions made prior to transition of engineering work on 
pro jec t. 

RICE.w.M Brown b Root Corp. (subs, of Halliburton Corp.). 

82/02/08. SEYFRIT.K, Region 4, Office of Director. 2pp. 

19675:235 24X Fi c h e : 50-49B, B2/02/0B, B307220394. 


9307260151 Ac k receipt of 030103 b 0303 Itrs informing NRC of steps 
taken to correct nonconformance noted in QA Program Insp 
Rept 99900795/92-01. 

POTAPOVS, U Region 4, Office of Director. 83/07/21. LOTT, J. E. 

E. L. Manufacturing Peebles, Inc. lp 19727:265. 


° f nonconformance from insp on 830418-22 
* «:e of Director. 03/06/24. 2pp 19555: 249. 


Insp Rept 99900919/03-01 on 030418-22. 
fcedQA procedures inappropr late* doc umentsd 
a b 1 b to indicate performance of internal QA 
■JBclit documentation unavailable 

l— I PS, H. S. Region 4, Office of Director. 83/06/21. 


Program Insp Rept 99900070/83-01 on 830404-08 
f <3 rma nee 

rs 4, Office of Director. B3/06/29 MILLER, J W. 
** Engineering Corp. 2pp 19335 176 


o ^ nonconformance from insp on 830404-08. 
ice of Director. 03/06/29 2pp 19333:178. 


Insp Rept 999O0070/Q3-0 1 on 030404-00 
t ed: failure to perform required weld stress 
■fc i f y incomplete weld fusion f« penetration 

rvMES, 1. Region 4, Office of Director. 83/06/25. 


--03O726O15B Responds to NRC 930209 ltr re nonconformance noted In QA 
Program Insp Rept 99900793/82-01 . Correc t ive a c t i ons : tur i t tin 
procedure established to evaluate d evi at i ons, p ersonne 1 
briefed re procedure 6 purchase orders modified. 

PLANK. R A, E. L. Manufacturing Peebles* Inc. 83/03/03. 

POTAPOVS, U. Region 4, Office of Director. 3pp. 19727:266. 


— 0307260164 Ac k receipt of 830103 ltr informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Rept 
99900793/02-01 Add 1 response requested re items in notices 
of nonconformance & violation. 

P0TAPOVS, V. Region 4* Office of Director. 03/02/09. LQTT, J. E. 

E. L. Manufac tur i ng Peebles, Inc. lp 19727:269 


—0307260169 Responds to NRC 021200 ltr re nonconformance noted in QA 
Program Insp Rept 99900795/82-01. Correc t ive actions: 
operation sheets completed in requested order & newly- 
purchased mafcls clearly marked. 

PLANK, R . A. E, L. Manu f ac tur 1 ng Peebles, Inc. 33/01/03, 

POTAP0VB* U. Region 4. Office of Director 9pp 19727:270. 


8307260219 Ack receipt of 930527 ltr informing NRC of step* taken to 
correct nont omf ormanc e noted in QA Program Insp Rept 
99900017/83-01. 

P0TAPQV5* U. Region 4* Office of Director. 03/07/22. ANDERSON. K. 
Dravo Corp. lp, 19720: 337. 


QA Program Insp Rept 99900923/03-01 on 030509-12 It 

n 

n A, Office of Director. 83/07/01. MATTESON* 0. 
Systems 2pp. 19533: 163 


CD -E violation from insp on 030509-12. 
ice of Director. 83/07/01. lp 19535:165 


ir<*m Insp Rept 99900923/83-01 on 830509-12. 
ted: required customor/purchaser procedures 
.adopted b required Part 21 documents not 


--9307260228 Responds to NRC B30421 ltr re nonconformance noted in QA 
Program Insp Rept 9990001 7/03-01 . Cor r*c 1 1 ve actions; insp & 

QA personnel cautioned to ensure that nonconformance or 
reject rept* completed b matl returned to vendor, 

ANDERSON, K.B Dravo Corp. B3/05/27 POTAPOVS, U. Region 4* 
Office of Director. 21pp. 19728:338. 


8307260229 Provides info re changes to QA program from PSAR 
descript ion, for review b acceptance 

GERRETS, T.F. Louisiana Power b Light Co. W3KB3-0781. 83/06/09. 

COLLINS, J T, Region 4, OfPiee of Director. 9pp 19726:346. 24X 

Fi c h e : 30-382, 03/06/09, 8307260229. 


_ I PS* H. 8. Region 4, Office of Director. 03/06/27. 

b. 


a/V Program Insp Rept 99900745/03-01 on 030404-07 b 
r* rnanc b. 

T A, Office of Director 83/06/21. XAVIER, M A. 

1 *9555: 210 


-8307260236 Advises that QA program described in Topical Rept 
CENPD-210-A, Rev 3 being implemented sati sfac tor i ly. 

Conclusions of ltr valid for 3 yrs 

SEYFR IT, K, V. Region 4, Dallas, Office of the Director (01/03/01). 
81/06/02. ETHERIDGE, M. R. Combustion Engineering, Inc. 3pp. 

19726 359. 24X F i c h e ; 30-3B2, 83/06/09, 0307260229. 


0307260313 Confirms QA program insp at Westmont, IL plant on 030815-19, 
a & nonconformance from insp on 830404-07. per 830629 telcon. 

ice Of Director. 03/06/21. 2pp. 19335:213. POTAPOVS, U. Region 4, Office of Director, 83/07/18, SEfiMAOlRIirM L 

CLOW Corp lp. 19726:010. 


-■ am Insp Rept 99900745/03-01 on 830404-07. 
t *? d : documentary evidence not available that 
igs held prior to Nav 1982 b semiannual 
- ted during Sept b Mar. 

4 E S, I. Region 4, Office of Director. 03/06/00. 


8307290026 Forward* QA Program Insp Rept 999OOBQ2/03-O1 on 830411-15 U 
notices of nonconformance & violation. 

POTAPOVS, U. Region 4, Office of Director. 03/07/08. PIRAINQ, D. 
Kaman Co 3pp. 19021:090 


H3Q71B mgt meeting in Assonet, MA re implementation 
3 30617 telcon 

* A, Office of Director. 83/07/14 RANDALL, M. W, 

. O -rt Services lp 19660:230 


, t of 030628 ltr 
ince noted in QA 


informing NRC of steps taken to 
Program Insp Rept 


» 4, 

; fc ur 


Office 
ing Co 


of Director 83/07/M. 
lp. 19665:179. 


REILLY, VJ 


— 0307290032 Notice of violation from 
* Region 4* Office of Director. 


insp on B30411-13, 

03/07/00 lp, 19621:093. 


—8307290035 Notice of 
a Region 4, Offlc 


nonconformance 
e of Director. 


from insp 
03/07/08. 


on 830411-15. 

Ip 19821:094. 
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— 9307290040 QA Program Imp Rept 99900802/03-0 i on 930411-15 
Noneomp 1 1 arc * noted. design requirements not incorporated 
Into mod procedure* It emergency operating procedure* manual. 
Section 6 incorrectly identified 

PARKER, L B. Region 4, Office of Director BARNES* I Division of 
Vendor it Technical Program*. 83/07/01 9pp 19821 095 


8307390060 Forward* GA Program Insp Rept 99900266/83-01 on 830516-19. 
No noncomp 1 i anc e noted. 

POTAPOVS. U. Region 4, Office of Director 83/07/08- EMPEY, D 
Rockwell International Corp 2pp. 19830 361. 


—0307290065 QA Program Insp Rept 99900266/83-01 on 030516-19. No 
noncompliance noted. Major areas inspected followup on Part 
21 rept*. previous insp i terns. control of special processes, 
insp It testing & audits. 

SUTTON, J. W ■ BARNES, l . Region 4. Office of Director 83/07/07 
9pp 19821 001. 


8307290081 Forwards <3A Program Insp Rept 99900785/83-01 on 030328-0401 
L 25-29 it notice of nonconformance. 

POTAPOVS, U Region 4. Office of Director. 83/07/U DEZUTEL. C. 1. 
Jack Co 3pp 19022: 182 


— 8307290007 Notice of nonconformance from insp on 830328-0401 h 25-29 
e Region 4* Office of Director. 03/07/11. 2pp. 19022:105 


—0307290095 GA Program Insp Rept 99900785/83-01 on B30328-0401 it 25-29. 
Noncompliance noted: correc ted metis certification not 
requested for 3,000 lb 14 gage ASTM A-240 Type 304-2B 
stainless steel. 

PARKER, L. B. , BARNES* 1. Region 4, Office of Director- 63/07/07. 
14pp. 19022:187, 


83072901 14 Forwards QA Program Insp Rept 99900057/03-01 on 830411-15 
6 notice of nonconformance 

POTAPOVS- U- Region 4i Office of Director. 03/07/08. MIEKAU5, P. 
William Powell Co. 2pp 19822:076. 


— 8307290120 Notice of nonconformance from insp 
• Region 4. Office of Director. 83/07/OB. 


on 830411-15. 

2p p 19822:078. 


-0307290129 GA Program Insp Rept 99900057/83-01 
Noncompliance noted; documentation checklist 
package (ASQ478-C) & wall section chock not 
repair records out of 165 records contained 
COMWAY, J.T . BARNES,!. Region 4, Office of 
10pp. 19822: OSO. 


on 830411-15. 
missing from one 
noted on 50 weld 
in packages. 
Director. 83/06/08. 


0307290133 Forward* GA Program Insp Rept 99900925/03-01 on 830523 6 
25-27 It notices of nonconformance 6 violation. 

POTAPQVSiU. Region 4, Office of Director. B3/07/U. SMITH, C B 
ANCO Engineers. Inc. 3pp. 19822:006. 


—8307290139 Notice of violation from 
* Region 4, Office of Director. 


insp on 830523 
83/06/11. Ip. 


It 25-27. 
19822:009. 


— 8307290144 Notice of nonconformance 
* Region 4. Office of Director. 


from insp on 030523 it 25-27. 
83/06/11. 2pp 19022:010 


—8307290147 GA Program Insp Rept 99900925/83-01 on 030523 it 25-27. 
Noncompliance noted: fal lure to post all required documents. 

qa program implementing procedures not developed 
for App B criteria !c GA audits not conducted 
HUBBARD, CT . PHILLIPS#H. S. Region 4. Office of Director 
83/07/07 13pp. 19822:012. 


8307150190 Comments on draft Reg Guide IC J27-5, "Criteria far 
Programmable Digital Computer Sys Software m Safety Sys of 
Nuclear Power Generating Stations N Option A preferred. 

DALE, L y Mississippi Power l> Light Co. AECM-83/0H74 83/07/00 

Docketing ?, Services Branch lp. 19531 052. 

8307180119 For comment issue of draft Reg Guide OP /l 3-4* "Applications 
of Bioassay for Tritium. " 

* Office of Nuclear Regulatory Research* Director. G3/06/30 I6pp 
19641: 215 


8307190207 Comments on Rev 1 to Reg Guide 1 82- Task MS 203-4, "Sumps 
for Emergency Core Cooling & Containment Spray By 9 " 

Inconsistencies cited 

VI VIR I TO, M. A. Gibbs it Hill, Inc (subs, of Dravo Corp ). 83/07/U 

Docketing f< Services Branch 2pp. 19628:320 


8307260274 Comments on proposed Reg Guide 0 31, Task OH 941-4, re info 
relevant to ensuring occupational radiation exposures at U 
mills will be ALARA. Suggests control of chemical haiards bo 
briefly addressed. 

MILLS# L, It. Tennessee Valley Authority 03/07/19 Docketing it 

Services Branch. 2pp. 19726; 126. 


8307260293 Comments on proposed Rev 1 to Reg Guide 1 82, Task MB 203-4, 
re sumps for emergency core cooling it containment spray ays. 

Note should be added stating App A considered for Info 
purposes only, subj to ECCS pump design. 

BUDZIK, D. M. Consumers Power Cn. DM0 32-03. 03/07/13. Docketing 

i: Services Dranch. 6pp 19726. 131 


8307260476 Documents understanding that either Rov 2 or Rov 3 to Reg 
Guide 1.97 acceptable to NRC far addressing guidelines of 
NUREG-0737 , Supp 1 i (Generic Ltr 82-33) re emergency response 
capability. 

GARRITY, J. H Maine Yankee Atomic Rawer Co. MN-83-ISI. 83/07/21. 
CLARK, R. A Operating Reactors Branch 3 lp. 17734: 163. 24X 

Fi che: 30-309, 83/07/21* 8307260476. 


8307270023 Forwards comments received re technical findings it 
resolution positions for Unresolved Safety Issue A-43 re 
containment emergency sump p er f ormanc e , Revs to NUREG-0897 
rec ommend e d Techn 1 c a 1 /sa f e ty issue* i>. resolutions requested. 
9ERKIZ.A. W Generic Issues Branch. 83/07/12 DALGHREN* U Sandia 
Laboratories. 2pp, 19811:209. 


—8307270033 Comments on draft NUREG-0097 it NUREG-0069 (Reg Guide 1 82 
revJ . 

PADMANABHAN, M. Alden Research Laboratory. 03/06/13 SERKtZ, A, W 
Generic Issues Branch. 7pp. 19811:222. 


— 8306280604 Forwards rev to Table A-3 in NUREG-0869 Rev corrects 
d i sere pane i e s noticed in values of variables for vertical 
outlets Corrections also applicable to NUREG-0097 
PADMANABHAN Alden Research Laboratory 83/06/22. SERKlZrA. 
Generic Issues Branch. 4pp. 19811:231. 


83072703B5 Comments on Rev 1 to draft Reg Guide 1.02, Task MS 203-4# 
"Sumps for Emergency Core Cooling it Containment Spray Sys. " 
SALDARINI# J. C. Ebasco Services* Inc, (subs, of Enserch Corp. J. 
03/07/21 Docketing it Services Dranch 2pp 19767:317. 


8307200098 Forwards addl info to util 830413 resp 
Suppl 1 re safety parameter display sy»#detaile 
room design review 6 Reg Guide 1.97. 

UHRIG.R. E. Florida Power & Light Co L-83-421 
VARGA, S A Operating Reactors Branch 1, 4pp 
Plche: 30-230, 83/07/25, 0307200090. 


onse to NUREG-0737, 
d control 

83/07/25 
1979J: 1 79 24X 


REOGD REGULATORY GUIDES 


RES 


RESEARCH AND TECHNICAL ASSISTANCE REPORTS 


8307120105 "For Comment" issue 
Toughness Criteria for Ferrtt 
Containment Vessel* W/lia* Wal 
(0. I «). “ 

WEIDENHAMER# 0. Office of Nuc 
03/06/30 Jlpp 19508:294 


of draft Reg Guide MS 144-4. "Fracture 
ic Steel Shipping Cask 
1 Thickness of 4 Inches 

lean Regulatory Research. Director. 


8307130163 Comments on draft Reg Guide IC 127-5, 
Programmable Digital Computer Sys Software in 
Nuclear Power Generating Stations." Option A. I 
guidance to IEEE Std 467-1900. rec ommended 
WOODLAN* D. R. Texas Utilities Services* Inc 
Docketing L Services Branch. lp. 19535:236 


"Criteria 
Safety Sys 
limiting GA 

TXX-4Q03. 


for 

of 

83/07/U 


0307050314 Definition of Scenarios «#. Evaluation of Methods for 
Analyiing Source Term* of Major Accidents Involving U 
Hexafluoride at NRC-Llcensed Fuel Cycle Facilities," 
progress repts for Apr i> May 1903. W/830610 ltr. 

Union Carbide Corp FIN B-0493. 83/06/20 

BERNSTEIN. 8 Transportation I# Materials Risk Branch g DD 
19263:242 


9307110360 "Accident Aerosol Charac tar i lati on* - informal monthly 
progress rept for May 1983 y 

OWCZARSKI.P. C^ BatteUe Memorial Institute# Pacific Northwest 
Laboratory FIN B-22B7. 83/06/22 BERNBTEIN - 5 Transportation it 

7pp. 19391323 


Materials Risk Branch, 


8307130174 Comment* on draft Reg Guide IC 127-5# "Criteria 
Programmable Digital Computer Sys Software in Safety Sui 
Generating Stations. " Endorses Option A re 
limiting GA guidance to IEEE Std 467-1980. 

fl3/nA/Sa L ' P !!* l i\ 8#rV . ie * Electric * Gas Co. of New Jer 
83/06/24 Docketing 6 Services Branch. Ip, 19531:01 


0307120047 ANL/LWR/NRC 83-6 

Draft "llHR During Total Loss of Feedwater Event for C-E 
Bys 80 Plant " c 


KOMOR f YA# H. * 
Division of 


ABRAMSON, P, B Argonnp National Laboratory, 
Systems Integration (post 811005) H Ipp 


83/07/31. 
17430: 231. 
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8307130330 Draft NUREQ/CR-XXXX, "Cas t /□ ene f j t Analysis of Adding Feed 
it Bleed Capability to C-E PWRs. “ 

GALLUP* D. R. Sand la Laboratories. GAHAN. E. - CHERDACK, R. Burns %> Roe 
Co. SAND83-XXXX. 83/06/30. NRC - No Detailed Affiliation Given. 
46pp. 19309: 327. 


0307140478 "LWR Pressure Vessel Surveillance Dosimetry Improvement 
Program-'* bimonthly status repts for Feb-Mar & Apr-May 1933. 

PRESTON. C. C. - MCELROY* W. N. Hanford Engineering Development 
Laboratory. 0332443. 03/06/20. SERPAN. C 2. Materials Engineering 

Branch. Spp 19340.010. 


03 07130390 '’Investigation of Accident-Induced Flow L Matl Transport 
in Nuclear Fac i 1 1 ties* " monthly progress rept for May 1903. 
MARTINrR.A. Los Alamos Scientific Laboratory. FIN A-7029. 
93/06/21 . BERNSTEIN* B. Transportation it Materials Risk Branch. 
12pp. 19340:303. 


— 9307130393 Notifies that "Investigation of Accident Flow U Matl 
Transport In Nuclear Facilities" reviewed. Di scuss ions 
useless since fuel cycle facility research program being 
phased out. 

BERNSTEIN* S. Transportation it Materials Risk Branch. FIN A-7029. 
63/07/06. MARTIN. R. A. Los Alamos Scientific Laboratory. Ip. 
19340: 317. 


8307260043 "Investigation of Accident-Induced Flow S< Matl Transport in 
Nuclear Facilities*" Itr rept for June 1903. 

MARTINrR.A. Los Alamos Scientific Laboratory. FIN A-7029. 0-6-018 

(R673). 03/07/19. BERNSTEIN* 8 . Transportation i< Materials Risk 

Branch. 6pp. 19786:222, 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 


0303230378 Disagrees w/current enforcement policy allowing assessment 
of monetary penalties for Severity Level IV or V violations* 
par 821221 ltr re regulatory reform. 

BP ITTAINr P. G. Texas Utilities Generating Co. 03/03/18. 

TOURTELLQTTE. J, Regulatory Reform Task Force. 2pp. 18541:312. 24X 

Fiche; 30-443* 03/03/lB* 0303230970, 


8307030322 Notifies of CRGR Meeting 41 On 830706 in Wa s h i ng ton* DC to 
review final rulemaking re fitness for duty for personnel 
w/vnetcorted access to protected areas it NUREQ-O049< "8RP 
for Review it Evaluation of Emergency Plans for Research..,," 
9TELL0, V. Committee to Review Generic Requirements. 83/06/24. 
MATTSON. R. J. Division of Systems Integration (post 011005). 
■JORDANrE. L. Division of Emergency Preparedness it Engineering 
Rasponse (Post 030103), CUNNINGHAM. R. E, Division of Fuel Cycle t* 
Material Safety, 89pp, 19262: 172. 


■0307030327 Discusses proposed IE bulletin re nonconforming matls 
supplied by Tube-Line Corp for CRGR revl ew. Requests CRGR 
review be scheduled. 

DEYOUNG* R. C. Director's Office* Office of Inspection and 
Enforcement, 83/06/13. STELLO* V, Committee to Review Generic 
Requirements. 2pp. 19262:260. 


— *9307030530 Requests that NRC refrain from any final decision to take 
administrative action until pending NRC repts issued to 
Tube-H ne. Company voluntarily suspended any sales of matls 
for nuclear applications until further notice. 

HALLMAN* R. M. Cahill* Gordon i« Reindel. 83/06/10. COLLINS* J. T. 
NRC - No Detailed Affiliation Given. 3pp. 19262:272. 


— 9307030334 Responds to 830610 ltr to J Collins on behalf of Tube-Line 
Corp. NRC has Independent obligation to fully & property 
carry out statutory responsibilities. 

BROWN. W. L. Region 4. Office Of Director, 03/06/17. HALLMAN. R. M. 
Cahill. Gordon & Reindel. Ip. 19262:273. 


0307070039 Summary of CROR Meati'ng 40 on 830601 re proposed final 
•attends to 10CFR30. 44 concerning hydrogen control in BWR Mark 
3 1 1 * PWR condenser containments. Requirements listed. 

STELLO, V. Regional Operations it Generic Requirements. 03/06/24, 
DIRCK8* W, J, Office of the Executive Director for Operations. I2pp. 
1 ■9293 : 2 1 1 . 


8307000239 Forwards backfit cost figures for addl seven utils per 
original 030208 request. Cost figures for 20 utils 
transmitted 030411. 

TOURTELLQTTE* J. Regulatory Reform Task Force, 03/06/22. 
PALLADINO* N. * 0ILIN8KY* V. , AHEARNE* J. Commissioners. 2pp. 
1V363:313. 24X Fiche: 30-000* 83/06/22* 8307000239. 


— 0307000331 Informs of inability to respond to NRC 630208 request re 
impact of regulatory backfit cost since util has no 
operating plant to use as baseline for compari son. Support 
expressed for backfit evaluation effort. 

HALL* D P Illinois Power Co 09B2-L, 03/04/00 TOIPR TEL LOTTE, J. 

Regulatory Reform Task Farce. Ip. 19363:320. 24X 

Fiche: 30-000, 03/06/22, 9307000239 


0307080337 Forwards backfit 6 regulatory impact cost analysis for 
facility* per NRC 030200 reques t. Analys i s, former 1 y 
confidential atty work product* re leased to intBTvenors it now 
to task force 

BAYNE* J P. Power Authority of the State of New Vork. JPD-1G6-03. 
83/06/01. TOURTELLOTTE- J. Regulatory Reform Task Force. Ip. 
19363:321 24X F i c h 0 : 30-000, 83/06/22, 8307080239. 


-8307000341 "Determining Portion of Regulatory Burden on Indian Point 3 
Capital It 06M Expenditures 1976 - 1906 10-Yr Cost Projection 
Also Inc luded " 

» Power Authority of the State of New York. 03/04/30. 36pp. 

19363: 322. 34X Fiche: 30-000. 03/06/22, 8307000259 


— 8307000332 Forwards backfit cost tabulations for f ac i i i 1 1 e »* p or NRC 
030208 request. 

KEMPER, J. 6 Philadelphia Electric Co. 03/09/04 TOURTELLOTTE, J. 
Regulatory Reform Task Force 6pp. 19364:003. 24X 

Fiche: 50-000, 83/06/22* 0307000239. 


--B3Q70B0339 Forwards backfit cost estimates for f ac i 1 i 1 1 »s, p er NRC 
830319 ltr, Costs do not reflect extending scheduled outages 
due to backfit* it mods. 

PARRIS* H. G. Tennessee Valioy Authority. 03/05/02. 

TOURTELLOTTE, J, Regulatory Reform Task Force. 5pp. 19364:009. 
24X Fiche: 30-000, 03/06/22* 03O7O0O2S9 


— 8307080366 Forwards summary of backfitting costs for futility* per NRC 
request 

EDWARDS, D. W. Yankee Atomic Electric Co, SPS-03-3. 83/03/11. 

TOURTELLOTTE* J, Regulatory Reform Task Force. 2pp. 19364:014, 

24X Fieho: 50-000, 83/06/22, 0307080239. 


8307090111 Notification of B30714 meeting w/GE & Licensing Review 
Groups 1 it 2 in Dethesda.MD to discuss methodology for 
determining BWR reactor protection sys setpoints 6 
al lowab 1 e values. 

8TEFAN0, J. J Licensing Branch 1 83/06/28 YOUNGBLOOD, B. J 

Licenting Branch 1. 3pp. 19304; 107, 


6307110298 Notifies of CRGR Meeting 42 on 030712 in DethesdajMO to 
review proposed IE bulletin, "Apparently Fraudulent Products 
Sold by Ray Miller, Inc’ 1 & final amends to 10CFR30 re ATW5 
events. 

STELLO* V. Committee to Review Generic Requirements. 83/07/08. 
MATTSON, R. J. Office of Nuclear Reactor Regulation, Director. 

JORDAN* E L. Director's Office* Office of Inspection and Enforcement. 
CUNNINGHAM* R, E. Division of Safeguards 2pp. 19381:039. 


— 8307110312 Forwards proposed Commission paper recommending issuance of 
final amend it related amend to I0CFR3O re ATWS events. Info 
fairly present* ATWS problem 6 reasonable course of action 
by Commission recommended, 

MIN8GUE, R. B. Office of Nuclear Regulatory Research, Director, 
03/07/03. DIRCKBrW. J Office pf the Executive Director for 
Operations. 186pp, 19381:041. 


— 8307110329 Forwards proposed IE bulletin, "Apparently Fraudulent 
Products Sold by Ray Miller, Inc" 6 IE Info Notice 83-01* 

"Ray Mi 1 1 or- Inc* " for Toview. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 83/06/30. STELLO- V. Regional Operations E: -Generic 
Requirements. 24pp. 19381:227. 


8307140520 Notification of 830706 meeting w/Steam Generator Quners 
Group in Rethesda.MD to discuss findings from NRC generic 
steam generator program for resolution of Unresolved Safety 
I « sues A— 3* A-4 6 A-5. 

JPPQLlTOi T. A. Operating Reactors Assessment Branch. 83/07/01. 
MIRAGHA*F. J. Assistant Director for Safety Assessment. Ip. 
19929:333. 


B307190399 Forwards summary of CROR activities for B2O423-03O63O. 
Summary will be included in weekly rept for week ending 
830701. 

SCHWINK, W Committee to Review Generic Requirement*. 83/07/09. 
Committee to Review Generic Requirements. 6pp. 19634:036. 


— B307080321 Forwards backfit cost info for facility* per NRC 830208 
request. Category 1 imposed by NRC regulatlons/orders* 

Category 2 Imposed by NRC bulletins it NUREG-0737 
requirements it Category 3 initiated by util. 

SELBY. J. D. Consumer* Power Co. 83/04/14. TOURTELLOTTE, J, 
Regulatory Reform Task Force. 5pp. 19363: 313. 24X 

Fiche: 50-000. 83/06/22, 0307080239. 
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0307200131 Oitcuitii procedures for feedbatk b closure on CRGR reviews 
CRGR minutes will be provided to ofc directly involved in 
itsu*> ofc involved wilt concur w/CRGR comments & proceed 
w/ectUn,by memo to CRGR, within 5 working days 
DIRCKS.W J. Office of the Executive Director for Operations. 

03/07/ IB DAVIS. J. G Office of Nuclear Material Safety U 
Safeguards. Director DENTON, H. R Office of Nuclear Reactor 
Regulation. Director. DEYOUNG. R. C Director's Office. Office of 
Inspection and Enforcement- 3pp 19651 248. 


8307260600 Respond* to FOIA request for SECY 83-464. Forward* document. 
Info partially withheld (ref FOIA Exemption 5> 

Division of Rules and Records. 83/05/10. BUCKLES. R. 


FELTON. J. K. 

NUS Corp 2pp. 19788:045. 


—0307260601 SECY-02-464 

Discusses litigation rept for wk of B2I113. Info deleted. 
SLAGGIErE.L. Office of the General Counsel '* 1 

19700: 047. 


82/11/23. 2pp. 


B3072GQ186 Staff requirement* memo re 030707 discussion of 
administrative proposals of Regulatory Reform Task Force 
on backfit rule in Wash i ng ton. DC. 

CHlLK.S J Office of the Secretary of the Commission MB30707A. 
83/07/00 DIRCKS.H. J. Office of the Executive Director for 
Operations. TOURTELLOTTE, J. Regulatory Reform Task Force. ip 
19670 313 


8307250114 Summary of B30706 meeting w/Steam Generator Owners Group 
in Bethesda.MD re r «c qmmenda t i ons for new generic steam 
generator requirements, bated on integrated program for 
resolution of Unresolved Safety Issues A-3, A-4 6 A-5. 

HIRACLIA. F J. Assistant Director for Safety Assessment. 83/07/13. 
EISENHUT.D-O Division of Licensing. 20pp. 19737:200. 


8307230367 Submits summary status of issue* being addressed by 
Licensing Review Group II. per 030302 request Four issues 
require further action prior to NRC c 1 os eout. Pos t-acCi d en t 
sailing requires procedural upgrading. 

HOCTZSCHER, D, L. Licensing Review Group II. H0L7ZSCHER, D. L. 
Illinois Power Co. U-0652. 03/07/15 STEFANO. J. J. Licensing 

Branch 1. 12pp. 19703:203. 24X Fiche: 50-000, 03/07/15. 8307230367. 


0307290442 Responds to FOIA request for SECYs B2-306 h B2-499 Forwards 
SECY B2-3Q6. Documents also available in POR. Ltr dtd S3042B 
responded to SECY S2-499. 

FELTON. J. M. Division of Rules and Records. 83/05/18. DIBBLE. C. Q. 
LeBoeuf. Lamb. Lelby * MacRae. Ip. 19030:330. 


—8208040324 SECY-S2-306 

Recommends that Commission reconsider decision to remove 
Apps B through H from I0CFR140. 

DIRCKS.W, J. Office of the Executive Director for Operations. 
02/07/20. 4pp. 19838:360. 


STATE PROG STATE PROGRAMS 


0307030303 Responds to NRC 830325 ltr re review fc evaluation of State 
of AZ radiation control program. Concurs w/finding of two 
Category I Indicators. 

TEDFORDiC.F. Arizona, State of. B3/06/14. MARTIN. J. B. Region 5, 
Office of Director. 4pp. 19263:239, 


0307250665 Forward* transcript of Ad Hoc Committee for Review of 
Nuclear Reactor Licensing Reform Proposals 830706 meeting in 
Washington. DC. 

* Office of the Secretary of the Commission. 03/07/19. 
PALLADINO, N. J. . GIL INSKY, V, . ROBERTS. T. Commissioners Ip. 
19719:028. 


0307060032 PNO-V-B3-027: on 030627. Btate of WA notified that shipment 
of lour level waste received from Palisade# power plant w/one 
drum leaking due to hole caused by corros ion. Uti 1 banned 
from using site 8< burial permit suspended, ef fee tive 030621. 

THOMAS. R. D. Region 3. Office of Director. 03/07/01. Ip. 

19251: 330. 


— 8307250468 Transcript of Ad Hoc Committee for Review of Nuclear Reactor 
Licensing Reform Proposals 030706 meeting in Wash i ng ton. DC. 

Pp 1 — 164. 

* NRC - No Detailed Affiliation Given 83/07/06 183pp. 

19719 029. 


SECY -POSITION PAPERS BEFORE THE COMMISSION 


0307030302 SECY-B3-243 

Requests Commission approval of draft final rule 10CFR30. 73 
re LER sys. Recommends Commission approve publication of 
final rule to be effective 040101. 

DIRCKS.W J. Office of the Executive Director for Operations. 
03/06/21 122pp. 19262:036 


8307070489 8ECY-B3-232 

Requests approval of final rev to 10CFR71 re NRC regulations 
on packaging 6 transport of radioactive matl more compatible 
W/1AEA stds & DOT revised regulations. 

DIRCKS.W v. Office of the Executive Director for Operations. 
83/06/13. 218pp. 19713:043 


8307110103 SECY-B3-24B 

Advises Commission of proposed generic actions resulting 
fro* ATWS events on 830222 fc 23. Salem Generic Implications 
Task Force identified weaknesses in overall licensee mgt &c 
reactor trip sys reliability. 

DIRCKS.W. J Office of the Executive Director for Operations. 
83/06/22. 20pp. 19386:239. 24X Fi che . 50-272. 83/06/22, B3071 1 0103. 


0307230039 Forwards omitted page to holders of SECY-83-232, "Rev of 
10CFR7 1 . Pac kag ing of Radioactive Matl for Transport it 
Transportation of Radioactive Matl Under Certain 
Conditions. " 

• Office of the Secretary of the Commission, 03/07/01. Office of 
the Secretary of the Commission. 2pp. 19723:359. 


0307230565 SECY-03-267 

Informs of status of pipe cracking at operating BWR*. Insps 
per IE Bulletin 82-03, Rev 1 showed that cracking existed in 
five of first seven plants examined, prompting Issuance of 
IE Bulletin 03-02 in Mar 1983. 

DIRCKS.W J. Office of the Executive Director for Operations. 
IEB-82-03. 03/07/01. 5pp, 19737: 195. 


0307250578 SECY-B3-247A 

Submits more recent results of pipe cracking at BWRs to 
update Table 1 of SECY-03-267. 

DIRCKS.W. J. Office of the Executive Director for Operations. 
93/07/11. 4pp. 19716:347. 24X Fiche: 30-000, 03/07/U, 0307250370. 


8307060086 FN0-V-83-025: on B30623, Co-60 contamination found in soil 
• ample taken near controlled area of Allied Consul ting. Inc 
Agreement State licensee in Yak ima. WA, Mg t conference between 
state V. licensee scheduled for 830627, 

HORNQRiJ. W. Region 5, Office of Director, 03/06/27, Ip. 
19251:277. 


0307090099 Submits corrections to B3031B memo re NRC guidelines for 
groundwater monitoring at in situ U mines. 

OGLE, K.M. Wyoming. State of. 00343. B3/06/0B. BEACH. 0. Wyoming. 

State of, 2pp. 19366:323. 


0307110001 Requests comments on paper re required staff level presented 
at 030607 meeting In Bethesda.MD concerning storage of 
commercial low level waste. Pol icy to be utilized by NRC re 
storage proposed. 

JACKSON, K. Low Level Waste Licensing Branch. 83/06/24. SALOMON, 8. t 
BCHEIDER.K. , YOUNG, F. Office of State Programs, Director, 7pp. 
19386:290, 


03071 10160 PNQ-V-03-O23A: WA state inspectors continuing investigation 
re offsite contamination associated w/decontamination work 
by Allied Consu 1 1 i ng, I nc . Of 12 toll samples, nine found w/ 
less than detectable limit of 0. i pCI/gm. 

HORNOR,J.W. Region 3, Office of Director. 03/07/01. Ip, 

19375:031. 


8307110413 Confirms 830510 discussions re review 8< evaluation of NY 
Dept of Environ Conservation radiation control program. 

Significant problems Identified w/Category I, "Technical 
Quality of Licensing Actions it Status of Insp. " 

HURLEY, T. E. Region 1, Office of Director. 83/06/20. WILLIAMS, H. G. 
New York. State of. 10pp. 19382:001. 


8307140375 Forwards performance appraisal of State of BC activities 
under NRC/Btate of BC Environ Monitoring Contract 
05-00-273. Contract renewed for 1903, based on good 
performance s< excellent cooperation, 

OLSHINSKT, J. A, Division of Engineering $< Radiological Safety 
Programs. NRC-05-80-273. 03/02/22. 8HEALY, H. G, South Carolina, 

State of. ip. 19523:330. 


0307140300 Performance appraisal of State activities under NRC/Btate 
8C Environ Monitoring Contract 05-80-273. Appra 1 sal inciudad: 
review of rept*. correspondence & evaluation of judgement in 
problem s i tuatlons. Btate lab inspected. 

WORKMAN. E. W. , MONTGOMERY, D. M. Region 2, Office of Director. 
NRC-05-B0-273. 03/02/15. 4pp, 19533:331. 



NONDOCKETED ITEMS 


403 


B307140389 Forwards performance appraisal of State of AL activities 
performed under NRC/State of AL Environ Monitoring Contract 
03-60-255. Contrac t renewed for 1963# based on cooperation 
received. 

QL8HIN3K I , J. A Division of Engineering U Radiological Safety 
Programs. NRC-03-00-255. 03/04/07. GODWIN. A. Alabama. State of. 

2pp. 19514:012. 


— 8307140399 Performance appraisal of State activities under NRC/State of 
AL Environ Monitoring Contract 05-60-233. Ap pra i sa l Included 
review of rep ts & correspondence & evaluation of judgement 
in problem si tuations. Btate lab inspected 

WORKMAN# E. , MONTGOMERY, D. M. Region 2# Office of Director. 
NRC-03-00-235 03/04/04. 4pp 19314:014. 


8307140407 Notification of contract e x ec ut i on# Mod 1 to “Radioactive 
Matls Transportation Surveillance Program." Contractor: 

State of MD. 

SMITH# P, A. Division of Contracts. FIN B-1327. NRC-06-80-679. 

B3/07/01. KERR, G. W, Office of State Programs. Director. JANINEKr M. 
NRG - No Detailed Affiliation Given, lp 19527:341. 


—8307140493 Mod 1, deob 1 igated remaining unliquidated balance, to 
"Rad iaactive Metis Transportation Surveillance Program, " 

EICHBAUM. W. M. Maryland# State of. SMITH# P. A. Division of 
Contracts. FIND-1327. NRC-06-00-679 B3/O7/01 lp. 19527:342. 


8307150155 NUREG/DR-0025 VO? N6 

INFORMATION REPORT ON BTATE LEGISLATION. 

LANDAU# M. # KERRiG.W. Office of State Programs# Director. B3/07/31. 
10pp. 19374: 346. 


0307130364 Notification of contract e xecut ion, Mod 1 to "State 
Legislative Reporting Svcs. " Contrac tor ; Pub l ic Affairs Info# 
Inc. 

PERLMAN# J. Administrative Contracts Branch. FIN B-1992. 
NRC-06-83-266. 03/07/01. KERR# O. W. Office of State Programs. 

Director. LANDAU. M. NRC - No Detailed Affiliation Given. lp. 
19340: 343. 


■0307150367 Mod 1, adding quarterly payments. to "State Legislative 
Reporting Svcs." 

* Public Affairs Information. Inc. SMITH.P A. Division df 
Contracts. FIN B-1392. NRC-06-83-266 B3/07/01, 2pp. 

19340: 344. 


9307 l BO l 72 Confirms discussion between NRC & NY State Dept of Labor 
following NRC review of Dept of Labor radiation control 
program. Review of end comments on program & plans to 
improve agreement mails program requested. 

MURLEY# T. E. Region 1, Office of Director 03/07/01, ROBERTS# L. 
New York# State of. 6pp. 19555:076. 


0307250100 Notification of contract e xecut ion# Mod 2 to "Radiation 
Monitoring Program Requirements." Contrac tor : State of MI. 
SlLVIQrRM. Technical Assistance Contracts Branch FIN 0-8431 
NRC-30-B3-644. 03/07/14. PAPPAS. H. Region 3# Office of Director. 

0E8TMANN NRC - No Detailed Affiliation Given lp. 19720:330. 


■0307250104 Mod 2# correcting BS.R number# to "Radiation Monitoring 
Program Requirements. 11 

* Michigan# State of. GUSTAVE# R. P. Division of Contracts. FIN 
B-8451. NRC -30-03-644. B3/07/14. Ip 19720:331. 


0307250111 Notification of contract e x ecut i on# Mod 1 to "Radiation 
Monitoring Program Requirements. " Contractor; State of CA 
BILVIS#R.M. Technical Assistance Contracts Branch. FIN B-0333. 
NRC— 32-03-684. 83/07/14. ALEXANDER,!. Region 5, Office of 

Director. HAMADA# 0. NRC - No Detailed Affiliation Given. lp. 
19725:345. 


— 8307230131 Mod 1# providing CY03 funding# to "Radiation Monitoring 
Program Requirements 11 

e California. State of. GUSTAVE, R. P Division of Contracts. FIN 
B-S533. NRC-32-03-684. 03/07/14. lp. 19725:346. 


0307250143 Notification of contract executi on# Mod l to "Radiation 
Monitoring Program Requirements." Contrac tor : State of CO. 

SILVI8.R.M, Technical Assistance Contracts Branch. FIN B-8501. 
NRC-31-S3-66B. 83/07/14. MEYERS, D. M. Region 4# Office of Director. 

NICHOLAS# J. B. NRC - No Detailed Affiliation Given lp. 19725:348. 


— 8307250153 Mod I# providing CY03 funding it changing B8«R number# to 
"Radiation Monitoring Program Requirements." 

* Colorado, State of. QUSTAVE.R.P. Division of Contracts. FIN 
B-8501. NRC-3 1-03-668. 03/07/14. lp. 19725:349. 


8307250165 Notification of contract execution# Mod 2 to "Radiation 
Monitoring Program Requirements." Contrac tor: State of MQ. 

BILVIS, R, M. Technical Assistance Contracts Branch. FIN B-B434. 
NRC-30-83-643. 83/07/14. PAPPAS# H, Region 3# Office of Director. 

0E8TMANN# M. J. NRC - No Detailed Affiliation Given. lp. 19723:357. 


0307250171 Mod 2,correctlng BbR number, to "Radiation Monitoring Program 
Requirements " 

» Missouri, State of GUSTAVE, R P. Division of Contracts. FIN 
D-0434 NRC-30-83-643. 03/07/14. ip 19725 350 


0307290312 PNA-82-004Ai on 020510, State of WA informed NRC of completed 
cleanup of contaminated area from 020307 spill. Caused by 
Clarifier tank rupture Similar tank in use at Bear Creek 
Mill in WY Region IV notified 

BOLLING. L. A. . KENDIG. J. NRC - No Detailed Affiliation Given. 
83/05/11. 2pp. 1905B. 159 


0307290434 Notification of contract e xecut ion, Mod 2 to "Radiation 
Monitoring Program Requi rements. " Contrac tor Sta te of WI. 

6 ILVIS, R. M. Technical Assistance Contracts Branch. FIN 0-8453 
NRC-30-03-647. 03/07/19 PAPPAS, H Region 3, Office of Director 

□E8TMANN# M. J. NRC - No Detailed Affiliation Given. lp 19057:333. 


— 0307290473 Mod 2, changing B&R number in Black 14# "Accounting 
Appropriation Data#" to 93193002, to “Radiation Monitoring 
Program Requirements. " 

a Wisconsin, State of GUSTAVE, R.P Division of Contracts FIN 
B-8453 NRC-30-03-647. 03/07/19. lp. 19057:354 


0307290480 Notification of contract execut i on# Mod 2 to "Radiation 
Monitoring Program Requirements . " Contrac tor : State of QH. 

S ILVIS, R. M Technical Assistance Contracts Branch. FIN B-8450. 
NRC-30-83-646 83/07/19. PAPPAS, H Region 3, Office of Director. 

OESTMAN, M. J NRC - No Detailed Affiliation Given Ip. 19857:345 


— 0307290489 Mod 2, changing BfcR number in Block 14. 

"Accounting it Appropriation Data#" to 93193002. to "Radiation 
Monitoring i# Program Requirements." 

* Ohio, state of. GUSTAVE/R. P Division of Contracts. FIN 
B-8430. NRC-30-03-646 03/07/19 Ip 19057:346. 


TDPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 


0306030043 Forwards safety evaluation re Wes t inghouse topical rept, 
"Rod Bank Worth Measurements Utilizing Bank Exchange. " Rept 
acceptable for referencing in licensing submittals 
Evaluation withheld. 

THOMAS, C.O Standardi zation «< Special Projects Drench. 03/03/23 
RAMEiE P. Wostinghouse Electric Corp lp 10733:001. 


8307010044 Forwards DAW-1791# "B&W Owners Group Probabilistic 
Evaluation of Pressurized Thermal BhockiPhase T Repfc " 

Findings of PRA study 6 related evaluations documented. NRC 
proposed screening limits valid It conservative 
COGBURN, T H Babcock it Wilcox Operating Plants Owners Group. 
COGBURN, T H. Sacramento Municipal Utility District 03/06/30. 
BCHRDEDER.F. Division of Safety Technology lp. 19173:109. 


—0307010051 DAW-1791 

"OfcW Owners Group Probabilistic Evaluation of Pressurized 
Thermal ShockPhase I Rept, " W/ten oversize drawings. 
Aperture cords are available in PDR 

* Babcock t* Wilcox Co 77-1142462-00 03/06/30 I72pp 

19173: 110 


0307010144 Forwards application for amend to Licenses DPR-42 fc DPR-60, 
changing Tech Spec Section 3 10 resulting from new LCCA 
analysis. 

MUSDLF# D, Northern States Power Co 03/06/24 Office of Nuclear 

Reactor Regulation, Director. lp. 19173:277. ?4X 

Flche: 30-202. 03/06/24# 830/010144 


—0307010157 XN-NF-B3-3B 

"Prairie Island Units 1 6 2 Limiting Break LOCA-ECCS 
Analysis Using EXEM/PWR. " 

TAHVILI# T. , KAYSER, W, V. . CHANDLER# J C. Exxon Nuclear Co , Inc. 
(subs of Exxon corp. ) 03/05/27. 56pp 19173 291. 24X 

Fiche 50-202. 03/06/24, 0307010144 


8307010172 Forwards "Depressurization 8# DHH#Response to NRC Questions. 
Recommends NRC base cost/benefit analysis in existing Sys 
00 plants on possible design change. 

SCHERER# A. E. Combustion Engineering, Inc LD-93-059. 03/06/29. 

EISENHUT, D. G. Division of Licensing. 59pp 19171:127. 24X 

Flche: 50-470, 03/06/29# 0307010172. 


—0307010104 CEN-239 

"Dep r es sur i lat i on & DHR, Response to NRC Questions.'* 

Executive summary Included, 

* Combustion Engineering# Inc. 03/06/30. 433pp 19171:106. 24X 

Fiche: 50-470, 03/06/29, 0307010172. 


8307010100 Forwards responses to NRC request for addl info on scram 
discharge piping integrity. 

DENTEiT J. General Electric Co. HWROG-0325. 03/06/29. 

EISENHUT# D- G. Division of Licensing 19pp. 19124:220 
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930705000*7 Forwards proprietary Rev O to “Eijon Nuclear 
to NRC Sample Problems - PWrt Assemblies Mechanical Res 
to Seismic i< LCJCA Events. " Affidavit enc l . Withheld <re 
IGCFR2 790>. 

COPELAND. R A Esiton Nuclear Co , Inc (subs of Enon 
RAC : 025; 83. 83/06723, THOMAS, C D. Standar d j ia t ion t, 

Projects Branch 4pp 19192: 065. 


Corj) Solution 

ponse 

f 

Corp ) 
Special 


— B3070B032S WCAP- 10337 

Nonproprtetary "BASH: Integrated Core t* RC8 Reflood Code for 
Analysis of PWR LOCA. '* 

KAOADI , J U. , ROD, S. R. , SHANAWANY, M E. Westlnghouse Electric Coro 
03/06/20, 134pp. 17346: 170. 


8307050157 Forwards proprietary versions of Apps A, J3, C L D to Vo 1 II to 
“GE8TR-L0CA & SAFER Models for Evaluation of LOCA. ■* Ends 
withheld l ref 10CFR2. 790), 

QUIRK, J. F. General Electric Co. MFN-121 -83. 83/06/28. THOMAS, C. O. 

Standard i xation it Special Projects Branch. 7pp. 19197:279. 


9307090091 Notification of 930706 meeting w/We s t i ngh ous e Owner* Group 
In Be thesd a, MD to discuss TMI Action Item II. K. 3. 30. "Small 
Break LOCA Model" tt future application of maxi-convolution 
to LOCA analyses. 

GUTTMANN, J 1 . Reactor Systems Branch. 83/06/29. SHERDN, B W Reactor 
Systems Branch. 2pp. 19366:329. 


8307060003 Forwards proprietary "Per formant e Evaluation of Oyster 
Creek Core Spray Sparger," comprising fox-mal response to 
921012 request for addl assessment of existing core spray 
*y *, Kept wi thhe Id 

F *EDLER, F 0 General Public Utilities - GPU Service Corp. 83/06/30, 
EISENHUT. D G. Division of Licensing. 2pp. 19237- 170 34X 

Fiche: 30-219, 93/06/30. 830706 0008 . 


0307090111 Notification of 030714 meeting w/GE 8* Licensing Review 
Groups U 2 in Bethei da, MD to discuss methodology for 
determining BWR reactor protection sys setpoints & 
a 1 1 ouab 1 e value), 

3TEFANO, J. J. Licensing Branch 1. 83/06/28. YOUNGBLOOD, B. J. 

Licensing Branch 1. 3pp. 19304: 107. 


0307060317 Forwards BAW-17S4. '*BS<W Owners Gtoup Baiting Task. Fores 
Summary Rept of NRC/BMJ Owners Meeting on Reactor Vessel 
Internals Dotting." Test results support continued 
operation w/original lower car? barrel holts. 

s * c ™mento Municipal Utility District, R JR 83-326. 
EISENHUT, D. G. Division of Licensing 3pp, 19237:243 
24X Fiche 30-312, 83/06/24,0307060317 


Plant Mechanical 


0307060395 Forwards "Seismic Qualification of Nudes 
it Electrical Equipment," Quarterly Rept B 
CAMPBELL, M. E. Msc h a ni ca 1 /Str uc tura 1 Engineering Branch. 
EmMiS'S 1 " 1 * 9 BZ'Ot'Z*- MORRIS,!! Electrical Englne.rin, Branch. 
NOONAN.V, Equipment RualiM cation Branch BOSNAK, R. J. M.chantcol 
Engineering Branch. ip. 19300:001. 


— 6307060389 EWRI-6592 

"Seismi c Qualification of Nuclear Plant Electrical & 

Mechanical Equipment," Quarterly Rept 9 

KANA, D. 0. i POMEREN INQp D. J. Southwest Research Institute. 

NRC -Od -si— las. 03/06/14. Office of Nuclear Regulatory Research, 
Director. 28pp. 19300:002. 


8307070079 Confirms understanding reach 
TVA/H estinghouse demo licensing meet! 
submittals for QUAD* demonstration as 
of Cycle 6 reload. 

RAHErE. P West inghouse Electric Corp 
EI5ENHUT. D 0. Division of Licensing. 
FiChe: 30-260, B3/06/27. 0307070079. 


ed during 930224 
ng re licensing 
semb 1 j es for NRC 

NS-EPR-27B4. 
Ip- 19293: 137, 


joint 

review 

93/06/27. 

24X 


B3Q7070 1 35 Forwards request far addl info re impact on plant safety 
after extended operation at reduced p muer , f oj 1 owed by return 
to full power in same cycle Request should be forwarded to 
affected utils 

jn Wfcsti,1 9 hou *i > Electric Corp. NS-EPR-2705 83/06/27. 

E?Ef?L JNGER, C. Core Performance Branch. 4pp. 19294:235, 


B307080304 Forwards proprietary & nonproprtetary versions of "Dropped 
Rod Methodology fur Negative Flux Rate Trip Plants" L 830624 
application for withholding proprietary info. Proprietary 
rept withheld (ref 10CFR2. 7901. 

Weit *nghouse Electric Corp NS-EPR-2789, 83/06/24 

Standardisation S* Special Projects Branch. 2pp 
I t J 6 3 : 1 36. r r 


’B3070B0309 Requests withholding of prop 
Methodology for Negative Flux Rate Tr 

10CFR2. 790. APf idavi t end. 

WIESEMANN, R. A Westlnghouse Electric 
THOMAS, C O. Standardiiation U Specie 
19362. I3B 


rietary version of 
l p Plants., " per 

Corp. AW-93-49. 

I Projects Branch. 


"Dropped Rod 


63/06/24. 

Spp. 


0307110030 Forwards Rev 1 to QC Instruction GCI 10.01, * 
Implementation Overview Assessment." 

BARANOH, S. H. Stone 8* Webster. Inc. 14309. 63/06/29. 

Region 3, Office of Director. Ip, 19375- 29Q 24X 

Ft che: 50-329, B3/06/2E, 0307110039 


'Const 

KEPPLER, J. Q, 


■9307110040 Rev l to GC Instruction GCI 
Overview Assessment. “ 

* Stone l< Webster, Inc. 83/06/27. 

F i ch e : 50-329, 83/06/20, 6307 1 10030. 


lO. Oli "Const Implementation 
6pp. 19375:299. 24X 


NEDE“242B4-P/NEDO-24284j 
GE BWRs. “ 


"Assessment of Fuel Rod Bowing In 


THOMAS, C. 0. 
TAC 43379. 
19385: 351. 


Standard i xat i on t* Special Projects Branch. FIN A-3371, 
03/06/24, BERKOW, K. N. Management Analysis Branch. 2pp. 


B307H0270 WCAP-loaSO. "Evaluation of Accaptabllltg of R.actor 

Vooset Hoof Lift JUg.Raactor Veaaol Internals Lift Rig, Load 
Cell b Load Cell Linkage to Requirements of NUflEG-0612" «< 
responses to NRC recommendations, 

ALEXICH, M. P. Indiana & Michigan Electric Co. AEP : NRC* 05140 
03/07/03, DENTON, H. R. Office of Nuclear Reactor Regulation) 

Director. 2pp, 19378:332. 24X Fiche: 30-313, 83/07/03, 83071 10290. 


—0307110295 WCAP- 10230 

"Evaluation of Acceptability of Reactor Vessel Head Lift 
Rig, Reactor Vessel Internals Lift Rig, load Cell & Load Cell 
Linkage to Requirements of NUREG-Q612. " 

SANDNER, H. H. Westinghouse Electric Corp. AEP : NRC: 05140 
9307 U 0290 I5 ° PP ’ 19370:334 ' 24X Fiche: 30-315, 83/07/05, 


9307110305 Forwards comments on mgt review commi 
re bulk hanger organ! xation. Mods ready for imp 
BARANOH, 3. W. Stone & Webster, Inc. 03/06/30, 
3, Office of Director. 2pp. 19370:330. 24X 

0307110303. 


tte* 030623 meeting 
lementatlon. 

KEPPLER, J. O. Region 
Fiche: 50-329, 83/06/30, 


B 307 IQ0228 Forwards application for amend to Lie 
Tech Specs re Cycle 4 reload. "Davls-Besse Nuc 
Station Unit 1, Cycle 4 - Reload Rept" also enc 
CftOUSEtR.P. Toledo Edison Co. 963. 83/07/05 

Operating Reactors Branch 4. Ip. 19425:132 
Fiche: 50-346, 03/07/05, 0307120228, 


«rue NPF-3*revi» 
lear Power 
I. 

STOLZ, J. F. 

24 X 


Ing 


— 0307120246 DAW- 1793 

"Davis-Besse Nuclear Power Station 
Rept. " 

* Babcock 6 Wilcox Co. 83/05/31, 
Fiche: 50-346, 83/07/05,6307120228. 


Unit 1, Cycle 4 - Reload 
69pp. 19425: 140. 24X 


—03070003 14 WCAP- 1 0290- A 

Nonpropr I etary version of "Dropped Rod Methodology for 
Flux Rate Trip Plants, " 

OSBORNE, M. P, « LOFTOS, P A. Westinghouse Electric Corp 
00pp. 19362: 146 


MORITA. T. 
83/06/30. 


0307080316 Forwards nonproprietary * proprietary versions of "BASH: 
C ° re RCS Rr#5oad Code for Analysis of PWR 
LUCA. for review L approval . App 1 lea t i on for withholding 
baup Propr * version withheld Cref IOCFR2. 790). 

RAHE»E.P. We s t ing house Electric Corp. ocn-TLiYA 


THOMAS. C 0. 
19346: 160. 


. SED-THTA-226. 03/06/20. 

standard! xa tion k Special Projects Branch. 3 pp. 


*0307080322 Application for 
Core l< RCS Reflood Code 
(ref 10CFR2 790). 
WIESEMANN, R. A. Westingh 
THOMAS, C D. Standardiia 
19346: 163. 


withholding px-nprietary "BA9H: 
For Analysis of PwR LOCA, " 

ouse Electric Corp. AW-83-47. 
tion t Special Projects Branch. 


Integrated 


03/06/20. 

7pp. 


8307120366 Final Deficiency Rept DER 02-63 re design calculation error 
in refueling water tank seismic response. Ini tial ly reported 
on 021026. Defic iency not reportable per 10CFR30, 53( e). 

Bechtel independent analysis of calculation* end. 

E ‘ El Arl *o na Public Service Co. ANPP-24173-B8K/. 

83/06/27 STERNBERG, D. M. Region 5, Office of Director. 

19429: 040. 24* Fiche: 30-52B, 03/06/27, 8307120366. 


32pp. 


—8307120377 Rev 1 to "Engineering Evaluation for Design of Condensate 
Water Storage Tank L Refueling Water Tank, Palo Verde Nuclear 
Station," for Deficiency Evaluation Rept* 82-56 fc 

LIMAYE, G. S. Bechtel Corp. DER 02-56. 83/05/31. 2Epp, 

19429: 052. 24X Fiche: 50-529, 83/06/27, 8307120366. 
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0307120397 Forwards propriotary version of "WAPWR Pretendering Module 6 
Reactor Sys. " Module provides WAPWR design detail 
& reflects licensing control document c omcni tmon t s , R e p t 
withheld ( ref 10CFR2. 790). 

RAHE, E. P. Westinghouse Electric Corp. N8-EPR-27B6 03/06/30. 

EISENHUT.D. 0. Division of Licensing 2pp. 19430 263 


— 8307120399 Application for withholding "WAPWR Pretendering Module 6 
Reactor Bys," from public disclosure (ref 10CFR2. 790). 

WIEBEMAN.R. A. Westinghouse Electric Corp. AW83-50 03/06/30. 

EISENHUTj D. 0. Division of Licensing. Ip. 19430:267. 


8307120403 Forwards suppl to Ahnormal Transient Operating Guidelines 
76-1 123290-00, p or 830321 ltr.Suppl provides adtJl operator 
guidance b basis for actions during ATW9 b small break LOCA 
events. 

WHITNEY, D D. Babcock b Wilcox Operating Plants Owners Group. 
WHITNEYiD. D. Sacramento Municipal Utility District. GSC 03-11. 
83/07/02. EISENHUT, D. D. Division of Licensing. 26pp. 19430: 229. 

24 X Flche; 30-287, 83/07/02, 8307120403. 


8307130120 Notification of 030707 08 meetings w/C-E, C-E Owners Qroup, 

ANL , 8and 1 a Natl Labs b Q&R in Windsor Locks, CT to discuss 
participant repts on C-E plant PORV study, 

LIANG, C Reactor Systems Branch. 83/06/20. SHERON, B. W, Reactor 
Systems Branch. Ip. 19323:330. 


8307130273 Informs of completion of analysis using TAC02 fuel 
performance code for LOCA limit for 177 fuel assembly raised 
loop plants. Rev to DAW-10103 dependent on NRC acceptance of 
other topical repts it resolution of NUREG-063D issue, 

TAYLOR, J. H. Babcock b Wilcox Co. 83/07/06. 3T0LZ, J. F. Operating 
Reactors Branch 4. 2pp. 19300:206 


8307130278 Forwards "Final Rept on Evaluation of Spot-Welded Metis 
Used in Support 0y» for Electrical Conduit & Cable Trays at 
Diablo Canyon Power Plant," supplementing Bechtel rept 
transmitted by PQ6E 830225 Itr. 

SCHUYLER, J, 0. Pacific Gas b Electric Co. 83/07/01. El BENHUT- D. G. 
Division Of Licensing. Ip. 19474:006. 24X F U h e : 30-273, 83/07/01 , 

0307130270, 


— 8307130281 "Final Rept on Evaluation of Spot-Welded Matls Used in 
Support Sys for Electrical Conduit b Cable Trays at Diablo 
Canyon Power Plant. " 

* Bechtel Corp. 83/07/01. 19pp. 19474:007 24X 

Flche: 30-275, 03/07/01 , 8307 1 30278 


— 8307130206 0072C/0109 

"Outline for Samp 1 ing. Preparat ion b Testing of Spot-Welded 
Superstrut Members for Diablo Canyon Power Plant. 11 
* Bechtel Corp, 83/06/02, 12pp 19474:026. 24X 

Fiche: 30-273, 03/07/01 , 0307130278. 


--03O713O290 Forwards "Investigation of Matls Used in Support By* for 
Electrical Conduit & Cable Trays at Diablo Canyon, ♦' 

Superstrut spot-welded members meet design requirements b 
may be installed. 

CRANE, P. A. Pacific Qas b Electric Co. 83/02/23, ENGELKEN, R, H. , 
MORRILL, P. 0. Region 3, Office of Director. Ip. 19474:036. 24X 

Fiche: 30-273, 83/07/01, 8307130270 


— 3307130302 "Investigation of Matls Used in Support Sys for Electrical 
Conduit & Cable Trays at Diablo Canyon. " 

* Bechtel Corp, 03/02/23. 39pp. 19474:037. 24X 

Fiche: 30-273, 83/07/01 , 0307130278. 


8307140130 Forwards safety evaluation of DWK Owners Group response to 
NUREG-0737, Item II. K. 3. 10, "Mod of Automatic 
Depre ssur i iation Sys Logic.,.." Two acceptable options 
Include elimination of high drywall pressure permissive. 

VABBALLO, D. B, Operating Reactors Branch 2, 03/06/03. PILANT, J. M, 

Nebraska Public Power District. 2pp, 19920:347. 24X 

Fiche: 30-290, 83/06/03, 8307140130. 


8307140138 Forwards safety evaluation of BWR Owner* Group response to 
NUREG-0737, Item 1I.K. 3. i8, "Mod of Automatic 
Dapressur i * ation Sys Logic...." Two acceptable options 
include elimination of high drywell pressure permissive. 

VABBALLO, D. B. Operating Reactors Branch 2, B3/06/03, UTLEY, E. E. 

Carolina Power b Light Co. 2 PP . 19328: 33B. 24X 

Fiche: 30-324, 83/06/03, 8307140138. 


8307140144 Forwards safety evaluation of BWR Owners Group response to 
NUREG-0737, Item 1 1 . K. 3. 18, "Mod of Automatic 
Depressuri xation Sys Logic,.., " Two acceptable option* 
include elimination of high drywell pressure permissive. 

VA88ALL0, D. B. Operating Reactors Branch 2. 83/06/03. RHODE, B, K. 

Niagara Mohawk Power Corp. 2pp. 19340:001. 24X 

Fiche: 30-220, 03/06/03, B307140144, 


0307140130 forwards safety evaluation of BWR Owners Group response to 
NUREG-0737, 1 tom II K 3. 18- "Mod of Automatic 
Depr es sur i tat i on Sys Logic...” Two acceptable options 
include elimination of high drywell pressure permissive. 

VABBALLO, D. B. Operating Reactors Branch 2 83/06/03 PARRIS, H O. 

Tennessee Valley Authority. 2pp. 19329:334. 24X 

Fiche: 30-239, 83/06/03, 0307 140130 


8307140160 Forwards safety evaluation of BWR Owners Group response to 
NUREG-0737, I tern II.K. 3. 18, "Mod of Automatic 
Depressor i ?ation Sys Logic .. ." Two acceptable options 
Include elimination of high drywell pressure permissive. 

VASSALLO, D B. Operating Reactors Branch 2 03/06/03. SINCLA l R. J. B. 

Vermont Yankee Nuclear Power Corp. 2pp 19540 032 24X 

Flche: 30-271. 83/06/03, B307I40160. 


8307140215 Forwards 830923 meeting summary re status af formation of 
util Qfc of DA fc completion of action items in Ofc of 
Engineering Design fc Const 1982 action plan for quality 
improvement. Viewgraphs end. 

LEWIS, R. C. Division of Project & Resident Programs. 83/06/17, 
PARRIS, H. G Tennessee Valley Authority. 36pp. 19321:333 


0307140216 Confirms 030706 telcon re cancellation of 830707 mgft meeting 
at Region II to discuss security organ! ia 1 1 on. Me e t ing will 
be rescheduled In near future 

LEWIS, R C. Division of Project & Resident Programs. 83/07/06. 

PARRIS, HG Tennessee Valley Authority. Ip 19323:129. 


0307140263 Advises that 030609 request for delay in submitting Rev 7 to 
TVA-TR73-1A, "QA Program Description for Design, Const b 
Operation of TVA Nuclear Power Plants," until S30B19 
acceptable. 

LEWIS, R. C. Division of Project b Resident Programs 83/06/20. 

MILLS, L. M, Tennessee Valley Authority. Ip. 19322:362. 


8307140270 Evaluates util approach to interpretation of reporting 
requirements b definition of operab i 1 i ty , per 030218 request. 

□ 'REILLY, J. P. Region 2, Office of Director, 03/03/04. 

STAMPLEY, N. L, Mississippi Power b Light Co. 2pp. 19322:329 


0307140286 Forwards Updating Status Memo IB applicable to GA Program 
Manual ETR-1001. 

TENZER, D. E. Ebasco Services, Inc. (subs, of Enserch Corp. ). 
83/07/07 KAAS3,W.P. Division of Engineering, 2pp. 19523:121. 


8307140303 Summary of 030601 meeting w/Westinghous <j Owners Group in 
Bethesda,MD re proposed generic design mod to incorporate 
automatic shunt trip feature in reactor trip breakers. 

Final design will be submitted by end of June 1903. 

1PP0LITO, T. A Operating Reactors Assessment Bra-nch. 03/06/22. 
MIRAOL I A, F, J. Assistant Director for Safety Assessment. 39pp. 
19329: 237. 


8307130073 Forwards NEDO-1O670, "Seismic Qualification of Class 1 
Electrical Equipment," in response to R Martin 830609 
request. 

BRADLEY, E. J. Philadelphia Electric Co. 83/07/12. BCHWENCER, A. 
Division of Licensing, 2pp. 19333 207. 24X F i c h e : 30-332, 83/07/ 12, 

8307130073. 


•8307 1 3009 1 NEDO- 10670 

"Seismic Qua 1 1 f icat l on of Class 1 Electric Equipment." 
TEST,L. D. General Electric Co. 72NED01. 72/11/30. 77pp. 

19333 209. 24X F I c h e : 50-332, 03/07/ 1 2, 0307 1 30073. 


83D71S0163 Forwards evaluation of BWR Owners Group generic response to 
NUREG-0737, I tem It. K. 3. 10 "Automatic Dep res sur 1 1 a 1 1 on Sys 
Logic Mods " Two acceptable options include elimination of 
high drywell pressure permissive 

VA88ALL0, D. B. Operating Reactors Branch 2. 03/06/03. 

HARRINGTON, W. D, Boston Edison Co, 2pp. 19362:304. 24X 

Fiche: 50-293, B3/06/03, 8307130165. 


8307130196 Forwards nonproprietary b. proprietary versions of 
"Relaxation of Constant Axial Offset Control b Fa 
Surveillance Tech Specs." Proprietary version withheld 
<r»f 10CFR2, 790). 

RAHE.E.P, Westinghouse Electric Corp, NS-EPR-2709. 83/06/27. 

THOMAS, C 0. 3tandardi jat ion b Special Projects Branch. 3pp. 
19330: 100. 


— 0307150200 Forwards application for withholding proprietary version of 
"Relaxation of Constant Axial Offset Control b FQ 
Surveillance Tech Specs," per 10CFR2. 790, 

WIESEMANN, R. A. Westinghouse Electric Corp AW-03-31. B3/06/27. 

THOMAS, C. 0. Standard! lat ion b Special Projects Branch, 9pp. 

19330: 103. 
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— 83071 30202 WCAP-J0217-A 

"Relaxation of Constant Alia! Offset Control 
Surveillance Tech Spec.” 

MILLER, R. W. , POCORZELSKI, N. . VESTOVICH, J. A 
Corp. 03/06/30. 100pp. 19530 116. 


* FQ 

Westinghouse Electric 


— 0307200105 22A8559 ROD 

Rev O to "Supplemental Reload Licensing Submittal for 
Broun* Ferry, Unit 1, Re load 3. ” 

ELLIOTT, P. E. , HTLF.C.L., CHARNLEY, J. S. General Electric Co. 
03/05/31. 30pp. 19647:247. 24X Fi che : 50-259, 03/07/13, 8307200093. 


0307150244 Forwards proprietary “Gad ol in i a-Oearing Lead Test Assemblies 
Design Kept. Info includes d es i gn, tes 1 1 ng tc analysis for 
five lead test assemblies w/i2 gad ol ina-bear i ng fuel rads to 
be loaded in Cycle 9, Rept withheld <ref 10CFR2. 790>. 

TAYLOR,./ H. Babcock * Wilcox Co. 83/07/12. SUERMANN, J. Office of 
Nuclear Reacto-r Regulation' Director. Bpp 19532' 234 24X 

Fiche: 30-2694 93/07/12, 0307 150244 


B30721013B Forwards proposed rev to Generic Licensing Topical Rept 
EDR-1 <P>**A, "Ederer* Nuclear 8a f ety-Re 1 a ted Ex tra~3a f e ty L 
Monitoring (X-SAM) Cranes.*’ Changes describe hew X-8AM 
cranes implemented per NUREG-0534. Approval requested. 

CLARK, C W. Ederer, Inc. 03/07/10. THOMAS, C. Standard i *ati on & 
Special Projects Branch. 2pp. 19666:110 


9307 150348 Forward* Rev lxSuppl i to proprietary XM-NF-B2-20 CP » "Ex son 
Nuclear Co Evaluation Model EXEM/PWR ECCS Model Updates: 

Revised FLECHT Bases Reflood Carryover ;?< Heat Transfer 
Correlations." Rept Withheld (ref 1 0CFR2. 790 ) . 

COPELAND, R. A. Exxon Nuclear Co., Inc. (subs, of Erxon Carp. ). 
RAC;30:B3. 83/07/08. THOMAS, C. 0 Stan dard i i a t ion a, Special 

Projects Branch. 2pp. 19531: 103. 


8307130312 Forwards Core Performance Branch topical rept evaluation 
Of WCAP-9863 <P ) fi, WCAP-9S64 CNF ) , "Rod Bank North 
Measurements Utilising Dank Exchange. " Rept acceptable. 

Publication of accepted versions of rept requested. 

THOMAS, C □. Standar d i iat ton 8, Special Projects Branch, B3/06/27, 
RAHE, E. P. Westinghouse Electric Corp. 2pp. 19365:332. 


■B303 22039-2 Topical rept evaluation of WCAP-9063, "Rod Bank Worth 
Measurements Utilizing Sank Exchange. 11 Rept acceptable. 

* Core Performance Branch. TAG 43408. 03/03/31 5op 

19565:334. 


8307160317 Draft "Study of Controlled Depres sur i 2 at I on of Primary Bus 
in PWRs. M * * 

* Burns h Roe Co. 83/06/30. 145pp. 19565: 192. 


0307210300 Forwards proprietary '“Independent Evaluation of Proposed 
Mods to Uestinghouse D4, D5 & DE Steam Generators. 1 * Rept 
withheld (ref 10CFR2. 7901. 

BUTTERFIELD, L, Steam Generator Owners Group, liOIR, 83/07/18. 
EISENHUT, D. Q. D i v i s i on c f Li c ens 1 ng . 3pp. 17664:114. 24X 

Fiche: 50-000, 03/07/18* 0307210300. 


0307220153 Notification of rescheduled 030720 meeting w/GE it QE Owners 
Group In Buthesda,MD to discus* post-accident sampling sys 
requirements. 

NORRra, J. A. Operating Reactor* Branch 1. 03/07/21. Operating 

Reactors Branch 1. 2pp. 19692:353. 


0307320316 TVA-TR75-1 R06 

Rev 6 ta "<JA Program Description. ♦' 

* Tennessee Valley Authority. 03/07/22. 103pp. 19674:278. 


0307250080 Approves 821018 request for withholding Rev I to 
Wei t ing house WCAP-10143 from public disclosure 
<r*f 10CFR2. 790). 

VARGA, 5. A. Operating Reactors Branch 1. 03/06/27. BAYNE, J. P. 

Power Authority of the State of New York. 4pp. 19720:337. 24X 

Fiche: 50-206, 83/06/27, 83O723OO0B. 


8307180396 Notification of 030713 meeting w/DWR Regulatory Response 
Group in Dethesda,MD to discus* recent experience re cracks 
detected in large-diameter BWR piping fi, basis It rationale 
for allowing continued operation 

IPPOLITO, T. A. Operating Reactors Assessment Branch. 83/07/08. 
HfRAOLlA, F. Assistant Director for Safety Assessment. Ip. 
19366:360. 


8307100406 Submit* schedule for issuance of proof fix review Tech Spec* 
over next 6 months for C-E,QE fit Westinghouse plant*. 

THOMAS, C. 0. Standard i zatlon 6 Special Projects Branch. 83/07/tI. 
BALLARD, R L Environmental Engineering Branch- B09NAK, R. J. 
■Mechanical Engineering Branch. HULMAN, L. G. Accident Evaluation 
Branch. 2pp. 19566:338. 


0307230320 VEP-NGS-6 

"Burry Unit 2, Cycle 6 Core Performance Rept." W/undated ltr. 
HENDRIX&ON, E. S. Virginia Electric fit Power Co. 405. 03/07/31. 

DHNTON, H, R, Office of Nuclear Reactor Regulation, Director. 
VARGA, 3. A. Operating Reactor* Branch 1. 30pp. 19705:213. 24X 

Fiche: 50-281. B3/07/31, 8307230320. 


8307250397 Forwards proprietary version of NEDE-30130, "Steady-State 
Nuclear Methods." Rept documents QE improved nuclear methods 
based on extensive measurements taken at different plants 
over several cycles. Rept withheld <ref I0CFR2.790). 

CHARNLEY, J. S. General Electric Co. MFN-135-83. 03/07/21. 

NIRAGLIA.F. J, Assistant Director for Safety Assessment. 6pp. 
19703:265. 


830 71 804 2T Forwards request for add I info on Rev l to CEN-203-P, 
"Response tc NRC Action Plan Item II. K. 3 30, Justification of 
Small Break LQCA Methods. 1 ' Response should bs submitted bu 
830701. 

THOMAS, C. □. Standard! xa t ion fit Special Project* Branch. 03/07/00, 
WELLS, R, W. Combustion Engineering, Inc. Spp. 19566:327. 


0307250451 VEP-N03-4 

"North Anna Unit 2, Cycle 3 Startup Physics Test Rept. " 

W/830719 ltr. 

STEWART, W. L. j MANN, B, D. , RUFTY, 8. J. Virginia Electric 6 Power Co. 
410. 83/06/30, DENTDN, K R. Office of Nuclear Reactor Regulation, 

Director. CLARK, R. A. Operating Reactors Branch 3. 64pp. 

19702:094. 24X Fiche: 50-339, 03/06/30, 0307250451. 


0307190049 Notification of 030721 meeting u/GE fi, GE Owners Group in 
Bethesda.MD to discuss post~acc ident sampling sye 
requirements, including dissolved gas analysis fi, core damage 
estimate procedure. 

NCRRIS, J. A. Operating Reactors Branch 1. 83/07/07. VARGA, 3. 

Operating Reactors Branch L. 2pp. 19636:252 


0307250934 Summary of 030629 meeting u/Mark III BWR Owner* Group in 
Betheida.MD r« hydrogen control research program. Need & 
technical basis for reduced hydrogen source term in BWR 
■d i tcussed . Vi ewg raph s end. 

HOUSTON, M. D. Licensing Branch 2. 83/07/15. QCHWENCER , A. Licensing 

Branch 2. 120pp. 19739:287. 24X Fiche : 50-4 16» 83/07/1 5, 8307250334. 


B307190233 Forwards "Analysis of Capsule D from Connecticut Yankee 
Reactor Vessel Radiation Surveillance Program," per I0CFR50 
App H* confirming past prediction* of low rat# of 
embrittlement as Function of radiation fluence. 

COUNSIL, W. Q , SEARS, C. F. Connecticut Yankee Atomic Power Co. 

B 10320. 93/07/06 DENTON, H. R. Office of Nuclear Reactor 

Regulation, Director. 2pp, 19620:160. 24X Fi c he: 30-213, 03/07/06,, 

0307190253. 


8307190257 WCAP-1Q236 

"Analysis of Capsule D Fro-m Connecticut Yankee Reactor 
Vessel Radiation Surveillance Program. " 

YANICHKA, 8. E. , ANDERSON, S. L. , S HOGAN, R. P. Westinghouse Electric 
Corp. 83/01/31. B5pp, 19628:170. 24X Fiche; 50“2i3. 83/07/06. 

83 G7 1 902 53. 


8307200095 Application for amend to License DPR-33, rhang ing Tech Spec* 
for Reload 5, Cycle 6 op erat i on. Change reflects mads 
performed during refueling outage. Approval needed by 330929, 

MILL&iL. M. Tennessee Valley Authority, TVA BFNP TS 190. 03/07/13. 

DENTON, H, R. Office of Nuclear Reactor Regulation, Director. 2pp. 
19647:176. 24X Fiche: 50-259, 83/07/13*6307200095, 


8307260229 Provides info re changes to QA program from P8AR 
description, for review fi, acceptance. 

GERRETSiT.F. Louisiana Power 8, Light Co. W3KB3-0781. 83/06/09, 

COLLINS, J. T, Region 4, Office of Director. 9pp. 19726:346. 24X 

Fiche: 5Q~3B2, 03/06/09,8307260229. 


•0307260247 Topical rept evaluation of ETR-l001,Rev 0, "Ebasco Nuclear 
QA Program. " Rept acceptable. 

* OA Branch. 03/06/09. 2pp. 19726:357. 24X 

Fiche : 50-302, 83/06/09, 8307260229. 


- -0307260256 Advises that QA program described in Topical Rept 
CENPD-210-A, Rev 3 being implemented satisfactorily. 

Conclusions of ltr valid for 3 yr*. 

SEYFRI T, K. V. Region 4, Dallas, Office of the Director (81/03/01). 
81/06/02. ETHERIDGE, M. R. Combustion Engineering, Inc. 3pp 
19726; 357. 24X Fiche: 50-302, 03/06/09, 8307260229. 


0307260270 Forwards NED0-24O56, Rev 1, "LOCA Analysis for Brown* Ferry, 
Unit 1," to support 030713 amend request. LOCA rept revised 
to reflect addition of new fuel type 4c to differentiate 
between most limiting assumed breaks. 

KAMMER, D. S, Tennessee Valley Authority. 03/07/21. DENTON, H. R, 
Office of Nutlear Reactor Regulation, Director. 2pp. 19726:141. 

24X Fiche: 50-259,83/07/21,8307260270. 
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—0307360279 NEDD-24036 ROl 

Rev 1 to "LOCA Analysis for Drowns Ferry, Unit 1." 

• General Electric Co. 03/05/31. 47pp. 19726:143. 24X 

F 1 eh a : 50-259, 83/07/2 1 . 0307260270. 


8307260437 Forwards proposed Rev 6 to "QA Program for Nuclear Fuel 
Design & Fabrication. " Rev updates organizational titles & 
reflects improvements In program. 

VOLMERrC.J. Exxon Nuclear Co., Inc. (subs of Exxon Corp.). 
03/07/14 ANKRUMiG, T, Director's Office, Office of Inspection ahd 
Enforcement. tp. 19731:212. 


— 0307260440 XN-NF-1A R06 

Rev 6 to "QA Program for Nuclear Fuel Design it Fabrication. " 
MCCULLUGH, R. W. , VOLflER. C. J. * PERRY, 3. K Exxon Nuclear Co., Inc. 
(subs, of Exxon Carp. >. 03/07/10. 65pp. 19731:213. 


6307260497 Application for amend to License DPR-49, p rop o s 1 ng Tech Spec 
Change RTS-152 re reduced flow rate requirements for RHR svc 
water »y a, Propr 1 etary NEDE-30031 8,. NEDC-22O02-P one 1 
Rep ts withheld (ref 10CFR2. 790). 

MCOAUGHY, R. U. I oua Electric Light «* Power Co. NG-03-1931. 

83/07/20. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. llpp. 19731:299, 24X Fi c he : 50-331 , 03/07/20, B307260497. 


0307270295 Forwards supplemental info requested at 030429 meeting 
w/NRC re fatigue crack growth, uncertainties U loads 
considered 6 minor revs to NRC comments on fracture 
mechanics evaluations. 

RAKE, E. P. Westinghouse Electric Corp. NS-EPR-2793. 83/07/11. 

JOHNSON, W, V, Aulstant Director for Matls, Cham & Environ Technology 
(PO«t 030201). 20pp. 19768:359. 


0307270422 Forwards proprietary i>. nonp ropr i a tary versions of "Fuel & 
Poison Rod Rowing, " In response to 030215 request. Affidavi t 
to withhold proprietary info per 10GFR2. 790 end. 

SCHERER, A. E. Combustion Engineering, Inc. LD-03-065. 83/07/22. 

THOMAS, C. □. Standard i zation It Special Projects Branch. 5pp. 
19769: 033. 


—8307270425 CENPD-223-NP-A 

"Fuel fc Poison Rod Bowing. " 

* Combustion Engineering, Inc. 03/06/30. 460pp. 19769:040. 


8307270439 Suppl to 021229 application to amend License BPR-39, a 1 1 owi ng 
plant operation w/single recirculation loop out of svc For 
unrestricted duration at power levels not exceeding 307.. 

Errata i addenda to NED0-242BI end. 

BAYNE, J. P. Power Authority of the State of New York. JPN-83-71. 
83/07/25. VAS5ALL0, D. 0. Operating Reactors Branch 2 2pp. 
19767:180. 24X F 1 c h e : 50-333, 83/07/2S, 8307270439. 


—0307270440 NEDO-24201 ERR 

Errata it addenda to NEDQ-242B1, "Single Loop Operation." 
a General Electric Co. 0ONED2S5. B0/12/31, 4pp. 19767:102. 
24 X FI t h e : 30-333, 03/07/25, B307270439. 


0307280033 Forwards Endorsement 107 to NELIA Policy NF-lll & 
Endorsement 46 to MAELU Policy MF-03. 

BOTHMANiJ. McDermott, Inc. 83/07/20. DINITZ. I. Division of 
Engineering. 3pp. 19791: 196. 


0307200114 Forwards proprietary slides presented at 030620 meeting 
u/NRC in Bsthe»da,MD re Meetinghouse advanced PWR 
Pr etender ing Modules 3 it 4. Slides withheld (ref 10CFR2.790). 
RAHE.E.P. Westinghouse Electric Corp. N8-EPR-2795. 03/07/12. 

EISENHUT, D. 0. Division of Licensing. Ip. 19793:307. 


— 8307200120 Requests withholding per 10CFR2. 790 of end presentation 
matl from 030628 meeting w/NRC re Westinghouse advanced PWR 
Pretendering Modules 3 H. 

WIESEMANN, R. A. Westinghouse Electric Corp. AW-83-56. 83/07/12. 

EI8ENHUT, D. G. Division of Licensing. ip. 19795:308. 


8307280364 Forwards proprietary Rev 0 to XN-NF-71 l (P> < "Extension of 
XNB Correlation to PWR Fuel Assembly Designs W/Spacer Pitch 
Greater Than 22 Inches." Withholding of proprietary rept 
requested per 10CFR2. 790. Af f idavi t end. 

ZIMMERMAN, 8. R. Carolina Power St Light Co. LAP-83-345. 83/07/25. 

EISENHUT, D. G. Division of Licensing. 7pp. 19797:245. 24X 

Fiche: 50-261, 83/07/23, 0307200364. 


8307290455 Forwards summary of B30714 meeting w/BWR Owner s ■ GE, KMC & 
Bechtel re instrument setpoint methodology , Add l info needed 
to resolve concerns. 

STEFANO, J. J. Licensing Branch 1, 83/07/22. BOYD, R. KMC, Inc. 

6pp. 19057: 347. 


0307290467 Responds to FDIA request for NRC B10227 ltr to GE. Forwards 
document. Document also available in PDR. 

FELTON, J. N. Division of Rules and Records. 83/05/18. PEDRO, J. NU8 
Corp. Ip. 19839:043. 


— 03O729O47B Topical rept evaluation of NE00-21983, “Functional 
Capability Criteria for Essential Mark II Piping " Highest 
loading conditions re various ASME Code svc stress levels 
should be specified in functional capability assessment. 

* Mechanical Engineering Branch. 80/05/31. 14pp. 19059:046 


0307290320 Notification of 030728 meeting w/BWR -Hy dr og en Control Owners 
Group in Bethesda.MD to discuss probability of large-scale 
hydrogen generation in Mark III BWRs, hydrogen control 
requirements h distributive ignition sys capability. 

HOUSTON, D. Licensing Branch 2. 03/07/10. SCHWENCER, A. Licensing 

Branch 2. 9pp, 19037; 163. 


WASTE MOT NUCLEAR WASTE MANAGEMENT 


0305130263 Confirms comments re DES for Basalt Waste Isolation Project 
environ assessment in response to 830310 memo. 

OLMSTEAD, W. J. Regulations Division. 83/04/01. BELL, M. J. High 
Level Waste Licensing Management Branch. 2pp. 19713: 323 


0307030275 Summary of 030617 meeting w/Electric Util Companies 
Nuclear Transportation Qroup in Baltimore, MD re 
implementation of Natl Waste Policy Act Attendance list & 
viewgraphs end. 

MACDONALD, C. E Division of Fuel Cycle U Material Safety. 83/06/21. 
Division of Fuel Cycle 4, Material Safety. 23pp. 19263:104. 


0307030270 Responds to B30523 request that IE be on distribution for 
documentation re Implementation of Nuclear Waste Policy Act 
U development of insp h monitoring procedures for const fc 
operation of high level waste storage facilities. 

BROWNINQ, R. E. Division of Waste Management. 83/06/06. TAYLOR, J. M. 
Director's Office, Office of Inspection and Enforcement. 2p p. 

19263; 102 


0307030200 Trip rept of attendance at Southern States Energy 0osTd 
Compact Negotiators 830315-16 meetings u/EG&G V. DOE In 
Atlanta, GA re data sys for tracking low level waste. 

JACKSON, K. Low Level Waste Licensing Branch. S3/06/16, 

HIGGINBOTHAM, L. Low Level Waste Licensing Branch. 2pp. 19262:360. 


0307030296 tnforms of review of seismic study rept for South Balt 
Lake City prepared by Ser g on t, Haus k i ns i. Bee kwl fch, Rep t 
adequately addresses risks from earthquakes re bldg on South 
Salt Lake City site No technical questions on rept. 

MARTIN, D. E. Low Level Waste Licensing Branch. 83/06/20. 
MORLEY, J. A, Energy, Dept, of Ip 19263; 226 


8307050301 Addresses three areas for consideration before reaching 
final agreement on DOE program for designating vicinity 
properties for remedial action under UMTRAR. 

HIGGINBOTHAM, L. Low Level Waste Licensing Branch. 03/06/17. 
DAUBLITZ, J. E. Energy, Dept. of. 4pp. 19263:229. 


0307030305 Forwards procedural agreement covering consultations 
between DOE & NRC an high level waste site thar ac ter i latlon 
activities under Nuclear Waste Policy Act of 1902, Signature 
requested if agreement sa 1 1 1 fac tory . 

DAVI8, J. G. Office of Nuclear Material Safety U Safeguards, Director. 
83/06/17. MORGAN, R. L. Energy, Dept. of. 4pp, 19263:233. 


0307030300 Forwards draft summary of 030600 meeting in BethesdaiMD re 
site development ac t lvl t i e s , for review. 

BROWNING, R. E. Division of Waste Management. 83/06/17. AVANT ■ R. V. 
Texas, State of. 5pp. 19263:237. 


8307050380 Forwards 13 radiological assessment repts for properties in 
Edgemont,9D where residual radioactive matl detected. W/o 
eric 1 

MARTIN, D. £. Uranium Recovery Licensing Branch. 83/06/16. 

GEJDTiJ.R. Environmental Protection Agency. Ip. 19263:258, 


0307050399 Forwards 15 radiological engineering assessment rept* 
prepared by AR1X Corp for State of SD. Repts Identify addl 
properties in Edgemont.SD w/presence of residual radioactive 
matls. W/o end. 

MARTIN, D. E, Uranium Recovery Licensing Branch. 83/06/13. 
BAUDL I TZ, J. Energy, Dept. of. Ip. 19263:316. 


0307050403 Forwards 15 radiological assessment repts foT properties 
in Edgamont.BD where residual radioactive matl detected. 

W/o end. 

MARTIN, D. E. Uranium Recovery Licensing Branch. 03/06/16. BR ICH, R. 
South Dakota, State of. Ip 19263:313. 


0307050414 Forwards organization charts for UMTRA project of c , tec hni ca 1 
assistance contractor it remedial action contrac tor. Mee ting 
will be set up for project ofc 6 TAC personnel to present 
it receive NRC comments within 2 wks. 

ARTHUR, W. J. Energy, Dept, of. 83/06/13. MARTIN, D, E. Low Level 
Waste Licensing Branch. 6pp. 19262:334. 
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8307060485 Fo rwards " Imp 1 emtn ta 1 i on Plan for 
Action* at U Mill Tailings Site near Grand 
MORLEY. J. A Energy, Dept. of 03/06/23. 
Licensing Drench. 2pp. 19299:132. 


E1S Concerning Remedial 
June t ion, CO. “ 

MARTIN, D. Low Level Waite 


8307060409 "Implementation Plan for EIS Concerning Remedial Actions at 
U Mill Tailings Site near Grand June t ion, CO. *' 

* Energy, Oept- of. 83/06/30 65pp. 19299 134 


0307080580 Trip rept of attendance at DOE 030419-20 workshop in 
Niagara Falls. NY re In situ surface gamma radiometric 
measurements w/portabte Instruments. 

FLORY. C. A Low Level Waste Licensing Branch. 83/04/28. 

HIGGINBOTHAM, L. Lou Level Waste Licensing Branch. 2pp. 19364:291. 


8307080674 Trip rept of 830502-04 visit to Fort Mitchell, KY to attend 
ninth annual EPA research symposium on land disposal, 
incineration 6 treatment of hazardous wastes. 

PENNIFILL, R. A. Low Level Waste Licensing Branth. 83/06/22. 

MARTIN, D. E Low Level Waste Licensing Branch. 17pp. 19364:106. 


8307090103 Trip rept of participation in 830530-0603 course on 
containment hydrogeology at Univ of Waterloo. Instructors 
stressed physical & chemical processes of containment 
transport. 

L< an?i!m < B a H \ 9 , b L,VeI Waste Technical Development Branch. 83/06/16. 
19366 U 335 8 Hlflh L,VSi Ttchnical Development Branch. 17pp. 


3 clnl?!nt 5 P ? 0 * ^aft environ assessments, Most 

concerns addressed in revised assessments. Requests for more 

wnDrev . nf ° m ° r * appropriate *» Part of licensing actions. 

MGR LEY, J, A. Energy, Oept. of. 83/06/21. MARTIN, D. Low Level Waite 
Licensing Branch. Ip. 19366:334. 


83 pNL-?i8 9 W/o r eJcr radiological assessment rept for Property 

JACKSON, P. 0. Battel le Memorial Institute, Pacific Northwest 
ip ^66:333 ' FLORY, C, A. Low Level Waste Licensing Branch. 


0307090113 Propose, development of MOU w/DQE re NRC /DOE interaction 
on sites identified In U Mill Tailings Radiation Control 
Act as needing remedial actions. 

C BRQWNInSV' •/ Fv<>1 C ^ ie * Material Safety. 03/06/24, 

BROWNING. R. Division of Waste Management. Ip. 19366:332. 


03O71BO331 Forward, list of UMTRA project ofc k technical assistance 
contractors responsible for coordinating design development 
6 remedial action activities. 

MORLEY, J, A. Energy, Dept, of 83/07/06. MARTIN. D. NRC - No 
Detailed Affiliation Given. OERVEN, B. Oak Ridge National 
Laboratory. BAILEY, E. Texas, State of 3pp. 19566:324. 


0307180375 Forwards DE8 for Grand Junction inactive J Ml 1 1 Tailing, 

Site for review U comment. Comments requested by 830727. W/o 
end. 

MORLEY, J.A. Energy, Dept, of, 03/06/27. MARTIN. D. Low Level Waste 
Licensing Branch. Ip. 19641:298. 


8307190055 Forwards comments on land value rept for Balt Lake City 
site, per 830620 telcon w/J Th erne li s. Ra t i one 1 a for limiting 
rept to only 22. 5 acres questioned. 

MARTIN, D. E. Uranium Recovery Licensing Branch. 00380. 83/06/24. 

MORLEY, J. Energy, Dept. of. 2pp. 19656:230 


8307190447 Agrees w/decislon to include six properties in Grand 
Junction, CO for remedial action under provision, of U 
Mill Tailings Radiation Control Act of 1978 (Public Law 
95-6041. 

HIGGINBOTHAM, L. Low Level Waste Licensing Branch. 03/06/29. 
BAUBLITZ, J. E. Energy, Dept. of. Ip. 19651:361. 


8307190431 Forwards 10 radiological assessment repts for properties in 
Edgemont, SD where presence of residual radiological mat! 
detected, Repts incorporate comments agreed on during 
030223 meeting. W/o end. 

HA«TIN,D. E. Low Level Waste Licensing Branch. 83/06/24. 

BAUBLITZ, J. Energy, Dept. of. 2pp. 19656:032. 


rorwaro s comments 


OP QJUOtfU 


w/NRC t, Jacobs Eng ineerlng, Several documents referenced 
re , pt ,,l0uld b * includ * d rept conclusion. 
MARTIN, D, E. Uranium Recovery Licensing Brandi. 83/06/24 
Energy, Dept. of. 2pp. 19656:163. 


MDRLEYi J. 


P rBpb of attendance at 830324-27 third natl symposium fa 
exposition on aquifer restoration fa groundwater monitoring 
in Columbus, OH re aquifer c 1 eanup , groundwater monitoring fa 
contaminant containment. 

SHAFFNER, J. A. Low Level Waite Licensing Branch. 03/06/30. Lou 
Level Waste Licensing Branch. 4pp. 19670:314, 


83 2r 83060 * 0ai **" ts on re required staff i. V el presents 

at 030607 meeting in Bethesda,MD concerning storage of 

t„ b. 6g NM r , 

SE k - ■ L? “ l • s - 


S3 Q7n l 2i U In f 0, ' m, that NRC supported radiological survey of aoprox 
970 Edgemont, SD properties fa will provide survey JepU in 

i^tiJi ( r * f ° r 184 pr ° perti,M ln '»*'*'*' contamination 


COFFMAN, F. E. Energy, Oept. of. NE-24 
Energy, Dept. of. 2 pp . 19386:133. 


03/06/24. ROMATOWSKI, R. 0. 




Ar{^%: t u^^*?;i 1 y'^; i ^:"* in s P r 4 n ^ 3 a 9 f 3 3 ^ 6/S4 - beer "- 

Lou L.v. 


wastes. Definition , . nigri l * v * 1 « transuranic 

b3,m/io mr..*, 

environmental Protection Agency. 9pp. 19566:096. 


iir.iixvr 1 r T •» £ “iirisir* 41 

HIOOIHSQTHAm“i L ' V .*‘ “?**', Branch. 83/06/30. 

HIGGINBOTHAM, L. Low Level Waste Licensing Branch. Ip. 19670:253. 


8307210021 Advise, that review of radioing ical assessment rente #„« on 
proper ies in Edgemont, SD revealed that JO Jot P 

; '“ji!!; 'vt ? 1 * 1 «**""■ mi "* dYa ,^" 04 

«npv r ? dloactiv * matl not «*ceeding EPA stds. 

ISSr V“-“" iSTuTiSSSj::- 

821227 1 ° ni t»c ommenda t ions will be available by 

02/12/21; J ' BELUM j’ V# Hi g ^Ivd "w^ be \ ^ ** 1 ***""* Branch - 00146. 
BUNTING, J. 0. Licenslno L1 c»nsing Management Branch. 

High Level Waste n Inte 9 r4, ^on Branch. MILLER, H. J. 

e Technical Development Branch. 138 pp. 19690 : 137 , 

Fron H1 » h L * v *‘ M *“* 

H,.h Liv.;- ..S" 

MILLFR.H j U, l . ,r . #n Rept” forwarded to DOE, 

83/02/14. ' MARINO, li.* V *^“l; (| T * C }J. le *},“J^‘®' m,n ‘ Branch. 00091. 




sskis,"! 

Branch.^/^tp. ^ 
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8307220036 Forward* executive summary of "Basalt Waste Isolation 
Project Site Charac ter 1 rati on Rapt." Summary does not 
accurately reflect site uncertainties reflected in rept 
text. 

WRlGKTiR.J. High Level Waste Technical Development Branch. 00090. 
82/12/07. SALTZMAN, J. D. NRC - No Detailed Affiliation Given ip. 
19712: 276. 


8307220038 Forwards FR notice re receipt of site c h arac t or i rat ion rept 
for candidate high level waste repository on Hanford 
Reservat 1 on. Not ice should be distributed to WH std 
distribution code. 

8T1LL< N. Division of Waste Management. 00089 02/12/01. 

LARKIN3.P. Policy U Publications Management Branch 2pp. 

19712: 277. 


8307220041 Summaries Basalt Waste Isolation Project (BWIP) statu*. BWIP 
is leading site in DOC high level waste repository site 
character 1 zation program. 

WRIGHT# R. J. High Level Waste Technical Development Branch OOOQB, 
82/11/22. UNDERWOOD# L. Office of Resource Management. Director. 

2pp. 19712:279. 


8307220045 Forward* press release of NRC receipt of Basalt Waste 
Isolation Project site character i zat Ion rept. 

STILL. N. Licensing Process & Integration Qranch. 00083. 82/11/19. 

NRC - No Detailed Affiliation Given. 4pp 19712:281. 


6307220091 Requests distribution of Basalt Waste Isolation Project 
site characterization rept per listed plans 

WRIGHT, R.J. High Level Waste Technical Development Branch. 00086. 
82/11/19. STILL. N, NRC - No Detailed Affiliation Given. 2pp. 
19712:289. 


8307220093 Forwards draft public announcement of receipt of DOE SER for 
Hanford Reservation. 

INGRAM. F. Office of Public Affairs. 00004. 82/11/17. MARTIN. J. 

Office of Nuclear Material Safety h Baf eguar d s , D i r ec tor . 4pp, 

19712: 289. 


6307220062 Advises of general agreement w/P Justus. Issues should be 
raised through Basalt Waste Isolation Project effort, 

MILLER, H. NRC - Na Detailed Affiliation Given, 00093. 82/03/16. 
WRIGHT. B. NRC - No Detailed Affiliation Given. Ip. 19712:294. 


8307220067 Expresses concern re publication of any NRC paper on any 
aspect of Issue NRC will use or consider using in licensing 
any fac i 1 1 ty. Rept should not be published in prof journal as 
results & conclusions of NRC research. 

JUSTUS, P.S. NRC - No Detailed Affiliation Given 00032. 02/03/14. 

MILLER, H. NRC - No Detailed Affiliation Given. ip. 19712:295. 


8307220077 Forwards data review forms for boreholes from Basalt Waste 
Isolation Project. per S302I5 request. Data to be used in 
computer simulations of groundwater flow for hypothetical 
repository in basalt. 

LOGSDON. M. J. High Level Waste Technical Development Branch. FIN 
A-1266, 00163. 83/02/23. DAVIS, P. Sandia Laboratories. 14pp. 

19712:296. 


8307220084 Notification of 830307-08 meetings w/Qolder Assoc . Geotrans 
Williams & Assoc In Silver Spring.MD to discuss status of 
NRC two-dimensional groundwater modeling of Hanford site. 

LOGSDON, M. High Level Waste Technical Development Branch. 00313. 
83/03/02. MILLER. H. J. High Level Waste Technical Development 
Branch. 3pp. 19712:310. 


8307220089 Requests review of DOE draft environ assessment for Basalt 
Waste Isolation Pro jec t. Comments on Issues to be addressed 
in environ assessment needed by 830323. 

BELL. M. J. High Level Waste Licensing Management Branch, 00337. 
03/03/ IB. COMELLA. P. A, Division of Health, Siting 6 Waste 
Management. 2pp. 19712:313. 


— 8307220094 Request* review of DOE draft environ assessment for Basalt 
Waite Isolation Pro jec t. Comments on Issues to b» addressed 
In environ assessment needed by 830329. 

BELL. M. J. High Level Waste Licensing Management Branch. 00330. 
83/03/18. CUNNINGHAM. R. E. Division of Fuel Cycle & Material 
Safety. 2pp. 19712:315. 


— 8307220099 Requests review of DQE draft environ assessment for Basalt 
Waste Isolation Pro jec t. Comments on issues to be addressed 
in environ assessment needed by 830329. 

BELL.M. J. High Level Waste Licensing Management Branch. 00340. 
83/03/18. BUNTING. J. 0. Licensing Process fc Integration Branch. 

2pp. 19712:317, 


— 8307220107 Request* review of DQE draft environ assessment for Basalt 
Waste Isolation Project. Comments on issues to be addressed 
In environ assessment needed by 830323. 

BELL/M. J. High Level Waste Licensing Management Branch. 00349. 
83/03/18. 0LM8TEAD, W. J. Regulations Division. 2pp. 19712:319, 


— 8307220112 Requests review of DOE draft environ assessment for Basalt 
Waste Isolation Pro jec t, Comments on issues to be addressed 
in environ assessment needed by 030323. 

BELL.M. J. High Level Waste Licensing Management Branch, 00344. 
83/03/10 MILLER# H. J. High Level Waite Technical Development 
Branch. 2pp. 19712:321. 


—8307220117 DQE/EA-0210 

"Draft Environ Assessment for Charac ter i zation of Hanford 
Site per Nuclear Waste Policy Act of 1902 (Public Law 
97-429). Hanford Si te# Rich land, Benton County. WA. *’ 

* Energy, Dept. of. 03/02/20. I84pp 19712: 323. 


8307220096 Summarizes 830316 teUon re RRL-2 drillhole rept. Basalt 
Waste Isolation Project interpretation is that fracture zone 
within dense Interior of umtanum unit in RRL-2 connected 
w/flow bottom. 

GREEVES, J. T, i JUSTUS# P. S, High Level Waste Technical Development 
Branch. 00423 83/04/29 High Level Waste Technical Development 

Branch. 3pp, 19699:030. 


8307220103 Summarizes 030317 telcon a* followup to 830316 telcon re mud 
t core loss at RRL-2. Basalt Waste Isolation Project mgt 
believe* mud lost in flow tops, not within dense interior. 

GREEVES, J. T. # JUSTUS, P S. High Level Waste Technical Development 
Branch. 00424. 83/04/29. High Level Waste Technical Development 

Branch. 2pp. 19699:033. 


8307220110 Responds to 830304 FR notice soliciting comments on issues 
to be included in environ assessment supporting nomination 
of DOE Hanford site as potentially acceptable repository 
site NUREG-0960 analysis should considered in rept 
BROWNING, R. E. Division of Waste Management. 0043B. 83/09/02. 

BENNETT, W. J. Energy, Dept. of. 2pp, 19699:035, 


8307220116 Comments on DOE 830401 FR notice of intent to prepare EIS on 
disposal of radioactive defense wastes stored at Hanford 
near Rich land, WA. Pr inc i pal concern relates to extent action 
will comply uj/NRC regulations an radwaste disposal. 

BROWNING, R E, Division of Waste Management. 0D438. 83/05/04. 

SCHREIBER# J. J. Energy, Dept. of. 2pp. 19699:037. 


0307220121 Confirms 830323 meeting of assistants to discuss NRC 
analysis of DDE Hanford site characterization rept. 

BATES, A Office of the Secretary of the Commission. 00328. 
03/03/21 GARNER, D. , AUSTIN, J. , DROGGI T IS, S. NRC - No Detailed 
Affiliation Given. ip 19713:146. 


8307220122 Forwards "Non i s oth orma 1 Flow Modeling of Hanford Site " 
Rept demonstrate* application of tools developed for NRC for 
simulation of post-closure coupled groundwator flow U heat 
transport near hypothetical rep os i tor y , W/o end. 

WR10HT.R. J, High Level Waste Technical Development Branch. 00450. 
03/05/13 OLSON, 0, L. Energy, Dept. of. Ip. 19699:039. 


8307220124 Forwards branch comments on portions of Chapters 1,2 t 3 of 
DOE draft environ assessment for Basalt Waste Isolation 
Project. 

MILLER, H. J. High Level Waste Technical Development Branch. 00334. 
83/03/29. BELL. M. J. High Level Waste Licensing Management Branch. 

□ 6pp, 19713:147. 


8307220127 Act receipt of 030427 ltr w/status of 26 site 
characterization rept ref s. Identi ty requested of refs DOE 
will supply when rept released. 

WRIGHT, R.J. High Level Waste Technical Development Branch. 00473. 
03/06/01. OLSON, □. L. Energy, Dept. of. Ip. 19699:040. 


0307220131 Forwards Sierra Club statements re environ assessment of 
Hanford site as high level radwaste repository. 

HOVIS, J.B Hovis, Cockrill, Weaver S, Bjur. HOVIS, J.B. Sierra Club 
00368. 03/03/28. WRIGHT, R. J. High Level Waste Technical 
Development Branch. 17pp. 19713: 103. 


8307230132 Lists items to be discussed at DOE/NRC meeting. Items include 
waste package development, s i ting gui del ines, DOE project 
decision schedule b DDE mission plan. 

* NRC - No Detailed Affiliation Given. 00470. ©3/06/06. NRC - 

No Detailed Affiliation Given. ip. 19699:041. 


8307220136 Summary of 030613-16 meetings u/DDE in Richland, WA re site 
characterization issue c lari ficat Ion. NRC must have access to 
test data as data developed, to test plans in formative stage 
$t to evaluate GA documentation. 

WRIGHT, R. J. NRC - No Detailed Affiliation Given. 00093. 83/06/16. 

NRC - No Detailed Affiliation Given. 11pp. 19699:042. 
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8307220244 Forwards Basalt Waste Isolation Project 830319 briefing to 
RL Morgan & MJ Lawrence testimony at EPA 830312 hearing re 
DOE efforts to provide facilities for storage t* disposal of 
commercial rad waste. 

GORHAM* E. J. Energy; Dept. of. 00443. 03/03/20. DAVIS. J. 0. Office 

of Nuclear Material Safety «< Sa f eg uar d s. D 1 r o c tor. 10pp. 17700:063. 


8307260022 Forwards Itr rept on Basalt Waste Isolation Project; 
concerning problem re water migration into emplacement hole, 
evaporation ?< heat transfer condition of can i s ter. Prob 1 em 
should be modeled in detail to determine canister temps. 
BASTRE.C. Drookhaven National Laboratory 00133 02/12/07. 

WICK. E A High Level Waste Licensing Management Branch. 3pp. 
19786: 287. 


— 8307220248 Testimony of MJ Lawrence 
efforts to provide facilities for 
commercial radwaste. 

LAWRENCE. M. J, Energy. Dept. of. 
19700: 073. 


at EPA 830312 hearing re DOE 
storage & disposal of 

00443. 83/03/12. 12pp. 


8307260023 Submits informal gold 
Waste Isolation Project site c 
WRIGHT. R. J. High Level Waste 

82/12/03. High Level Waste 

19786: 290 


ellnes for review V. analysis 
harac ter i ration rept. 
Technical Development Branch. 
Technical Development Branch. 


of Basalt 

00 1 30- 
Ip- 


8307220245 Summary of 830404 meeting re branch performance assessment 
Strategy fc resource allocations far coming yr. 

GORDON; M. J. High Level Waste Licensing Management Branch. 00404. 
03/04/03. KNAPP. M. R. High Level Waste Licensing Management Branch. 
2pp. 17713:326. 


8307220249 Notifies of 830427 briefing on 
stab 1 1 tty workshop held in Hanford.WA. 
WRIGHT i R. J. High Level Waste Technical 
83/04/26. High Level Waste Technical 
19713: 328. 


830411-15 geology t geologic 

Development Branch 00406- 

Development Branch. Ip. 


8307220233 Forwards site charac teri tation rept Refs 81. “Lower Columbia 
River Environ Survey in Oregon" & 163. "West Canadian 
Research Publications of Geology & Related Sciences Series. 11 
W/o end. 

OLSON. O. L. Energy. Dept. of. 00437. 83/05/26. WRIGHT. R. J. High 

Level Waste Technical Development Branch. Ip 17700:087. 


8307220233 Forwards response to NRC request for documents & geologic 
data discussed at 830411-13 meetings in R i ch land , WA. W/o 
tnc 1. 

OLSON. O. L. Energy. Dept. of. 00280. 83/06/21. WRIGHT. R. J. High 

Level Waste Technical Development Branch. 2pp. 19700:088. 


8307220379 Advises that five site issue analyses delayed due to late 
arrival of DOE tasting plan draft apps & site issue analysis 
now in CRESS Code. Operating plan Commitments 31121C fc 
31 122 ID satisfied. 

WRIGHT. R. J. High Level Waste Technical Development Branch. 00133. 
82/12/06. BROWNING. R. E. Division of Waste Management. Ip 
19700: 070. 


8307220380 Forwards draft Apps D. P, O t< R it draft Site issue analyses 
re waste package site selection process U environ factors 
of eite characterization analysis. OPS plan Commitments 
311221C & 311 22 1 D completed. 

BELL. M. J. High Level Waste Technical Development Branch. 00132. 
82/12/03. MARTIN. J-B. Division of Waste Management. 372pp. 

17700: 091. 


0307260027 Confirms discussions w/R Walton requesting 1-day meeting 
w/Savannah River Lab personnel on 030720 or 21 to 
familiarize NRC w/current long-term program for high level 
defense waste. 

COOK. F. R. High Level Waste Licensing Management Branch. 83/07/11. 
OERTEL. 0. K. Energy, Dept. of. Ip. 17786:261. 


0307260029 Comments on Basalt Waste Isolation Project canister 
corrosion research plans. More detail would permit evaluation 
of aspects of ultimate DOE submission re mfg technology & 
corrosion pr oper t i es. Re v 1 sed research plan end, 

MCNEIL. M, D. Waste Management Branch. 00127. 82/12/02- COOK, F. R. 

High Level Waste Licensing Management Branch. 20pp. 17706:291. 


8307260034 Reviews Chapters 8, "C l ima to 1 ogy . Me teor o 1 ogy & Air Quality" 
& 13. "Site Issues & Plans. " of site characterization rept 
for Basalt Waste Isolation Project. Rept may be supplemented 
w/NUREG/CR-2636 Info re snow St ice 

MILLER. H. J. Earth Sciences Branch. 00126. 82/12/02. 

KORNASIEWICZ; R, High Level Waste Technical Development Branch. 2pp. 
19786: 311. 


8307260039 Forwards FR notice of availability of "Draft NRC Review 
Plan:QA Programs for Site Characterization of High Level 
Nuclear Waste Repositories." 

MILLER. H, J. High Level Waste Technical Development Branch. 
83/07/12. FELTON. J. M. Division of Rules and Record*. Ip. 

19706: 228. 


— 0307260046 Notice of availability of "Draft NRC Review Plan:QA Programs 
for Site Characterization of High Level Nuclear Waste 
Repositor 1 eg " 

MILLER. H. J, High Level Waste Technical Development Branch. 

03/07/12. 3pp 19786:227. 


— 0307260031 "Draft NRC Review Plan:QA Programs for Site Characterization 
of High Level Nuclear Waste Repositories." 

* High Level Waste Technical Development Branch B3/07/31 27pp. 

19786: 232. 


8307220633 "NRC Issues From DSCA Having Significant Impact on Basalt 
Watte Isolation Project." 

WRIGHT. R. Division of Waste Management. 00483. 03/03/23. 213pp. 

17677: 080. 


8307250036 Forwards preliminary Draft 3 of Basalt Waste Isolation 
Project draft site character i zat ion ana 1 y* 1 s. Sec t ions under 
rav noted. Distribution & review by other branches 
tentatively scheduled for 830201, after changes made. 

WRIGHT. R. J. High Level Waste Technical Development Branch. 0036 
03/01/20. High Level Waste Technical Development Branch. 7B4pp 

19721: 235. 


8307230650 Trip rept of attendance at American Geophysical Union 030602 
spring seminar in Baltimore. MD re flow through fractured 
rocks. Fundamenta l principles describing flow through 
fractures not settled by technical experts. 

0RN8TEIN; P. H High Level Waste Licensing Management Branch. 

03/07/07. KNAPP. M. R. High Level Waste Licensing Management Branch. 
3pp. 19710:034. 


8307260012 Forwards data rsques 
summary record of water level 
piezometer* on St near Hanford 
MEYER. W. Interior. Dept. of. 
LOGSDON. M. NRG - No Detailed 


ted on 821 115 re Wei 
measurements made i 
Reservation. 
Geological Survey. 
Affiliation Given. 


1 DC-i. 
n deep 

001 12 . 
16pp. 


consisting of 

82/11/16. 
19706: 266. 


8307260016 Comments on site characterization rept deficiencies re 
compliance of waste package to NRC cr 1 ter ia. More details on 
future objectives of waste package performance needed before 
adequacy can be evaluated. 

DAVIS. M. 8.. SCHWEITZER. D. ©, Brookhaven National Laboratory. 00124 
82/12/01. WICK. E. A. High Level Waste Licensing Management Branch. 
3pp. 19786:202. 


8307260044 Forwards DOE site characterization rept for Basalt Waste 
Isolation Project Comments on draft site characterization 
analysis ( DSC A ) ■ designated NUREQ-0760, requested within 14 
day* of delivery in Jan 1903 W/o end. 

BROWNING, R. E. Division of Waste Management. 00403. 82/12/02. 

CUNNINGHAM. R. Division of Fuel Cycle U Material Safety. 2p p 
19706: 313. 


B307260057 Forwards DDE site characterization rept for Basalt Waste 
Isolation Project. Comments on draft sito c harac t e r > za t i o n 
ana 1 y s is. d e a i gnated NUREG-0960. reque s ted within 14 days of 
delivery in Jan 1783. W/o end. 

BROWNING. R. E. Division of Waste Management, 00129, 82/12/02. 

ARSENAULT. F. Division of Health. Siting V Waste Management. 2pp. 
19786:313, 


8307260030 Forwards FR notice of availability «< "Borehole h. Shaft 
Sealing of High Level Nuclear Waste Repositories." NRC 
draft technical position. 

MILLER, H. J. High Level Waste Technical Development Branch, 
03/06/30. FELTON, J. M, Division of Rules and Records. Ip. 
19780:049. 


— 8307260064 Notice of availability of "Borehole & Shaft Sealing of HI gj 
Level Nuclear Waste Rep os i tor i es; " NRC draft technical 
position. 

MILLER; H. J. High Level Waste Technical Development Branch. 

03/06/30. 2pp , 19708:050. 


— 8307260396 "Borehole fc Shaft Sealing of High Level Nuclear Waste 
Repositories," NRC draft technical position. 

# High Level Waste Technical Development Branch. 83/07/31. 32pp. 

19783; 052. 


8307260074 Forwards site character! ration rept for Hanford site. 
Briefing schedule will be decided in future telcon.W/o end. 
MILLERrH. J. High Level Waste Technical Development Branch. 0012S. 
02/12/01 TANG; R. C. ACRS - Advisory Committee on Reactor 
Safeguards. Ip. 19786:318. 
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8307260070 Forward Chapter 3 of Basalt Waste Isolation Project site 
characterization analysis for review re geotechnical 
accuracy. Redraft scheduled for B21206. 

S 2 /«fy^n R ' ^ 5te Licsnsin 5 Management Branch. 00123. 

l£* mIIm. ^ L ' V °‘ Hj ‘ te T * chn ‘“‘ 

a3 CSCR? l 2du?d V i”* ‘i 3 ? '? rlg ”'*“ n » r ‘ «“• charact„ri,atipn r.pt 
CSCRJ would be useful, since Oiv of Waste Mgt position will 

BaUlQ^rafrSrp 3 W/o R cements on 

Bsiiiu draft SCR analysis 

BUNTINQ, J. O. Licensing Process 6 Integration Branch ompi 

*t97B6 f 333 . ®‘v. .In of “Ip. 1 ' 

030726010? Outlines scheme for NRC questions re DOE site 

characterization rept for Basalt Waste Isolation Project. W/o 
form for written questions. J 

02/1 J ‘ »! 9 I Y mVW } u**l* T0Chnlcal Development Branch. 00122. 
19706^334. *® h L * Vfl “**** Technical Development Branch. 2pp. 

03O726OU0 Forward* 23 radiological assessment repts for properties in 
Edg.mont, SO. Concentrations of residual radioactive matl! 

•rc.eddd ERA stds for Ra-236 in soil of IS properties 
liatln « of ancl. W/o repts 

sTXi ta . L ^: v : J. %%■ Li \vxSXl^ e3w/03 - r - 

°, Ut ! ine4 instructions for site character i tation analusls 
product submittal. CRESS work request 6 control sheet it V 

product summary sheet end. 

U 5&"- , »,5i5r*"- Techni,:al Dowlopmtnt Branch. 

4pp 19786^336 " C * T ‘ ,:hn ‘'» 1 O.v.lopB.nt Branch. 


° n d r* ft ,U ® characfcarl tation analyala et Baialt 
Waste Isolation Project site selection process, concentrating 

lOCFfilo'll la/* addre, * ,<J du * t0 «lements included per 

Sp/??/?p LLj b i “ n * ln » Pr0C8 *» 8* Integration Branch. 00113, 
19797^005 B0VLE,R NRC - No Detailed Affiliation Given. 4pp. 

apps a w/J Jnd'* U ’ t#- * lt# e «*".ct.rl».ti*n 

02/12/2l‘ J BEM fl M T8Chnical Development Branch. 00147. 

hunting j m O h Le ^ Waste Licensing Management Branch 

i ? ni n ? PrQCS,a * Integration Branch. HILLER, H. J 
High Level Waste Technical Development Branch. Ip. 19787:009, 

0307260204 Responds to 921217 1 tr, c omment 1 ng on Chapter 3, "Site 
I™"'* J «■£*»■ 9, '‘Institutional * Enviro^ 

®V 1 j! characterization analys i s. Comments 
Irtvi i p V n <f on dpaft * end. Drafts should be ready by 821222 
02 / 12/17 H NArnnL*io*M *** cer >sing Management Branch. 00144. 

2P^ 19707 mS L ' 0 ' Llcen * in » p ™‘“’ * Integration Branch. 

—8307260309 Forwards ltd outline for chapters of draft site 
characterization analysis. • 

W 02/12di> J ‘ H i!S h L rr; 1 i W 2 ,t : T * cfmic * 1 Development Branch. 00144. 
19787^012. L Technical Development Branch. 97pp. 

•TEE? 1 ! on Dran • ° f „ 

Pr ° c *** «• Integration Branch. 00143. 
I97S7M09. NBC - No DatailaB Affiliation Oivon. 9pp. 


03O726° l 27 Forward* 20 radiological assessment repts for properties in 

°^*J tra i l0 o 8 flf re,ldual radioactive mails 
ercaeded ERA std for Ra-226 i n soil of 10 proper t i e, . W/o 

MARTIN, D.E. Low Level Waste Licensing Branch. 03/07/05 GIEDT, J 
Environmental Protection Agency. 2 pp, 19706:262. 

B3 °h 2 ^ l + ? pr ° r “ar «Js* marginal comments on 021110 draft site 
characterization analysis of Basalt Waste Isolation site 

“ Anal V * U c ° nc 1 us i ons do not reflect intent 

of 10 CFR 60 . Recommendations listed 

ea/U/« LL, BbvLE‘BT"'Xpr r °^” 1 >nta, ration Branch. 00118 

B0VLE ' R 0 NBC - No Octal led Am I lotion Oiven. 19pp. 

a3 MHt? l lL?^} ,U "» 0A Cl, ; ,l ‘ ,r al ,lt * tharactori lotion r.pt for Bo.alt 
““{I Input h.,0.4 Prom each groop r. BA 

application to each program by B 21130 

B 2 /n/Ii J Bovolopment Bronch. 00119 . 

8 / 1 1/24. Division of Waste Management. Ip. 19706:355. 

a3 oort?c i oat l«m‘ im* c " nv *7 ! *‘«>n » ™*t.orologi.t/climotolo,i,t 

0211 i * U * c f> apa «:t erlration rept review beginning 

021113. Ltr rapt requested by 821201 

aSmJia J ’ BEBAriN L r" 1 E^^% T ? cl '" ica i Devel ”i 1 '""' t = 7 onch. 00117 . 
otRATANfL. Earth Sciences Branch. 2 pp 19706:356. 

B 3 2rft ? 1 ? 9 Conv * r * 4 tion re J Kimball participation in Basalt 

Waste Isolation Project site characterization rept ( 8 CR 1 

e 2 U 2 ?‘ f J r . B 2 J 115 meeting. Deliverables, due on 

^ n ° tB ’ in SCR U MRC ii5ue analysis. 

62/11/23: JACKSON i R^E. E^th ^ Unc ^ 

w^^^-a-ssisr 

***u* 9 u /^ n usi 

S Ivlr Sori^e in * William, !< Assoc, | n 

revised die i«ul l J* rept distribution, 

LOOSOOM J J I! J «< revised Chapter 4 mockup, 

02/11/23^ JUBTiSVr* 1 ^!*: TB 5 h U Ual Development Branch. 00149. 
Briioh 4pp USI ^7Lf3 a2 H ‘ ,ft L,V *‘ Wa, ‘* -v.lopm.nt 

a 3 Utt 0 ih!r^i’^ d, .?*” l ‘ w "*' b lhl iogr.ph g from 

h r L t#ri,atlon p «?t, »>ic luding rho documents Revised 
SmiltlttL" 11 ! n0U -vailab41ity B of pubUcdJon ,^ T * 

PRESTHOlt p T* affcer ord « p i^-W/o end. 

00114 R 3 /n'/fn^ ® L^vel Waste Technical Development Branch 


8307260222 Informs that 021213 request to revise draft site 
characterization analysis <8CA> Chapter 0 re u„U p ,^ , 

«5uI5«“if ^sci. Pr0p ° ,tfd oyUin * unsatisfactory. Items 1 \ 2 
82/12/15 URinwT , o #l | W4 * te Llc *"*ing Management Branch, 00140. 
3p? R,0 ^M14 Ki,,> , ’ ,V * 1 U “" T,C, ’" U * 1 

a 3 2 I«??*£o^r:ii? Dr ; ,t 1 ° f ,iu .n.tg.i. on 

Basalt Waste Isolation Project rept. Chec kl 1st of 10CFR60 il 

IJ3? S!TS ,, ^,**“: t in ‘f »r.fl 2.o“l 

S m iT'"' Proc, «, Int.gr.tlcm Bronch. 0014S. 

Bronch'^ hULLFfl' H J ' 2? t E ; W - ."i’'’ L,v " ““*• 1-lcon.ln, Monogom.nt 
9pp i4787:n5; J ' " V Masl * T *'b"‘c*I Dov.lopm.nt Bronch. 

9307260231 Forwards ltd outline for draft site c harac ter I tat i on 

c ^‘J e .!: n " : ;i, cl ’* pt,r * E ' ci ' ch * pt *p *“ D»«‘ , 2 t :So;?i Un 

WRIOHT R J* w? U J I cfia P ters. 

82/12/15' ’ HiJl l!v* l' C i ni t C *\ Development Branch. 00141. 

19707: 122. Wj Technical Development Branch. 2pp. 

F ° rw#rd ‘ !‘r*t draft set of chapter* for Basalt Waste 
JEJ“ sc ^ fu tur* JiJI'SJr lid U " • n *"** i ' lBCAK 

b ~* r - H “J w:n^ri.rAr;:‘. a r c 5g. 00l3a - 

8^ Ch^^^u D ^;l Sn ^ , ■ E ? u *- nu ' 1 ' ** P4*«r«h mombtr o, ».o,., le 
.tohilitg boom for r.vl.u of Nonfood ,lt. choroct.rijitlon 

82/12/10 J BERATAN L L V * l F!!lIIl! , o T ! C, ' nICa I D * v « lopm.n t Bronch. 00139. 
b&rataNjL. Earth Sciences Branch. Ip. 19787:123, 

1 0f likB c ^ pac t* p i**tion analysis, 

1 thp °Dflh 11. Executive summary, * 
t °P injon «« Chapter 12 will be Incorporated in 
?ii T 3 o fc , app * n Dra,t 4. Draft 2 due by 821220. 

02/12/09: BELL?M J BV *Hiah*L t T ! C u°^ aI D8V#lo P m *rt Branch. 00137. 
BUNTING, j 0 Llcensinn Pr Le v# 1 Was t e Licensing Hanagement Branch. 
High Level rpt8 flFation Branch. MILLER, H. J, 

gh Level Waste Technical Development Branch. 99pp. 19787:126. 

8307260255 Forwards draft of Basalt Waste Isolation Project site 

; :; iiatlo vr App Wf ' ,fisi — 8 VihiVi 

0REEVE8 J !'■ nC °? l l i l it * ncU * ln app * unacceptable, 

B2/12/O0 J ‘ ' H?oh h LiJeJ 1 U^I t *T Ta J h ? iC t l I>8V#lo P' fl »nt Branch. 00136. 
19707:225. H flh L 1 Waste Technical Development Branch, 26pp. 

" 3 KStlt 6 iia^ 1 !i;:, C S? ptt J 18 r,t 0A 0f * ltB «MMcUTi,.tion r.pt for 
Basalt Waite Isolation Pro jec t, Wor k ing meeting w/DOE & P 

operat ng contractor personnel re review plan acceptance 
HAAB8.MV* ailffr i® k I'NNfKl.. ojvi.oblo. 

HAA03, W P. Quality Assurance Branch. 00134. 82/12/07 MILLFR u i 

High L.v.l H..t. T.chnlc.I D.v.Up..nt Branch. 9pp 19707^91 ' 
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0307260263 Reviews Basalt Waste Isolation Project site c harac t e r i i a 1 1 on 
rept Chapter 6 re solubility constraints on transuranic 
release to environ. 

MCNEIL. M. B. Waste Management Qranch. 00134. 83/01/10. COOK# R. 

High Level Waste Licensing Management Branch. 2pp 19707: 236 


8307260272 Discusses review of Basalt Waste Isolation Project GA 
technical procedure*. "Draft NRC Review Plan of GA Programs 
for High Level Waste Repository Site Investigations" end. 

Comments on listed technical procedures requested 

GREEVES# J. T. High Level Waste Technical Development Branch. 00133. 
03/01/10. High Level Waste Technical Development Branch. 4pp 
19707: 238. 


9307270164) Responds to NRC 82122? request for clarification of Basalt 
Waste Isolation Project site charac ter i zation rept <SCR-3I 
re results in Table 4-11. "Summary of In Situ Stress Data 
by Hydro Frac Method. " 

OLSON, 0 L Energy, Dept of. 00233. 83/01/10. WRIGHTIR.J. High 

Level Waste Technical Development Branch Ip. 19607:330. 


8307270104 Respond* to NRC 021203 questions on Basalt Waste Isolation 
Project site charac ter i za t ion rept (SCR-1) re model 
utilized in performance assessment. 

OLSON# 0. L Energy, Dept, of 00226. 82/12/22. WRIGHT, R . J. High 

Level Waste Technical Development Branch 2pp. 19B07:331. 


— 0307260431 "Draft NRC Review Plan of GA Programs for High Level Waste 
Repository Site Investigations." 

4 NRC - No Detailed Affiliation Given. 00153. 03/01/10 23pp. 

19707: 262. 


0307270190 Summary of 030613 meeting w/Marsha 11-Uy the Law School in 
Silver Spring, MD re regulator policies for U recovery. 

KALMAN# K. Low Level Waste Licensing Branch. 83/07/01. 

HIGGINBOTHAM, L. Low Level Waste Licensing Branch. 2pp. 1981 1 1 57. 


8307260276 Comment* on Draft 2 of Basalt Waste Isolation Project site 
charac ter i lat 1 on analysis (SCA)#per 030103 request- Proposed 
wording for 8CA conclusions end. 

COOK# F. R. High Level Waste Licensing Management Branch. 00132. 
83/01/05. WRIGHTiR.J. High Level Waste Technical Development 
Branch. 3pp. 19707:203. 


0307260233 Comments on Draft 2 of Basalt Waste Isolation Project site 
charac ter 1 zation analys is. Conceptual design does not include 
barrier reliability design criteria in mul t i-barr i er 
engineered sys. Proposed wording for SCA conclusions end. 

COOKfF. R. High Level Waste Licensing Management Branch. 00130 
02/12/20. WRIGHTiR.J. High Level Waste Technical Development 
Branch. 3pp. 19703:312, 


8307260289 Forwards analysis of site characterization rept treatment 
of groundwater hydrology # emphas i 2 ing past efforts & future 
plans for performance assessment of geologic medium. 

GORDON# M. J. High Level Waste Licensing Management Branch. 00140. 
02/12/22, KNAPPrM. R. High Level Waste Licensing Management Branch^ 
17pp. 19707:208. 


8307260293 Forwards comments on Dasalt Waste Isolation Project site 
characterization rep t# restr ic ted to technical aspects of 
Chapter 4 re geoengineering L Chapter 10 re d es i gn. Simp 1 e 
elastic analysis inapplicable to rock mass behavior. 

SCHMITT# T. J. Earth Sciences Branch. 00143. 82/12/21 

NATARAJA, M. S r High Level Waste Technical Development Branch. 3pp. 

19787:303, 


8307270194 Responds to NRC 821207 questions on Basalt Waste Isolation 
Project site c harac ter i i at i on rept 15CR-2) re 
two-dimensional modeling using PORFLO. 

OLSON# □. L. Energy# Dept of 00227 02/12/22 WRIGHT, R. J. High 

Level Waste Technical Development Dranch. 3pp. 19807:333. 


8307270190 Forward* "Borehole Assessment Needs Plan, M per DOE 
reque a t. W/o enc 1. 

BARTLETT# J. W. The Analytic Sciences Corp. 00223. 62/12/10. 

WRIGHT# R. J. High Level Waste Technical Development Branch. lp 
19807: 336. 


0307270202 Requests hydraulic test data reported in Basalt Waste 
Isolation Project site characterization rept,Figure 5-26. 

Data may be available at upcoming hydrology workshop in 
State of WA L should include hydrogeolog i c info. 

GORDON, M J. High Level Waste Technical Development Branch- 00514. 
83/07/07, WR IGHT# R. J. High Level Waste Licensing Management Dranch 
lp 19011: 139. 


0307270204 Forwards Basalt Waste Isolation Project site 

characterization rept refs requested in NRC 021124 ltr.W/o 
enc Is 

OLSON, 0. L. Energy, Dept of 00221 02/12/08 WRIGHT, R. J. High 

Level Waste Technical Development Branch. 2pp 19807:337. 


0307270200 Forwards site characterization rept refs requested In NRC 
821124 ltr. W/o ends, 

OLSON# 0. L. Energy, Dept of. 00216 02/11/30. WRIGHT#- R J. High 

Level Waste Technical Development Branch 2pp 19007:339 


8307270066 Designate* responsibility for placing in LPDR each listed 
ref of draft site characterization rept not presently 
Obtainable in LPDR. Response requested by 030316 List of refs 
end. 

WRIGHTiR.J. High Level Waste Technical Development Dranch. 00431. 
83/03/06. BOYLE# R. # COPK, R. #' GREEVES, J. High Level Waste Technical 
Development Branch 15pp. 19811:032 


0307270214 Forwards "Highlights k Preliminary Results of Near Surface 
Test Facility Overcoring Stress Measurement Study" h 
"Geomechanics Logging Data for Candidate Repository Horizons 
in Borehole,..#" per 021003 t< 06 requests W/o ends. 

OLSON, 0. L. Energy, Dept, of 00214. 82/11/23. WRIGHT# R. J. High 

Level Waste Technical Development Branch lp. 19807 341. 


0307270133 Forwards radiological assessment rept* for 18 Edgemont 
vicinity properties designated for remedial action, W/o 
encl«. 

COFFMAN, F, E, Energy# Dept. of. NE-24, 03/07/13. ROMATOWSKI # R. G. 

Energy, Dept, of, 2pp, 19811:134. 


8307270142 Provides response to NRC 030126 question* on Basalt Waste 
Isolation Project site charac ter 1 zation rept ISCR-9), 

Dialogue to determine most defensible means of extrapolating 
short-term matl* initiated. 

OLSONrO. L. Energy# Dipt. of. 00241. 83/02/17. WRIGHT, R. J. High 

Level Watte Technical Development Branch. 4pp 19007:316 


8307270140 Responds to NRC 030111 request for clarification of 
Basalt Waste Isolation Project (BWIP) site characterization 
rept. Organl zation chart of BWIP mg t end. 

OLSON. 0. L. Energy# Dept. of. 00230. 83/02/01 WRIGHT, R J. High 

Level Watte Technical Development Branch. 6pp 19007: 320 


0307270132 Retponds to NRC 021220 request for c lari f icat ion of Basalt 
Watte Itolatlon Project site charac teri zat ion rept (SCR-6) 
re borehole drilling. 

QLBON# □. L. Energy# Dept. of. 00234. 83/01/21. WRIGHT# R. J. High 

Level Watte Technical Development Branch. 2pp. 19007:326. 


0307270139 Responds to NRC 021214 request for clarification of Basalt 
Watte Itolatlon Project site charac ter 1 zation rept (SCR-3) 
re high temp kd measurement, 

OLSONrO. L. Energy# Dept. of. 00232. 83/01/10. WRIGHT, R J. High 

Level Waste Technical Development Branch. 2pp. 19807:328. 


0307270210 Forwards description of 109 site characteristic rept reft 
requested in 821124 1 tr. Documents will be sent under 
separate cover, 

□ LSON, 0 L, Energy, Dept. of. 00243 83/02/18. WRIGHT. R. J. High 

Level Waste Technical Development Branch. 19pp. 19007:342. 


0307270222 Trip rept of attendance at Second Natl Meeting on Lou# Level 
Radwaste w/Soufchern States Energy Board, Natl Governors Assoc 
%. DOE. Summary of post-1906 waste option* workshop included. 

JACKSON# K. C. Low Level Waste Licensing Branch 83/07/06. 
HIGGINBOTHAM# L. Low Level Waste Licensing Branch 3pp. 19011:160. 


B307270223 Forwards response to 830113 request for addJ info on 
Basalt Waste Isolation Project exploratory shaft const & 
sealing program. Info confirms matl discussed at 821004-03 
workshop on repository design. 

ANTTONEN, J H. Energy, Dept of 00244. 83/02/23 MILLER, H. J. 

High Level Waste Technical Development Branch. 4pp. 19607:361. 


— 0307270230 "QA Level II Const Spec for Shaft Drilling Rig Svcs# Basalt 
Waste Isolation Project Exploratory Shaft Project B-314. " 
a Kaiser Engineers. * Parsons, Brinkerhoff, Qua da & Douglas# Inc. 
00244. 83/02/03. 22pp 19808:003. 


—8307270234 "Basalt Waste Isolation Project ES-1 Sealing 
Consideration*. " 

» Dow Chemical Co. 00244 03/02/09. 220pp. 19000:023. 


—0307270240 NM79-137 

"Preliminary Evaluation of Rock Mass Disturbance Resulting 
From Shaft. Tunnel or Borehole Excavation." 

KELSALL# P. C. , CASE, J. B. # CHABANNES# C. R Ba t to 1 1 e Me#tior i a 1 

Institute. 00244. 02/07/31. 331pp. 19806:245. 
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o«oih*micsl , l'nuei C in V S°t. N Cfi EO/C ?" Z,B3 ' " Selecte<1 Hgdrologic t, 

FREI, n W , Energy, De t! t* of 9 L^* 0 * 6 W **»^tion. - 
Blvi.l,,, B f Has ?2 ManigemaM. ?p ,7B0?°2J6 4 “"OWNINS.R.E. 

B«dlt Wa.ti""oJaJ”{| 4 J!” N “ ^j* 1 ^ r «1 u * st tor clarification o 
(SCR-131. Project site character! zation rept 

OLSQNi 0 L, En n r%_ _ > * 

Lflvel waste Techni^l DeveJop^nfnranch 3 ^^ 

"«».* o, Basal t 

r. ground-eater co.p^'u'" Ch<,rlct "' 1 .ation rapt (BCd-lO) 

^ *"'* "«^?ca?*S‘v.?o , p m .°? 3 Dra nt ? 3/ % / r- .£££& 


Kigh 


High 


0307270262 Responds to KRr 

L °“« tp T:c% r 2?;a? e £.‘v.?: pm . n °? 3 - B . nc ” 7 ”;“- ,•*>«"•»;* H, g p 

par BBOBl^raquf pt NRC on fo™ «■ drilling fluid loti... 

UvSl'Sasta T^ , I’?; a ?*S: v .?: pnB ^ nc M/03/, e . ^RiOHT-R. 

6307370270 Forwards Figures 3-6, 3-27 3 w , 4 ,, , 

characterization rapt, D er Ennnnv ^ 3 32 t< 4-1A from site 

OLSQN, O L Ft^e. « P f 630307 request. W/o end 

L .V.1 Ha.t. H„h 

6307270274 Forwards "Draft Crn/Unr a 

of Hanford Site Pursuant tl Wn ? Assessment for Characterization 

Laval Waste T.?IJK;.? , gJ;,J' p|M J“ 3 ‘^ (ic « 3 ' 0 3/«S ^HXLLEn^H. J. High 
0307270284 Forwards shift * 

°™aita ?«"SI;.f'S. t v ,J 0 , p „.°? 3 ’ r » an{ « / « p ^ ,,^^.0. High 

!™e*. 0A prp,rarc 

sealing program ” eXplorato ^ shaft const !< 

™”“ 6 * ^"’ic.J'DavaJop.a^Brancf 3 ^; H ‘» h 

63/03/31. 59p p. 19810 096 * Inter " ai t: »< °"a * Corp. 


00 373. 


»ULCWR 0 n 0 0.r*ARWE, , F r , l> |^ 1 ^!J“ t * 3n Pr «J«* Hanford (it., 

ea/is/li. 82pp. 19810-155 Morrlaoi'»Knud(en Co.. Ine. 

M S,T°nM C,,a ' Ur 4 <*' 0SCA « «. appa. per agreement 


J °wtfo L r , e nX!' v . D T op ?;s? 0 ?Mr- 


00333. 


03/83/17. SQUIRES, °° 34 °' 

«, 0 t , lf . UUra Pr 

input used in aiodeu;/:?;,;; eor, " Bt 3UU “ for P °* FL ° * 

m™'”- J ' r.Tv f . D %r pm ^iS' oo24 °- 

ssm -Sttrvsx. w-aVSsr —» 

^H?:rrvv /»• r: 't&zT ™'" in 

03/01/28. SQUIRES, D^En^;, T lTt U ll D ^p ,OP ?9Sfof5JS Ch - °° 337 ' 


6307270321 Submits questions on Basalt Waste r» 

::v. r: asra?- p >*" *•" r0J,c ‘ 


Develupnent t, Testing of NWT 8 Haste Package MatU°'- 

Ksw: J -ssawr 


00235. 


0307270336 Requests c lar i f icat ion of Basalt Waste r. n i jf u « 

r8 stu4la * c “ ad <-> Ti;;i a {ii? 3 Praj,ct 

82/?aJi R : J ' S80i^8^'" , En"g t ; i D °Tp ‘ 


00226. 


8307270341 Requests c lari f ication of Basalt r t e,i 1.3 

i^v^ir ppovi4 " ) *i 

«»«: J ' 8 auS«^ v,1 ,r:r:; "itv, n T B r^r- oo ^ 

pr.,.t t 

in high temp Kd m.a.uranJnt Pr "‘> u “ proc.„ u.ad 

a^? a H / T ;^: 8 buire8i"d v * l E R :*::. t s:“!‘"{. 00324 

B3 ?ofr 3 c 3 ,«3. ,ir ' n ‘ Oocu». n t. transmitted a. 821806 

a*''*'* 1 ’-' J ‘ s 8UIREal"D Val EnargJ, D *5'; l ° P *"J 0 f J"' 1 '- 00222 

pr ° j,ct 

a*/^: '■au!5»s. v,, ^;; i *; l T s:f; ,c ;‘. D 'i; lo,, ;;sfof£j; ch - 00M(> ' 

»/8asJ?t H«tI*”Jl a PP o* C pjJ' P " f “ p in P r *sv 1 0 1 tig ACR8 

WRIOHT.R. J. High tJval U.I?i % J 1 ?* «'>»PP 6 t»M ration rapt. 

83/01 /28. SQUIRES. 0. En",^. V' ‘ ll ^ O^JS'"' ° 0 ” A - 

BTtLL 3 N 8 P D"vu"n , ^ at wl,?i Managaman t^ ^ *oo4o? d ln Wri>ht 030318 ,tT - 
Oivi.ion df Hast. M.n.,:.’^t ha, ’^ p “"’* n l, al “ 040 ‘ ; 03/ ° 3/28 ' 

B3 ?”™ 3 tid A M 82i a 85 t E£cl 03 2ei?iJ^, f |r; r< “ n| ' port ‘ on oP Iao Rff* 

received. Mdntlfj#* 26 documents not 

™ 18 ^5^o L £ v ''En“j; T s:??‘ ca j. D '^; P opm, ^ a ?; a s^: ° 0331 - 
83 ^^° 3 no^ m Sh p aj: -v^.vt ,,T " t pi - ♦- 

olsor, □. t M : J - Ener 0 ;r‘£:°;. i : ( “ ,, !;r a !;s!j t M M ^' 83 ^ ip - 
a3 ™ 3 r^?" 4s .:t l iv:u:, R at^ infp •• *“• 

Project 6 NRC 830H0^ „“!! * ‘ 1,Jlt Isolation 


83/01/14 


00231. 


Tpur^n^j; MSJt'r ^??:” 8 : 88 -« - p 

•»! c|;.J«ur n n.ii:rj^?/ bov * mati ‘" piu4 ' 4 *" 

03/OI/i3. ANTTOREN.'u'i, ““^rjjf "Si J? ' o? V “‘?Sr" ‘ ,?^SfSb,. °° 230 ' 

Project?” r?Ju u M £f a DOE / RFP. ,<: Col ' tractor '"P Basalt Uaata Isolatloi 

HARTUNG. L." ° High *Lava A *Haste b T*' h 1<RC '' 02 " B 1-037 03/10/05. 

19810; 316 . ete Technical Development Branch. 9pp. 

"Const Managl^const^ontra 0 !** f° re ^ Ue * fc for r «vi«w of document. 
Project." 8 * r ' ct, " a * Contractor for Basalt Waste Isolation 

62/ 12/09 V< SEAMANS, *T* I o h ^ ° ? a i‘ l0C ' NRC "02-02-030. 

Branch 3 Pp . I98l0:326 l9h L8VBl Wa * te TBC *'^*caI Development 

Batllt'wast^UolatUn °! ® 2l ^ 04 “ 07 vtait Richland, WA re 

RAJARAMi V, Enalnieis tn^r C Jg de * ifl,> 

Hl9h L9Vel Tech„i?:rs:ii?;;:; n r5ran?h /10 ^: SI: 

sItcPFh^s" on r,p ° ,,targ d * ,iin in 

sssSt “«"*«J , 5i:i:*T..E!?srsi^s / is£!ji. 9 PP . 
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0307270423 Forwards list of non-NRC addressees sent JJasait Waste 
Isolation Project site charac ter i zat ion rept, W/o cncl. 

WRIGHT, R. J. High Level Waste Technical Development Drench. 00217. 
02/12/03. SQUIRES* D. J. Energy* Dept. of. Ip. 19810:343 


0307270426 Submits questions on Basalt Waste Isolation Project site 
character i xati on rept, 

WR IGKT i R. J. High Level Waste Technical Development Branch. 00218. 
02/12/03. SQUIRES. D. Energy. Dept. of. Ip. 19010:346. 


0307270442 Requests DOE assistance in obtaining certain critical 
documents essential to site charac teri jation rept review. 

WRlQHTfR. J. High Level Waste Technical Development Branch. 00215 
02/11/24- DLSDN.O. L. Energy* Dept, of 3pp 19810:340 


8307270444 Discusses site charac ter 1 rat i on rept Section 17 2 1 re add! 
In situ testing. 

WR1QHT.R.J. High Level Waste Technical Development Branch. 00387. 
03/03/30. SQUIRES. D. Energy* Dept. of. lp, 19010:331 


0307270446 Forwards DDE statement 8< Yakima Indian Nation comments re 
030323 public hearing on proposed nomination of Basalt 
Waste Isolation Project for site charac ter i ration. W/o 
comments. 

WRIGHT, R.J. High Level Waste Technical Development Branch. 00389. 
83/04/01. DROWNING* R. E. Division of Waste Management. DELL, M. J. 
High Level Waste Licensing Management Branch. BUNTING* J. 0. 
Licensing Process & Integration Branch. 11pp. 19010:332. 


0307270449 Requests summary of all hydraulic test data. includ lng 
hydraulic heads* for Boreholes DC-4/3 for clarification of 
Basalt Waste Isolation Project site charac ter 1 lation rept. 

WRIGHT. R.J. High Level Waste Technical Development Branch. 003B6. 
03/04/01. SQUIRES* D. Energy* Dept. of. 1 P . 19011:001. 


0307270436 Requests advice an NRC initial plans for tribal liaison re 
NRC review of DOE plans it activities to characterize site 
for possible high level waste repository on Hanford 
Reservation near Richland* WA. 

MARTIN* J. B. Division of Waste Management. 00301. 82/11/24. 

SPEAKS, 8. Interior. Dept, of, Bureau of Indian Affairs. 3pp. 

19007: 136. 


0307270439 Forwards addl set of matls sent on 921116 but not received 
re NRC review of DOE site charac teri jation rept for 
candidate site for high level radwaste repository an Hanford 
Reservatl on. W/o end. 

BUNTING. J. □. Licensing Process & Integration Branch 00303. 
82/12/17. MENINICK* J, Yakima Indian Nation. 2pp. 19007:139. 


8307270460 Responds to 021123 ltr re Hanford Reservation questions on 
DOE efforts to Investigate other haaalt deposits. NRC has not 
concluded that basalt under Hanford is better than basalts 
lying elsewhere in same formation. 

BUNTING, J,D. Licensing Process & Integration Branch. 00304 
83/01/10. JIM* R. Yakima Indian Nation. 6pp. 19007:141. 


0307270463 Ack receipt of 030316 ltr re Bureau of Indian Affairs work 
identifying Indian tribes affected by Nuclear Waste Policy 
Act of 1902 it appropriate contacts. 

BROWNING* R. E. Division of Waste Management. 00416. 83/03/29. 

MILLS* 0. Interior* Dept, of* Bureau of Indian Affairs. Ip. 

19807: 133. 


8307270467 Discusses Yakima Indian Nation interaction w/NRC re Basalt 
Waste Isolation Projec t. Meeting being arranged to obtain 
Nation views on appropriate changes to 10CFR60 re NRC/Nation 
interactions & proposal to participate in reviews 

DAVIS* J. G. Office of Nuclear Material Safety fc Sa fag uard s * Di rec tor, 
00464. 03/04/14. MENINICK* J. Yakima Indian Nation. 2pp. 

19007: 134. 


0307270470 Statement of R Jim at 030413 task force advisory meeting. 
Expresses concern about DOE failure to consult Yakima 
Indian Nation about guidelines. 

JIM* R. Yakima Indian Nation. 00446. 83/04/13. 13pp. 19007:136. 


0307270472 Forwards NRC response to 030304 FR notice re issues to be 
included in environ assessment supporting nomination of 
Basalt Waste Isolation Project site as potentially 
acceptable repository site. W/o end. 

BUNTING, J. O. Licensing Process & Integration Branch. 00440. 
03/05/12. JIM* R. Yakima Indian Nation. ip. 19007:169. 


8307270474 Responds to 030322 ltr requesting assistance in delineating 
areas of technical expertise useful in independently 
participating fc consulting w/DOE on Basalt Waste Isolation 
Projec t. 

MILLER* H. J. High Level Waste Technical Development Branch. 00463. 
83/05/27. SAMPSON* M. R. Yakima Indian Nation. 3pp. 19007:170. 


8307270475 Forwards NRC comments on issues to be addressed in DDE 
planned DE5 on disposal of certain defense radwastes stored 
at Hanford site. W/o end. 

BUNTINQ, J. O. Licensing Process 4* Integration Branch 00449 
03/05/27. JIM* R. Yakima Indian Nation. ip. 190D7 173. 


8307270476 Forwards EIA for renewal of SNM disposal license at Hanford 
low level waste disposal facility 6 Amend 3. Amend 3 amended 
It reissued license. W/o end. 

HAWKINS* E. F. Low Level Waste Licensing Branch. 83/06/03, 

HQVIS. J. B Hovis, Coc krill* Weaver 4, Bjur. lp 19007:174. 


0307270479 Requests coordination of technical 4, tribal matters 
w/Environ Svcs Staff for identification of interested Indian 
tribes re DOE potentially acceptable sites for nuclear waste 
repositories. 

MILLS, S L. Interior, Dept of, Bureau of Indian Affairs. 00377. 
03/03/16 BROWNING* RE Division of Waste Management. 4pp. 
19007: 175. 


0307270480 Forwards Tribal Council Resolution T-43-83 to insure Yakima 
Indian Nation participation as affected tribe under 10CFR60. 

MENINICK, J. Yakima Indian Nation. 00305. 03/02/16. Office of 

Nuclear Material Safety 4; Safeguards, Director. 4pp. 19B07: L79. 


8307270401 Concurs w/llst of six native American groups ui/tnterest in 
Hanford s i to. Co 1 umb ia River Inter-Tribal Fish Commission 
represents Yakima#Warm Springs, Nez Perce U l/mattlla Tribes 
BOWLER, W. G. Interior, Dept, of, Bureau of Indian Affairs 00302. 
82/12/09. MARTIN* J. D. Division of Waste Management. 3pp 
19807: 163. 


8307270482 Presents questions from 021116 meeting re DQE Basalt Waste 
Isolation Project 4 < Hanford Reservation site, 

JIM.R. Yakima Indian Nation. 00300. 82/11/23. BUNTING* J. NRC - 

No Detailed Affiliation Given. 2pp. 19007:186, 


8307270403 Forwards comments on D3E/RL-02-3* "Site Characterization 
Rept for Basalt Waste Isolation Project." Rept fails 
mission. Many conclusions drawn not justifiable w/llmited 
existing data. 

ROBERTSON, J. D. Interior, Dept, of* Geological Survey. 00429. 
03/03/06 OLSON, 0. L. Energy, Dept. of. 62pp. 19007: IBS 


0307280025 Submits list of individuals named to negotiating team to 
negotiate consultation 4, cooperation agreement between State 
of WA h DDE. 

MOOS, D. W. , GOULD, S E. Washington, State of. 00513. B3/06/3O 

FREMLINO* A, 0. Energy* Dept, of, lp. 19826:169. 


0307200031 Extends gratitude for useful briefings presented to task 
force on 021 1 1 5. 

LEWIS* N- D. Washington* State of. 00277. 02/11/17. MILLER. H. High 

Level Waste Technical Development Branch lp. 19026; 170. 

0307200036 Confirms High Level Nuclear Waste Mg t Task Force 021220 
meeting. 

LEW1S.N D Washington* State of. 00276 82/11/S7. BOYLE, □. J , 

STEVENS* D Washington* State of. GIBBS. A. J. Washington* State of* 

Dept of Social it Health Services lp. 19026 171. 


8307200042 Forwards DDE B21206 agenda h draft work plan discussed at 
821113 task force meeting. Short-term strategy to resolve 
Basalt Waste Isolation Project site characterization rept 
less controversial issues will be developed 
ERLANDSQN, D. G. Washington* State of. 00281. S2/12/0I. 

MACDOUGALL* R. NRC - No Detailed Affiliation Given 24pp. 

19026: 172. 


0307200049 Summarizes 821113 task force meeting in Dlympia*WA re 
governor rept, work plan $< licensing program for Basalt Waste 
Isolation Project. 

LEWIS. N, D, Washington* State of. 00202 02/12/06. DOYLE* B J . 

STEVENS, D. Washington* State of. GIBBS-A. J. Washington* State of, 

Dept, of Social 4, Health Services. 3pp. 19026: t96. 


8307280096 Confirms High Level Nuclear Waste Mg t Task Farce 821220 
meeting re Las Vegas NWTS meet i ng , adv isary groups to task 
force, future meeting schedules U interim work strategy. 

LEWI Si N D. Washington* State of. 00283. 02/12/10. DOYLE. 0 J. , 
STEVENS, D. Washington, State of. G I BBS. A. J. Washington, State of. 
Dept, of Social &< Health Services, lp. 19026: 199 


8307280098 Informs of High Level Nuclear Waste Mgt Task Force B20i 14 It 
20 meetings S< scheduled meetings an third Friday of each 
month thereafter until June 1932. 

LEWlBrN. D. Washington* State of. 00204. 02/12/22 BOYLE, B. J * 

STEVENS* D. Washington* State of. GIBBS. A. J. Washington* State of* 

Dept, of Social 4, Health Services. 2pp. 19826:200. 
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Q3Q7Jao067 Notifies o* High Level Nuclear Waste Mgt Task Force 830128 
nesting to discus* long-range uork plan b analysis of Basalt 
Wait* Isolation Project site charec ter i iat ton rept 
LEWIS. ND Washington, State of. 00206 03/01/20, BOYLE, D J. , 

STEVENS, 0 Washington, State of GIBBS, A J Washington, State of, 

Dept of Social 6 Health Services Ip l?E326 202 


8307200162 Forward* draft of proposed transmittal 1 tr to DDE re Colder 
rept b submit* agenda for 030920 task force meeting. U/n 
end, 

LEWIS, N. D. Washington, State of. 00442. 03/09/17. DOYLE, B. J. , 

STEVENS, D Washington, State of. OIOBS, A. J. Washington, State of, 

Dept, of Social b Health Services. 2pp. 19026:234, 


0307200077 Concurs w/NflC response to inquiries re Golder Assoc l< 
potential conflict of interest Issue of state contract for 
revieu of Basalt Waste Isolation Project site 
c h arac ter i i a t i cn rept will be discussed at 830120 meeting. 

LEHIS.NO Washington, State of 00207. 83/01/24 MILLER, K. J. 

High Level Haste Licensing Management Branch. ip 19826:203. 

Submit * reminder of High Level Nuclear Waste Mg t Task Force 
030210 meeting 

2™SI D !J ,D ‘2 t W *’ h >" 9 ton, State of 00290 83/02/14. BOYLE, B. J. , 

STEVENS. D , Glens, A. J Washington. State of. Ip 19826:207. 

B3 ?r 2 |!-?? 7 of High Level Nuclear Waste Mgt Task Force 030114 b 

Z0 meeting* re state role b consultant committee 
recommendations 

STEVENS S Washington, State of. 00291. 83/02/17. BOYLE, 0. J. , 

filft Ua * h * n 3*°"’ State of. GIBBS. A. J. Washington, State of, 

Dept, of -ocial b Health Services 5pp. 19026:208 

B3 T rescheduling of High Level Nuclear Hast. Mgt 
Task Force Mar meeting for 030316. s 

STEVENS 0 Stat. of. 00243. 83/02/24 BOYLE, □. J. . 

§1^ a, Soc^J s'*' ° f ' 0,SBS - AJ Wa.hington, Stat. of. 

pt or social b Health Services. Ip. 19826: 213. 

M M«t? 1 lL5^5“' S »" / ' P,, I 0 * Ch for 030325 "'.Ting. r. Ba.alt 

Waste Isolation Project environ assessment before 

exploratory shaft drilling restarts 

BTEVEnU'S Washington, state Of. 00306. 03/02/20. BOYLE. B J , 

nlf^ Stat * oP GIBBS. A J. Washington, State of, 

Dept of -acjal b Health Services ip 19926 214 


0307200171 Extends gratitude for cooperation b assistance in providing 
info to Washington State High Level Nuclear Waste Mgt Task V 

Force. R MacDougall S, K Russell cited for outstanding work. 

Responsib i 1 i tics of task force transferred to Ecology Dept. 

LEWIS, N. D Washington, State of 00467. 03/03/31. BUNTING, 0. 0, 

NRC - No Detailed Affiliation Given. Ip. 19826:236. 

0307200192 Forwards legislation enabling transfer of High Lev*! Nuclear 
Waste Mgt Task Force resp on* i b i 1 1 t i e« to Dept of Ecology. 

Gratitude For cooperation b assistance extended. W/o oncl. 

LEWIS, N. 0. Washington, State of, 00469, 03/03/31. MILLER,, H. J. 

High Level Waste Technical Development Branch. Ip. 19026:237. 

0307200197 Ack receipt of Itr re Commission response to FR notice on 
issues to be included in environ assessment supporting 
Desalt Waste Isolation Pr o j*c t. Leg i s la t i on transferring 
task force responsibility to Dept of Ecology end. 

U : D Washington, State of. 00460, B3/03/31. BUNTING, JD 

NRC - No Detailed Affiliation Given. 11pp. 19826:230 

B3 fo^rJ? meeting dates for remainder of yr b 

forwards AH Schilling article re high level radwasto. 

State' of ^ 7pp Shi ??022; 2 49 ate B3/06/20 ’ Washington, 

^LacfJfuA kSY!! 9 ! Sf a f 83 ?Z 22 rescheduled for 830812 in 

Waite Mgt - encl "Federalist Strategy for Nuclear 

SSS*:,* 005,0 B3/06/a ’- 


r ~ =jl. r?r;!; ■ D -rr r 

oociai 6 Health Services. lp 19826: 215. K r 

u '“ e mj * t *“ b*»« 

STEVENS D Btat. o,. 0034?, 83/03/15. BOYLE, B J . 

b.pl .i st '*' 

»..b 0 J|Vr«c'oi‘B30324 n J o "d,ic«i*pJ»p^J“J or,!," 8 * T “‘ F ° Te ' 

**””"*"* for Basalt Watt, Isolation 

Slugs' ltt° ri ."o" 9 ”M“ P r ^ 4 ; n 

o„,„ o, ... E:,^!f;:' D fj-: 0 r, or °^at 1 ^ 03 '! 0 : 

‘««<i v i^v“si” r ^:p‘: r ??i s T ' 0 Force 8303,4 

So ?? 3 ?? boyle. ,. 0 . t 

o.pt o, Social t, Health Strvlc.t. ipp 19B2A W 22S in8 *°"' S *'*' ° f ' 

I,olatiop N proj,Jt °lt, n charact com "'«n‘« »n Basalt Hast, 

830601. J ” *"««»•», utl.n cep t to NRC t DOE b? 

*°°:r 83/04/24 

19026 228. safety b Saf ©guards , Di rector . lp. 

B ^p«°!?o u H V »i"ba‘^ d * H' n J° rd fr„a Won 

- -- 

0307280158 Summaru of Hiah i aval a. 

meeting re negot iat t on ® 0 f consu 1 tan t*L 5 ** ? 5t Task ForCB 830415 

V“ in #,PM " #nt ' Nevada test 

STEVENS, D WashiUJtln! Stated GIOBS A J^ 0 ^ 29 B0VLE ' ^ * 

Dept, of Social 6 Health Services. J” 19826^ Washington, State of, 


S3 c^«ltr?iadJn U ^?" U5t ^ Da8WaU Wa * t# Project sit. 

* Energy, Dept. of. 02/11/03, 3pp. 19026:077. 

83 ?nSi?? l «J B I”rcSlr«tiJ7 °f Port8 & forwards FR notice of 

□ nl wliJoiS ct#rll * tion rept frt> ' n D0E «< procedural 

DAVIS J O Sff? r l |1 anf0rd waB te site. W/o ends. 

00278. i/iZii" 8 a ffiSo Di — • 

a 3 ?u 9 of 5 r :“;::n:.T E r»^;a: D r^ 8,t ; 

W/o ends. Morgan 8< FR notice of availability. 

00374.' J ' 53/03/31 " SPELLMAN^ j ? a#,t 2 4 . fc Ba Pe 9 uartf «i Dir ec tor. 

19826: 0 B 8 . wullhan, J. Washington, State of. 4pp. 

8307200235 Ack receipt of S3031R l fc?> > 

between states b DDE At B . ltr r “ «9 fc t«matic exchange of Info 

83%4^8 J SPELLMAN°j. '"p?"!^^,,” 0487 ' 

r.poaltcrv w/o aicf Fr ° J,Ct “ P»‘«ntUU» act.ptabl. 

83^?i J 'TTTT Tr'^ToX: 

8307200245 Forwards 

ElB re disposal of cedain defen^ 6 * a° be iddre «* B< l tn DOE draft 
Hanford site, w/o end defe "«* radwastes stored at 

83/03/27. LEWrB^^D^^ashingtoS I gJ^ rflt J on branch. 00448. 

Washington, State of. lp. 19026:093. 

0307200247 Responds to 030426 i 

dl5 P° sal 4t HanfoM NRc r ull!^ f 1 ** *<>* *>i«h l*v.l 
on NRC role in char ac RC * 11 b ri*f state officials 

BROWNING, R. E DiwIS.! il 5 i# ? ° * Slte 
GODARD. X>. PI. 0A>9»n. 8t.U ^ lfc ' 1 "“ na ^™"*o, i , 00475 - 

* tatu ‘ °' •“* 

T^Tllr ' c 4 ’- 
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0307230240 Forward* D Kunihiro memo transmitting updated list of 
available change* in ofc for Washington legislators L 
hoit county adminis trator s. Add 1 info- forthcoming. 

YOUNG, F. Assistant Director for State fc Licensee Relations. 00205 
03/01/12. MACDQUQALLj R. D Licensing Process it Integration Branch 
Bpp. 19024:101. 


3307230273 Trip rept of 021114-17 briefing re NRC review of DCS 
charac ter i i ation of Hanford s ite. Viewgraphs encl. 

RUSSELL, C.F. Licensing Process & Integration Branch. 00443 
83/02/09. Licensing Process & Integration Branch. 34pp 
19326 109, 


3307200279 Informs of 0 Erlandsun 030220 telcon request for briefing 
re changes to 1CCFR60 it NRC program activities. State 
Partic ipat i on Steering Group will meet on 030314 U briefing 
scheduled tentatively for either 030*323 or 24 
BUNTING, J. Licensing Process it Integration Branch. 00341 
03/03/14. BROWNING, B. Division of Waste Management. Ip. 

19326: 143. 


3307230285 Trip rept of 030419-21 trip to State of WA re 10CFR60, 
Bubpart C it state participation in reviews of Hanford site. 
Vicugraphs end. 

RUSSELL, C.F. Licensing Process it Integration Branch. 00453, 
03/05/27. Licensing Process & Integration Branch. 25pp. 
19826: 144. 


8307270331 Forwards list of items for discussion during 830720 generic 
licensing presentation for U mill tailings remedial action 
tUMTRA) s 1 tes. Discuss ion items will be used to draft Itr of 
understanding re concurrence points for UMTRA project 
ARTHUR, W. J. Energy, Dept. of. 03/07/15. MARTIN. D, NRC - No 
Detailed Affiliation Given, 14pp. 19099:103. 


0307290347 Forwards procedural agreement between DOE & NRC re high 
level waste site characterization activities under Nuclear 
Waste Policy Act of 1902. 

DAVISj J. 0. Office of Nuclear Material Safety it 3a f eg utar d s, Di rec tor. 
03/06/29. MORGAN, R. L. Energy, Dept. of. ip. 17050 105. 


- — 0307290349 Memorandum of understanding between NRG 6 DOE re guiding 
principles for interface during site investigation it site 
characterization activities. 

DAVIBiJ. 0. Office of Nuclear Material Safety it 

Safeguards, Director. MORCAN.R.L. Energy, Dept. of. 03/06/27. 
3pp. 19050: 106. 


8307290351 Forwardi supplemental roatl re updated listings for WASCLA, 
DEN IN, UANDAT it SCAL S, draft operating manual 6 summary of 
macroscopic, absorption cross sections. 

TUITEi P, T Waste Management Group, Inc. B3/-02/09 RDLES.G NRC - 
No Datallad Affiliation Given. lp. 19050:104. 


8307290400 Forwards draft of Sections 1-4 of RADMAN topical rept 
(nonproprietary) it Apps B fc C (proprietary) to complete 
evaluation rept. W/o and*. 

TUITEiP. T. Waste Management Group, Inc. 03/03/31. ROLES, O. Low 
Level Waste Licensing Branch. lp. 19057:336. 


8307290543 Forwards rept of meeting re responses to comments on topical 
rept, “RADMAN, Computer Code tq Classify 6 Document Packaged 
Low Level Waite in Accordance W/10CFR61 Reg u 1 a t i ons. M W/o 
enc 1. 

JOHNSON, T. C. Low Level Waste Licensing Drench. B3/04/27. 

L0HAU8, P. H. Low Level Waste Licensing Branch. lp. I9a57;0at. 


XPORTLIC EXPORT AND IMPORT LICENSES 


8307030469 Discusses NBB 830525 application for license to import 
Pu-239, Pu-240 & U-233, a* deposits on metal ba c k i ng , f r orr 
Belgium. License should be issued. 

MOORE* R, N. Office of International Programs* Director. 03/06/15 
Office of International Programs, Director. lp. 19262:171 


0307050310 Submits Ofc of tntl Programs findings re Exxon Nuclear Co 
application to import 23,000 kg U, enr iched to 3.4'/ U-233, 
from West Germany. License should be issued. 

MOORE, R. N. Office of Internet! anal Programs* Director. 03/06/27. 
Office of Internet i one 1 Programs, Director. Ip. 19262:034, 


9307050321 License for Sandvlk Special Metals Corp to export 10 
Zlrcaloy-4 guide thimble tubes to Japan. 

Z IMMERMAN ■ J, V. Assistant Director for Expor t/Impor t it I nternat Iona 1 
Safeguard*. 08M-3IO14. 03/06/20. Ip. 19262:035. 


0307030323 License for Exxon Nuclear, Inc to import 23*000 kg U, enriched 
to 3. 4'/ U-235, from West Germany. 

Z IMMERMAN, J. V. Assistant Director for Expor t/Impor t & I nterna t i ona 1 
Safeguards. 03/06/23. lp. 19262:033. 


0307050525 Amend l to Exxon Nuclear Co, Inc export license, increasing 
quantity of U-235 to 1.513 kg, for export to West Germany 
ZIMMERMAN, J. V Assistant Director for Export/! mport L International 
Safeguards B3/06/27 Ip 19262 032. 


8307050529 Informs that Amend i to License XSNM-2001 may be issued No 
matl changed circumstances since issuance of Amend 1 to 
License XSNM-1913. 

MOCRE, R N Assistant Director for E x port / Impor t ?< International 
Safeguards. 83/06/27. Assistant Director for Ex p or t/ I mp or t L 

In tema t ional Safeguards lp. 17262; 031 


6307030533 Cancels B2Q720 application for license to export nuclear 
mails to Israel*per telcon 

JAMRISKA, D. J. Isotope Products Laboratories 83/06/15. HEMBY, E 
Assistant Director for Expor t /Import i, International Safeguards lp 
19262: 030. 


0307030336 Withdraws 8, cancels 010824 application for export license. 
EISENMANN. L. L. Leico Industries. Inc. 10072. 03/06/21. HEM BY, E. 

Assistant Director for E x p ort/ Imp or t t International Safeguards. lp 
19262: 029. 


0307070220 License for Ledoux t Co to import 19.9 kg 0, enriched to 
57. U-233, from France. 

ZIMMERMAN, J. V. Assistant Director for Export/Import fc International 
Safeguards 83/06/13. lp 17344:349. 


B307070224 License .for NBS to import 1.0 g Pu-239 , Pu-24 0, Pu-24 L it 
U-233 from Belgium. 

ZIMMERMAN, J. V, Assistant Director for E xpor fc/ Imp ort h International 
Safeguards. 83/06/15. lp. 17344 330. 


B307070356 Requests early issuance of Export Licenses XSNH-20 1 4, 201 5- 
2022 it 2031 due to scheduled shipment d ate s . Fur t h er delay 
would jeopardise intended shipments & eventually result in 
reactor shutdown due to lack of reload fuels 

OKADA.S Mitsui U Co (USA). Inc. (subs of Mitsui h Co.. Ltd.). 
03/06/15. v ZIMMERMAN, J. Director's Office, Office of Inspection and 
Enforcement. 4pp. 19300:235. 


0307070361 Application to amend license to *? i p nr t < c hang J ng intermediate 
consignee to either Transnuc l eat re, S. A. or T ran snuk 1 ear , 

GmbH 6 supplier to either Union Carbide Corp or Goodyear 
Atomic Corp. 

HANNET7 , B. A. Transnuc 1 ea r . Inc. TNP-429. 83/06/16 MOORE, N 

Office of International Programs. Director lp. 19300:239. 


0307070364 Application to amend license to e x p ort , ex tend i ng 
expiration date to 851231. 

HERSCH, M. M. WesMnghouse Electric Corp MMH-3B4. 63/06/17. 
ZIMMERMAN, J. U. Assistant Director for Exp ort/ Impor t U I n t erna t i ona 1 
Safeguards. Ip. 19300; 197, 


0307070367 Application to amend license to e ip nr t , add l ng Mediiinische 
Hochachule Hannover as ultimate c a ns i g nee. A1 so requests BNM 
limits be increased to 1.970 kg U contained in 390 g U-235. 

HOWRY, U R. GA Technologies, Inc /General Atomic Co. IEL-40B9 
03/06/13 Z IMMERMAN, J. Assistant Director for Export/Import U 
International Safeguards. lp. 19300:240 


0307070371 License for Sandvlk Special Metals Corp to export 10 pieces 
Zircaloy-4 guide thimble tubes to Japan. 

ZIMMERMAN, J V. Assistant Director for E xp o r t / ! mpor t & International 
Safeguards, 03/06/28 lp. 1 9300: 165. 


6307070372 Application to amend license to export U to Fran t e, d e 1 a ti n g 
COGEMA 6 replacing w/Tra nsnuk 1 ear GmbH, as ultimate 
c on* 1 gneea . 

MARCHALiJ. European Communities, Commission of. 03/06/17. 

GRIFFIN, J, A. Energy, Dept. of. ip 19300:24!. 


0307070377 License for Sandvik Special Metals Corp to export 340 
pieces Ztrca.loy-4 guide thimble tubes to Japan 

ZIMMERMAN, J. V, Assistant Director for Exp &rt/ 1 mpor fc tt International 
Safeguards. 03/06/20. lp 19300:166. 


8307070379 Requests Executive Branch position re GA Technologies, Jn< 
application for license to export specially designed parts 
it components to Thailand. 

ZIMMERMAN, J. V. Assistant Director for Ex port / Import & International 
Safeguards. 03/06/22. 8T0T B ER, C R. State, Dept, of, Bureau of 
Ocean* it Inti. Environ. 8« Scientific Affairs lp. 19300:242 


6307070381 License for Mitsubishi Inti Corp to expert one Fulljet 
nottU to Japan. 

ZIMMERMAN, J. V. Assistant Director for Export / Impor t 6 International 
Safeguards. 83/06/20. lp. 19300 167. 



418 


NONDOCKETED ITEMS 


8397070337 lic«ni( fcr Edlcw Inti Co to export 8-600 kg depleted U, 
ctnt«ir*a in 17.600 kg U ft e t a f 1 uor i d e i to South Korea. 

I IMKERMAN. J. V Atmtant Director for Eipor t/lmpor t & International 
Sa feg uatci 03/06/16 Ip 19300 168 


03O7Q7O38& Request* Executive Branch position re GA Tec hno 1 og t e i< Inc 
application for license to export 5NM. at reload fuel- to 
Thailand 

ZIMMERMAN, J v. Assistant Director for Export/Import h International 
Safeguards 63/06/22. ST01BER. C R State. Dept. of. Bureau Df 
Oceans l Inti Environ 6 Scientific Affairs. Ip. 19300:332. 


0307070433 Submits Qfc of Inti Programs finding* r« Exxon Nuclear Co 
application to import 28.600 kg U, enriched to 3. 5X U-233, 
from France. License should be issued. 

MOORE. R. N. Office of International Programs. Director. 03/06/17 
Office of International Programs. Director. Ip. 19300:362. 


S3Q7070450 Application for license to export two irradiated Zircalou I! 
pressure tube sections, to Canada. v 

FOSTER. C. M. Edlow International Co. AECL-2. 03/06/17. ip 
19300: 192. 


839707036^ Amend 1 to Etton Nuclear Co. Inc eiport 1 i c ense. i ncr eas i ng 
quantity ts 2.330 kg U-233, c on ta i nad in 66.530 kg U, for 
export to Belgium 

ZIMMERMAN, j v Assistant Director for Eiport/Import It Inter natl onal 
Safeguards 63/06/17 Ip 19300 169. 


0307070392 Requests Eiecutive Branch position re NUS Corp application 
for license to eiport 25.000 kg depleted U, in form of 
U fteiaf luonde to Taiwan. 

ZIMMERMAN, J V Assistant Director for Eiport/lmport it International 
Safeguards 83/06/21. STQIDER. C. R State, Dept. of. Bureau of 
Oceans 6 Inti Environ 4 Scientific Affairs Ip. 19300:333 


0307070394 Ameru 1 to Transnuc 1 ear . Inc eiport 1 it ens e. add ing Reaktor 
Br »nn* ln«nt Union Gm&H as ultimate consignee 

ZIMMERMAN. JV Assistant Director for Eiport/lmpor t U International 
Safeguards 63/06/15 Ip. 19300 170 


0307070403 Forwards applications for 
export of lew enriched U. Ltr of as 
ZIMMERMAN. J v Assistant Director 
Safeguards 63/06/15 RAYMOND. J. 

1 9300 334 


eiport licenses for minor nuclear 
surance required. W/o end. 

for Eiport/ Import J. International 
J Energy, Dept. of. ip. 


0307070404 Forwards application for license to export 2.002 g U- 235 . 
contained m 10 , 060 g U. to Thailand. * 

Technologies. Inc. /General Atomic Co. TEL-4070 
83/06/13 ZIMMERMAN, j v. Assistant Director for Eipor t/Import it 
International Safeguards Ip. 19300171 pure/ import & 


""=1 e ‘ p,,re 3 ' 003 » U-MS. contained i, 

03 ^I'/ 13 R ’’Imoo'wj' 5 ' ,nc /0 ' n ' pal Atomic Co. CEL-1090. 


0307070407 License for GE to eiport 
fuel hardware to West Germany 
ZIMMERMAN, j y Assistant Director 
Safeguards B0W-O67-83 B3/06/22 


iscellaneous specially designed 

for Eiport/lmport It International 
Ip- 19300:335. 


8307070452 Application for license to export throe first-stage 
potting assemb 1 i es. to Spain. 

SCHNAUTZ, C. E. Westinghouse Electric Corp. ZE 20609-P. 03/06/20 

lp, 19300:193. 


0307070436 Application for license to eiport two miniature fission 
chambers to Canada. 

TERWILLIGER, L. Westinghouse Electric Corp. 03/06/13 l D 
19300: 194, 


03O7O7O439 License for Edlou Inti Co to export 0.74 mg Po-242, contained 
in NBS 5 g solution of 3 molar nitric acid, to */mpan contained 

ZIMMERMAN, J. V. Assistant Director for Export/ Import it International 
Safeguards. 03/06/23, 2pp. 19300:193. rnacionai 

S3 We st Germany " n ** *° r ^ to #itpor * 300 Pieces zirconium tubing to 
sJfJeul^Iu J ' DIr ?£* c,r fov ^*P°Tt/ Import it International 


a 3 ?™o^i"LBS 73 °; 0 M ;: P t in i "' ou ‘* to ,x ‘ ,or ‘ t,j " “ mi '" count * 1 ’ 

SiJUS J - v B 3 / 5 :«s‘* n f P ! > 1 , ';s 3 SS: 


. M .. . license export 3io GOB cylinders* 

W/030617 ltr hBxa,luopid • heels, to Franc* or N* t h er land*. 

Timmerman ^° n C0, 1 lnc< <*ub*. of Exxon Corp.). 83/06/17 

spp. • C * 0r f ° r «• International 


ZIMMERMAN 1 i waiting period. 

sIESSEJ;’ "* Jlr::!°vsr * i n t.rn.tu..i 

Inta?o.H:n.l B ^” rd .. X '" r *■ 


0307070413 Application for 
parts to Argentina 
* Circle Seel Controls. 


license to eip Q it spare fueling machine 
P 1 9920. 83/06/02 4pp, 19300:173. 


::v;:,r 'i"™ for *‘"° r 

mat 1 by 1,970 i l l 9 & increasing quantity of 

Safeguard* 63/06/22 RAYMOND for E<port/Iffl P ort * Internatio 
17300 336 * RAYMOND, J. j. Energy, Dept. of. Ip. 


™?ia“ S'to , Fjln"I >,d ‘ t ‘ <H ” ‘*’ l ’* nC * of to a, port highly 

HAMNETT, B A. Tranenuc tear, Inc. TNP-430 , 83/0-E./29 .whcomau i 

1 ? ,, ‘?9aSo:^r‘ Dr * Intarna t^anal 8.^^^ 


s:p£„ to 8 * port 7,0 

Safeguards. t« n * p D I r -e tor for E.por t/imp art t International 


0307070417 Appli CJ t lon for u tBn , e 

ss»^r Vi;:,' 

MBKTR-14 63/06/21. Ip. 193^177* 


export 3,632 kg U. as natural 
of Mitsui it Co. , Ltd. ) 


eontained^in^rare ^earth °o i i des ^ nC ’ to B ‘P ort 5.275.44 kg thorium, 

ZIMMERMAN, j V. As^tlnt i? t ",onaiite.to France norium, 

Safeguards 83 / 06/22 2 pp. re i 930 o f 35 7 El[>Qrt/lmpOrt u IntB ^national 

,ir5t ,ta3 ' pottins 

Safeguards 03/06/22. fp ^ 930 ^ 359 Ex P° rt/ 1 *P°r t 4 , International 

8307070424 License for NBS f n 

Belgiuo to isn P° r ^ 1 9 U, enriched to 9?X 0 - 235 , from 

ZIMMERMAN, J V Assise^* n 

Safeguards 03/06/15 Ip ?93oS: 360 . P ° rt/Impo, ' t & International 

8307070429 License for w 

ITn ISStill t0 import 2B ' 400 ks u - 

Safeguard*. 03.06/17* "fp ".0300: 361. 6,, " >rt/In|> "'-‘ «■ International 


*LARK C E U °Rh h " l ’ 0 S' • Jtp4ra ^^ a n date of °B3060|’. * * C "" ** 

b ’ u,u ' d ' N ° 

s-;sswis-i 

<»*lleat!on"t r * Braunkohla 

enriched to 4J! u-233 froiB^S' 1 ? 110,1 to llr, Port 900,000 kg U, 
be I eeuad. MS ' ,r0 " countriee. Lic.ria. aho’ld 

Ba?Hiard S . ''bo/W/SJ. “* ! '"T* '"fmational 

International Safeguards. |p! * 19300! 30^^ ^ f ° r E)C P 0p * /Im P o * ,fc * 

iffiportV 00i m g t J,°39, !nriJhii| P to fl 99 % I^fi^i r * K NB « application to 

SSSreVS '’"l* 1 *?*"'*'- Ucen.e IhouJJ . b J” ( ' 8p ° ,,,U 

“r?s. 'IIXIXI * Internationa 1 

International Safeguard*. ip. 1 t i 9300 : 309 tQT ' *° r E * Part/Import it 
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8307070346 Advises that license to export 6i 2 short tons of rare earth 
oxides 6 monaiite to France issued to Rhone-Poulenc u/o 
normal 13-day waiting period. 

ZIMMERMANiJ. Assistant Director for Export/ Impor t International 
Safeguards. 83/06/22. Assistant Director for Export/ Import & 
International Safeguards. Ip. 19300: 164 


8307110312 Amend 5 to Westinghouse export 1 ic enae, e x tend i ng expiration 
date to 831231. 

ZIMMERMAN, J, V. Assistant Director for Export/ Impor fc fc International 
Safeguards. 83/06/29- lp. 19304: 193. 


6307110321 Application to amend license to export 5 06 kg U-235, 
contained in 70.2 kg U. Requests application be processed on 
emergency basis. 

GARRETT, J. A. Separative Work Unit Corp. 83/06/28. MOORE. N. Office 
of International Programs/ Director. Ip. 19304: 191 


0307110335 License for Teledyne Isotopes to export 29 kg depleted U/ 
in form of ealibr p late*. conta ined in uaodcase as part of 
TLD eyii to Peoples Republic of China. 

Z IMMERMAN, J. V. Assistant Director for Export/ Impor t k International 
Safeguards. 83/06/28. lp. 19434: 133. 


0307110341 Forward* LEICO Indus t r i e s r I nc B30621 1 tr, withdrawing license 
application for export of 23 lb unirradiatod thorium metal 
trimmings to Israel. 

ZIMMERMAN/ J. V. Assistant Director for Ex par t/ Imp or t Z> International 
Safeguards. 83/06/2B. STQIQER, C. R. State. Dept. of. Bureau of 
Oceans It Inti. Environ. 6 Scientific Affairs ip 19434:134. 


0307110344 Forwards Transnuc lear. Inc application for amend to export 
1 teens*/ adding addl intermediate consignee Ltr of assurance 
required. W/o encl. 

ZIMMERMAN/ J. V, Assistant Director for Export/ Impor t & International 
Safeguards. 83/06/27. RAYMOND/ J. J. Energy. Dept of. ip 
19434: 136. 


□307110343 Forward* application for export license for minor nuclear 
export. Ltr of asturance required. W/o encl. 

ZIMMERMAN/ J. V. Assistant Director for Export/ I mp or t U International 
Safeguards. 03/06/29. RAYMOND, J. J, Energy, Dept, of. ip. 

19391: 178. 


0307110547 Ltr of assurance r* export of 0.77 kg U-235. c onta i ned in 
44 kg U, to Japan. 

SHIRAKAWA, T. Japan, Oovt. Of. 03/06/24. RAYMOND, J. F. Energy, 
Dipt. of. lp. 19434: 137. 


0307110349 Amends 820429 ltr of assurance re ox port of 1.30 kg U-233, 
contained In 30 kg U, to Belgium. 

MARCHAL, J. European Communities, Commission of. 83/06/23. 

GRIFFIN, J. A, Energy, Dept, of Ip. 19391:321. 


8307 l 10330 Forwards application for export license for minor nuclear 
export. Ltr of assurance required. W/o encl. 

ZIMMERMAN, J. V. Aesistant Director for Export/Import U International 
Safeguards. 83/06/28. RAYMOND, J. J. Energy, Dept. of. lp. 

19391: 180. 


8307110361 Amends BOOBU ltr of assurance re export of Triga fuel to 
Mast Germany, increasing quantity to 978 g U-239, contained in 
4,923 g U fc authoriiing Med i i inische Hochschule Hannover/ 

Mast Germany as addl consignee. 

MARCHAL, J. European Ceurmun i 1 1 es, Commission of. 03/06/23. 
GRIFFIN, J. A. Energy, Dept. of. lp. 19434:095. 


8307120090 Informs that License XSNM-2013 may be issued. No matl changed 
circumstances since issuance of License X8NM-2030. 

MOORE, R. N. Assistant Director for Export/ Import & International 
Safeguards. B3/06/30. Assistant Director for Export/ Import i>. 
International Safeguards. lp. 19308:313. 


0307130062 License for GE to export 0.77 kg U-233, c onta i ned in 44 kg U, 
to Japan. 

ZIMMERMAN, J. V. Assistant Director for Export/ Import 4, International 
Safeguards. BDW-031-03. 83/06/30. lp. 19326,001. 


3307130064 License for Mitsui U Co (USA), Inc to export 207 kg U-235, 
contained in 6,834 Itg 1) at U hexafluoride, to Japan 

ZIMMERMAN, J. U. Assistant Director for Export/Import U International 
Safeguards. MBK-H2-R6ID) . 83/06/30. 2pp, 19311:292, 


9307130121 Ltr of assurance re export of 824 kg U-233, contained in 
28/ 910 kg U, to Japan. 

SHIRAKAWA, T. Japan, Govt . of. 83/06/29. RAYMOND, J. F. Energy, 
Dap t. of. lp. 19311: 137. 


0307130181 Forwards application for license to export Cf-252 sealed 
tource, contained in Monsanto Model 2763, to Israel 
CROSDIE/K.L IRT Corp. TUBE PS-800. 03/06/27. MOORE, R.N. 

Assistant Director for Export/Import 6 International Sa f egua r 6 s . Ip 

19311: 138. 


— 8307130182 Application for license ta export Cf-232 sealed source, 
contained in Monsanto Model 2763, to Israel. 

CR0SBIE,K.L. IRT Corp. TUBE PS-800 83/06/23. lp. 19511:139. 


8307130337 Ltr of assurance re export of 2, 139 kg U-233, c onta i nod in 
00, 420 kg U, to Japan, 

SHIRAKAUA, T. Japan, Govt. of. 83/06/29 RAYMOND, J. F. Energy, 
Dept. of. lp. 19308:351. 


8307130340 Ltr of assurance re export of 41? kg U-235, con talmed in 
13, 349 kg U, to Japan. 

SHIRAKAWA, T. Japan- Govt of 83/06/29. RAYMOND, J. F- Energy, 
Dept, of lp 19308:344. 


8307130341 License for Westinghouse to export two fission chambers, 
Model WX-33073, to Canada. 

ZIMMERMAN, J. Assistant Director for Export/Import U International 
Safeguards 83/07/07. lp. 19900:343 


0307130342 License for Edlow Inti Co to export two pieces Zlrcaloy-JI 
pressure tubes to Canada. 

ZIMMERMAN, J. Assistant Director for Export/Impor t V International 
Safeguards. 83/07/07. lp. 19500:342. 


0307130344 Amend 1 to export 1 i c ense, e x tend i ng expiration date to 
840701 Zt increasing quantity of matl to 70.2 kg U, 
containing 5.06 kg U-233. 

ZIMMERMAN, J. Assistant Director foT Expor t/ 1 mpor t 4t International 
Safeguard*. 03/07/03. Ip 19308:341. 


0307130345 Application for license to export 348 kg U-235, c on ta kned in 
11, 231 kg U, to Japan, 

* Mitsui !< Co (USA) , Inc. (subs, of Mitsui U Co., Ltd ). 

M BK-F1-R9. 83/07/01 Assistant Director for Ex por t / Impo r t 4< 

International Safeguards. 2pp. 19908:339. 


0307180001 Amend 1 to Wb s t ing h ous e export l iconae.. extend i ng expiration 
date to 851201 & increasing quantity of matl to 1 30 kg 
U-233, contained In 30 kg U. 

ZIMMERMAN, J. V Assistant Director for Export/Import 6c International 
Safeguards. ILS-14B. 03/06/30. lp 19367.361. 


0307100004 Amend 1 to Transnuc 1 ear , Inc export 1 ic ense- author i i in g 
shipment of Australian origin matl per 10CFR1 lO. S0(b > ( 4 ) . 

ZIMMERMAN, J. V. Assistant Director for E x p or t/ S mp or t k International 
Safeguards. RBU-411, 83/07/01. lp. 19967:360. 


8307180292 Forwards application for export license for minor nuclear 
export. Ltr of assurance required. W/o encl. 

ZIMMERMAN, J. V, Assistant Director for Export/ I mpor t 6* International 
Safeguards. 83/07/08 RAYMOND, J. J. Energy, Dept. of. Ip. 

19366: 162. 


0307180305 License for Transnuc 1 ear, Inc to export 2,002 mCi Cf-232, In 
cermet wire, to France. Prior US approval must be obtained 
before reexport of matl can be made to listed countries. 

ZIMMERMAN, J. Assistant Director for Expnrt/Impart International 
Safeguards. 83/07/11. 2pp. 19566:116. 


8307100333 Application for license to export xirconium tubing 4. bar 
stock to Norway 

WILSON, B D, General Electric Co. BDW-072-B3 03/06/30. lp, 

19363: 361. 


0307100336 Application for license to export 9.573 kg U-238, contained 
in one irradiated flux measurement capsule, to Belgium 
HENRY, L, G, New York, State Univ. of, Stony Brook. 83/07/06. 2pp. 
19363: 399. 


S3O710O338 Amend 2 to Transnuc lear, Inc export li tense, adding 
Transnuclear GmbH as addl intermediate consignee 

ZIMMERMAN, J. Assistant Director for Export/ Impor t k International 
Safeguards. 03/07/11. 2pp. 19641:302. 


0307100345 Application for license to export 107,902.90 kg thorium it 
10,006 33 kg U, contained In 3,000 short tons monaiite, to 
France. 

* Rhone-Poulene, Inc. 03/06/24. ip, 19641:299. 
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Q 30 T - 10-337-3 

t? *J53-t 
Qrjii}, jn 
r 1 1 


Elective Branch position re Safety Light Corp application 
3ftO.CCO Ci tritium over 3-yr period to Argentina. 

2 ia- Ira^, Israel, Libya* Pakistan. South Africa or 


CGVJ n£, Q State. 
Scientific Affairs 
Prcjrai-i, 0 1 «• * : 1 6 r . 


Dept of. Bureau of Oceans 6 Inti. Environ. 6 
83/Q7/0S EMtA, j ft Office of International 
lp. 19641 297 


9307200304 Advises that Ofc of Inti Nuclear Nonproliferation Policu i 
conjuct ion vj/Stato Dept, has regular communication w/ ,n 

Australian authorities re approval of export licenses 
W/o end. 

HART, T. A. Energy, Dept. of. 03/06/29. 1 IMMERNAN, J. V, Atsi.t-nf 

Director for E * port/Impor t It International Safeguard* In 

19ASA • 'lAV K- 


App 1 itaticn to amend license to eipoi-t. increasing 
* ,paT "* !. extending expiration date to June 193d, 
w-c.lr4tP.HF EitO. Inc. 53/06/23 2pp 19641 300. 


value of 


9307190033 l 
can tetfn»2 
ZIMMER «AN. 


jeeni* for Mitsui t Co (USA) Inc to export 61 
in 2J.294 ig U, is U h e i a f i u or i d e. to Japan 
J V Assistant Director for Eiport/Inpor t 6 
M3rf-H2-P6<A) 93/06/30 2pp 19656:260. 


1 kg U-235, 
Internationa 1 


Li '* n ** «sr«-20i4 nag be MSU0d.No mat! change d 
% * inc * issuance of License XSNrt-2030. 9 

Safeg^r^, ^ 3 / 06 /^ Dir9Z A tar * cr Eiport/Iaport 6 International 


license, adding 

, * Mj-.hscftule Hannover as another ultimate 

c=o::?":; of rit! to ° 978 ** u - 333 - 

'V”™** ; p ° r E ;$“r* 4 ,n ‘— 


“SnSUnSSVsE:-;""""--" 

j ^:^" n 0 ^ c r";' , " ep c °^;| 9 £i fd,i837877 “ : 


S3O7I90JSO 

to Taiwan 
CHIEN. f f 
S3/C2/23 


forwards application 
f> end use statement 

Ccard mat ion Coun 

DEan, D American 


for license 
W/o enc! 

C i 1 for North 

Institute in 


to export 70 kg enriched 

American Affairs. 

Taiwan. ip. 19656: 195 


U 


630719O2E2 

W*J, A K 
K> LE, J B 


L-tr of assurance re 
Coordination Council 
American Institute 


eiport Of 70 2 kg enriched U to Taiwan 
for North American Affairs. 93/06/30 
in Taiwan, 2pp 19636 193. 


H.107190439 License 
to all countries 
Mor»* 


for Safety Light Corp 
•»cept Kampuchea. Cuba. 


to eiport 360, OQO Ci 
Vietnam t, North 


tritium 


ZlMMfFMA>J. j 
Safe j uards 


/S"l 3 * 4 "= 


6 


International 


G307I9C445 Forward 
rspair of in- w s* 
KIEL. C ft 6llCn 
ZIMMERMAN, j V 
Safeguards ip 


* application for 1 
fuel assemblies to 
Nuclear Co. , Inc 
Assistant Director 
19636 160 


icense 
Sweden 
(subs 
for E* 


to eiport tie plates for 


of Enon Corp. ). S3/07/J3 

port/import tt International 


--S307W044? Appli C a tiDn 
m-w»t fuel asiembiie 

* Eixcr, Nuclear Co , 
19636 161 


for license 
* to Sweden 
Inc (subs. 


to export 
o# Exxon 


tie Plates for repair Df 
Corp. >. 93/07/13 Jp. 


S307JCD234 For war * t 

tui,ns * 

C Af,dlirv ip. 19656-360 

^30^20029 1 fteouestt 

^r 3 °r Tr , n „ " 4,,pUc4 “ o " Hen., „„ „ ot 

'° r E ' p0 ' ‘'Import t 3 Int,rn«foMl sifUJUSS?! ^ V ' 


0307290294 Ajplirjtin^ *. 


consigner 

»¥ uept of i p 19636.353 


83/06/21. 


B 3072 (J 0*96 License » A 

COtP tD # ^ 0rt kfl ^235, 




8307200319 Licen-so for Mitsubishi Inti Corp to export 412 ko 
U-235, c on ta i -n e d in 13,945 kg U, to Japan. 

ZIMMERMAN, J. V. Assistant Director for Exp or t/ Imp or t 8* I n terna 1 1 hn , i 
Safeguards HSA-5462-10. B3/07/08. 2pp 19696:339 ‘ " € * rna 1 1 0n « 1 


B3 tI 2 Japan ApplicaUon for licen! « *d export 937 kg U dioxide pawder 
?96a0^3l7°' ° ent3ral E1(f Ctric Co. ODW-O74-03. 03/06/30. lp, 


7 1 mmpomam , * j 7 * 1 l" P DWOer r arm, to Ci echo* 1 ovak la. 

ZIMMERMAN, J. V. Assistant Director for Expor t/Import & Int»rnjH« B i 
Safeguards, 03/07/12. 2pp. 19672:397. P 1 n «»Tna 1 1 ona 1 


8307210277 Executive Drench position re Mitsubishi Inti Cor 
application to -apart 2x139 kg U-235, con J d n 00. 4M 
U, to Japan. Li tense should be granted. 


DEVINE, J. B. State, Dept, of. 9 B3/07/08. 
International Programs, Director. 2 pp. 


SHEA, J. R. 
19672: 399. 


Office of 


r* v 1 V Ml 




dd"i n 2 tv 1 * uJud.;;, ,u "^?; n :: e sj ‘.°,r 



B^guard.. a 3 /c“ir an ^, C L°’' ^ndvlS^^ C^'p ‘ ‘"I;' 

prior to Nrc decision. * comment* of Executive Branch 

Z IMHERMANj J. V As 4 i 1 1 am t* rw*\ t » 

,o ^n^:r r ^ 

U-S3B. c«nu!n"d"ln' , «t!lnMM n i^,»[ 9 ‘ S7a m » 

zm'iwTI , 

Safeguards. 03 / 07 / 12 . lp. P 1 9672: 323 Elt pov * / t & International 

LiCB 


powder to Japan 
WILSON, D. D. Qene 
1 9672: 316, 


for Hcdnde to export It, 343 kg u dioxide 
Electric Co. DDW-07a-B3. B3/06/30. ip. 


a* 


B3D72i03B5 Appl lcatlon 
France. 

* . Energy, Dept. of. 


for license to ..port 19.80 k, U.e. u to 

93-34. 83/07/01. 2pp. l, t72:3a0 


" v ° rt H l kt t. 

93/07/0,. 2 , f ,MEBK^“i 0,,, ', S ; i '"' n ^nere 1 Atomlc Co . , E 

Internetionel SaP, 9 „ ardi 5pp n J 9 8 7 7 f'‘° r f ° r export/l«p„M i 


ti«wnr, w r. GA Te h - ' ‘ v, 1,0 Algeria. 

93/07/01. ZIMMER^Sn, J * ! ? C ' £°® nera 1 Co. IEL-4097 

International Bofegnarda. f ° r E «I"»-‘‘««Port i 

—8307220031 Applic»f-< 

min.^ ^ * ,PI>rk B - 8 k « 9“235, contaii 

« /0 >'a.. ip »"«■ ''General Atomic Co. tEL ., 097 . 


0307220165 Appli c *ti 
Poppets 6 nuts to- 
* Circle Seal Con 


on for 
Canada, 
fcrols. 


1 icons© 
P27630. 


^ export spare parts, O-rlngs, 

83/07/03. lp, 19692:333, 
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8307220903 Informs that License XBNK-2030 may be issued. No matl 
changed circumstances since issuance of License XSNM-201S 
MOORE#R N. Assistant Director for Expor t/ Import b International 
Safeguards. 83/07/00 Assistant Director for Ex p or t/ Impor t b 

International Safeguards. Ip. 19712:071 


0307220638 Forwards application for export license far minor nuclear 
export. Ltr of assurance required. W/d end. 

ZIMMERMAN. J. V Assistant Director for Export/Import b International 
Safeguards. 03/07/14. RAYMOND. J. J. Energy. Dopt. of. Ip. 

19697; 044. 


8307220640 Forwards application for export license for minor nuclear 
export. Ltr of assurance required. W/o end. 

ZIMMERMAN. J. V. Assistant Director for Export/Import b International 
Safeguards 03/07/14. RAYMOND. J. J. Enorgy. Dept. of. Ip. 

19697: 041. 


8307220642 ForwardB application for export license for minor nuclear 
export. Ltr of assurance required. W/o end. 

ZIMMERMAN. J. V. Assistant Director for Export/ Import b International 
Safeguards. 83/07/14. RAYMOND. J. J. Energy. Dept, of, lp. 

19697: 039. 


8307230071 Requests Executive Branch position re OA Technolog let. Inc 
applications for licenses to export TRIGA Mark 1 Research 
Reactor b 14, 1 kg enriched U to Algeria. W/o end. 

ZIMMERMAN. J. V. Assistant Director for Export/Import b International 
Safeguard*. 03/07/14, BTGIBER. C. R. State, Dept. of. Bureau of 
Oceans b Inti. Environ. & Scientific Affairs. lp. 19723:361. 


0307230086 License for Brunswick Corp.Circlfl Seal Control* to export 
miscellaneous specially designed spare parts for Circle 
Seal Valves to Canada. 

PETERSON, M. R. Assistant Director for Export/Import b I nternat i ona 1 
Safeguards. 83/07/13. lp. 19720:333. 


0307230009 License for Exxon Nuclear Co to export 40 tie plate 
assemblies 6 associated hardware to Sweden 

ZIMMERMAN. J. V. Assistant Director for Export/Import 6 International 
Safeguards. B3/07/14, lp. 19720:336. 


8307230093 Application for license to export spare p ar t ft , poppe ts. 
O-rings 6 springs for PIN P170-326 valve to Canada 
« Circle Seal Controls. P203O2. 83/07/03. lp, 19720:332. 


8307230097 Advises that license for Exxon Nuclear Co, Inc to export tie 
plate assemblies b associated hardware to Sweden issued 
W/o normal 13-day waiting period. 

ZIMMERMAN, J. V. Assistant Director for Export/ Import b International 
Safeguards, 03/07/14. Assistant Director for Export/Import b 
Intsrnat i onal Safeguard!, Ip. 19720:327, 


8307230102 Advises that license for Circle Seal Controls to export 
specially designed valve parts to Canada issued w/0 normal 
13-day waiting period- 

ZIMMERMAN, J, V. Assistant Director for Export/Import b Interna 1 1 ona 1 
Safeguards. 83/07/13. Assistant Director for Export/Import b 
International Safeguard!. lp. 19723:342. 


8307230331 AddI response to FOIA request for all correspondence between 
Nuclear Assurance Corp.NRC b DDT since June 1982 b documents 
re Chalk River Lab. Forward* App A documents. Documents 21-27 
withheld (ref FOIA Exemption 3). 

FELTON, J. M. Division of Rules and Records. 83/03/11. PUNTENNEY, J. 
Safe Energy Coalition. 3pp. 19716:018. 


—6307230338 Notifies that spent fuel shipments from AECL facility at 
Chalk River to DOE facility wilt be made under Export 
License ISNM-0 1003, Amends 1 b 2. Schedule b port of entry 
enc 1. Safeguards info deleted (ref 10CFR73.21). 

DANEBE. F. L, Nuclear Assurance Carp. FLD/83/ 143/ETB. 82/09/29. 

OQDY. A, Region 1. Office of Director. 2pp. 19716:033. 


0307230646 Ltr of anurahcs re export of 180 kg U-233, contained in 
3.600 kg U, to France b the Netherlands. 

MARCHAL. J. European Communities. Commission of. 83/07/12. 
RAYMOND, J, Energy, Dept. of. lp. 19716:338. 


0307230640 Ltr of assurance re export of 816 kg U-233# conte Ined in 
26# 065 kg U# to Japan. 

8HIRAKAWA, T. Japan, Govt, of, 83/07/19. RAYMOND, J. F. Energy, 
Dept. of. ip. 19716:339. 


0307230631 Forwards application for license to export 400 fuel pellets, 
containing 0. 051 kg U-233, to Belgium. 

CONLEY, DT, Babcock b Wilcox Co. 03/07/15. MODRE* N. Assistant 
Director for Export/Import b International Safeguards. lp. 

19716 : 360. 


—8307230636 Application for license to export 400 pellets containing 
0.031 kg U-233, to Belgium. 

CONLEY, D. T. Babcock b Wilcox Co. 03/06/14 lp, 19716 361. 


8307230635 Requests that 030228 application to export 14,000 kg U to 
Japan be Issued by 830803. 

NAKAMURA, N. Marubeni America Corp. (subs, of Marubeni Corp. >. 
83/07/13. ZIMMERMAN, J. V. Assistant Director for Export/Import b 
International Safeguards. 2pp. 19718:032. 


8307270073 Forwards applications for export licenses for minor nuclear 
export. Ltr of assurance required. 

ZIMMERMAN, J, V Assistant Director for Export/Import b International 
safeguards. 03/07/20. STDIEER, C. R. Energy, Dept, of lp. 

19811: 070. 


— 8307270079 Application for license to export 1 mg Cf-232 neutron soutco 
in special form MRC-Modei 2763 capsule to India, 

HOADLEY, S. Monsanto Research Corp. 063-82A0 < 40) . 83/07/20. lp. 

19S11: 071. 


—8307270086 Application for license to export 1 mg Cf-252 neutron source 
in special form MRC-Mod e 1 2765 capsule to India. 

HOADLEYi S, D, Monsanto Research Corp. 22B-02ACK4O ) . 03/07/20, 

lp. 19811:072. 


8307270093 Forwards application for export license for minor nuclear 
export. Ltr of assurance required. 

ZIMMERMAN, J. V. Assistant Director for Ex por t / Impor t b International 
Safeguards. 83/07/20. RAYMOND, J. J. Energy, Dept. of. lp. 

198U: 067, 


— B307270099 Forwards application to export 400 fuel pellets 
(92X U-23B b S'/, gadolinium) to Belgium. 

CONLEY, D T. Babcock t, Milcot Co. 83/07/13. MOORE, N. Assistant 
Director for Export/Import b International Safeguards. lp. 

19811: 068 


■8307270104 Application for license to export 400 pellets of 87. 
gadolinium b 927. unirrad iated U to Belgium. 

CONLEY, D, T. Babcock b Wilcox Co. 83/06/14. lp. 19811:069. 


8307270308 Discusses position re Exxon Nuclear Co, Inc application to 
import 52,000 kg U, enriched to 3. 03X U-235, from France. 

License should be issued. 

MOORE, R. N. Office nf International Programs, Director. B3/07/14. 
Office of International Programs, Director. lp. 19012:042. 


8307200105 Application for license to export 1 mg Cf-252 neutron 
source, in special form MRC-Model 2765 capsule, to India. 

HOADLEY, 3. Monsanto Research Corp. O63-02AO( 40 ) . B3/07/13. lp. 

19812:352. 

0307200190 Forwards application to export 150,000 kg Ur contained in 
natural 0 ore concentrates, to Canada. 

MOYERiRE. Pathfinder Mines Corp. 83/07/11. WRIGHT. B. L. Assistant 
Director for Export/Import b International Safeguards. lp. 

19026:066. 


— 8307280207 Application for license to export 130,000 kg natural 
U# contained in natural U ore concentrates, to Canada. 

MOYER, R. Pathfinder Mines Corp. 03/07/11. lp. 19926:067. 


0307280466 Application for license to export 1 mg Cf-252 neutron 
source in special form MRC-Model 2763 capsule to India. 

HOADLEY, 8. D, Monsanto Research Corp. 228-02AOI4O). 83/07/13. Ip. 

19826:042. 


0307200467 Application for license to export 500 xnCi Cf-252 to Japan. 
BAI TO, T. Mitsubishi International Corp. (subs, of Mitsubishi Corp.). 
64-7780-03. 83/07/14. ip. 19026:043. 


8307290316 License for Mitsui b Co# Inc to export 816 kg U-233, contained 
in 26, 065 kg U, to Japan. 

PETERSON, M. R. Assistant Director for Export/Import b Interna t Iona 1 
Safeguards. MBK-F3-R8. 83/07/21, 2pp. 19858:157. 
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BECKHAM, J. T 
BECKHAM, J. T. 

BECKMAN, D. A 
BELANGER, j. L . 
BELISLE, 0. A 
BELI6LE, G A 

belisle, 0. a. 


50-309 

R 

DELKNAP, L. 

50-29 

R 

DELL. li. J. 

WASTE MOT 

BELL, C. R. 

70-2900 


BELL, D 0. 

30-192 

F 

BELL, J. 

30-247 

Q 

BELL, J. 

30-528 

8 

BELL, L, W. 

30-400 

0 

BELL, M. J. 

30-400 

G 

BELL, M. J. 

30-400 

0 

BELL, M. J. 

30-400 

0 

BELL, M. J. 

30-400 

G 

BELL, M. J. 

50-400 

G 

DELL, M. J. 

PR 


BELL, M. J. 


8307050271 

B3070B0375 

8307080373 

8307000303# 

8307,30231 

B307 130231 
8307140443 
8307140443 
8307150201 
8307150201 

8307190229 

0307190229 

8307190250 

8307190230 

8307190274 

8307190274 

8307190283 

8307190203 

8307210203 

8307210203 

0307250337 

8307250337 

83072801*3 

8307200163 

8307290142 

8307010110 

8307050023 

8307030337* 

8307110223 

8307110225 

8307110229* 
8307110309 
8307110314 
83071 10429 
83071 10433# 

8307100100 s 

8307210011 S 

8307250194 g 

8307250230 g 

8307250240* 3 

8307250267 3 

8307250278# 51 

8307260468 g ( 

8307270335 3( 

8307270439 g< 


50-400 Q 
50-400 (J 
50-400 Q 
50-400 0 
30-400 G 


8307140115 

8307190453 

8307100311# 

8307270102# 

8307110503 

8307220262 

8307050094# 

8307190256 

8307250409 

8307210233# 

8307120160* 

8307120014 

8307140243 

8307220501 

8307270035 

8307250060* 
8307 120439# 
8307140236* 
8307140421# 
8307220209* 


CONTRACT 
CONTRACT 
50-155 p 
50-395 F 
MISC 


BELL, N. 

BELL, N. 

BELL, N. 

DELL, N, 

BEMIS, P. 

PEMI9, P, 

BEMIS, P. 

BEMIS, P. 

BEMrs, P. 
BERGDOLL, T. E. 

BERODOLL, T. E. 
BERGER, H. 
BERGER, H. 
BERQGREN, J. 8. 
BERGMAN, K. H. 

DERGQUIBTi 8. H. 
BERICK.D. 
BERLAD, A, L. 
BERLIN, K. 
BERLIN, K. 

BERLIN, K. 
BERLIN, K: 
BERLIN, K 
BERLIN, K. 
BERLIN, K. 

BERLIN, K. 
BERLIN, K. 
BERLIN, K. 
BERLIN, K. 
BERLIN, K. 

BERLIN, K. 
BERLIN, K. 

BERLIN, K. 
BERLIN,K. 
BERNABEI, L. 

bernabei.l. 

BERNABEI, L, 
BERNHOFT, 8. L 
BERNHOFT, g L 
BERNSTEIN, S, 

BERRY, D. L. 

BERRY, D. L. 

BERRY, D. L. 

BERRY. Z. E 
BERRY, Z. e. 

berry, z. e. 
BETTENHAUSEN, L 

bettenhausen, lI 

BETTENHAUSEN, L 
BETTENHAUSEN, L.’ 

BETTENHAUSEN, L 
Beyer, a. r, 
bhatti, m. h. 
BIALIK, E. I. 
BIALIK, E. I, 


50-244 

50-387 

S 

G 

BIALIK, E. I 

30-498 

0 

bibb, h. e, 

30-329 

G 

B IBB, H. E. 

30-329 

P 

bicker, b. 0 


bioinoer, 0. H. 

30-537 

T 

BIDINGER, 0. H 

30-321 

p 

50-321 

Q 

BIELAWSKI.A p 

50-321 

p 

BIELAWSKI, A. p‘ 

30-321 

K 

BIGGS, j, m 
bilanin, a. j. 

50-334 

G 


50-373 

Q 

binford.f. t 

50-280 

Q 

BINFCIRD, F. f 

50-302 

G 

8 inford, f. j] 

50-324 

Q 

binford.f. T 

BINGHAM, U. 0 


ACCESSION 

NUMBER 

8307030089# 

0307150363 

0307120176# 

8307120032# 

8307110396# 

8307230413# 

8307120176# 

0307220089 

8307220094* 

0307220099* 

8307220107# 

0307220112# 

0307220137 

8307220380 

8307200126 

8307200131# 

0307200134# 

8307200138# 

8307260290 

8307220141# 

8307220207# 

8307220317# 

0307220344* 

0307220576# 

8307030321# 

8307190430# 
8307200329 
8307200329 
83071 10276# 
8307200212# 1 

8307120377# \ 

8307070159 f 
8307230530 f 
8307030244 * 

8307050247# « 

8307050251# 3 

8307190076 3 

8307190076 3 

8307190081# g 
8307190081# 3 

8307210041# 31 

8307260243 g, 
83072*0231 31 

8307260367 5< 

0307260367 3< 


8307260403 30-329 0 
0307260403 30-329 0 
8307260407# 30-329 0 
8307260407# 30-529 0 
0307200161 30-327 Q 


SUBJECT 

CATEGORY 


30-320 q 
30-337 j 
WASTE M&t 
WASTE MOT 

waste mot 

WASTE MOT 
WASTE MGT 
WASTE MOT 
WASTE MOT 
30-460 0 


30-324 Q 
30-324 q 
30-400 Q 
90-324 Q 
CONTRACT 

CONTRACT 

ACR8 

ACR8 

50-461 0 

CONTRACT 


8307280161 
8307280161 
8307 1 1 0277 
8307 1 ] 0284 
8307130393# 

8307030463 

8307130131 

8307130336 

0307120424 

8307130266 

8307220478 

8307010012# 

8307010021# 

8307110266# 

8307210212# 

0307210226# 
8307230123# 
8307260024# 
8307070! 10 
83070701 14 

8307080499 

8307140134# 

8307140410# 

8307030032# 

8307110162 

8307200392 

8307190126 

8307190126 

8307280297# 

8307190074# 

8307200026 
8307200026 
8307200043 
8307200043 , 

8307120303# | 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

birgel, s. h. 

03O7OBO331* 

CONTRACT 


birkel, r, a. 

0307220636 

30-269 

P 

B IRKENHEIER. J. 

0307140471 

30-322 

G 

B IRKENHEIER, J, 

8307140471 

30-322 

G 

B1SCH0FF. C, A. 

6307190137 

30-329 

G 

BISCHOFF/ C, A. 

8307190137 

30-329 

G 

BIBCHOFFi C. A. 

8307190227 

30-329 

0 

BISCHDFF, C. A. 

B307190227 

50-329 

0 

BISCHDFF, C. A. 

0307190232* 

30-329 

G 

BISCHOFF, C. A. 

0307190232* 

50-529 

G 

B ISHOP, T. E. 

0307200240* 

CONTRACT 


BISHOP, T. W. 

0307120312 

30-273 

G 

BISHOP, T. W. 

0307120340 

30-361 

Q 

BISHOP, T. W. 

0307130213 

90-206 

0 

BISSETT, T. A. 

0307130313* 

30-434 

A 

BLACK, D. 

0307120592 

90-416 

S 

BLACK, K. 

0307050427* 

MISC 


BLACK, R. 

0307190230* 

50-329 

T 

BLACK, R. 

8307190258* 

50-329 

T 

BLACKMON, T. 0. 

0307060106 

90-237 

F 

BLACKWOOD, E. 

0307120318 

PR 


BLACKWOOD. E. 

0307120362 

PR 


BLACKWOOD. E. B, 

8307130236 

PR 


BLAKE, £. L. 

8307130329 

50-289 

0 

BLAKE, E. L. 

8307130329 

90-209 

0 

BLAKE, E. L. 

8307190077 

50-289 

0 

BLAKE, E. L. 

0307190077 

90-289 

0 

BLAKE. E. L. 

0307190260 

30-302 

0 

BLAKE, E, L. 

8307200213 

30-209 

0 

BLAKE, E. L, 

0307200213 

50-209 

0 

BLAKE, E. L. 

0307270130 

30-289 

0 

BLAKE, E. L. 

0307290130 

50-209 

0 

BLAKE, J. 

8307220494* 

30-389 

G 

BLAKE, J. J. 

0307140041* 

30-259 

Q 

BLAKE, J. J. 

03O714OO0B* 

50-230 

Q 

BLAKE, J. J. 

0307140103* 

50-309 

G 

BLAKE. J. J, 

0307140117* 

30-309 

G 

BLAKE, J. J 

0307220022* 

30-333 

Q 

BLAKE, J. J. 

0307220400* 

30-333 

Q 

BLANCHARD, T. 

0307060239 

50-336 

S 

BLAZEY, 0. FL 

0307060190 

90-209 

0 

BLAZEY, D. R. 

8307130329 

50-209 

0 

BLAZEY, D. R. 

0307130333* 

50-289 

0 

BLOCH, P. B. 

0307000201 

50-443 

G 

□LOCH, P. 0. 

0307000461 

30-443 

G 

BLOCH, P, B. 

0307080466 

50-443 

G 

□LOCH, P. B. 

0307110040 

30-443 

G 

BLOCH, P. B. 

0307140430 

30-440 

G 

BLOCH, P. B. 

8307230331 

50-443 

0 

BLOCH, P. B. 

83072BQ1 40 

30-443 

0 

BLOOM, J. Q. 

B307200201 

50-434 

0 

BLUMBERO, N. 

6307210226* 

30-412 

Q 

BOCCIO, J. 

8307130149 

NUREG 


BOEOLI, J. S 

8307110270* 

30-413 

Q 

BOGART, D. 

8307130088 

30-302 

R 

DOLLINO, L A. 

8307290312 

I&E 


BOMBEROERrC. 

8306060293* 

30-254 

P 

BQrtBEROER, C, 

0306100146* 

30-237 

P 

□ □MBERGEH, C. 

B306 140436* 

30-344 

P 

BOliBERGER, C. 

0307070302* 

50-266 

P 

BONNEB, G. 

0307130376* 

CONTRACT 


BOOK, H. E. 

0307060236 

30-224 

G 

BOOK, H. E. 

0307060243* 

30-224 

Q 

COOK, H. E. 

8307060401 

27-40 


BOOK, H E. 

9307060407* 

27-48 


BOOK, H. E, 

8307120096 

70-1339 


BOOK, H. E. 

0307120101* 

70-1339 


BOOK, H. E. 

0307180110 

70-1257 


BOOK, H. E. 

0307100117* 

70-1257 


BOOK, H E. 

0307100244 

70-113 


BOOK, H. E. 

0307260432 

27-40 


BOOK, N. E. 

0307260436* 

27-40 


BOOK, H. E, 

0307260478 

70-1007 


BOOK, H. E. 

0307260402* 

70-1007 


BOOKER, J. E. 

0307030127 

30-490 

S 

BOOKER, J. E. 

0307030144 

30-438 

8 

BOOKER, J. E. 

0307030206 

50-498 

S 

BOOKER, J. E. 

0307030200 

30-490 

S 

BOOKER, J. E. 

8307030216 

30-438 

8 

BOOKER, J. E. 

8307090230 

30-450 

8 

BOOKER, J. E. 

8307060017 

30-450 

A 

BOOKER, J. E, 

8307000332 

30-498 

8 

BOOKER, J. E. 

8307000336 

30-498 

8 

BOOKER, J. E. 

0307080374 

30-458 

a 

BOOKER, J. E. 

0307000413 

30-498 

s 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 
NUMB Eft 

SUBJECT 

CATEGORY 

BOOKER, J E. 

0307130173 

50-430 

S 

BOOKER, J. E. 

8307130326 

30-490 

S 

BOOKER, J, E. 

0307130378 

30-490 

S 

BOOKER, J. E 

0307190179 

50-490 

S 

BOOKER, J, E. 

0307230284 

30-490 

B 

BOOKER, J. E, 

0307230447 

50-438 

a 

BOOKER, J. E. 

0307230466 

50-498 

S 

COOKER, J. E. 

0307260003 

50-499 

A 

BOOKER, J. E. 

0307260036 

50-458 

a 

BOOKER, J. E. 

0307260414 

50-430 

8 

BORDENICK, 0 M. 

B307140439 

50-322 

0 

BORDENICK, B M. 

03O714O442 

30-322 

0 

BORDENICK, B. rt. 

0307140446 

90-322 

0 

BORDENICK, D. M. 

0307100134 

30-322 

G 

BORDENICK, B. M. 

0307200089 

30-322 

0 

BORDENICK, D. M. 

0307200102 

30-322 

G 

BORDENICK, B- M. 

0307230140 

50-322 

G 

BORDENICK, 0. M. 

0307230233 

30-322 

T 

BORDENICK, B. M. 

9307230270 

30-322 

G 

BORDENICK, B. M. 

0307230279* 

50-322 

0 

BORDENICK, B. M, 

0307260049 

50-322 

G 

BORDENICK, B. M. 

8307280039 

90-322 

0 

BORDENICK, B. M 

8307290008 

50-322 

0 

BOR DINE, T. C. 

8307030076 

30-139 

S 

SORDINE, T. C. 

8307030103 

30-135 

6 

BORDINE, T.C. 

8307000443 

50-159 

0 

BORDINE, T. C. 

8307110249 

50-135 

G 

BORDINE, T. C. 

8307180302 

50-135 

P 

BORDINE, T, C. 

0307200073 

50-135 

P 

BORDINE, T, C. 

0307220174 

90-135 

P 

BORDINE, T. C. 

0307220106 

30-133 

F 

BORNES, R. P. 

0307130263 

90-461 

S 

BGSNAK, K. P. 
BOTHMAN, J. 

0307070164 

8307200033 

30-361 

TOPREP 

P 

BOUCHARD, G, H. 

8307030148 

90-213 

8 

BOUCHEY, 0. D. 

0307050 001 

30-397 

A 

BOUCHEY, 0. D. 

8307050004 

30-397 

E 

BOUCHEY, G. D. 

0307030022 

50-397 

A 

BOUCHEY, Q. D. 

0307050005 

50-397 

G 

BOUCHEY, Q. D. 

8307050136 

90-397 

E 

BOUCHEY, G. D. 

0307030196 

90-397 

e 

BOUCHEY, 0. D, 

8307050270 

30-900 

A 

BOUCHEY, G. D. 

0307060043 

90-397 

E 

BOUCHEY. G. D. 

0307060233 

30-300 

A 

BOUCHEY, G. D, 

BOUCHEY, G. D. 

0307070006 

8307070120 

90-397 

PR 

A 

BOUCHEY, 0. D. 

8307000324 

90-300 

A 

BOUCHEY. G. D. 

8307110007 

90-397 

E 

BOUCHEY, 0. D. 

B3071 10321* 

50-397 

F 

BOUCHEY, 0. D. 

0307120309 

30-397 

E 

BOUCHEY. 0. D. 

8307120339 

50-397 

F 

BOUCHEY, G. D. 

B307 120345 

30-397 

H 

BOUCHEY, 0- D. 

0307130227 

90-397 

A 

BOUCHEY, 0. D. 

0307130310 

90-300 

F 

BOUCHEY, G. D. 

BOUCHEY. G. D. 

8307190213 

0307200438 

50-397 

70-2900 

A 

BOUCHEY, 0. D. 

8307230133 

30-300 

A 

BOUCHEY, G. D. 

8307270432 

50-397 

F 

D0UKN1GHT, R. J. 

8307110210 

30-393 

8 

BDUKNIGHT, R. J. 

8307110262 

50-393 

S 

B0UKN1GHT, R. J. 

8307 1200B1 

50-393 

0 

BOUKNIGHT, R. J. 

8307120430 

30-395 

a 

BOUKNIGHT, R. J. 

8307220204 

30-395 

s 

BOUKNrGHT, ft. J. 

B3O72SO130 

30-395 

S 

BOUKNIGHT, ft. J. 

0307230496 

50-393 

9 

BOUKNIGHT, ft. J. 

0307290915 

30-393 

3 

BOUKNIGHT , ft. J. 

0307260937 

50-393 

0 

BOUKNIGHT. ft. J. 

0307290173 

90-393 

S 

BOUKNIGHT, ft, J. 

0307290186 

30-393 

s 

BOURNIA. A. 

0307200233 

50-373 

p 

BOWLER, W. 0. 

0307270401 

WASTE MOT 

BOYD, D. C. 

0307060138* 

30-316 

G 

BOYD, D.C. 

0307180129* 

30-153 

Q 

BOYER, L. E. 

8307110506* 

30-324 

F 

BOYER, L. E. 

0307110909* 

50-324 

F 

BOYER, R. E. 

0307290333 

30-206 

9 

BOYER, R. E. 

0307290461 

50-322 

S 

BOYER, V. 9. 

0307010190* 

30-332 

K 

BOYER, V. 8. 

0307150292 

50-277 

F 

BOYER, V, 8. 

8307290101 

30-277 

F 

BOYLE, R. 

8307260204 

WASTE MOT 

BOYLE, R. ft. 
BRACKEN. K. W. 
BRADBURY, R. B. 
BRADBURY. R. B. 

8307260070 

8307280034 

0307070120 

0307150237 

WASTE MOT 
71-9136 

PR 

PR 


425 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BRADBURY, ft. B. 

0307200179 

GEN TEC 

IS 

BRADFORD, W. H. 

0307 1 40184* 

30-364 

Q 

BRADFORD. W. H. 

0307220349* 

50-34B 

0 

BRADLEY, E. J. 

0307010093 

30-392 

A 

BRADLEY, E. J. 

0307010165 

30-392 

K 

dradley, e. J, 

0307060243 

30-392 

E 

BRADLEY, E. J. 

0307070037 

30-332 

A 

BRADLEY. E. J. 

0307070167 

50-332 

A 

BRADLEY, E. J, 

S3O7O7O206 

50-332 

A 

BRADLEY, E. J. 

0307000296 

30-332 

A 

BRADLEYrE. J. 

8307080300 

30-332 

A 

BRADLEY, E J. 

0307080494 

30-277 

J 

BRADLEY, E. J. 

0307080503 

30-332 

A 

BRADLEYrE. J. 

0307110459 

30-332 

A 

BRADLEY, E. J. 

8307110491 

30-332 

A 

BRADLEY, E. J. 

0307 1 20330 

30-332 

A 

BRADLEY, E. J. 

8307120534 

30-332 

E 

BRADLEY, E. J. 

0307 130271 

30-332 

A 

BRADLEY, E. J. 

8307 1 50067 

30-332 

E 

BRADLEY, E. J. 

0307 1 30069 

30-332 

E 

BRADLEY, E. J. 

0307130073 

30-332 

A 

BRADLEYrE. J. 

8307130076 

30-332 

F 

BRADLEYrE. J. 

0307130132 

30-332 

E 

BRADLEY.E. J 

8307180034 

30-332 

E 

BRADLEY, E. J. 

8307190002 

30-332 

C 

BRADLEY. E. J. 

8307 1901 IB 

30-332 

A 

BRADLEY, E. J. 

0307190121 

50-332 

A 

BRADLEY, E. J. 

B307 190197 

50-332 

A 

BRADLEY, E. J. 

0307220233 

90-277 

K 

BRADLEY, E. J. 

0307260147 

50-332 

A 

BRADLEY. E. J. 

0307260390 

50-332 

A 

BRADLEY, E. J. 

0307260372 

30-332 

A 

BRADLEY, E. J. 

0307280063 

30-332 

K 

BRADLEY. E. J. 

0307280242 

30-352 

A 

BRADLEY. E. J. 

8307200237 

30-392 

A 

BRADLEY. E. J, 

0307200294 

30-332 

A 

BRADLEY, E. J, 

0307200330 

30-392 

A 

DRADLEY, E, J. 

0307200330 

30-392 

A 

BRADLEY, E. J. 

0307200420 

30-392 

A 

BRADLEY. E. J. 

0307290080 

50-392 

A 

BRADLEY, E. J. 
BRADLEY. E. J. 

0307290317 

0307290329* 

70-2900 

70-2900 


BRAMLETT , L. B. 

0307220305 

30-360 

n 

BRANAGAN. E. F. 

03071 I0S70* 

30-413 

G 

branagan, e. f. 

0307110302* 

30-413 

0 

BRANAQAN.E. F. 

0307120197* 

30-937 

T 

BRAND, D, A. 

0307060199* 

30-273 

P 

BRANDENBURG, B. 

0307120963 

30-247 

0 

BRANDENBURG, B. 

8307180060 

30-247 

G 

BRANDT, C. T. 

0307190233* 

30-443 

0 

BRANDT, C. T, 

0307230339* 

30-443 

0 

BRANNIN, J. P. 

0307110245 

30-39? 

s 

BRANNIN, J. P. 

0307110402 

50-389 

a 

BRANNIN, J. P- 

8307120420 

30-389 

a 

BRANT, K. T. 

0307 110427 

30-317 

a 

BRAY, T. C, 

B307070 161 

30-297 

s 

BREAUX, 8. 0, 
DRENIZER, J. S. 

0307060192* 

0307120206 

QA999 

30-62 

, 

BRENEZEft, J. 8. 

03 07230 321* 

90-62 

i 

BRENNER, L. 

0306030332 

30-332 

i 

BRENNER, L. 

0307110319 

30-322 

0 

BRENNER, L. 

0307110336 

30-322 

0 

BRENNER, L. 

8307180426* 

30-322 
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30-309 

P 

CLARK, ft. A. 

8307190376 

30-317 

P 
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P 
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8307270030* 

30-266 

P 

CLARK. R. A. 

8307270037 

30-344 

F 

CLARK, R. A. 

8307270050* 

30-267 

U 

CLARK, ft. A. 

8307270039 

30-282 

s 

CLARK. R. A. 

8307270243 

50-266 

p 

CLARK, ft. A. 

8307270235 

30-333 

p 

CLARK, ft. A. 

0307270261 

30-283 

F 

CLARK, R. A. 

0307270267 

30-344 

F 

CLARK, R. A. 

0307270303 

50-317 

P 

CLARK, R. A. 

0307270333 

30-266 

P 

CLARK, R. A. 

B3O72BO1O0 

50-317 

P 

CLARK, R. A. 

8307280465 

30-333 

P 

CLARK, R. A. 

9307290001 

30-292 

P 

CLARK, ft. A. 

8307290464 

30-266 

P 

CLARK, R. A. 

8307290466 

30-344 

P 

CLARK, R. A. 

8307290498 

30-285 

P 

CLARK, R. A. 

0307290543 

30-309 

P 

CLARK, R. A. 

0307290348 . 

30-309 

P 

CLAU3S, J. M. 

0307050094* 

50-387 

Q 

CLAY, E. L. 

CLAY, E. L. 

CLAYTON, F. L. 

8307010003 

8307140283* 

8303100000 

70-1201 

70-1201 

50-340 

8 

CLAYTON, F. L. 

8307010132 

30-364 

P 

CLAYTON, F. L, 

0307010182 

30-348 

P 

CLAYTON, F. L. 

0307070080 

30-340 

P 

CLAYTON, F.L. 

8307070104 

30-348 

P 

CLAYTON, F. L. 

B3070B0272 

30-348 

P 

CLAYTON, F, L. 

8307080300 

50-348 

P 

CLAYTON, F. L. 

8307000402 

30-348 

K 

CLAYTON, F, L. 

8307080479 

50-340 

P 

CLAYTON. F. L. 

0307120286 

30-348 

B 

CLAYTON, F. L. 

8307120483 

50-348 

P 

CLAYTON, F. L. 

8307120376 

30-348 

8 

CLAYTON, F. L. 

8307130262 

30-348 

P 

CLAYTON, F. L. 

8307140427 

30-340 

G 

CLAYTON, F. L. 

0307150093 

30-340 

P 

CLAYTON, F.L. 

8307130097 

30-348 

P 

CLAYTON, F. L, 

8307130103 

30-348 

8 

CLAYTON, F.L. 

8307100095 

50-340 

R 

CLAYTON, F.L. 

8307190108 

50-340 

ft 

CLAYTON, F. L. 

0307190113 

50-364 

ft 

CLAYTON, F. L. 

0307190144 

30-364 

P 

CLAYTON, F. L. 

8307200106 

30-364 

P 

CLAYTON, F. L. 

B307220303 

30-348 

8 

CLAYTON, F. L. 

8307220338 

30-348 

S 

CLAYTON, F. L. 

8307220530* 

30-348 

a 

CLAYTON, F. L. 

0307290170 

30-348 

s 

CLAYTOR, T. N. 
CLEMENTS, B. R. 

0307090133 

8307210152 

NUREG 

30-443 

K 

CLEMENTS, B. R. 

B307260391 

30-443 

S 

CLEMONS, P. 

0307110366* 

50-334 

G 

COATS, ft. M, 

8307060191 

30-261 

0 

COBB, A. B. 

8307190106 

30-416 

P 

COCHRAN, T. B. 

0307120557 

30-337 

T 

COCHRAN, T. B. 

8307120357 

30-537 

T 

COFFEY, E. C. 
COFFEY, J. A. 

8307030203* 

9307120219 

CONTRACT 

30-239 

S 

COFFEY, J. A. 

8307220266 

30-239 

s 

COFFEY, J. A. 

0307220433 

30-259 

R 

COFFMAN, F. D. 

0305030003* 

30-322 

A 

COFFMAN, F. D. 

8303050338* 

30-322 

A 

COFFMAN, F. E. 

8307110111 

WASTE MOT 

COFFMAN, F. E. 

8307200495 

30-201 

P 

COFFMAN, F. E. 

B307270133 

WASTE MGT 

CQGBURN, T. H. 

COGBURN, T. H. 
COHALAN, P. F. 

8307010044 

0307010044 

8307030067 

TOPREP 

TOPREP 

50-322 

0 

COHEN, I. 

8307010049* 

50-220 

Q 

COHEN, L. 

COHEN, T. 

8307180124 

8307110339* 

NUREG 

30-244 

G 

COHN, 0- K. 

8307200198* 

CONTRACT 

COLBURN, T. G. 

8307230323 

30-266 

P 

COLE, 0. F, 

0307210047 

30-330 

A 

COLE, R. F. 

8307200144 

30-332 

0 

COLEY, J. L. 

8307140041* 

50-239 

Q 

COLLINS, D. M. 
COLLINS, D. M. 
COLLINS, J. T. 

0307110103 

0307230437 

0307190103 

I*E 

HE 

30-267 

J 

COLLINS, 6. 

8307280290* 

30-309 

G 

COLLINS, S. 

9307280311* 

30-206 

0 

COLLINS, T. R 

8307140368* 

90-327 

G 

COLOMBO, R. 

0307260353 

30-312 

R 

COLOMBO, R. W. 

8307120321 

30-312 

S 

COLOMBO, R. W. 

8307180010 

30-312 

S 

COLOMBO, R. W 

8307190109 

30-312 

S 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

COLOMBO, R. W. 

0307190161 

30-312 

8 

COLOMBO, R. W. 

0307200393 

50-312 

B 

COMBS, F. C. 

030721 0080* 

FOIA 


COMBS. F. C. 

8307210093* 

FOIA 


COMBS, F. C. 

0307210321* 

FOIA 


CONLEY. D. T. 

0307230631 

XPORTLIC 


CONLEY, 0. T. 

0307230636* 

XPORTLIC 


CONLEY, D, T. 

0307270099* 

XPORTLIC 


CONLEY, D. T. 

0307270104* 

XPORTLIC 


CONLON, T. E. 

0304200329* 

30-369 

a 

CONLON, T. E. 

0307140124* 

30-416. 

Q 

CONLON. T. E. 

S307140I33* 

30-413 

Q 

CONLON, T. £. 

8307140136* 

30-250 

a 

CONLON,!. E. 

0307140249* 

30-424 

a 

CONLON, T. E. 

0307140303* 

30-400 

G 

CONLON, T. E. 

0307220247* 

30-438 

G 

CONLON, T. E. 

0307220341* 

30-309 

a 

CONLON, T. E. 

0307200264* 

30-440 

a 

CONNER, E. 

0307280333 

30-219 

8 

CONNER, E. L. 

0307010023* 

30-219 

Q 

CONNER, E. L. 

0307210078* 

30-332 

Q 

CONNER, T. B. 

8307060409 

30-332 

0 

CONNER, T. B. 

8307060409 

30-332 

0 

CONNER i T. B. 

0307190191 

30-410 

0 

CONNER, T- B. 

0307190191 

30-410 

0 

CONNER, T. 8. 

0307190199 

30-338 

0 

CONNER, T. B. 

0307190199 

30-358 

G 

CONRAN, J, 

8307260301* 

30-322 

A 

CONRAN, J. H. 

0306080369* 

30-322 

A 

CONRAN, J. H. 

8306080379* 

30-322 

A 

CONRAN, J. H. 

8306000394* 

30-322 

A 

CONSTABLE, 0. L. 

8307130284* 

30-392 

0 

CONWAY, J. T. 

8307290129* 

QA999 


CONWAY, R.E. 

B3O7220173 

30-424 

B 

CONWAY, R. E. 

8307220324 

30-424 

s 

COOK, F. R- 

B30709012B 

PROJ 


COOK, F, R. 

8307260027 

WASTE MOT 

COOK, F. R. 

8307260222 

WASTE MOT 

COOK, F. R. 

8307260276 

WASTE MOT 

COOK, F. R. 

0307260203 

WASTE MOT 

COOK, J. 

B307 120527 

30-333 

R 

COOK, J. W. 

8307060011 

30-329 

S 

COOK, J. W- 

8307060336* 

30-329 

G 

COOK, J. W. 

0307070132 

30-329 

E 

COOK, J.W. 

8307090436 

30-329 

8 

COOK, J. W. 

9307110405 

30-329 

A 

COOK. J. W. 

B307 120243 

30-329 

A 

COOK, J, W. 

0307140211 

30-329 

A 

COOK, J. W. 

0307180171 

30-329 

0 

COOK, J. W, 

0307180270 

30-329 

8 

COOK, J. W. 

8307220402 

30-329 

A 

COOK. J. w. 

8307230123 

30-329 

G 

COOK, J. W. 

0307230431 

30-329 

8 

COOK, J. W. 

0307260236 

30-329 

E 

COOK, J. W. 

8307260320 

30-329 

A 

COOK, J. W. 

8307260451 

30-329 

Q 

COOK, J. W. 

8307200191 

30-329 

8 

COOK, J. W. 

8307280272 

30-329 

8 

COOK, K. V. 

8307250311 

NUREG 


COOK, R. J. 

0307050017* 

30-329 

R 

COOK, R. J. 

8307140344# 

30-329 

a 

COOL, D. A. 

8307060493 

40-6940 


COOL, 0. A. 

8307060497# 

40-6940 


COOL, D. A. 

8307180006 

70-2982 


COONEY, M. J, 

0307210043 

30-277 

R 

COONEY, M. J. 

8307220300 

30-277 

R 

COONEY, M. J. 

8307220404 

30-277 

8 

COONEY, M. J. 

8307220424 

30-277 

8 

COONEY, M. J. 

0307220466 

30-277 

8 

COONEY, M. J. 

8307220469 

30-277 

8 

COOPER. W. E, 

0307050093 

30-273 

R 

COOPER, W. E. 

8307030245 

30-273 

R 

COOPER, W. E. 

8307060233 

30-273 

P 

COOPER, W. E. 

8307130097 

30-275 

P 

COOPER, W. E. 

0307130207 

30-273 

R 

COOPER, W, E. 

8307190044 

30-273 

P 

COOPER, W. E. 

0307200081 

30-273 

R 

COOPER, W. E. 

8307220334 

30-273 

P 

COOPER, W. E. 

8307260506 

30-273 

R 

COOPER, W. E. 

8307260539 

30-273 

R 

COOPER, W. E. 

8307280292 

30-273 

P 

COPELAND, R, A. 

0307030009 

TOPREP 


COPELAND, R. A. 

03071 S034B 

TOPREP 


COPELAND, V. G. 

9307190126 

30-434 

G 

COPELAND, V. G. 

9307190126 

30-434 

0 



428 


author 


COPELAND. V 3 
COPELAND. V G 
COfiLEf. W 0 
CORLEY. U 0. 
COPLEY. W C. 

COflflIEfl.W H 
CQRH|£R,W H 
CORMIER. W H 
CORMIER. W H 
CORMIER, u H 

CORYELL. O P. 
CORYELL, Q P 
COSTELLO* F. 
COSTELLO. F 
COSTELLO. F. 

COSTELLO, J 
COSTELLO. J R 
COSTELLO, 0 
cotter. a p 
COTTER. 0 P 

COTTER. B P. 
COUNSIL. W. 0 
COUNSIL. W 0 
C0UM3IL.W 9 
C0UN9IL.W 0. 

CD0N3lLrW G 
COUNSIL, W 0 
COUNCIL. W 0 
COUNSIL. U 0 
COUNSIL. W 0 

COUHSIL.W 0. 
COU48JL.W.O 
C0UNSIL> W Q 
COUNSIL. W 0 
COUNSIL. W. 0 

COUNSIL. W C 
COUHSIL.W 9 
COUHSIL.W Q 
COUNSIL, W Q 
COUNSIL. WO 

COUNSIL. U G 
COUNSIL, VI 0. 
COUNSIL. W 0 
COUHSIL.W 0 
COUNSIL. H. 0 

COUNSIL. W C 
COUNSIL. W 0 
COUNSIL, H G 
COUNSTL. M Q 
COUHSIL.W 0 

COUNSIL, W O 
COUNSIL. W. 0 
COUNSIL, W 0 
COUNSIL, W G 
COUNSIL. H O 

COUHSIL.W C 
COUNSIL, W 0 
COUNSIL, W 9 
COUNSIL. W Q 
COUHSIL.W. 0 

COUNSIL, H. Q 
COUHSIL.W G 
COUNSIL, H 0. 
COUHSIL.W 0 
COUHSIL.W 9. 

COUNSIL, W. 0 
COUNSIL. W. 0. 
COUNSIL, W 0 
COUNSIL, W Q 
COUNSIL, W 0 

COUNSIL, W, 0 
COUHSIL.W O 
COUHSIL.W G 
COUNSIL. W 0 
COUHSIL.W 0 

COUNSIL. W. « 
COWARD, 0 A 
COWGJLL.C 
COX. 0 L 
COX. ft T 

COX , h T 
COX. H T. 

COX.R T 
COX, N, 0 
COYLE. L 


PERSONAL AUTHOR INDEX 


ACCESSION 

NUMBER 

3397260344 
6307260344 
B3072 I0266« 
8307210266* 
6307210271* 


SUBJECT 

CATEGORY 


50-153 

30-155 

50-329 

50-329 

50-329 


AUTHOR 


8307060412 30-142 0 
6307060417* 30-142 0 
6307060419* 30-142 0 
B307I 10133 50-142 C 
63071 10133* 50-142 0 


8307140460* 

6307260492 

6307160124 

6307230413* 

6307200170* 

8307220063* 

6307120462* 

0307210338* 

6307110043 

6307190323 


70-1131 

70-143 

WflEC 

50-320 

40-672 

FQIA 

0A999 

70-378 

30-412 

50-322 


8307200113 50-289 G 
6306200396 50-423 5 
8306200396 50-423 S 
6307010010 50-423 0 
8307010010 30-423 a 

8307010074 
6307010074 
8307010133 
8307010133 
6307010148 

8307010148 
8307060082 
8307060062 
8307060136 
8307060136 

8307060 1B2 
6307060182 
8307080319 
8307060319 
8307080333 

8307080353 
6307060400 
6307080400 
0307110019 
8307110019 

8307110390 
6307110390 
8307120432* 

8307120432* 

8307120508 

8307120503 
6307140241 
8307140271 
8307140271 
8307140400 

8307130193 
8307130193 
8307150208 
8307130200 
8307130240 

8307150240 
8307190131 
8307190131 
6307190131 
8307190233 

830723046? 

830723046? 

6307260197 
8307260197 
6307260346 

8307260346 
8307260433 
6307260433 
8307260522 
6307260322 

8307280326* 

8307190240 
8307010020* 

8307190236 
8307110294 

8307260493 
8307290106 
8307290179 
8307230060 
8307200168 


COYLE, L. 
COYLE, L. M. 
COYLE. L. M. 
CRAOlNi j. 0. 
CflAOIN, J. 0 

CRANE, P. A. 
CRANE, P. A. 
CRANE, P. A. 
CRANE, P. A. 
CRANE, P. A. 

CRANE, P. A. 
CRAVEN, S. M. 
CRAWFORD, R. D. 
CRAWFORD, R. D. 
CRAWFORD, V. A. 

CRAWFORD, V. A. 
CRAWFORD, V. A. 
CRAWFORD, V. A. 
CREED, J. 
CREED, J. 

CREED, J. R. 
CREED, J. R. 
CREED, J. R. 
CREED, J. R. 
CREED, J. R. 


30-245 F 
30-245 F 
30-423 S 
50-423 S 
30-423 g 

CRLENJAK, R. V. 
CROCKER, H. W. 
CROCKER, R W 
CROCKER, H. W. 
CROCKER, H. W. 

50-423 S 
50-243 P 
30-243 P 
30-336 K 
30-336 K 

CRONENBERG, A. 1 
CRQSBIE, K. L. 
CROSS IE, K. L. 
CROSBY, R, C. 
CROSSMAN, W. A. 

30-423 Q 
50-423 Q 
50-423 A 
50-423 A 
30-336 P 

CROSSMAN, W. A. 
CROSSMAN, W. A- 
CROSSMAN, W. A. 
CROSSMAN, W. A. 
CR 0S9MAN, W, A. 

30-336 P 
50-336 P 
50-336 p 
50-245 F 
50-243 F 

CROSSMAN, W. A. 
CROUSE, R. P 
CROUSE, R.P. 
CROUSE, R. p. 
CROUSE, fl, P. 

30-423 0 
30-423 S 
30-243 0 
30-243 Q 
30-423 5 

CROUSE, R. P, 
CROUSE, R. P. 
CROUSE, R.P. 
CROUSE, R. P. 
CROUSE, R. P. 

30-423 g 
50-423 S 
30-423 A 
30-423 A 
30-213 Q 

CROUSE, R.P. 
CROUSE, R, P. 
CROUSE, R. P. 
CROUSE, R. P. 
CROUSE, R. P. 

30-243 P 
30-243 p 
30-423 g 
30-423 S 
30-423 g 

CROUSE, R. R. 
CROUSE, R, P. 
CR0U8E, R. p. 
CROUSE, R. P. 
CROUSE, R. p. 

30-423 S 
50-213 P 
50-213 p 
50-213 P 
30-213 P 

CROW, W. T. 

CROW, W. T. 

CROW, W. T. 

CROW, W. T. 

CROW, W. T. 

30-336 P 

30-336 P 

50-423 A 

30-423 A 

30-245 p 

CROWLEY, B. R. 
CROWLEY. J. L. 
CRUMP, 9. R. 
CRUTCHFIELD, 0, 
CRUTCHFIELD. D. 

30-243 p 

30-243 p 

30-243 p 

30-243 p 

50-243 P 

CRUTCHFIELD, D 
CRUTCHFIELD, D. 
CRUTCHFIELD, 0 
CRUTCHFIELD, D. 
CRUTCHFIELD, D. 

30-213 a 

30-312 S 

30-219 Q 

71-301 

30-261 0 

CRUTCHFIELD, D. 
CRUTCHFIELD, D. 
CRUTCHFIELD, D 
CRUTCHFIELD, D. 
CRUTCHFIELD, D. 

50-261 8 

30-261 S 

30-261 S 

NUREQ 

30-237 8 

CRUTCHFIELD, D. 
CRUTCHFIELD, D 
CRUTCHFIELD, D 
CRUTCHFIELD, D. 
CRUTCHFIELD, D 


ACCESSION 

NUMBER 


0307200191 
0307060239 
6307 11 0339 
0307190044 
6307220334 

8307060199* 

0307120373 

6307130290* 

8307150218 

6307100070 


SUBJECT 

CATEGORY 


30-237 8 
90-237 8 
30-237 8 
30-275 P 
50-273 P 

30-273 P 
30-133 0 
30-275 P 
30-273 0 
30-273 0 


AUTHOR 


ACCESSION BUBJECT 

NUMDER CATEGORY 


CRUTCHFIELD, D. 
CRUTCHFIELD, D. 
CRUTCHFIELD, D, 
CRUTCHFIELD. D. 
CRUTCHFIELD, D. 


8307140419 30-409 F 

0307150162 90-233 p 

8307210143 30-213 ? 

0307230133 30-133 p 

8307230400 30-237 p 


CRUTCHFIELD, D. 
CRUTCHFIELD, D. 
CRUTCHFIELD, D. 
CRUTCHFIELD, D, 
CRUTCHFIELD, D, 


B3072A0443 

8307260449 

0307270299 

8307270306 

0307270344 


90-206 B 
30-244 p 
30-213 p 
30-213 p 
30-29 q 


0307230139* 

30-273 

F 

CRUTCHFIELD, D. 

0307210233 

nureg 


CRUTCHFIELD, 0. 

8307100037* 

30-277 

P 

CRUTCHFIELD, D. 

8307180092* 

30-277 

P 

CRUTCHFIELD, D. 

8307060131 

30-32? 

G 

CUMMINGB, J. J, 

0307060131 

30-32? 

G 

CUMMINS, J. E. 

0307060136 

30-329 

G 

CUNNINGHAM, G. E. 

0307060136 

30-529 

G 

CUNNINGHAM, 0. E. 

8307060334 

30-293 

S 

CUNNINGHAM, G. H. 

8307080020 

30-293 

S 

CUNNINGHAM, K. A. 

8307030262* 

30-10 

a 

CUNNINGHAM, R. E. 

0307120439* 

30-373 

Q 

CUOMO, M. M. 

8307180112* 

30-282 

Q 

CURRAN, D. 

0307220107 

30-373 

8 

CURRAN, D. 

8307200323* 

70-36 


CURRAN, D. 

0307140476* 

30-321 

a 

CURRAN, D. 

8307010048* 

30-22 0 

Q 

CURRAN, D. 

0307010000* 

30-243 

G 

CURRAN, D. 

8307110339* 

30-244 

Q 

CURRAN, D 

0307140391* 

50-206 

a 

CURRAN, D. 


0307250000 NUREQ 
S3071301B1 XPORTLIC 
0307130162* XPORTL TC 
8307120460 30-309 8 

0307120430* 30-382 <3 


CURRAN, D. 
CURRAN, D. 
CURRIN, e.c. 
CURRIN, E. C. 
CURRIN, E. C, 


0307120447* 
8307120303* 
8307120331# 
0307130140* 
63071 30204* 


30-302 a 
30-438 Q 
30-490 0 
50-490 a 
30-302 a 


CURRIN, E. C. 
CURTIS, N. W, 
CURTIS, N. W. 
CURTIS, N. W, 
CURTI0.N. W. 


0307130341* 

0307130091 

8307060226 

0307070041 

8307070126 


30-45B Q 
30-346 F 
50-346 p 
30-346 P 
PR 


CURTIS, N. W. 
CURTIS, N, W. 
CURTIS, N. W. 
CURTIS, N. W. 
CURTIS, N. W, 


8307070178 
03071 10120 
0307110123* 
0307120226 
9307120411 


30-346 p 
30-346 p 
30-346 P 
30-346 P 
30-346 P 


CURTIS, N. W. 
CURTIS, N. W. 
CURTIS, N, W. 
CURTIS, N. W. 
CURTIS, N. W. 


8307120413* 

0307100177 

8307210167 

0307210302 

8307210309* 


30-346 P 
30-346 0 
50-346 P 
30-346 p 
30-346 p 


CURTIS, N. W. 
CU0TODIQ, D. 0. 
CUTCHIN, J. M 
CUTCHIN, J. M. 
CUTCHIN, J. M. 


0307260321* 

8307260330 

0307260337* 

8307200069 

0307260201 


30-346 Q 
30-346 P 
30-346 0 
30-346 p 
50-346 K 


CUTCHIN, J. 14. 
dale, l. f. 

DALE, L. F. 
DALE, L. F. 

dale, l. f. 


0307080474# 
83071 10067* 
0307110070* 
S307130349 
8307190026* 


40-6264 

70-1201 

70-1201 

70-820 

70-2943 


dale, l. f. 
dale, l. f, 

DALE, L, F. 
DALE, L. F. 
DALE, L. F. 


0307220400# 

8307210260 

0307220346 

8307030007 

0307030012# 

B30706017S 

8307060184 

0307060263 

8307060269 

9307060294# 

8307060309 

0307060322* 

0307000303 

S307080306 

0307080307 

B307090396* 

8307130011 

0307130263 

0307130303 

8307140296 


30-333 Q 

NUR EG 

30-443 0 
30-153 p 
30-135 P 

50-135 p 
30-244 P 
30-244 p 
30-244 p 
50-135 p 

30-219 0 
30-219 Q 
30-235 F 
30-249 P 
30-233 p 

30-233 p 
30-244 P 
30-237 p 
30-237 p 
50-409 F 


dale, l. f. 

DALE, L. F. 
DALE, L. F. 
DALE, L. F. 
DALE, L. F. 

DALTROFF, S. L. 
DALTROFF, 8, L. 
DALTROFF, 0. L. 
DALTROFF, S. L. 
DALTROFF, S. L. 

DALTROFF, B. L, 
DALTROFF, 8. L. 
DALTROFF, S. L. 
DALTROFF, 8. L. 
DALTROFF, 8. L. 

DALTROFF, s, L 
DANCE, H. C. 
DANCE, H. C. 
DANCE, H. C. 
DANCE, H. C, 


0307270373 

03072703*3 

8307270434 

0307270433 

8307230044* 

6307120247# 
0307130443 
830728 0004 
0307180301 
8307110324 

83070901 13 
0307180002 
8307070214 
0307070214 
8307120183 

03071201*4 

8307200200 

0307200200 

0307260337 

8307260337 

0307260330 
0307260338 
0307070100 
0307070100 
0307070 1 1 7* 

83070701 17* 

8307010033 

8307010099 

0307030004 

8307000368 

0307110431 
03071 10439 
6307110466 
0307140103 
0307130100 

0307220263 
8307220403 
0307260 076 
0 307260300 
B30726033& 

0307260339* 
03072 10196 
8307210303 
8307230360 
8307270246 

S30727O23O 
8307010026 
830701000 1 
8307060101 
8307130190 

8307100113 
8307180131 
03071001 73 
8307100247 
8307190073 

8307210177 
0307210193 
0307220360 
0307230225 
0307260324 

8307010009 
8307010106 
0307060001 
8307140290 
8307130230* 

8307200290 
8307230676* 
8307230600* 
8307260421 
8307270043# 

8307260206 
6304200321# 
8303270612 
8305270630# 
8307060346 


30-153 p 
30-237 p 
50-153 p 
30-409 f 
30-273 p 

30-313 a 
71-9079 
71-3971 
50-32? A 
70-371 

WASTE HOT 
30-322 0 

30-443 Q 
30-443 0 

NUR EG 

PR 

30-443 q 
30-443 0 

30-443 0 

30-443 0 

30-443 0 

30-443 G 

PR 

PR 

PR 


PR 

30-307 

P 

90-307 

8 

30-307 

Q 

30-307 

0 

30-307 

P 

30-307 

P 

30-387 

P 

70-2983 

30-388 

E 

30-387 

8 

30-387 

3 

30-307 

F 

. 80-3^0 

R 

30-387 

P 

90—367 

P 

30-219 

S 

30-440 

0 

30-440 

0 

30-440 

0 

30-440 

0 

30-416 

p 

30-416 

F 

90-416 

I 

REOOD 

PR 

PR 

30-416 

P 

30-416 

P 

30-416 

P 

90-416 

P 

50-416 

P 

30-416 

E 

30-416 

P 

30-416 

R 


50-277 P t 

30-277 0 t: 

30-277 P !| 

30-277 P fi 

30-277 0 f 

90-277 P ! 

30-277 F 

90-277 F !; 

90-277 F ! 

90-277 F | 

90-277 0 I 

30-36? Q f. 

30-26? Q ^ 

30-26? Q t 

30-321 O f- 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

DANCE/ H. C. 

0307140026 

30-269 

0 

dance, h. c. 

0307140065 

30-230 

P 

DANCE. H. C. 

□307140070 

30-413 

Q 

DANCE. H. C. 

6307140083 

30-230 

Q 

dance, h. c. 

8307140097 

30-309 

a 

DANCE. H. C. 

0307140129 

30-413 

a 

DANCE. H. C. 

0307140131 

30-230 

a 

dance, h. c. 

0307140147 

30-333 

G 

DANCE, H. C. 

0307140131 

50-230 

G 

DANCE, H. C. 

0307140177 

30-424 

G 

DANCE, H. C. 

0307140191 

30-230 

a 

DANCE, H. C. 

B307140243 

30-424 

0 

DANCE, H. C. 

8307140233 

30-424 

V 

DANCE, H. C. 

0307140274 

30-389 

Q 

DANCE, H. C. 

0307140294 

30-302 

F 

DANCE, R C. 

8307140300 

30-333 

V 

dance, h. c. 

0307140302 

30-369 

a 

dance, h. c. 

8307140300# 

30-369 

G 

DANCE, H.C. 

9307140319 

30-321 

V 

DANCE, H. C. 

8307140333 

30-339 

F 

DANCE, H.C, 

8307140394 

30-333 

a 

DANCE, R C, 

9307140403# 

30-333 

a 

DANCE, R C. 

0307140420 

30-333 

F 

DANCE, r c. 

0307130347 

30-333 

Q 

DANCE, H. C. 

8307190041 

30-330 

G 

DANCE, H. C. 

0307210240 

30-302 

a 

DANCE, R C. 

8307220013 

30-333 

a 

DANCE, H. C. 

0307220020 

30-309 

a 

dance, rc. 

0307220214 

30-338 

G 

DANCE, RC. 

0307220224 

30-339 

Q 

dance, r c. 

0307220326 

30-389 

G 

dance, r c. 

B307220333# 

30-389 

G 

DANCE, R C. 

8307220381 

30-333 

Q 

DANCE, H. C. 

8307220395# 

30-333 

a 

DANCE, H. C. 

9307220431 

30-369 

G 

DANCE, R C. 

8307220488 

30-309 

a 

danese, f. l. 
DANIELSON, D. H. 

8307230338# 

8307000014# 

FOIA 

30-434 

G 

DANIELSON, D. H. 

B307080292# 

30-341 

G 

DANIELSON, D, H. 

0307140080* 

30-403 

Q 

DANIELSON, D. H. 

0307140226# 

30-346 

G 

DANIELSON, D. H. 

0307210149* 

30-461 

G 

DAVIDSON, L. R. 

8307210272* 

30-413 

0 

DAVIS, B. 

0307030093 

30-289 

H 

DAVIS, F. 0. 

8307070212 

30-289 

0 

DAVIS, J, 

DAVIS, J. 0. 

8307030112 

0307030303 

IlcE 

WASTE MOT 

DAVIS, J. 0. 

0307100313 

WASTE MOT 

DAVIS, V. 0. 

DAVia.'j. Q. 

DAVIS, J. 0. 

0307230379* 

8307230601* 

8307270467 

FOIA 

FOIA 

WASTE MOT 

DAVIS, J. 0. 

S3072B0221 

WASTE MOT 

DAVIS, J. 0. 

8307200231 

WASTE MOT 

DAVIS, J. 0. 

8307290347 

WASTE MOT 

DAVIS, J. 0. 

0307290349# 

WASTE MOT 

DAVIS, L. D. 

DAVIS, L. D. 

DAVIS, M. 8. 

8307070133 

8307070248 

8307260016 

PR 

PR 

WASTE MOT 

DAVIS, P. fl. 

DAVIS, P.R. 

DAVIS, P. ft. 

DAVIS, T. L. 

DAWSON, D. R 

DAWSON, D. H. 

DE LORENZO, R. 

0307190323 

0307190323 

0307230090 

0307200313 

0307280030 

8307290333 

0307200299 

ACRE 

ACR8 

NUREO 

70-1237 

70- 1300 

71- 4 
30-460 

0 

DE LORENZO, R. A 

G3071 00034 

30-460 

8 

DE LORENZO, R. A. 

8307120241 

30-313 

S 

DE LORENZO, ft. A. 

0307120499 

30-460 

8 

DE LORENZO, ft. A. 

0307180144 

30-460 

8 

DE LORENZO, ft. A. 

0307280343 

30-460 

8 

DEAOAZIO, A. W. 

0307000611 

30-346 

P 

DEAOAZIfl, A. W 

0307220617 

30-346 

P 

DEB BADE, A. 0. 

8307140236# 

30-230 

G 

DEB BASE, A. 0, 

9307140421# 

30-302 

a 

DEBRAGE, A. 0. 

8307220302# 

30-416 

0 

DEB0N8, A. 

DEEDS, W. E. 
DEITRICH.L. W. 

8307200493 

0307210268 

0307110130# 

ACRS ’ 

NUREO 

30-337 

T 

DEJU, R. A. 

0307270296* 

WASTE MOT 

DELLA RATTA, A. 

DELOATCH, V. 
DELW1CHE, D. E. 

6307140201# 

9307100323 

8307140330# 

70-364 

CONTRACT 

30-220 

P 

DEMPSEY, K. C. 

0307110279* 

30-413 

Q 

DENISON, E. T. 

0307130238 

50-273 

R 

DENNISTON, S. F. 

8307190313# 

CONTRACT 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

DENTE, T. J. 

03Q7O1O1SB 

TOPREP 


DENTON, H. R. 

0307060321 

30-209 

H 

DENTON. H. R. 

DENTON, H. R. 

B307060629 

0307140544 

30-206 

PR 

H 

DENTON, H. R. 

0307190310 

30-289 

P 

DENTON, H. R. 

B307200390 

30-447 

0 

DENTON, H. R. 

DENTON, H. R. 

DENTON, H. R. 

DENTON, H. R. 

0307230344* 

0307230616* 

0307230622# 

0307230634* 

30-289 

PR 

PR 

PR 

G 

DENTON, H. R. 

0307260134 

30-230 

S 

DENTON, H. R, 

0307260316 

30-322 

A 

DENTON, H. R 

0307260323* 

30-322 

A 

DENTON, H. R. 

0307260363* 

30-322 

A 

DENTON, H. R. 

8307260372* 

30-322 

A 

DENTON. H. R. 

8307260594* 

30-322 

A 

DENTON, H. R. 

8307270047 

50-267 

U 

DENTON, H. R. 

8307290043 

30-272 

S 

DERIENZO, P. P. 

9307130273 

30-443 

8 

DERKS, P, 8, 

8307220492 

50-133 

R 

DESAI , R, H. 

8307130333* 

30-434 

A 

DESLANDES, K. D. 
DESMAN, R. J. 

0307060024 

8307280227 

50-336 

40-0724 

8 

DEV INC ENT I S, J. 

0307060033 

30-443 

A 

DEVINCENT IS, J. 

0307060033 

30-443 

A 

DEVIMCENT IS, J. 

8307060090 

50-443 

E 

DEVINCENT 1 8, J. 

B307060090 

30-443 

E 

devincentis, J. 

8307060129 

30-443 

E 

DEVINCENTI8, J. 

0307060129 

30-443 

E 

DEVINCENTIS, J. 

6307120312 

30-443 

E 

DEVINCENTIS, J. 

8307120312 

30-443 

E 

DEVINCENTIB, J. 

8307140222 

30-443 

S 

DEVINCENTIS, J. 

0307140222 

30-443 

B 

DEVINCENTIB, J, 

0307130096 

30-443 

S 

DEVINCENTIS, J. 

0307130096 

50-443 

0 

DEVINCENTIS, J. 

8307 1 50205 

30-443 

S 

DEVINCENTIS, J. 

0307150203 

30-443 

0 

DEVINCENTIS, J. 

8307 1 0031 0 

30-443 

a 

DEVINCENTIB, J. 

0307100310 

30-443 

9 

DEVINCENTIS, J. 

0307210191* 

30-443 

T 

DEVINCENTIB, J. 

0307220279 

30-443 

8 

DEVINCENTrS. J. 

0307220279 

30-443 

6 

DEVINCENTIS, J. 

8307220367 

30-443 

B 

DEVINCENTIB, J. 

0307220372 

30-443 

B 

DEVINCENTIB, J, 

DEVINE, J. B. 
DEVINE, J. B. 

0307220372 

8307100379 

8307210277 

30-443 

XPORTLIC 

XPORTLIC 

6 

DEVINE, T. 

0307030032 

30-330 

C 

DEVINE, T. 

0307030052 

30-330 

0 

DEVINE, T. 

0307150312 

30-339 

G 

DEVINE, T. 

0307130312 

90-350 

G 

DEVINE, T, 

0307130317# 

30-350 

G 

DEVINE, T. 

0307130317* 

30-359 

0 

DEVINE, T. 

9307130322 

30-358 

G 

DEVINE, T. 

8307130322 

30-330 

G 

DEVINE, T. 

8307130324* 

30-3SB 

G 

DEVINE, T. 

0307150324* 

30-350 

G 

DEVINE, T. 

0307130327# 

50-350 

G 

DEVINE. T. 

0307130327# 

30-350 

0 

DEVINE, T. 

0307130331* 

30-350 

0 

DEVINE, T. 

0307130331* 

30-330 

0 

DEVINE, T. 

0307130330* 

30-353 

G 

DEVINE. T. 

0307130338* 

30-338 

0 

DEVINE. T. 

0307220334 

30-434 

G 

DEVINE, T. 

8307220333# 

50-434 

G 

DEVINE, T. 

8307230282 

50-338 

G 

DEVLIN, J. W. 

8307230060# 

50-334 

Q 

DEWEY, L. 8. 

9307210039 

90-329 

0 

DEWEY, L. B. 

8307210041# 

30-529 

0 

DEWEY. L. 0. 

8307210276 

30-529 

0 

DEWITT, R. B, 

8307060037 

30-329 

A 

DEWITT, R. 8. 

0307060039 

50-339 

E 

DEWITT, R. B. 
DEYOUNG, R. 

0307060061 

8307260101 

50-329 

MISC 

E 

DEYOUNG, R. C. 

0307030212 

30-402 

G 

DEYOUNG, R. C. 

8307030217# 

30-482 

G 

DEYOUNG, R. C. 

0307030301 

30-456 

G 

DEYOUNG, R. C. 

0307030303* 

30-456 

a 

DEYOUNG. R. C. 

0307030327# 

REVIEW GRP 

DEYOUNG. R. C. 

8307060399# 

30-330 

G 

DEYOUNG, R. C. 

8307060403* 

30-330 

G 

DEYOUNG, R. C. 
DEYOUNG, R. C. 

83071 10329* 
0307230497 

REVIEW GRP 
MISC 

DICKERSON, Mr W. 
DICKSON, J. H. 

0307130140# 

0307220626 

50-267 

NUREQ 

G 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

DIECKAMP, H. 

03O7I9OH9 

30-289 

P 

D IEDER ICH, G J. 

8307050070 

50-373 

S 

DIEDER ICH, G. J. 

8307050008 

50-373 

a 

DIEDER ICH, 0. J. 

8307030146 

50-373 

6 

DIEDER ICH, G. J. 

8307060034 

50-373 

8 

DIEDERICH, 0. J 

8307060331 

30-373 

S 

DIEDERICH, G. J 

0307060333 

50-373 

8 

DIEDER ICH, G. J. 

8307060342 

50-373 

S 

DIEDERICH, 0. J 

03071 10409 

30-373 

s 

DIEDERICH. G. J. 

03071 10416 

50-373 

8 

DIEDERICH, 0 J 

03071 104B8 

50-373 

S 

DIEDERICH, G. J. 

8307 1 BO 191 

50-373 

s 

DIEDERICH, Q J. 

0307210001 

50-373 

s 

DIEDERICH, 0. J. 

8307210048 

30-373 

9 

DIEDERICH, G. J. 

8307210063 

50-373 

S 

DIEDERICH, G. J. 

B30721O14B 

30-373 

8 

DIEDERICH, 0. J 

B307220193 

30-373 

8 

DIEDERICH, G, J. 

B307220200 

50-373 

R 

DIEDERICH, 0 J. 

63 07 220 201 

30-373 

S 

DIEDER ICH, 0. J. 

0307220342 

30-373 

8 

DIETZ, C.R. 

8307 1 10432 

50-324 

S 

DIETZ, C.R. 

0307 1 10310 

50-323 

S 

DIETZ, C. R. 

0307120129 

50-324 

s 

DIETZ. C. R. 

0307120291 

30-325 

s 

DIETZ, C. R. 

8307130212 

90-324 

R 

DIETZ, C. R. 

8307150024 

90-324 

S 

DIETZ, C R. 

0307130102 

50-323 

8 

DIETZ, C, R. 

03071 30242 

50-324 

S 

DIETZ, C. R. 

0307220403 

50-323 

9 

DIETZ. C. R. 

0307220366* 

50-324 

G 

DIETZ, C. R. 

0307260397 

50-325 

8 

DIETZ, C. R. 

0307260404 

50-324 

S 

DIETZ, C. R. 

8307260496 

50-324 

a 

DIETZ, C. R. 

8307290132 

50-324 

8 

DIGGS, R. M. 

830714011a 

50-369 

P 

DIGGS, R. M. 

8307180417 

50-244 

P 

DIGGS, R. M. 

0307190028 

50-250 

P 

DIGGS, R- M. 

0307190372 

50-301 

G 

DIGGS, R. M. 

0307190436 

50-2B6 

P 

DIGNAN, T. G, 

0307120379 

50-443 

G 

DIGNAN, T. G 

0307120379 

50-443 

G 

DIGNAN, T. 0. 

8307 1 20383 

50-443 

0 

DIGNAN, T. Q. 

0307120444 

90-443 

0 

DIGNAN, T. G. 

8307120444 

50-443 

0 

DIIANNI, D. C. 

8307050503 

50-282 

F 

DILLON, P. D 

0307220419* 

50-382 

A 

DINITZ, I, 

8307030330 

70-2957 


DINITZ, I. 

B307060273 

90-141 

J 

DINWIDDIE, G. A. 

8307220183 

WASTE MGT 

DIRCKS, W. J. 

0200 0306B2* 

30-272 

8 

D1RCKS/W. J. 

8209040324* 

FOIA 


DIRCK5, W. J 

8303180602 

PR 


DIRCKS. W. J. 

0305250335# 

50-317 

P 

DIRCKS, W. J. 

8307 050502 

SECY 


DIRCKS, W. J. 

8307070499 

SECY 


DIRCKS, W. J. 

8307090096 

50-331 

P 

DIRCKS, W, J. 

8307110103 

90-272 

S 

DIRCKS, W. J. 

8307110555 

50-329 

A 

DIRCKS, W. J. 

B3071 10634 

90-389 

P 

DIRCKS, W. J. 

0307140121 

50-272 

H 

DIRCKS, W. J. 

0307140499 

50-275 

P 

DIRCKS, W, J. 

0307140301 

50-272 

S 

DIRCKS, W. J. 

8307180391 

MISC 


DIRCKS, W. J. 

8307190481* 

30-322 

A 

DIRCKS, W. J. 

8307200131 

REVIEW ■ 

GRP 

DIRCKS, W. J. 

0307220079 

FOIA 


DIRCKS, U. J. 

0307230038# 

30-272 

P 

DIRCKS, W. J. 

8307250049* 

50-334 

S 

DIRCKS, W. J. 

8307250263 

50-239 

G 

DIRCKS, W. J. 

8307230565 

SECY 


DIRCKS, W. J. 

8307230378 

50-259 

P 

DIRCKS, W. J- 

8307250599* 

PR 


DIRCKS, W. J. 

0307270017 

50-320 

H 

DIRCKS. W. J. 

0307270034 

30-247 

U 

DIRCKS, W. J. 

8307200235 

WASTE MGT 

DISE, D. P. 

8307210039 

50-410 

s 

DITTO. S. J. 

□307200030 

ACRS 


DITTO, S. J. 

8307200038 

ACRS 


DITTO, S. J. 

930722003S 

ACRS 


DITTO, 9. J. 

8307220032 

ACRS 


DIVINE, J R. 

8307150178 

NUREQ 


DIVINE. J. R. 

8307180163 

NUREO 


DIXON, J. P. 

8307290186 

90-393 

a 

DIXON, Q. W. 

8307050209 

50-395 

p 

DIXON, a. W. 

8307060272 

30-395 

p 
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30-443 

I 

GOLDBERG, J. R. 

50-443 

0 

GOLDBERG, J. R. 

30-445 

H 

GOLDBERG, d. R. 

50-443 

8 

GOLDBERG, J. R. 

50-445 

8 

GOLDBERG, J. R. 

50-445 

0 

GOLDBERG, J. R. 

30-443 

Q 

GOLDBERG, J. R. 

30-443 

F 

GOLDBERG, S . 

30-445 

A 

GOLDBERG, 0, C. 

WASTE MOT 

GOLDBERG, 8. C. 

0U-JJ7 

P 

GOLDBERG, 0. C. 

50-237 

P 

GOLDEN, M. P. 

30-293 

P 

GOLDEN, M. P. 

50-237 

P 

GQLDFEIN, M. R. 

30-237 

P 

OOLDFEIN, M. R. 

30-277 

30-277 

40-8698 

40-0690 

G 

GOLDFEIN, M. R. 

G 

goldfein, m. r. 

OOLDFEIN, M. R. 
GOLDFEIN, m. r. 


O0ODMAN, L. 0. 
GOODMAN, L. 0. 
GOODMAN, L. 9, 
GOODWIN, D. C. 
GORDON, C. Z. 

GORDON, 0. M. 
GORDON, M. 
GORDON, M. J. 
GORDON, M. d. 
GORDON, M. J, 

GORHAM, E. d. 
GORHAM, J. E. 
GOULD, 8. E. 
GOULD, S. E, 
GOULD, 8. E. 

GRAES9ER,K. l, 
graesser, k, l. 
graesser, k. l. 
graesser, k. l, 
graebber, k. l. 

0RAE88ER, K. L, 
GRAESSER, k. l. 
GRAESSER, K. L. 
GRAESSER, K, L 
GRAMM, R. A. 

GRAMM, R. A. 
GRANT, d. 

QRANT, J. M, 
GRANT, W. R, 
GRANT, W. B. 


subject 

CATEOD«y 

contract' 

FOIA 

30-209 | 

FOIA 

FOIA 

FOIA 

30-239 i 
40-672 
30-335 c 
30-329 i 


30-329 

30-313 

30-247 

30-403 

30-247 

30-400 

30-373 

30-263 

30-434 

30-133 

30-423 

30-243 

70-1703 

30-97 

30-206 


B307 1 1 0469# 
0307140006* 
9307 140242* 
0307140201* 
0307140410* 


00-220 Q 

00-37 Q 
00-29 o 
70-364 
30-333 0 


030 7 200284# 

30-309 

0307060118 

30-498 

0307060170 

30-490 

0307070134 

30-490 

0307210008 

30-490 

8307230468 

SO-49B 

0307060201 

30-209 

0307060206 

30-2B9 

0307140449 

30-289 

8307 1 30306 

30-2B9 

8307 1 90003 

30-289 

03071230327 

30-209 

8307 S3 70023 

30-209 

8307030032* 

30-434 

8307030020# 

30-434 

B307 120072 

30-434 

0307260042 

30-434 

8307 430240 

30-272 

0307230407 

30-272 

8307 1 90 111 

30-434 

0307 190111 

30-434 

8307290102 

30-434 

8307290102 

30-434 

8307290103# 

30-434 

8307290103# 

30-434 


03071 1 0127 
0307300264 
0307330223 
83072*70083 
93070 t 0040* 

03071 40330* 
0307220140* 
0307220245 

0307260209 

8307270202 

0307220244 
0307220261 
0307200023 
830720 0203 
0307200209 

83070 50066 
03070501 1 0 
8307060233 
83071 1 0423 

8307 1 BO 1 90 

9307200103 
830720 0 1 99 
030720 0213 
0307200207 
830701 0036* 

03071 1 0426* 
8307210226* 

030721 0078* 
8307000263* 
8307100133# 


30-409 9 

30-409 8 

30-409 R 
30-296 9 

30-220 a 

30-220 P 
WASTE MGT 
WASTE HOT 
WASTE MOT 
WASTE HOT 

WASTE HOT 
30-239 8 

WASTE MOT 
WASTE MOT 
WASTE MOT 


30-304 

30-304 

30-293 

30-3Q4 

30-293 

30-299 

30-293 

30-293 

30-293 

30-410 


30-443 Q 
30-412 0 

30-332 0 

30-294 0 

30-263 0 



PERSONAL AUTHOR INDEX 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

RAVES. R. H. 

B3070 10067 

50-213 

P 

RAVES. R. H. 

0307030148 

30-213 

8 

RAVES. ft. H. 

0307120262 

50-213 

R 

RAVES. R. H. 

0307220367 

30-213 

R 

RAYrE. H. 

B3070 10146* 

30-271 

Q 

RAY. E. H. 

8307210036* 

30-423 

0 

RAY, E. H. 

B3072101 33* 

30-443 

Q 

RAY. H. 

0307210226* 

30-412 

Q 

RAYBO+lr W. tt. 

0307120101* 

70-1339 


tREEN, H. 

0307130021 

50-260 

S 

REEN.R J. 

8307120078 

30-296 

S 

tREEN. H. J. 

0307120006 

50-327 

8 

>RE£N. h, j. 

0307120091 

50-260 

5 

)ft£EN, H. J. 

0307 120267 

30-328 

8 

ween. h. a 

0307120416 

30-328 

S 

WEEN. H. U. 

8307120410 

30-260 

8 

jreen. h. J. 

8307120420 

30-327 

8 

JREEN. H. J. 

0307120422 

30-327 

S 

WEEN, H. J. 

8307120470 

30-239 

9 

WEEN, H. 0, 

0307120301 

30-239 

0 

JREEN, h. j. 

8307120344 

50-239 

8 

WEEN, H- J. 

0307120389 

50-328 

6 

ween, h. <j. 

0307220111 

30-239 

0 

WEEN, H. J. 

8307220217 

30-239 

8 

WEEN, H. J. 

0307220229 

30-260 

8 

JREEMr H. J. 

0307220233 

30-320 

a 

JREEN, H. J. 

0307220246 

30-296 

s 

WEEN, H. J. 

8307220261 

30-239 

8 

3R EEHi H. J. 

0307220260 

30-260 

s 

WEEN, H. J. 

0307220420 

30-328 

8 

BREEN, H. J. 

8307220433 

30-239 

S 

QREENi H. J. 

8307220440 

30-239 

0 

BREEN. H. U. 

0307220329 

30-239 

8 

BREEN. H. J. 

0307220344 

30-239 

a 

BREEN. H. U. 

0307230487 

30-296 

8 

(WEEN, H. J. 

0307260332 

30-296 

8 

GREEN, K. -J. 

0307260364 

30-260 

8 

OREEMr H, J. 

0307290039 

30-327 

S 

OREEN. H. J. 

03O729OOB3 

30-296 

6 

OREEN. H. J* 

0307290096 

30-327 

8 

GREEN. M, C. 

8307130213* 

30-413 

G 

OREENBERO. E. V. 

8307220126 

50-337 

A 

ORE EMBER 3. E. V. 

0307220126 

30-337 

A 

QREENBERQ. E. V. 

0307220126 

30-337 

A 

OREENHAN.E. O. 

8307110627 

30-317 

0 

GREENMAN. E, O. 

8307200043* 

30-322 

© 

0REEN8PUN. J. S. 

0307200273* 

ADVCM 


GREEVEU. J. 

B307260141 

WASTE MOT 

ORE EVES. J „ T. 

8307220096 

WASTE MOT 

©REEVES, J. T. 

8307220103 

WASTE MOT 

©REEVES, J. T. 

8307220132 

WASTE MOT 

QREEVE8, U. T. 

8307260163 

WASTE MOT 

©REEVES. *J. T. 

0307260233 

WASTE MOT 

OREEVEB. J. T. 

0307260272 

WASTE MOT 

QREQER. L. R. 

8307000263* 

30-274 

G 

OREOER. L. R. 

8307 120 2 BO* 

30-313 

0 

QREOEfl, L. R. 

8307120306* 

30-483 

Q 

OREOER. L. ft. 

0307180047* 

30-266 

0 

QREOER. L. ft. 

8307100133* 

30-263 

0 

OREOER. L. ft. 

8307200293* 

30-10 

G 

QREGQ, R. J- 

8307200319* 

70-820 


©REINER. K. F. 

8307180302 

XPORTLIC 

©RIFF IN. O. M. 

0307030072 

30-3 1 3 

P 

ORIFFIN. J. M. 

8307190098 

30-368 

P 

OR IFF r NO. £■ P- 

8307260433 

30-16 

R 

ORIFFITH. J. D, 

8307070129 

PR 


GRIFFITH# R. V. 

8307180139 

NUREG 


GROCE. R. H. 

8307220012 

30-309 

R 

GROSSMAN. H. 

8307030178 

30-460 

© 

GROSSMAN. H. 

8307120336 

30-460 

0 

QROTENHUIS. M. 

8307270441 

30-303 

P 

OROVELURA. K. 

0307120467 

70-23 


QUCWA, L . T. 

8307060270 

30-321 

P 

OUCHAr L, T. 

9307060332* 

30-321 

© 

QUCWA. L. T. 

8307110176* 

30-321 

F 

QUCWA, L. T. 

8307120337 

30-366 

a 

QUCWA. U T, 

8307140030 

30-366 

0 

OUCWA. L. T. 

8307140472* 

. 30-321 

a 

OUERON. H- M. 

8307070120 

PR 


GUILD, R. 

8307 1 90239 

30-413 

G 

OUlLL. P . F. 

8307220272 

30-270 

E 

QUILL. P. F. 

8307220311 

30-287 

E 

GUINN, F. K. 

8307000629 

70-143 


OUINNi F. 1A. 

8307200462 

70-143 


OUINN.F. 

8307280133 

70-143 




ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 


QUINN. P- R. 

8307210072* 

FQI A 


QUINN. P. ft. 

B307210102* 

FOI A 


GUINN. P. ft. 

0307210313* 

FOIA 


GUMBLE, F. W. 

8307150018 

30-206 

S 

GUMBLE, F. W. 

0307130234 

50-286 

8 

GUSTAFSON. R. N. 

0307120384* 

30-358 

G 

GUSTAVE. R. B. 

B307200170# 

CONTRACT 


QU0TAVE. R. B- 

0307290326* 

CONTRACT 


GUSTAVE, fi. P 

0307030496* 

CONTRACT 


GUSTAVE. R. P. 

8307070490* 

CONTRACT 


GUSTAVE. R.P 

0307070306* 

CONTRACT 


GUSTAVE. R. P. 

0307080331* 

CONTRACT 


OUSTAVE, R, P. 

0307080395* 

CONTRACT 


GUSTAVE. R. P 

8307180320* 

CONTRACT 


OUSTAVE. R. P. 

0307190112* 

CONTRACT 


OUSTAVE, R. P. 

0307200137* 

CONTRACT 


OUSTAVE. R. P. 

0307200162* 

CONTRACT 


OUSTAVE. R. P. 

0307200190* 

contract 


OUSTAVE. R. P. 

0307200212* 

CONTRACT 


GUSTAVE, R. P. 

0307200240* 

contract 


OUSTAVE, R.P. 

8307230030* 

50-201 

P 

GUSTAVE. R. P. 

8307230104* 

contract 


OUSTAVE, R. P. 

8307250119* 

CONTRACT 


OUSTAVE, R. P. 

0307230131* 

CONTRACT 


GUSTAVE, R. P. 

0307230133* 

CONTRACT 


OUSTAVE, R.P. 

0307230171* 

CONTRACT 


OUSTAVE, R, P. 

6307230176* 

30-209 

P 

OUSTAVE, R. P. 

8307250230* 

CONTRACT 


OUSTAVE, R. P. 

0307230330* 

CONTRACT 


OUSTAVE, R. P. 

03O729OO3B* 

CONTRACT 


OUSTAVE, R. P. 

03072901 5B* 

CONTRACT 


OUSTAVE, R. P. 

6307290473* 

CONTRACT 


OUSTAVE, R. P. 

8307290489* 

CONTRACT 


OUSTAVE. R.P. 

0307290303* 

CONTRACT 


GUSTAVE. R. P- 

8307290313* 

CONTRACT 


GUTTMANN, J. 

0307090091 

TOPREP 


HAAS, M. N. 

0307190112* 

CONTRACT 


HAASB, W- P. 

0307260261 

WASTE MOT 

HACKNEY, C. A. 

6307260331* 

50-298 

G 

HAEL8IQ, R. T. 

8307130042# 

71-6679 


HAGAN, T. 

0307030321* 

CONTRACT 


HAGAN, T. F. 

8303120331* 

CONTRACT 


HA© AN. T. F. 

0307070484* 

contract 


HAGAN, T. F. 

8307190418* 

CONTRACT 


HAGAN, T. P. 

8307230629* 

CONTRACT 


HAGEN, S. 

8307230294 

NUREG 


HAGEY, H. 

8307230683 

CONTRACT 


HAIRSTON, W. 0. 

0305100010* 

50-348 

S 

HAIRSTON, W. G. 

0307120286 

30-348 

S 

HAIRSTON, W. G. 

8307120390# 

30-348 

B 

HAIRSTON, W. 0. 

8307120394* 

30-348 

8 

HAIRSTON, W. G. 

8307130106* 

30-348 

S 

HAIRSTON. W. 0. 

8307130109* 

30-348 

s 

HAIRSTON. W. 0. 

0307190108 

30-340 

R 

HAIRSTON, W. G. 

0307190113 

30-364 

R 

HAIRSTON, W. G. 

8307220311* 

30-348 

8 

HAIR8T0N, W. G. 

0307220313* 

50-348 

6 

HAIRSTON, W. 0, 

0307220320* 

30-340 

S 

HAIRSTON, W. G. 

8307220323* 

30-340 

s 

HAIRSTON, W. 0. 

8307220330 

30-348 

S 

HAIRSTON, U. G. 

8307290170 

30-348 

s 

HALE, C. J. 

8307060192* 

GA999 


HALE, C. J. 

8307060221* 

GA999 


HALE, C, J. 

8307060360# 

QA999 


HALE, C. J. 

0307120284# 

QA999 


HALE, C. 0. 

8307120462* 

GA999 


HALL, B, L. 

8307060299* 

30-321 

G 

HALL, B, L. 

8307190060* 

50-338 

0 

HALL, D. P. 

0307060020 

30-461 

A 

HALL, D, P. 

8307060073 

30-461 

A 

HALL, D. P, 

B3070B0290* 

30-461 

G 

HALL, D, P. 

0307080331* 

30-461 

A 

HALL, D. P. 

0307110031 

30-461 

a 

HALL, D. P. 

0307110322 

30-461 

s 

HALL, D. P, 

0307180009 

50-461 

8 

HALL, D. P. 

8307180036 

30-461 

S 

HALL. 0. P. 

0307100006 

30-461 

H 

HALL, D. P. 

0307280063 

30-461 

R 

HALLMAN, R. M. 

8307030330# 

REVIEW GRP 

HALLMAN, R. M. 

8307000344 

MISC 


HALLMAN, R. M. 

8307000344 

Ml SC 


HALLMAN, R. M 

0307260113* 

MISC 


HALLMAN, R.M. 

0307260113* 

MISC 


HAMILL, K. 

8307230374* 

FOIA 


HAMILTON, B. 

0307200429* 

30-369 

P 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

HAMILTON, J. W. 

0307120226* 

GA999 


HAMMOND, R. D. 

3307270296* 

WASTE MOT 

HAMPTON, J. U. 

0307230625# 

50-413 

F 

HANCHETT, J. G. 

8307030061 

70-23 


HANNETT, B. A. 

0307070361 

XPDftTLEC 


HANNETT, B. A 

0307070520 

XPORTLIC 


HANNETT, B, A. 

B30720O291 

XPORTLIC 


HANSEN, L. J. 

0307130042# 

71-6679 


HANSEN, L. J. 

B307290340 

71-9132 


HANSLER, G. M. 

8307260302 

30-352 

D 

HANSON, J. E. 

B30712016B* 

50-337 

T 

HARDIN, A. K. 

B307220207* 

50-324 

G 

HARDIN, a. k. 

8307220209* 

30-324 

G 

HARDING, M. R 

8307120086 

30-327 

8 

HARDING, M. R. 

8307120267 

30-320 

S 

HARDING, M. R 

8307120416 

50-320 

3 

HARDING, M. R. 

8307120420 

30-327 

3 

HARDING, M. R 

8307120422 

30-327 

S 

HARDING, M. R. 

0307120599 

30-320 

S 

HARDING, M. R. 

8307220233 

30-320 

s 

HARDING, M. R. 

0307220420 

50-328 

s 

HARDING, M. R. 

8307290096 

30-027 

3 

HARDING, R. 

83O71C0203* 

30-266 

0 

HARDING, V. R. 

8307180103# 

30-266 

0 

HARDING, V. R. 

0307100196# 

50-4B2 

G 

HARDING, V. R. 

0307180229# 

50-266 

0 

HARDING, V. R. 

0307190242* 

30-312 

G 

HARDING, V. R, 

8307190235* 

30-403 

G 

HARDING, V. R. 

8307170263* 

30-320 

0 

HARDING, V. R. 

0307190271# 

50-382 

0 

HARDING, V. R. 

0307190278* 

50-209 

0 

HARDING, V. R. 

03O719O2BB* 

50-400 

0 

HARDING, V. R. 

0307190299# 

30-261 

G 

HARDING, V. R. 

0307210251# 

50-277 

G 

HARDING, V. R. 

0307270477* 

50-440 

G 

HARDING, W. 

0307 190148 

NUREG 


HARLOW, £. V. 

0307070220# 

50-237 

P 

HARLOW, E. V. 

8307070239* 

90-237 

P 

HARRAN, 0. 

8307220104 

50-245 

R 

HARRELL, E. W. 

03071 10379 

50-339 

S 

HARRELL, E. W. 

8307110435 

50-330 

S 

HARRELL, E. W. 

8307120094 

30-339 

8 

HARRELL, E. W, 

0307120234 

so-osv 

8 

HARRELL, E. W. 

0307120299 

50-338 

S 

HARRELL, E. W. 

8307120491 

30-339 

S 

HARRELL, E. W. 

8307120304 

50-330 

8 

HARRELL, E. W. 

0307120562 

30-330 

8 

HARRELL, £, W. 

0307220048 

30-338 

3 

HARRELL, E. W. 

03072201 IB 

30-339 

8 

HARRELL, E. W. 

0307220123 

50-339 

S 

HARRELL, E. W. 

B30729005B 

50-339 

8 

HARRELL, E. W. 

0307290073 

30-339 

S 

HARRELL, E. W. 

8307290171 

30-338 

5 

HARRELL, E. W. 

8307290187 

30-339 

S 

HARRELL, E. W. 

0307290189 

50-338 

3 

HARRELL, P H. 

8307060221# 

GA999 

B 

HARRINGTON 

8307220206 

30-293 

HARRINGTON, D. 0. 

8307120331 

30-293 

P 

HARR INQTQN, W. 

8307060037# 

50-293 

a 

HARRINGTON, W. 

8307060040* 

30-293 

G 

HARRINGTON, W. D. 

8307010082 

50-293 

Q 

HARRINGTON, W. D. 

8307010134 

50-293 

S 

HARRINGTON, W. D. 

8307030252 

50-293 

Q 

HARRINGTON, W. D. 

83071 10336 

30-293 

P 

HARRINGTON, W. D. 

83071 10476 

30-293 

8 

HARRINGTON, W. D. 

0307110506 

30-293 

8 

HARRINGTON, W. D. 

8307 1 20229 

30-293 

F 

HARRINGTON, W. D. 

8307 1 20423 

30-293 

Q 

HARRINGTON, W. D. 

B307 120307 

50-293 

S 

HARRINQTON, W. D. 

03071 2031 0 

50-293 

s 

HARRINGTON, W D. 

8307 130080 

50-293 

p 

HARRINGTON, W. D. 

0307130002# 

50-293 

p 

HARRINGTON, W. D. 

8307130022 

50-293 

B 

HARRINQTON, W. D. 

0307130060 

90-293 

P 

HARRINGTON, W. D. 

8307130123 

90-293 

P 

HARRINGTON, W. D. 

8307130127 

50-293 

8 

HARR I NOTON, W. D. 

8307130245 

50-293 

S 

HARRINGTON. W. D. 

8307130262 

30-293 

0 

HARRINGTON.W, 0. 

8307190016 

50-293 

P 

HARRINGTON, W. D. 

0307190040 

30-293 

R 

HARRINGTON.W. D. 

8307210140* 

50-293 

Q 

HARRINGTON.W. D. 

8307220197 

90-293 

R 

HARRINGTON.W. D. 

8307220331 

50-293 

S 

HARRINGTON, W. D. 

8307220376 

90-293 

P 

HARRINGTON.W. D. 

8307220430 

90-293 

S 
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AUTHOR 


HARRINGTON, W. 
HARRINGTON, W. 
HARRINGTON, W. 
HARRINGTON, W. 
HARR INGTON, W. 

HARRINGTON, M- 
HARRINGTON, W. 1 
HARRIS. J. M. 
HARRIS, J. R. 
HARR J SON, F. 

HARRISON, F. L. 
HARRISON, J. 
HARRISON, J. 
HARRISON, J. 
HARRISON, J. J. 

HARRISON, U. J. 
HARRrSON. J. J. 
HARRISON, J. J. 
HARR I SON, J . J. 
HARRISON, J. J, 

HART, G, H 
HART, h. c. 

HART, T„ A. 
HARTIGAN, N. F. 
HARTMAN, P. L. 

HARVEY, R. C. 
HASSELL, D. F, 
HAUGHEV, H. 

haughey.m. 

HAUZe, G. L. 

HAVIAH, E. 

WAVIAN, E 
HAWKINS, E. F, 
HAWKINS, E. F 
HAWKINS, F. c, 

HAWKINS, F. C. 
HAWKINS, F, C 
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0 
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A 
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A 
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0 
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Q 

30-445 

G 
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G 

PR 
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30-322 

R 

30-443 

G 

KAYSER, W. V. 
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30-309 

30-309 
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8307290493 

8307260268 

8307280349* 

8307050268 

8307050275 

83O7C0O&23 

8307080657 

8307000669* 
0307080672 
8307080676* 
8307110071 
83071 10005 

8307110092 

8307120028 

8307120030 

8307120034 

8307130017 

8307 1 30022* 

0307130028 

8307130029 

0307130030 

8307130034 

8307130036* 

8307130037 

8307130039 

8307130042 

8307130043* 

8307130052 
8307130053 
8307130066 
830713031 1 
8307130315 

8307190392 

8307190401 

8307190404* 

8307190415 

8307190420* 

8307190428 
8307190434 
8307190460 
8307220105 
8307250023 

8307250105 
8307250553 
8307250357 
8307250539 
8307250562* 


50-34 1 A 
50-341 A 
50-341 A 
50-341 A 
50-546 C 

50-387 Q 
PR 

WASTE MOT 

71-6070 

71-6406 

71-6406 

71-9100 

71-9100 

71-9089 

71-5874 

71-9100 

71-9505 

71-9088 

71-6206 

71-5641 

71-5641 

71-6700 

71-9044 

71-500 

71-9033 

71-500 

71-9151 

71-499 

71-5971 

71-499 

71-9000 

71-9176 

71-5957 

71-9135 

71-496 

71-5957 

71-9163 

71-9163 

71-9010 

71-9010 

71-9089 

71-9070 

71-9163 

71-9070 

71-9100 

71-6771 

71-6550 

71-5352 

71-9098 

71-3332 


MADSEN, 0. L. 
MADSEN, G. L 
MADSEN, G. L. 
MADSEN, 0. L. 
MADSEN, 0. L, 

MADSEN, 0. L. 
MADSEN, 0. L. 
MADSEN, 0. L. 
MADSEN, 0. L. 
MADSEN, O. L. 

MADSEN, 0. L. 
MADSEN, 0. L 
MADSEN, 0. L. 
MADSEN, G. L. 
MADSEN, 0. L. 

MADSEN, 0. L. 
MADSEN, Q. L. 
MADSEN, G. L. 
MADSEN, 0. L. 
MADSEN, 0. L. 


MADSEN, Q. L. 
MADSEN, 0. L 
MAIDRANQ, R. A. 
MAIER, J. E. 
MAIER, J. e, 

MAIER, J. E. 
MAIER, J. E, 
MAIER, j. e. 
MAIER, J, E. 
MAIER, J. £, 

MAIER. J. £. 
MAIER, J. E. 
MAIER, J. E. 
MAJYAiP. S. 
MAKING, M. 

MANGAN, C. V. 
MANGAN, C. V 
MANGAN, C. V. 
MANGAN, C. V 
MANGAN, C. V. 

MANQAN, C. U 
manoan, c. v. 

MANGAN, C. V. 
MANOAN, C. V. 
MANGAN, C. V. 


MANN, B. 

MANN, e. o. 
manna, f, J, 
manning, w. j. 
manno, s. f. 
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S307230569 

0307250570* 

8307230573* 

6307250373* 

8307250376 

71-5026 

71-9098 

71-5026 

71-6550 

71-6272 

MARCHAL. J. 
MARCHAL, J. 
MARCHAL, J, 
MARCHAL, J. 
MARCHAL, J. 

Q30 7070372 
0307110549 
63071 10561 
8307190116 
030 7200294 

8307250377 

6307250581 

6307230302* 

0307250595 

8307250603 

71-210 

71-6272 

71-210 

71-9094 

71-6400 

MARCHAL. J. 
MAR0ULIE8, M. 0. 
MAROULIES, ft D. 
MAR0ULIE8, M. B. 
MARK, R. 

B3O7S30646 
83071 40461 
0307250393 
6307230492 
8307190223# 

8307230605* 

8307230409* 

0307290372 

0307290300 

0307290306 

71-9096 

71-6400 

71-3005 

71-318 

71-6400 

MARK, ft. 

MAROUARDT, W. 0. 
MARSCHALL, C. W. 
MARSCHALL, C. W. 
MARSHALL, J. R. 

9307190225* 
0306280593# 
3307 120009 
0307120012 
0307060011 

B307290411 

B307290422* 

6307210191* 

0307260132 

0307260192 

71-3450 

71-5450 

50-443 T 

WASTE MGT 

WASTE MOT 

MARSHALL, J. R. 
MARSHALL, J. n. 
MARSHALL, J, ft. 
MARSHALL, J. R. 
MARSHALL, J. R. 

8307060210 

8307000413 

8307110291# 

8307120191 

0307120269 

0307260215 

S307220373 

0307120010 

B3070B0020 

8307120439* 

WASTE MGT 

30-443 G 

NUREO 

30-295 8 

50-373 Q 

MARSHALL, J. ft. 
MARBHALL, J, R. 
MARSHALL, J. ft. 
MARSHALL, J. R. 
MARSHALL, J. ft. 

8307 120306 
0307110271 
8307130303 
8307180079 
8307190061 

8307200325* 

0307220531 

8307240541 

0307100199* 

8307050119 

70-36 

50-373 S 

30-237 S 

50-373 G 

30-267 G 

MARSHALL, J. R, 
MARSHALL, J. R. 
MARSHALL, J. ft. 
MARSHALL, J. R. 
MARSHALL, J. R. 

0307190151 

0307190101 

030721013? 

030721029? 

8307220270 


8307050132 

0307060122 

8307060132 

0307060145 

8307060241 

8307120253 

0307120390 

8307120405 

8307120423 

8307120440 

8307120406 

0307120320 

8307150122 

0307130133 

8307150103 


30-445 

30-290 

50-267 

50-443 

30-302 


50-267 Q 
50-267 O 
50-298 G 
50-332 Q 
50-302 Q 


50-458 

30-490 

30-498 

30-267 

30-112 


MARSHALL. J. R, 
MARBHALL, J, R. 
MARSHALL, J. R. 
MARSHALL, J. R, 
MARSHALL, J. R. 

MARSHALL, J. R. 
MARSHALL, J. R. 
MARSHALL, J, R. 
MARSHALL, J. R, 
MARSHALL, J. R. 

MARSHALL, J.R, 
MARSHALL, J. S. 
MARSHALL, M. H. 
MARBHALL, M. H. 
MARSHALL. R. K. 


0307220305 

8307220310 

0307220317# 

8307220360 

0307230402 

030726*0073 

0307260094 

8307260180 

0307260322 

0307260546 

0307260554 
8307210117 
0307070190 
S 30 7070 198 
0307120026 


SUBJECT 

CATEGORY 

XPORTLlc'" 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 
50-410 o 
30-261 o 
30-261 c 
30-443 o 

30-443 o 
10-445 ' i 
NUREO 
nureo 

30-313 p 

30-360 p 
30-313 p 
30-315 p 
30-368 8 

30-313 p 

30-313 p 
30-313 a 
30-313 B 
30-313 F 
30-313 p 

30-313 F 
30-313 p 
30-313 p 
30-313 p 
30-313 R 

30-368 R 
30-313 p 
30-313 Q 
30-313 Q 
30-313 k 

30-360 8 

30-313 fl 
30-313 ft 
30-368 8 

30-360 P 

30-360 8 

30-443 A 
30-329 Q 
30-329 0 

NUREO 


8307150201 

0307150303 

8307150304 

0307150334 

8307100273 

8307210192 

8307220285 

8307260280 

8307260433 

0307260514 

8307260331* 

8307290137 

8307210191* 

8307120031* 

8307120490 

8307150379 

8307190169* 

8307220262 

0307220377 

8307260445 

8307270468* 

8307280337 

8307200366 

8307090133 

8307220033 

8307010102 

8307070038 

8307070099 

8307120198 

8307120294 

83071 203S8 
8307140309 
0307140348 
8307220150 
8307230493* 

0307120016 
8307250451 
83071501 19 
8307260167* 
8307190131 


50-382 Q 
50-290 G 
50-443 Q 
50-450 Q 
30-267 P 

50-445 Q 
30-490 G 
50-290 G 
30-298 p 
30-290 Q 

50-298 Q 
30-267 G 
30-443 T 
30-244 F 
30-244 P 

50-244 S 
50-244 G 
30-244 S 
30-244 S 
30-24# p 

30-244 F 
30-244 Q 
50-244 0 

NUREO 
WASTE MOT 

30-220 Q 
30-220 p 
30-220 p 
30-220 K 
30-220 p 

50-220 F 
30-220 p 
30-220 p 
71-6346 
30-220 F 

NUREO 
30-339 p 
30-247 S 
FOIA 

30-410 S 


martin, D. E. 

MARTIN, D. E. 
MARTIN, D. E, 
MARTIN, D. E. 
MARTIN, D. E. 


B307010296 
8307010000 
8307030399 
8307010403 
8307 190015 


WASTE MGT 
WASTE MOT 
WA8TE MOT 
WASTE MOT 
WASTE MOT 


MARTIN, D. E. 
MARTIN, d. e. 

martin, d. e. 
martin, d. e. 

MARTIN, u. 


0307190431 
8307190472 
83072601 18 
8307260127 
0307050131# 


WASTE MGT 
WASTE MOT 
WASTE HOT 
WASTE MOT 
30-397 E 


martin, j. 
martin, u. 
martin, j. 
martin, j, 
martin, j. 


8307030116# 

8307010160# 

8307050163# 

8307030167# 

8307010173# 


30-397 E 
10-397 E 
50-397 E 
30-397 E 
30-397 E 


martin, j, b. 
MARTIN, j, b, 

martin, u. b. 

MARTIN, J. o, 

martin, j. b. 

martin, j. b. 
martin, j, b. 
martin, U. fl. 
martin, j. b. 
martin, j. b, 

martin, l. h. 
martin, R. a. 
MARTIN, R. a. 
martin, R. E. 

MARTIN, R.E. 

martin, r. e. 

MARTIN, R. E, 

martin, r, e. 
MARTIN, R, e. 
MARTIN, T. 

martin, t. j. 
martin, t. t. 
martin, t. t. 
martin, T. T. 
martin, t. t. 


8307060376 

8307060400 

8307140413# 

8307100212 

8307180163 

8307250118# 

8307210164# 

8307210193# 

8307210613# 

8307270416 


8307130261# 
83071 10390 
8307260043 
8307070149 
8307070116 

8307110373 

8307110377 

8307190389 

8307200449 

8307090201 


83071 90199 
8307010007 
830701001 A 
8307010031 
8307010040 


10-312 F 
30-328 Q 
10-142 0 

30-397 A 
NUREO 

FOIA 

FOIA 

FOIA 

FOIA 

WASTE MOT 

30-400 0 

RES 

RES 

30-332 A 
30-332 A 

30-332 A 
30-332 E 
10-352 A 
30-332 E 
30-423 B 

10-314 S 
30-272 Q 
30-322 Q 
30-322 Q 
30-220 Q 
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KART IN, T. T. 
martin, t. t. 
martin, t. t. 

0307010072 

0307010125 

0307010128 

30-245 

70-690 

70-364 

Q 

martin, t. t. 

8307010129 

30-247 

G 

MARTIN, T- T. 

830701013? 

30-271 

Q 

martin, t. t. 

0307010152 

30-352 

G 

MARTIN, T. T. 

9307060022 

50-244 

G 

MARTIN, T. T. 

8307060030 

50-293 

Q 

martin, t. t. 
martin, t. t. 

0307060 1 1 7 
8307060330 

30-271 

70-1100 

Q 

martin, t. t. 

83071 10251 

30-309 

Q 

MARTIN, t. t. 

8307110259 

30-220 

Q 

martin, t. t. 
martin, t. t. 

0307110200 

0307110351 

50-322 

70-1703 

0 

martin, t. t. 

B3071 10362 

30-334 

0 

martin, t. t. 

8307110369 

90-97 

Q 

martin.t. t. 

8307110386 

30-247 

G 

martin, T. T. 

8307110410 

30-206 

Q 

martin, t. t. 

8307110463 

30-220 

Q 

MARTIN, T. T. 

8307110498 

30-271 

Q 

martin, t. t. 

8307110536 

50-244 

Q 

MARTIN, T. T. 
MARTIN, T. T. 

8307120214 

8307120253 

30-28? 

70-371 

G 

martin, t. t. 

8307120456 

30-307 

Q 

MARTIN, T. T. 

8307140079 

30-37 

G 

MARTIN, T. T, 

8307140232 

30-31 1 

G 

MARTIN, T. T, 
MARTIN, T. T. 

8307140238 

8307140277 

50-29 

70-364 

G 

martin, t. t. 

8307140386 

90-286 

G 

MARTIN, T. T. 

8307140406 

30-333 

G 

MARTIN, T, T. 
MARTIN, T. T. 
MARTIN, T. T. 

8307150255 

8307150260 

8307190087 

50-277 

GA999 

40-672 

G 

MARTIN, T. T. 

8307190206 

50-213 

G 

MARTIN, T. T. 

8307210018 

30-293 

G 

MARTIN, T. T. 

8307210023 

50-322 

Q 

MARTIN, T. T. 

8307210033 

30-423 

Q 

MARTIN, T. T, 

0307210121 

30-443 

G 

MARTIN, T T. 

S3072101 30 

30-271 

F 

MARTIN, T. T. 

8307210204 

50-308 

G 

MARTIN, T. T. 

0307210213 

30-412 

G 

MARTIN, T. T. 

8307220058 

30-277 

F 

MARTIN, T. T. 
MARTIN, T. T. 
MARTIN, T. T. 

MARTIN, T. T. 
MARTIN, T. T. 
MARTIN, T. T. 
MARTIN, T. T. 

8307220393 
0307250060* 
83072501 16 

B307230349 

8307250440 

9307280123 

8307280164 

30-271 
FOI A 
70-2319 

40-672 

40-06 

40-672 

40-672 

Q 

MARTIN, T. T. 

0307280269 

30-309 

0 

MARTIN, T. T. 

8307280278 

30-333 

Q 

MARTIN, T. T. 

8307290312 

50-213 

G 

MARTIN, T. T. 

0307280334 

30-334 

G 

MARTIN, T. T. 

8307280343 

30-317 

Q 

MASON, C. C . 

0307220474 

30-327 

R 

MASSEY, J. V. 

0307070181* 

30-237 

P 

MASSEY, J, V. 

8307180138* 

30-237 

P 

MASS IE, H. W. 

8307 190067* 

90-237 

P 

MASTER60N, B. 

8307210048 

50-373 

a 

MASTER BON, V. V. 

8307220193 

30-373 

a 

masterbon, V. V. 

MATAKA8, R. A. 

8307220201 

8307250060* 

90-373 
FOI A 

5 

MATERS, B. R. 

0307120237 

30-341 

A 

MATH IB, J- L. 

8307220493* 

50-390 

G 

MATTHEWB, B. A. 

8307050231 

30-261 

G 

MATTHEWS, B. A. 

8307050236* 

50-261 

0 

MATTHEWS, B. A. 

8307190346 

50-261 

0 

MATTHEWS, C.R. 
MATTHEWS, D. E. 
MATTHEWB, D. E. 

B30628QSBB* 

8307130016* 

0307180436* 

30-443 

CONTRACT 

CONTRACT 

r 

MATTHEWS, T. P. 
MATT I A, M. J. 

MATT I A, M. J. 
MATT1A.M. J. 

MATT I A, M. J. 

83071901 90 

0307140119* 

8307140328* 

8307190450* 

B307230691* 

30-283 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

R 

MATTSON, R. J. 

8305060635* 

30-322 

A 

maurin,l. V. 

8307260422 

30-382 

V 

maveal, w. t. 

8307260439 

30-16 

R 

maxwell, 0. 

8307110119 

30-237 

a 

MAXWELL, o. 

8307220141* 

30-400 

Q 

MAXWELL, Q. F. 

0307220344* 

30-400 

Q 

MAXWELL, q. f. 

8307200442* 

30-440 

G 

MAY# E L. 

8307010114 

30-29 

8 

MAY. E. L. 

8307190130 

30-29 

e 

may. e* l. 

8307220327 

30-29 
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MAYBERRY, G. □ 

8307290290 

71-9006 


MAYES, R 

8307280421* 

30-369 

P 

MAYES, R. 

8307280429* 

50-369 

P 

MAYWEATHER. L. 

8307220463 

50-361 

R 

MCALPINE, E. J. 

8307010003 

70-1201 


MCALP INE, E. J. 

8307140199* 

70-143 


MCALPINE, E. J. 

8307140283* 

70-1201 


MCALPINE, E, J. 

8307140327* 

70-1151 


MCALPINE, E. J. 

8307140330* 

70-1113 


MCALPINE, E. J. 

8307140377* 

70-1201 


MCALPINE, E. J. 

8307140460* 

70-1131 


MCBREARTY, R. 

8307200449* 

30-293 

0 

MCBREARTY, R. A, 

8307010146* 

30-271 

G 

MCBREARTY, R. A. 

8307060124* 

50-271 

G 

MCBREARTY. R. A. 

8307140315* 

30-220 

Q 

MCBRIDE, M. H. 

8307110388* 

30-247 

G 

MCCABE, E. 

0307010079 

50-307 

S 

MCCABE, E. 

8307110274 

90-307 

S 

MCCABE, E. 

0307280127 

50-322 

A 

MCCABE, E. C. 

03071 10620 

30-322 

A 

MCCABE, E. C. 

0307140469* 

30-354 

G 

MCCABE, E. C. 

8307150313* 

30-307 

G 

MCCABE, E. C. 

0307250442* 

30-322 

a 

MCCABE, E. C. 

0307280346* 

50-307 

G 

MCCABE, E. C. 

8307280349* 

30-307 

a 

MCCANN, J. 

0307150313* 

30-307 

a 

MCCARTEN, J. B, 

8307060197 

50-330 

G 

MCCA8KILL, R. E. 

8306280500* 

50-443 

I 

MCCLESKEY, K. E 

8307120381 

30-322 

G 

MCCLESKEY, K. E. 

8307120381 

30-322 

G 

MCCLESKEY, K. E. 

8307260411 

50-322 

G 

MCCLINTOCK, R. 0. 

8307210341* 

70-370 


MCCLINTOCK- R. 0. 

0307210347* 

70-370 


MCCLINTOCK, R. 0. 

0307210330* 

70-378 


MCCLINTOCK, R. 0. 

8307220003* 

FOI A 


MCCLINTOCK, fi. 0. 

8307220102* 

FOI A 


MCCLUNG, R. U. 

8307210260 

NUREO 


MCCLUNG, R. W. 

8307230311 

NUREO 


MCCOLLOM, K. A. 

0307000461 

30-443 

0 

MCCONNELL, T. 

0307250092* 

30-369 

F 

MCCRAY, 8. L, 

0307030129* 

30-267 

G 

MCCREDA, B. 

0307260331* 

30-290 

Q 

MCQRORY, 6. L- 

03070301 3S* 

30-443 

G 

MCCRORY, 8. L. 

0307130079* 

30-283 

G 

MCCULLUGH, R. W. 

8307260440* 

toprep 


MCCUTCHEN, P. 

0307220075* 

CONTRACT 


MCDERMOTT, D. 

8307200172 

CONTRACT 


MCDERMOTT, D, 

8307200181 

CONTRACT 


MCDERMOTT, D. 

8307290161 

CONTRACT 


MCDERMOTT, D, 

0307290420 

CONTRACT 


MCDIARMID, R. C. 

0307210216 

30-416 

M 

MCDONALD, D. 0. 

0307150434 

30-250 

P 

MCDONALD, J. C. 

0307100139 

NUREO 


MCDUFFIE, M. A. 

0307010033 

30-400 

E 

MCDUFFIE, M. A, 

8307060095 

30-400 

E 

MCDUFFIE, It A. 

8307060111 

50-400 

E 

MCDUFFIE, M. A. 

8307060114 

30-400 

E 

MCDUFFIE, M. A. 

0307060121 

30-400 

K 

MCDUFFIE, M. A. 

0307060144 

50-400 

E 

MCDUFFIE, It A. 

0307060163 

30-400 

E 

MCDUFFIE, M. A. 

0307060234 

30-400 

E 

MCDUFFIE, It A. 

0307060302 

50-400 

E 

MCDUFFIE, M. A. 

8307070003 

50-400 

E 

MCDUFFIE, M. A. 

8307070123 

30-400 

E 

MCDUFFIE, M. A. 

83070S031 3 

30-400 

E 

MCDUFFIE, M. A. 

8307080390 

30-400 

E 

MCDUFFIE, M. A. 

8307140323 

30-400 

E 

MCDUFFIE, K. A 

8307130225 

30-400 

F 

MCDUFFIE, M. A 

0307210146 

30-400 

E 

MCDUFFIE, M. A 

8307270037 

30-4 00 

K 

MCDUFFIE, M. A. 

0307270340 

30-400 

E 

MCDUFFIE, M. A. 

0307200361 

gO-400 

E 

MCELROY, W. N. 

8307140478 

RES 


MCFARLAND, D. It 

8307260024* 

30-237 

P 

MCFARLAND, 0 M. 

0307260028* 

30-237 

P 

MCGAUOHY, J. P. 

8307050166* 

30-416 

G 

MCOAUOHY, J. P. 

0307120102 
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030712040? 
03071001*4 
03071001*4 

83 07 1 9013B 
0307190138 
0307190193 
8307190193 
0307210012 

0307210012 

0307210342 

8307220042 

0307220042 

0307220104 

8307220104 

8307220400 

630722040B 

8307200030 

8307200030 

0307 19001 fl* 

03071001*3 

0307120310 

0307110413 

0307130000 

0307130039 

0307100172 

0307280291 

8307280431 

0307200433 

0307130313* 
8307130431 
0307 130009 
03071 B0434 
0307220037 

8307010090* 

0307110309* 

0307190078 

0307210056* 

0307220397* 

0307220404 

0307290336 

0307120259* 

B307120447* 

9307120303* 

8307210202* 

0307290141* 

0307030013 

□307060113 

8307060220 

8307110402 

0307120237* 

0307120413* 

0307180033 

8307100181 

0307100306* 

0307210129 

8307220092 

8307220220 

0307230125* 

0307270034 
83060302* 1 
8307010104 
0307010144 
8307010149* 

0307030092 

8307030093* 

8307060229 

8307060252 

8307070107 

83070 BO 030 
83070801 9B 
B307 130065 
0307220461 
8307220561 

8307270283 

0307010178 

8307220209* 

8307220317* 

0307220576* 

8307140260* 

0307190182 

0307210300 

0307080473* 

0307200156* 


PERSONAL AUTHOR INDEX 


SUBJECT 

CATEGORY 


50-245 8 

30-245 8 

50-245 S 
30-336 S 
50-336 S 

SO-243 9 

50-243 3 

30-245 3 

30-245 9 

30-336 3 

30-336 S 
30-336 9 

30-336 R 
30-336 R 
30-243 R 

50-243 R 
50-336 S 
30-336 0 

ACR8 
ACRS 

70- 820 
NUREG 
PR 

State Prog 
30-289 P 

50-277 G 
State Prog 
30-333 G 
30-219 G 
30-332 G 

50-434 A 

71— 907 1 
CONTRACT 
CONTRACT 
CONTRACT 

50-27 1 Q 
30-271 0 

30-271 R 
50-271 G 
30-271 0 

50-271 G 
71-6346 
50-267 G 
90-302 Q 
30-430 G 

50-443 0 

30-267 G 
30-346 8 

30-346 S 
50-346 S 

30-346 8 

30-346 P 
30-346 P 
30-346 R 
30-346 R 

30-346 F 
50-346 S 
30-346 R 
30-346 S 
30-346 F 

50-322 F 
71-9131 
30-263 P 
30-282 P 
30-2B2 P 

30-282 P 
30-282 P 
30-306 S 
50-263 S 
PR 

50-263 P 
30-202 K 
30-202 R 
30-263 F 
30-282 F 

50—282 P 

30-263 F 
30-324 G 
90-324 Q 
50-324 Q 

90-266 P 
90-522 D 
30-322 D 
, 90-440 0 

30-374 G 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

NAIOU, K. R 

8307200395* 

30-341 

G 

NAKAMURA, N 

8307250653 

XPtJRTLlC 


NARBUT, P P 

8307120968* 

30-52B 

G 

NARDI, A, J. 

8307180023 

71-3450 


NAfiOaCI, P. D- 

0307120113 

30-369 

S 

NARDOCI, P B 

0307120200 

50-370 

S 

NARDOCI. P. B. 

0307120383 

30-369 

s 

NARDOCI, P. B 

0307120997 

30-369 

E 

NARDOCI, P. B 

8307130108 

50-369 

s 

NARDOCI. P. 3 

8307130212 

30-369 

6 

NARDOCI, P. B 

B307 150234 

30-36? 

s 

NARDOCI, P. B. 

0307130253 

30-36? 

s 

NARDOCI, P. B. 

8307130299 

30-370 

s 

NARDOCI, P. B. 

□307150303 

50-370 

s 

NARDOCI, P. B 

8307190340 

30-36? 

s 

NARDOCI, P- B. 

0307220221 

30-370 

S 

NARDOCI, P. B. 

B307220237 

30-370 

s 

NARDOCI, P, B 

0307220409 

30-36? 

s 

NARDOCI, P. D. 

8307230202 

30-36? 

s 

NARDOC I, P. D 

83O726O304 

30-370 

9 

NARDOCI, P. & 

B307260390 

30-370 

9 

NARDOCI, P- B. 

B307260333 

30-36? 

S 

NARDOCI, P- 0 

0307260367* 

30-36? 

s 

NARDOCI, P. B. 

0307260569* 

50-369 

8 

NARROW, L. 

8307210226* 

30-412 

Q 

NASH, K, L. 

0307260071* 

50-346 

P 

NEAL. T. P. 

0307280023 

71-5003 


NEELY, S. B. 

8307270100# 

50-438 

a 

nelson, g. b. 

8307260928* 

30-142 

(3 

NELSON, J. E, 

0307 J 90313 # 

CONTRACT 


NELSON, P. R. 

' 8307210379* 

FOIA 


NELSON, P R. 

0307220063* 

FQI A 


NERSES, V. 

0307080667 

30-399 

p 

NERSES. V. 

0307110973* 

30-361 

p 

nesbitt.c. d. 

0307070000 

30-340 

p 

NEUMAN, R. W. 

8307120581 

30-461 

0 

NEUMANN, M, 

8307 1 BOS 54 

40-0330 


NEUMANN, M R 

□30722000? 

40-8330 


NEYLAN, A . J. 

0307080405 

30-350 

A 

NEYLAN, A. J. 

8307200307 

30-33B 

R 

NEYLAN. A- J. 

0307200262 

30-338 

fl 

NO, C. K. 

03070701 19* 

50-334 

P 

NICHOLAS, H. 

0307130313* 

30-307 

a 

NICHOLAS, H, H. 

8307010021* 

30-322 

G 

NICHOLAS. J, D. 

83071204 47* 

30-382 

G 

NICHOLS, F. A. 

0307090133 

NUREG 


NICHOLS, H. H 

0307210212+ 

50-309 

G 

NICHOLSON. N, A. 

0307180107* 

50-202 

G 

N1C0L, M. 

0307270296* 

WASTE MOT 

NIMITZ, R. L 

8307110287* 

30-322 

0 

NIMITZ, R. L. 

0307 140233* 

50-311 

Q 

NIXrH.C. 

0303230439 

50-366 

S 

N3 X, H. C. 

8307070069 

30-321 

P 

NI X, H- C. 

0307120098 

50-366 

S 

NIX, H. C. 

0307120579 

50-321 

s 

NIX, H. C. 

8307 120506 

50-321 

s 

NIX, H. C. 

8307130064 

30-366 

3 

NIX, H. C. 

B3Q7 150071 

30-366 

s 

NIX, H. C. 

0307 1 50094 

50-366 

s 

NIX. H.C. 

03D71 50120 

50-366 

s 

NIX, H. C. 

8307150121 

30-321 

8 

NIX.H, C. 

8307150389 

30-366 

S 

N I X, H. C, 

0307 180231* 

30-321 

F 

NIX* H. C. 

0307190006 

50-321 

R 

NIX, K. C. 

0307250096 

30-366 

5 

NIX, H. C. 

8307230166 

30-366 

S 

NIX. H. C. 

8307250191 

30-321 

0 

NIX, H. C. 

0307250214 

30-321 

c 

NIX. H C. 

0307250269 

30-366 


NIX. H.C. 

8307230293 

30-321 

s 

NIX, H. C. 

0307250343 

30-366 

E 

NIX, H. C. 

0307250340 

30-366 

s 

NIX, H C. 

8307290523* 

30-321 

p 

NIX. H. C. 

0307290330* 

30-321 


NIXON, W. A, 

0307150026 

40-6300 


NOLAND, J. D. 

0307060204 

30-546 


NORDERHAUO, L. R. 

8307060021 

50-312 


NORDERHAUG, L. R. 

0307 1 10304 

70-1257 

NORDERHAUG, L. R. 

8307110391* 

70-1297 

NORDERHAUO, L. R. 

8307120106 

70-734 


NORDERHAUG, L. «. 

8307 120304 

70-734 


NORDERHAUO, L F- 

8307120520 

70-2930 

NORDERHAUG, L. R. 

0307260053 

30-206 


NORDERHAUG. L, fl. 

8307260442 

30-142 


NORDERHAUG, L. R. 

8307260521 




AUTHOR 


NORDERHAUG, L R. 
NORELIUS, C, E 
NORELIUS, C. E 
NQREL I US, C . E 
NORELIUS. C. E. 

NORELIUS. C. E. 
NORELIUS. C. E. 
NORELIUS, C. E. 
NORELIUS, C. E. 
NORELIUS, C. E. 

NORRIS. H. R. 
NORRIS. J. A. 
NORRIS. J. A. 
NORRIS. J- A. 
NORRY. P. G. 

NORRY, P. 0. 
NORRY, P- O. 
NORRY, P. 0. 
MORTON, Q. 
MORTON. B. 

NORTON. B. 
NORTON. B. 
NORTON. B. 
NORTON, B. 
NORTON, B. 

NORTON, J. F. 
NORTON, J F. 
NORWOOD* D. U 
NDVACHEK, F. J. 
NOVAK, T. fl 


NOVAK, T, W, 
NOVAK. T, M, 
NOVAK, T. M. 
NOVAK, T. M. 
NOVAK. T. M. 

NOVAK. T. M. 
NOVAK, T. M. 
NOVAK* T. M. 
NOVAK, T. M. 
NOVAK. T. M. 

NVKIRK. J. W. 
NYKIRK, J. W- 
O'BRIEN, J. 
a 'CONNOR, P. w. 
O'NEILL, H. 

D' NEILL, D. 
O'NEILL. J 
O'NEILL. J. A. 
O'NEILL* J, A. 
O'NEILL, J H 

O'NEILL, J. H. 
O'NEILL. J. H 
O'NEILL, J. H 
O'NEILL, J. H 
O'NEILL, J. H. 

O'NEILL. J. H 
O'NEILL, U. H. 

0 'REILLY, J. P. 
O'REILLY, J. P 
O'REILLY. J. P 

□ 'REILLY, J. P. 
O'REILLY, J. P. 
O'REILLY, J P 
O'REILLY, J. P. 
O'REILLY, J.P 

O'REILLY. J. P- 
O 'REILLY, J.P. 
O'REILLY, J. P. 
O'REILLY, J. P 
O'REILLY, J. P. 

O'REILLY, J. P 
O'REILLY, J. P 
O'REILLY, J. P. 
O'REILLY, J P 
O'REILLY, J. P 

O'REILLY* J. P- 
□ 'RE ILLY, J P 
O'REILLY, J. P 
O'REILLY, J. P. 
O'REILLY, J. P. 

O'ROURKE, A. P. 
O'TOOLE, J. 

0 'TOOLE, J. D. 
Q'TOOLEi J, 0. 
O'TGDLE, J. D. 


ACCESSION 

number 


0 30726 0323* 

B 3070 3 0239 
0 307 1 6 001 7 
0307 180193 
0307190143 

B307260014+ 

0307260019* 

8307260021* 

0307260203 

9307230084 

0307130039 
0306290600* 
9307 l 90049 
0307220153 
0307030747 

0307000799 

0307100202 

0307260606 

8306170403 

8307200203 

8307200203 

0307200311 

0307200311 

0307260273 

8307260275 

8307140182* 

03O72IO154* 

0307120091 

8307190010 

8306090249 

9306270413 
0307090360 
830 70504 36 
8307070431 
8307130346 

8307130359 

0307140111 

0307130448 

8307190423 

0307200337 

8307120064* 
8307290299* 
0307120319* 
B307090126 
6307 1 1 0396* 

0307250413* 

8307210129 

0307130233* 

8307130233* 

0307060173 

8307060173 
8307130241# 
0307130241* 
B307 I 40440 
8307140440 

8307250346 
0307250346 
8306 S 40 100 
8307140040 
8307140049 

8307140001 
8307 1 40 136 
8307140146 
G307I4O16B 
B3G7I40207 

8307140212 
0307140224 
6307140225 
8307 1 40249 
8307140231 

0307140270 
8307 140276 
9307140316* 
0307140339 
8307200096* 

0307220270 
B307 220301* 
8307220491 
0307220907* 
0307220522 

0307180071 
8307220335 
B3 07010196 
8307090132 
6307050162 * 


SUBJECT 

CATEGORY 


30-142 a 
30-373 a 
50-373 G 
30-373 G 
30-434 G 

50-329 O 
30-329 G 
30-329 Q 
50-483 Q 
30-10 G 

50-261 « 

PR 

TOP REP 
TCPREP 
a no 

ORO 

ORG 

ORO 

30-142 T 
30-275 G 

50-273 G 
90-273 C 
50-275 0 

30-273 G 
30-273 0 

30-373 Q 
30-374 Q 
50-260 S 
50-267 8 

50-438 E 

50-434 G 
30-413 E 
30-389 P 
30-382 A 
30-329 E 

30-346 D- 
S 0-393 P 
50-443 F 
30-330 E 
30-395 P 

30-304 F 
30-299 F 
90-312 G 
30-346 A 
30-320 G 

30-320 G 
50-346 S 
30-400 G 
30-400 0 

30-400 Q 

90-400 0 

30-400 0 

50-400 G 
30-400 G 
50-400 G 

50-400 0 

50-400 G 
30-324 0 

30-416 F 
30-261 P 

30-261 G 
30-309 P 
MI6C 

30-389 P 
30-261 P 

30-280 Q 
30-370 P 
30-321 F 
90-324 V 
50-261 P 

TOPREP 
90-333 F 
30-261 □ 
30-350 F 
70-143 

90-395 G 
50-324 Q 
50-416 0 

30-416 G 
30-430 Q 

30-247 0 

30-247 Q 
30-247 B 
30-247 P 
30-247 P 



442 


A'.'Vfcfi 


e tiwu. j r. 

O'TMut. J C 
C, ■ rya t . - 

crms . ^ 

f £ 

C ' TOOL E j c 

u fr;as. j c 

CJ-TOQi.e.j c 

a tool*. j c 

O 'fCCl.fi' j fi 

craai.t. j c 
OTt3*A#»3«Ni. a 

OOtiiAAPSfcN. » 
O0C1M. ,i C 

BCST*v». * „■ 
OfffiHWiW*. « „■ 
C3FFQRC. j c 
BFFeWfi .j c 
OftLf.R ,H 

OKAS*. S 
OKAS*, S 

OLif*.# £ 
OUJW. ff ff 

2U^3TffA3, M j 

OtSBM. A F 
OLSSHAM. (_ !M 
CnL&HAN. L. N 
XWlWt. V Vi 

cl oh; no* i, ,■ * 

(DL.tSOn.fi IT 
el son. s g 
Oi.SOt 0 L 
OLSOh. c L 
QL5IX. 0 L 

OL&OH, 0. l 
OLSQW. a L 
DLBOW D l 
QL ftON-.0 L 
CLGQN. 0 u 

OLSOh. 0 u 
OL*0N, 0 L 
KkSON.Q L 
OLSON. □. l 
ataoN. c L 

OLSON. o L 
OL®OW ; O L 
OLSON, Q L 

a .mu. □ l 

CL-SjONj o. L 

OLSON, o L 
OLSCM. <J t 
OLSON. 0 l 
OLSCN.O i, 

OLSON. 0 L 

PLSON. 0 (, 

tx©QN. o l 
o^^ow.q u 

CP*EA.« w 
OFFCA. 3 y 

OP*fc£A, C W 

OF»«a. g g 
0P«g>.® w 
L 

€»ML«. C L 

ORAL#, & l 
OW***,tt 
CfcWOTRtN. P h 
asfcoswr * p 
tf-sre*. j 

OTUNKMER. R 

» p 

owci:«wjm.p $ 

PAC C. P L 
*A3rtANA*H*r4 

FA8A940, V $ 
**«&,:« $ 

PW£,B $ 

pass. » q 

»*££>» 2 
PAO®, ft ^ 

F/WS, ft 5 
.¥>*$$, If ^ 

*MINEX* v 


PERSONAL AUTHOR INDEX 


a::£T3ion sufijesT accession subject 

wGkM* CATCftORV AUTHOR NUMBER CATEGORY 


MC TC 4C5« 5 
ax ?-;-«C3C2 
8KTS2CWS# 
3K»i2C56?* 
flK?| 9*061 


-v-247 0 
55-247 0 
20-247 0 
50-247 g 

20-247 S 


PAINTER. B. F. 
PALLADINO, N. 
PALL ADI NO, N. J. 
PALLADINO. N J. 
PALL ADI NO, N. J. 


630713006B 

0307250619* 

8307060439 

0307140004 

8307190037 


50-200 \} 
FDIA 

50-209 U 
50-247 U 
COMMISSION 


AUTHOR 


PASTVA, M. J. 
PATTARINI. D. M. 
PATTERSON. J. D. 
PATTERSON, J. P, 
PATTERSON, J, P 


ACCESSION 

Nl/MDER 


subject 

CAT£OQfly 


8307260404 
0307100001 
0 3O7O7OH0 
0307120547# 
0307280335# 


30-324 

30-323 

PR 

50-263 

70-36 


J 

I 


a*:-7ieoi»i 

MC 72*0203 
0X3 722C527 5 
BOO 7220290 
BK -*22034 3 


JO-247 S 
JO-247 S 
50-247 S 
50-247 0 
50-247 R 


S3C7220-429 -0-247 R 

7090 5 74 72-4909 

*JCrOOQ*83 71 -4498 
#307130C4« 7J-9132 

S30?iS<J.3l9* 50-340 F 

»» 7 1J0007* 50-2*3 0 

&3O7J0OOIS* 30-454 Q 
030? 1 30434* CONTRACT 
8307190413* CONTRACT 
«M)7C+00*9 St*t« Pr« S 

030737033* JPDRTLIC 
©307070417 XPORTLIC 
a>5 ? 1 20209 ♦ 3A 999 
03<; 71 20334* QA 999 
&3CO 130243 WASTE MOT 


030 7190013 
830231 &0J3 
8307130303 
6'30 7t+-33 73 
0307(40309 

030 72*0024 9 
83072*0026 ■ 
030705f0«a3 
0307220237 
330 722C230 

9307320232 
6-30 72^0236 
^30 7220233 
0307220^253 

©307270142 

S30 7270149 
03C 7270152 
830 ?2 70159 

93070*016* 
930 72?0 J 64 

8307270194 

8307270204 

9307270200 

9307270314 

930737021a 

03C-727ffi233 

0;3O?27O23? 
830 7270242 
03072702*5 

0^7270270 

930 ?2?©274 
630727C2S4 
©30 7270291 
63070*02*6 
03O7O3C476 

0307200*174 

0307220292* 
B30 72304* 3 
03071000*4* 
03O?I^,JO*3» 

0^7I©OO*6* 
030722044 1* 

©307250*5.3 
&307C ©©314* 
93072*&430 

030 7 J 40007* 
63072*0530 
&3G7J 105*0 
6327220329 
6354230*04* 

6307270033* 
63*>n 40393 * 
©3070^4*7 
©307000474* 
©K)7iico*3 

KWTI191 4o 
9307150030 
0307190024 
©3WJ05J7 
WWl.»33»« 


70-024 
50-434 A 
50-434 V 
Stdtf F r g 5 
3t*tt Prog 

5-0-237 P 
50-237 P 
WASTE MOT 
WASTE MOT 

waste MOT 

WASTE MOT 
WASTE MOT 
WASTE MOT 

waste mot 

WASTE MOT 

WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 

WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE HOT 

WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 
WA3TE MOT 

WASTE MOT 
WASTE MOT 
WASTE MOT 


50-490 

S 

50-498 

S 

50- 466 

A 

50-490 

Q 

50-490 

S 

00-373 

a 

90-373 

Q 

50-373 

0 

90-369 

G 

WASTE f^T 
TOPREP 

50-10 

J 

90-247 

U 

90-312 

RES 

R 

50-250 

R 

CEN TEC 

18 

GEN tec 

IS 

90-259 
40 -6264 

F 


46-42*4 

70-1201 

70-29J0 

70-371 
70-294 3 
70-020 
30-2*1 o 


PALLADINO, N. J. 
PALLAOINO-N. J. 
PALLADINO, N. J- 
PALLADINO, N. J. 
P ALL AO WO, N. J. 


83071901 90 
0307200243 
8307200247 
0307200249 
8307200259 


50-209 0 
COMMISSION 
COMMISSION 
COMMISSION 
COMMISSION 


PATTERSON, J. N. 
PATTERSON, W. F. 
PATTERSON, W. F 
PAUL. E, 

PAUL, R. A. 


PALLADINO, N. J, 
PALLADINO. N. J. 
PALMER, R. A 
PALMER, R. A. 
PALMER, R. A. 

PALMER* R. A- 
PALMER, R, A. 
PALMER. R. A, 
PALMER, R. A. 
PALMER, R. A. 


PAN, J 
PAN, J. 
PANCIERA, V. 
PANDEY.P, 
PANDEY, P. 


PANO, J.F 
PAOLINO, R, J. 
PAOL I NO, B. J. 
PAFAY, L T. 
PAPER IELLO, C. J. 

PAPER IELLO, C. J. 
PAPER IELLO, C. J. 
PAPERJELLO, c. j. 

paperiello,c. j, 

p APER IELLO, C. J. 

PAPERIELLCLC. J. 
PAPER IELLQ, C. J 
PAPERIELLO.C. J. 
PAPERJELLO, C. J, 
PAPERIELLCLC. J, 

PAPERI ELLO, C. J. 
PAPER I ELLO, C. J. 

paperiello.c J. 

PAPER I ELLO, C. J. 
PAPERJELLO, C. J. 

PAPERIELLO.C. J. 
PAPERIELLO.C, j. 
PARER IELLO, C. J. 
PAPERIELLO.C. J. 
PAPERJELLO, C. J. 

PAPER IELLO, C J 
PAPER IELLO, c. J, 
PAR CHEN, L. J. 

PAR CHEN, L. J. 
PARILLO, j. 
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50-206 

R 

8307250290 

50-362 

S 

8307250426 

50-362 

S 

8307250433 

30-206 

s 

83072504 59 

50-362 

s 

8307250462 

50-361 

s 

8307250472 

50-361 

s 

8307250474 

50-361 

s 

8307250476* 

30-361 

s 

8307250479* 

50-361 

s 

8307250490 

50-361 

8 

8307250491 

30-361 

S 

8307010130 

50-2? 

F 

8306240426* 

50-447 

O 

8-307070100 

50-317 

F 

8307120043* 

50-317 

F 

8307230499* 

30-220 

F 

8307060149 

50-271 

S 

8307110436 

30-317 

3 

8307010003 

50-317 

3 

8307010160 

50-317 

S 

83071QOIB7 

50-317 

s 

03O71BO193 

30-318 

s 

83071B0207 

50-317 

8 

83071B0245 

30-317 

8 

830701 0087 

50-310 

S 

8307070076 

50-400 

8 

B3070B064B 

70-143 


0307190267 

50-269 

P 

0307190180* 

50-369 

R 

8307190309* 

50-369 

R 

8307130016* 

CONTRACT 

0307180436* 

CONTRACT 

0307220075* 

CONTRACT 

0307250508 

CONTRACT 

8307250520* 

CONTRACT 

8307230643* 

CONTRACT 

8307250693* 

CONTRACT 

8307270480* 

CONTRACT 

8307290366* 

CONTRACT 

8307150352* 

50-213 

G 

8307050 1 29* 

50-267 

G 

8307150079* 

50-285 

O 

8307190006 

50-321 

» 

8307200216* 

30-237 

G 

8307230448 

50-237 

P 

830726030 1 

30-374 

A 

8307200102* 

30-10 

Q 

8307280457* 

S0-1Q 

a 

8307180263 

30-4B3 

o 

8307150402 

30-364 

P 

0307230567 

50-364 

p 

8307050355 

PROJ 


0307050357* 

PROJ 



B 307 090092 COMMISSION , 
03070901 IB COMMISSION i 
0307190403 COMMISSION • 
8307190443 COMMISSION ! 
0307250313 COMMISSION 
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REILLY.H. J 

8307230080 

NUREG 


REILLY, W. 

9307210206* 

GA999 


REILLY, W- 

0307210224* 

0A999 


RE I HERS, 0. A. 

0307030133 

50-331 

S 

RE I HERS, 0. A. 

0307210067 

30-331 

S 

REIS, E. J. 

8307080423 

50-322 

G 

REIS, E. J. 

0307130314 

50-322 

C 

REK I TO, W. A. 

□3071102*6* 

30-220 

Q 

REKITO, W. A 

0307250060* 

50-334 

Q 

RENMELB, A. E. 

8307070216 

40-2061 


REMTSCKLER, R. R. 

0307110363 

70-2960 


RENTSCKLER, R. R. 

8307110394 

70-1237 


REHTSCHLER, R. R, 

8307110603 

70-364 


RENTSCHLER, R. R. 

0307110649 

70-27 


REHTSCHLER, R. R. 

0307110691 

70-390 


REHTSCHLER, R. R. 

0307100069 

70-143 


REHWICK, J. C. 

03071 1O40B 

30-373 

3 

REPKA, D. A. 

0307010068 

30-322 

G 

REPKA, D. A. 

0307030266 

30-322 

0 

REPKA, D. A. 

B3071 10039 

50-322 

0 

REPKA, D, A. 

0307110042 

30-322 

G 

REPKA, 0. A. 

0307140470 

30-322 

G 

REQIM, 0. 

0307110037 

50-261 

G 

REQUA, 0. 

0307100430 

30-261 

P 

RE8NIKQFF, M. 

8307030117 

PR 


REST, J. 

0307090133 

NUREG 


REULAND, B. 

0307000609* 

NUREG 


reveley, h. t 

B307030192 

30-322 

0 

REVEL EYi W. T. 

8307030192 

30-322 

G 

reveley, w, t. 

0307140447 

30-322 

Q 

REVELEY, W. T. 

0307140447 

30-322 

G 

REYES, L. A. 

3307140422* 

30-374 

Q 

REYES, L. A. 

0307200204* 

30-434 

0 

REYNOLDS, J, R. 

0307050242 

30-273 

0 

REYNOLDS, J. R. 

8307030242 

30-273 

G 

REYNOLDS, J. R. 

0307060437 

30-273 

G 

REYNOLDS, J. R. 

0307060437 

30-273 

0 

REYNOLDS, J. R. 

0307120371 

30-273 

G 

REYNOLDS. J. R. 

B307120371 

30-275 

G 

REYNOLDS, J. W. 

8307120393 

30-329 

E 

REYNOLDS, N. S. 

0303100420 

30-308 

G 

REYNOLDS, N. S. 

8303100420 

50-300 

G 

REYNOLDS, N. S, 

8307070140 

PR 


REYNOLDS, N, B. 

0307000437 

30-30B 

0 

REYNOLDS, N. 8. 

8307060437 

30-300 

0 

REYNOLDS, N. S 

0307110236 

50-500 

G 

REYNOLOB. N. S. 

83071 10236 

30— SOB 

G 

REYNOLDS. N. S. 

8307120383 

30-443 

Q 

REYNOLDS, N. 8. 

8307120383 

30-443 

Q 

REYNOLOS, N. S. 

8307140464 

30-300 

Q 

REYNOLDS, N. S. 

8307140464 

30-308 

0 

REYNOLDS, N. S 

0307190228 

30-443 

G 

REYNOLDS, N. S. 

0307 190220 

50-443 

G 

REYNOLDS, S. D. 

8307060029* 

30-244 

G 

RHINELANDER, J. 

8307260303 

40-2061 


RHINELANDER. J. 

0307260305 

40-2061 


RHOA DB, 0. 

8307010079 

30-307 

S 

RHOADS, 0. 

8307110274 

30-307 

8 

RHOADS, 0. 

8307130313* 

50-387 

Q 

RHOADS, 0. 

8307280349* 

30-3B7 

Q 

RHOADS, 0.0. 

B30728D346* 

30-387 

a 

RHODE, 0. K. 

8307070062 

30-410 

G 

RHODE. 0. K. 

8307220407 

30-410 

A 

RICE, D. A. 

8307010024 

30-29 

S 

RICE. D. W. 

0307270319 

NUREG 


RICEiW. M. 

0307220394 

30-498 

A 

RICHARD, M. E 

8307060224 

30-322 

c 

RICHARDS, B. L. 

B307 140199* 

70-143 


RICHARDS, B. L. 

0307 1 40377# 

70-1201 


RICHARDS, S. 

B3072 10026* 

30-322 

G 

RICHARDSON, J. D. 

8307260324 

30-416 

R 

RIDDLE, D. H. 

8303120331* 

CONTRACT 


RIDQHAV, D. A. 

8307140433 

30-400 

G 

RIDOWAY, D. A. 

8307140433 

30-400 

G 

RIDOWAY, 0. A. 

8307140434 

30-400 

G 

RIDOWAY, D. A, 

8307140434 

30-400 

G 

RIDOWAY, D, A, 

0307100176 

30-266 

G 

R IDOWAY, D. A. 

8307100200 

30-266 

G 

RIDOWAY, D. A. 

0307190200 

50-266 

G 

R IDOWAY, D. A- . 

6307180210 

30-266 

G 

R I DOW AY, D. A. 

0307190239 

30-320 

G 

RILEY, J. L. 

8307190239 

30-413 

G 

RINALDI, F. 

8307230402* 

30-329 

G 

ftINOi-M. 

0307260006* 

30-329 

a 

R I NO, M. A, 

0307200204* 

30-434 

a 


AUTHOR 
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NUMBER 

SUBJECT 

CATEGORY 

R I VENBARK. G. 

0307140541 

50-366 

P 

RIVENBARK, G 

0307100424 

30-321 

P 

R IVENflARK , Q 

0307200337 

30-366 

P 

RIVER I A, J. A 
ROBERDS, H. W. 

8307290373* 

0307120013* 

71-496 

30-482 

a 

ROBERDS, W. J. 

0307270410* 

WASTE MOT 

ROBERTS, L. B 

8307130111 

50-312 

B 

ROBERTS, L. B. 

8307210122 

30-312 

8 

ROBERTS, T. M. 

8307200367 

COMMISSION 

ROBERTS, T. M. 

0307200369* 

COMMISSION 

ROBERTS, T. N. 

8307200372* 

COMMISSION 

ROBERTS, T. ft 

0307200376* 

COMMISSION 

ROBERTS. T. M. 

0307200379* 

COMMISSION 

ROBERTS. U. B. 

0307220339* 

30-266 

P 

ROBERTSON, J. D. 

0307270399 

WASTE MOT 

ROBERTSON, J. B. 

0307270403 

WASTE MOT 

ROBINSON, D. 

0307110340* 

30-313 

8 

ROBINSON, D. 

0307110347* 

30-313 

B 

ROBINSON, D. 

8307260006* 

30-329 

a 

ROBINSON, D. 

8307260009* 

30-329 

G 

ROD, S. R. 
RODRIGUEZ, R. J. 

B3070B0323* 

0307010034 

TQPREP 

30-312 

P 

RODRIGUEZ, R. J. 

8307060049 

30-312 

3 

RODRIGUEZ, R. J. 

830706006B 

50-312 

9 

RODRIGUEZ, R. J. 

8307060152 

30-312 

8 

RODRIGUEZ. R. J. 

8307060317 

50-315 

P 

RODRIGUEZ, R. J. 

8307070012 

30-312 

P 

RODRIGUEZ, R. J. 

0307110235 

30-312 

P 

RODRIGUEZ, R. J. 

0307120321 

30-312 

8 

RODRIGUEZ, R. J. 

0307100010 

30-312 

S 

RODRIGUEZ. R, J. 

0307100012 

30-312 

P 

RODRIQUEZ, R. J. 

0307190099 

30-312 

R 

RODR 1GUEZ, R. J. 

0307190109 

30-312 

S 

RODR IGUEZ, R. J. 

8307190161 

30-312 

s 

RODRIGUEZ, R. J. 

0307230233 

30-312 

p 

RODRIGUEZ, R. J. 

0307260013 

30-312 

p 

RODRIGUEZ, R. J, 

0307260170 

30-312 

p 

RODRIGUEZ, R. J. 

8307260352 

50-312 

p 

RODRIGUEZ, R. J. 

8307260459 

30-312 

a 

RODRIGUEZ, R. J. 

8307270433 

50-312 

K 

RODRIGUEZ, R. J. 

0307280230 

30-312 

0 

RODRIQUEZ, R. J. 

0307280330 

30-312 

p 

RODR IGUEZ, R. J. 

0307280393 

30-312 

8 

RODR IGUEZ, R. J. 

0307200432 

30-312 

S 

RODR IGUEZ, R. J. 

0307280443 

30-312 

F 

ROGERS, H. R. 

0307120086 

30-327 

8 

ROGERS, H. R. 

8307120416 

30-328 

0 

ROGERS, H. R. 

8307120420 

30-327 

8 

ROGERS, H. R. 

0307120422 

30-327 

8 

ROGERS, H. R. 

8307120509 

30-320 

0 

ROGERS, J. C. 

0307510274* 

30-413 

0 

ROGERS, P. 

8307260322 

30-360 

8 

ROGERS, P. 

8307260554 

30-360 

S 

ROGERS, P, C. 

0307120191 

50-360 

6 

ROGERS, P. C. 

B307 130271 

30-313 

8 

ROGERS, P. C. 

0307150303 

30-313 

8 

ROGERS, P. J. 

0307210537 

30-326 

S 

ROGERS, W. H. 

8307290530* 

30-321 

F 

rohrer.m, V. 

8307120109 

30-416 

0 

ROHRERrM. V. 

0307 120309 

30-416 

8 

ROHRER, M. V. 

83071 30113 

50-416 

S 

ROHRER, M. V. 

8307230164 

30-416 

s 

ROHRER, M. V. 

03O723OI93 

50-416 

9 

ROHRER.M. V. 

0307230209 

30-416 

8 

ROHRER, M. V. 

0307230473 

30-416 

8 

ROHRER, M. V. 

0307260464 

30-416 

8 

ROHRER.M. V. 

0307290230 

30-416 

S 

ROMAN, T. W. 

8307130000 

50-220 

R 

ROMAN, T. W. 

0307230499* 

30-220 

F 

ROMO, L. R. 

8307050100* 

50-329 

H 

ROOD, H. 

8307110568 

50-361 

P 

ROONEY, V. L. 

8307250541 

30-271 

P 

ROOT, L. E. 

ROSANO, R. 

B307190433* 

8307260364 

CONTRACT 

30-209 

8 

ROSANO.R. 

8307280377 

30-293 

8 

ROSENTHAL, A. 

ROSS, W. J. 

8307110393* 

B307220022* 

PR 

30-333 

0 

ROSSBACHrL. W. 

8307200311* 

30-206 

a 

ROSSI, C. E. 

8307120168* 

30-337 

T 

ROSBQKONDO,C. 

8307080332 

30-2 

F 

ROTELLA, T. $. 

8307130205 

30-389 

S 

ROTELLA, T. S. 

8307230209 

30-389 

s 

ROTH, J. 

ROTH, J. 

0307140106* 

8307140313 

70-687 

30-201 

p 

ROTH, J. 

8307200190 

30-201 

p 


AUTHOR 

ACCESSION 

NUMBER 

8UBJECT 

CATEGORY 

ROTH, J. 

0307210093* 

70-371 


ROTHECHILD, M, U. 

0307130003 

30-308 

G 

ROTHSCHILD, M. U. 
ROUSE, L. C. 

ROUSE, L. C. 

ROUSE, L. C. 

ROUSE, L. C. 

ROUSE, L. C. 

ROWE, C. 

0307140526 

8307130436 

8307130443 

8307140497 

8307220076 

8307220150 

8307280170* 

30-443 

70-1143 

70-364 

70-1193 

70-1193 

70-364 

40-672 

A 

ROWSOME, F. H. 

8304200084* 

30-322 

A 

ROY, F. L. 

8307110064* 

30-261 

P 

ROY, F. L. 

0307 H 0077* 

30-261 

P 

ROZAK, S. 

8307120007* 

30-263 

0 

RUBIN, M. 

8307220419* 

30-302 

A 

RUBINSTEIN, D. 

0306080373* 

30-322 

A 

RUBINSTEIN, D. 

0307260340* 

30-322 

A 

RUBINSTEIN, D. 

8307260343* 

30-322 

A 

RUFF, A. B. 

8307220247* 

30-438 

0 

RUFTY, S. J, 

8307250451 

30-339 

P 

RUITER, 0. H. 

8307120263 

30-303 

R 

RULANDr W. H. 

8307220349* 

30-340 

Q 

RUMBLE, E. T. 

8307120160* 

30-337 

T 

RUMBLE, E, T. 

0307120176* 

30-337 

T 

RUMBLE, E. T. 

0307130213# 

30-337 

T 

RUNKLE, J. 

8307130242 

30-400 

0 

RUNKLE, J. D. 

8307260483 

30-400 

G 

RUNNER, W. R. 
RUSSCHER,0. E. 
RU8BCHER, O, E. 

8307110479* 

8307120026 

8307180143 

30-280 

NUREG 

NUREO 

F 

RUSSELL, C. F. 

0307280233 

WASTE MOT 

RUSSELL, C. F. 

8307200273 

WASTE MOT 

RUSSELL, C, F. 

8307200293 

WASTE MOT 

RUSSELL, L. B. 

8307010076 

30-317 

0 

RUSSELL, L. B. 

0307010083 

30-317 

B 

RUSBELL, L. B. 

0307010087 

30-318 

8 

RUSSELL, L. B. 

8307010142 

30-317 

8 

RUSSELL, L. B. 

8307010160 

30-317 

8 

RUSSELL, L, B. 

8307070180 

30-317 

F 

RUSSELL, L. B. 

8307110427 

30-317 

8 

RUSBELL, L. 9. 

8307110443 

30-317 

8 

RUSSELL, L. B. 

8307110436 

30-317 

8 

RUSSELL, L. B. 

8307120043* 

30-317 

F 

RUSSELL, L. S. 

8307120083* 

30-317 

F 

RUSSELL, L. B. 

0307120144 

30-317 

8 

RUSSELL, L. B. 

0307120479 

30-317 

8 

RUBBELLiL. 0. 

8307180187 

30-317 

S 

RUSBELL, L. 0. 

8307180193 

30-310 

S 

RUSBELL, L. B. 

8307180207 

30-317 

6 

RUSSELL, L. B, 

8307180243 

30-317 

8 

RUSSELL, L. B. 

8307210203 

30-317 

8 

RUSBELL, L. 9. 

8307210287 

30-317 

8 

RUSSELL, L. B. 
RUSSELL, T. A. 
RUSSELL, V. 

0307220309 
0307230033 
83071 30036* 

30-310 

71-9131 

CONTRACT 

8 

RUSSELL, W. T. 

8304270394* 

30-322 

A 

RUBBELL, W. T. 

8303260333# 

30-322 

A 

RU8BELL, W. T. 

8303260339* 

30-322 

A 

RUSBELL, W. T. 

8307 110303* 

30-322 

A 

RUSBELL, W. T. 
RUTHER, W. E. 

03O72SO334* 

8307090133 

30-289 

NUREG 

0 

RUTHERFORD, N. A. 
RUTLEDGE, C. 

RYAN, J. S. 

8307140048 

0307080338 

8307190339# 

30-269 

40-0303 

CONTRACT 

P 

RYAN, K. M. 

RYAN, R. H, 

83071 30320 
8307200137* 

30-397 

CONTRACT 

0 

RYBAK, 9. 

8307070176 

30-237 

P 

RYBAK, 8, 

8307190062 

30-237 

P 

RYBAK, B. 

8307190178 

30-237 

P 

RYBAK, B. 

83071 901 B7 

30-237 

P 

RYBAK, H. 

0307210030 

30-263 

P 

RYBAK, 9. 

8307220306 

30-249 

P 

RYBAK, 9, 

0307220493 

30-237 

P 

RYBAK, B. 

8307230304 

30-237 

P 

RYBAKr B. 

8307230432 

30-537 

8 

RYBAKAB, 

RYMAN, J. C. 

BAB ADOS, J. W. 

BACKS, I. J. 

SAITO, T. 

8307260020 

8307530139 

8307140327* 

8307110007 

8307500467 

30-237 

NUREO 

70-1131 

NUREO 

XPORTLIC 

P 

SAL AH, S. 

8307590584 

30-416 

8 

SALAH, 8. 

SALDARINI, J. C. 

8307590287* 

8307270303 

30-416 

regod 

8 

SALTZMAN, J, 

9307080003 

30-0 

J 

8 ALT Z MAN, J. 
SALVENDY, G. 

8307080679 

8307220643 

30-141 

ACR8 

J 
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AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

SALVENDY , 0. 

8307220643 

ACRS 


SCHUYLER, J. 0. 

0307070026 

90-279 

P 

SEARS, C. F 

3307140271 

50-423 

A 

SALVE8EN, D, 

83071 10461 

PR 


SCHUYLER, J. 0. 

0307110406* 

50-275 

P 

SEARS, C. F. 

8307190193 

50-243 

P 

SAMUELS* P. 

8307030100 

50-247 

H 

SCHUYLER* U. 0. 

S307 120324 

30-275 

R 

SEARS, C. F. 

8307150193 

30-245 

P 

SAMUELS* P. 

8307030110* 

30-247 

H 

SCHUYLER, J. 0. 

8307120502 

50-323 

S 

SEARS, C, F. 

8307150208 

50-423 

S 

SAMUELS* P. 

83070301 1 6* 

30-247 

H 

SCHUYLER, J- 0. 

8307130221 

50-273 

P 

SEARS, C. F. 

9307130240 

50-423 

S 

SANCHEZ, R. A. 

S307060267* 

90-331 

P 

SCHUYLER, J. 0. 

8307 1 30278 

50-275 

P 

SEARS, C. F. 

8307190253 

30-213 

P 

SANDERS, 0, A. 

0307030463 

NUREG 


SCHUYLER, J. 0 

B3071B0002 

90-275 

P 

SEARS, J. R. 

8307190279* 

30-443 

T 

SANDERS, G. A. 

0307130131 

NUREG 


SCHUYLER, J. 0. 

0307190113 

90-133 

P 

SEARS, P. 

8307060330* 

QA99? 


SANDERS, 0. A. 

B307 130336 

NUREG 


SCHUYLER, J. 0 

0307190171 

30-275 

P 

SEARS, P. 

8307060360* 

GA999 


SANDERS, W. F. 

8307140183* 

30-424 

G 

SCHUYLER, J. 0 

8307220362 

50-275 

R 

SEARS, P. M. 

8307060221* 

GA999 


SANDNER, H. H. 

□307 1 10293* 

30-313 

P 

SCHUYLER, J. 0, 

8307260379 

50-279 

P 

SEELY, S. 

8307110461 

PR 


SANDS, H. 8. 

0307220090 

FOIA 


SCHUYLER, J. 0 

8307270195* 

50-275 

F 

SEELY, S. 

8307190168 

PR 


SANSONE, R. C, 

0307120333* 

30-332 

A 

SCHUYLER, J. 0. 

8307270201* 

50-275 

F 

SEELY, S- 

8307150176 

NUREG 


SARGENT, I. H. 

8306060293* 

30-234 

P 

SCHUYLER, J. 0. 

0307200101 

50-279 

F 

SEIDLE, W. C. 

0307060015 

50—233 

a 

SARSOUR, 8. 

0307220092 

30-346 

R 

SCHUYLER* J. 0. 

0307200296 

50-275 

R 

SEIDLE, W. C. 

8307060033 

30-209 

a 

SABTRE.C. 

8307260022 

WASTE MOT 

SCHUYLER, J. 0, 

B307290195 

90-275 

P 

SEIDLE, W. C. 

8307060133 

30-203 

G 

BATHER, A. 

8307140044* 

30-329 

Q 

SCHUYLER, J. 0. 

6307290221 

30-275 

P 

setdle, w. c. 

8307060202 

30-313 

a 

8AUDERS, R. F. 

8307290173 

30-200 

S 

SCHWALLIE* A. L 

8307110149* 

50-337 

T 

SEIDLE, W. C. 

8307120010 

30-402 

G 

BCALETTI* D. C. 

8307130394 

30-447 

A 

SCHWAN, C. A. 

0307110391* 

70-1257 


SEIDLE, W. C. 

8307120240 

30-313 

Q 

BCARANO* R. A. 

8307230372* 

FOIA 


SCHWEITZER, D. G. 

8307260016 

WASTE MOT 

SEIDLE, W. C. 

8307120449 

50-203 

Q 

SCARAND* R. A. 

8307230606* 

FOIA 


SCHWENCER, A. 

0307030293 

50-373 

P 

SEIDLE, W-C. 

8307120460 

30-283 

Q 

SCATTOL INI * L. Q. 

8307220239 

WASTE MOT 

SCHWENCER, A. 

8307030333 

50-373 

P 

SEIDLE, W. C. 

8307120471 

50-4B2 

Q 

BCHAUFELBERGER 

8307260000 

30-29S 

P 

SCHWENCER, A. 

8307030447 

30-416 

F 

SEIDLE, W. C. 

83071204B7 

30-209 

Q 

SCHECTER, H. 

0307260161 * 

FOIA 


SCHWENCER, A. 

0307080471 

50-307 

P 

SEIDLE, W. C. 

8307120488 

90-482 

a 

SCHEIBELHUT, C. 

8307120384* 

30-390 

G 

SCHWENCER, A. 

B307030500 

30-332 

D 

SEIDLE, W. C. 

8307120314 

50-203 

G 

SCHEMEL, R. 

0307120160* 

50-937 

T 

SCHWENCER, A. 

8307000510* 

50-352 

D 

SEIDLE, W. C. 

8307 150073 

30-205 

G 

SCHERER, A. E. 

8307010172 

90-470 

A 

SCHWENCER, A. 

B3070B0322* 

50-352 

D 

SEIDLE, W. C. 

030710026 1 

30-402 

G 

SCHERER, A. E. 

8307230416 

PR 


SCHWENCER, A. 

B3070B0525* 

30-332 

0 

SEIDLE, W, C. 

8307220480 

50-402 

G 

SCHERER, A. E. 

8307270332 

90-470 

E 

SCHWENCER, A. 

B3070B0927* 

50-352 

0 

SEIDLE* W. C. 

8307220512 

90-313 

a 

SCHERER, A. E. 

8307270422 

TOPREP 


SCHWENCER, A, 

83070B0543 

50-332 

A 

seidle.w. c. 

8307230410 

90-205 

Q 

SCHIERL1N0, H. 

B307 140133 

50-275 

P 

SCHWENCER, A. 

83071 10S69 

50-373 

P 

SEIDLE, W. C, 

8307260433 

50-285 

G 

SCHIERLINQ, H. 

8307130368 

50-279 

P 

SCHWENCER, A. 

8307130006 

30-352 

A 

SEIKEN, 8. J. 

03O7O6O2SO 

50-402 

S 

8CHLAPPER, G. A. 

0307260366 

90-39 

H 

SCHWENCER, A. 

B307140143 

30-394 

A 

SEIKEN, 8. J. 

830706028 B* 

30-402 

s 

SCHLEICHER, R. J. 

8307220024* 

71-37 


SCHWENCER, A. 

8307130044 

30-416 

P 

BE I KEN, S. J. 

8307230309 

90-402 

A 

SCHMIDT, H. C. 

0307030064 

50-445 

A 

SCHWENCER, A. 

0307150046* 

50-416 

P 

SELBY, J. D 

8307080321* 

50-233 

P 

SCHMIDT, H. C. 

B3071 10202 

50-445 

A 

SCHWENCER* A, 

0307150031* 

30-416 

P 

8ELDVER, R. E. 

8307130306 

50-272 

G 

SCHMIDT* H. C. 

8307110330 

50-445 

e 

SCHWENCER, A. 

83071B0369* 

50-307 

P 

SELQVER, R. E 

8307270393 

30-272 

G 

BCHMIDT* H. C. 

0307120631 

90-443 

A 

SCHWENCER, A. 

83071B0381* 

30-307 

P 

SERBU, R, J. 

8307110270* 

30-413 

0 

SCHMIDT, H. C. 

8307230236 

30-449 

A 

SCHWENCER, A. 

8307190410 

50-373 

F 

EERINI, 0. L, 

B3O7290302 

70-2946 


SCHMIDT* H. C. 

8307230370 

50-449 

A 

SCHWENCER, A. 

8307190494 

50-387 

P 

BERKrZ, A. W 

0307270023 

GEN TEC 

IS 

SCHMIDT, H. C. 

B30726034B 

50-449 

K 

SCHWENCER, A. 

8307190495 

90-397 

0 

BERNE, R. J. 

0307270360 

NUREG 


SCHMIDT* R. J. 

8307060103* 

90-423 

Q 

SCHWENCER, A. 

8307200030* 

50-307 

P 

SESTAK, F. 

8307030137* 

50-273 

R 

9CHMITEND0RF, Q. 

8307220192 

90-330 

R 

SCHWENCER, A. 

8307200134 

30-334 

F 

SE9TAK, F. 

8307050143* 

30-275 

R 

SCHMITT. H. W. 

S307 100320* 

CONTRACT 


SCHWENCER, A. 

8307200383 

30-438 

A 

SESTAK, F. 

8307090149* 

30-273 

R 

SCHMITT, T. J. 

0307260293 

WASTE MOT 

SCHWENCER, A. 

8307200384 

50-332 

E 

SEXTON, J. A 

8307060180* 

30-273 

F 

SCHMITZ, R.P. 

B307 130276 

PR 


SCHWENCER, A. 

8307200306 

50-397 

A 

SEYFRIT* ft. V. 

B307260236* 

30-382 

A 

SCHNAUTZ, C. E. 

8307070452 

XPORTLIC 


SCHWENCER, A. 

8307200480 

50-334 

D 

SHACK. W, J. 

0307090 I 33 

NUREG 


SCHNEIDER, 0. 

B307140193* 

50-369 

a 

SCHWENCER, A. 

0307200338 

30-410 

D 

SHAFER, P. W. 

0307000510 

30-409 

Q 

SCHNELL, D. F. 

8307050096 

90-483 

s 

SCHWENCER, A. 

0307220389 

50-439 

A 

SHAFER, P. W. 

0307110363* 

30-409 

F 

SCHNELL, D. F- 

8307060034 

50-403 

A 

SCHWENCER. A. 

8307270049 

50-461 

A 

SHAFER, P. W. 

0307220364 

50-409 

P 

SCHNELL, D. F. 

0307110231 

50-4B3 

8 

SCHWENCER, A. 

8307270164 

50-334 

A 

SHAFER* W. 

8307220401 

50-409 

S 

SCHNELL, D. F. 

8307110257 

50-403 

A 

SCHWENCER* A. 

8307270231 

50-334 

A 

BHAFER* W. 

8307220531 

50-373 

S 

SCHNELL. D. F- 

8307110301 

90-403 

s 

SCHWENCER, A. 

8307270470 

30-387 

P 

SHAFER, W. 

8307260341 

50-237 

s 

SCHNELL, D. F. 

8307110334* 

90-483 

Q 

SCHWENCER* A. 

0307200107 

30-410 

D 

SHAFER, W. 

8307260574 

90-409 

S 

SCHNELL, D. F. 

83071 10364* 

50-4B3 

a 

5CHWINK* W. 

0307190399 

REVIEW GRP 

BHAFER, W. D. 

0307060131 

30-816 

G 

SCHNELL, D. F. 

8307260214* 

50-403 

Q 

SCINTO* J. F, 

8307030374* 

PR 


BHAFER, W. D. 

8307060134* 

50-316 

G 

SCHNELL, D. F. 

8307280401* 

90-4B3 

Q 

SC INTO* J. F. 

0307100013 

50-443 

0 

BHAFER, W, D. 

8307060313 

30-202 

a 

SC HOP F MAN, M. 

8307230493 

50-247 

K 

SCOTT, D. E. 

8307220516* 

30-416 

Q 

8HAFER, W. D. 

B307060324* 

90-202 

a 

8CHREIBER, J. J. 

8307220212 

WASTE MOT 

SCOTT, D, J. 

8307060004 

30-249 

S 

SHAFER, W- D. 

0307080381 

50-331 

Q 

SCHROCK, V. E. 

8307200332 

ACRS 


SCOTT, D. J. 

8307060239 

30-237 

8 

BHAFER, W. D. 

030718001 l 

90-263 

G 

SCHROCK, V, E. 

0307200332 

ACRS 


SCOTT, D. J. 

8307030243 

30-237 

S 

SHAFER, W. D. 

0307100125 

50- 1 53 

G 

SCHROEDER, fl. A. 

8307130194 

30-237 

R 

BCOTT, D. J. 

8307030496 

30-237 

8 

SHAFER, W. 0. 

8307210005 

90-331 

0 

SCHROEDER, B. A. 

8307220231 

50-237 

S 

SCOTT* D, U. 

8307110113 

50-237 

8 

SHAFER, W. D. 

8307210249 

90-409 

G 

SCHROEDER, C. W. 

0307030210 

90-373 

R 

SCOTT, D. J. 

0307110109 

90-237 

8 

SHAFER* W- 0. 

8307230434 

90- 373 

Q 

SCHROEDER, C. W. 

8307110114 

50-373 

P 

SCOTT, D. J. 

83071 10339 

90-237 

8 

8KAFFNER, J. A. 

8307200160 

27-4B 


SCHROEDER. C. W. 

0307110371 

30-373 

B 

BCOTT, D. J. 

8307110409 

50-249 

S 

8HAFFNER* J. A. 

8307200182 

WASTE MGT 

SCHROEDER* C. W. 

8307120302 

30-373 

A 

SCOTT, D. J, 

8307130194 

50-237 

R 

SHAKEN, R. J. 

B307 190294* 

50-443 

0 

SCHROEDER, C. W. 

8307120431 

30-373 

P 

SCOTT, D. vl. 

8307200168 

90-237 

8 

SHAMSZAD* M, 

B 307 ISO I 32* 

50-237 

P 

SCHROEDER* C. W. 

8307120433 

30-263 

P 

SCOTT, 0. J. 

8307200174 

30-237 

S 

SHAMSZAD, P. E. 

B 307070211* 

30-237 

P 

SCHROEDER, C. W. 

8307120324 

30-374 

E 

SCOTT, D. J. 

0307200191 

30-237 

8 

SHANAWANY, M. E 

B3070B0323* 

TOPREP 


SCHROEDER, C. W. 

8307220379 

30-373 

P 

SCOTT, D. J. 

B3O72OO210 

90-249 

8 

SHANBAKY, M, 

B307 110366* 

50-334 

Q 

SCHROEDER, C. W. 

8307220466 

30-374 

6 

SCOTT. D. J. 

8307200302 

90-237 

S 

SHANBAKY* M. 

83071 10380* 

90-247 

a 

SCHROEDER, C. W. 

8307260314 

30-373 

E 

SCOTT, D. J. 

8307220231 

30-237 

8 

SHANBAKY, M. M, 

B3071 102B7* 

50-322 

G 

SCHUERMANrL. E. 

8307190023 

70-2926 


SCOTT, D. J, 

8307220260 

30-249 

S 

SHANBAKY* M, M. 

0307140235* 

50-31 1 

Q 

SCHULTZ, W. H. 

0307000301 

50-293 

Q 

SCOTT, D. J. 

8307260213 

30-237 

P 

SHAPIRO, R. 

0307120367* 

30-322 

G 

SCHULZ, R. D. 

8307010036* 

30-410 

G 

SCOTT-WASILK, J. 

8307280071* 

30-346 

P 

SHAPIRO, R. 

B 3072901 59* 

30-322 

0 

SC HUM r U. B, 

8307120498* 

30-482 

G 

SCULL* D. L. 

S30707021 3 

30" 170 

G 

SHARKEY, J. J. 

8307080348* 

MISC 


SCHUMACHER, M. 

8307120007* 

50-263 

0 

SCURRY* N. 

B307050222 

ORO 


SHEA, J. 

8 307090 1B9 

30-249 

p 

SCHUMACHER, M. C. 

8307100010* 

30-434 

G 

SCURRY, N. 

0307050224 

ORG 


SHEA, J. F. 

8307120367* 

50-322 

G 

SCHUMACHER, M. C. 

0307100107* 

30-202 

G 

SCURRY* N. 

B307050230 

ORG 


SHEA* J. J. 

83070S0434 

30-249 

P 

SCHUYLER, J. 0. 

8307010163 

30-273 

P 

SCURRY, N. 

8307030234 

ORO 


SHEA* J. J. 

8307130202 

30-245 

P 

SCHUYLER, J. 0. 

8307010170 

30-273 

R 

SCURRY, N. 

8307200335 

ORG 


SHEA* J. J. 

8307290924 

50-243 

P 

SCHUYLER, J. 0. 

8307060080 

30-273 

P 

SCURRY* N. 

8307260603 

QRG 


SHEARER* 0. L. 

0307120010 

NUREG 


SCHUYLER, J. 0. 

8307060170 

30-273 

F 

SEARS* C.F. 

0307 140241 

30-423 

S 

BHEDLOSKY, J. T. 

8307010167* 

30-245 

G 

SCHUYLER, J. 0. 

8307060196 

30-273 

P 

SEARS* C. F. 

S3071 40271 

30-423 

A 

SHELKRET, E. L. 

8307190417# 

CONTRACT 
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ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

SHELLEY. W J 

B3070B034S 

40-8027 

SHEN. h. v. 
SHEPHERD. R. £ 

8307250643* 

0307230060* 

CONTRACT 

FOIA 

SHERMAH.C. I 
SHERR. T. S 

SHERWOOD. D R 

8307060243# 

0307230342 

6307270360 

30-224 

FOIA 

NUREG 

0 

SHERWOOD. 6. C 

6307010180 

50-447 

A 

SHERWOOD. C C 
SHERWOOD. 0. 0 

8307 1 10470 
8307150179 

30-447 

PR 

A 

SHERWOOD. G. G 

B307230377 

50-447 

K 

SHERWOOD, o. o. 

0307250382* 

50-447 

K 

SHERWOOD. C 0. 
SHICK. V 

6307290131 

8307190331 

30-447 

40-0331 

A 

SHIELDS. S. W 

0307030174 

30-346 

S 

SHIELDS. S. U. 

8307060010 

50-546 

0 

SHIELDS, S W 

8307110306 

30-546 

S 

SHIELDS, S, W 

8307190140 

30-546 

I 

SHIELDS. S. W 

0307190172 

30-346 

G 

SHIELDS, s. w. 

8307190209 

30-346 

F 

SHIELDS. S W 

8307190210 

50-346 

0 

SHIELDS. S. W 

8307190261 

30-346 

s 

SHIELDS, S W 

0307220460 

30-346 

3 

SHIELDS, S. W 

8307220490 

50-346 

S 

SNIFFER, J. 

8307220271 

50-275 

s 

SHIPPER, J. D 

8307130092 

30-273 

s 

SH IRAK AW A, T. 

8307110347 

XPORTLIC 

SHIRAKAWA, T. 
SHIRAKAWA. T 

8307130121 

8307130337 

XPORTLIC 

XPORTLIC 

SHIRAKAWA. T. 
SHIRAKAWA. T. 

8307130340 

0307230648 

XPORTLIC 

XPORTLIC 

SHIVELY, C. 

830527001 B 

50-313 

p 

SHOEMAKER, C. J. 

8307050077 

30-382 

G 

shoemaker, c. J. 

8307030109 

50-289 

G 

SHOEMAKER, C J 

0307030139 

50-209 

G 

SHOEMAKER, C. J. 

8307060421 

50-443 

G 

SHOEMAKER. C. J 

8307000464 

30-275 

0 

SHOEMAKER, C J. 

83070B0469 

30-273 

G 

SHOEMAKER, C. J 

03O7OBO473 

30-289 

G 

SHOEMAKER, C- J. 

83070B0494 

30-382 

0 

SHOEMAKER. C J- 

0307 U 00 30 

30-289 

G 

SHOEMAKER, C J. 

8307120540 

50-266 

G 

SHOEMAKER, C. J, 

8307130070 

30-434 

0 

SHOEMAKER.C. J. 

8307140438 

30-409 

G 

SHOEMAKER. C J. 

8307180269 

30-275 

H 

5H0EMAKER.C J. 

0307180272* 

30-273 

H 

SHOEMAKER.C J 

8307200120 

30-302 

G 

SHOEMAKER.C- J 

8307210230 

50-443 

G 

SHOEMAKER.C. J. 

8307210280 

50-2B9 

0 

SHOEMAKER.C. J 

8307220360 

30-443 

G 

SHOEMAKER. C. J. 

0307220371 

50-352 

G 

SHOEMAKER.C J. 

0307200154 

50-454 

G 

SHOEMAKER.C J 

0307290077 

30-382 

G 

SHOD AN, R P 

SHOLLY. S. S. 
SHOLLY. 9. S. 

8307190257* 

8307120183 

8307120194 

30-213 

NUREG 

PR 

P 

BHOTWELL, J. A 

0307030203 

30-443 

Q 

SHOTWELL, J. A. 

0307190212 

30-443 

G 

SHOTWELL, J, A 

8307190216* 

30-443 

G 

SHOTWELL, J. A. 

8307190220* 

30-443 

G 

SHOTWELL, J. A 

SHREVE. D. B, 
SHREVE.D- fl. 

8307260358 

8307200170* 

8307290326* 

30-443 

CONTRACT 

CONTRACT 

0 

8HUNMUDAVEL. P 

8307210261* 

30-329 

G 

SHUNMUOAVEL, P 

8307210261* 

30-329 

G 

SHYMLOCK.M, B 

SI BULK IN, M. 

8307220267* 

8307230530 

30-338 

NUREG 

0 

3IETZ. J. 0. 

8307060293* 

30-331 

p 

3ILAK0SKI, A F. 

8307190104* 

30-440 

G 

SILBERO, J. E 

830706023B 

50-440 

T 

9ILBERC. J E 

8307060238 

50-440 

T 

SILBERO, J. E. 

8307060339 

50-440 

G 

SILBERO, J. E. 

8307060339 

30-440 

G 

SILBERO, J. C. 

8307060344* 

50-440 

G 

SILBERO. J. E 

8307060344# 

50-440 

G 

SILBERO, J. E 

8307130287 

30-412 

0 

SILBERO. J. E 

8307150287 

30-412 

G 

SILBERO, J. E. 

8307130343 

30-412 

0 

SILBERO, J, E 

8307130343 

30-412 

Q 

SILBERO, J. E 

B307 130330 

50-412 

G 

SILBERO. J. E. 

8307130330 

30-412 

G 

SILBERO. J. E- 

8307100190 

30-482 

0 

SILBERO. J. E 

8307100204 

50-482 

Q 

SILBERO. J, E 

8307180223 

30-412 

Q 

SILBERO, J E 

8307180225 

30-412 

o 

SILBERO, J E. 

8307190084 

30-440 

G 


PERSONAL AUTHOR INDEX 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

S1L3ERG, J. E. 

0307190084 

30-440 0 

SILBERO, J- E 

9307190203 

30-440 G 

SILBERO, J. E 

8307190203 

30-440 G 

SILBERO, J E. 

8307190200* 

30-440 0 

SILBERO, J. E. 

0307190208* 

50-440 G 

BILBERG, J- E 

8307190240 

50-4B2 G 

SILBERO, J. E. 

8307190240 

30-482 0 

8JLBERC, J. £ 

0307190204 

30-412 G 

SILBERO. J. E. 

8307190204 

90-412 0 

SILBERO, J. E- 

8307210241 

50-402 G 

SILBERO, J. E, 

8307210241 

30-402 G 

SILBERO, J. E. 

8307210240 

50-277 G 

SILBERO, J. E. 

0307270287 

30-440 0 

SILVER, C. 

0307180148 

NUREG 

SILVER, H. 

8307140323 

50-289 P 

SILVER, H. 

8307 100294 

50-209 P 

SILVIS, R. M. 

B3O7O0OSB3 

CONTRACT 

SILVIS, R. M. 

8307200166 

CONTRACT 

SILVIS, R. M. 

8307250026 

30-201 P 

SILVIS, R. M. 

0307250100 

CONTRACT 

SILVIS, R, ft 

83072501 1 1 

CONTRACT 

SILVIS, R. tl 

8307230113 

CONTRACT 

SILVIS, R. M. 

8307230143 

CONTRACT 

SILVIS, R M. 

8307230169 

CONTRACT 

SILVIS, R. M. 

8307230168 

30-289 P 

SILVIS, R. M. 

8307250226 

CONTRACT 

SILVIS, R. M. 

0307230241 

CONTRACT 

SILVIS, R. <1. 

8307290136 

CONTRACT 

SILVIS, R. K. 

0307290321 

CONTRACT 

SILVIS, R. M. 

8307290434 

CONTRACT 

SILVIS, R. n 

8307290400 

CONTRACT 

SILVIS, R. M. 

8307290494 

CONTRACT 

SIMAN-TOV. ft 

0307030314 

RES 

SIMON. A- C. 

0307090034 

71-300 

SIMON, J. A. 

B3071 40044* 

30-329 G 

SIMON, W. A. 

8307150230 

30-328 A 

SIKQNDS, 0. E. 

8307110302* 

50-413 G 

SINCLAIR, J. 0. 

0307070030 

90-271 F 

SINCLAIR, J. 0. 

8307070103 

90-271 P 

SINCLAIR. J. 0. 

B30726040B 

90-271 P 

SINCLAIR, M. 

8307030111* 

30-329 H 

SINDERHRAND, C. 

8307070139 

PR 

SINGH, A. 

8307 11 0260* 

30-413 0 

SINGH, M. M. 

8307230330# 

CONTRACT 

SINISI, J.'H. 

8307200111 

30-245 U 

SINKE, 0. J. 

8307130086 

40-8768 

SINKE, 0. J. 

8307200209 

40-8768 

SINKE, G. J. 

8307200219 

40-B76B 

SKINNER, P. 

8307140195* 

90-369 G 

SKINNER, P. H. 

8307140236# 

30-280 G 

skinner, p. h. 

8307140421* 

30-302 G 

SKOLDS, J. L. 

8307220070* 

30-395 Q 

SKOLDB, J. L. 

0307220363* 

50-393 Q 

skovholt, d. J. 

0307140437* 

30-89 G 

SKQVHOLTi D. J. 

8307140462# 

30-89 G 

SLADE, M. L. 

8307200227 

90-244 0 

slaggie, e. l. 

8307260601# 

FOIA 

SLAW INSKI, W. J. 

0307220101 

70-1779 

SUGERxE. K. 

0307110164# 

30-937 T 

SLIGER, e. k. 

8307110164# 

30-537 T 

slowly, l. 

0307180431* 

CONTRACT 

SMALL, W. D. 

8307270300* 

WASTE MOT 

SMITH, A, L. 

8307180161* 

GA999 

SMITH, A. L. 

8307180192* 

QA999 

SMITH, A. V. 

8307080390 

nureo 

SMITH, C. F. 

830711 0087 

NUREG 

SMITH, C. N, 

8307090094 

70-143 

SMITH, C. N. 

_ 8307090090 

70-36 

SMITH, C. N 

8307110331 

70-27 

SMITH. C. N. 

83071 10356 

70-1113 

SMITH, C.N. 

8307110371 

70-371 

SMITH, C. N. 

83071 10376 

70-143 

SMITH, C. N. 

8307110382 

70-1257 

SMITH, C. N. 

8307110384 

70-1113 

SMITH, C. N. 

8307110387 

70-1308 

SMITH, C, N. 

8307110390 

70-1 191 

SMITH. C, N. 

8307110392 

70-143 

SMITH, C. N. 

8307110396 

70-27 

SMITH. C, N. 

8307110609 

70-139 

SMITH, C, N. 

8307110613 

70-734 

SMITH, C. NJ 

8307110617 

70-143 

SMITH, C.N. 

8307110621 

50-27 C 

SMITH, C. N. 

8307110623 

70-398 

SMITH, C. N. 

83071 10624 

70-1193 

SMITH, C. N. 

03071.10625 

70- 1 43 
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smith, c. N. 

8307110628 

70-687 


SMITH, C. N. 

0307 1 I 0643 

70-1237 


SMITH, C. N- 

03071 10647 

70-371 


SMITH, C.N. 

0307110640 

70-23 


SMITH, C. N. 

8307110634 

70-024 


SMITH. C. N. 

8307110698 

70-1100 


SMITH, C. N, 

03071 10662 

70-133 


SMITH. C. N. 

8307110666 

70-27 


SMITH. C. N. 

8307110671 

70-1113 


SMITH. C. N. 

8307 110698 

70-1143 


smith, c. n. 

8307110702 

70-734 


SMITH. C. N. 

8307110760 

70-1201 


SMITH, G. C 

8307110333* 

70-1703 


SMITH, G. C. 

8307110372* 

30-97 

Q 

SMITH. G. C. 

8307140086* 

30-37 

Q 

SMITH, Q. C. 

8307140242* 

30-29 

Q 

SMITH, I. w. 

B307030 1 68 

30-346 

0 

SMITH, r. W 

8307060400 

30-434 

Q 

SMITH, r. w. 

8307110324 

30-434 

G 

SMITH, I . W. 

8307130187 

30-434 

0 

SMITH., 1. W. 

8307 1 30293 

30-434 

0 

SMITH, I. W. 

8307-220361 

30-434 

0 

SMITH, I. W. 

0307200232 

30-434 

0 

SMITH, J. L. 

8307010004 

30-322 

A 

SMITH, J. L. 

8307010043# 

30-322 

Q 

SMITH. J. L. 

03070 10112 

30-322 

A 

SMITH. U. L. 

8307030031 

30-322 

E 

SMITH. U. L. 

8307030038 

30-322 

A 

SMITH. U. L. 

8307030091 

30-322 

A 

SMITH. U. L. 

0307030236 

30-322 

E 

SMITH, J. L. 

8307030274 

30-322 

E 

SMITH, U. L. 

8307070013 

30-322 

A 

SMITH, J. L. 

0307070066 

30-322 

A 

SMITH. J. L. 

8307070094 

30-322 

A 

SMITH, U. L. 

8307070121 

30-322 

0 

SMITH, U. L. 

0307090269 

30-322 

E 

SMITH, U. L. 

8307080390 

30-322 

A 

SMITH, J. L, 

0307140200 

30-322 

A 

SMITH, J. L. 

0307140336 

30-322 

A 

SMITH, U. L. 

0307200002 

30-322 

K 

SMITH, J. L. 

0307200012 

30-322 

A 

SMITH, J. L. 

0307200141 

30-322 

E 

SMITH, J. L, 

0307250477 

30-322 

A 

SMITH, J. L. 

0307280075 

30-322 

F 

SMITH, J. L. 

0307280100 

30-322 

A 

SMITH, J. L. 

0307200300 

30-322 

8 

SMITH, K. F. 

8307060411# 

30-400 

0 

SMITH, U C. 

8307070119* 

30-334 

P 

SMITH, M. 

8307220333* 

30-434 

G 

SMITH, M. P. 

0307270110 

30-423 

H 

SMITH, P. A. 

8307030284 

CONTRACT 


SMITH, -P . A. 

8307030203* 

CONTRACT 


8MITH, P , A. 

8307030317 

CONTRACT 


SMITH, F„ A. 

8307030320* 

CONTRACT 


SMITH, F- A. 

8307000337 

CONTRACT 


SMITH. P. A. 

8307000563* 

CONTRACT 


SMITH# P. A. 

8307140487 

CONTRACT 


SMITH# P. A. 

8307140493# 

CONTRACT 


SMITH, P.-A. 

8307130036# 

CONTRACT 


SMITH# P. A. 

8307130367# 

CONTRACT 


SMITH, P, A, 

8307 1 30376* 

CONTRACT 


SMITH, P, A. 

8307130417# 

CONTRACT 


SMITH. P. A. 

8307130422# 

CONTRACT 


SMITH. P. A. 

0307130430* 

CONTRACT 


8MITH. P. A. 

83071 50433# 

CONTRACT 


SMITH, P. A. 

8307180429 

CONTRACT 


SMITH, P. A. 

8307100431# 

CONTRACT 


SMITH, P . A. 

0307190339# 

CONTRACT 


SMITH. P. A. 

93071 90433* 

CONTRACT 


SMITH, P. A. 

83072-00383# 

CONTRACT 


SMITH, P. A. 

8307230230* 

30-498 

A 

SMITH, P. A. 

8307230303 

CONTRACT 


SMITH, F. A. 

8307230309# 

CONTRACT 


SMITH. P. A. 

9307230627 

CONTRACT 


SMITH. P. A, 

8307230633 

CONTRACT 


SMITH. P. A. 

830723 064 3# 

CONTRACT 


SMITH. P. A. 

8307230687# 

CONTRACT 


SMITH. P- H, 

8307130434# 

CONTRACT 


SMITH, P. H. 

8307230630* 

CONTRACT 


SMITH, R. 

8307010080* 

30-243 

0 

SMITH, R' H. 

8307230060* 

FOIA 


SMITH, S. L. 

8307070090 

30-322 

0 

SMITH, T, W. 

8307010151 

30-284 

ft 

SMITH. U. 0. 

8307030019 

30-313 

8 

SMITH, W. <5, 

8307030034 

30-313 

S 
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ACCESSION 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

SMITH, W. 0. 

8307030090 

50-313 

S 

STAROSTECKI > R. 

0307030347 

30-309 

Q 

STEWART, W. L. 

8307120336 

50-338 

P 

SMITH. W. 0. 

8307060372 

30-313 

S 

STAROSTECKI. R 

S3071 10203 

90-412 

Q 

STEWART, W. L 

0307120306 

50-200 

F 

SMITH. W. O. 

8307080007 

30-3 1 6 

s 

STAROSTECKI, R 

83071 10305 

90-271 

G 

STEWART. W. L. 

S307120441 

50-339 

P 

SMITH. W. 0. 

83071 10193 

50-316 

s 

STAROSTECKI, R. 

8307110392 

30-320 

a 

STEWART, W. L. 

0307120561 

50-33 B 

P 

SMITH. W. 0. 

03071 10333 

30-3 1 3 

s 

STAROBTECKI, R, 

B3071 10394 

50-333 

G 

STEWART, W. L- 

0307140220* 

50-280 

Q 

SMITH. W. 0. 

8307180104 

30-316 

s 

STAROBTECKI. R. 

8307110397 

50-166 

G 

STEWART, W. L. 

8307100097 

30-338 

P 

SMITH. W. 0. 

0307180140 

30-313 

6 

STAROSTECKI, R 

0307110414 

50-333 

a 

STEWART, W. L. 

0307100100 

30-338 

P 

SMITH. W. 0. 

0307200273* 

30-315 

G 

STAROBTECKI, R. 

8307110422 

50-443 

Q 

STEWART, W. L. 

B307 100106 

30-338 

a 

SMITH. W. 0. 

0307220000 

30-316 

R 

STAROSTECKI, R, 

8307120213 

70-1143 

STEWART, W L 

8307200194 

30-280 

R 

SMITH. W. Q. 

0307220097 

50-319 

R 

STAR03TECKI, R. 

8307120231 

50-247 

G 

STEWART, W. L 

0307210205 

30-280 

P 

SMITH. U. 0. 

83072203B4 

30-313 

S 

STAROSTECKI, R. 

83071203S7 

50-307 

S 

STEWART, W. L. 

8307220192 

50—339 

n 

SMITH. W. 0. 

8307220403 

90-316 

s 

STAROSTECKI. R. 

6307120429 

50-245 

G 

STEWART, W. L 

0307220385 

30-280 

R 

SMYTH. C. W. 

0307220182 

50-289 

R 

STAROSTECKI. R. 

8307120463 

50-334 

a 

STEWART, W. L 

8307230431 

50-339 

p 

8NEIDER. C. 8. 

8307260239 

30-443 

G 

STAROSTECKI, R. 

8307120303 

50-352 

G 

STEWART, W. L. 

0307270209 

50-338 

F 

SNELL. U. 

8307060303* 

30-235 

G 

STAROSTECKI, R. 

8307140099 

70-607 


STEWART, W. L. 

0307270329 

50-200 

F 

SNIDER. J. M. 

8307130325* 

30^454 

A 

STAROSTECKI, R. 

8307140313 

50-220 

G 

STEWART, W. L 

0307260418 

50-200 

P 

SNIEZEK. J. H. 

B307130437 

30-358 

A 

STAROSTECKI. R. 

8307140329 

30-322 

G 

STICKLEY, T. H. 

8306240037* 

30-373 

P 

SNOW. A. C. 

8307130224* 

30-413 

G 

STAROSTECKI, R. 

8307140371 

50-244 

G 

STIEDE, W. L 

8307010193 

50-237 

K 

SNOW. A. L. 

B307130206* 

30-413 

G 

STAROSTECKI, R. 

8307140404 

30-293 

G 

STIEDE, W. L. 

83072704S4* 

50-434 

G 

SNOW. B. A. 

8307220178 

30-244 

R 

8TAR0STECKI, R. 

8307140459 

50-354 

G 

STILL. N. 

8307220038 

WASTE MGT 

SNYDER. A. M. 

83072300 BO 

NUREG 


STAROSTECKI, R. 

8307150089 

50-317 

G 

STILL, N. 

0307220045 

WASTE MGT 

SNYDER. B. J. 

8306100004 

30-320 

H 

STAROSTECKI, R 

0307130101 

50-317 

G 

STILL, N, 

0307220134 

WASTE MGT 

SNYDER. B. J. 

8307290342 

30-320 

P 

BTAROSTECKI, R. 

0307130107 

70-364 


STILL, N. 

8307270360 

WASTE HOT 

SODA. K. 

8307210263 

NUREG 


STAROSTECKI, R. 

8307190264 

50-272 

F 

STQHR, J. P. 

8306140204 

50-416 

F 

SOLLEY. S. W. 

8307120470 

30-239 

S 

BTAROSTECKI. R. 

0307130307 

30-307 

G 

STOHR. J. P. 

0307010061 

70-1201 


SOLLEY. 8. W. 

8307220433 

50-239 

5 

STAROSTECKI, R. 

8307190331 

90-213 

Q 

STQHR i J, P. 

0307010140 

70-1201 


SOLLEY. S. W. 

8307220440 

30-239 

S 

STAROSTECKI, R. 

030710014 1 

30-220 

a 

STOHR. J. P. 

0307000433 

70-143 


SOLOMON. A. A. 

8307200474 

ACR8 


STAROSTECKI, R. 

0307180203 

30-322 

R 

STOHR, J. P. 

0307110181 

70-1151 


SOLOMON. A. A. 

8307200474 

ACR8 


STAROSTECKI, R. 

0307190164 

90-244 

G 

STOHR, J. P. 

8307140047 

70-1151 


SOMMER. S. J. 

8307280413* 

50-369 

P 

STAROSTECKI, R. 

8307210007 

30-247 

G 

STQHR, J. P. 

0307140050 

50-302 

F 

SOONQ. A. L. 

0307180420 

70-143 


STAROSTECKI, R. 

8307210033 

30-271 

G 

STOHR, J, P. 

8307 140164 

50-269 

F 

SORENSEN. 0. C. 

8307180039 

30-308 

A 

STAROSTECKI, R. 

8307210070 

30-352 

G 

STOHR, J, P T 

8307140170 

50-250 

F 

SORENSEN. 0. C. 

0307200142 

30-397 

A 

STAROSTECKI, R. 

8307210086 

70-371 


STOHR, J. P. 

8307140108 

50-395 

F 

SORENSEN. <?. C. 

8307260319 

30-397 

E 

STAROSTECKI, R. 

8307210123 

30-293 

G 

STOHR, J. P. 

8307140193 

70-143 


SORENSEN. 0. C. 

8307260323 

50-397 

C 

STAROSTECKI, R. 

8307250403 

30-320 

G 

STOHR, J. P 

8307140194 

30-324 

F 

SORENSEN. 0. C. 

0307290177 

30-460 

A 

BTAROSTECKI, R. 

8307230436 

30-220 

G 

STQHR. J. P, 

8307140209 

70-143 


SORENSON, 0. C. 

8307220413 

30-308 

E 

STAROBTECKI, R. 

8307250437 

30-322 

G 

STOHR. J. P. 

8307140219 

30-393 

F 

EPANE, F. A, 

0307220240* 

WASTE MOT 

BTAROSTECKI, R. 

8307270464* 

30-272 

G 

STOHR, J. P. 

0307140244 

30-269 

F 

SPECTER. A. 

B3G7270019* 

30-320 

H 

STAROBTECKI, R. 

6307280188 

30-199 

G 

STOHR, J. P. 

8307140247 

70-143 


EFElSi T. P. 

8211030148 

30-447 

A 

BTAROSTECKI, R. 

8307280211 

50-272 

G 

STOHR, J. P. 

8307140261 

70- 1 43 


SPEI9. T.P. 

8304140030* 

30-322 

A 

STAROSTECKI, R. 

8307280276 

50-309 

0 

STOHR, J. P, 

B307 140279 

70-1201 


SPEIB, T. P. 

8304200084* 

30-322 

A 

STAROSTECKI, R. 

8307200304 

30-206 

G 

STQHR, J. P. 

8307140324 

70-1 113 


BPEI8, T. P. 

8307080603 

NUREG 


STAROBTECKI, R. 

03O72SO3O7 

50-317 

G 

STOHR, J. P. 

8307140325 

70-1151 


SPELLMAN, J. 

8307200130 

WASTE MOT 

STAROSTECKI, R. 

8307200310 

70-Q20 


BTQHR, J. P. 

8307 140337 

50-324 

F 

SPENCE, M. D. 

8307220239 

30-443 

S 

BTAROSTECKI. R. 

8307200332 

30-307 

a 

STQHR. J. P. 

8307140364 

70-1201 


SPES8ARD, R. 

8307190039 

30-346 

S 

STAROSTECKI, R. 

83072B0336 

30-3Q7 

Q 

STQHR, J, P. 

8307140390 

30-239 

F 

SPE88ARD. R. L. 

8307080009 

30-454 

Q 

STAROBTECKI. R. 

B307280354 

50-220 

a 

STQHR, J, P. 

8307140423 

70-143 


SPESSARD. R. L. 

0307000012* 

30-454 

G 

STAROBTECKI, R. 

0307280438* 

50-219 

Q 

STOHR, J. P. 

8307140436 

70-1131 


SPES8ARD, R. L. 

8307110411 

30-373 

Q 

STAROSTECKI, R, 

0307280444 

30-293 

a 

STQHR, J, P. 

8307220202 

70-27 


SPESSARD, R. L. 

8307110480 

30-266 

G 

STAROSTECKr.R. 

0307280461* 

30-332 

G 

STQHR, J. P. 

8307290140 

70-024 


SPESSARD, R. L. 

8307100062 

30-373 

Q 

STATTON, C. D. 

8307060023* 

GA999 


STQLZ, J.F. 

0307060422 

50-312 

F 

SPESSARD. R. L. 

8307200207 

30-237 

Q 

STEAD, L. 8. 

8307290102 

30-334 

R 

BTOLZ, J. F 

8307060430 

90-312 

P 

SPESSARD, R, L. 

0307280384 

30-341 

Q 

8TEFAN0, J. J. 

8307090111 

TOPREP 


BTOLZ, J. F 

8307060481 

□0-346 

F 

SPESSARD, R, L. 

8307200300* 

30-341 

Q 

8TEFAN0, J. J. 

8307290435 

TDPREP 


BTOLZ, J. F. 

8307070994 

50-321 

P 

SP I OOLQN, S. U. 

8307130137 

NUREG 


8TEFFEY, W. J. 

8307060285* 

30-331 

p 

STQLZ, J, F. 

8307080236 

30-312 

P 

SPITZBURQ, D. B. 

0307260325* 

40-0330 


STELLO, V. 

0307030522 

REVIEW 

GRP 

STOLZ, J. F. 

0307000353 

50-321 

P 

SPRAUL, J. 0. 

8307120193* 

30-337 

T 

STELLO, V. 

8307070039 

review 

GRP 

STQLZ, J. F. 

B3070B061 3* 

50-346 

p 

8REN1AWBKI. D. 

8307060225 

I&E 


STELLO, V. 

0307110298 

REVIEW 

GRP 

STOLZ, J. F. 

0307080620* 

50-346 

P 

BRENI AWSKI . D, 

B307200236 

I MI 


STELLO, V. 

8307200091* 

70-143 


STOLZ. J. F. 

83070B0650 

30-278 

P 

SRENIAW8KI, 0. J. 

8307180139 

I&E 


STEPTOE, P. p. 

83071 10130 

50-329 

0 

STOLZ, J. F. 

0307180268* 

30-269 

P 

SRENIAW8KI, D. J. 

8307220321 

70-2204 


STEPTOE, P, P, 

8307110150 

50-329 

0 

STQLZ, J. F, 

S3071903S6 

50-313 

P 

SRENIAWSKI , D. J. 

B307220324* 

70-2204 


STEPTOE, P. P. 

0307210239 

50-329 

G 

STQLZ, J. F. 

B30720033B* 

50-366 

P 

ST LAURENT, N. N. 

8307220295 

30-29 

S 

STEPTOE, P. P. 

03072 10239 

50-329 

G 

STQLZ, J. F. 

8307200360* 

50-366 

P 

STADNICK, 8. 

8307060381 

90-336 

S 

STEPTOE, P.P. 

8307260413 

50-329 

0 

STQLZ, J. F. 

0307200465 

50-302 

P 

STANCE, S. U. 

B3071 10399* 

30-209 

F 

BTERNBERG, D M. 

0306170412 

30-397 

G 

9TQLZ. J. F. 

8307200469* 

30-302 

P 

STANCE, 8. J. 

0307120073* 

30-289 

F 

STERNBERG, D. M. 

8307120511 

30-312 

Q 

STOLZ, J. F. 

8307210335 

30-366 

P 

BTANISH, P. 

8307060260* 

30-300 

A 

STERNBERG, D. M. 

0307120332 

50-397 

G 

STOLZ, J. F. 

8307220585 

30-312 

P 

STARK, R, M. 

8307120211* 

30-337 

T 
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8307140140 

30-413 

Q 

TUCKER- 

H. B. 

B307140303* 

30-369 

Q 

TUCKER- 

H. B. 

0307140310# 

30-369 

A 

TUCKER- 

H. B. 

03O713O1OB 

30-369 

8 

TUCKER- 

H. B. 

8307130212 

30-369 

S 

TUCKER- 

H. B. 

0307130234 

50-369 

6 

TUCKER- 

H. B. 

8307130233 

50-369 

S 

TUCKER- 

H, B. 

0307130239 

30-370 

s 

TUCKER- 

H. B, 

8307130303 

30-370 

B 

TUCKER- 

H. B, 

0307130340 

30-369 

8 

TUCKER- 

H. B. 

8307130391 

71-6698 


TUCKER- 

H. B. 

8307180076 

30-369 

F 

TUCKER- 

H. B. 

0307190003 

30-413 

E 

TUCKER- 

H. 0. 

0307190133 

30-269 

P 

TUCKER- 

H, 8. 

8307190104 

30-369 

R 

TUCKER- 

H. B. 

0307190210 

30-413 

E 

TUCKER- 

H. B. 

8307220007 

30-413 

Q 

TUCKER- 

H. B. 

8307220221 

50-370 

S 

TUCKER- 

H. 8. 

0307220237 

30-370 

S 

TUCKER - 

H. B. 

8307220269 

50-414 

8 

TUCKER, 

H. B. 

0307220272 

30-270 

8 

TUCKER. 

H, B. 

8307220470 

30-413 

a 

TUCKER, 

H. B. 

B307220499 

30-370 

8 

TUCKER, 

H. 0. 

8307220304 

90-413 

G 

TUCKER- 

K B. 

8307220311 

30-287 

8 

TUCKER. 

KB. 

8307230087# 

50-369 

F 

TUCKER - 

H. B. 

0307230110# 

90-269 

F 

TUCKER - 

H. B. 

8307230117 

30-269 

P 

TUCKER - 

H. 0. 

0307230202 

50-369 

s 

TUCKER - 

H. B. 

8307230300 

50-269 

F 

TUCKER, 

H. B. 

8307230372 

30-413 

E 

TUCKER. 

H. 8, 

0307230441 

30-287 

P 

TUCKER- 

H. B. 

8307230433 

30-413 

E 

TUCKER- 

H. 0. 

8307230623# 

30-413 

F 

TUCKER- 

H. 8. 

8307230730# 

50-269 

F 

TUCKER. 

H. B. 

8307260304 

30-269 

P 

TUCKER- 

H. B. 

8307260304 

50-370 

8 

TUCKER- 

H. B. 

8307260390 

30-370 

8 

TUCKER- 

H. 8. 

0307260412 

30-269 

P 

TUCKER- 

H. B. 

8307260426 

50-413 

8 

TUCKER- 

H. B. 

8307260462 

30-369 

s 

TUCKER- 

H. B. 

8307260493 

30-369 

S 

TUCKER- 

H. B. 

0307260326 

90-369 

P 

TUCKER, 

H. a. 

8307260333 

30-369 

8 

TUCKER- 

H. B. 

8307260338 

30-369 

S 

TUCKER, 

H. B. 

0307280409 

90-369 

P 

TUCKER, 

H. B. 

8307290033 

30-269 

8 

TUCKER, 

H. B. 

0307290094 

30-269 

S 

TUCKER. 

M. K. 

8307110723 

40-1341 


TUITE-P 

». T. 

8307290331 

WASTE MOT 

TUITE-P. T. 

8307290400 

WASTE MOT 

TULODIESKI- D. 

8307210233# 

50-329 

R 

TULODIESKI- D, 

8307210296# 

30-329 

R 

TURK-S. 

E. 

8307070200 

30-337 

T 

TURK, S. E. 

8307120136 

50-337 

T 

TURK- S. 

E. 

8307130211 

30-337 

T 

TURK, 8. E. 

8307130342 

50-382 

0 

TURK- B. 

E, 

8307270227 

30-337 

0 

TURK- B. 

E. 

8307200178 

30-337 

G 

UDALL, M. K. 

8307060443# 

50-289 

U 

UHR IQ, P 

t. E. 

8307010078 

30-333 

P 
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AUTHOR 

NUMBER 

CATEGORY 

UHR I Qj R. E. 

0307030016 

50-335 

P 

UHRIG, R. E. 

8307050126 

90-389 

P 

UHR I Q, R. E. 

B307060070 

50-250 

P 

UHRIG, R. E. 

0307060209 

50-250 

P 

UHR 10- R. E. 

8307060216 

50-250 

P 

UHRIG- R. E. 

0307060223 

50-335 

P 

UHRIG, R. E. 

B307060253 

50-333 

P 

UHRIG, R. E. 

0307060263 

30-3B9 

P 

UHRIG, R. E. 

0307070077 

30-335 

P 

UHRIG. R. E. 

8307070084 

50-230 

P 

UHRIG- R. E. 

8307110153 

30-251 

P 

UHRIG, R. E. 

83071 10241 

30-359 

E 

UHRIG, R. E. 

83071 10361# 

30-230 

F 

UHRIG, R. E- 

0307120410 

50-3B9 

P 

UHRIG, R. E. 

0307120469 

30-250 

P 

UHRIG, R. E. 

0307140198 

50-250 

P 

UHRIG, R. E. 

B3Q7 1 40217 

30-333 

Q 

UHRIG, R. E. 

8307140202# 

50-3B9 

Q 

UHRIG, R. E. 

8307140390# 

30-335 

a 

UHRIG, R. £ 

B3071 40401# 

50-333 

a 

UHRIG, R E. 

8307150216 

50-230 

p 

UHRIG, R. E. 

B307 150231 

30-389 

p 

UHRIG, R. E. 

8307190132 

30-230 

p 

UHRIG. R. E. 

0307190141 

50-335 

G 

UHRIG-R. E. 

8307190160 

30-333 

P 

UHRIG, R. E. 

8307220330# 

50-309 

G 

UHRIG- R. E. 

8307220332# 

□0-389 

Q 

UHR IG, R. E. 

B3O722O309# 

30-333 

G 

UHRIG, R. E. 

S307220392# 

30-335 

G 

UHRIG-R. E. 

8307220303 

50-333 

P 

UHRIG-R. E. 

8307220300 

30-335 

P 

UHRIG, R. E. 

8307220318 

50-251 

R 

UHRIG. R. E. 

8307230173 

30-250 

P 

UHRIG. R. E. 

8307260353 

30-3B9 

P 

UHRIG. R. E. 

8307260305 

30-333 

G 

UHRIG- R. E. 

□307270331 

50-335 

F 

UHRIG- R. E. 

8307280031 

50-309 

P 

UHRIG, R. E. 

□307280090 

50-230 

F 

UHRIG, R. E. 

B3072B0237 

50-309 

F 

UHRIG, R. E. 

8307280314 

30-333 

K 

ULECK. R. 0. 

0307260120 

WASTE HOT 

UNKLE, T. J. 

8307010076 

30-317 

0 

UPRIGHT- C. M. 

8307140236# 

30-280 

a 

UPRIGHT- C. M. 

B307140421* 

50-302 

G 

UPRIGHT. C. M. 

8307220502# 

50-416 

G 

UPRIGHT. C.M. 

0307220341* 

50-438 

a 

URBANIK. T. 

0307190283# 

30-443 

T 

URBANIK, T, 

8307190283* 

50-443 

T 

UTLEY. E. E. 

0307140314 

30-261 

G 

UTLEY, E E. 

9307220290* 

50-324 

G 

UTLEY, E. E. 

0307250197 

30-324 

K 

UTLEY, E. E. 

8307290174 

50-261 

P 

VAIL, H. W. 

8307130021 

30-240 

S 

VAIL, H. W. 

8307220529 

30-239 

S 

VALDES, 8, A. 

8307120172 

50-3B9 

s 

VALDES- S. A, 

8307120177 

30-389 

s 

VALDES- S. A- 

8307130260 

30-3B9 

s 

VALDES, 8. A. 

8307230182 

30-3B9 

s 

VAN BRUNT, E. 

8307130363 

30-528 

E 

VAN BRUNT, E. E. 

8303130239 

30-329 

8 

VAN BRUNT- E. E. 

8307030026 

50-320 

A 

VAN BRUNT, E. E. 

8307030133 

50-528 

A 

VAN BRUNT- E. E. 

8307050199 

30-528 

A 

VAN BRUNT, E. E. 

830705021 1 

50-320 

E 

VAN BRUNT, E. E. 

8307060012 

30-328 

A 

VAN BRUNT- E. E. 

0307060013 

30-920 

S 

VAN BRUNT, E. E: 

8307060046 

30-320 

S 

VAN BRUNT, E. E. 

8307060323 

30-328 

S 

VAN BRUNT, E. E. 

8307060360 

30-32B 

E 

VAN BRUNT, E. E. 

8307060379 

30-320 

8 

VAN BRUNT- E. E. 

8307110012 

50-320 

E 

VAN BRUNT, E. E. 

0307120195 

30-329 

3 

VAN BRUNT, E. E. 

8307 120296 

30-329 

S 

VAN BRUNT, E. E. 

8307120366 

30-328 

8 

VAN BRUNT, E. E. 

0307120329 

30-330 

S 

VAN BRUNT, E. E. 

8307120330 

30-328 

s 

VAN BRUNT, E. E. 

8307140374 

30-328 

E 

VAN BRUNT, E. E. 

8307180221 

30-320 

S 

VAN BRUNT, E. E. 

8307190190 

30-920 

F 

VAN BRUNT- E. E. 

0307190223 

30-328 

K 

VAN BRUNT, E. E. 

0307200117 

30-320 

F 

VAN BRUNT, E. E. 

8307260291 

30-320 

Q 

VAN BRUNT, E. E. 

0307200313 

30-328 

S 

VAN BRUNT- E. E. 

8307280348 

30-320 

S 

VAN BRUNT- EE. 

8307280413 

30-330 

A 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

VAN BRUNT. E tv 

VAN ECK, 0. J 

8307290183 

0307080595# 

30-528 

CONTRACT 

A 

VAN VLIET. J 

03O71BO295 

30-209 

F 

VANDEL, T. E 
VANDEWALLE. D J 

B3072B0442* 

B 3070501 17 

50-440 

PR 

a 

VANELL, J A 

0307270345# 

50-283 

0 

VARELA, A. A 

8307210025# 

50-293 

Q 

VARELA. A. A. 

0307210133# 

30-443 

O 

VARGA, S. A 

0 307030371 

50-286 

P 

VARGA, S. A 

8307050449 

30-247 

Q 

VARGA, S. A 

0307050450 

50-286 

P 

VARGA, S. A. 

03 07050 437 

50-272 

F 

VARGA, S. A 

S3 07060 3Q9 

50-286 

P 

VARGA, S. A. 

B3 07070232 

50-303 

P 

VARGA, S. A 

0307070238 

50-305 

G 

VARGA. S. A. 

□307070442 

30-334 

F 

VARGA, S. A. 

0307070499 

50-206 

a 

VARGA, S. A 

8307000280 

50-313 

p 

VARGA, S. A. 

B3071208B5 

30-348 

p 

VARGA, S. A. 

03071401 16# 

30-346 

p 

VARGA. S. A. 

B307 180271 

50-303 

Q 

VARGA, S. A. 

0307190022* 

50-230 

P 

VARGA, S. A 

8307190031 

30-230 

P 

VARGA, S. A, 

8307200381 

50-261 

P 

VARGA- S. A. 

0307220128 

50-236 

P 

VARGA- S. A. 

8307220423 

50-272 

F 

VARGA- S. A. 

8307230080 

30-206 

P 

VARCA, S. A, 

03 07230 1 26 

30-247 

P 

VARGA. S. A. 

8307250120* 

50-247 

P 

VARGA- S. A. 

8307250141* 

30-247 

P 

VARGA- S. A. 

8307250233 

50-250 

P 

VARGA. S, A. 

8307250239 

30-313 

P 

VARGA- S. A, 

S3 07230 32B 

30-266 

P 

VARGA- S. A, 

8307270243 

30-266 

P 

VARGA- S. A. 

8307270249 

50-286 

P 

VARGA- 3. A. 

8307270273 

50-286 

0 

VARGA, S, A. 

S3 07270320 

30-261 

P 

VARGA, S, A. 

8307270343 

50-293 

P 

VARGA, S. A. 

8307270390 

30-261 

P 

VARGA, S. A. 

8307270443 

30-303 

P 

VARGA- S. A. 

8307200482 

50-299 

P 

VARGA- S. A. 

0307290023 

30-247 

P 

VARGA- S. A. 

8307290334 

30-364 

P 

VASSALLO, D O. 

8306100021 

30-333 

P 

VAS0ALLO, D. 0. 

B307I 10060 

30-298 

P 

VASSALLO, D, D 

0307110072 

50-271 

P 

VASSALLO- D. B. 

03071 10099 

50-263 

P 

VASSALLO, D. B. 

0307120030 

30-333 

P 

VASSALLO- D. B. 

B307120041 

50-333 

P 

VASSALLO- D. B. 

8307120043 

30-271 

P 

VASSALLO- D. B 

83071201 12 

50-331 

P 

VASSALLO, D. B. 

03071201 17 

50-331 

P 

VASSALLO, D. B. 

0307120125 

30—254 

P 

VASSALLO- D. B. 

8307120137 

30-254 

F 

VASSALLO, D. B. 

8307120146 

50-331 

P 

VASSALLO- D. B. 

8307120192 

50-254 

P 

VASSALLO, D. B 

8307 1300(8 

50-323 

P 

VASSALLO- D. fl. 

8307130021# 

30-323 

P 

VASSALLO- D. D. 

8307 1401 26 

50-324 

P 

VASSALLO, D. R. 

0307140130 

50-296 

P 

VASSALLO- D. B. 

8307140137 

50-324 

P 

VASSALLO- D. D. 

B30714O138 

30-324 

P 

VASSALLO, D. 0. 

8307140144 

50-220 

P 

VASSALLO- D O. 

8307140190 

30-239 

P 

VASSALLO- D. 0 

B307140193 

30-239 

P 

VASSALLO- D. B. 

B307 140160 

50-271 

P 

VASSALLO- D, 0. 

8307140904 

30-333 

P 

VASSALLO- D. B. 

0307140306 

30-220 

P 

VASSALLO- D. B. 

0307140512 

50-293 

P 

VASSALLO, D. B. 

0307140314 

30-234 

R 

VASSALLO- D. B. 

0307130193 

50-263 

P 

VASSALLO. 0 0. 

8307130198 

30-293 

P 

VASSALLO- D. 0, 

8307150162 

30-271 

P 

VASSALLO, D. U. 

83071 30163 

30-293 

P 

VASSALLO, D 8 

8307100026 

30-234 

P 

VASSALLO. D. B. 

0307100093 

50-271 

a 

VASSALLO- D B. 

830718017 3 

30-263 

p 

VASSALLO, D. B. 

0307200483 

30-331 

p 

VASSALLO, D. B. 

8307200924 

30-254 

p 

VASSALLO- D. R. 

8307210030 

30-259 

p 

VASSALLO- D. B. 

B307210326 

30-333 

F 

VASSALLO- D. B 

0307290204 

50-220 

P 

VASSALLO, 0. Q. 

0307290210 

50-220 

P 

VASSALLO, D B 

0307290217 

90-220 

P 

VASSALLO, 0. B. 

0307290303 

50-333 

F 
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VAUGHAN. C. M 
VAUGHN. T S 
VENDER* J 

VENDER* J. 
VENDER* J. 
VENDER. J. 
VERDERBEH.J J. 
VERNA, T. R. 

VERRELLI* D 
VERRELLI. D 
VERRELLI* D 
VERRELLI. D. M 
VERRELLI, D. M 

VERRELLI. D. M 
VERRELLI* D. M. 
VERRELLI. D M 
VERRELLI.D. M. 
VERRELLI, D M. 

VERRELLI.D. M 
VERRELLI* 0. M, 
VERRELLI. D. M 
VERRELLI. D. M 
VERRELLI* D. rt 

VERRELLI* D. N. 
VERRELLI* D. M. 
VERRELLI, D M 
VERRELLI* D M. 
VERRELLI, D. M 

VERRELLI.D. M. 
VERRELLI, D. M 
VERRELLI.D. M. 
VERRELLI. 0. M. 
VERRELLI.D. M 

VERRELLI, 0 M. 
VERRELLI.D. M. 
VESTOVICH. J A 
VIETTI* A. 
VIETTI, A. 

VIETTI , A. 
VIETTI* A 
VISSING.G, 
VIVIRITO.H, A 
VOCLER, B. H 

VOGT, D 

VQGT-LOWELL.R 
VOIGT. H. H, 

VOIGT, H. H. 
VQlGTiH. H. 

VOIGT. H.H. 

VOIGT* H. H. 

VOIGT* H. H, 

VOIGT* H. H. 
VOLLMER* R. H. 

VOLNER* C. J. 
VOLMER.C. J. 
VORDERBRUEGGEN 
VORIS* D. D. 
VOSBURY* F W. 

VOSBURY* F. W. 
VOTH. M. H. 

VOTH, M H. 
VUMBACO* F. J 
VUNSACO, F. J. 

WADE, P. B. 

WAGNER, A 
WAGNER, A. G. 
WAGNER* C. W. 
WAGNER. D. 

WAGNER* N. E. 
WAONER, M E. 
WAGNER, N. E. 
WAGNER, M; E. 
WAGNER. M E. 

WAGNER, M. E. 
WAGNER, P. C. 

WAHL, H. W. 

WALKER, H. 

WALKER. L I. 

WALKER. R. 0. 
WALKER* R. D. 
WALKER. R. 0. 
WALKER, R. F. 
WALLACH, Q. 


PERSONAL AUTHOR INDEX 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORV 


ACCESSION 


8307290382 50-220 P 

B3O7O7OO40 70-1 113 

8307190134 PR 

03O725O1IO# 50-269 F 

8307120423 50-293 6 

WALLACH, G. 
WALLER. W. K. 
WALLING* G. E. 
WALLING. 0. E. 
WALLING, G. E 

8307120518 

8307220430 

0307220351 

0307130358 

8307220203 

50-293 S 
30-293 S 
50-293 S 
50-397 S 
WASTE KGT 

WALLING* G. E 
WALTERS* W. H 
WALTON, G. A. 
WAMBACH, T. V. 
WAMBACH* T. V. 

8307140150 

8307140347 

0307100090 

0307110307 

8307140033 

30-327 0 
50-390 Q 
50-261 Q 
30-259 S 
50-259 G 

WAMBACH, T. V 
WAMBACH. T. V. 
WARD* E. C. 

WARD* E. C. 

WARD, E. C. 

8307140046 

8307140060 

8307140064 

0307140072 

8307140085 

50-259 G 
50-261 Q 
30-390 0 
50-327 G 
30-327 0 

WARD, K. 0. 

WARE* J. T. 
WAREMBOURO, D. 
WAREMBOURO, D. 
WAREMBOURO, D 

8307140120 

8307140161 

8307140214 

8307140220 

8307140258 

30-416 G 
50-324 F 
50-324 fl 
30-327 F 
30-327 F 

WAREMBOURO* D. 
WAREMBOURO* D. 
WAREMBOURO, D. 
WAREMBOURO, D. 
WAREMBOURO, D. W. 

8307140265 

8307140278 

0307140381 

8307210197 

8307220130 

30-302 F 
50-250 F 
50-400 Q 
50-393 G 
30-400 a 

WAREMBOURO* D. W. 
WAREMBOURO, D. W. 
WAREMBOURO, D. W. 
WAREMBOURO* D. W. 
WARNER* D. L. 

8307220133* 

8307220202 

0307220242 

8307220481 

8307220498 

50-400 G 
50-324 a 
30-438 Q 
50-390 G 
30-416 a 

WARNICK, R. 
WARWICK* R. F. 
WARNICK, R. F. 
WARNICK, R. F. 
WARNICK, R. F. 

8307220520 
8307220334* 
0307150202# 
B307 190390 
8307200550 

30-348 Q 
50-348 G 
TOPflEP 

30-308 A 
30-443 A 

WARNICK* R. F. 
WARNICK, R. F. 
WARNICK, R. F. 
WARNICK* R.F. 
WARNICK, R. F. 

8307220027 
8307220030 
83071 10037 
8307190207 
B307140475 

30-443 A 

30-498 F 
50-261 G 

RECGD 

50-392 G 

WARNICK, R. F. 
WARNICK* R. F. 
WATERHOUSE* G. A. 
WAYNE* L. 

WEAVER* J. D. 

8307120016 

8307140141* 

B307070075 

8307080302 

0307000302 

NUREG 

50-250 G 

50-283 H 

30-341 0 

30-34 I G 

WEAVER, J. D. 

WEBB* B. J. 

WEBB, S. W. 

WEBB, S. W. 

WEBER* M. 

8307190270 

0307190270 

8307190273# 

8307190273* 

B303060655* 

50-244 0 
30-244 G 
50-244 G 
30-244 G 
30-322 A 

WEBSTER. C. C 
WEEKS, E. D. 
WEIDENHAMER* G. 
WEIGAND, 0. G. 
WEINKAMrE. J. 

B307260437 

8307260440* 

8307120549* 

8307060281# 

8306140199* 

TDPREP 

TOPREP 

30-320 Q 

GA999 

30-286 G 

WEINKAM* E. J. 

WE INK AM, E. J. 
WEINTRAUB, A. A. 
WEINTRAUB, A. A. 
WEISE.S. 

8307120149* 

8307010013 

0307010113 

8307190093* 

8307250354# 

50-331 P 

30-34 F 

30-34 F 

40-672 

40-672 

WEISS, D, 

WEISS* D. 

WEISB* E. R. 

WEISS, E. fl. 

WEISS, E. R. 

8307260073 

8307030101# 

8307220316* 

8307210242 

B307250032 

30-368 S 

30-416 G 

50-416 Q 

50-233 H 

30-334 A 

WEISS, E. R. 

WEIS8.E. R. 

WEISS. E. R. 

WEISS, E. R. 

WELLS, C. E. 

8307030147 

8307030172 

8307200097 

0307220370 

8307270239 

30-289 G 

30-460 G 

30-209 G 

30-209 G 

30-289 G 

WELLS, D. A* 

WELLS, D. A. 

WELLS* D. A. 

WELLS. R, 

WELLS, R. 

0307290011 

0307190136 

8307060093* 

B307190281# 

8307130322# 

30-289 G 

30-267 P 

GA999 

30-443 T 

30-454 A 

WENDEHLICH* R. L. 
WENSLAWSKI.F. 
WESCOTT, H. M. 
WESLEY, D. A. 

WESLEY, D. A. 

8307100013# 

8307180199# 

8307230481# 

8307070205 

8307100179# 

30-263 Q 

30-373 Q 

30-234 G 

30-412 0 

30-237 P 

WESTAFER* 0. R. 
WESTAFER, 0. R. 
WESTAFER, G. R. 
WESTAFER* G. R. 
WESTAFER, G. R. 


NUMBER 

CATEGORY 

AUTHOR 

8307180186# 

30-237 

P 

WESTAFER, 0. R. 

03071 S0033 

71-6679 


WESTAFER, 0. R. 

8307120134 

30-309 

S 

WESTAFER* Q. R. 

8307120166 

90-339 

S 

WESTAFER, 0 R, 

8307220427 

30-389 

s 

WESTAFER, Q. R. 

6307220535 

30-389 

8 

WESTAFER. G. R. 

0307130147 

NUREG 


WE0TAFER, g. r. 

0307210226* 

50-412 

G 

WESTAFER* 0. R. 

B306290394# 

PR 


WESTAFER, 0. R. 

0307270370* 

30-133 

P 

WESTAFER, G. R. 

0307270404* 

30-237 

P 

WE8TAFER. G. R. 

8307270436# 

50-135 

P 

WESTAFER, G. R. 

8307 180326* 

50-282 

F 

WESTERMANi t. 

8307250642# 

30-263 

F 

WESTERMAN, T. F 

0307230630# 

30-263 

F 

WE8TERMAN, T. F. 

83070S0292* 

50-341 

Q 

WESTERMAN, T. F . 

9307230630# 

CONTRACT 


WESTERMAN, T. F, 

8307010041 

30-267 

3 

WESTERMAN, T. F. 

8307030002 

30-267 

R 

WESTERMAN, T. F. 

8307030069 

30-267 

P 

WE8TERMAN* T. F. 

8307050106 

30-267 

8 

WESTERMAN, T. F. 

8307120087 

30-267 

S 

WESTERMAN, T. F. 

8307140137 

30-267 

Q 

WETTERHAHN. M. U. 

0307190010 

30-267 

6 

WETTERHAHN, M. J. 

0307060244 

30-267 

P 

WETTERHAHN, M. J. 

8307060236 

30-267 

P 

WETTERHAHN, M. J. 

8307190103* 

30-267 

J 

WETTERHAHN. M. J. 

8307230398 

30-267 

Q 

WETTERHAHN, M. J, 

0307260494 

30-267 

J 

WETTERHAHN, M. J. 

8307150375 

70-820 


WETTERHAHN, M. J. 


0SQ72OO155 
8307050006 
0307060349 
0307090284# 
B307I 20374 

8307120380# 

8307140032 

0307140038# 

8307140337 

8307140341* 

8307210038 

8307200339 

0307220373 

8306170403 

8306290396 

8306290396 

8307120026 

0307190437 

Q307190464 

8307220140* 

8307230139 
8307220492 
8307120103 
83071 10133 
0307060431 

8307190463 

8307220142 

8307220641 

0307280214 

8307220479# 

83071 10310* 
8307110326# 
03071 10300 
8307250362 
8307230366# 

8307230360# 

8307230360* 

8307270135 

8307270133 

0307230123# 

0307060016 

8307060064 

8307060137 

0307180178 

8307220327 

8307220309 
8307060243* 
8307180137# 
B307 100307# 
8307290110# 

0307060227 
0307060319 
0307070031 
8307000273 
83071 10447 


30-329 

30-329 

30-329 

30-358 

30-338 

50-338 

30-329 

50-329 

50-329 

30-329 

30-35B 

30-329 

30-443 

30-142 

PR 

PR 

NUREQ 

NUREO 

nureo 

WASTE MGT 

NUREO 
30-133 R 
REGOD 
NUREO 

30-438 A 


5 

R 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

0 

0 

A 

G 

T 


wetterhamn, m. j. 
wetterhahn, m. j. 
WETTERHAHN* M. J. 
WETTERHAHN. M. J. 
WETTERHAHN, M, J. 

WETTERHAHN, M. J. 
WETTERHAHN, M. J. 
WETTERHAHN, M J. 
WHAN, 0. A. 
WHICHER, J. M. 

WHICHER, J. M. 
WHICHER, J. M. 
WHICHER, J. H 
WHICHER, J. M. 
WHICHER, J. M. 

WHICHER, J. h. 
WHICHER, J. M 
WHICHER, J. H. 
WHICHER, <J, H. 
WHICHER, J. M. 

WHICHER, J. M. 
WHICHER, J. ft 
WHICHER, J. M. 
WHICHER, U. M. 
WHICHER, J. M. 


30-438 

E 

WHICHER, J. H.' 

30-430 

A 

WHICHER, J. M. 

71-3828 


WHICHER, J. M 

71-9049 


WHICHER, J. M 

30-261 

a 

WHICHER, J. M. 

70-135 


WHICHER, J. M. 

70-371 


WHICHER, J. M. 

30-289 

G 

WHICHER, J. M. 

30-209 

G 

WHICHER, J. M. 

30-289 

G 

WHITE, 0. 8. 

30-289 

0 

WHITE, 0. 8. 

30-289 

G 

WHITE, 0. 8, 

30-289 

G 

WHITE, J. R. 

50-209 

a 

WHITEWAY, 8. J. 

30—346 

F 

WHITMAN, 0. D. 

50-341 

s 

WHITMAN, J. H. 

50-341 

8 

WHITNEY, D. D. 

30-34 1 

0 

WHITNEY, D. D, 

50-320 

S 

WHITNEY, G. 

30-320 

s 

WHITNEY, 0. 0. 

50-318 

8 

WHITNEY, 0. 0. 

30-224 

3 

WHITNEY, 0. 0. 

50-483 

G 

WHITNEY, 0. G. 

50-155 

P 

WHITNEY, 0* 0. 

50-329 

A 

WHITNEY, 0. G. 

30-302 

P 

WHITNEY, 0. 0. 

50-302 

Q 

WHITNEY, G. G. 

30-302 

P 

WHITNEY, 0. 0. 

30-302 

K 

WHITNEY, 0.0. 

30-302 

P 

WHITNEY, 0. G. 


accession 

NUMBER 


9307120370 

8307120493 

8307120332 

0307130088 

8307130333 

8307210209 

8307220234 

0307230129 

8307230183 

0307250471 

8307230403 
0307290184 
8307 1 204 1 4# 
8307030129# 
8307030138# 

8307060122 

8307120239# 

0307130079# 

0307130140# 

8307130313# 

0307210202# 

8307290141# 

0307060396 

0307060396 

0307070233 

0307070233 

8307130232 

8307130232 

0307210230 

8307210230 

0307200147 

8307200147 

0307280169 

8307280169 

0307280246 

8307280246 

0307280234# 

0307280234# 

8307230310 

8307030003 

8307030011 

8307030020# 

0307030020# 

8307030020# 

8307030032* 

8307030032# 

8307030032* 

8307050227 

0307030227 

8307030227 

8307080408 

8307120378 

8307120370 

0307120378 

8307120370 

8307220417 
8307220417 
83072204 1 7 
8307220417 
8307260208 

8307260288 

0307260423 

8307260423 

8307260423 

0307050037 

8307030063# 

8307270298 

8307110388# 

0307030094* 

8307130371 

8307230299 

8307120403 

8307120403 

0307130243 

8307010066 

8307010134 
83071 10476 
0307110306 
8307120307 
0307130022 

8307130127 

8307130262 

8307190040 

8307220197 

8307220206 


SUBJECT 

CATEGORY 

30-302 j 

30-302 | 

30-302 f 
30-302 f 
30-302 f 

30-302 P 
30-302 s 
30-302 g 
30-302 g 
30-302 p 

30-302 . 5 
30-302 3 

30-298 fl 
30-267 6 

30-443 Q 

30-298 i 
30-267 Q 
30-283 q 
30-267 Q 
30 -290 Q 

30-445 q 
30-267 Q 
30-338 G 
30-330 0 

30-332 0 

30-032 0 

30-352 0 

30-332 0 

30-332 0 

30-332 0 

30-332 0 

30-332 0 

30-332 0 

30-332 0 

30-332 0 

30-332 0 

30-332 0 

30-332 9 

30-232 R 
30-434 0 

30-434 G 
30-434 G 
30-4 34 0 

30-434 0 

30-454 0 

30-434 0 

30-434 0 


30-434 

G 

50-4 84 

0 

30-434 

0 

30-434 

G 

50-4 3 4 

0 

50-434 

0 

90-434 

0 

50-434 

G 

50-494 

0 

50-494 

0 

50-494 

G 

30-494 

G 

50-494 

0 

50-494 

G 

50-494 

0 

50-434 

0 

50-434 

G 

50-41 a 

G 

50-412 

G 

50-4 12 

G 

30-247 

Q 

50-307 

NUREO 

Q 

40-6639 

50-207 

P 

50-207 

P 

50-293 

S 

50-293 

8 

50-293 

8 

50-293 

8 

50-293 

5 

50-293 

6 

50-293 

8 

50-293 

8 

50-293 

B 

50-293 

R 

50-8 93 

R 

50-293 

S 



PERSONAL AUTHOR INDEX 
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ACCESSION 

SUBJECT 



AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

WHITNEY. 0. G. 

0307220331 

50-293 

0 

WILSON- S. W. 

WHITNEY- 0. 0. 

□307220319 

50-293 

S 

WINEGURA, K. 

WHITNEY- Q. 0. 

B3072B0039 

50-293 

s 

W INELAND- S. 

UIEBE, J. 

B3071 10396# 

50-320 

Q 

WINGO- M. D. 

WIESE- J. 

6307130007 

50-209 

S 

W1NG0, M. D. 

WIEDEMAN. D. 0. 

B3O7O30193 

70-2974 


WINOGURA, H. 

WIEDEMAN- D. 0. 

8307050197* 

70-2974 


WISE- R. 

WIEDEMAN- D. 0. 

8307210031 

70-1353 


WISE- R. E. 

WIESEMAN- R, A. 

B307120399* 

PROJ 


WISE- R. E. 

WIEQEMANN- R. A. 

8307080309# 

TOPREP 


WITTENBURG.K. 

WIE8EMANN- R. A. 

8307080322* 

TOPREP 


WITTENBURG-K. 

W1ESEMANN, R. A. 

8307150200# 

TOPREP 


WITTENaURO-K. 

WIESEMANN- R. A. 

8307280120* 

PROJ 


WITTENBURQ, K. C. 

WIGGINS- E. 

B307 1 40401 

CONTRACT 


WODECK- D. J. 

WIGGINS. E. 

B3Q714Q50B 

CONTRACT 


WOJCHOUSKI i A. V. 

WIOOINTON. D. 

8307050061# 

PR 


WOLFE. S, J. 

WIOOINTON, D. 

0307250076 

50-315 

F 

WOLFE- S. J. 

WIOOINTON, D. L. 

6307150437* 

50-346 

P 

WOLFE- 5. J. 

WIOLE- Q. L. 

0307210373* 

71-6550 


WOLFF- M. 

WILBORN- L. 

6307290141* 

50-267 

Q 

WOILETT, S 

WILCOVE. M. N. 

8307250390 

50-329 

G 

WOLLETT, S. 

WILKEN, R, R. 

0307120467 

70-25 


WOLLETT- S. 

WILKINSON. B. W. 

0307110220# 

50-294 

F 

WOLLETT, S. 

WILK0W8KI-0. M. 

0307120009 

nureg 


WOWNER. E. F. 

WILKQWSKI . 0. M. 

8307120012 

NUREG 


WONG- 0. H. 

WILLIAMS- B. C. 

8307220387* 

50-395 

P 

WOOD- B. 

WILLIAMS- C. 

8307190039 

50-546 

S 

WOOD- E. C. 

WILLIAMS- C. 

030726001 1# 

30-329 

G 

WOOD- E. C. 

WILLIAMS, C. C, 

8307140074* 

50-454 

G 

WOODHEAD-C. P. 

WILLIAMS, C.C. 

S3071401B2# 

50-373 

G 

WGODHEAD- C. P 

WILLIAMS- C. C. 

0307210154* 

50-374 

G 

WOODHEAD- CLP. 

WILLIAMS- C.C. 

8307280156* 

50-374 

G 

WOODHEAD- C. P. 

WILLIAMS- C. C. 

83072B0395* 

50-341 

G 

WOODHEAD- C. P. 

WILLIAMS- D. L. 

8307060328* 

50-282 

G 

WOODHEAD, C. P. 

WILLIAMS, J. 

8307060060 

50-358 

S 

WOODHEAD- C. P. 

WILLIAMS- J. 

8307060297 

50-350 

S 

WOODHEAD- C. P. 

WILLIAMB- J. 

8307060327 

50-358 

8 

WOODHEAD- C. P. 

WILLIAMS- J. 

8307000294 

50-350 

8 

WOODHEAD- C. P. 

WILLIAMS- J. 

0307080327 

50-350 

8 

WQODHEAD, C. P. 

WILLIAMS- J. 

0307080335 

50-350 

S 

WOODLAN, D. R. 

WILLIAMS- J. 

0307000345 

50-350 

S 

WOODRUFF- E. M. 

WILLIAMS- J. 

0307080428 

50-350 

8 

WOODS, J. T. 

WILLIAMS- J. 

8307080402 

50-358 

S 

WOODS, T. 0. 

WILLIAMS- J. 

8307180253 

50-350 

A 

WOODWARD. K. W, 

WILLIAMS- J. 

8307210002 

50-358 

E 

WOODWARD, K. W. 

WILLIAMS- J. 

8307210040 

50-358 

S 

WOOLEVER 

WILLIAMS, J. 

0307210044* 

50-358 

0 

WOOLEVER. E. J 

WILLIAMS- J. 

8307210096 

50-350 

S 

WOOLEVER, £. J. 

WILLIAMS- J. 

8307210109 

50-358 

A 

WOOLEVER, E. J. 

WILLIAMS- J. 

63072101 16 

50-358 

S 

WOOLEVER, E. J. 

WILLIAMS- J. 

8307210186 

30-35B 

s 

WOOLEVER - E. J. 

WILLIAMS- J. 

6307260550 

50-358 

8 

WOOLEVER - E. J- 

WILLIAMS- J. 

8307260556 

50-338 

S 

WOOLEVER - E. J. 

WILLIAMS- J. W- 

6307 U 0245 

50-389 

8 

WOOLEVER- E. J. 

WILLIAMS- J. W. 

83071 10402 

50-389 

8 

WORKMAN, E. 

WILLIAMS- J. W- 

8307120134 

50-309 

8 

WORKMAN, E. W. 

WILLIAMS- J. W, 

8307120166 

50-335 

S 

WRAY, J. R. 

WILLIAMS- J. W. 

8307120172 

50-389 

s 

WRAY, J. R. 

WILLIAMS- J. W. 

8307120177 

50-389 

s 

WRAY, J. R, 

WILLIAMS- J. W. 

8307120424 

50-251 

s 

WRAY, R. 

WILLIAMS- J. W. 

8307120420 

50-389 

s 

WRIGHT- G. C. 

WILLIAMS- J. W. 

8307150205 

50-309 

8 

WRIGHT. N. A. 

WILLIAMS- J. W. 

8307150266 

50-250 

s 

WRIGHT- N. A. 

WILLIAMS. J. W. 

6307 150268 

50-389 

s 

WRIGHT- N. A. 

WILLIAMS- J. W. 

8307220329 

50-250 

R 

WRIQHT- R. 

WILLIAMS- J. W. 

0307220427 

50-389 

s 

WRIGHT- R. 

WILLIAMS- J. W. 

8307220478 

50-250 

s 

WRIGHT, R. J. 

WILLIAMS- J. W. 

8307220535 

50-3S9 

B 

WRIGHT- R. J. 

WILLIAMS- J. W. 

8307250102 

50-309 

8 

WRIGHT. R. J. 

WILLIAMS- J. W. 

8307250209 

50-309 

B 

WRIGHT- R, J. 

WILLIAMS- R. E. 

8307250502 

40-8829 


WRIGHT. R. J. 

WILSON- B. 0. 

8307180333 

XPORTLIC 


WRIGHT, R. J. 

WILSON- B. D. 

8307210246 

XPORTLIC 


WRIGHT, R. J. 

WILSON- B. D. 

0307210379 

XPORTLIC 


WRIGHT- R. J. 

WILSON- C. L. 

8307120026 

NUREG 


WRIGHT- R. J. 

WILSON- C. L. 

0307 180143 

NUREG 


WRIGHT- R. U. 

WILSON- 0, 

0307060333 

50-373 

S 

WRIGHT- R. J, 

WILSON- J. 

8307110479* 

50-280 

F 

WRIGHT- R. J. 

WILSON, J. L, 

8307120225 

50-280 

S 

WRIGHT- R. J. 

WILSON- J. L. 

0307120535 

50-201 

s 

WRIGHT, R. J. 

WILSON- J. L. 

8307250467 

50-200 

s 

WRIGHT, R. J. 

WILSON- J. L. 

6307250485 

50-281 

8 

WRIGHT- R. J, 

WILSON. J. L. 

6307290173 

50-280 

s 

WRIGHT, R. J. 

WILSON- L. B, 

8307060191 

50-261 

0 

WRIGHT, R. J. 

WILSON- R. 

6307210281 

50-400 

0 

WRIGHT, R. J. 


ACCES5I ON 
NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

6307060025* 

0307120467 

0307120467 

8307220246 

8307250487 

30-528 3 

70-25 

70-25 

50-296 S 

50-296 S 

WRIGHT. R. J. 

WRIGHT . R. J. 
WRIOHT.R. J. 

WRIGHT- R. J. 

WRIGHT, ft. J. 

0307260146 
0307260 1 39 
8307260199 
0307260209* 
8307260231 

waste mr 

WASTE MGT 
WASTE MOT 
WASTE MGT 
WASTE MGT 

8307120467 

8307120447# 

8307070181# 

0307180130# 

0307050000 

70-25 

50-3B2 Q 

50-237 P 

50-237 P 

50-373 S 

WRIGHT, ft J. 

WRIGHT, R. J. 

WRIGHT, R. J. 

WRIGHT- fi, J. 

WRIGHT, R. J. 

0307260237 

8307260244 

0307260230 

0307270066 

0307270302 

waste mr 

WASTE WOT 
WASTE MGT 
WASTE HOT 
waste mr 

0307050146 

8307060054 

8307050070 

8307180392 

0307060252 

50-373 S 
50-373 S 

30-373 S 

40-0714 1 

30-263 S 

WRIGHT, R. J. 

WRIGHT, R. J. 

WRIGHT- R. J. 

WRIGHT, R. J. 

WRIGHT- R. J. 

B307270307 

8307270309 

0307270314 

0307270313 

8307270321 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

8307030128 

S307O70306 

0307150299 

8307120303* 

93070B0547 

50-382 0 
30-382 G 
50-33B G 
50-529 S 
CONTRACT 

WRIOHT. R. J. 

WRIGHT. R. J 

WRIOHT- R. J. 

WRIGHT, R. J. 
WRIOHT.R. J. 

8307270336 

0307270341 

0307270347 

0307270333 

0307270357 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

8307190107 

8307250667 

B307290509 

0307140281# 

0307260454 

CONTRACT 

contract 

CONTRACT 

70-364 

50-243 P 

WRIGHT, R. J 

WRIGHT- R. J. 

WRIGHT- R. J. 

WRIOHT- R. J. 

WRIGHT- R. J. 

8307270362 

0307270371 

8307270403 

8307270423 

8307270426 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

8307220161 

8307110269 

0307110444 

8307010121 

8307050153 

50-3B7 H 
30-309 S 
30-309 S 
30-142 G 
50-142 G 

WRIOHT- R. J. 
WRIOHT.R. J. 
WRIOHT.R. J. 
WRIOHT.R. J. 

WRIOHT- R. W. 

8307270442 

B307270444 

0307270446 

B30727044B 

8307220541* 

WASTE MGT 
WASTE MOT 
WASTE MGT 
WASTE MGT 
50-438 G 

8307080468 

8307110047 

0307120054 

0307120057 

0307120061 

50-440 G 
50-341 Q 
30-142 G 
50-142 G 
30-142 G 

WRIGHT- 8. V. 

WU- A. K. 

WULLER- 0. E. 

WULLER, 0. E. 

WULLER. G. E. 

0307270144 

8307I902B2 

0307110228 

8307120396 

0307150344 

27—40 
XPORTLIC 
50-461 F 

50-461 E 

50-461 V 

0307130227 

8307140450 
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B307280134 

8307140318 
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50-461 F 
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0307150178 
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0307060426* 
0307220387* 
0307220413* 

NUREG 

50-304 S 
30-320 0 
30-395 P 
30-395 P 

YANDELL. L. A. 
YANDELL.L A. 

YANG, C. H. 

YANICHKA, B. E. 
YARGER. K. 
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8307120523* 

8307250530 

8307190257* 

8307050015 

50-2B5 G 

50-285 G 

NUREQ 

50-213 F 

50-346 S 

0307180279 

8307110292* 

8307150275 

8307100201 

0307220207 

30-412 K 
SO-412 0 
30-412 S 
50-412 C 
30-412 8 

YIN- I. T. 

YIN- I. T. 

YOUNG- F. 

YDUNG. G. T. 

YOUNG. M. A. 

8307080014* 

0307140000* 

8307280260 

0307140493* 

8307050163 

50-454 Q 
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WASTE MGT 
CONTRACT 
50-244 0 

0307280360 

03O72BO367 

8307290100 

8307290103 

8307140399* 

30-412 C 
30-412 A 
30-412 C 
30-412 K 

State Prog 

YOUNG, M. A. 

YOUNG. M. A. 

YOUNG, M. A. 

YOUNG, M. A. 

YOUNG. M. A. 
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8307120066 

0307120072 

8307130233 

0 

50-460 G 

50-434 G 
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50-454 G 

30-454 Q 
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30-259 Q 
30-333 Q 
30-338 0 
30-273 P 

YOUNG. M. A. 

YOUNG- M, A. 

YOUNG- M- A. 

YOUNG, M. A. 
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8307130260 

8307140433 

6307150302 

0307190004 

8307200109 

30-434 G 

30-454 G 

30-454 G 

30-244 O 

30-454 G 

0307 1 BO 129* 

0307070020 

8307000462 

0307200104 

0307220633 

50-135 0 
30-329 G 
50-329 0 
50-329 G 

WASTE MGT 

YOUNG. T. 
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YOUNG, T. 

YOUNO, T. 

YOUNO- T. 
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8307120517* 
8307120549# 
B307 120564* 

30-312 S 
50-523 Q 
50-312 Q 
50-520 G 
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0307260120 
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8307220036 

8307220041 

8307220051 
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WASTE MGT 

WASTE MOT 
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YOUNO. T. 
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YOUNGBLOOD, B. J. 
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83072B0306 

8307050351 

0307110076 
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30-520 Q 
30-52B S 
30-443 F 
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0307220127 

8307220136 

0307220157 
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WASTE MOT 
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WASTE MGT 
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YOUNGBLOOD, 0. J. 
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8307260109 
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WASTE MGT 

WASTE MGT 

WASTE MGT 

WASTE MOT 

YOUNGBLOOD- D. J, 
YOUNGBLOOD. B. J. 
YOUNGBLOOD, B. J. 
YOUNGBLOOD- 0. J. 
YOUNOBLQOD- B. J. 

0307150156 

8307200504 

8307250059 

8307290042 

0307290047 

30-423 D 
30-443 V 
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B J. 
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50-454 A 

ZIMMERMAN, J, V. 

8307110335 

XPORTLIC 

J, 

8307 120601 * 

50-322 G 

ZIMMERMAN* J. V 

830711054! 

XPORTLIC 

J. 

0307200222 

30-322 G 

ZIMMERMAN* J V. 

8307110344 

XPORTLIC 


8307120387 

30-344 S 

ZIMMERMAN, J V. 
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XPORTLIC 
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50-344 R 

ZIMMERMAN, J. V. 
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ZIMMERMAN, J. V. 
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ZIMMERMAN, J. V. 
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ZIMMERMAN, J. V. 
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ZIMMERMAN, J- V. 

0307200319 

XPORTLIC 


8307180305 
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ACCESSION SUBJECT 

NUMBER CATEGORY 


Atom Sciences. Inc. 
Atomic Industrial Forum 
Audubon Society 

Automatic Switch Co. 


8307100320* 
0307230416 
8307060406* 
8307210033 
83071301 19 


CONTRACT 

PR 

30-400 0 

30-346 C 
30-247 8 


Automation Industries* 
Babcock & Wilcox Co. 


0307290290 

8307010031# 

8307010064* 

8307110313 

0307120246* 


71-9006 
TOPREP 
70-1201 
70-133 
50-346 P 


8307130273 

8307140143 

8307140239 

8307130112* 

8307130244 

8307190013 

0307190139* 

8307230631 

0307230636* 

8307230673* 


TOPREP 
70-133 
PT21 
70-364 
30-269 P 

70-824 
30-269 P 
XPORTLIC 
XPORTLIC 
CONTRACT 


0307270099* 

0307270104* 

0307290143* 

Babcock & Wilcox Operating Plants Owner* 0307010044 
Group 

8307120403 


XPORTLIC 

XPORTLIC 

70-824 

TOPREP 

30-287 P 


Baltimore Gas 


6 Electric Co. 


0303230364# 

B307010076 

8307010083 

83070I00B7 

8307010124 


30-317 P 
30-317 6 
30-317 8 
30-318 8 
30-310 8 


0307010142 

0307010160 

0307060292 

0307070180 

0307070100 


30-317 0 
30-317 8 
30-317 G 
30-317 F 
30-317 F 


83071 10129 
8307110427 
0307110443 
8307110436 
0307120043# 


30-318 P 
30-317 8 
30-317 0 
30-317 9 
30-317 F 


8307120083# 

6307120144 

0307120264 

0307120479 

8307120339 


50-317 F 
30-317 S 
30-317 R 
30-317 8 
30-317 G 


0307120339 
03071301 10# 
0307180107 
0307100193 
8307100207 

0307180243 

0307200133 

0307200169 

0307210013 

0307210013 

8307210017* 

8307210017* 

0307210190 

8307210203 

8307210207 


30-317 Q 
30-317 G 
30-317 0 
30-318 S 
30-317 B 

30-317 8 
30-317 F 
50-317 R 
30-317 K 
30-317 K 

30-317 K 
30-317 K 
30-317 P 
30-317 3 
30-317 8 


0307220309 

8307230091 

0307200199 

8307200199 

8307200332* 


30-310 8 

71-9111 
30-317 P 
30-317 P 
30-317 G 


Battelle Memorial Institute 
Battelle Memorial Institute Columbus 
Leboratorles 


0307280332# 

8307280430 

8307200430 

8307270240# 

0307030326 


30-317 Q 
30-317 P 
30-317 P 
WASTE MOT 
71-3937 


Battalia Memorial Institute* Pacific 
Northwest Laboratory 


8307030327# 

8307120009 

8307120012 

8307130363 

0303260240 


71-3937 
NUREO 
NUREO 
30-313 P 
30-254 P 


8307080996 

0307090109 

8307110360 

8307120018 

8307120026 


NUREO 
WABTE MOT 
RE8 
NUREO 
NUREO 


0307130147 NUREO 
0307130178 NUREO 
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AUTHOR 

AFFILIATION 


Bear Craak Uranium Co. 
Bechtel Corp. 


Bears b Dickson 
Bendis Corp. 


Berlin* Rolsmanj Kessler * Caihdan 


Booing Computer Service*/ Int. (subs. 
Booing Co. ) 

Boiton Edison Co. 


Brand-Rei Co. 


Brattleboro, VT 

Bronsteln* D, S. 

Brookhaven National Laboratory 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8307100139 

NUREG 


83071 BO 143 

NUREG 


8307 180163 

NUREG 


0307260331# 

30-298 

0 

0307270360 

NUREG 


0307180394 

40-0452 


0307010213# 

50-424 

K 

8307060023# 

QA999 


8307060093# 

QA999 


8307070072# 

50-321 

P 

8307070112 

PR 


83071 10244 

30-402 

S 

8307120303# 

30-329 

S 

8307120377# 

30-320 

S 

8307130201# 

50-273 

P 

8307 130206# 

30-273 

P 

8307130302* 

30-273 

P 

8307130276 

PR 


8307190238# 

30-329 

T 

8307190238# 

30-327 

T 

8307190260* 

30-329 

T 

0307190260# 

30-329 

T 

8307210261# 

30-329 

G 

8307230346 

FOI A 


8307 1 10726# 

40-1341 


8307110727# 

40-1341 


8307190076 

30-329 

0 

0307190076 

30-329 

G 

8307190081* 

30-329 

G 

8307190081* 

30-329 

G 

0307260367 

30-329 

G 

8307260403 

30-329 

G 

8307260403 

30-329 

G 

8307260407# 

30-329 

0 

8307260407# 

30-329 

Q 

830714092Q# 

CONTRACT 


8307130422* 

CONTRACT 


B306280580# 

30-443 

I 

0307010066 

30-293 

8 

8307010002 

30-293 

0 

0307010134 

30-293 

5 

8307030232 

30-293 

Q 

8307060037* 

30-293 

Q 

8307060048* 

30-293 

Q 

0307110336 

30-293 

P 

8307110476 

30-293 

6 

0307110306 

30-293 

S 

0307120229 

30-293 

F 

8307120331 

30-293 

P 

0307120423 

30-293 

S 

0307120307 

50-293 

S 

8307120318 

30-293 

8 

8307130080 

30-293 

P 

8307130092* 

30-293 

P 

8307130022 

30-293 

S 

0307130060 

90-293 

P 

8307130070# 

30-293 

P 

8307130123 

30-293 

P 

8307150127 

30-293 

8 

8307130243 

30-293 

8 

8307130262 

30-293 

S 

0307190016 

30-293 

P 

0307190040 

30-293 

R 

8307210140# 

30-293 

Q 

8307220197 

30-293 

R 

8307220206 

30-293 

8 

8307220331 

30-293 

8 

0307220376 

30-293 

P 

6307220430 

30-293 

Q 

8307220319 

30-293 

8 

0307220331 

30-293 

8 

8307260166 

30-293 

K 

8307260172* 

50-293 

K 

8307260402 

50-293 

P 

0307260371 

30-293 

F 

0307280059 

30-293 

8 

8307280399 

30-293 

R 

8307280404* 

30-293 

R 

8307130111 

30-312 

S 

8307210122 

30-312 

8 

8307290366* 

CONTRACT 

8307260393 

30-332 

G 

0307130149 

NUREG 


8307230530 

NUREG 



AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


8307260016 

WASTE MOT 


8307260022 

WASTE MOT 

Brown & Root Corp. (subs of Halliburton 

8307220394 

30-498 

A 

Brown Bovtrl Corp. (tubs, Brown Dover! 6 

8307110377# 

30-373 

S 

Co r Ltd > 





8307110377# 

30-373 

S 


33071 10381* 

30-373 

S 

Burns fc Roe Co. 

8307130338 

RES 



6307130358 

30-397 

8 


B307 130362* 

30-397 

S 


8307100317 

TOPREP 


Bursteinr C. H. 

B307IB0143 

30-382 

G 


0307160133* 

30-382 

G 


8307180160* 

50-382 

G 


5307290032 

30-3 02 

G 


8307290036* 

30-302 

G 


0307290067# 

30-302 

G 

Businessmen for the Public Interest 

8307030003 

30-434 

G 


8307030003 

30-4 34 

G 


8307030011 

90-434 

G 


8307050011 

30-434 

G 


83070B048B 

30-4 34 

G 


8307120378 

30-434 

0 

CLOW Corp, 

8307120333# 

30-332 

A 

CONOCOr Inc (Continental Oil Co.) 

8307130043 

40-0743 


Cahillr Gordon S< Reindel 

0307050330* 

REVIEW GRP 


83070B0344 

M1BC 



B3072601 13# 

MISC 


California- State of 

8307030073 

30-273 

G 


8307030241 

50-273 

0 


8307060397 

30-273 

G 


8307060397 

30-273 

0 


8307060403# 

30-273 

G 


8307060405* 

30-273 

G 


0307060413# 

30-273 

G 


8307060413* 

30-275 

G 


8307130072 

30-275 

G 


8307130072 

30-273 

0 


8307130074* 

30-273 

0 


8307130074* 

30-273 

G 


8307130357 

50-273 

G 


8307130357 

30-273 

C 


8307130361# 

50-273 

0 


8307130361# 

30-275 

0 


B3072Q0122 

30-273 

0 


8307230131* 

CONTRACT 


Callforniai Unlv. ofi Berkeley 

0307060411* 

30-400 

0 


8307200332 

ACRS 



83072300B1 

ACRS 


California/ Univ. of- Irvine 

8307010168 

30-326 

R 


8307010171 

30-326 

S 


0307210237 

30-326 

8 

California- Univ. of/ Los Angeles 

0307060412 

30-142 

G 


8307060417# 

30-142 

G 


0307060419# 

30-142 

G 


8307110133 

30-142 

0 


0307 1 1013B* 

30-142 

G 

Capital City Coach 

8307190339* 

CONTRACT 


Carolina Environmental Study Group 

0307 190239 

30-413 

0 

Carolina Power 6 Light Co. 

8307010053 

30-400 

E 


8307010053 

30-400 

E 


8307030117 

PR 



8307060073 

30-201 

F 


8307060093 

30-400 

E 


0307060093 

30-400 

E 


0307060111 

30-400 

E 


0307060111 

30-400 

E 


8307060114 

30-400 

E 


0307060114 

30-400 

E 


0307060121 

30-400 

K 


8307060121 

30-400 

K 


8307060127* 

30-400 

K 


8307060127# 

30-400 

K 


8307060144 

30-400 

E 


0307060144 

30-400 

E 


8307060163 

30-400 

E 


0307060163 

30-400 

E 


8307060173 

30-400 

0 


8307060173 

30-400 

G 


8307060191 

30-261 

0 


8307060190 

30-400 

0 


B307060198 

30-400 

0 


8307060207 

30-261 

0 


0307060212* 

30-261 

G 
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AUTHOR 

AFFILIATION 


ACCESS [OH 
NUMBER 


B307060234 

0307060334 

8307060302 

0307060302 

0307070022 

8307070022 

0307070025 

0307070023 

8307070071 

0307070071 

03O7O7OOB3 

B3070700B3 

8307070003 

0307070003 

8307070092 

8307070092 

8307070123 

0307070123 

03D7O7O12S 

0307070172 


SUBJECT 

CATEGORY 


30-400 E 
30-400 E 
30-400 E 
30-400 E 
30-400 0 

30-400 Q 
30-400 0 
30-400 0 
30-400 0 
30-400 0 

30-400 D 
30-400 D 
30-400 E 
50-400 E 
30-400 G 

30-400 0 
50-400 E 
30-400 E 
30-324 P 
30-261 Q 


8307070173* 

0307000313 

0307080313 

8307000390 

B3070B0390 

83071 10038 
8307110294 
83071 1033B 
0307110338 
0307110432 

8307110440 
8307110310 
0307110370* 
83071 103Q6* 
0307110386* 

B307U03B9* 

8307110389* 

8307120129 

0307120207 

0307120207 

8307120291 

9307120316 

0307120337 

0307120338* 

8307120395 

0307120393 

0307130059 

8307130212 

8307130212 

0307130231 

8307130231 

0307130241* 

0307130241* 

0307130244 

0307130244 

8307130253* 
8307130233* 
0307130261# 
0307 140063 
8307140267 

8307140267 

8307140314 

8307140323 

8307140323 

0307140435 

0307140435 

0307140437 

8307140437 

8307140440 

0307140440 

0307140443 

0307140443 

8307140443* 

8307140445* 

0307140434 

0307140454 

8307140450 

0307140458 

0307150024 

8307150102 

8307150201 
0307150201 
0307130223 
8307150223 
8307 ISO 24 2 


50-261 G 
30-400 E 
30-400 E 
30-400 E 
50-400 E 

50-261 P 
30-261 S 
50-400 S 
50-400 S 
50-324 S 

30-400 8 
50-323 S 
30-324 F 
30-324 F 
50-324 F 

30-324 F 
30-324 F 
50-324 S 
50-400 9 
50-400 S 

50-325 3 
50-400 0 
30-261 G 
50-261 Q 
30-400 0 

30-400 8 
50-261 R 
50-324 R 
30-324 R 
50-400 0 

50-400 0 
30-400 Q 
50-400 G 
50-400 0 
30-400 Q 

30-400 0 
30-400 0 
30-400 0 
30-261 P 
30-400 K 

30-400 K 
30-261 G 
30-400 E 
30-400 E 
30-400 0 

30-400 0 
30-400 0 
30-400 0 
30-400 0 
30-400 O 

30-400 0 
30-400 Q 
30-400 0 
30-400 0 
30-400 0 

30-400 0 
30-400 0 
30-400 0 
30-324 S 
30-323 8 

30-400 0 
30-400 0 
30-400 F 
30-400 F 
30-324 0 


AUTHOR 

AFFILIATION 


ACCE8BIQN SUBJECT 

NUMBER CATEGORY 


0307150300 

8307130300 

8307190003 

0307190042 

8307190203 

8307190283 

0307200130 

8307210146 

8307210171 

0307210171 

0307210203 

0307220002* 

0307220143# 

8307220143 

8307220143 

0307220148# 

0307220290# 

8307220298# 

8307220322 

8307220336# 

8307220332 

8307220333 

8307220403 

0307220438* 

8307220366# 

8307220366* 

8307220370 

8307230120 

8307230197 

8307230211# 

8307230290 

8307230337 

8307230337 

8307230346 

0307230346 

8307230330* 

0307250330* 

8307230373 

0307230399 

8307230404 

0307230304* 

0307230310# 

8307260084 

8307260004 

0307260360 


30-400 8 
30-400 8 
50-400 8 
30-324 0 
50-400 0 

50-400 0 
50-323 Q 
30-400 E 
50-400 0 
90-400 0 

30-400 0 
50-261 Q 
50-400 0 
50-400 0 
50-400 B 

50-400 0 
50-324 Q 
50-324 G 
50-261 P 
50-400 Q 

50-261 0 
50-261 0 
30-325 8 
30-261 0 
30-324 G 

30-324 Q 
30-261 P 
30-261 P 
50-324 K 
30-324 K 

30-261 0 
30-400 0 
30-400 0 
30-400 0 
30-400 0 

50-400 0 
30-400 0 
50-261 0 
30-400 8 
30-400 0 

30-261 F 
30-261 F 
30-324 F 
30-324 F 
50-400 0 


8307260360 

8307260363 

8307260363 

830726p3?7 

0307260404 


50-400 0 
50-400 R 
50-400 R 
30-323 B 
30-324 B 


8307260460 

8307260460 

8307260403 

8307260493 

0307260496 

8307260498 

0307260304* 

0307270037 

8307270037 

8307270060# 

8307270060# 

0307270340 

8307270340 

0307270433 

8307270433 


30-324 V 
30-324 V 
50-400 Q 
30-261 8 
30-324 S 

30-324 P 
30-324 P 
30-400 K 
30-400 K 
50-400 K 

30-400 K 
30-400 E 
30-400 E 
30-324 F 
30-324 F 


8307200163 

8307280163 

8307200183 

8307280333 

0307280335 

8307280361 

8307280361 

8307280364 

0307280411 

8307290090 


30-400 0 
30-400 0 
50-400 0 
30-400 X 
30-400 K 

50-400 E 
30-400 E 
30-261 P 
30-261 R 
30-324 P 


CenUr for Law in the Public Internet 
Chaptl Hill Antl-Nuc l«*r Group Effort 


0307290106 

0307290132 

8307290169 

8307290174 

8307290179 

8307030242 

8307060437 

0307120371 

8307260253 

8307070076 


30-261 S 
30-324 8 
30-261 G 
30-261 P 
50-261 8 

30-275 0 
30-275 G 
50-273 G 
30-273 0 
30-400 0 
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AUTHOR 

AFFILIATION 


Chem-Nuc lear Systems* Inc. 


Chemtron Corp. 

Cincinnati Gas & Electric Co. 


Circle Seal Control* 

Cltitan* Association far Bound 
Cleveland Electric Illuminating 


Cleve land-Cl If f» Iran Co. 


Energy 


Co. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEGORY 

8307080404 

71-9096 


Coalition for Nuclear Power Plant 0307030117 

PR 


0307080407# 

71-9096 


Postponement 



8307 190442 

71-9026 


8307070189 

PR 


8307180310 

27-47 


Coalition for Safe Power 8307200126 

30-460 

G 

8307190027 

71-6601 


8307200131# 

50-460 

0 




0307200134# 

30-460 

0 

8307190266 

71-9111 





8307200364 

71-9111 


0307200130# 

30-460 

G 

8307200369* 

71-9111 


8307260298 

30-460 

0 

8307200129 

71-6601 


Colorado State Univ. 8307230643# 

CONTRACT 


8307290381 

71-231 


Colorado* State of 0307230133# 

CONTRACT 





Colt Industries* Inc. 8307130249# 

QA999 


8307280227 

40-8724 





8307060060 

30-33B 

0 

Combustion Engineering* Inc. 8307010172 

90-470 

A 

8307060297 

30-33B 

s 

0307010184* 

30-470 

A 

8307060327 

30-330 

3 

0307150206* 

GA999 


8307060396 

30-330 

0 

0307200323 

70-36 





8307230416 

PR 


8307000294 

30-330 

B 




8307080327 

30-330 

B 

8307270332 

90-470 

E 

8307080339 

30-330 

S 

8307270422 

TOPREP 


Q3070B0349 

30-330 

s 

8307270425* 

70PREP 


8307000428 

30-330 

s 

Commerce* Dept, of, National Bureau of 8307200170# 

CONTRACT 





Standard l 



8307000482 

30-338 

s 

8307290326* 

CONTRACT 


8307100253 

30-330 

A 




8307190197 

30-358 

0 

Committee to Bridge the Gap 8306170403 

90-142 

T 

8307210002 

30-338 

S 

8307060363 

90-142 

0 

8307210040 

30-330 

3 

8307060369# 

90-142 

Q 




8307120335 

90-142 

0 

8307210044# 

30-338 

0 

Commonwealth Edison Co. 8306230264 

90-434 

A 

8307210047 

30-330 

A 




8307210096 

30-330 

S 

8306230264 

90-434 

A 

8307210109 

30-330 

A 

8306230264 

90-434 

A 

8307210116 

30-330 

8 

8306230264 

90-434 

A 




8306230264 

90-434 

A 

0307210186 

30-330 

8 

0306230264 

90-434 

A 

8307260990 

30-330 

S 




0307260936 

30-330 

8 

8307010103 

90-299 

Q 

830707041 3 

XPORTLIC 


0307010193 

90-237 

K 

8307220169 

XPORTLIC 


0307010193 

90-237 

K 




0307010193 

30-237 

K 

8307230093 

XPORTLIC 


0307010195 

90-237 

k 

8305200610 

30-443 

0 




8307120323 

PR 


0307010195 

90-237 

k 

830720021 1 

30-443 

0 

0307010195 

50-237 

k 

8307030202 

30-440 

A 

0307010196# 

30-237 

K 




0307010190* 

30-237 

k 

8307060063 

30-440 

0 

0307010198# 

50-237 

k 

8307060230 

30-440 

T 




8307060230 

30-440 

T 

0307010190# 

90-237 

k 

8307060277 

30-440 

E 

8307010201# 

90-237 

k 

830706029B 

30-440 

E 

0307010201# 

30-237 

k 




0307030020# 

50-434 

0 

830706029B 

30-440 

E 

0307030032* 

90-434 

G 

8307060339 

30-440 

0 




8307060339 

30-440 

0 

0307030032# 

90-434 

Q 

9307060344# 

30-440 

0 

03O7O3OQ33# 

30-373 

0 

8307060344# 

30-440 

G 

8307030066 

90-304 

Q 




0307050070 

90-373 

S 

8307080431# 

90-440 

Q 

83070300 88 

90-373 

s 

0307110134 

50-440 

8 




8307110134 

30-440 

S 

03070301 17 

PR 


8307110316 

30-440 

8 

8307030110 

50-304 

8 

8307110316 

30-440 

S 

8307030146 

30-373 

S 




8307030133 

30-304 

0 

03071 103B2 

30-440 

S 

8307030210 

30-373 

R 

83071 103B2 

30-440 

8 




8307190316 

30-440 

0 

8307050213# 

30-373 

R 

8307180031 

30-440 

S 

8307030215* 

30-373 

R 

8307190038 

30-440 

0 

8307030218# 

30-373 

R 




8307030220# 

30-373 

R 

8307190038 

30-440 

8 

8307030223# 

30-373 

R 

8307190004 

30-440 

0 




8307190084 

30-440 

0 

8307030229# 

50-373 

R 

8307190104# 

30-440 

0 

8307030229# 

30-373 

R 

8307190104# 

30-440 

0 

8307090233# 

30-373 

R 




8307030233# 

50-373 

R 

8307190136 

30-440 

s 

8307030239# 

30-373 

R 

8307190136 

30-440 

s 




8307190176 

30-440 

s 

8307030282 

70-2973 


8307190176 

30-440 

B 

8307060044 

30-234 

0 

8307190203 

30-440 

0 

0307060034 

30-373 

Q 




8307060186 

30-237 

F 

8307190203 

30-440 

0 

0307060106 

30-237 

F 

8307190204 

30-440 

s 




8307190204 

30-440 

s 

8307060239 

30-237 

S 

8307190200# 

30-440 

0 

0307060333 

50-373 

0 

0307190200# 

30-440 

G 

0307060342 

30-373 

8 




0307060333 

30-434 

0 

8307200289 

30-440 

s 

8307070129 

PR 


0307210077 

30-440 

k 




0307210077 

30-440 

K 

0307070176 

30-237 

P 

0307210001# 

30-440 

K 

8307070176 

50-237 

P 

0307210081# 

50-440 

K 

8307070176 

30-237 

P 




8307070207 

30-434 

G 

8307220231 

30-237 

S 

8307000233 

30-295 

0 

8307220234 

30-234 

S 




0307220434 

30-440 

3 

8307080243 

30-237 

8 

0307220434 

30-440 

S 

0307000334# 

30-374 

Q 

0307180392 

40-0714 


0307000338# 

50-374 

G 



458 


CORPORATE SOURCE INDEX 


author 

AFFILIATION 


ACCESSION 

NUMBER 


8307080496 
8307UO0S& 
8307110061 
8307110114 
83071 10115 

83071 10146# 

8307110109 

8307110339 

8307110371 

8307110371 

03071 10408 

8307110409 

0307110416 

0307110419# 

8307110423 

8307110434# 

03O711O4Q8 

8307110331 

8307120064# 

0307120068# 

8307120291 

0307120281 

0307120281 

0307120302 

0307120382 

8307120391 

8307120431 

8307120433 

8307120438# 

8307120324 

0307130219 

0307130309 

0307130309 

9307130317# 

8307130317* 

9307 130322# 
B307130322* 
0307130322# 
9307130322* 
8307130322# 

8307150194 

8307180023* 

9307180063* 

8307180063* 

8307180099 

8307 100191 
0307180190 
8307190062 
0307190062 
8307190062 

0307190111 

0307190122 

0307190126 

9307190147* 

8307190170 

0307190190* 

8307190183* 

0307190107 

8307190107 

0307190107 

9307190107 

8307190187 

8307190189* 

8307190192* 

8307190195* 

0307190201# 

0307200121 

8307200121 

8307200125# 

8307200168 

8307200174 

8307200183 

8307200191 

8307200199 

8307200213 

9307200216* 

8307200218 

B307200287 

0307200302 

8307210001 

03O721OO4B 

0307210030 

0307210032* 

8307210063 

8307210148 


SUBJECT 

CATEGORY 


30-237 S 
30-436 8 
50-234 3 
30-373 P 
30-237 8 

30-454 Q 
30-237 S 
30-237 8 
30-373 S 
30-373 S 

50-373 S 
30-249 S 
30-373 S 
50-373 Q 
50-304 8 

30-373 0 
30-373 S 
30-234 Q 
30-304 F 
30-254 F 

30-434 A 
30-434 A 
30-434 A 
30-373 A 
30-373 A 

30-293 P 
50-373 P 
30-263 P 
50-263 P 
50-374 E 

50-254 R 
30-434 A 
30-494 A 
30-434 A 
50-434 A 

30-434 A 
50-434 A 
50-434 A 
30-434 A 
30-434 A 

30-237 R 
30-373 Q 
30-373 0 
50-373 0 
30-434 3 

30-373 8 
30-293 R 
30-237 P 
30-237 P 
30-237 P 

50-454 C 
50-434 G 
30-434 G 
30-434 0 
30-237 P 

30-237 P 
30-237 P 
30-237 P 
30-237 P 
30-237 P 

50-237 P 
50-237 P 
50-237 P 
50-237 P 
50-237 P 

30-237 P 
50-436 C 
30-456 C 
50-436 C 
30-237 S 

50-237 0 
30-295 S 
30-237 S 
50-295 S 
50-293 S 

30-237 Q 
30-249 S 
30-293 8 
30-237 S 
30-373 8 

50-373 S 
30-265 p 
50-265 P 
30-373 S 
30-373 S 


AUTHOR 

AFFILIATION 


Computer Systems Support Corp, 
Connecticut Yankee Atomic Power 


Conner & Wefcterhahn 


ACCESSION 

NUMBER 


9307210199 
9307210190 
63072102 1 1 
03072 1 02 1 1 
9307210217# 

8307210217* 

8307210236 

8307210236 

0307210300 

8307210300 

8307220193 

9307220200 

9307220201 

8307220234 

8307220250 

0307220260 

0307220306 

0307220309# 

B30722034B 

8307220348 

8307220373 

8307220476# 

8307220496 

9307220495 

0307220493 

9307220493 

9307220542 

8307250304 

8307250363 

8307230365 

8307250432 

9307250432 

B307250432 

8307250435# 

8307250435# 

8307230449 
8307230449 
9307230432 
8307230498 
83072600 1 8 

8307260019 

8307260010 

8307260010 

8307260020 

8307260213 

8307260301 

8307260310 

8307260310 

0307260314 

8307260314 

8307260430 

9307270434# 

8307290102# 

0307200102# 

9307280102# 

0307290102# 

0307280102# 

8307200102# 

8307290102# 

8307200373 

9307200457# 

8307290102 

0307290102 

8307290103# 

0307290103# 

8307290299# 

8307290299# 

8307190433# 

0307010067 

8307030140 

8307120262 

9307140400 

8307190131 

8307190233 

8307220367 

0307280326# 

0307060396 

8307060409 

0307070235 

0307130232 

8307190191 

830719019? 

8307210230 

8307200147 

8307280147 


SUBJECT 

CATEGORY 


30-436 A 
50-456 A 
50-454 Q 
50-454 0 

30-434 0 

30-454 0 

50-454 0 

30-454 0 

50-400 A 
50-400 A 

30-373 9 

30-373 R 
30-373 8 

30-254 8 

30-263 Q 

30-249 B 
30-249 P 
30-24? P 
50-434 0 

30-434 0 

30-373 P 
30-237 Q 
30-374 8 

30-237 P 
30-237 P 

30-237 P 
30-373 8 

30-237 P 
30-434 0 

30-434 0 

30-454 8 

30-434 6 

30-434 8 

30-373 0 

30-373 0 

30-237 P 
30-237 P 
30-237 8 

30-234 P 
30-237 F 

30-237 F 
30-237 F 
30-237 F 
30-237 P 

30-237 P 

30-374 A 

30-434 0 

30-434 0 

30-373 E 

30-373 E 

30-10 J 

30-434 0 

50-10 0 

30-10 Q 

30-10 Q 

30-10 Q 

30-10 Q 

30-10 Q 

90-10 Q 

30-293 P 

30-10 Q 

30-434 0 

30-434 0 

30-434 0 

30-434 0 

30-293 F 

30-293 F 

CONTRACT 
30-213 P 

30-213 6 

30-213 R 

30-213 0 

30-213 P 

30-213 P 

30-213 R 

30-213 Q 

30-339 0 

30-332 0 

30-332 0 

30-332 0 

30-410 9 

30-358 0 

30-332 0 

30-332 0 

30-352 9 



AUTHOR 

AFFILIATION 


Consolidated Edison Co. of New York* 


Construction Technology Laboratories 
Consumers Power Co. 


DOCKETED ITEMS 


459 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

83072Q0169 

50-352 

Q 


□307170232 

30-329 

T 

B3072B0246 

50-352 

Q 


□307 1 702 52 

30-329 

T 

0307280246 

50-352 

0 


□3071902 39# 

50-329 

T 

0307280254* 

50-352 

0 


□307170259# 

30-329 

T 

0307280254* 

30-352 

0 


9307190260* 

30-329 

T 

0307010156 

30-247 

S 


0307190260* 

50-329 

T 

0307050152 

30-247 

P 


9307200073 

50-153 

P 

0307030162* 

30-247 

P 


□307200079 

50-329 

A 

8307050169* 

30-247 

P 


□307200251 

50-253 

0 

0307060084 

30-249 

S 


8307210032 

50-153 

P 

8307060295 

30-247 

Q 


8307210144# 

30-329 

A 

8307060305 

30-247 

Q 


□307210144# 

50-329 

A 

8307060331 

30-373 

S 


□307210209 

50-329 

A 

B307070 1 20 

PR 



9307210208 

50-329 

A 

8307120235* 

30-247 

0 


93072102 i 0* 

50-329 

A 

8307120563 

30-247 

0 


□307210210* 

50-329 

A 

8307120567* 

50-247 

0 


63072 £02 39 

30-329 

0 

8307150061 

50-247 

s 


8307210239 

50-329 

0 

0307160060 

30-247 

Q 


9307210261* 

50-329 

0 

8307180060 

30-247 

0 


□307210261* 

50-329 

0 

0307160151 

30-247 

a 


0307210266# 

50-329 

0 

0307220203 

30-247 

s 


□307210266* 

50-329 

0 

0307220275 

30-247 

s 


8307220174 

50-135 

P 

0307220260 

50-247 

s 


0307220106 

50-153 

F 

8307220365 

30-247 

R 


B30722O219 

30-135 

R 

0307220429 

30-247 

R 


0307220331 

50-329 

T 

8307220355 

30-247 

S 


8307220351 

30-329 

T 

8307250302* 

30-247 

K 


8307220402 

30-329 

A 

83072 10266* 

30-329 

0 


8307220402 

50-329 

A 

8307210271* 

30-329 

0 


8307250123 

50-329 

a 

8307050076 

50-155 

a 


8307250295 

50-324 

p 

8307050105 

50-155 

s 


8307250326 

50-153 

G 

83070501 17 

PR 



□307250431 

30-329 

s 

8307050140 

30-255 

8 


0307250431 

30-329 

s 

830706001 1 

50-329 

S 


0307260236 

30-329 

£ 

8307060011 

30-329 

S 


0307260236 

30-329 

E 

8307060037 

30-329 

A 


0307260293 

REGGD 


8307060057 

50-329 

A 


0307260320 

30-329 

A 

0307060039 

50-329 

E 


0307260320 

30-329 

A 

□307060039 

30-329 

E 


□307260344 

30-135 

G 

0307060061 

30-329 

E 


□307260451 

30-329 

(3 

0307060061 

30-329 

E 


0307260431 

50-329 

a 

□307060158 

30-255 

P 


8307200023 

7I-3B03 


0307060356* 

30-329 

0 


B3 07230 191 

30-329 

a 

0307070152 

30-329 

E 


8307280191 

30-329 

s 

B307070152 

50-329 

E 


□307200272 

30-329 

s 

8307000321* 

30-235 

P 


0307200272 

30-329 

s 

0307000436 

50-329 

S 


□3072B0434 

30-329 

A 

8307000436 

30-339 

8 


□3072B0434 

30-329 

A 

8307000443 

50-133 

S 


03072901 13 

50-329 

A 

B3Q70BQ481 

30-255 

S 


0307290113 

30-329 

A 

□3070BD30B 

50-329 

A 


□307290191 

50-329 

A 

B3070B0314 

30-329 

R 


□307290191 

30-329 

A 

03070805 1 4 

30-329 

R 


B3 07290196* 

30-329 

A 

83071 10130 

30-329 

0 


□307290196* 

50-329 

A 

03071 10130 

30-329 

0 

Continuum Dynamics. Inc. 

0307190074* 

30-237 

P 

B3071 10154* 

30-329 

0 

Controls for Environmental Pollution. 

□307190015* 

70-020 


83071 10194* 

30-329 

0 

Tnc . 




83071 10249 

30-133 

Q 

Coordination Council for North American 

8307190230 

XP0RTLIC 


83071 10403 

30-329 

A 

Af f a i r i 








□307190202 

XPDRTLIC 


8307120040* 

30-235 

F 

Crearfi. Inc 

6307280090 

OEM TEC 

IS 

0307 120044* 

30-255 

P 





8307120030* 

50-253 

F 


8307290513* 

CONTRACT 


□307120245 

30-329 

A 

Cygna Energy Services 

B3D7120637* 

30-443 

A 

□307120243 

30-329 

A 

Dalryland Power Cooperative 

0307080510 

50-409 

0 





0307110127 

30-409 

S 

□307120248* 

30-329 

A 


□307110563* 

30-409 

F 

8307 120248# 

30-329 

A 





8307 120393 

50-329 

E 


8307120624* 

30-409 

F 

6307120495 

30-355 

P 


S307200264 

S0-409 

5 

8307120591 

30-135 

0 


8307210253* 

30-409 

0 





8307220222 

30-409 

R 

8307140211 

30-329 

A 


0307220225 

30-409 

R 

8307140256 

30-329 

A 





□307150124 

50-255 

R 


0307220564 

50-40? 

P 

83071 50195 

50-329 

0 

Dallas Power & Light Co. 

□306280600# 

50-445 

I 

8307150193 

SO-329 

Q 

Dames 6 Moore 

□3O7O0O4B4* 

40-6^64 





Data Consultants. Inc. 

□3071 50376# 

CONTRACT 

B307 130257 

PR 



0307200389* 

CONTRACT 

8307180171 

50-329 

S 





8307180171 

30-329 

s 

Davis* Polk & Wardwell 

□307140318 

50-209 

0 

8307100270 

30-329 

s 

DeKalb Area Alliance For Responsible 

8307050020# 

30-454 

G 

6307100270 

50-329 

a 

Energy 








□307050032# 

50-434 

G 

8307180302 

50- 1 35 

p 


0307050227 

go-434 

0 

8307160311* 

50-155 

p 


0307120570 

30-434 

Q 

83071 B0404* 

50-155 

F 





□307190012 

50-255 

S 


8307220417 

30-434 

0 

0307190203 

50-253 

S 


03O726O23B 

50-454 

G 



460 


CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


Debevoise Sc Liberman 


8307260288 

830726028B 

8307240423 

B307240425 

8303100420 


30-454 G 
30-434 G 
30-434 G 
30-434 G 
50-SOB C 


8307130190 

0307130190 

8307130202* 

6307130202# 

0307130206# 


30-413 0 
30-413 0 
30-413 0 
30-413 0 
30-413 0 




0307030117 
0307070140 
0307000437 
03071 10236 
0307120503 

FR 

PR 

50-508 G 

50-300 G 

50-445 G 



8307140464 
0307 J 90220 
B307210269 
8307250356 
83072901 10 

50-308 0 
50-445 G 
30-413 0 
50-445 G 
50-445 T 

Del-Auar* Uni tmi ted. 
Delaware River Basin 
Delaware, State of 
Detroit Edison Co 

Inc. 

Commission 

8307220364 50-352 G 
0307260502 50-382 D 
0307140127# 30-272 H 
8307010173# 50-341 K 
B307010175* 30-341 K 



0307050107 
0307060016 
8307060064 
B3070601 37 
0307060362 

30-341 F 
50-341 S 
50-341 S 
50-341 S 
50-341 F 



03O7OBO3O2 

0307120239 

0307120270 

0307120282# 

8307190023 

50-341 0 
50-341 A 
50-341 E 
50-341 E 
70-2926 



B307 190330 
0307210028 
0307260455 
8307270207 
0307270215# 

70-2926 
30-341 A 

50-16 R 

50-34 1 A 

50-341 A 

Ditto. S, J. 

Doherty, J. F. 

Domue Dnign Studios. 
Don L, Warner, Inc. 
Dorsey, j. A 

Inc. 

0307220032 

B3072900Q2 

8307190458# 

0307150375 

8307110420 

ACRS 

50-537 H 

CONTRACT 

70-020 

PR 



B3071B0136 

83O739OD0B 

0307290000 

0307290093# 

8307290093# 

30-352 G 
30-332 0 
50-352 C 
50-352 G 
30-332 Q 

Dow Chemical Co. 

Dravo Corp 

Dresser Industries, Inc. 

8307290099# 

0307290099# 

8307270234# 

0307260220# 

0307060109# 

30-332 G 

50-352 0 

WASTE MOT 
QA999 

GA999 

Dreitl Univ. 

Duke Power Co. 


0307180140 

8305270627* 

0307010015 

8307050250 

0307050250 

NUREQ 

50-269 Q 
30-413 F 
30-413 G 
30-413 G 



0307060275 

8307060275 

0307060275 

8307070007 

0307070007 

50-269 G 
30-269 Q 
30-269 G 
50-269 K 
50-269 K 



0307070007 

0307070196 

0307070196 

8307080362 

0307110053 

30-269 V, 
30-413 G 
30-413 G 
30-269 P 
30-413 A 



83071 10053 
8307110226 
0307110291 
0307110291 
03071 10383 

50-413 A 
30-269 P 
30-413 0 
30-413 G 
50-413 E 



0307120093 

0307120115 

0307120200 

0307120289 

0307120349 

30-270 3 
50-369 S 
30-370 S 
50-269 S 
50-413 B 



0307120349 

0307120371 

0307120371 

0307120398 

9307120427 

30-413 S 
50-413 S 
30-413 S 
50-413 S 
50-414 S 



0307120503 

0307120397 

8307120604 

0307120609 

0307120613 

50-369 B 
50-369 S 
30-207 8 
50-269 S 
30-269 S 


0307130206# 

0307130224# 

8307130224# 

8307130249 

0307130263 

0307140040 

8307140048 

6307140067 

0307140140 

03O7I4OI4O 


30-413 Q 
30-413 G 
30-413 0 
30-413 E 
30-269 Q 

30-269 P 
30-269' P 
30-269 0 
30-413 a 
30-413 Q 


0307140303# 

0307140310# 

0307130100 

0307130212 

0307130234 

6307130253 

0307130239 

8307130303 

0307150340 

0307130391 

0307100076 
0307190003 
0307 1 90003 
8307190133 
0307190137# 

0307190104 

8307190184 

0307190100# 

8307190180# 

0307190218 

8307190267 

8307190309# 

0307210269 

0307210269 

0307210272# 

0307210272* 

0307210274# 

6307210274# 

0307220007 

6307220007 

8307220221 
630722023 7 
0307220269 
8307220272 
8307220409 

0307220470 

8307220470 

9307220499 

8307220904 

6307220504 

8307220311 

6307250087# 

8307230092# 

0307230110# 

6307250117 

8307250117 

0307230117 

0307230202 

6307250300 

0307230372 

8307230372 

0307230441 

8307230433 

8307230433 

0307250623# 

8307230623# 

8307230639# 

8307230730# 

8307230744# 

8307260304 

0307260304 

0307260390 

0307260412 

8307260412 

8307260412 

8307260417# 

0307260426 

0307260462 

8307260493 

8307260526 


50-369 ft 
30-369 0 
30-369 B 
30-369 B 
30-369 0 

30-369 0 
30-370 0 
30-370 8 
30-369 & 
71-6698 

30-369 F 
30-413 E 
30-413 E 
30-269 P 
30-269 P 

30-369 R 
30-369 R 
30-369 R 
30-369 R 
30-413 E 

30-269 P 
30-369 « 
30-413 0 
30-413 0 
30-413 <3 

30-413 G 
30-413 0 
30-413 0 
50-413 Q 
30-413 0 

30-370 0 
30-370 8 
90-414 6 
30-270 B 
30-369 8 

30-413 0 
30-413 0 
30-370 S 
30-413 Q 
30-413 Q 

50-207 8 
50-369 F 
50-369 F 
50-269 F 
50-269 P 

50-269 P 
30-269 P 
90-369 8 
30-269 F 
30-413 E 

50-413 E 
30-207 P 
90-413 E 
30-413 E 
30-413 F 

30-413 F 
30-239 F 
30-269 F 
30-269 F 
30-269 P 

30-370 8 
30-370 3 
30-269 P 
30-269 P 
30-269 P 

30-269 P 
30-413 8 
50-369 8 
30-369 B 
30-369 P 



CORPORATE SOURCE INDEX 


461 


AUTHOR 

AFFILIATION 


Light Co. 


/ilart & Associates Inc. 
u Pont de Nemours & Co. > 

fanufac tur ing Peebles Inc 
1 nc. 

Inc, 

i- Services Inc. (subs, of 

> 


tint W. 


bain & Payne 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8307260326 

50-369 

P 

0307260533 

50-369 

8 

03O726O55B 

50-369 

S 

B3O726O350 

30-369 

S 

8307260567* 

50-369 

s 

8307260569* 

50-369 

e 

0307280409 

50-369 

p 

83072804 1 5* 

50-369 

p 

0307200421* 

30-369 

p 

8307280429# 

30-369 

p 

0307290033 

30-269 

s 

8307290054 

50-26? 

s 

0307290544* 

50-369 

F 

0307010136 

50-334 

8 

8307070115 

30-334 

P 

03070701 19* 

30-334 

P 

8307110292# 

50-412 

a 

8307110412 

50-334 

s 

0307110446 

30-334 

s 

8307120475* 

30-334 

0 

0307150110 

30-334 

p 

0307150275 

50-412 

8 

0307130287 

30-412 

0 

8307130343 

30-412 

0 

0307150330 

50-412 

0 

83071B011B 

30-334 

p 

03071601 70 

30-334 

s 

0307180201 

30-412 

c 

0307180206* 

30-412 

c 

8307100225 

30-412 

G 

0307180279 

50-412 

K 

0307190284 

30-412 

0 

03072001 1 5 

30-334 

F 

0307220277 

30-334 

8 

0307220207 

30-412 

S 

03O722O3OB 

50-334 

R 

0307220443 

50-334 

S 

0307230023* 

30-334 

S 

0307270192 

30-334 

P 

0307270197* 

30-334 

P 

8307280244 

30-334 

P 

0307280240* 

50-334 

P 

0307200277 

30-334 

P 

0307280202* 

30-334 

P 

0307280290 

30-334 

K 

B307280303* 

30-334 

K 

8307200360 

30-412 

C 

0307200367 

30-412 

A 

0307290100 

30-412 

C 

8307290103 

50-412 

K 

8307290182 

30-334 

R 

8307250630* 

CONTRACT 

8307090034 

71-300 


8307090038* 

71-500 


8307260158* 

QA999 


8307260169# 

OA999 


0306240037* 

30-373 

P 

0307180302 

XPORTLIC 

8307210263 

NUREG 


8307230000 

NUREG 


8307190112* 

CONTRACT 

0307070136 

PR 


B3071402B6 

TOPREP 


8307190165* 

30-333 

P 

830722009B 

FOIA 


0307220419* 

30-302 

A 

B3072703B3 

recgd 


8307060139 

30-400 

G 

0307060159 

30-400 

G 

8307060303 

30-400 

G 

8307060303 

30-400 

G 

8307060306* 

30-400 

G 

8307060386* 

30-400 

G 

8307060391* 

50-400 

0 

8307060391# 

30-400 

G 

0307060402 

30-400 

0 

8307060402 

30-400 

G 

0307130100 

30-400 

G 

8307260248 

30-400 

G 

0307260281 

30-400 

G 

0307260341 

50-400 

G 

0307030195 

30-400 

G 

8307030193 

30-400 

G 

0307050190 

30-400 

0 


AUTHOR 

affiliation 


Ederer, Inc. 

Edlou International Co. 

Elcen Matal Products Co. 

Electric PouJer Research Institute 
Energy Consultants. Inc 

Energy. Dept of 


ACCESSION 

NUMBER 


63070301 ?B 
0307050203* 
8307030205* 
83072101 3B 
03070704 50 

03O722O44& 
□307090609* 
8307100212* 
8307 180222* 
8306240429 

0307050414 

0307060435 

03O7O6O4S9* 

8307070129 

8307070133 


SUBJECT 

CATEGORY 


30-400 G 
30-400 C 
30-400 Q 
TOFREP 
XPORTLIC 

30-10 S 
NUREG 

30-322 R 
30-322 R 
71-6495 

WASTE MOT 
WASTE MOT 
WASTE MOT 
PR 
PR 


830707024B 
0307090106 
8307110111 
B307110164* 
0307 1 10160* 

0307110723 
8307130373 
8307 180331 
8307100375 
B307 190030 

8307190032* 

0307200304 

8307200493 

0307210367 

0307210303 


PR 

WASTE MOT 
WASTE MOT 
30-537 T 
30-537 T 

40-1341 
WASTE MOT 
WASTE MOT 
WASTE KOT 
71-3352 

71-3352 
XPQRTL I C 
50-201 P 
71-6350 
XPQRTL I C 


0307220117* 

0307220173 

8307220212 

0307220223 

0307220227 

8307220230 

8307220232 

0307220236 

0307220244 

8307220249* 

8307220233 
8307220255 
8307220641 
B3072503 63 
8307270133 

0307270142 
83072701 4B 
0307270152 
8307270159 
8307270166 

B3072701B4 
B307270 1 94 
8307270204 
8307270200 
8307270214 

8307270218 

0307270223 

8307270240 

8307270253 

B307270257 

0307270262 

8307270265 

0307270270 

8307270274 

83072702B4 

8307270291 
0307280029 
83072B0034 
830720021 4 
8307290216 


WASTE 

MOT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

mot 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

HOT 

WASTE 

MOT 

WASTE 

mot 

WASTE 

MOT 

WASTE 

MOT 

71-3B2S 

50-337 G 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MGT 

WASTE 

MGT 

WASTE 

MGT 

WASTE 

MGT 

WASTE 

MGT 

WASTE 

mot 

WASTE 

MOT 

WASTE 

MGT 

WASTE 

MGT 

WASTE 

MGT 

WASTE 

MGT 

WASTE 

MGT 

WASTE 

MGT 

WASTE 

MGT 

WASTE 

MGT 

WASTE 

MOT 

WASTE 

MGT 

WASTE 

MGT 

WASTE 

MOT 

40-6300 

71-9156 

71-9049 

WASTE 

MGT 


0307200218 
0307290273 
0307290331 
8307290349* 
030729036 1 


71-5552 
71-6272 
WASTE MOT 
WASTE MOT 
71-6400 


Energyi Dept of* Clinch River Breeder 
Reactor Plant 


8307290367* 
8307290870* 
0307290374* 
03070700 B6 

8307070102 


71-6400 
71-6400 
71-6400 
30-537 A 

30-537 A 


Engineer* International* Inc. 


0307070105* 30-537 A 

0307120345 50-537 A 

B307070506* CONTRACT 
8307250350* CONTRACT 



CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 


ACCESSION SUBJECT 

NUMBER CATEGORY 


0307270412* 

_ , 03072704 IS* 

Envi ronmen ta 1 Coalition on Nuclear Power 0307050099 

Environmental Policy Institute 0307070159 

Environmental Protection Agency 8307110233 

WASTE HOT 
WASTE MOT 
30-412 Q 

PR 

50-400 D 

Epler. E. P 

Ertec, Inc. 

European Communities. Comml *-» i 0 r> of 

0307200020 
930722001 0 
3307140483* 
0307070372 
8307 1 10549 

40-2061 
ACRS 
CONTRACT 
XPORTLIC 
XPOR TLIC 

Extol Corp. /Warner Atsn c i ate a . I nc . 

0307110561 
03071901 16 
8307200294 
8307250646 
8307050285* 

XPORTLIC 
XPQRTLIC 
XPOR TLIC 
XPQRTLIC 
CONTRACT 

Exxon Carp. 

Exxon Nuclear Co . Inc. (subs of Erxon 
Corp, J 

8307200167 

0307010157* 

40-0064 
30-202 P 


0307050009 

8307070520 

8307150340 

TQPREP 

XPORTLrc 

TQPREP 


8307190445 
8307190449* 
8307200513 
0307260437 
8307260440 * 

XPORTLIC 

XPORTLIC 

70-1257 

TOPREP 

TOPREP 

FQI Services 

Federal American Partners 

Federal Emergency Masiag ament Agency 

830609O3B2 

0307050033 

B3G7130452 

8306240435* 

0307060304* 

fdia 

PR 

40-4492 
30-445 F 

50-312 F 


8307130217 
0307140424* 
a307 150167 
0307190173 
□3071 90177* 

50-402 0 
30-333 F 
30-135 F 
50-337 F 
30-307 F 

Florida Power *« Light Co, 

0307190237 

0307190248 

8307010070 

8307050016 

8307030126 

30-4S2 Q 

30-482 0 

30-335 P 

50-335 p 

30-389 P 


0307060070 

8307060070 

0307060209 

8307060213* 

0307060216 

50-250 P 
30-250 P 
50-250 p 
30-230 P 
30-250 P 


8307060216 
8307060223 
0307060233 
B30 7060 265 
8307070077 

30-250 P 
30-335 P 
30-333 P 
50-3 B9 P 
50-333 P 


8307070034 
8307110153 
B3071 10241 
93071 10245 
83071 10361* 

50-230 P 

30-291 P 

50-3B9 E 

30-009 8 

30-250 F 


83071 1036&* 
0307110402 
0307120134 
8307 1201 66 
8307120172 

30-250 F 
30-309 S 
30-309 S 
30-333 S 
50-309 S 


8307120177 

8307120410 

0307120424 

8307120420 

8307120469 

50-389 B 
30-389 P 
50-251 S 
50-389 S 
50-230 P 


0307140198 

8307140217 

8307140282* 

9307140398* 

8307140401* 

30-250 P 
30-335 0 
30-3B9 0 
50-335 Q 
30-333 0 


8307 1 90205 
8307150216 
8307 1 302 1 6 
0307150221* 
0307150221* 

50-309 S 
30-230 P 
30-250 P 
30-230 P 
30-230 P 


9307 1 5023 1 50-3 0? p 
0307130264 30-230 S 
•B3071 30268 S0-3S9 S 
8307190132 30-230 P 
0307190132 50-250 P 

8 3 07 1 90 t 33* 30-230 P 
0307190133* 50-250 P 
8307190134* 50-250 P 
8307190134* 30-230 P 


AUTHOR 

affiliation 

ACCESSION 

NUMBER 

3?i£§> 


8307190141 

0307190160 

8307320329 

8307220329 

0307220330* 



Sr*** 0 
50-J5S5 

50~3q«5, 


8307220332* 

0307220389* 

0307230392* 

8307220427 

8307220478 

30-3^ ^ 
30-3 3 J 

30-3 5 o 

so-afso 


8307220303 

8307220508 

8307220314* 

0307220518 

8307220323* 

50 “33 5 
50-33 ^ 

30-333 
30-a*j t 
50“33 I 


8307220535 

8307250173 

8307230182 

8307230209 

8307260333 

30-3Q «? 
30-2&O 

3o-3a«? 

30-30*? 

50-30*? 


0307260503 

0307270331 

8307270331 

8307280031 

8307200098 

30-33 3 . 
50-335, 
30-33-, 

50-3 3 

50-230 

Florida Power Corp. 

8307280237 

8307280314 

83072B0316* 

8307060227 

8307060319 

30-3Q«^ 

50-33» 

50-33 Ej 

50-30 

50-3022 


8307070031 
8307070033* 
8307080275 
8307110447 
8307 I 20249 

50-303 

30-303 

30-30=2 

30-30=? 

30-305! 


8307120370 
8307120493 
8307120332 
8307 1 500BB 
8307130333 

50-30=2 

50-303 

50-303 

50-302 

30 -3 OS? 


0307210209 

8307220234 

8307230129 

8307230183 

8307250471 

50-30 a 

50-30=2 

30-3022 

30-3032 
so-30 se 

Franklin Insti tute/FranU i n Research 
Center 

8307230483 

8307290184 

0306060293* 

30-30 2 

30-3032 

30-254 


8306100146* 

8306140199* 

30-237 

30-2BA 


8306140436* 

8307070490* 

8307070382* 

8307120149* 

8307190327 

30-344 

CONTRACX 

30-26* 

30-33 1 

30-333 

Friends of the Earth 

Future Coatings, Inc, 

8307190345 

8307200022 

8307200473 

8307130077 

8307200163 

ACRS 

30-373 

ACRS 

30-247 

40-8033 

GA Technologies, Inc, /General Atomic Co, 

8307070367 

8307070404 

8307070408* 

8307140288 

8307190275 

xpoRTL-rc; 

XPORTLIC 

XPORTLIC; 

30-89 

7 1-3707" 

Gag e-Bab c oc Jc Associates, Inc 

Gall, W. R. 

8307 2 10389 
8307220016 
8307220031 * 
0307200198* 
8307220034 

XPORTL f C 
xportltc: 

XPORTLIC 
CONTRAC T 

ACRS 

Galloway & Greenberg 

Garrett Corp. 

General Electric Co. 

0307220126 
0307060281* 
0307010180 
8307010 IBB 
830703 0137 

50-337 

GA999 

50-447 

TOPREP 

TOPREP 


B307 070048 
8307110470 
8307120446* 
0307140299* 
0307 I 5000 1* 

70-1113 

30-447 

30-265 

50-277 

30-332 


0307130179 

0307130443 

0307180333 

8307190134 

PR 

71-907*7 

XPORTLIC 

PR 



CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


General Electric Uranium Management Corp. 
General Phyeic* Corp, 

General Public Utilities - GPU Service 
Corp. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

author 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

0307200 1 03* 

50-239 

P 


0307270031 

30-289 

F 

8307200203* 

50-361 

P 


8307270031 

30-289 

F 

0307210246 

XPORTLIC 



8307270316 

50-289 

X 

8307210379 

XPORTLIC 



8307270318* 

30-289 

X 

8307230377 

30-447 

K 


0307200337 

30-320 

P 

8307230302* 

30-447 

K 


0307280443* 

30-219 

Q 

8307230397 

TGPREF 



0307260447 

30-320 

Q 

0307260279* 

30-239 

P 

Georgia Institute of Technology 

0307290036* 

CONTRACT 


8307270440* 

50-333 

P 

Georgia Power Co. 

03052304 39 

50-366 

5 

0307280004 

71-3971 



0303230444* 

30-366 

S 

8307290131 

50-447 

A 


63070101 66 

30-424 

K 

8307290333 

71-4 



0307010166 

30-424 

X 

8307280038 

70-1300 



8307010174* 

30-424 

A 

8307280081* 

50-322 

F 


0307010183* 

30-424 

K 

0307010036* 

30-219 

Q 


0307010183* 

50-424 

K 





0307010109* 

30-424 

K 

0307010039 

30-320 

6 


8307010189* 

30-424 

X 

0307010117 

50-320 

0 


8307010191* 

30-424 

K 

8307010143 

30-219 

P 


8307010191* 

30-424 

X 

8307030143 

50-289 

P 


8307010194* 

30-424 

K 

8307030134* 

30-289 

P 









B307010 1 94* 

30-424 

X 

B307030161* 

30-259 

P 


B307010 1 97* 

30-424 

K 

8307060008 

30-219 

P 


8307010197* 

30-424 

K 

8307060139 

50-219 

P 


8307010204* 

30-424 

X 

0307070149 

50-320 

P 


8307010204* 

30-424 

K 

0307000008 

30-320 

P 









03O7O1O2D3* 

30-424 

K 

03O7OBOOIO 

50-219 

P 


8307010203* 

30-424 

K 

0307080223 

50-320 

R 


8307010209* 

30-424 

X 

0307080424 

50-219 

F 


8307010209* 

50-424 

X 

0307080426* 

30-219 

F 


8307010210* 

50-424 

X 

8307110436 

30-289 

0 









8307010210* 

50-424 

X 

8307 110441 

30-320 

S 


B3070102L4* 

30-424 

X 

03O711O44B 

50-320 

6 


0307010214* 

30-424 

X 

0307110379* 

30-289 

F 


0307010213* 

30-424 

X 

B307 120004 

30-320 

P 


8307010215* 

30-424 

K 

B307 120032* 

30-289 

F 









0307010216* 

30-424 

K 

8307120073* 

30-289 

F 


8307010216* 

30-424 

X 

B307 120227* 

30-209 

Q 


8307010219* 

30-424 

K 

8307120342 

50-320 

P 


0307010219* 

30-424 

X 

8307120347* 

30-320 

P 


0307010221* 

30-424 

X 

8307120332* 

50-320 

P 









0307010 221* 

30-424 

X 

8307130159 

50-320 

P 


0307010222* 

50-424 

K 

8307130323 

30-209 

P 


0307010222* 

30-424 

K 

0307130329 

30-259 

G 


0307010223* 

50-424 

K 

0307180090 

30-289 

F 


0307010223* 

50-424 

K 

0307180166 

90-380 

P 









8307010223* 

30-424 

X 

0307180170 

30-320 

6 


0307010223* 

90-424 

K 

8307180332* 

50-320 

F 


0307010296* 

30-424 

K 

8307190017 

71-6771 



8307010226* 

30-424 

K 

83071901 19 

50-320 

P 


0307010227* 

50-424 

X 

8307190148 

30-209 

P 









8307010227* 

30-424 

K 

0307190149 

30-269 

F 


8307010226* 

30-424 

X 

0307190226 

50-289 

P 


0307010228* 

30-424 

X 

8307190231* 

30-289 

P 


0307010230* 

50-424 

X 

8307190234* 

50-269 

P 


0307010230* 

30-424 

X 

8307190233 

30-209 

P 









0307010231* 

50-424 

K 

8307 190230* 

30-269 

P 


0307010231* 

30-424 

K 

8307200006 

90-219 

P 


8307010233* 

90-424 

X 

8307200007* 

30-219 

P 


8307010233* 

50-424 

K 

8307200164 

30-320 

P 


8307010234* 

50-424 

K 

8307210049 

30-209 

P 









0307010234* 

50-424 

X 

8307210169 

30-219 

Q 


0307010233* 

50-424 

X 

8307210196 

50-219 

6 


0307010233* 

50-424 

X 

8307210282 

30-320 

S 


0307010237* 

30-424 

X 

0307220182 

30-209 

R 


0307010237* 

90-424 

X 

0307220188 

50-219 

R 









0307010230* 

90-424 

K 

8307220374 

50-209 

P 


0307010239* 

30-424 

K 

0307220483 

30-289 

P 


0307010239* 

90-424 

K 

8307220927 

30-320 

S 


8307010241* 

50-424 

K 

0307220337 

50-320 

S 


0307010241* 

30-424 

K 

8307220390 

30-320 

S 









0307010242* 

30-424 

X 

8307220356 

50-320 

s 


0307010242* 

30-424 

X 

8307220363 

30-320 

s 


0307010244* 

30-424 

X 

0307230231 

30-219 

F 


8307010244* 

30-424 

X 

8307230331 

30-320 

P 


8307060270 

30-321 

P 

8307230336* 

30-320 

P 









8307060270 

30-321 

P 

8307230434 

30-320 

P 


0307060353* 

30-321 

0 

8307260196 

30-289 

P 


0307060352* 

50-321 

0 

8307260202 

30-219 

P 


0307070069 

50-321 

p 

8307260200* 

30-219 

P 


0307110176* 

30-321 

F 

8307260211* 

30-219 

P 









0307110453 

50-424 

S 

8307260432 

50-219 

P 


8307120014 

30-321 

P 

8307260474 

30-320 

P 


8307120096 

50-366 

s 

0307260477* 

30-320 

P 


0307120357 

30-366 

s 

0307260309 

30-209 

P 


0307120359 

30-424 

s 


463 



464 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Q« tty /Petrotamics Co 

Oibbs b Hill. Jnc K »ubm. of Drava 

Glib er fc/Co<nit,onwea 1 th Cos 

Godfrey & Sundahl 
Colder Associate* 

Gould. Irtc. 

Government Accountability Project 


Crater ford Prisoners 
Greenfield, MA 

Groundwater Alliance 
Gulf Nuclear, fnc 

Gulf Q|1 C orp . 

Gulf States Utilities Co. 


ACCESSION 

number 

6307120412 
B30712O4I2 
8007120513 
B307120513 
8307 £ 20579 

8307 120586 
83071 40059 
B3071 40243 
8307140243 
8307140472* 

8307140472* 
8307150064 
8307 1 5007 1 
B3071 50094 
8307130120 

8307150121 
8307150383 
83 071 BO I 01 
8307180231* 
8307190006 

8307220193 
8307220193 
8307220324 
8307220324 
8307 220301 


SUBJECT 

CATEGORY 


50-424 A 
30-424 A 
30-424 A 
50-424 A 
30-321 S 

SO-321 6 
30-366 Q 
30-321 Q 
30-321 Q 
30-321 Q 

50-321 a 
50-366 S 
50-366 S 
50-366 B 
50-366 S 

50-321 S 
30-366 5 
30-366 P 
30-32J F 
50-321 R 

30-424 5 
30-424 S 
50-424 S 
30-424 S 
30-321 F 


8307230096 

8307250166 

3307250191 

0307250214 

8307250269 

B 3072 5 0293 
8307230343 
B30723O34B 
B3Q7270035 
6307270030* 


30-366 g 
30-366 S 
30-321 3 
30-321 S 
50-366 S 

30-321 S 
30-366 S 
30-366 S 
30-321 K 
30-321 K 


8307290323* 50-321 F 

8307290523* 30-321 F 

8307290330* 30-321 f 

83072S0299 40-6639 

Carp. > 8307150273 30-445 S 


8307 i 90207 
0307070001 
8307070001 
8307070282 
8307090103 


REGOD 
90-440 B 
50-440 S 
50-440 S 
40-8714 


8307270410* 
8307270420* 
8307130333* 
8307030032 
83071301 73* 

0307150312 

8307150317* 

8307130322 

8307130324* 

8307130327* 

8307150331* 

8307150338* 

8307220354 

8307220354 

0307220355* 

8307220355* 

8307260001 

8307280161 

8307260393 

8307250693* 


WASTE MGT 

WASTE MOT 

50-454 

A 

30-336 

ADVCM 

G 

50-358 

0 

30-358 

G 

30-338 

G 

30-33B 

Q 

50-338 

G 

30-359 

G 

30-35B 

0 

50-454 

0 

90-454 

G 

30-434 

G 

50-454 

G 

50-329 

Q 

50-329 

C 

30-332 

CONTRACT 

0 


8307030117 PR 

8307070467 71—9162 

0307200466 7J-210 

8307200467* 71-2J0 

63071 50392 71-9163 


B3070S0127 

8307030144 

8307030206 

8307050203 

8307050216 

8307030238 

6307060017 

8307060017 

8307080332 

B3Q70B0336 

0307000374 
8307080413 
8307150173 
8307 1 30326 
8307130378 


30-438 0 
S0-45B S 
30-458 S 
30-438 3 
50-430 3 

50-459 S 
30-430 A 
30-438 A 
30-458 S 
50-4SB S 

30-438 S 
30-458 S 
30-45B S 
30-438 S 
30-438 S 


AUTHOR 

affiliation 


HMM Aisoc fates, Inc. 
Hampton, NH 


ACCESSION SUBJECT 

NUMBER CATEGORY 


0307190179 3D- 438 S 
8307190263 3Q-4SB K 
0007250284 30-458 8 
8307250447 S0-43B 8 
9307230466 30-458 8 

8307260003 30-458 A 
6307260056 30-438 8 
8307260414 30-430 S 
630721 0200* 30-443 J 
8307 1 90225* 30-443 0 


Hanford Engineering Development 
Laboratory 

Hard ing -Lawson Associates 
Harmon i Weiss 


0307190225# 
0307190247# 
B307 190247# 
8307140470 

8307200212# 

0307070109 
8307070214 
0307200200 
830725036a* 
030726033 7 


30-443 G 
30-443 0 
30-443 0 
RES 

CONTRACT 

PR 

30-443 G 
30-443 0 
30-289 O 
30-443 0 


Hartsvl lie Group 

Health b Human Services, Dept, of. 


8307260353 

8307260333 

8307260338 

8307260330 

8307270133 

8307050231 

8307050236* 

8307130346 

0307250176* 

S30723023B* 


House of Rep, 

House Of Rep., Energy «, Commerce 
House of Rep., Foreign Affairs 
House of Rep., Interior b Insular 
Houston Lighting b Pouer Co 


8307270053* 
0307140007* 
B307190039# 
Affairs 8307060443# 
9307060 116 


30-443 G 
30-443 Q- 
30-443 G 
50-443 0 
30-289 G 

50-261 G 
30-261 o 
90-261 0 
50-289 P 
CONTRACT 

30-247 U 
90-247 U 
COMMISSION 
30-209 U 
30-490 A 


8307060 11B 
8307060170 
8307060170 
8307060260 
8307070134 


50-490 A 
3Q-49B A 
30-490 A 
30-490 a 
30-498 F 


0307070134 

83070B0476 

8307080476 

8307200417* 

8307210008 

8307210008 

8307210010# 

8307210010# 

0307220292# 

8307250463 


30-498 F 
30-498 S 
30-498 S 
30-466 A 
30-498 K 

50-49B K 
30-498 K 
30-490 K 
30-498 G 
30-498 8 


Ksvis, Cockrilt, Weaver b Bjur 
Hubacelc, If. 0 

Hunton b Wl 1 1 iam® 


ICN Pharmac eut icaj*, Inc. ♦ iCN-CbR 
Development 
IRT Corp. 

ITT Grlnnell (subs of ITT) 
Illinois Power Co, 


8307250468 

8307260349 

8307260349 

B3Q7220!3£ 

8307250230* 

8306150383 

B307030I92 

8307070101 

8307070192 

8307000184 

8307 I 20381 

8307120334 

3307120393 

8307120596* 

8307120416* 

8307140447 
8307100213 
8307210164 
8307260409 
83072604 I 1 

0307270140 

8307190124 

8307130181 
8307130182* 
S3 07040260* 

8307060020 
8307060073 
8307080290# 
8307080331# 
83071 10031 

8307110228 
8307 1 1 0222 
8307120396 


50-490 

A 

50-490 

K 

30-49B 

K 

WASTE MOT 

30-49B 

A 

30-322 

G 

50-322 

PR 

0 

50-322 

Q 

30-322 

Q 

30-322 

0 

30-322 

G 

30-322 

0 

30-322 

G? 

30-322 

Q 

50-322 

0 

50-322 

G 

30-322 

Q 

50-322 

Q 

30-322 

0 

30-322 

PR 

XPORTLIC 

XPORTLIC 

0 

30-300 

A 

30-461 

A 

50-461 

A 

50-461 

Q 

50-461 

A 

30-461 

G 

30-461 

F 

30-461 

S 

50-461 

E 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


0307150344 

30-461 

V 


0307100009 

50-461 

s 


03O71BOOO9 

30-461 

B 


8307 i 80036 

30-461 

S 


8307180086 

30-461 

H 


0307190230 

30-461 

F 


0307220379 

50-461 

A 


0307230367 

50-440 

A 


8307260134 

30-461 

E 


8307200065 

50-461 

R 


8307260134 

70-2947 


Illinois* State of 

8307110304 

40-2061 



8307120381 

30-461 

G 

Indiana & Michigan Electric Co. 

8307030019 

30-313 

S 


0307050034 

30-313 

S 


8307030062* 

30-313 

S 


0307050060* 

30-315 

S 


0307050090 

30-313 

S 


8307060351 

30-313 

P 


6307060372 

30-315 

s 


8307070089 

50-315 

H 


0307080007 

30-316 

S 


8307110193 

30-316 

s 


0307110200* 

30-316 

s 


8307110209# 

50-316 

s 


8307110290 

50-313 

p 


8307110333 

30-315 

5 


83071 10340# 

30-313 

3 


0307110347* 

50-313 

S 


0307110612* 

50-315 

F 


0307120400 

50-313 

P 


0307120400 

30-315 

P 


8307120401* 

30-313 

P 


8307120401* 

30-315 

P 


8307120445 

30-316 

P 


8307120607# 

30-313 

F 


0307120607# 

50-313 

F 


0307120610# 

50-313 

F 


0307120610# 

50-315 

F 


0307100104 

50-316 

S 


0307100140 

30-315 

s 


0307200273# 

50-313 

Q 


8307220008 

50-316 

R 


8307220097 

30-315 

R 


8307320304 

30-313 

S 


0307220403 

30-316 

s 


0307220410# 

30-316 

8 


0307220426* 

30-316 

3 


8307200341 

30-313 

P 


8307280344# 

50-313 

P 


8307290162 

30-313 

K 


8307290166# 

30-313 

K 

Indiana & Michigan Power Co. 

0307200130 

50-313 

Q 

Indiana. State of 

8307070039 

30-346 

A 

Industrial Quality. Inc. 

8307200329 

ACRB 


Informatics- Inc. 

8307180431# 

CONTRACT 


Information Handling Service* 

0307250509# 

CONTRACT 


Inhalation Toxicology Research Institute 

0307110124 

NUREQ 


Institute of. Nuclear Power Operation* 

0307120314* 

50-309 

ft 

InterloTi Dept, of 

0307220103 

WABTE MOT 

Inter 1 or r Dept, of* Bureau of Indian 

0307270479 

WASTE MOT 

Af fair* 





8307270481 

WASTE MOT 

Interior* Dept. of. Ftih & Wildlife 

8307070036 

30-412 

A 

Service 





8307070050 

30-430 

A 


0307070090 

30-430 

A 


0307210172 

30-354 

0 

Interior* Dept, of* Geological Survey 

0307260012 

WASTE MOT 


8307270403 

WASTE MOT 

Interior* Dept, of* National Park Service 

0307070051 

30-346 

A 

International Business Services* Inc. 

8307050321# 

CONTRACT 

Iowa Electric Light & Power Co. 

0210190031# 

30-331 

F 


8210190034# 

30-331 

F 


8307010181 

50-331 

K 


8307050030 

30-331 

S 


8307030120 

50-331 

S 


8307030133 

30-331 

S 


8307030214 

50-331 

s 


8307060123 

30-331 

s 


0307060177 

30-331 

p 


8307060249 

30-331 

p 


0307080386# 

30-331 

0 


8307180038 

30-331 

Q 


8307190100 

50-331 

P 


AUTHOR 

AFFILIATION 


Iowa Geological Survey 
Iowa State Untv. 

Iowa. Untv. of 
Isharo* Lincoln L Beale 


Isotope Products Laboratories 
J. Stewart Stand Consulting 

JGC Corp. 

JRM Associates 

Jack fi. Benjamin 6 Associates* Inc. 
Japan. Govt, of 


Joint Applicants-Clinch River Breeder 
Reac tor 


Joint App 1 ic#nts-Pa lo Verde 


Joint Infcarvenors-Dlablo Canyon 


Joint Infcefvenorf-Shearon Harris 
Joint Intervanor s-Water f ord 


Joy Manufacturing Co. 


ACCESSION 

NUMBER 


B307 190132 
B3D7200161 
B307210067 
0307210131 
8307220281 

8307230108 
83072301 13# 
0307230213 
B307230227# 
B307260140 

B30726049U 

0307260497 

0307260301# 

8307080593# 

8307010131 

B307200532 
8307060333 
8307070207 
83071 10130 
8307120391 

83071 30195 
8307180077 
830719011 I 
B307190122 
0307190126 

03071902 32 
0307200201 
8307210211 
B3072I0211 
0307210217* 

6307210236 

0307210239 

8307210239 

0307220347 

0307220347 

03072 2 0348 
8307220349# 
0307220349# 
0307220331 
630722 0331 

0307230326 

8307230363 

8307230363 

8307260310 

0307260310 

0307260344 

B307260413 

8307260413 

8307200133 

8307290102 

8307290102 

0307290103# 

8307290103# 

8307030333 

8307210173* 

8307220033 
0307 1 4Q26B# 
0307130291* 
B3071 10347 
B307 130121 

B307 130337 
0307130340 
8307230648 
83071 10149* 

8307110138* 

8307110164* 
03071 1016B* 
8307 160266 
0307060131 
0307060136 


8307190137 

8307Q50242 

0307060437 

B307O6O441* 

8307120371 


8307260233 
0307260 4 B3 
0307100143 
8307100133# 
8307180160* 

03 07 29 00 32 
0307290036* 
8307290067* 
8307130313* 


SUBJECT 

CATEGORY 


30-331 R 
30-331 0 

30-331 S 
30-331 S 
30-331 R 

50-331 P 
30-331 P 
30-331 P 
50-331 P 
50-331 P 

50-331 G 
50-331 P 
50-331 P 
CONTRACT 
50-204 R 

ACR8 

50-434 G 
30-454 0 

50-329 0 

50-139 0 

50-329 G 
SO-329 0 

30-434 0 

30-434 <3 

30-434 G 

50-329 7 

30-454 G 
30-434 0 

50-434 G 
50-434 0 

50-454 0 

30-329 Q 
30-329 0 

50-329 0 

50-329 G 

30-434 0 

30-329 G 
50-329 G 
30-329 T 
30-329 T 

50-135 G 
30-454 Q 
30-434 0 

30-454 0 

30-454 G 

30-153 0 

50-329 0 

50-329 0 

50-329 G 
30-454 0 

50-454 0 

30-454 0 

50-434 G 
7P0RTLIC 
50-346 P 

WASTE MOT 
30-266 P 
30-273 P 
XPORTLIC 
XPORTUC 

XPORTCIC 
XPORTLIC 
XPORTirC 
50-537 T 

50-537 T 

50-337 T 
50-337 T 
30-537 0 

30-529 0 

30-329 0 

30-329 0 

30-275 0 

30-273 0 

50-273 0 

30-273 G 

50-275 0 

30-400 0 

30-382 G 
30-382 G 
50-382 0 

30-302 G 
30-382 G 
00-382 G 
30-434 A 
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AUTHOR 

AFFILIATION 


Justice: Dept of 
Kaiser Engineer* 

Kansas Gas Electric Co. 


Kansas. Univ. of 

Kerr-McGee Chemical Corp (subs of 
Kerr-McGee Corp I 

Kerr-McGee Corp. 


Keyboard Coju.nun t cations, Inc 
Keg ser ling. W rt. 

Kirkpatrick, Lockhart* Hill* Christopher 
V Phillips 


Korea, Democratic Peoples Republic (North 
Korea 1 

Kud i u A1 1 lance 


LI X I • Inc 

Laurence Berkeley Laboratory 
Laurence Livermore Laboratory 


LeQoeuf i Lamb. Leibg l* MacRae 


League of Women Voters of Rockford, It 


Lehigh Univ 

Lelco Industries, Inc. 
Lewis, M. 


Licensing Review Group II 


ACCESSION 

NUMBER 


0307200275* 
0307270230* 
8307050000 
8307050007 
03070501 13 

0307050219 

0307060077 

0307120476* 

0307120515 

0307150241 

8307150243 

0307100270* 

0307190110 

8307190240 

0307210241 

0307220407* 

8307250315 

8307250322 

8307250380 

0307250433 

0307260382 

0307290170 

0307290352 

0307120533 

0307260305 


8307000540 

8307130006 

8307200209 

0307200219 

0307140119* 

8307250535 

S304290048* 

0307050046 
0307000209 
83071 10296 

□307120350 

□307120367* 

0307140444 

0307140448* 

0307140471 

0307220357 

□307260302 

0307260347 

0307290134 

8307290159* 

0307210036* 

8307050195 

8307050195 

8307050203* 

□307050205* 

□3071 50295 
0307210373* 
0306020348* 
0307110007 
03071 B0139 

8307270319 
B3Q70101 69 
0307070075 
8307000302 
0307190270 

8307190273* 

0307030020* 

8307050032* 

□307030227 

0307070209 

0307070209 

03O7UOO57 

8307110037 

8307120570 

0307220417 

0307260230 

8307260309 

0307260309 

0307260425 

8307260423 

□307 190457 
0307 J 90464 
0307050536 
8307150183 
8307130235 

8307190127 

8307250367 


SUBJECT 

CATEGORY 


ADVCM 
WASTE MOT 
30-402 A 
50-402 S 
30-402 S 

50-482 S 
50-402 V 
30-482 Q 
50-482 S 
50-402 S 

50-402 S 
50-482 Q 
50-402 S 
30-402 0 

50-402 G 

30-402 0 

50-402 S 
30-402 S 
50-482 S 
50-482 S 

30-402 S 
50-402 S 
30-402 S 
50-148 Q 
40-2061 


40-0027 

40-0768 

40-8768 

40-0768 

CONTRACT 

ACRS 

30-322 A 

30-322 O 
50-275 G 
30-322 G 

30-322 0 

30-322 G 
30-322 G 
30-322 G 
30-322 G 

30-322 G 
30-322 G 
30-322 G 
30-322 Q 
50-322 G 

50-423 0 

30-400 G 
30-400 G 
50-400 G 
50-400 G 

PR 

71-6550 
30-286 P 
NUREO 
NUREG 

NUREG 

30-341 K 
30-203 H 
50-341 0 

30-244 G 

50-244 G 
50-434 G 
30-434 G 
30-454 G 
30-454 G 

30-454 G 
30-434 G 
30-454 G 
30-454 C 
30-454 G 

30-454 G 
30-434 G 
30-454 G 
30-454 G 
30-454 G 

NUREG 

NUREG 

XPORTLIC 

PR 

NUREG 

30-332 G 
50-440 A 


AUTHOR 

AFFILIATION 


Limerick Ecology Action 


Literature Research Corp 
Lodge. T. J 

Lone Tree Council 

Long Island Lighting Co. 


Lns Alamos Scientific Laboratory 


Louisiana Power t< Light Co. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

0307180136 

30-352 

G 

0307100136 

30-352 

0 

0307100142* 

50-352 

G 

8307180142* 

50-352 

G 

83072900D8 

50-332 

0 

□307290088 

30-352 

0 

8307290093* 

30-352 

G 

□307290093* 

30-352 

G 

0307290099* 

30-352 

Q 

8307290099* 

30-352 

0 

8307230607* 

CONTRACT 


□307130323 

50-440 

Q 

8307200214 

30-440 

Q 

8307030 IBB* 

50-329 

H 

8306 1 50303 

30-322 

G 

8307010004 

30-322 

A 

8307010043* 

30-322 

0 

0307010112 

30-322 

A 

8307050031 

30-322 

E 

□307050030 

30-322 

A 

0307050091 

30-322 

A 

03O7O3OII7 

PR 


B3070S0I92 

50-322 

0 

0307030236 

30-322 

E 

□307030266 

50-322 

0 

0307030274 

30-322 

E 

0307070013 

30-322 

A 

0307070066 

30-322 

A 

0307070090 

30-322 

Q 

B307070094 

30-322 

A 

8307070121 

30-322 

Q 

8307000104 

30-322 

0 

8307000194 

50-322 

G 

0307000269 

30-322 

E 

0307000390 

30-322 

A 

8307110330 

30-322 

0 

0307120301 

30-322 

G 

8307120334 

30-322 

G 

0307120393 

30-322 

0 

8307120396* 

30-322 

0 

0307120601* 

30-322 

G 

8307120606* 

30-322 

0 

0307120616* 

30-322 

G 

0307140200 

30-322 

A 

0307140333# 

30-322 

0 

8307140336 

30-322 

A 

0307140447 

30-322 

G 

8307200002 

30-322 

K 

8307200003* 

30-322 

K 

8307200012 

50-322 

A 

0307200141 

30-322 

E 

0307200143* 

50-322 

E 

0307200222 

30-322 

0 

8307210164 

50-322 

G 

0307230477 

30-322 

A 

8307270034 

30-322 

F 

0307270140 

30-322 

Q 

8307200073 

30-322 

F 

8307200100 

30-322 

A 

0307280300 

30-322 

8 

0307130390 

RES 


0307230093 

NUREO 


0307230107 

NUREO 


8307260043 

RES 


8307010019 

30-3B2 

E 

0307010119 

30-382 

K 

0307030021 

30-382 

8 

8307030170 

30-302 

8 

0307030204 

30-302 

8 

8307030406 

70-2946 


0307060246* 

30-302 

Q 

0307060251 

30-382 

A 

8307060314 

30-382 

A 

8307060332 

30-382 

A 

8307070045 

30-302 

K 

93070BQ29B 

30-302 

A 

83070BQ442 

30-302 

F 

8307110033 

30-302 

F 

8307120046* 

30-302 

F 

□307 120048* 

30-382 

F 

0307120202 

30-3B2 

8 

0307120516 

30-302 

0 

0307120543 

30-302 

0 

0307130261 

30-302 

8 

8307130209 

30-302 

8 



CORPORATE SOURCE INDEX 
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AUTHDR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


0307130339 

50-302 

S 


S307 190220* 

30-443 

G 


0307130300 

30-302 

S 


8307190225* 

50-443 

G 


8307150300 

50-302 

s 


8307190225* 

50-443 

G 


£33072204 1 2 

50-302 

A 


0307 19024 1 * 

50-443 

0 


8307220419* 

30-382 

A 


0307190241* 

30-443 

a 


93072601 14 

50-3B2 

S 


B307190247* 

50-443 

G 


9307260126 

30-302 

6 


0307190247* 

50-443 

G 


0307260223 

50-302 

A 


0307190254* 

50-443 

G 


8307260229 

30-302 

A 


0307190254* 

50-443 

G 


9307260336 

30-302 

S 


0307260239 

50-443 

G 


9307260392 

50-302 

S 


B307260338 

50-443 

G 


9307260422 

50-302 

V 

Matthews. D E 

0307130016* 

CONTRACT 



9307260470 

50-302 

E 


8307 180436* 

CONTRACT 



8307260409 

50-302 

A 

McDermott. Inc. 

0307200055 

TOPREP 



0307260311 

50-302 

E 

McGraw-Hill Publications Co 

0307080563* 

CONTRACT 



0307260510 

50-302 

E 

Mechanics Research. Inc 

0307150042* 

71-6679 



0307260360 

50-382 

E 

Merrimac, MA 

0307220373 

50-443 

G 


B307260362 

50-382 

E 

Metropolitan Edison Co. 

0307050123 

50-289 

G 


B307260568 

30-382 

E 


0307050271 

50-209 

G 


0307290363 

90-382 

Q 


8307150329 

SO-2B9 

G 


0307290104 

50-382 

S 


0307190077 

5Q-2B9 

G 

Lou 1 1 1 ana< State of 

0307270488* 

CONTRACT 



0307190274 

50-289 

Q 

Lovelace Biomed & Envi ronmenta 1 Research 

0307110124 

NUREG 



83072002 1 5 

50-289 

G 

Institute 





8307260264 

SO-2B9 

G 

Lowenstaln. Niwman, Rsl*. Axelrad it Toll 

8307060195 

PR 



03072801 55 

50-2B9 

G 


9307070163 

PR 











0307290130 

50-289 

G 


0307190153 

50-275 

G 

Metrotec. Inc. 

0307190313* 

CONTRACT 


Main# Yankee Atomic Power Co. 

0303090466 

50-309 

R 

Miami Valley Power Project 

9307050052 

50-350 

G 


8307010006 

50-309 

S 


0307 1503 12 

50-358 

0 


0307060163 

30-309 

G 


8307150317* 

50-358 

G 


0307110269 

30-309 

S 










8307 1 50322 

50-350 

G 


B307110299 

90-309 

s 


8307150324* 

50-358 

G 


0307 1 10328a 

30-309 

F 


8307 15032 7* 

30-358 

G 


8307 1 10334* 

30-309 

F 


B307 1 30331* 

30-358 

G 


8307110378 

50-309 

P 


03O715O33B* 

50-338 

G 


9307110444 

50-309 

S 










0307250202 

30-338 

G 


0307110430 

30-309 

Q 

Michigan State Univ. 

0307110220* 

50-294 

F 


0307120002 

30-309 

5 

Michigan. State of 

0307210242 

50-233 

H 


9307120460 

30-309 

S 


□307250104* 

CONTRACT 



0307120496 

50-309 

P 

Michigan. Univ. of 

a3O7t0Ol39 

NUREG 



0307120617 

30-309 

Q 










□307 190097* 

40-672 



0307120626a 

50-309 

0 


8307200257 

50-2 

G 


0307130233 

50-309 

S 


0307220035 

ACRS 



8307130330 

30-309 

G 

Middle South Services. Inc. 

0307070 1 1 a 

PR 



0307100400* 

50-309 

F 


8307280068 

MISC 



8307180409* 

30-309 

F 









Miranda Associates. Inc. 

B3 07 150430* 

CONTRACT 



0307190128 

30-309 

P 

Mississippi Power b Light Co. 

0307010026 

30-416 

P 


0307190130* 

50-309 

P 


03070 100B1 

30-416 

F 


0307210006 

30-309 

8 


8307050166* 

50-416 

Q 


9307220012 

30-309 

n 


8307060101 

30-416 

r 


8307220431 

30-309 

8 










0307060101 

50-416 

i 


8307260476 

50-309 

F 


03070601 13* 

50-416 

i 


0307280317 

30-309 

P 


0307060 1 1 3* 

30-416 

i 


8307290320* 

30-309 

P 


8307120102 

50-416 

8 


8307200436 

30-309 

Q 


0307120109 

50-416 

S 

Mai 1 Inckrodt. Inc. 

830726031 l 

PR 











0307120275 

50-416 

s 

Management Analysis Co. 

8307060043* 

50-443 

A 


8307120433 

30-416 

s 


8307140179* 

30-423 

A 


83071204 52 

30-416 

s 


9307140103* 

30-423 

A 


8307120452 

30-416 

s 


8307270466* 

50-272 

0 


0307120459 

30-416 

s 

Mapleton Interveners 

8307070198 

30-329 

G 










3307120473 

50-416 

0 

Marsh b McLennan! Inc. 

0307070190 

90-329 

G 


0307120309 

30-416 

s 


0307000031 

50-327 

J 


0307120 325 

50-416 

s 


B307 130107 

50-230 

J 


8307120326 

30-416 

s 


9307130240 

30-272 

J 


8307120592 

30-416 

s 


0307130237 

50-259 

J 










B307 140230 

50-416 

0 


0307200000 

30-327 

J 


0307 150092 

30-416 

s 


0307200099 

50-4B3 

J 


8307150092 

30-416 

s 


8307200111 

30-245 

J 


0307 1501 13 

30-416 

s 


0307200146 

50-259 

J 


0307150144 

30-416 

s 


8307280407 

30-272 

J 










B307150190 

REGOD 


Marubeni America Corp. (subs, of Marubeni 

8307250655 

XP0RTLIC 



6307 1 50239 

50-416 

s 

Corp. > 





6307150239 

50-416 

s 

Maryland! State of 

8307140493* 

CONTRACT 



B3071 50274 

30-416 

s 

Marylandr Unlv. of 

8307200177* 

CONTRACT 



6307150369 

30-416 

s 

Massachusetts Institute of Technology 

0307280441 

30-20 

P 





Massachusetts Public Interest Research 

0307260573 

30-293 

G 


8307150369 

30-416 

s 

Group 





83071801 13 

PR 







8307180131 

PR 



8307260 57 6* 

30-293 

G 


B30718O175 

30-416 

p 

Massachusetts. Commonwealth of. 

8307050203 

50-443 

Q 


0307180247 

30-416 

p 


8307190212 

30-443 

0 






0307190212 

50-443 

Q 


0307190073 

30-416 

p 


8307190216* 

30-443 

G 


0307190079* 

30-416 

p 






0307210177 

30-416 

p 


8307190216* 

30-443 

G 


0307210101* 

30-416 

p 


8307190220* 

30-443 

0 


3307210195 

50-416 

p 



468 


CORPORATE SOURCE INDEX 


author 

affiliation 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 



0307220296 

6307220368 

0307220482 

8307220500* 

8307220505* 

50-416 S 
50-416 E 
30-416 S 
50-416 Q 
50-416 Q 



8307250164 

8307230193 

0307250225 

8307250289 

8307250473 

50-416 S 
30-416 S 
50-416 P 
30-416 S 
50-416 S 

Mississippi, State of 


8307260324 
0307260464 
8307290128 
0307290230 
8307 1 90106 

50-416 R 
50-416 S 
30-416 8 
50-416 S 
30-416 P 

Missouri, State of 

Mitsubishi International Corp 
Mitsubishi Corp. ) 

Mitsui it Co <U0A), Inc. (subs 

6 Co. r Ltd ) 

8307230171* 
(subs, of 8307280467 

Of Mitsui 8307070336 

CONTRACT 

XPORTLIC 

XPORTLIC 



8307070417 

0307130343 

XPORTLIC 

XPORTLIC 

Monsanto Co. 

Monsanto Research Corp. 


830705001B 

8307270079* 

0307270006# 

8307280103 

83072B0466 

70-372 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

Montane College of Mineral Science 6 
Technol egg 

Montgomery County, MO 

8307120419 

B30707020B 

8307070208 

8307070215 

8307070213 

PR 

30-170 Q 
30-170 G 
30-170 0 
30-170 G 

Morgan As *oc late* 

Morgatii Lewis 6 Doc Hus 


8307230643# 

8307120035 

8307120565 

8307110142 

0307180266 

contract 

30-247 G 
30-247 0 
30-337 T 
30-337 0 

Morrison-Knud sen Co. » Inc. 

Mound Facility/Monsanto Research 

Corp, 

8307220350 

0307260369 

8307270300# 

8307200149 

0307210255 

30-537 G 

30-537 G 

waste mot 
71-9029 

NUREO 

NUS Corp. 


8307060339 

8307060366# 

8307190096# 

0307200519 

0307220639 

71-496 

71-496 

30-332 C 

FOI A 

71-9131 


NUSACr Inc. 

NUTECH Engineers* Inc. 


0307250033 

8307230040* 

0307250042# 

0307230043# 

0307230047* 

0307230493 

0307260399 

0307290369 

0307290373# 

0307290461 

0307200162* 

B307030094* 

0307060267# 

0307060265# 

0307060293# 

0307060306# 
0307060313# 
83070701 Bl* 
8307070101# 
0307070101# 

8307070184# 
0307070104* 
0307070104# 
B307070211* 
S30 70702 11* 

8307070211# 

0307070218# 

0307070218* 

0307070210# 

8307070228* 

8307070220# 
8307070239* 
0307070239* 
B307 130120# 
8307100130# 

8307180130# 

8307180138# 


71-9151 

71-9151 

71-9151 

71-9151 

71-9151 

50-247 K 

FOIA 

71-496 

71-496 

FOIA 

CONTRACT 
50-307 0 

50-331 P 
50-331 p 
50-331 P 

50-331 p 
50-331 P 
50-237 P 
50-237 P 
50-237 P 

50-237 P 
50-237 P 
50-237 P 
50-237 P 
50-237 P 

50-237 P 
50-237 P 
50-237 P 
50-237 P 
50-237 P 

50-237 P 
50-237 P 
30-237 P 
50-293 P 
50-237 P 

50-237 P 
50-237 P 


AUTHOR 

AFFILIATION 


Natural Resources Dsfenn Council 

Navy, Dept, of 

Nebraska Public Power District 


Neutron Productii Inc. 

New England Coalition on Nuclear 
Pollution 


ACCESSION 

NUMBER 


6307100147# 

0307180147* 

8307180147# 

9307180152* 

8307180152* 

8307180152* 

8307180158# 

03O71BO158# 

0307180150# 

0307180179* 

B307180179* 
0307180186* 
8307 100 I 86* 
0307190067* 
8307070101 

0307120537 

8307220126 

B307220020 

8307220024* 

8306290596 

0306290396 

0307010126 

8307050187 

9307120244 

8307120404 

8307120406 

8307120407 

0307120490 

9307120530 

0307130213 

8307100036 
0307100037# 
0307220 1 04 
0307260008 
8307260221 

0307260230 

0307260337 

0307260361 

8307260410 

8307260441 

0307200073 

0307280093# 

9307290193 

0307210063# 

8307070214 


8307110461 

8307130160 

0307130176 

8307200208 

8307260337 


SUBJECT 

CATEGORY 


30-237 P 
30-237 P 
30-237 P 
50-237 P 
30-237 P 

30-237 P 
30-237 P 
30-237 P 
30-237 P 
30-237 P 

30-237 P 
30-237 P 
30-237 P 
30-237 P 
PR 

30-337 T 
30-337 A 
71-37 
71-37 
PR 

PR 

30-290 p 
30-298 P 
30-298 P 
30-298 P 

30-290 P 
30-290 K 
30-298 P 
30-298 S 
30-290 0 

30-298 P 
30-290 P 
30-290 R 
30-290 P 
30-298 P 

30-290 P 
30-299 0 

30-298 P 
30-298 H 
30-299 0 

30-290 K 
30-290 K 
30-290 P 
FQI A 

30-443 Q 


PR 

PR 

NUREO 
30-443 0 

30-443 0 


New Jersey, State of 

New Me x 1 c or Univ. of 

New York* State Univ. of, Stony 

New York* State of 

Newburypor fcr MA 

Niagara Mohawk Power Corp. 


8307260333 30-443 Q 

8307260333 30-443 Q 

8307260330 30-443 0 

0307260330 30-443 0 

0307230443* 40-06 

0307230444# 40-86 

8307230310 30-232 R 

Brook 0307100336 XPORTLIC 
0307290 164# CONTRACT 


0307070110 

NUREO 


0307070114 

NUREO 


8307000499 

PR 


8307100082 

30-322 

0 

0307200220 

30-443 

0 

0307010033 

30-220 

Q 

0307010102 

30-220 

Q 

8307010134 

30-220 

Q 

0307070038 

30-220 

P 

8307070062 

30-410 

0 

8307070099 

30-220 

P 

8307110263 

30-220 

8 

0307110363 

30-220 

8 

8307120190 

30-220 

K 

8307120203* 

30-220 

K 

8307120294 

30-220 

P 

8307120388 

30-220 

F 

8307140307 

30-220 

P 

0307140348 

30-220 

P 

8307140330# 

30-220 

P 

6307130014 

30-220 

S 

8307130080 

30-220 

R 

8307150113 

30-220 

8 

8307190131 

30-410 

8 

8307190191 

30-410 

0 



CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


North Carolina State Unlv. 
North Carolina? State of 

North Shore Commit tae Agalnmt 
Thermal Pollution 


Northeait Nuclear Energy Co. 
Northeaet Utllitlea) 


Northeast Utilities 


Nuclear bt 


(tub*, of 


ACCESSION 

NUMBER 


8307190243 

8307190249# 

8307210059 

8307220150 

8307220325 

B307220407 
0307250438 * 
8307250493* 
8307250499* 
030724 Q £ 55 

8307280309* 

0307070161 

8307130091 

0307130213# 

8307120330 


8307 12 0367# 
8307290154 
0307290159# 
B306200396 

0307010010 

8307010027 
8307010030 
830701 007 4 
8307010122 
0 3070 LO 133 

8307010148 

B307030104 

8307060024 

8307060082 

8307060136 

8307060140# 

8307060182 

8307060183# 

8307060185# 

8307060259 

B307060343 

0307060381 

8307080319 

8307080353 

B3070B0400 

03071 10019 
8307110019 
9307110281 
8307110390 
8307120409 

8307120432# 
83O712O508 
8307 140271 
8307150193 
8307150197* 

8307150197# 

8307150208 

8307150240 

8307180164 

8307190131 

8307190138 

8307190193 

8307210012 

0307210342 

8307220042 

8307220104 

0307220408 

0307250469 

0307260197 

8307260346 

8307260351# 

0307260453 

8307260522 

8306200396 

8307010010 

0307010027 

8307010030 

8307010074 

0307010122 

8307010133 

6307010149 
8307050104 
8307060024 
B3070 60082 
8307060136 

6307060140# 

8307060182 

8307060239 


SUBJECT 

CATEGORY 

50-220 

R 

50-220 

R 

50-410 

71-6346 

8 

30-220 

8 

50-410 

A 

50-220 

Q 

50-220 

F 

50-220 

F 

50-220 

P 

50-220 

Q 

50-297 

F 

50-400 

D 

90-413 

0 

50-322 

O 


50-322 

Q 

50-322 

0 

50-322 

0 

50-423 

S 

50-423 

0 

50-245 

8 

50-336 

8 

30-245 

F 

50-245 

8 

50-423 

8 

50-423 

S 

50-336 

8 

50-336 

S 

50-245 

P 

50-336 

K 

50-336 

K 

50-423 

Q 

50-423 

a 

50-423 

0 

50-336 

8 

50-245 

3 

50-336 

3 

50-423 

A 

50-336 

P 

50-336 

P 

50-245 

F 

50-245 

F 

90-243 

B 

30-423 

8 

50-243 

8 

30-243 

G 

50-423 

B 

50-423 

A 

30-243 

P 

30-243 

P 

30-243 

P 

50-423 

S 

50-423 

8 

30-336 

8 

90-213 

P 

50-243 

B 

50-243 

B 

30-336 

B 

30-336 

8 

30-336 

R 

30-243 

R 

30-336 

B 

30-336 

P 

90-423 

A 

30-243 

P 

90-243 

P 

30-243 

P 

30-245 

P 

50-423 

B 

50-423 

G 

50-243 

B 

50-336 

6 

30-245 

F 

50-243 

8 

50-423 

8 

50-423 

8 

30-336 

8 

30-336 

S 

30-243 

P 

90-336 

K 

50-336 

K 

30-423 

0 

30-336 

s 


AUTHOR 

AFFILIATION 


Northern States Power Co. 


Norton? Burke? Berry k French 


Nuclear Anurence Corp. 


Nuclear Fuel Service** Inc. (tub*, of 
Qetty Oil Co. ) 


ACCESSION 

NUMBER 


8307 06034 3 
8307 0603 B 1 
8307080319 
8307080353 
8307080400 

8307110019 
83071 10019 
03071 102B1 
0307110390 
0307 1 20409 

0307 1 20432* 
83071205BQ 
8307 1 4024 1 
8307140271 
B307 150193 

8307 15020 S 
8307150240 
03071 SOI 6 4 
8307190131 
8307190138 

B307190193 

8307210012 

8307220042 

03O722OHJ4 

8307220409 

8307250469 
8307260 1 97 
83 072603 46 
0307260453 
8307260322 

8306030261 
8307010 104 
B307010 1 23# 
B2070 10144 
8307010144 

8307010149# 
8307010149* 
6307010153* 
83070 10153* 
8307010178 

8307010170 
B307010178 
03070 10170 
8307050092 
8307050092 

830705009B# 
B30 70 50090* 
B307050I02# 
0307050102* 
8307060229 

8307060252 

8307070107 

8307080030 

8307080198 

03O7OSO2O4* 

8307080363 

8307150065 

B3071B0326* 

8307100327* 

8307220461 

8307220561 

0307230642* 

8307250642# 

0307290642# 

8307250642# 

8307250630* 
830 7290650# 
8307250630# 
0307250650# 
8307260473 

S 307260479 
B307260479 
0307270283 
830726 0353# 
6307200203 

B3 07 20 0203 
8307200311 
830720031 1 
8307260275 
S3 07 2 50936* 

83072 00433 
8307080629 

9307200014* 

8307200019* 


SUBJECT 

CATEGORY 


50-245 £ 

90-336 € 

50-423 A 
50-336 P 
50-336 P 

50-245 F 
50-245 F 
50-245 8 

50-423 8 

50-245 8 

50-245 Q 
50-423 B 
50-423 S 
50-423 A 
50-24 5 P 

50-423 & 

50-423 B 
50-336 S 
50-213 P 
50-245 S 

50-245 8 

50-336 8 

50-336 F 
50-245 R 
50-336 S 

50-336 P 
50-423 A 
50-245 P 
50-245 P 
50-245 P 

71-9151 
50-263 P 
50-263 P 
50-282 P 
50-202 P 

50-282 P 
50-282 P 
50-282 P 
50-202 P 
50-263 F 

50-263 F 
50-263 F 
50-263 F 
90-282 P 
50-282 P 

50-282 P 
50-202 P 
50-282 P 
50-282 P 
90-306 S 

90-263 S 
PR 

50-263 P 
50-282 K 
50-282 K 

50-263 R 
30-262 R 
50-282 F 
50-282 F 
50-263 F 

50-2B2 F 
30-263 F 
50-263 F 
50-263 F 
50-263 F 

50-263 F 
50-263 F 
50-263 F 
50-263 F 
50-263 J 

50-263 J 
50-263 J 
50-282 P 
50-263 0 

50-275 0 

50-275 0 

50-275 0 

50-275 0 

50-275 0 

FOIA 

71-9010 

70-143 

70-143 

70-143 



470 


CORPORATE SOURCE INDEX 


AUTHOR 

AfFIHATION 


Nuclear Information fc Resource Service 
Nuclear Metals. Inc 

Nuclear Packaging. Inc. 

Nuclear System 

0 'Dwyer & Bernstein 

Oak Ridge National Laboratory 


Office of Management & Budget 


Ohio Citliens for Responsible Energy 


Ohio* State of 
Oklahoma. Univ. of 


Omaha Public Power District 


Oregon State Univ. 


ACCESSION 

NUMBER 


6307200025* 

8307200029* 

8307200032* 

0307200034* 

8307200039* 

6307200042* 

8307200043* 

8307200049* 

8307200051* 

8307200053* 

8307200056* 

8307200058* 

8307200059* 

8307200062# 

8307200069* 

8307200072* 

8307200075* 

8307200077* 

8307200080* 

8307200083* 

83072000B6* 

8307200462 

8307280135 

8307280150* 

8307120417 

8307190091* 

8307190095* 

8307230334* 

B307280I29* 

8307290340 

8305120531* 

0307060632* 

8307120021 

8307130136 

8307130371 

8307190035* 

8307200026 

8307200043 

8307210260 

8307210268 

8307250159 

8307230511 

8307280223* 

8307050222 

8307030224 

8307030230 

8307030234 

8307200335 

8307260603 

8307070144 

8307070144 

8307070154* 

8307070134* 

8307070202 

8307070223 

8307110310 

8307190114 

8307190106 

8307190186 

8307190222 

8307190222 
8307210179 
830722007 l 
8307290409# 
0307150192* 

8307260374 

8306160022* 

8307060098 

83070B0423 

0307120454* 

8307120463* 
8307120482 
8307120489* 
8307 180 182 
8307190123 

8307190158 

8307220416 

8307250428* 

8307260031 

8307260143 

0307260179 
8307260 1B2* 
0307270338 
8307270345* 
8307260454 


SUBJECT 

CATEGORY 


70-143 

70-143 

70-143 

70-143 

70-143 

70-143 

70-143 

70-143 

70-143 

70-143 

70-143 

70-143 

70-143 

70-143 

70-143 

70-143 

70-143 

70-143 

70-143 

70-143 

70-143 

70-143 

70-143 

70- 143 
PR 

40-672 

40-672 

40-672 

40-672 

71- 9132 

CONTRACT 
30-286 H 
NUREO 
NUREG 
NUREO 

71-5332 

ACR8 

ACR3 

NUREO 

NUREG 

NUREO 
NUREG 
71-3332 
ORO 
□ RG 

ORG 

ORG 

ORG 

ORG 

50-440 0 

30-440 G 
50-440 G 
50-440 G 
30-412 0 

30-440 0 

30-440 0 

50-440 G 
30-440 0 

30-440 0 

50-440 G 

50-440 G 
30-440 G 
FDIA 

CONTRACT 
30-112 Q 

30-112 V 
50-283 F 
30-283 P 
30-283 0 

30-203 Q 

30-283 Q 
30-283 Q 
50-283 G 
30-283 G 
30-283 J 

30-205 R 
30-283 Q 
30-285 G 
50-283 K 
50-285 p 

30-285 P 
30-283 P 
30-283 G 
50-283 Q 
50-243 P 


AUTHOR 

AFFILIATION 


Oregon* State of 
Qwens-Corning Fiberglaa Corp. 
Pacific Air Products Co. 
Pacific Gas 6 Electric Co, 


Pacific Legal Foundation 


Palmetto Alliance 

Parents Concerned About Indian Point 
Parsons* Brinkerhoff, Guada & Douglas* 
Inc. 

Patel Engineers 


Pathfinder Mines Corp. 
Pennsylvania Power % tight Co. 


ACCESSION 

NUMBER 


03O726O43Q* 

8307280151 

8307270028* 

B307130129# 

8307010163 

13307010170 

8307060008 

0307060178 

8307060178 

0307060180* 

8307060100* 

8307060196 

8307060199# 

8307060202# 

8307070026 

8307110406# 

8307120324 

8307120327* 

8307120373 

8307120382 

0307130092 
0307130221 
Q307I3027B 
0307130278 
0307 1 30290# 

8307 1302 IB 
0307130218 
8307180002 
8307100070 
0307100070 

0307190115 

8307190171 

8307200203 

8307200203 

83D72003U 

B3072003U 

8307220271 

8307220362 

8307220492 

8307220496 

3307250139* 

8307250156* 

8307260273 

8307260379 

9307270147 

8307200101 

8307200113* 

0307200296 

8307200301* 

□307290193 

0307290221 
8307070108 
83070701 17* 
0307110363 
0307130308 

8307190239 

8307130077 

0307270230# 

8307110064# 

8307110077# 

8307200190 

8307280207* 

0307010023# 

8307010023# 

0307010031 

B307010054 

8307010033 

8307010069 

8307010099 

8307010099 

B3O7O3OO04 

8307060069 

8307000368 

8307000371# 

8307090061# 

83071 10431 
83071 10439 
8307110439 
0307110466 
8307110466 

8307120256 

8307120273 

8307120436 

0307120442 


8UBJECT 

CATEGORY 


50-243 P 
WASTE MOT 
GEN TEC IS 
QA999 
30-273 P 

30-275 R 
50-275 P 
50-275 F 
50-275 F 
50-275 F 

50-275 F 
50-275 P 
50-273 P 
50-275 P 
50-273 P 

30-275 P 
50-275 R 
50-275 R 
50-133 0 

50-323 8 

50-275 8 

30-275 P 
50-275 P 
50-275 P 
30-273 P 

30-275 0 

50-275 0 

50-273 P 
30-273 0 

50-275 0 

30-133 P 
30-273 P 
30-273 G 
30-273 0 

30-273 Q 

30-273 0 

30-273 S 
30-273 R 
30-133 R 
30-273 R 

30-279 F 
50-273 F 
30-273 0 

50-273 P 
30-273 0 

30-273 F 
30-273 F 
30-273 R 
30-273 R 
30-273 P 

30-273 P 

PR 

PR 

30-322 0 

30-322 G 

30-413 0 

30-247 0 

WASTE MOT 

30-261 P 
30-261 P 

XPORTLIC 
XPORTLtC 
30-307 Q 
30-387 a 
30-387 8 

30-387 8 

30-387 P 
30-307 8 

30-307 8 

30-387 8 

30-307 Q 
30-387 8 

30-387 Q 
30-387 Q 
30-387 P 

30-397 P 
30-387 P 
30-387 P 
30-307 P 
30-387 P 

30-387 B 
30-307 8 

30-387 8 

30-387 8 
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AUTHOR 

AFFILIATION 


Pennsylvania State Univ, 

Petiniy 1 van ia r Commonwealth ofr 


Philadelphia Electric CO- 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

B307 120443 

30-387 

8 

03071 204 64# 

50-307 

Q 

8307120472* 

30-387 

0 

8307140105 

70-2903 


8307150100 

30-300 

e 

8307100230 

30-387 

s 

0307180264 

30-307 

s 

0307220176 

30-307 

R 

0307220265 

30-307 

8 

0307220299 

50-307 

S 

0307220312 

30-307 

S 

8307220319 

30-307 

s 

0307220459 

30-307 

s 

8307220483 

50-307 

s 

8307260076 

30-387 

F 

8307260076 

30-307 

F 

8307260300 

50-380 

R 

0307260336 

30-307 

P 

0307260339# 

30-307 

P 

0307260342* 

30-307 

P 

0307200201 

30-307 

8 

0307200320 

30-307 

8 

8307070054 

30-400 

D 

8307050185 

50-289 

0 

8307060190 

30-209 

0 

0307060395 

50-412 

0 

0307070204 

30-412 

0 

0307150329 

30-209 

G 

B307 150335* 

30-209 

Q 

0307150417* 

CONTRACT 


8307250027# 

30-334 

0 

8307250033* 

50-334 

Q 

8307010009 

30-277 

P 

0307010009 

30-277 

P 

0307010093 

50-332 

A 

0307010093 

30-332 

A 

0307010106 

30-277 

Q 

8307010106 

30-277 

Q 

8307010105 

30-352 

K 

8307010185 

30-352 

K 

8307010190* 

50-332 

K 

0307010192* 

30-332 

K 

8307010192* 

30-332 

K 

B3070101 93# 

30-332 

K 

0307010193* 

30-352 

K 

0307060081 

30-277 

P 

8307060245 

50-332 

E 

8307060245 

30-332 

E 

0307060409 

30-332 

G 

8307060409 

50-332 

G 

8307070037 

30-332 

A 

0307070037 

30-332 

A 

0307070167 

30-332 

A 

0307070167 

30-332 

A 

0307070170# 

30-332 

A 

0307070170# 

50-332 

A 

0307070255 

30-332 

G 

B307070255 

30-332 

G 

8307070206 

30-332 

A 

0307070206 

30-332 

A 

0307000296 

30-332 

A 

B3O7O0O296 

30-332 

A 

8307080300 

30-332 

A 

8307080300 

30-332 

A 

8307000352* 

30-277 

P 

B3070B0454 

30-277 

J 

0307000454 

30-277 

J 

B3070B0505 

30-332 

A 

8307000505 

50-352 

A 

8307110459 

30-332 

A 

8307110439 

50-352 

A 

0307110491 

30-332 

A 

0307110491 

50-332 

A 

8307120216 

30-332 

S 

8307120216 

90-352 

S 

8307120330 

30-332 

A 

8307120330 

30-392 

A 

0307120484 

30-392 

A 

0307120484 

30-392 

A 

0307120900# 

30-332 

G 

830712050B# 

30-332 

Q 

8307120534 

30-332 

E 

8307120534 

30-332 

E 

8307130015 

30-332 

8 

8307130015 

30-392 

8 


AUTHOR ACCESSION SUBJECT 

AFFILIATION NUMBER CATEGORY 


0307130232 

50-332 

G 

8307130232 

50-332 

0 

0307130271 

50-392 

A 

0307130271 

50-392 

A 

0307140298 

50-277 

P 

0307130067 

50-352 

E 

0307130067 

50-392 

E 

0307150069 

30-392 

E 

0307150069 

50-332 

E 

0307150075 

50-332 

A 

8307150075 

30-392 

A 

8307130076 

50-332 

F 

83071 3Q076 

50-332 

F 

8307150132 

30-332 

E 

8307150132 

50-332 

E 

0307150258* 

50-277 

Q 

8307150292 

30-277 

F 

0307 1 30292 

30-277 

F 

8307100054 

50-332 

E 

83071B0054 

30-332 

E 

8307100060 

30-277 

P 

8307100004* 

50-277 

P 

0307100085* 

30-277 

P 

0307180007* 

30-277 

P 

0307100091* 

30-277 

P 

8307100092* 

50-277 

P 

8307190082 

30-332 

C 

B307 190002 

30-352 

C 

0307190092* 

50-392 

c 

8307190092# 

30-392 

c 

8307190110 

30-352 

A 

8307190110 

50-352 

A 

8307190121 

50-332 

A 

0307190121 

30-332 

A 

0307190197 

30-392 

A 

8307190197 

30-392 

A 

8307200298 

90-277 

P 

0307210043 

50-277 

R 

0307210230 

30-352 

0 

0307210330 

30-392 

0 

03O722O23B 

30-277 

K 

8307220241* 

30-277 

K 

0307220300 

30-277 

R 

0307220404 

50-277 

S 

8307220424 

50-277 

S 

8307220466 

50-277 

S 

8307220469 

50-277 

S 

0307290316 

30-332 

A 

0307290316 

30-332 

A 

0307230676* 

30-277 

F 

8307250676* 

50-277 

F 

8307250600* 

50-277 

F 

8307260147 

50-332 

A 

0307260147 

50-332 

A 

8307260330 

50-332 

A 

0307260350 

50-332 

A 

8307260372 

30-332 

A 

8307260372 

50-332 

A 

0307260406 

30-332 

A 

0307260406 

30-332 

A 

8307260421 

50-277 

F 

8307260472 

50-352 

A 

8307260472 

50-392 

A 

0307270043* 

50-277 

F 

0307270043# 

50-277 

F 

0307270046* 

30-277 

F 

8307280063 

30-392 

K 

8307200063 

50-392 

K 

0307200147 

30-332 

0 

8307200147 

50-332 

0 

8307280169 

50-332 

c 

8307200169 

50-392 

G 

0307200242 

30-392 

A 

0307260242 

30-352 

A 

0307260246 

90-352 

0 

0307200246 

50-392 

0 

0307200254* 

30-332 

G 

0307260294* 

30-332 

0 

8307200257 

30-332 

A 

8307200206 

30-277 

G 

03 072 B02 6 6 

30-277 

0 

0307200280 

50-332 

G 

8307280200 

30-332 

Q 

0307200294 

30-332 

A 

0307280294 

30-332 

A 


471 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Philadelphia, PA 
Phocnii Associate*, Inc. 


Pltmo Beach, CA 
Plateau Resources, Ltd. 


Portland General Electric Co. 


Power Authority of the State o 


Project Management Corp. 


Public Affairs Information, Inc, 
Public Interest Research Group, 
Public Service Co. of Colorado 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


P New York 


8307230330 
0307280330 
8307200330 
83072 SO 338 
8307280420 

8307280420 

8307280463# 

8307270080 

0307290080 

8307290101 

0307290317 

8307290329# 

8307050179 

B307070484# 

8307250629* 

8307250640* 

0307230647# 

0307100274* 

8307130363 

0307130367# 

8307180390 
8307060039 
0307060078 
0307110003 
83071 lOi 43 

8307120029 
83071202B7 
8307180049 
03071 BO 149 
8307190219 

0307190221* 

8307190224# 

8307210223 

0307220003 

0307220087* 


30-332 

30-332 

30-352 

30-332 

30-332 

30-332 

30-352 

30-332 

50-352 

30-277 

70-2980 

70-2988 

30-332 

CONTRACT 

CONTRACT 


CONTRACT 
CONTRACT 
30-273 H 
40-8698 
40-0690 


40-8698 

30-344 

30-344 

30-344 

30-344 

50-344 

30-344 

30-344 

30-344 

30-344 

30-344 

30-344 

30-344 

30-344 

30-344 


New York 


0307270439 

0307110142 

8307220330 

8307230363 

8307260369 

0307130367# 

0307130077 

8307010041 

8307030002 

0307030008# 


30-333 

30-337 

30-337 

30-337 

30-337 

CONTRACT 

30-247 

30-267 

30-267 

30-267 


Public Service Co. of Indiana, Inc. 


Public Service Co. of New Hampehire 


9307030069 

0307030106 

8307060244 

0307060236 

0307120087 

8307120400 

8307140137 

0307180276# 

0307190010 

8307190103# 

0307230390 

8307260218 

0307260330 

8307260343* 

8307260494 

0307030174 
8307060010 
8307060204 
0307060204 
0307 U 0306 

0307190140 

8307190140 

0307190142* 

B307190172 

0307190172 

8307190209 

0307190210 

0307190210 

8307190261 

8307190261 

8307220460 

8307220460 

8307220490 

8307060033 

8307060090 


SUBJECT 

CATEGORY 

30-267 P 
30-267 S 
30-267 P 
30-267 P 
30-267 S 


30-267 

30-267 

30-267 

30-267 

30-267 

30-267 

30-267 

30-267 

30-267 

30-267 

30-346 

30-346 

30-546 

30-346 

30-346 

30-346 

30-346 

30-346 

30-346 

30-346 

30-346 

30-346 

30-346 

30-346 

30-346 

30-346 

30-346 

30-346 

30-443 

30-443 


0307120243 

8307120430 

0307130007 

0307130233 

0307130276 

8307130207 

0307130306 

0307130306 

8307140001 

8307140142 


30-3 1 1 

30-272 
30-334 
30-31 1 
30-272 
30-334 


P 

8 

J 

Q 

F 

F 

F 

U 

8 

Q 

0 

0 

8 

1 

I 

I 

Q 

Q 

F 

G 

Q 

8 


8307220091* 

30-344 

K 




0307260400 

30-344 

J 

0307060129 

30-443 

E 

0307010017 

30-333 

8 

8307060162 

30-443 

Q 

8307010046 

30-333 

B 

0307060162 

30-443 

0 

8307010060 

30-333 

5 

0307060203 

50-443 

0 



8307060203 

50-443 

0 

8307010110 

30-333 

P 




8307010111 

50-333 

Q 

0307120312 

50-443 

E 

8307030023 

30-333 

F 

8307120379 

30-443 

G 

0307030029# 

30-333 

F 

8307120379 

50-443 

G 

0307030034# 

30-333 

F 

0307120383 

50-443 

G 



8307120383 

30-443 

0 

03O7OBO337* 

30-2B6 

P 




8307000341* 

30-286 

P 

0307120444 

50-443 

Q 

8307110223 

30-333 

F 

8307120444 

50-443 

0 

8307110223 

30-333 

P 

8307140222 

30-443 

8 

0307110229# 

50-333 

P 

8307130096 

50-443 

8 



0307130096 

50-443 

S 

8307110233* 

50-333 

P 




8307110309 

30-333 

S 

8307150142 

50-443 

K 

8307110314 

30-333 

P 

0307150142 

50-443 

K 

0307110400# 

30-333 

Q 

0307130145# 

50-443 

K 

8307110429 

30-206 

P 

8307150285 

50-443 

S 



8307150285 

50-443 

8 

0307110433* 

30-286 

P 




03071 1043B* 

30-286 

P 

8307100318 

50-443 

S 

8307120027* 

50-206 

F 

8307100318 

50-443 

8 

8307120032# 

30-206 

F 

0307210185 

30-443 

T 

0307120033 

30-247 

0 

0307210185 

50-443 

T 




8307210191# 

50-443 

T 

8307120327 

30-333 

R 




8307120363 

30-247 

0 

0307210191# 

50-443 

T 

0307130018 

30-286 

8 

8307220279 

50-443 

8 

0307130234 

30-286 

S 

8307220279 

50-443 

8 

03071801 OS 

30-333 

P 

0307220572 

30-443 

B 




8307250376 

30-443 

T 

0307210011 

30-333 

P 




8307220251 

30-286 

R 

8307250376 

30-443 

T 

0307230194 

30-286 

K 

8307230378* 

30-443 

T 

8307230200# 

30-286 

K 

nilU , - ; 8307230378* 

P Jeri#y S * rViC * E1 * ctric ** Co. of 0307050025 

30-443 

T 

0307230230 

30-333 

K 

50-311 

0 

0307250248# 

30-333 

K 

8307050036 

30-272 

s 

8307230267 

30-333 

a 




8307230270* 

30-333 

Q 

8307050043 

30-272 

s 

0307260460 

50-286 

0 

8307070057 

50-272 

F 

0307270333 

50-333 

p 

8307070057 

50-272 

F 




8307120238 

30-311 

8 


30-272 Q 
30-272 0 
30-272 S 
30-272 0 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


Puget Sound Power & Light Co. 


Purdue Research Foundation 
Purdue Univ. 

R. E. Williams U Associates, Inc. 


Reed r J. 0. 

Renneleer Polytechnic lnet. 
Rhona-Poulene, Inc. 


Robert L. Cloud Associates, Inc. 
Rochetter Gas t* Electric Corp. 


Rockland County, NY 


Rockwell International Corp. 


Rocky fountain Energy Co. 


Rondout Anoclates 
Ropes U Cray 


ACCESSION 

NUMBER 


0307140196 
B307 140393 
0307150072 
B307 150105 
0307150174 

0307130199 

0307190123 

0307300004 

0307200067 

0307210003 

0307210009 

0307210037 

0307210104 

0307210104 

0307210112 

0307210134 

0307220343 

8307220345 

0307220558 

0307230427 

0307250427 

0307250449 

8307250436 

0307270193# 

0307270193* 

0307270201* 

8307270393 

0307270393 

0307270402 

0307270402 

8307270406* 

0307270416* 

0307270416* 

0307200358 

0307280427 

0307290180 

0307290103# 

0307190102 

0307190102 

0307210303 

0307210303 
0307 140517* 
0307200474 
0307220643 
8307250302 

0307250506* 

0307180263 

0307200185# 

0307070531 

8307180345 

0307130258 

8307120031# 

8307120037* 

8307120490 

8307150379 

8307190169# 

8307190270 

8307190273* 

0307220170 

8307220262 

8307220377 

8307260445 

830727046S# 

8307270471# 

8307200337 

0307200366 

8307050100 

8307050100 

8307050110* 

8307050110# 

0307050116* 
83070501 16* 
8307220240* 
8307260009# 
8307270296* 

8307100254 

0307100256# 

0307220009 

8307200033 

8307060162 

8307060165 

8307120379 

0307120379 

8307120363 

0307120303 


SUBJECT 

CATEODRY 

30-311 

S 

30-311 

s 

30-272 

R 

50-311 

REGOD 

R 

30-354 

8 

30-311 

S 

30-272 

F 

30-272 

P 

50-311 

0 

30-311 

S 

50-311 

P 

30-272 

P 

50-272 

P 

30-31 1 

8 

50-311 

S 

30-272 

S 

30-311 

s 

50-311 

0 

30-272 

P 

30-272 

P 

30-272 

F 

30-334 

V 

30-275 

F 

30-273 

F 

50-275 

F 

30-272 

G 

30-272 

G 

30-272 

P 

30-272 

P 

50-272 

P 

30-272 

Q 

30-272 

Q 

50-311 

8 

30-311 

8 

30-272 

P 

30-272 

P 

30-322 

D 

50-922 

D 

30-322 

0 

30-322 

CONTRACT 

ACR8 

ACRS 

40-8829 

40-BS29 

D 

30-4B3 

CONTRACT 

XPORTLIC 

XPORTLIC 

0 

50-273 

R 

50-244 

F 

30-244 

F 

50-244 

P 

50-244 

S 

50-244 

Q 

30-244 

G 

30-244 

0 

50-244 

R 

30-244 

S 

50-244 

9 

50-244 

P 

30-244 

F 

30-244 

F 

50-244 

G 

30-244 

a 

50-247 

H 

30-247 

H 

50-247 

H 

30-247 

H 

30-247 

H 

30-247 

H 

WASTE MOT 
FOIA 

WASTE MOT 

40-0380 

40-0300 

40-0300 

ACRS 

30-443 

G 

30-309 

0 

30-443 

0 

30-443 

0 

30-443 

Q 

30-443 

Q 


AUTHOR 

AFFILIATION 


Runk 1 e. J. D 

SAB of Texes. Ltd. 

SRI International 

Sacramento Municipal Utility District 


Safe Energy Coalition 

San Diego Gas i< Electric Co. 
Sandta Laboratories 


Sargent Lundy, Inc. 


Sassafras Audubon Society 


Science Applications, Inc, 


Scientific Inspection Technology, Inc. 


Scientists & Engineers for Secure Energy 
Scottsboro, AL 

Seecoest Ant 1-Po l 1 u t i on League 
Senate 

Separative Work Unit Corp, 

Shaw, Pittman, Pott* Trowbridge 


ACCESSION 

NUMBER 


830712044 4 
8307210105 
8307250376 
8307130242 
030725052 0# 

83072901 5Be 
0307010034 
8307010044 
8307060049 
830706006 B 

8307060152 
8307060317 
8307070012 
B3071 10235 
8307110237* 

8307120403 
8307120321 
8307180010 
B307180012 
B307 180240 

0307190099 

8307190102* 

0307190109 

8307190161 

8307190229 

8307250233 
0307250240# 
8307260015 
83072601 7B 
0307260352 

8307260459 
8307260353 
B3 07270433 
0307270437* 
03O728D25O 

8307280350 

B3072B0393 

B3072B0432 

0307280445 

0307250527 

0307000392 
0307050465 
8307080590 
8307 I 100 B2 
8307110135 

83Q7U030B 

0307130358 

0307150131 

0307150356 

0307150359 

8307150365 

8307210257 

8307250294 

0307070223* 

0307070223* 

8307100168* 
8307100160# 
0307260024# 
030 726002 B* 
0307070131 

0307070139 

0307070143 

8307260269 

8307260366 

8209200350* 

02 1 0040180* 
0307050496* 
0307140206# 
8307220114# 
8307190236 

8307190236 
0307190244# 
8307190246* 
83071104 54 
8307220075* 

0307150279 
8307270019* 
0307 1 10521 
8307050123 
0307050271 

8307060173 

0307060190 

0307060198 

0307060207 

B307060212# 


SUBJECT 

CATEGORY 


50-443 Q 
50-443 T 
50-443 T 
50-400 G 
CONTRACT 

CONTRACT 
50-3 1 2 P 
TOPREP 
50-3 1 2 8 

90-312 8 

30-312 8 

50-312 P 
50-312 P 
30-312 P 
30-3 1 2 P 

30-2 B7 P 
30-3 1 2 9 

30-312 8 

90-312 P 
30-312 8 

30-312 R 
30-312 R 
30-312 S 
30-312 S 
30-312 G 

30-312 P 
30-312 P 
30-31 2 F 
30-312 P 
30-312 P 

30-312 G 
50-312 R 
30-312 K 
50-312 K 
50-312 G 

30-312 P 
30-312 S 
30-312 S 
30-312 F 
FOIA 

30-361 R 

INURES 

NUREG 

NUREG 

NUREQ 

NUREG 

RES 

NUREQ 

NUREG 

NUREG 

30-313 P 
NUREG 
NUREG 
30-237 P 
30-237 P 

30-237 P 
50-237 P 
50-237 P 
30-237 P 
PR 

PR 

NUREG 
30-346 G 
30-346 G 
30-338 O 

30-219 G 
CONTRACT 
30-322 A 
FOIA 
71-301 

71-301 

71-301 

71-301 

PR 

CONTRACT 

NUREO 
30-320 H 
XPORTLIC 
30-289 0 

30-209 G 

30-400 0 

30-400 0 

30-400 G 
30-261 0 

30-261 0 



CORPORATE SOURCE INDEX 


ACCESSION 

NUMBER 


8307060338 

0307060238 

9307060339 

0307060339 

8307060344# 

0307060344# 

0307070092 

8307070092 

S3070B037S 

8307130231 

8307130231 
8307130241* 
8307130241# 
B3071 30233# 
8307130233* 

8307140435 

8307140433 

8307140440 

8307140440 

8307140443 

0307140443 

8307140434 

8307140434 

8307130201 

8307130201 

B30713D2B7 

0307130316 

0307130343 

8307150330 

0307180176 

8307100176 
8307180183* 
8307180103* 
B307 100190 
0307100196* 

8307100200 
0307180^04 
03071615203# 
8307 1802 IB 
8307100225 

0307180229* 

0307190077 

0307190084 

8307190203 

8307190203 

0307190200* 

0307190208# 

8307190229 

8307190240 

0307190242* 

8307190250 

8307190255# 

0307190259 

0307190263* 

8307190260 

B307190271* 

8307190274 

0307190278# 

83O71902B3 

B307190283 

0307 1902B4 

B3071902BB# 

0307190280* 

8307190294 

8307190299# 

0307200215 

0307210203 

0307210241 

8307210240 

8307210248 

0307210240 

8307210240 

0307210248 

8307210248 

0307210251# 

0307210251* 
8307210251# 
0307210251# 
03072 I 023 I# 
8307210251# 

8307220352 

8307220333 

8307250337 

0307230346 


SUBJECT 

CATEGORY 


50-440 T 
50-440 T 
30-440 G 
50-440 0 
30-440 Q 

50-440 0 
50-400 0 
30-400 0 
30-483 G 
50-400 G 

30-400 G 
30-400 G 
30-400 0 
30-400 G 
50-400 0 

50-400 G 
30-400 G 
30-400 0 
30-400 0 
30-400 0 

30-400 G 
30-400 0 
30-400 0 
30-400 0 
30-400 0 

30-412 0 
30-440 Q 
30-412 G 
30-412 G 
30-266 G 

50-266 0 
30-266 G 
30-266 0 
50-482 G 
30-482 G 

30-266 G 
30-482 G 
50-266 G 
50-266 G 
50-412 G 

30-266 G 
50-289 0 
30-440 0 
30-440 G 
30-440 G 

50-440 0 
30-440 0 
30-312 G 
30-402 G 
50-312 G 

50-403 G 
30-483 O 
30-320 Q 
50-320 G 
50-3B2 G 

50-302 G 
30-209 G 
30-2B9 G 
30-400 G 
30-400 0 

30-412 G 
50-400 G 
30-400 G 
30-261 G 
30-261 G 

30-28? G 
30-400 G 
50-482 G 
30-277 C 
30-277 G 

50-277 G 
30-277 G 
30-277 0 
30-277 0 
30-277 0 

30-277 G 
30-277 0 
30-277 G 
30-277 0 
30-277 G 

30-261 G 
50-261 0 
50-400 0 
30-400 G 
30-400 Q 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


Bhortham Opponent* Coalition 


Siemens Qammasonics 
Sierra Club 


Slmlrtns Industrial) Inc. 

Sinclair) h. 

Slnnlislppl Alliance fpr the Environment 
(SAFE) 


Smell Business Administration 


Snell & Wllmer 


8307230330# 

8307230330# 

0307260264 

8307260303 

8307260360 

0307270287 

8307270287 

8307270477# 

0307270477* 

0307200133 

8307280163 

8307200183 

8307290130 

8307290142 

8307030266 

B307120330 

8307120367# 

8307290134 

8307290139# 

8307180130 

8307030117 

8307120337 

8307220126 

8307220131 

8307130036# 

83072B016! 

0307030020# 

8307030032# 

0307030227 

8307120378 

8307220417 

B30726023B 

8307030321# 

0307130434# 

8307190313# 

8307190418# 

8307190438# 

B307060I31 

8307060136 

8307190137 


50-400 0 

80-400 0 

30-239 G 
40- 20*1 
30-4 00 0 

30-440 G 
30-440 0 

30-4 40 0 

30-440 0 

30-2B9 G 

30-4 0 0 G 
30-400 G 
30-20? 0 

30-400 0 

30-322 0 

30-322 G 
30-322 0 

50-322 0 

30-322 G 
PR 

PR 

30-337 T 
30-337 A 
WASTE MOT 
CONTRACT 

30-32? 0 

30-434 G 

30-434 0 

30-4 34 0 

30-434 0 

30-434 0 

30-434 0 

CONTRACT 
CONTRACT 
CONTRACT 

CONTRACT 
CONTRACT 
30-329 0 

30-32? 0 

30-327 0 


Somervell Countyi TX 

South Caroline Electric fc Gas Co. 


0307190137 

0307190227 

8307190227 

8307190232# 

0307190232# 

0307220346 

0307030209 

0307060272 

8307110210 

8307110262 


30-32? 0 

30-32? G 
30-329 0 

50-32? 0 

30-32? G 

30-445 G 
30-3? 13 P 
30-3? 3 P 
30-393 8 

30-393 0 


83071 10370 
8307120081 
8307120196 
0307120260 
0307120430 


30-39 & 8 

30-393 8 

30-393 3 

30-393 0 

30-393 8 


8307140213 

0307140230 

8307130297 

8307220063# 

8307220172 


30-395 Q 
30-393 Q 
NUREQ 

30-393 0 

30-3?3 R 


8307220232 
8307220236 
B307220274 
8 30 7 2202 B 3# 
8307220204 


30-393 S 
50-393 8 

50-3 9 3 B 
30-393 Q 
30-39& 8 


8307220300 
8307220383# 
8307220387# 
83072204 1 3# 
8307220434 


30-393 P 
30-393 P 
30-393 P 
50-393 P 
30-393 8 


8307220473# 

0307220532# 

6307230130 

8307230201 

8307230496 

8307230313 

8307260340 

8307260394 

8307260399# 

8307260461 

8307260463# 

8307260463 

8307260469# 

8307260337 


30-39 3 Q 
30-395 Q 
30-39 3 8 

30-393 8 

30-393 8 

50-393 Q 
30-393 F 
30-393 P 
30-39 3 p 
30-393 p 

30-393 p 
30-393 P 
30-393 P 
30-39g g 



CORPORATE SOURCE INDEX 


475 


AUTHOR 

AFFILIATION 


South Carolina* State of 

South Mississippi Electric 
At tociafcion 
Southampton* NY 


Southern California Edison 


Power 


Co. 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGORY 

0307370006 

50-395 

P 


8307230426 

50-362 

S 

0307270013* 

50-393 

P 


0307230433 

30-206 

s 

0307270018 

50-393 

P 


8307230450 

30-206 

p 

0307270020* 

30-395 

P 


8307250459 

50-362 

8 

0307270062 

50-393 

P 


0307250462 

50-36 1 

8 

8307270182# 

50-395 

F 


8307250472 

50-361 

S 

8307270085 

50-393 

P 


0307250474 

30-361 

s 

8307270092 

50-395 

P 


0307250474 

50-361 

s 

8307270175 

50-395 

S 


B3072S0476* 

50-361 

s 

8307290186 

50-393 

s 


8307230479* 

50-361 

s 

8307070053 

50-413 

A 


0307250490 

30-361 

8 

0307070139 

50-413 

A 


0307230491 

50-361 

S 

0307060110# 

30-416 

I 


8307260133 

50-206 

F 





8307270029 

50-206 

F 

0307030100 

50-322 

G 


8307270162 

30-361 

P 

0307070203 

30-322 

G 








Southern Co. Services* Inc. 

8307010220# 

30-424 

K 

8307120350 

50-322 

Q 


03071 10433 

50-424 

s 

8307120367* 

50-322 

Q 


8307120358 

30-424 

s 

8307290154 

30-322 

0 

Southwest Fabricating & Welding Co. 

8307150263 

30-461 

8 

0307270159* 

30-322 

G 

<subs. of IU International Carp ) 




8307030010 

50-361 

0 

Southwest Research Institute 

8307060380* 

TOPREP 


B30705001 0 

50-361 

Q 


8307080351* 

CONTRACT 


0307060062 

30-361 

S 

Spiegel 5< MeOiarmid 

0307210216 

50-416 

M 

9307060066 

50-361 

F 

Btamirii* B. 

8307200161 

50-329 

G 

8307060066 

50-361 

F 

Standardtied Nuclear Unit Power Plant 

8307060257 

50-482 

F 

0307060067 

30-361 

9 

Sgstem 








8307060257 

30-402 

F 

8307060076 

30-361 

9 





0307060000 

50-361 

8 


8307060257 

30-492 

F 

0307060091 

50-361 

P 


8307060264* 

50-402 

F 

0307060091 

30-361 

P 


8307060264* 

50-482 

F 

B30706012E 

50-362 

P 


8307060264* 

50-402 

F 





8307060280 

50-482 

S 

0307060155 

30-361 

P 





0307060153 

30-361 

P 


8307060280 

50-482 

9 

8307060214 

30-361 

6 


0307060280 

30-482 

8 

8307060311 

30-362 

S 


8307060280* 

30-402 

S 

8307060307 

30-362 

B 


0307 13026B 

30-482 

E 





0307250309 

30-482 

A 

8307060423 

50-361 

S 





8307070063 

50-362 

Q 

State* Dept, of 

0307210277 

XPORTLIC 


8307070067# 

30-362 

0 

State* Dept, of* Bureau of Oceans L Inti. 

0307100379 

XPORTLIC 


0307070164 

30-361 

P 

Environ. U Scientific Affairs 




8307070166# 

50-361 

P 

Steam Generator Owners Group 

0307210300 

30-400 

A 




Stone 4* Webster Engineering Corp. 

0307030134 

50-275 

R 

8307000392 

30-361 

R 


8307050137* 

30-273 

R 

0307110232 

30-206 

P 





0307120000 

30-206 

Q 


03 07050 143* 

30-273 

R 

0307130001 

30-361 

Q 


0307030149* 

30-273 

n 

0307130096 

30-361 

S 


0307070120 

PR 






0307130257 

PR 


8307130096 

30-361 

8 


8307100134 

30-275 

R 

0307130192 

30-361 

R 





0307130192 

30-361 

R 


0307200179 

GEN TEC 1 

[9 

8307130235 

30-361 

S 


0307230233 

50-329 

A 

0307130246 

30-361 

s 


0307200425* 

30-280 

P 




Stone & Webster, Inc 

0307000453 

30-329 

A 

0307 1 3Q240 

30-206 

p 


0307080433 

30-329 

A 

0307130275 

30-361 

g 





8307130275 

30-361 

s 


0307110038 

30-329 

A 

0307150222# 

30-206 

0 


03071 1003B 

30-329 

A 

8307150222# 

30-206 

Q 


8307110040* 

30-32? 

A 





S3071 10305 

30-32? 

A 

0307150222# 

30-206 

0 


0307140349* 

30-329 

Q 

8307180050 

30-361 

3 





8307180050 

30-361 

3 


0307140352# 

30-32? 

Q 

8307180051* 

30-361 

3 


0307140354* 

30-329 

Q 

0307100053* 

30-361 

S 


0307140338* 

30-32? 

Q 





0307140361* 

50-329 

Q 

0307100093 

30-361 

8 


0307140365* 

50-329 

Q 

0307100093 

30-361 

9 





03071 00096 

30-361 

P 


0307140370# 

30-329 

Q 

0307100096 

30-361 

P 


8307140373* 

30-329 

Q 

0307 1 BO 105 

30-361 

P 


8307140378* 

30-329 

Q 





8307230261# 

30-329 

A 

8307180105 

30-36 1 

P 


8307230261* 

50-329 

A 

8307180121 

30-362 

P 





8307180126* 

30-362 

P 


8307260347 

50-329 

A 

8307180135 

30-361 

8 


8307260547 

50-32? 

A 

8307180146 

30-361 

8 

Structural Mechanics Associates 

0307180307* 

50- 1 53 

P 





8307100313* 

30-155 

P 

B307 100236 

30-361 

P 


8307220411# 

30-329 

A 

0307100236 

30-361 

P 





03O71BO2S4 

30-361 

0 


8307390118* 

30-329 

A 

8307100206# 

30-361 

S 

Buffolk Countg* NY 

0304290048* 

30-322 

A 

8307200202 

30-361 

P 


0307050046 

50-322 

Q 





0307030067 

30-322 

0 

0307210064 

50-361 

P 


0307030266 

30-322 

G 

0307220290 

50-206 

8 





0307220465 

30-361 

R 


0307110296 

50-322 

Q 

0307220465 

30-361 

R 


8307120330 

30-322 

0 

0307220506 

50-206 

R 


0307120367* 

50-322 

Q 





0307140444 

30-322 

Q 

8307250290 

50-362 

8 


03071 4044S* 

30-322 

Q 

8307250379 

30-206 

P 





8307250303* 

30-206 

P 


8307140471 

50-322 

0 

8307250394 

30-362 

0 


8307220337 

30-322 

G 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Sugarmarv R. J. 


Sunflower Alliance 


TERA Corp. 


TRC Environmental Contul tan t*» 
Target Rock CoTp 
Technataoe latest Inc. 


Teknekron Research. Ine. 
Teknekron. Inc. 

Teledyne Engineering Service* 


Tannest** Valley Authority 


Inc. 


ACCESSION 

NUMBER 


0307260302 

0307260347 

0307290154 

0307290159* 

0307110272 

0307220364 

0307150323 

0307200214 

0307260294 

0307210225 

0307210225 

8307210233* 

8307210233* 

8307210291 

0307210291 

0307210296* 

8307120010 

03O718DQB1 

0307150454* 

8307190418* 

8307120016 

8307290505* 

0307010091 

0307010100* 

8307010176 

8307010179* 

8307050093 

8307050245 

8307030253* 

8307060233 

0307130097 

0307130207 

0307130214* 

0307190044 

0307200001 

0307200084* 

0307220334 

8307220378* 

0307260506 

0307260527* 


SUBJECT 

CATEGORY 


30-322 0 

50-322 0 

50-322 0 

30-322 0 

50-352 A 

30-332 0 

30-440 G 
30-440 G 
30-440 0 

30-329 R 

50-329 R 
50-329 R 
30-329 R 
30-329 R 
30-329 R 

50-329 R 
NUREO 
30-320 8 

CONTRACT 
CONTRACT 

NUREO 
CONTRACT 
30-322 R 
30-322 R 
50-322 A 

50-322 A 
50-273 R 
30-275 R 
30-273 R 
30-273 p 

30-273 P 
30-275 R 
30-273 R 
30-273 P 
50-273 R 

30-273 R 
30-273 P 
30-293 P 
30-273 R 
30-245 P 


AUTHOR 

AFFILIATION 


B307260339 

8307260544* 

0307280292 

0307200297* 

0307290160 


30-275 R 
50-273 R 
30-273 P 
30-275 P 
50-322 R 


8307290163* 

8307010204 

0307010284 

8307030226 

83070i0226 

8307060071 

8307060133* 

8307060218 

8307060210 

0307060218 


30-322 R 
30-390 K 
30-390 K 
30-390 A 
30-390 A 

30-327 R 
30-327 R 
30-239 P 
30-239 P 
30-239 P 


0307070003 
8307070003* 
830707001 1* 
0307070122 
0307070122 


30-320 P 
30-320 p 
30-328 P 
30-239 P 
30-239 P 


0307070122 

0307070124* 

0307070124* 

8307070124* 

8307080350* 

03O7OBO338* 
8307080350* 
8307000350* 
83071 10034 
8307110054 


30-239 P 
30-239 P 
30-239 P 
30-239 P 
30-239 P 

30-320 P 
50-239 P 
30-328 p 
30-390 F 
30-390 F 


03071 10164* 

8307110168* 

0307110300 

0307110308 

8307120070 

8307120006 

0307120091 

0307120160 

0307120160 

0307120167 

8307120179 

0307120179 

8307120180 

8307120100 

0307120210 


30-337 T 
30-337 T 
30-390 0 
30-390 0 
30-296 8 

30-327 B 
30-260 S 
30-390 S 
30-390 0 
30-430 8 

30-390 8 
30-390 0 
30-390 3 
30-390 8 
30-43B B 


ACCESSION 

NUMBER 


0307120219 
6307120230 
8307120230 
8307 120250 
8307120267 

8307120416 

B307120418 

9307120420 

8307120422 

0307120470 

8307120481 

83071204B1 

0307120301 

6307120344 

0307120369 

8307120373 

8307120373 

8307120373 

0307120377 

8307120377 

8307120389 

0307120390 

8307120398 

8307140043 

8307140043 

8307140273 

8307140273 

8307140343* 

8307140331# 

8307150021 

8307130166 

0307130166 

8307130207 

8307130236 

8307130236 

8307130267 

8307130267 

0307190009 

8307190094* 

8307190146 

8307190166 

8307200095 

8307200100* 

8307220080 

0307220111 

8307220133 

8307220169 

8307220169 

8307220211 

8307220211 

830722021 1 
8307220217 
8307220229 
8307220233 
8307220246 

0307220261 

8307220266 

8307220260 

8307220302 

0307220304 

8307220304 

8307220313 

8307220316 

0307220321 

8307220420 

8307220422 

8307220433 

8307220435 

8307220437 

0307220437 

8307220440 

8307220474 

6307220326* 

8307220329 

8307220333* 

8307220333* 

8307220333* 

8307220544 

8307220334 

8307230127 

8307230127 

8307250127 

8307230219 

8307230230 

8307230292 


SUBJECT 

CATEGORY 


30-239 8 

30-390 8 

30-390 B 
30-390 a 
30-320 8 

30-328 8 

50-260 B 
30-327 S 
30-327 B 
30-239 0 

30-390 Q 
30-390 Q 
30-239 S 
30-239 S 
30-390 S 

30-239 P 
30-239 P 
30-239 P 
30-390 S 
30-390 B 

30-328 B 
30-390 3 

30-390 8 

30-328 P 
30-430 R 

30-327 V 
30-327 V 
30-327 Q 
30-327 0 

30-260 8 

30-439 8 

30-438 0 

30-390 8 

30-390 8 

30-390 8 

30-438 8 

30-430 0 

50-329 P 
30-320 P 
PR 

30-327 P 
30-239 P 
30-239 P 
30-430 8 

30-239 S 

30-259 Q 
30-438 S 
30-438 S 
30-239 Q 
30-259 Q 

30-239 Q 
30-239 S 
30-260 8 

30-320 0 

30-296 B 

30-239 8 

30-239 8 

30-260 8 

30-438 0 

30-438 8 

30-438 0 

30-239 R 
TOPREP 
30-438 S 
30-328 8 

30-439 8 

50-259 ft 
30-239 8 

30-438 S 
30-430 S 

30-239 8 

50-327 R 
30-430 0 

30-239 S 
50-239 G 

30-239 Q 
30-239 Q 
30-239 S 
30-390 S 
50-239 Q 

30-239 Q 
30-239 0 

30-327 F 
50-438 S 
30-390 8 



CORPORATE SOURCE INDEX 


A 77 


AUTHOR 

AFFILIATION 


Tennessee, State of 

Texes AttM Univ. , Collect Station, TX 


Texas Electric Service Co. 
Texas Municipal Power Agency 
Texas Power & Light Co. 

Texas Utilities Co. 

Texas Utilities Generating Co. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

accession 

NUMBER 

SUBJECT 

CATEGORY 

8307250292 

50-390 

S 


0307190233* 

50-445 < 

8307250395 

50-390 

8 


0307190233# 

30-445 ( 

8307250395 

50-390 

S 


8307210117 

30-445 f 

03O725O4OS 

50-390 

S 


83072101 17 

90-445 t 

830723040B 

30-430 

0 


8307210132 

50-443 F 

8307230464 

50-439 

8 


8307210161* 

30-443 V 

0307230464 

30-438 

8 


0307210161# 

30-4 43 V 

8307230487 

30-296 

0 


8307220259 

30-443 £ 

0307250633* 

30-239 

F 


8307250356 

30-443 C 

0307230633# 

30-239 

F 


8307230359# 

30-4 43 C 

8307230633# 

50-259 

F 


0307230339# 

30-443 G 

9307260032 

30-239 

P 


8307260391 

90-44 3 £ 

8307260032 

30-239 

P 


0307260403 

30-443 G 

0307260032 

30-239 

P 


8307270172 

30-443 F 

0307260041# 

30-239 

P 


8307270172 

30-445 F 

8307260041# 

30-239 

P 


8307280070 

30-443 f 

8307260041* 

30-239 

P 


B3072901 10 

30-445 1 

0307260207 

30-327 

P 

Texas Utilities Services, Inc. 

8307050064 

30-443 t 

8307260270 

30-239 

P 


03071103 50 

50-443 E 

0307260274 

REGGD 



8307120631 

90-443 fi 

8307260297 

30-390 

A 


□307130163 

REGOD 

8307260297 

30-390 

A 


0307250256 

30-443 fi 

B307260419 

30-438 

S 


0307230260# 

30-443 fi 

8307260434 

50-390 

8 


0307250370 

90-445 fi 

8307260434 

30-390 

S 


6307230370 

30-4 45 f 

0307260503 

50-438 

s 


0307260348 

30-443 H 

8307260520 

30-390 

3 


8307260340 

50-4 45 F 

8307260520 

50-390 

0 

Texas* Univ of* Austin* TX 

8307050082 

30-192 F 

8307260552 

30-296 

S 

The Analytic Bclences Corp. 

8307270198 

WASTE MOT 

8307260555 

30-438 

8 

Three Mile Island Alert 

8307060393 

30-289 C 

8307260555 

30-438 

8 


0307130228 

30-289 C 

8307260564 

30-260 

8 


8307290127 

30-289 C 

8307270036 

50-327 

P 

Toledo Edison Co. 

830705001 5 

90-046 £ 

8307270036 

30-327 

P 


83070601 13 

30-046 £ 

8307270040# 

30-327 

P 


8307060220 

30-346 £ 

8307270040# 

30-327 

P 


8307060226 

30-346 F 

8307270176 

30-438 

Q 


8307070041 

30-346 F 

8307270180# 

30-438 

0 


8307070126 

PR 

8307280370 

30-296 

P 


0307070 1 78 

30-346 F 

8307290034 

30-390 

0 


8307110120 

90-346 F 

8307290034 

30-390 

8 


8307110123# 

30-346 F 

8307290034 

30-390 

8 


8307110126# 

90-346 F 

0307290034 

50-390 

8 


8307110197# 

30-346 F 

0307290039 

30-327 

8 


8307110482 

50-346 £ 

8307290003 

50-296 

8 


83071 20 22B 

90-346 F 

8307290096 

50-327 

8 


8307120237* 

30-346 F 

8307290109 

50-259 

P 


0307120411 

30-346 F 

0307290109 

30-239 

P 


8307 1204 13# 

30-346 F 

8307290109 

50-239 

P 


8307120413* 

50-346 F 

0307290135 

50-430 

8 


B3071S0091 

90-346 F 

0307290135 

30-430 

8 


8307180035 

90-346 F 

B307290148 

30-390 

A 


8307100177 

50-346 ( 

83072901 48 

50-390 

A 


8307180181 

50-346 F 

8307290151 

50-390 

A 


0307180304* 

30-346 F 

8307290151 

30-390 

A 


8307180306# 

30-346 F 

8307290155# 

50-390 

A 


830721 01 29 

30-346 1 

8307290155# 

50-390 

A 


8307210167 

30-346 I 

8307290172 

50-390 

6 


0307210302 

30-346 F 

8307290172 

50-390 

S 


8307210309# 

30-346 F 

8307290176 

50-390 

S 


8307210314* 

30-346 f 

8307290176 

50-390 

8 


8307220092 

50-346 F 

8307290206 

50-259 

P 


8307220228 

30-346 £ 

8307290206 

50-259 

P 


8307250121* 

90-346 f 

8307290206 

50-239 

P 


8307250123* 

50-346 F 

8307290230 

30-239 

S 


8307260321* 

30-346 ( 

0307080648 

70-143 



8307260530 

90-346 F 

S3071902B5# 

30-443 

T 


8307260537* 

30-346 ( 

8307260223 

50-128 

P 


0307280069 

30-346 F 

8307260300 

30-120 

P 


0307280071# 

90-346 f 

8307260566 

30-99 

H 


0307280201 

30-346 F 

8306200593# 

50-445 

1 


0307280206* 

30-346 1 

8306280588# 

30-445 

I 

Tarrey Pines Technology 

0306290356 

30-358 i 

8306280603# 

50-445 

I 


8307050228* 

90-528 1 

8306280607# 

50-443 

I 


8307060485 

90-358 i 

8305230578 

50-443 

A 


8307130238 

50-528 i 

8306280576 

30-445 

1 


8307200307 

30-350 1 

8307060153# 

50-445 

Q 


8307280262 

30-358 1 

8307110282 

50-443 

A 

Trane Co. 

0307130290 

30-322 < 

8307120272 

30-445 

H 

Transamerlca Delaval, Inc. 

8307120606* 

30-322 < 

8307120585 

30-445 

0 


8307250335 

50-206 1 

8307150100 

30-445 

8 


0307250333 

30-206 1 

8307150294 

50-443 

6 


8307250461 

30-322 i 

8307150311# 

50-445 

Q 

Transco* Inc. 

8307180067* 

50-373 

8307190228 

50-445 

Q 

Transnucl eari Inc. 

8307070361 

XPORTLIC 

8307190228 

50-443 

0 


8307070520 

XPORTHC 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


830720029 1 

XPORTLre 



83071 10169+ 

30-338 

F 

Tub-e-Line Corp. 

8307080344 

MISC 



8307110169+ 

50-338 

F 


83070B0348* 

MI SC 



8307110184* 

30-2B0 

F 


03O726QJ 13 + 

MISC 



8307110373 

30-339 

3 

Twamey. Latham 6 Shea 

8307030 ISO 

30-322 

Q 


8307110435 

30-338 

3 


8307200210 

30-322 

0 


8307110479* 

50-200 

F 

ITS Ecology. Inc. (formerly Nuclear 

8307150033 

71-6679 



8307120094 

50-339 

S 

Engineering ) 





8307120223 

30-280 

8 


0307150033+ 

71-6679 



8307120251 

30-200 

G 


03071 30038* 

71-6679 



8307120254 

30-339 

S 


830715004C* 

71-6679 











8307120268 

30-338 

P 


8307270144 

27-48 



83O712026B 

30-330 

P 

US Gypsum Cc. 

0307160064* 

30-373 

Q 


8307 120299 

30-330 

8 


0307160063+ 

30-373 

0 


0307120302 

30-338 

P 


0307160066* 

30-373 

Q 


0307120303 

50-338 

P 

US Riley Carp 

0307150237 

PT21 











0307120300* 

30-338 

P 

Union Carbide Corp. 

3307010013 

30-34 

F 


0307120308* 

30-338 

P 


83070101 13 

30-94 

F 


8307120336 

30-338 

P 


8307050314 

RES 



8307120356 

30-330 

P 


0307 i 90264 

70-607 



8307120361* 

30-338 

P 

l/nton Electric Co. 

8307050096 

30-403 

S 










8307120361* 

30-338 

P 


3307060034 

5Q-4B3 

A 


8307120386 

50-200 

F 


8307030375 

30-403 

G 


8307120306 

30-200 

F 


83Q7O0O3B3+ 

30-403 

G 


83O71203B6 

30-280 

F 


0307 1 10231 

30-403 

8 


8307120392* 

50-280 

F 


0307 1 10257 

30-403 

A 










8307120441 

30-339 

P 


83071 10301 

30-403 

9 


8307120491 

90-339 

S 


83071 10334+ 

30-403 

0 


0307120304 

30-338 

S 


8307110364+ 

30-403 

Q 


0307120333 

30-281 

B 


8307(20477 

30-483 

R 


0307120361 

30-338 

P 


8307190230 

30-403 

G 










0307120561 

50-338 

P 


6307260214+ 

90-483 

Q 


8307120362 

30-338 

S 


8307280401+ 

30-483 

G 


8307120366* 

30-330 

P 

Union Minerals 

83071 10762 

40-0904 



8307120566* 

30-330 

P 

Union of Concerned Scientist's 

63071 10300 

S0-2S9 

0 


8307130069 

30-200 

J 


8307120t 03 

NUflEG 











830714022B+ 

30-280 

Q 


6307120194 

PR 



0307140264+ 

30-280 

P 


8307130077 

30-247 

G 


0307140264* 

30-280 

P 


8307250362 

50-289 

G 


0307100097 

50-338 

P 


8307230366* 

30-289 

0 


0307180 100 

30-338 

P 


8307250366+ 

30-207 

0 










0307100106 

50-338 

G 


0307270135 

50-289 

0 


8307200194 

30-280 

R 

United Nuclear Corp 

B3070302B1 

70-020 



8307200193* 

30-200 

n 


0307090102 

70-820 



8307200197+ 

30-2B0 

n 


8307110324 

70-371 



8307210203 

50-200 

p 


830719001 1 

70-020 











0307220048 

90-330 

8 


8307200460 

70-37 1 



8307220110 

50-33? 

8 


0307220147 

70-820 



8307220123 

30-33? 

8 


0307220633 

70-371 



8307220192 

30-330 

R 


8307200319+ 

70-820 



8307220 3B3 

30-200 

R 

Velsicol Chemical Corp, 

8307080460+ 

40-6264 











8307230320 

30-201 

P 

Vermont Yankee Nuclear Pou«t Corp. 

8307010022 

50-271 

s 


8307230451 

30-339 

P 


B3O7O1OO05 

30-271 

s 


8307230467 

30-280 

8 


B3Q701 Q09B+ 

30-271 

Q 


0307250 4SS 

50-281 

8 


B307O1Q103 

30-271 

S 


8307270209 

30-338 

F 


0307070030 

30-271 

F 










8307270329 

50-280 

F 


B307O70103 

30-271 

P 


0307200410 

30-280 

P 


0307 1 1 0389* 

30-271 

G 


8307290058 

30-339 

S 


9307 150288 

50-271 

R 


8307290073 

50-339 

S 


8307150354 

30-271 

S 


8307290171 

30-33B 

s 


B307 190078 

30-271 

R 










8307290173 

50-200 

s 


8307210096* 

30-271 

G 


0307290187 

30-339 

8 


0307220397* 

30-271 

G 


8307290189 

30-330 

8 


8307220484 

50-271 

Q 

Virginia. Univ. of. Char lottesvi lie. VA 

8307120206 

50-62 

s 


B307230319 

71-502 



8307230521* 

30-62 

F 


6307260408 

30-271 

P 









Wabash Valley Power Association. Inc. 

8307190143* 

30-346 

I 


0307260480 

30-271 

K 

Washington Legal Foundation 

8307260104 

FOI A 



8307260481* 

30-271 

K 

Washington Public Power Supply System 

8305100420 

30-908 

Q 


B307290336 

71-6346 



8306170416* 

90-397 

Q 

Virginia Electri* U Power Co. 

8309100108 

90-280 

P 


6306170422+ 

30-397 

G 


0305100108 

30-280 

P 










8307050001 

30-397 

A 


03051001 1 1 * 

30-280 

P 


0307050004 

30-397 

E 


8305100111* 

so-aao 

P 


8307050022 

50-397 

A 


8307010020 

30-281 

F 


0307050085 

50-397 

0 


0307010090 

30-330 

P 


8307090136 

30-397 

E 


8307010090 

30-330 

P 










8307030141* 

30-397 

E 


8307030117 

PR 



8307050151* 

30-397 

E 


8307060042 

30-338 

Q 


8307050156* 

30-397 

E 


B307060042 

30-330 

Q 


0307050160* 

90-397 

E 


8307060230 

30-280 

P 


0307050165* 

90-397 

E 


8307060230 

30-280 

P 










0307050167+ 

50-397 

E 


6307060233* 

50-280 

P 


8307050173* 

30-397 

E 


8307060235* 

50-200 

P 


8307030196 

50-377 

E 


8307110165* 

30-330 

F 


8307030270 

30-300 

A 


B307110163* 

50-338 

F 


6307060043 

30-397 

E 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


Washington, State of 


Washington* Univ. of. Seattle. WA 
West# Management Group. Int. 


West Branch Conservation Association 

Rest Chicago, IL 

West Jersey hanufactur ing Co. 


ACCESSION 

NUMBER 


8307060228 

8307060232s 

8307060237# 

8307060235 

8307070002 

8307070006 

8307070013# 

8307070120 

8307080324 

0307080437 

8307110007 

8307110236 

8307110277 

8307110321# 

8307120241 

0307120309 

0307120313# 

8307120499 

8307120499 

8307120539 

8307120545 

8307140464 

8307150203# 

8307130227 

0307150310 

8307130318# 
8307180027 
8307180034 
B307 180034 
B3071B0039 

8307100083 

8307180144 

8307180144 

8307190213 

0307190215# 

B307 190217# 

8307200142 

B307200438 

8307220413 

8307250133 

8307260319 

8307260323 

8307270452 

0307280299 

0307280343 

B3072B0356 

8307200339 

8307290177 

8307060407# 

8307110465 

8307130320 

8307210218 

8307280025 

8307280031 

8307280036 

0307280042 

8307280049 

B3O72B0036 

8307280058 

8307280067 

B307280077 

8307280090 

B307280097 

8307280103 

8307280109 

8307280113 

8307200119 

8307280124 

8307280130 

0307280139 

8307280143 

8307280138 

8307280162 

8307280171 

8307280192 

8307280197 

8307280203 

8307280209 

8307180246# 

8307290331 

8307290400 

8307130077 

8307070216 

8307210206# 

8307210224# 


SUBJECT 

CATEGORY 


50-397 9 

30-397 S 
30-397 S 
50-308 A 
30-303 P 

50-397 A 
50-397 A 
PR 

50-300 A 
30-50B G 

50-397 E 
50-308 0 

50-303 S 
30-397 F 
30-313 S 

30-397 E 
30-397 E 
30-460 S 
30-460 B 
30-397 F 

30-397 H 
30-308 0 

30-308 0 

30-397 A 
30-308 F 

30-308 F 
30-397 8 

30-460 9 

30-460 3 

30-300 A 

30-397 S 
30-460 S 
30-460 S 
30-397 A 
30-397 A 

30-397 A 
30-397 A 
70-2930 
30-508 E 
30-300 A 

50-397 E 
50-397 C 
30-397 F 
30-460 S 
30-460 S 

30-300 A 
30-397 A 
30-460 A 
27-40 
PR 

30-397 0 

30-300 A 
WASTE MOT 
WASTE MOT 
WASTE MOT 

WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 

WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 

WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 

WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 

WASTE MOT 
WASTE MOT 
WASTE MOT 
70-113 
WASTE MOT 

WASTE MOT 
30-247 0 

40-2061 
0A999 
QA999 


AUTHOR 

AFFILIATION 


West Valley Agricultural Protection 
Council. Inc 


Westchester County. NY 


Westinghouse Electric Corp. 


Whicher. JM 


Wilson. R. 

Wilt. D. D 

Wisconsin Electric Power Co. 


ACCESSION 

NUMBER 


8307030244 

8307030244 

0307050247# 

8307030247* 

0307030231# 

8307050231* 

8307190076 

0307190076 

8307190081* 

0307190081* 

8307210041* 
0307260243 
0307260243 
B3 07 2602 31 
8307260231 

B3 07 260 3 67 
8307260367 
8307260403 
8307260403 
8307260407* 

8307260407* 

8307180071 

8307180071 

8307100074* 

8307190074* 

8307010131# 
8307010217# 
0307070079 
03070701 19# 
0307070155 

B307070364 
B307070452 
8307070456 
8307080304 
B3 07 0803 09* 

8307080314* 

8307080316 

8307080322* 

83070B0325* 

0307110107# 

B3071 10295* 

0307120224* 

8307120397 

8307120399* 

8307130325* 

8307150196 
8307 150200* 
8307150202# 
0307180025 
8307190257* 

8307250412 
8307270293 
8307280114 
8307280120# 
83072 BO20 9 

8307220417 

8307260200 

0307260288 

8307260425 

0307260423 

8307210281 
8307260294 
8307050246 
830707002 1 
8307070113 

83070701 13 
8307110343# 
8307110348# 
83071 104B7# 
8307120364 

8307120369* 

8307130220 

B30713D220 

8307130226 

8307140260 

8307 130066 
8307130066 
0307 100200 
8307190010 
8307190174 

8307220210 

8307220356 

8307220356 

8307250157 


SUBJECT 

CATEGORY 


30-529 C 

50-329 G 
50-529 G 
30-529 G 
30-32? G 

50-529 G 
30-329 G 
30-329 G 
50-529 0 

50-529 G 

30-329 G 
50-529 G 
50-329 G 
50-329 G 
50-329 0 

30-329 G 
30-329 G 
30-529 G 
30-329 G 
30-529 G 

30-529 Q 
50-247 G 
30-247 Q 
50-247 G 
50-247 G 

70-698 
30-424 K 
50-260 P 
50-334 P 
TQPREP 

XPORTLIC 

XPORTLIC 

XPORTLIC 

TQPREP 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

70-1151 

50-313 P 

70- 1 143 
PROJ 
PROJ 

30-434 A 

TOPREP 

TOPREP 

TOPREP 

71- 3430 

50-2 1 3 P 

PR 

TOPREP 

PROJ 

PROJ 

NUREC 

30-4 54 0 
50-4 54 G 
30-454 G 
30-454 G 
30-454 G 

30-400 0 

30-4 40 G 
30-301 P 
50-266 P 
50-266 P 

30-266 P 
30-266 F 
30-266 F 
50-266 G 
30-266 P 

30-266 P 
30-266 P 
50-266 P 
30-266 P 
50-266 P 

50-266 R 
30-266 fl 
30-266 G 
71-9010 
30-30 1 S 

30-30 1 S 
50-266 P 
30-266 P 
30-266 P 
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CORPORATE SOURCE INDEX 


author 

AFFILIATION 


Witcomin Public Service Corp 


Wisconsin's Environmental Decade 
Wisconsin* State of 


Wood-Leaver b Associates. Inc. 
Woodward Governor Co. 

Wgle Laboratories 


Wyoming Mineral Corp. 
Wyoming. State of 


Yakima Indian Nation 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

0307260335 

30-266 

F 

8307260439 

50-266 

K 

0307270382* 

30-266 

K 

83072703B2* 

50-266 

K 

03072901 45 

30-301 

P 

0307060107 

50-303 

0 

0307110239 

30-305 

F 

8307 1 10204 

30-303 

S 

0307120263 

30-303 

R 

0307190003 

30-305 

K 

8307190036* 

50-305 

K 

8307250286 

30-303 

Q 

8307250296 

30-305 

Q 

8307250340 

30-303 

R 

8307250488 

50-303 

P 

0307270302* 

50-305 

F 

8307270306* 

30-305 

F 

0307110461 

PR 


8307070159 

PR 


0307290473* 

CONTRACT 


8307150301 

PR 


8307290043 

30-312 

0 

8307060025* 

30-328 

S 

9307120431* 

30-316 

P 

8307130328* 

50-434 

A 

8307130320* 

30-434 

A 

8307130330* 

30-434 

A 

8307130330* 

50-434 

A 

8307130331* 

30-454 

A 

8307220359* 

50-266 

P 

03D7OBO530 

40-0583 


8307070156 

PR 


0307090099 

State Prog 

0307 1 B0393 

40-299 


0307080342 

50-522 

D 

8307080330* 

30-322 

D 

8307000433 

30-922 

D 

8307080440* 

30-322 

D 

8307000440* 

50-322 

D 

0307000445 

50-522 

0 


AUTHOR 

AFFILIATION 


Yankee Atomic Electric Co. 


Yarway Corp. 


accession 

numhefi 

SUBJECT 

CATEGORY 

8307080-132* 

30-322 

D 

8307080-4 32* 

30-322 

D 

8307270470 

WASTE MOT 

8307270480 

WASTE MOT 

8307270482 

WASTE MOT 

83070 1 0 024 

30-29 

S 

8307010037 

30-29 

S 

83070101 14 

30-29 

8 

830701 OlS7 

30-29 

8 

83070101 30 

30-29 

F 

83070301 17 

PR 


8307060033 

30-443 

A 

8307060090 

30-443 

E 

8307060 129 

30-443 

E 

83070GO366* 

30-29 

P 

8307120312 

30-443 

E 

8307140222 

30-443 

S 

8307130096 

30-443 

8 

83071 30096 

30-443 

8 

8307130130 

30-29 

8 

8307130277 

PR 


0307130283 

30-443 

8 

8307130319 

30-29 

8 

83071E0310 

30-443 

8 

8307100318 

30-443 

8 

830722 0 039 

30-29 

R 

8307220279 

30-443 

6 

830722 0 2 79 

30-443 

0 

8307220293 

30-29 

8 

8307220327 

30-29 

B 

8307220367 

30-443 

8 

8307220367 

30-443 

B 

8307220372 

30-443 

8 

8307200416 

30-29 

P 

83072004 23* 

50-29 

P 

03072004 62 

30-29 

P 

8307200464* 

30-29 

P 

0307210229* 

30-482 

8 



REPORT NUMBER INDEX 


subject category column in this index gives the docket 
bar and the symbol for the category of information 
In that docket; for example, 50-320 P. The docket subject 
gories are defined in Appendix At 

ecf categories for nondocketed items are also entered 
lie column by symbol; for example, ACRS. These cate- 
as are defined in Appendix B and listed in the Contents. 


EPQfiT 

IUM8ER 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

OTHER REPORT 
NUMBER 

09 


6307130206# 

50-275 

P 


H-Ol 


8307130391* 

30-275 

P 


ROD 


B307200 103* 

30-259 

P 


ROO 


B307120446* 

30-263 

P 




8307060033* 

30-328 

S 




8307120431* 

30-316 

P 




8307130331* 

30-434 

A 


VOl 


830713032B# 

30-434 

A 


VOS 


0307130330* 

30-434 

A 




8307220339* 

30-266 

P 

A-61348 



S307220378* 

30-293 

P 




8307120333* 

30-332 

A 




8307190074* 

30-237 

P 


114 


8307030314 

RE8 



160 


8307110360 

RES 



OB 


830713033B 

RE9 


BAND83-XXXX 

7B 


B30714047B 

RES 


0332443 

f?0 


8307130390 

RE0 



>43 


8307260043 

RES 


0-6-0 IB 1R6731 

NRC 83-6 


8307120047 

RES 



MRC 63-7 

DR1 

8307130094 

30-470 

A 


ERR 


8307190139* 

30-269 

P 


\ 


8007120246* 

30-346 

P 




8307010031* 

TOPREP 


77-1142462-00 



8307130042* 

71-6679 


22480 

1 


8307130323* 

30-434 

A 


3 R02 


8307270180* 

30-430 

Q 




8307010184* 

30-470 

A 


!»-N P-A 


8307270423* 

TOPREP 



39-1 ROO 


0307 1 80 1GB* 

30-237 

P 


39-2 ROO 


8307 1801 47* 

30-237 

P 


39—3 R00 


8307180192* 

30-237 

P 


39-4 R00 


8307100130* 

30-237 

P 


39-6 R00 


8307180179* 

30-237 

P 


39-7 ROO 


8307100186* 

30-237 

P 


41-1 ROO 


8307070181* 

30-237 

P 

64. 003. 1100 

<41-2 ROO 


8307070184* 

90-237 

P 

64.303. 1101 

<41-3 ROO 


8307070211* 

30-237 

P 

64. 303. 1102 

<41-4 ROO 


8307070218* 

30-237 

P 

64. 309. 1103 

<41-6 ROO 


8307070228* 

30-237 

P 

27. 0200. 2103 

<41-7 ROO 


8307070239* 

30-237 

P 

27. 0200. 2105 

<23 ROO 


8307190067* 

90-237 

P 

64. 316. 0042 

V02 R06 


8307070103* 

30-337 

A 


<210 


8307220117* 

WASTE MOT 


7 ROO 


8307120202* 

30-34 1 

E 




8307060406* 

30-400 

0 


-204 ROO 


8307130322* 

30-434 

A 


: ROO 


8307130317* 

30-434 

A 


1 


8307060411* 

30-400 

0 


a so l 


8307030220* 

30-928 

E 


i> 


8307110727* 

40-1341 


00343 

99-1 VOl 

R01 

8307060267* 

30-331 

P 


99-2 V02 

R01 

8307060283* 

30-331 

P 


99-3 VOS 

R01 

8307060293* 

30-331 

P 


99-6 V06 

ROO 

8307060313* 

30-331 

P 



An asterisk following the accession number in this index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled "Cross Reference of Enclosures to Principal 
Documents." 


REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

OTHER REPORT 
NUMBER 

IOW-40-199-A R01 

0307060306* 

30-331 

P 


LBL-2169 

0307210373* 

71-6550 


22320 

NEDO- 10678 

0307130081* 

30-352 

A 

72NEDB1 

NEDO-24056 ROl 

0307260279* 

30-259 

P 


NE0P-242E1 ERR 

0307270440* 

50-333 

P 

80NED2BS 

NM79-137 

0307270240* 

WASTE MCT 

00244 

NUREQ-0040 V07 N02 

B307230S91 

NUREG 



NUREG-0485 V03 NOS 

0307030403 

NUREG 



NUREG-0409 903 N06 

0307270366 

NUREG 



NUREG-0340 VOS N03 

03071 10273 

NUREG 



NUREG-0380 V12 N06 

0307250332 

NUREG 



NUREG-074B V03 NOS 

0307210262 

NUREG 



NUREQ-075Q V16 N02 

0307180115 

NUREG 



NUREG-0730 VI 6 N03 

8307250395 

NUREG 



NURE0-07Q7 SOS 

B307150139 

30-3B2 

E 


NUREG-0797 S03 

B307250079 

30-443 

E 


NUREG-0030 S02 

0307130141 

30-483 

E 


NUREG-0037 V02 NOSER 

0307100124 

NUREG 



NUREG-0801 S02 

B307 120036 

90-402 

E 


NUREG-0S96 SO? 

0307190446 

30-444 

E 


NUREG-093B 

0307030471 

NUREG 



NUREG-0960 V01 ERR 

0307200107 

50-537 

E 


NUREG-0974 

0307030479 

30-332 

t> 


NUREG-0903 

0307110313 

30-192 

E 


NUREQ-0994 

0307050490 

70-734 



NUREG-0990 

0307220626 

NUREG 



NURE0-1011 

8307250323 

30-266 

P 


NUREG/BR-002S V09 N6 

8307 150135 

NUREG 



NUREG/BR-0069 

0307110009 

NUREG 



NUREO/CR-2000 V02 N3 

0307 I 20021 

NUREG 


□RNL/NSIC-200 

NUREG/CR-22Q4 

0307130339 

NUREG 


5AND91-1735 

NUREG/CR-2335 

0307210265 

NUREG 


EGG-2200 

NUREG/CR-2397 

8307230159 

NUREG 


0RNL/CSD-90 

NUREG/CR-2473 

0307250330 

NUREG 


BNL-NUR EC-3 1492 

NUREO/CR-2395 

0307100148 

NUREG 



NUREG /CR-2599 

0307100143 

NUREG 


PNL-4190 

NURE0/CR-2634 

0307230294 

NUREG 


SAND02-O676 

NUREG/CR-2731 V04 

8307130371 

NUREG 


0RNL/TM-8369/V4 

NUREO/CR-201O 

8307210360 

NUREG 


0RNU/TJ1-84 13 

NUREG/CR-2014 V02 

0307250093 

NUREG 


LA-9S36-PR 

NUREO/CR-2024 VOl 

8307210268 

NUREG 


QRNU/TM-B4 1 8 /VI 

NUREG/CR-2043 V03 N4 

03071 10082 

NUREG 


SAND82-178B 

NUREG/CR-2043 V04 

0307110308 

NUREG 


SANDS2-1788 

NUREG/CR-2049 

0307250109 

NUREG 


1_A-9461~MS 

NUREG/CR-20S1 

B307 120026 

NUREG 


PNL-4293 

NUREG/CR-2BB3 VOl 

0307030465 

NUREG 


BAND82-1796 

NUREO/CR-2003 V02 

8307 190131 

NUREG 


BANDB2-1796. 

NUREG/CR-2003 VOS 

8307150336 

NUREG 


SANDS 2—1796- 

N UR EG/C R -280 4 

0307150178 

NUREG 


PNL-4343 

NUREO/CR-2913 

8307110133 

NUREG 


9AND82-1935 

NURE0/CR-2913 

B307 110087 

NUREG 


UC ID- 19437 

NUREO/CR-2926 

B307210235 

NUREG 


MLM-2983 

NUREO/CR-2932 V02 

0307210237 

NUREG 


SAND91 -2027 

NUREG/CR-293B 

0307270360 

NUREO 


PNL-4433 

NURE0/CR-29S7 

8307180139 

NUREG 


PNL-4590 


481 



482 


REPORT NUMBER INDEX 


REPORT 

HUMBER 

ACCESSION 

HUMBER 

SUBJECT OTHER REPORT 

CATEGORY NUMBER 

REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUB JE 1 
CATEOI 

NUftEO/CR-2963 

8307180165 

NUREG 




— 

NUREO/CR— 2967 

0307250511 

NUREQ 

DRNL/TM-B319 




NUflEG/CR— 2970 V02 

0307090133 

NUREC 

ANL-82-42 VOL 2 

SECY-02-464 

0307260601* 

FOIA 

NUREG /Cft-3 007 

6307080396 

NUREG 

PNL-4507 

SECY- 83 -232 

0307070489 

SECY 

NUREO/CR-306! 

0307130147 

NUREO 

PNL-4341 

BECY-83-243 

0307030502 

SECY 





SECY-03-240 

8307 HO 103 

30-272 

NUREG /CR-3060 

0307250000 

NUREG 

EGG-2233 

SECY-83-267 

0307230963 

SECY 

NUREO/CR-3133 

0307270319 

NUREG 

UCRL-33940 




NUREC/Cft-3142 VOl 

8307120012 

NUREG 


SEC Y-03-267A 

8307290578 

90-259 

NUREO/CR-3142 V02 

8307120009 

NUREG 


3MA 13701. 03R003 V03 

03072901 10* 

50-329 

NUREC/CR-3140 

8307120016 

NUREG 


SMA 13701. 03R003 V08 

8307220411* 

50-329 





SMA 13703. 0IR003 R03 

8307100307* 

50-135 

NUREO /CR -3236 

8307000590 

NUREG 

SAND83-0633 

SWR 1-6582 

8307060388* 

TOPREP 

MUREO/CR-3246 

0307130365 

50-313 

P SAND83-07IO 




HURE0/CR-3230 

B307I20018 

NUREO 

PNL-4700 

TER-C 9306- 130 

0306140199* 

90-286 

N UR EG /Cft -330 4 

8307080592 

NUREO 

ANL-03-37 

TER-C 3506-330/331 R1 

8306100146* 

30-237 

NLPREG7CR-33I 1 

0307150136 

NUREO 

ORNL/TM-8702 

TER-C 3506-352 DRFT 

8307120149* 

50-331 





TER-C 9306-302/303 DR 

0307070382* 

50-266 

NUREG/CR-3313 

0307110124 

NUREG 

LMF-103 

TER-C 9306-306/387 

0306060295* 

50-254 

NUREO/CR-3338 

0307000602 

NUREG 

ANL-83-42 




NUREG /CR-3396 

8307130137 

NUREG 


TER-C 3506-398 

B306 140436* 

50-344 

NUREG/CR-3357 

8307130149 

NUREG 

SNL-NUREG-31 603 

TR- 109 

8307180067* 

50-373 

NUREG/CR-3363 VOl 

0307190464 

NUREG 

TS-031-I 

TR-9633-3 

8307010100* 

90-322 





TR-5633-4 

0307290163* 

50-322 

NUREG/CR-3363 V02 

0307190457 

NUREG 

TS-031— II 

TVA-TR73-1 R06 

0307220316 

TOPREP 

□RNL/EN0-TM-5/R1 

0307190035* 

71-5332 

224 B2 




PE-432 

0307060260* 

30-300 

A 

VEP-NOB-4 

8307250451 

90-339 

PEI-TR-83-6-8A 

0307110064* 

30-261 

P 

VEP-NQS-6 

0307230320 

30-2B1 

PE I-TR-S3-6-8B 

8307110077* 

50-261 

P 

WAPD-LP (CE1-256 

0307290367* 

71-6400 





WAPD-RS(CC) R01 

0307290370* 

71-6400 

POE- 1039 

B307190224* 

30-344 

P 

WCAP-10217-A 

8307130202* 

TOPREP 

PIR 1434-294 

8307200203* 

50-361 

P 




QA-014 RB 

8307290375* 

71-496 

22330 

WCAP-10230 

0307110295* 

30-315 

ROE 73-0 

0307200326* 

FOIA 


WCAP- 10236 

0307190237* 

30-213 

S03-12C 

0307120637* 

30-445 

A 

WCAP-10298-A 

9307000314* 

TOPREP 





WCAP-10337 

8307080325* 

TOPREP 

SAI- 186-028-29 

0209200350* 

30-330 

0 

XN-NF-IA R06 

0307260440* 

TOPREP 

BA I- 1 06-028-34 

0210040180* 

30-219 

G 




9AI-972-03-FA-O1 

0307140206* 

30-322 

A 

XN-NF-83-38 

B307010157* 

50-282 

SD-BMI-T1-107 

8307220240* 

WASTE MGT 00447 




SECY-8 2-306 

8200040324* 

FOIA 






OTHER REPORT 
HUMBER 


I EB— 82-03 


TAG 46840 
TAG 46736 
TAC 07988 
TAG 07727 
tAC 08077 

TAG 07716 


410 

403 

NRF03O443B 


AEP: NRG; 03140 



CROSS REFERENCE OF 
ENCLOSURES TO PRINCIPAL 
DOCUMENTS 


Items listed as enclosures are those indicated by an asterisk 
following the accession number in the Indexes. The second 
column gives the accession number of the principal docu- 
ment under which the enclosure is listed. Knowing the 
accession number of the principal document, the date 
Issued, and the category enables locating the title listing of 
the enclosure. 


ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8306170422 

8306170412 

03/06/ 13 

50-397 

G 

B306240037 

8307050333 

83/06/21 

50-373 

P 

8306240426 

8307200390 

83/07/08 

50-447 

0 

8306240435 

8306240435 

83/03/22 

90-445 

F 

8306280580 

0306280576 

03/06/13 

50-445 

I 

B3062805Q8 

8306280576 

83/06/15 

50-445 

I 

8306280593 

8306280576 

83/06/13 

30-445 

I 

8306280600 

0306280576 

83/06/13 

50-445 

I 

8306280603 

8306280576 

03/06/13 

50-443 

I 

8306280604 

8307270023 

03/07/12 

GEN TEC 

IS 

8306280607 

0306280576 

83/06/13 

30-449 

I 

8306290594 

8307150256 

03/07/13 

PR 


B306290600 

B307 150256 

83/07/13 

PR 


8306290603 

8307150236 

83/07/13 

PR 


8306290605 

8307150236 

83/07/13 

PR 


B3070 10005 

B3070 10002 

B3/06/14 

30-410 

Q 

8307010012 

0307010007 

83/06/14 

30-272 

G 

8307010021 

8307010014 

83/06/13 

30-322 

G 

8307010023 

8307010018 

83/06/28 

30-307 

G 

8307010025 

B307010016 

B3/06/1 7 

30-219 

Q 

8307010032 

8307010029 

83/06/13 

30-410 

Q 

8307010036 

8307010029 

03/06/13 

30-410 

G 

8307010043 

8307010033 

83/06/14 

30-322 

G 

8307010047 

83070 1 0038 

B3/06/17 

30-309 

G 

0307010048 

B3070 10040 

83/06/16 

30-220 

G 

8307010051 

8307010044 

03/06/30 

TOPREP 


8307010036 

83070 1 0032 

83/06/28 

30-219 

Q 

0307010064 

8307010061 

03/06/17 

70-1201 


8307010080 

8307010072 

83/06/15 

30-243 

G 

8307010098 

8307010089 

03/06/27 

30-271 

G 

8307010100 

B3070 10091 

B3/06/30 

50-322 

R 

830701010? 

8307010096 

83/06/14 

30-334 

G 

8307010123 

8307010104 

83/06/24 

30-263 

P 

8307010131 

8307010123 

83/06/24 

70-690 


8307010146 

0307010139 

83/06/14 

30-271 

0 

830701014? 

8307010144 

03/06/24 

30-2B2 

P 

8307010153 

8307010144 

83/06/24 

50-282 

P 

8307010157 

8307010144 

83/06/24 

50-282 

P 

0307010161 

8307010132 

83/06/14 

30-332 

G 

8307010167 

8307010135 

03/06/14 

30-245 

0 

8307010173 

8307010169 

03/06/30 

30-341 

K 

8307010174 

8307010166 

03/06/22 

30-424 

A 

8307010175 

8307010169 

83/06/30 

30-341 

K 

830701017? 

8307010176 

03/06/29 

30-322 

A 

8307010183 

0307010166 

83/06/22 

30-424 

K 

8307010184 

B3070 10172 

83/06/29 

30-470 

A 

8307010187 

8307010182 

83/06/28 

30-348 

P 

830701018? 

8307010166 

83/06/22 

30-424 

K 

B307010190 

0307010185 

83/06/30 

30-332 

K 

8307010191 

8307010166 

83/06/22 

30-424 

K 


The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


ACCE08ION NUMBER 


enclosure 

PRINCIPAL 

DOCUMENT 

DATE 

I8GUED 

SUBJECT 

CATEGORY 

7903130690 

8307210034 

B3/03/07 

FOIA 


B10330030B 

8307290467 

B3/05/1C 

FOI A 


B20B0306B2 

0307250020 

03/05/03- 

50-272 

S 

820B040324 

0307290442 

83/03/10 

FOIA 


0209200338 

0307060160 

83/06/20 

50-330 

Q 

0210040160 

0307060309 

83/06/20 

50-219 

Q 

0210190031 

8210190020 

82/10/01 

50-331 

F 

0210190034 

8210190028 

82/10/01 

50-331 

F 

0210290407 

63072601 1 1 

83/03/ 1 1 

FOTA 


8302040362 

8200060366 

82/07/20 

50-3B7 

P 

0303220392 

8307180312 

B3/06/27 

TOPREP 


8304140030 

8307260316 

03/07/11 

50-322 

A 

8304140613 

8211030140 

02/10/08 

30-447 

A 

83Q42000B4 

8307260316 

03/07/11 

30-322 

A 

8304200163 

8307150256 

83/07/13 

PR 


8304200321 

8307140302 

03/06/24 

50-369 

Q 

8304200323 

8307140302 

03/06/24 

50-36? 

Q 

8304200329 

8307140302 

03/06/24 

30-36? 

Q 

8304270394 

8307260516 

03/07/1 1 

30-322 

A 

8304290048 

0307260516 

03/07/11 

30-322 

A 

8303050063 

8307260516 

83/07/U 

30-322 

A 

0303030338 

8307260316 

83/07/1 1 

30-322 

A 

8303060633 

0307260516 

83/07/1 1 

30-322 

A 

0303100010 

8305100000 

03/03/02 

30-340 

8 

8303100111 

8303100108 

B3/03/04 

30-280 

P 

8303120331 

0303120547 

03/03/09 

CONTRACT 


8303230444 

830323043? 

03/03/09 

50-366 

S 

8303230333 

8307200344 

83/06/ 14 

30-317 

P 

8303230364 

6307200344 

03/06/14 

50-317 

P 

8303260333 

8307260316 

03/07/11 

30-322 

A 

6309260339 

6307260316 

83/07/11 

30-322 

A 

0303270627 

0305270612 

83/04/23 

30-269 

Q 

0305270630 

0303270612 

83/04/23 

30-26? 

Q 

0303270636 

8305270612 

83/04/23 

30-26? 

Q 

8303270643 

0305270612 

83/04/23 

30-269 

Q 

0306020348 

8307230328 

83/06/29 

50-2B6 

P 

0306060293 

8307180026 

83/06/27 

30-234 

P 

8306000369 

8307260516 

03/07/1 1 

50-322 

A 

8306000373 

8307260516 

B3/07/1 1 

50-322 

A 

8306080379 

8307260516 

03/07/11 

50-322 

A 

8306000393 

8307260516 

83/07/11 

30-322 

A 

8306080387 

8307260516 

63/07/1 1 

30-322 

A 

8306080390 

8307260516 

83/07/11 

30-322 

A 

8306000394 

8307260516 

83/07/11 

go-322 

A 

0306100146 

8307130303 

03/07/11 

30-237 

9 

0306140199 

6307070495 

83/06/10 

50-286 

G 

0306140436 

8307290466 

83/07/18 

30-344 

P 

0306160022 

8306160016 

83/06/06 

50-283 

F 

8306160669 

8307090096 

83/06/27 

30-331 

P 

8306170416 

8306170412 

83/06/13 

50-397 

0 


483 



484 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


PRINCIPAL DATE SUBJECT 

ENCLOSURE DOCUMENT ISSUED CATEGORY 

8307010192 9307010185 83/06/3Q 30-332 K 

8307010193 8307010105 03/06/30 30-332 K 

8307010194 0307010166 83/06/22 30-424 K 

8307010196 0307010193 83/06/29 30-237 K 

8307010197 6307010166 03/06/22 30-424 K 

8307010190 8307010193 B3/06/29 30-237 K 

8307010201 8307010195 83/06/29 30-237 K 

8307010204 8307010166 83/06/22 30-424 K 

8307010203 0307010166 83/06/22 30-424 K 

0307010209 6307010166 03/06/22 50-424 K 

0307010210 8307010166 83/06/22 30-424 K 

8307010213 8307010166 83/06/22 30-424 K 

0307010214 0307010166 83/06/22 30-424 K 

8307010213 8307010166 03/06/22 30-424 K 

8307010216 8307010166 03/06/22 50-424 K 

8307010217 8307010166 83/06/22 30-424 H 

0307010219 8307010166 83/06/22 30-424 K 

0307010220 8307010166 83/06/22 30-424 K 

0307010221 0307010166 83/06/22 50-424 K 

6307010222 8307010166 83/06/22 30-424 K 

8307010223 0307010166 03/06/22 30-424 K 

6307010223 0307010166 03/06/22 30-424 K 

0307010226 8307010166 83/06/22 30-424 K 

8307010227 8307010166 03/06/22 30-424 K 

8307010220 0307010166 83/06/22 30-424 K 

B3Q70 10230 8307010166 83/06/22 30-424 K 

8307010231 8307010166 03/06/22 30-424 K 

8307010233 B307010166 03/06/22 30-424 K 

□307010234 6307010166 83/06/22 90-424 K 

0307010233 6307010166 83/06/22 30-424 K 

0307010237 8307010166 03/06/22 30-424 K 

0307010238 8307010166 03/06/22 30-424 K 

8307010239 B307010166 03/06/22 30-424 K 

830701024 1 0307010166 03/06/22 50-424 K 

0307010242 0307010166 83/06/22 30-424 K 

0307010244 8307010166 03/06/22 30-424 K 

0307030008 8307030002 03/06/21 30-267 R 

0307030012 8307030007 83/06/29 30-133 P 

8307030017 8307030006 03/06/20 50-329 R 

8307030020 8307030011 03/06/29 50-434 Q 

0307050029 0307030023 03/06/30 30-333 F 

0307030032 0307050011 B3/06/29 30-434 Q 

8307050033 0307030024 03/06/28 30-373 0 

8307050034 0307050023 03/06/30 50-333 F 

0307050061 8307130236 83/07/13 PR 

0307030062 0307030034 03/06/22 30-313 S 

0307030063 0307030057 83/06/27 30-412 0 

0307030068 0307030034 03/06/22 30-313 S 

0307030079 0307030072 03/06/30 30-313 P 

B3Q70300B9 8307030081 B3/06/2B 70-29 

0307030094 8307030004 B3/06/30 30-387 Q 

8307030098 0307030092 03/07/01 50-282 P 

8307050102 0307030092 B3/07/01 50-282 P 

0307050110 0307030100 03/06/27 30-247 H 

0307030111 0307030101 03/06/27 30-329 H 

0307050116 0307030100 83/06/27 30-247 H 

8307030121 8307030119 83/06/16 30-267 0 

8307030129 8307030119 03/06/16 50-267 Q 

8307030137 8307050134 03/06/30 50-273 R 

0307030138 0307050132 03/06/13 30-443 G 

0307050141 8307050136 83/06/23 30-397 E 

0307030143 8307030134 03/06/30 30-273 R 

0307030149 9307030134 03/06/30 30-273 R 

0307030131 0307050136 03/06/23 30-397 E 

0307030134 0307030143 83/06/24 50-289 P 

0307050136 8307030136 03/06/23 30-397 E 

0307030160 Q 307030136 03/06/23 50-397 E 

0307030161 0307030143 83/06/24 50-289 P 

B307030162 0307030132 83/03/03 50-247 P 

8307030165 8307030136 83/06/23 50-397 E 

0307030166 8307030130 03/06/29 30-416 Q 

0307030167 8307030136 03/06/23 30-397 E 

0307030169 0307030132 03/03/03 30-247 P 

0307030173 8307050136 03/06/23 30-397 E 

0307030173 0307030150 03/06/29 30-416 0 

0307050101 0307030138 83/06/29 50-416 0 

0307030108 03070301 B4 83/06/28 30-329 H 

9307030197 8307030193 83/06/2B 70-2974 

8307030203 8307030198 83/06/27 30-400 0 

0307090213 8307030210 83/06/24 30-373 R 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8307030215 

9307030210 

83/06/84 

30-373 

R 

0307030217 

03070302 1 2 

03/06/30 

30-402 

0 

0307030218 

8307030210 

03/06/24 

50-373 

R 

0307050220 

9307050210 

83/06/24 

30-373 

R 

0307050223 

0307030210 

83/06/24 

30-373 

R 

0307050229 

8307090210 

03/06/24 

30-373 

R 

0307050220 

8307030211 

03/06/30 

30-528 

E 

0307050229 

8307030810 

03/06/24 

30-373 

R 

0307050233 

8307030210 

83/06/24 

30-373 

R 

8307030235 

0307030210 

03/06/24 

30-373 

R 

0307030236 

0307030231 

03/06/27 

30-261 

0 

030709023? 

8307030210 

03/06/24 

30-373 

R 

0307050247 

8307030244 

03/06/29 

30-329 

Q 

8307050251 

B307030244 

03/06/29 

50-329 

0 

0307030253 

0307050243 

83/06/30 

30-273 

R 

B307030257 

0307050254 

83/07/01 

30-289 

0 

8307050262 

0307090249 

83/06/23 

30-10 

Q 

8307050285 

9307030204 

83/05/06 

CONTRACT 


8307050321 

8307030317 

03/04/23 

CONTRACT 


0307050327 

0307030326 

03/06/13 

71-3937 


8307050320 

0307050324 

03/06/20 

CONTRACT 


0307050345 

0307050342 

03/06/17 

50-282 

P 

8307050357 

0307050395 

03/06/15 

PROJ 


8307050374 

0307050367 

83/06/13 

PR 


8307030376 

8307050371 

83/06/10 

30-286 

P 

8307090370 

8307030367 

03/06/13 

PR 


8307030427 

8307090421 

03/06/14 

MISC 


8307030433 

8307030449 

03/06/17 

30-247 

Q 

0307030430 

0307030437 

03/06/17 

30-872 

F 

0307030463 

0307030437 

03/06/17 

50-272 

F 

0307090496 

8307030493 

83/06/03 

CONTRACT 


0307090309 

8307050301 

83/06/27 

50-436 

0 

0307030327 

8307030322 

83/06/24 

REVIEW ORP 

8307090330 

8307030988 

03/06/24 

REVIEW ORP 

0307030334 

8307090322 

83/06/24 

REVIEW ORP 

0307060019 

0307060013 

03/06/06 

30-203 

Q 

0307060023 

0307060010 

03/07/01 

GA999 


8307060023 

0307060013 

83/06/17 

30-32B 

8 

0307060029 

0307060022 

83/06/20 

30-244 

Q 

8307060037 

8307060030 

83/06/30 

30-293 

0 

0307060040 

8307060033 

83/06/30 

30-283 

Q 

0307060043 

0307060033 

83/06/21 

50-443 

A 

0307060048 

9307060030 

83/06/30 

30-293 

Q 

0307060093 

8307060087 

83/06/29 

0A999 


8307060100 

8307060096 

83/06/06 

0A999 


8307060104 

0307060096 

83/06/06 

0A999 


0307060106 

0307060099 

83/06/29 

90-341 

0 

8307060109 

0307060103 

83/06/24 

QA979 


0307060110 

0307060101 

83/06/30 

30-416 

I 

0307060 112 

9307060096 

03/06/06 

0A999 


0307060113 

0307060101 

83/06/30 

30-416 

I 

0307060116 

0307060099 

03/06/29 

30-341 

0 

B307060124 

03O7O6OU7 

03/06/20 

30-271 

Q 

8307060187 

0307060121 

83/06/30 

50-400 

K 

0307060133 

8307060071 

83/06/29 

30-327 

R 

8307060134 

0307060131 

03/06/20 

50-316 

Q 

8307060138 

0307060131 

03/06/20 

30-316 

0 

0307060140 

0307060136 

03/06/30 

30-336 

K 

0307060141 

8307060133 

03/05/04 

30-203 

G 

8307060153 

0307060145 

83/06/30 

30-443 

Q 

9307060174 

0307060160 

83/06/20 

30-330 

0 

0307060176 

8307060160 

83/06/20 

30-338 

0 

0307060180 

8307060178 

83/07/01 

30-273 

F 

8307060183 

8307060188 

83/06/30 

50-423 

G 

8307060185 

0307060102 

83/06/30 

30-423 

0 

0307060187 

0307060104 

B3/06/2B 

30-244 

P 

8307060109 

8307060100 

03/06/09 

0A999 


9307060192 

0307060180 

03/06/09 

QA999 


0307060199 

0307060196 

83/07/01 

30-273 

P 

0307060202 

8307060196 

03/07/01 

30-273 

P 

0307060212 

0307060207 

03/06/30 

90-261 

0 

8307060213 

0307060809 

03/06/30 

30-230 

P 

8307060819 

0307060210 

83/06/01 

0A99? 


0307060221 

8307060210 

83/06/01 

0A999 


8307060232 

0307060228 

83/06/24 

30-397 

8 

8307060235 

0307060230 

83/06/30 

30-200 

P 

0307060237 

0307060220 

03/06/24 

30-397 

8 

0307060243 

8307060236 

03/06/17 

30-224 

0 

8307060246 

8307060241 

03/06/30 

30-302 

Q 

0307060260 

0307060255 

83/06/13 

30-300 

A 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

0307060264 

8307060257 

83/06/30 

30-482 

F 

0307060267 

8307060249 

83/06/30 

50-331 

P 

0307060291 

3307060274 

83/07/01 

0A999 


0307060203 

8307060249 

83/06/30 

50-331 

P 

S3070602SB 

8307060280 

83/06/30 

50-482 

S 

830706020? 

8307060283 

83/06/29 

GA999 


8307060291 

8307060202 

83/06/29 

50-313 

G 

8307060293 

0307060249 

83/06/30 

30-331 

P 

8307060294 

e 307060 175 

83/06/29 

50-155 

P 

830706029? 

0307060287 

03/05/17 

30-321 

G 

8307060303 

8307060296 

03/06/20 

50-255 

G 

8307060306 

8307060249 

83/06/30 

50-331 

P 

8307060313 

8307060249 

83/06/30 

50-331 

P 

8307060318 

8307060309 

83/06/28 

50-219 

G 

8307060322 

8307060309 

03/06/28 

50-219 

G 

8307060324 

8307060315 

83/06/20 

30-202 

G 

8307060320 

8307060315 

63/06/20 

30-202 

G 

8307060330 

8307060326 

03/06/09 

0A999 


8307060336 

0307060326 

83/06/09 

0A999 


8307060341 

8307060337 

83/06/02 

QA999 


8307060344 

B 307 060339 

83/07/01 

30-440 

G 

8307060347 

8307060337 

03/06/02 

QA999 


8307060350 

8307060345 

03/06/03 

0A9?9 


8307060352 

8307060346 

83/06/30 

50-321 

a 

8307060356 

8307060349 

03/06/30 

30-32? 

0 

8307060360 

8307060353 

83/06/06 

QA999 


8307060363 

8307060350 

83/06/02 

GA999 


8307060366 

8307060359 

83/06/20 

71-496 


8307060369 

8307060363 

83/06/30 

30-142 

0 

8307060374 

8307060350 

83/06/02 

GA999 


8307060300 

8307060373 

03/06/21 

50-30? 

p 

8307060302 

8307060350 

83/06/02 

GA999 


B307060364 

8307060376 

03/06/15 

30-312 

F 

8307060306 

8307060383 

03/06/30 

30-400 

0 

8307060300 

8307060385 

03/06/24 

TOPREP 


8307060391 

8307060383 

03/06/30 

30-400 

0 

0307060392 

8307060389 

03/06/13 

30-286 

P 

8307060399 

8307060396 

03/07/01 

30-333 

0 

8307060403 

8307060396 

03/07/01 

30-338 

0 

8307060405 

8307060397 

03/07/01 

50-279 

0 

8307060406 

8307060303 

83/06/30 

30-400 

0 

8307060407 

8307060401 

83/06/30 

27-48 


8307060411 

8307060303 

83/06/30 

30-400 

0 

8307060415 

8307060397 

83/07/01 

50-275 

0 

8307060416 

8307060400 

83/06/30 

30-320 

G 

8307060417 

83070604 12 

83/06/30 

30-142 

0 

8307060419 

8307060412 

03/06/30 

30-142 

0 

8307060420 

8307060408 

03/06/30 

30-328 

0 

8307060426 

8307060408 

83/06/30 

30-320 

Q 

8307060427 

8307060422 

03/06/15 

30-312 

F 

8307060433 

8307060430 

B3/06/24 

50-3112 

P 

8307060441 

8307060437 

93/06/30 

50-275 

0 

8307060443 

8307060439 

83/06/24 

30-289 

\J 

8307060409 

8307060405 

83/06/23 

WASTE MOT 

8307060497 

8307060493 

83/06/23 

40-6940 


8307060632 

8307060429 

83/06/21 

30-286 

H 

8307070005 

8307070003 

83/07/01 

30-328 

P 

8307070011 

8307070003 

83/07/01 

30-320 

P 

8307070013 

8307070006 

83/06/30 

30-397 

A 

8307070033 

8307070031 

83/06/22 

30-302 

P 

8307070063 

8307070060 

83/06/30 

30-483 

0 

8307070067 

8307070065 

03/07/05 

30-362 

a 

8307070072 

8307070069 

03/06/16 

30-321 

p 

0307070105 

8307070102 

03/07/06 

30-337 

A 

83070701 17 

8307070100 

83/06/30 

PR 


83070701 19 

63070701 19 

93/06/24 

50-334 

P 

B3070701 24 

8307070122 

03/06/24 

30-239 

P 

8307070154 

8307070144 

03/06/29 

50-440 

0 

0307070166 

8307070164 

83/07/05 

30-361 

p 

0307070170 

8307070167 

03/07/01 

30-332 

A 

9307070175 

8307070172 

83/06/30 

30-261 

G 

0307070101 

8307070176 

93/06/27 

30-237 

P 

0307070104 

83070701 76 

B3/06/27 

30-237 

P 

8307070211 

63070701 76 

03/06/27 

30-237 

P 

0307070218 

8307070176 

63/06/27 

30-237 

P 

0307070223 

8307070176 

93/06/27 

30-237 

V 

0307070228 

8307070176 

83/06/27 

30-237 

P 

0307070239 

8307070176 

03/06/27 

50-237 

P 

0307070242 

6307070230 

03/06/08 

50-303 

a 

0307070408 

8307070404 

83/06/13 

XPORTLIC 



ACCESSION NUMBER 

PRINCIPAL 
ENCLOSURE DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

0307070404 

9307070480 

83/06/24 

CONTRACT 


0307070490 

83070704B8 

93/06/27 

CONTRACT 


0307070304 

0307070-493 

83/06/10 

30-206 

0 

8307070306 

0307070503 

83/06/03 

CONTRACT 


0307070357 

0307070534 

03/06/24 

50-321 

P 

8307070302 

0307150393 

93/06/30 

30-266 

P 

0307000012 

0307000009 

03/06/22 

SO-434 

a 

8307000014 

0307000009 

03/06/22 

50-434 

a 

8307000019 

030700001 3 

03/07/05 

30-409 

G 

B3070B0023 

030700002! 

63/06/24 

30-263 

G 

0 307090026 

930700002! 

03/06/24 

50-263 

G 

03O7OBO2O4 

8307000198 

03/06/30 

50-202 

K 

B3O7O0O2SO 

9307000236 

03/06/24 

30-312 

P 

8307000263 

03O7OBO234 

03/06/13 

30-294 

Q 

6307000284 

0307000270 

03/06/23 

30-339 

a 

0307080289 

8307000296 

03/06/24 

30-341 

Q 

0307000290 

8307000203 

03/07/05 

30-461 

0 

0307000292 

8307000296 

93/06/24 

30-341 

G 

830700030? 

8307060304 

83/06/24 

TOPREP 


B3070B031 1 

8307080306 

83/07/07 

30-249 

P 

B3070B0314 

9307080304 

83/06/24 

TOPREP 


8307000321 

03O7OBO239 

83/06/22 

30-235 

P 

6307000322 

9307080316 

83/06/20 

TOPREP 


8307000323 

8307080316 

93/06/20 

TOPREP 


8307000331 

6307080239 

03/06/22 

50-461 

A 

8307000334 

6307060329 

03/06/30 

30-374 

Q 

0307080337 

6307080259 

03/06/22 

30-206 

P 

6307080338 

6307080329 

03/06/30 

30-374 

a 

8307080341 

8307080239 

03/06/22 

30-206 

p 

8307080340 

6307080344 

93/07/05 

M ISC 


83070&0330 

6307080342 

83/06/30 

30-322 

D 

8307080332 

0307080239 

93/06/22 

30-277 

p 

0307080338 

8307080239 

93/06/22 

30-23? 

p 

8307080366 

8307080239 

93/06/22 

30-29 

p 

B 307080371 

0307090369 

93/06/30 

30-387 

G 

8307080303 

8307080373 

93/07/05 

30-403 

0 

8307080386 

8307080301 

03/06/2? 

30-331 

G 

8307080396 

9307080397 

93/07/07 

30-233 

P 

0307080399 

0307000397 

03/07/07 

30-233 

P 

B3O7O0O4O3 

0307000402 

B3/07/01 

30-340 

K 

8307080407 

03O7OBO4O4 

03/06/23 

71-9096 


8307000426 

0307000424 

B3/ 07/01 

30-219 

F 

8307000439 

0307060434 

03/07/05 

30-243 

P 

8307000440 

03O7OBO433 

03/06/30 

50-322 

D 

0307000430 

8307080446 

03/06/22 

30-133 

a 

0307000431 

0307080448 

03/07/03 

30-440 

0 

0307080432 

B 30700 04 4 3 

03/06/30 

30-322 

D 

0307000460 

0307080433 

03/07/01 

70-143 


8307000470 

0307080466 

03/07/06 

50-440 

G 

6307000474 

0307060467 

03/06/0? 

40-6264 


8307080480 

03Q7OBO467 

03/06/0? 

40-6264 


6307000404 

03O7OBO467 

03/06/0? 

40-6264 


0307000310 

0307080300 

83/06/24 

30-332 

D 

0307000322 

6307080300 

03/06/24 

50-332 

D 

0307000523 

0307060300 

03/06/24 

30-332 

D 

6307000327 

6307060300 

63/06/24 

50-332 

D 

0307000331 

B3070B0347 

03/06/27 

CONTRAC T 


0307000362 

6307080337 

03/06/27 

CONTRACT 


0307000395 

8307060393 

03/06/27 

CONTRACT 


830700060? 

6307080603 

03/06/21 

NUREO 


0307000615 

630708061 1 

83/06/16 

30-346 

P 

8307080620 

830708061 1 

83/06/16 

30-346 

P 

8307000622 

8307000611 

83/06/16 

30-346 

P 

8307080633 

8307080630 

83/06/24 

30-270 

P 

8307080663 

8307080630 

83/06/24 

50-270 

P 

8307080669 

6307080637 

83/06/23 

71-6406 


8307080676 

8307000672 

83/06/27 

71-9100 


8307090038 

8307090034 

B3/06/0? 

71-300 


0307090061 

8307040038 

83/06/ 2 9 

30-387 

P 

8307090100 

9 3070 90096 

83/06/27 

50-331 

P 

8307110040 

83071 10038 

83/06/28 

30-32? 

A 

8307110064 

03071 10038 

83/07/01 

50-26 1 

P 

8307 I 1 Q067 

83071 10063 

03/06/29 

70-1201 


8307 l 1 0070 

8307110063 

83/06/29 

70-1201 


8307110077 

8307110030 

83/07/01 

90-26 1 

P 

8307110123 

83071 10120 

83/07/01 

50-346 

P 

0307 It 0126 

0307110120 

83/07/01 

50-346 

P 

830711013 B 

8307110133 

83/06/23 

90-142 

0 

B307 110146 

830711013? 

83/07/06 

50-484 

G 

8307 UO 147 

0307110140 

83/06/29 

70-2930 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

B3071I0I49 
6307 1 1 0 1 54 
8307110138 
0307110164 
8307110163 

0307 11 01 66 
0307110169 
0307110176 
8307110184 
0307110107 

0307110197 
8307110200 
8307110209 
0307110220 
03071 1 0229 

0307110233 
8307110237 
B307 110235 
8307110260 
8307110264 

0307110263 

8307110266 

0307110270 

0307110273 

8307110276 

B307U0279 
B307 110287 
0307110209 
0307110292 
83071 10293 

0307110295 
8307110297 
0307110302 
0307110312 
8307 U 0321 

0307110320 
03071 10329 
8307110334 
8307110340 
8307110343 

0307 1 10347 
0307110340 
0307110334 
B3071 10333 
0307110361 

0307110364 
03071 10366 
0307110360 
8307110372 
03071 10377 

8307110381 
0307110308 
03071 1038? 
0307110391 
8307110393 


PRINCIPAL 

DOCUMENT 

0307 UOI 42 
8307110130 
8307110142 
0307110142 
8307110139 

0307110142 
0307110159 
83071 10173 
8307110179 
0307110101 

83071 10194 
8307110193 
0307110193 
0307110203 
8307110223 

0307110225 

8307110233 

8307110231 

8307110256 

8307110236 

8307110251 

0307110239 

0307110256 

8307110256 

0307110260 

8307110256 
0307110280 
B3071 10236 
8307 U 0203 
0307110256 

8307110290 

0307110236 

0307110236 

0307110298 

8307110317 

8307110325 

0307110290 

8307110323 

8307110333 

030711033? 

8307110333 
0307110339 
0307110332 
03071 10331 
8307110337 

8307110360 

0307110362 

8307110337 

830711036? 

8307110371 

0307110371 

0307110386 

0307110383 

8307110304 

0307110387 


DATE 

ISSUED 

03/07/00 

83/07/06 

83/07/08 

03/07/08 

83/06/24 

03/07/00 

83/06/24 

83/06/24 

03/06/24 

83/03/23 

83/06/24 

83/06/2? 

83/06/27 

03/06/24 

03/07/07 

03/07/07 

03/06/29 

03/06/22 

83/07/OB 

B3/07/08 

03/06/22 

83/06/22 

83/07/00 

83/07/08 

03/07/06 

03/O7/OB 

83/06/24 

83/07/00 

83/07/01 

03/07/OB 

03/07/03 

83/07/00 

03/07/08 

03/07/00 

83/06/24 

03/06/24 

03/07/08 

83/06/24 

83/06/29 

83/06/24 

83/06/29 

83/06/24 

83/07/06 

03/06/22 

03/06/24 

83/07/06 

83/06/22 

83/06/24 

83/06/22 

03/07/07 

83/07/07 

83/06/24 

03/07/01 

03/07/01 

03/07/07 


SUBJECT 

CATEGORY 

I 30-337 T 

. 30-329 0 

t 30-337 T 

50-337 T 
30-339 F 

30-337 T 
30-330 F 
30-32 l F 
30-200 F 
70-1131 

30-346 F 
30-316 S 
30-316 3 

30-294 F 
30-333 P 

30-333 P 
30-312 P 
30-309 G 
30-413 Q 
30-413 O 

30-309 O 
30-220 Q 
30-413 0 

30-413 C 
30-461 0 

30-413 0 

30-322 G 
30-413 0 

30-412 Q 
50-413 0 

30-313 P 
30-413 0 

30-413 0 

REVIEW GRP 
30-397 F 

30-309 F 
REVIEW GRP 
30-309 F 
30-313 S 
30-266 F 

30-313 5 

30-266 F 
30-403 G 
70-1703 
30-230 F 

30-403 0 

30-334 G 
30-230 F 
30-97 Q 
30-373 S 

50-373 S 
30-247 Q 
30-271 Q 
70-1237 
PR 

30-320 G 
30-333 Q 
30-166 0 

30-273 P 
30-333 Q 

50-286 G 
30-373 G 
30-333 G 
30-286 G 
30-443 G 

30-346 G 
30-286 P 
50-373 G 
50-2B6 P 
30-220 G 

30-280 F 
30-266 Q 
50-271 Q 
30-322 A 
70-133 

70-371 
30-244 G 
30-409 F 
30-329 A 
30-361 p 


8307110396 

8307110400 

8307110401 

8307110406 

0307110417 

8307U0418 

0307110419 

8307110421 

8307110423 

8307110426 

0307110430 
0307 110433 
8307110434 
8307110438 
0307110469 

8307110479 
0307110487 
B307 110303 
0307110303 
8307110318 

0307110326 

8307110339 

8307110363 

8307110364 

8307110373 


8307110392 
0307110394 
B307 110397 
83071 10002 
8307110414 

0307110410 

8307110411 

8307110414 

0307110410 

8307110422 

8307110424 

8307110429 

0307110411 

830711042? 

8307110463 

8307110474 

0307110400 

B307110498 

8307260316 

0307110315 

0307110324 
8307U0336 
8307110539 
03071 10333 
8307110368 


83/06/23 

03/07/01 

03/06/23 

83/07/11 

83/06/22 

63/06/22 

83/07/06 

83/06/22 

03/06/22 

83/06/22 

03/06/27 

83/07/06 

83/07/06 

83/07/06 

83/06/24 

83/06/24 
03/07/06 
03/06/24 
83/07/ l 1 
03/03/26 

B3/05/02 

03/06/22 

83/06/24 

83/06/2? 

63/06/28 


PRINCIPAL 
ENCLOSURE DOCUMENT 


DATE SUBJECT 

ISSUED CATEGORY 


0307 1 1 0579 8307 1 1 0570 
S3071 10306 8307110570 
8307110389 0307110370 
8307110399 8307110393 
0307 1106 12 8307110607 

8307110726 0307110723 
8307110727 8307110723 
8307120007 8307120006 
8307120011 8307120010 
0307120013 8307120010 

8307120027 0307120023 
8307120031 8307120023 
0307120032 8307120023 
8307120037 8307120023 
8307120040 0307120033 

8307120043 8307120039 
8307120044 8307120033 
0307120046 0307120042 
0307120048 8307120042 
8307120030 8307120049 

B307120032 8307120031 
0307120064 0307120038 
8307120068 8307120062 
8307120073 8307120069 
0307120083 8307120000 

8307120101 8307120096 
8307120120 8307120123 
8307120143 8307120137 
8307120149 0307120146 
8307120160 0307120136 

8307120176 0307120136 
8307120188 8307120136 
8307120193 8307120136 
8307120197 8307120136 
8307120203 0307120136 

8307120204 8307120201 
8307120203 B307I20I9B 
8307120209 8307120201 
8307120211 8307120136 
B307120213 8307120212 

8307120220 8307120136 
8307120221 8307120212 
8307120224 8307120213 
8307120226 8307120218 
8307120227 8307120214 

B307120230 8307120223 
8307120232 0307120156 
8307120233 8307120223 
0307120235 8307120231 
8307120236 8307120223 

0307120237 9307120228 
8307120242 0307120240 
8307120246 0307120228 
0307120247 8307120240 
8307120240 8307120243 

0307120259 8307120253 
8307120271 8307120266 
9307120280 0307120266 
9307120282 0307120279 
0307120204 8307120279 

8307120293 8307120290 
B307120300 0307120293 
8307120303 8307120296 
8307120308 8307120302 
8307120313 0307120309 

0307120314 8307120311 
0307120327 8307120324 
8307120329 0307120320 
0307120333 8307120330 
8307120334 9307120320 

0307120338 8307120337 
0307120347 0307120342 
9307120332 8307120342 
9307120361 8307120356 
8307120367 9307120350 

8307120369 8307120364 
8307120377 8307120366 
0307120392 8307120386 
8307120399 8307120397 
8307120401 8307120400 


83/06/24 

30-324 

F 

83/06/24 

30-324 

F 

03/06/24 

30-324 

F 

03/06/24 

30-289 

F 

03/06/24 

30-313 

F 

93/06/06 

40-1341 


83/06/06 

40-1341 


83/06/27 

30-263 

Q 

83/06/14 

S0-4B2 

0 

83/06/14 

30-482 

G 

83/06/24 

S0-2B6 

F 

83/06/24 

30-244 

F 

03/06/24 

30-286 

F 

83/06/24 

30-244 

F 

93/06/24 

30-233 

F 

83/06/24 

30-317 

F 

83/06/24 

30-233 

F 

83/06/24 

30-302 

F 

83/06/24 

30-302 

F 

83/06/24 

30-233 

F 

83/06/24 

30-209 

F 

83/06/24 

30-304 

F 

83/06/24 

30-234 

F 

03/06/24 

30-28? 

F 

83/06/24 

30-317 

F 

B3/07/09 

70-1339 


03/06/24 

30-234 

P 

83/06/23 

30-234 

F 

83/06/23 

30-331 

P 

03/07/08 

30-337 

T 

93/07/08 

30-337 

T 

83/07/08 

30-337 

T 

03/07/00 

30-337 

T 

83/07/08 

30-337 

T 

03/07/08 

30-337 

T 

83/06/13 

QA999 


83/07/01 

30-220 

K 

03/06/13 

QA999 


B3/07/0B 

30-337 

T 

83/06/13 

GA999 


03/07/OB 

30-337 

T 

83/06/13 

QA999 


B3/06/30 

70-1143 


83/06/17 

QA999 


83/07/06 

30-289 

0 

83/06/ 13 

QA99? 


83/07/08 

30-337 

T 

03/06/1 3 

0A999 


B3/07/01 

30-247 

Q 

83/06/13 

QA999 


B3/07/05 

30-346 

P 

83/06/13 

30-313 

Q 

83/07/05 

30-346 

P 

83/06/15 

30-313 

Q 

83/07/01 

30-329 

A 

03/03/23 

50-267 

G 

83/06/20 

30-313 

G 

03/06/28 

30-313 

0 

03/07/08 

30-341 

E 

83/06/09 

GA999 


83/06/17 

0A999 


83/06/17 

0A99? 



93/06/30 50-529 8 
93/07/01 50-330 P 
03/06/22 50-397 E 


63/07/08 50-309 R 

83/06/24 50-273 R 

03/06/17 QA999 

83/07/07 50-352 A 

03/06/17 GA999 

83/07/08 50-261 Q 

83/07/07 50-320 P 

03/07/07 50-320 P 

03/07/06 30-339 P 

83/07/07 50-322 0 

83/07/05 50-266 P 

03/06/27 30-520 S 

83/07/01 50-280 F 

83/06/30 PROJ 

93/07/08 30-313 P 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


accession NUMBER 


ENCLOSURE 

0307120413 
0307120414 
0307 1 204 1 5 
0307 120426 
0307120430 

8307 120432 
8307120430 
0307120439 
0307 120446 
0307120447 

0307120431 

0307120454 

8307120457 

0307120462 

0307120464 

0307120465 

0307120472 

8307120475 

0307120476 

03O712O4B9 

0307120492 

8307120494 

8307120497 

8307120490 

8307120505 

8307120506 

0307120508 

8307120519 

0307120522 

0307120523 

8307120531 

0307120537 

8307120542 

0307120547 

0307120549 


0307120570 

0307120580 

8307120504 

8307120590 

0307120594 

0307120596 

8307120601 

8307120606 

8307120607 

0307120610 

0307120616 

0307120624 

8307120626 

0307120637 

8307130021 

8307130022 

8307130025 

0307130036 

0307130045 

0307130074 

8307130092 

8307130112 

0307130110 

8307130129 

0307130182 

0307130202 

8307130206 

8307130213 

8307130214 

0307130215 

0307130224 

0307130241 

0307130253 

8307130260 

0307130261 


PRINCIPAL 

DOCUMENT 

8307120411 
8307120405 
03071 204 U 
8307120381 
8307120425 

0307120429 
8307120435 
B307 120434 
0307120435 
0307120440 


8307120502 

8307120503 

8307120511 

8307120512 

8307120514 


0307120593 

B307120612 

8307120617 

0307120631 

0307130010 


0307 130198 
83071301 90 
8307130190 
8307130207 
830713021 1 


DATE 

ISSUED 

03/07/09 

03/06/17 

83/07/00 

83/07/08 

B3/06/06 

83/07/05 

83/07/05 

03/07/07 

03/07/05 

83/05/23 


B3/06/22 

03/07/06 

83/06/20 

03/06/24 

03/06/14 


03/07/07 

03/06/24 

83/07/06 

B3/06/10 

03/06/28 


03/07/08 

03/07/08 

83/07/00 

03 / 07/08 

B3/07/11 


SUBJECT 

CATEGORY 

50-346 P 
50-298 O 
50-346 P 
50-322 G 
50-302 G 

50-245 G 
50-265 P 
50-373 G 
50-265 P 
30-3B2 G 

50-316 P 
50-285 G 
GA999 
0A999 

50-387 Q 

50-205 Q 
50-387 G 
50-334 G 
50-402 0 

30-285 G 

30-293 G 
30-482 Q 
30-203 G 
30-492 G 
30-438 Q 

30-493 G 
50-352 G 
30-312 Q 
30-275 Q 
30-283 G 

30-498 Q 
30-397 Q 
30-263 0 

30-263 G 
30-320 □ 

30-361 G 
30-320 G 
50-338 P 
30-247 G 
50-328 G 

50-328 G 
30-350 0 

50-338 G 
30-34B 8 

30-348 S 

30-322 G 
30-322 0 

50-322 0 

50-315 F 
30-313 F 

30-322 0 

30-409 F 
30-309 G 
50-443 A 
30-323 P 

71-3641 
50-325 P 
71-500 
71-499 
50-273 G 

30-293 P 
30-369 P 
30-369 P 
30-272 S 
XPORTLIC 

30-413 0 

50-413 G 
30-413 0 

50-273 R 
30-337 T 

30-413 0 

30-400 0 

30-400 G 
30-434 0 

30-400 G 

30-237 P 
30-275 P 
30-454 0 

50-275 P 
30-245 P 


0307130269 

0307130281 

0307130284 

8307130286 

8307130209 


0307130198 

0307130231 

0307130231 

8307130234 

8307130231 

0307130263 

8307130270 

8307130280 

03O713O27B 

0307130202 


83/07/08 

83/07/08 

03/07/08 

83/07/12 

03/07/08 

83/07/11 

83/07/01 

B3/07/11 

83/07/01 

03/07/07 


0307120443 

0307120449 

8307120433 

8307120453 

0307120436 

0307120460 

8307120436 

8307120463 

8307120471 

B307120482 

83071204B7 

8307120408 

0307120487 

8307120490 

8307120406 


03/07/08 

03/07/01 

83/06/17 

03/06/17 

03/07/01 

03/07/01 

B3/07/01 

83/07/00 

03/07/01 

03/07/01 

03/03/10 

83/06/13 

83/03/18 

03/06/13 

83/03/16 


8307120520 83/06/09 
8307120332 03/06/29 
8307120338 83/06/20 
0307120338 83/06/29 
0307120341 03/06/27 

8307120331 8307120340 03/06/27 
0307120564 0307120360 03/06/23 
8307120366 8307120361 83/07/01 
8307120367 8307120363 83/07/07 
8307120368 8307120338 83/06/20 

8307120360 03/06/23 
8307120374 03/06/28 
8307120374 83/06/2 8 
8307120576 03/06/22 
0307120376 03/06/22 

0307120393 83/07/07 
8307120393 83/07/07 
0307120393 B3/07/07 
0307120600 83/06/24 
0307120600 03/06/24 


0307130017 

0307130018 

0307130030 

0307130039 

0307130072 

0307130090 

0307130104 

8307130104 

8307290045 

0307130101 


83/06/29 

83/06/2B 

03/07/07 

83/06/29 

03/07/08 

83/07/07 

83/06/20 

03/06/28 

83/07/21 

83/06/27 


PRINCIPAL 
ENCLOSURE DOCUMENT 

8307130290 0307130200 
0307130291 8307130270 
0307130290 8307130270 
0307130302 0307130278 
0307130304 0307130300 

8307130308 8307130303 
8307130310 0307130307 
0307130313 8307130309 
B307130317 8307130309 
8307130319 0307130316 


DATE SUBJECT 
ISSUED CATEGORY 

83/07/11 30-454 G 
83/07/01 50-275 P 
83/07/01 50-275 P 
03/07/01 50-275 P 
03/07/06 50-350 A 

83/07/11 50-237 P 
03/07/07 50-407 P 
03/07/07 50-454 A 
83/07/07 50-454 A 
03/07/06 50-445 F 


8307130322 0307 130309 
8307130325 8307130309 
0307130328 8307130309 
8307130330 9307130309 
0307130331 8307130309 

8307130333 8307130309 
0307130367 8307130365 
8307130303 8307130354 
8307140007 0307140004 
8307140009 8307260134 

0307140030 8307140026 
0307140030 8307140032 
0307140041 8307140035 
8307140044 0307140032 
9307140053 6307140046 

0307140066 0307140060 
8307140069 8307140064 
8307140073 8307140070 
8307140074 0307140071 
8307140077 0307140072 

8307140000 8307140075 
8307140086 0307140079 
0307140000 6307140003 
6307140009 03071 4000 1 
8307140092 0307140085 

0307140103 8307140097 
8307140106 0307140099 
8307140116 0307140110 
0307140117 8307140112 
8307140119 0307140115 

B307140124 0307140120 
8307140127 0307140121 
8307140133 0307140129 
8307140135 8307140126 
0307140141 0307140131 

8307140154 0307140147 
8307140156 B307140131 
8307140165 0307140130 
8307140179 0307140174 
0307140101 0307140176 

0307140182 B307140175 
8307140193 0307140174 
0307140104 8307140169 
8307140185 8307140177 
8307140195 0307140189 


03/07/07 

50-454 

A 

03/07/07 

50-454 

A 

83/07/07 

50-454 

A 

03/07/07 

50-454 

A 

03/07/07 

50-454 

A 

83/07/07 

50-454 

A 

B3/06/20 

40-0696 


03/07/01 

50-320 

P 

83/06/20 

50-247 

U 

03/07/2 0 

50-250 

s 

83/06/22 

50-269 

Q 

03/07/01 

50-329 

0 

03/06/1* 

50-259 

Q 

83/07/01 

50-329 

Q 

03/06/23 

50-259 

G 

83/06/13 

50-261 

Q 

03/06/24 

50-390 

a 

83/06/23 

50-413 

G 

03/07/01 

50-454 

G 

03/06/24 

50-327 

G 

03/06/30 

50-403 

0 

03/06/29 

50-57 

Q 

03/06/24 

50-250 

G 

83/06/24 

50-261 

Q 

83/06/24 

50-327 

a 

03/06/24 

50-309 

G 

83/06/27 

70-607 


83/07/06 

50-348 

p 

03/02/25 

50-389 

G 

82/12/01 

CONTRACT 

03/06/21 

50-416 

Q 

83/07/01 

50-272 

H 

03/06/23 

50-413 

a 

03/06/21 

50-324 

p 

03/06/24 

50-250 

G 

83/06/ J4 

50-335 

G 

83/06/17 

50-250 

G 

83/07/11 

30-327 

Q 

03/06/30 

30-423 

A 

03/07/01 

30-374 

a 

83/06/30 

50-373 

Q 

03/06/30 

50-423 

A 

83/02/03 

50-364 

Q 

03/06/20 

50-424 

Q 

03/06/16 

50-369 

0 


0307140199 6307140193 
8307140206 0307140200 
0307140200 8307140191 
0307140226 8307140221 
8307140228 B307 140223 

0307140231 0307140223 
8307140233 0307140232 
0307140234 0307140223 
8307140235 0307140232 
0307140236 0307140223 

0307140242 8307140230 
8307140249 0307140245 
0307140264 0305100100 
0307140260 B3071 40260 
0307140201 0307140277 

0307140202 0307140274 
0307140283 0307140279 
8307140205 0307140274 
0307140207 8307140274 
0307140291 8307140274 

0307140299 0307140290 
0307140305 8307140302 
0307140308 0307140302 
0307140310 8307140302 
0307140315 0307140313 


83/06/20 

70-143 


03/07/11 

50-322 

A 

03/06/20 

50-250 

Q 

03/06/30 

50-546 

G 

03/06/20 

50-2 BO 

a 

03/06/20 

50-200 

Q 

03/06/28 

50-31 1 

G 

03/06/20 

50-280 

Q 

03/06/28 

50-31 1 

G 

83/06/28 

50-200 

G 

03/06/30 

50-29 

Q 

03/06/23 

50-424 

G 

03/05/04 

50-280 

P 

03/07/07 

50-266 

P 

B3/06/27 

70-364 


03/06/30 

50-389 

a 

03/06/20 

70-1201 


03/06/30 

50-389 

G 

03/06/30 

50-389 

Q 

03/06/30 

50-309 

a 

83/07/01 

50-277 

p 

03/06/24 

50-367 

Q 

03/06/24 

50-369 

G 

03/06/24 

50-369 

Q 

03/06/27 

50-220 

a 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

principal 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8307 1403 16 

8307140314 

03/01/03 

30-261 

Q 

B307I403I7 

0307140314 

03/01/03 

30-261 

Q 

0307140321 

0307140314 

83/01/03 

50-261 

Q 

0307140327 

0307140323 

03/06/20 

70-1131 


8307140330 

0307140324 

03/06/29 

70-1U3 


0307140333 

0307140329 

03/07/00 

30-322 


0307140341 

0307140337 

03/06/30 

30-329 


0307 140344 

0307140337 

B3/06/30 

50-329 


8307140343 

8307140340 

03/06/27 

50-327 

o 

B307M0349 

9307140337 

83/06/30 

50-329 

G 

0307140350 

0307140340 

03/07/00 

50-220 

p 

0307140351 

0307140340 

03/06/27 

30-327 

Q 

B307 M0352 

0307140337 

03/06/30 

50-329 

Q 

8307140334 

0307140337 

03/06/30 

50-329 

0 

8307140335 

0307140340 

83/06/27 

50-327 

Q 


8307140336 
83071 4036 1 
8307140363 
8307140363 
8307140366 

8307140370 
B307I 40373 
8307140377 
B307 140378 
0307140380 

8307140385 

8307140391 

8307140393 

5307140396 

8307140398 

B307 140399 
8307140401 
8307140403 
8307140405 
8307140407 

8307140408 

8307140409 

8307140410 

8307140411 

8307140413 

8307140413 

5307140416 

8307140417 

8307140418 

8307140421 

8307140422 

8307140424 

8307140423 

8307140426 

8307140428 

8307140432 

8307140445 

8307140448 

8307140455 

8307140437 

8307140460 

8307140462 

8307140463 

8307140463 

8307140469 

8307140472 

8307140473 

8307140474 

8307140476 

8307140483 

8307140493 

8307140307 

8307140309 

8307140513 

8307140316 

8307 1 403 1 7 
8307140328 
8307130016 
8307150033 
8307130038 

8307150040 

8307150042 

8307130046 

8307150048 

8307150049 


8307140337 
8307 1 40337 
5307140340 
8307140337 
8307140340 

0307140337 
8307140337 
0307140364 
0307140337 
8307140375 

8307140381 
0307140386 
8307140390 
0307140371 
0307140394 

8307140389 
8307140393 
B3071 40371 
8307140394 
8307140394 

8307140393 
8307140404 
8307140406 
8307140394 
8307140393 

8307140412 
8307140414 
8307140412 
8307140393 
9307140414 

8307140176 
8307140420 
8307140419 
8307140423 
8307140423 

8307140419 

8307140440 

8307140444 

8307140452 

8307140450 

0307140456 
03O7HO45O 
8307140459 
0307140459 
8307140459 

8307140467 
0307140467 
0307140467 
8307140467 
8307140481 

0307140487 
8307140501 
8307140504 
8307140506 
8307140512 

8307140500 
8307140523 
8^07150009 
8307150033 
0307 1 50033 

8307150033 
8307150033 
8307150044 
8307150045 
8307150044 


03/06/30 
83/06/30 
03/06/27 
83/06/30 
03/06/27 

83/06/30 
03/06/30 
83/06/23 
03/06/30 
83/02/22 

83/06/22 
83/06/29 
83/02/07 
83/06/27 
83/06/27 

83/04/07 
83/06/29 
03/06/27 
83/06/27 
83/06/27 

03/06/29 
83/06/30 
83/06/28 
83/06/27 
03/06/29 

83/06/30 
03/03/23 
83/06/30 
83/06/29 
83/03/23 

03/07/01 

83/03/30 

03/07/12 

03/04/01 

83/04/01 

83/07/12 

03/07/11 

83/07/12 

83/07/12 

83/07/12 

83/06/24 

83/07/12 

83/06/28 

03/06/28 

83/06/28 

83/06/27 

83/06/27 

83/06/27 

83/06/27 

83/06/16 

03/07/01 

83/07/05 

83/06/24 

83/06/24 

83/06/24 

83/06/16 

83/06/16 

83/07/01 

83/06/30 

83/06/30 

83/06/30 

83/06/30 

83/07/01 

83/06/10 

03/07/01 


50-329 Q 
50-32? Q 
50-327 Q 
50-329 Q 
50-327 Q 

50-329 Q 
50-329 0 

70—1201 
50-329 Q 
8t*t* Prog 

50-400 Q 
50-286 Q 
50-259 F 
50-244 Q 
50-335 G 

St*t* Prog 
50-335 0 

50-244 Q 
50-335 0 

50-335 Q 

50-335 Q 
50-293 G 
50-333 Q 
50-335 G 
50-335 Q 

50-255 G 
50-302 0 

50-255 Q 
50-335 G 
50-302 Q 

50-374 Q 
50-335 F 
50-409 F 
70-143 
70-143 

50-409 F 
50-400 0 

50-322 0 

50-142 0 

50-89 0 

70-1151 
50-89 O 

50-354 0 

50-334 Q 
50-334 Q 


50-321 0 

50-321 G 
50-321 Q 
50-321 G 
CONTRACT 

CONTRACT 
30-272 S 
50-333 p 
50-220 P 
30-293 p 

CONTRACT 

CONTRACT 

CONTRACT 

71-6679 

71-6679 

71-6679 
71-6679 
30-416 p 
50-309 P 
50-416 p 


ENCLOSURE 

B3 07 130030 
3307130031 
3307 130036 
3307150070 
0307130074 

03071 30079 
B3071 30001 
8307130093 
03 07150099 
8307130106 

03 0 713010? 
03071301 10 
030 7130112 
03 07150128 
0307130129 

8307130133 

0307130140 

0307130143 

0307130140 

8307130169 

0307130171 
83 0 7130173 
03 07130192 
B3O7130197 
8307130200 

83 0 7130202 
03 07150203 
830 7130221 
8307130222 
0307 1 3024? 

83O715023B 
8307 1 30269 
8307130203 
8307130204 
0307130206 


PRINCIPAL 

DOCUMENT 

0307130043 
8307130044 
0307130034 
83071 30068 
8307130073 

8307130073 

8307130073 

8307130089 

8307130097 

8307130103 

0307130103 

0307130101 

0307130107 

8307130123 

0307130183 

8307130133 

8307130133 

8307130142 

8307130122 

8307130162 

8307130164 

8307130172 

8307130183 

0307130193 

8307130196 

8307130196 

8307130198 

8307130216 

0307150213 

0307130247 

0307130233 

8307130260 

8307130201 

0307130201 

8307130202 


DATE 

ISSUED 

83/06/10 

83/07/01 

03/06/27 

03/07/11 

83/06/27 

83/06/27 

83/07/12 

83/06/27 

83/07/08 

03/07/07 

83/07/07 

83/07/11 

83/07/11 

83/07/11 

83/07/08 

63/06/24 

83/06/24 

03/07/11 

03/06/30 

03/06/17 

03/06/13 
83/06/30 
03/07/1 1 
03/07/07 
03/06/27 

83/06/27 

03/07/12 

83/07/11 

03/07/11 

83/07/08 

03/07/13 
83/07/13 
03/06/30 
03/06/3 0 
03/07/08 


SUBJECT 

CATEGORY 

30-309 P 
30-416 P 
CONTRACT 
30-293 p 
30-203 Q 

30-203 q 
30-332 A 
30-317 0 

30-348 P 
30-340 0 

30-348 a 
30-317 Q 
70-364 
30-293 P 
OA999 

30-267 Q 
30-267 G 
30-443 K 
30-490 G 
30-271 P 

30-277 0 

ADVCM 
30-112 G 
30-243 P 
TDPREP 

TOPREP 
30-308 Q 
30-230 P 
30-206 0 

0A999 

30-277 Q 
QA999 
30-302 G 
30-302 G 
0A999 


8307130309 
0307 1 30311 
8307130313 
8307130313 
8307130317 


8307130202 

8307130304 

8307130307 

8307130303 

8307130312 


03/07/00 

03/07/11 

03/07/01 

03/06/24 

03/07/12 


QA999 
30-443 0 

30-307 Q 
30-290 G 
30-330 0 


8307 1 30318 
8307 1 30324 
83071 30327 
8307130331 
8307130335 

8307 1 30330 
8307100341 
8307130352 
8307130353 
8307 1 30361 


8307130310 

8307130322 

8307150322 

8307130322 

8307150329 

8307150322 
830/ 1 30334 
8307150351 
8307150347 
8307150357 


83/07/12 

83/07/12 

83/07/12 

83/07/12 

83/07/06 

83/07/12 

83/06/24 

83/07/01 

83/07/12 

83/07/08 


30-308 F 
30-350 0 
30-338 0 
50-338 0 
30-209 0 

30-350 q 

30-438 0 
30-213 G 
30-333 Q 
30-273 0 


8307190362 
8307 1 00367 
83071 00376 
0307190393 
8307130403 

8307130417 
8307130422 
83071 90430 
8307130433 
83071 30 437 


8307130338 

8307130364 

8307130374 

8307130390 

8307130403 

8307130413 

8307130420 

8307130427 

0307130433 

8307130432 


83071 90439 
8307190434 
8307 1 QOO07 
83071 S 001 3 
8307100010 

8307100023 

8307100030 

8307100045 

8307100047 

8307160031 


8307130438 

8307130433 

8307100003 

8307180011 

8307100016 

8307180017 

8307180026 

8307180044 

8307180044 

8307100030 


8307100033 

8307100037 

8307130038 

8307100063 

8307130064 


8307180030 

8307180036 

8307180053 

8307180062 

8307180062 


83071 BQ063 
8307 1 00066 
8307180067 
8307180074 
8307180084 


8307180062 

8307160062 

8307180062 

8307180071 

8307180000 


83/04/26 

83/07/01 

83/06/23 

83/06/21 

83/06/22 


30-397 8 

CONTRACT 
CONTRACT 
RES 

30-368 P 


83/06/29 

83/07/07 

03/06/09 

83/07/03 

83/06/29 


CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
30-348 P 


83/07/07 

83/06/12 

83/06/20 

83/06/27 

83/07/07 


30-225 P 
CONTRACT 
30-434 G 
30-263 G 
30-434 G 


83/07/11 

83/06/27 

83/07/01 

83/07/01 

83/07/00 


30-373 

30-294 

30-266 

30-266 

50-361 


0 

P 

G 

Q 

a 


03/07/08 
83/07/12 
83/06/27 
83/07/11 
83/07/1 1 


30-361 

30-290 

30-271 

30-373 

30-373 


8 

P 

0 

0 

G 


83/07/ I 1 
83/07/11 
83/07/11 
83/07/11 
03/O7/OB 


30-373 

30-373 

30-37-3 

30-247 

30-277 


Q 

G 

Q 

0 

P 
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ACCESSION 
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ACCESSION 

NUMBER 





ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 


0307100093 

8307100097 

8307100091 

8307180092 

8307180094 

8307100080 

0307180000 

0307100000 

6307100080 

0307180090 

83/07/00 

B3/07/0B 

93/07/08 

03/07/00 

93/07/13 

50-277 

50-277 

50-277 

90-277 

50-261 

P 

P 

P 

P 

Q 

0307190091 
8307190092 
8307190094 
8307190093 
B307 190096 

8307190087 
8307190082 
0307 19Q0B9 
83071900B7 
0307 190062 

03/07/13 

83/07/15 

03/07/13 

83/07/13 

83/07/13 

40-672 

30-332 

30-328 

40-672 

30-332 

C 

P 

C 


8307180107 
0307100112 
0307190117 
03071 00 126 
0307100129 

8307180102 

8307100109 

8307100110 

8307100121 

8307180125 

83/07/01 

83/07/14 

83/06/28 

83/07/14 

03/06/29 

30-202 

50-282 

70-1257 

50-362 

50-135 

0 

0 

P 

Q 

8307190097 

0307190101 

8307190102 

8307190104 

8307190103 

8307190087 

8307190098 

8307190099 

0307190084 

0307190103 

83/07/13 

83/07/12 

83/07/07 

03/07/13 

83/07/07 

40-672 

30-368 

30-312 

30-440 

30-267 

P 

R 

0 

J 


8307100130 

8307100133 

8307180137 

B307180138 

8307180142 

0307 180127 
S3071B0127 
8307100132 
8307070176 
6307180136 

03/07/01 

83/07/01 

83/06/30 

03/06/27 

03/07/11 

50-263 

50-263 

50-483 

30-237 

30-332 

Q 

Q 

0 

P 

0 

8307190112 

8307190130 

0307190133 

0307190134 

0307190137 

0307190107 

8307190128 

0307190132 

8307190132 

8307190133 

83/07/01 

83/07/14 

83/07/15 

83/07/15 

83/07/13 

CONTRACT 

50-309 

30-230 

30-230 

30-269 

P 

P 

P 

P 


8307190147 

0307180192 

0307100193 

8307100157 

8307180158 

9307070176 

8307070176 

0307180145 

0307190195 

8307070176 

03/06/27 

83/06/27 

83/07/19 

03/06/24 

83/06/27 

30-237 

30-237 

30-382 

QA999 

50-237 

p 

p 

0 

p 

0307190139 

8307190142 

8307190143 

8307190147 

B307190163 

0307190133 

B30719O14O 

0307190140 

8307190145 

8307190160 

83/07/13 
83/07/ 14 
83/07/14 
03/07/13 
03/07/15 

30-269 

30-346 

30-346 

50-434 

30-333 

P 

I 

I 

0 

P 


8307180160 
8307180161 
8307180160 
0307100179 
03071 001 ao 

0307100145 

0307100199 

8307070176 

8307070176 

8307180173 

83/07/15 

83/06/24 

03/06/27 

03/06/27 

03/06/16 

30-382 

QA999 

30-237 

30-237 

50-263 

0 

p 

p 

p 

03071 90169 
8307190177 
8307190180 
8307190183 
0307190108 

8307190164 
8307190173 
8307 190178 
8307190178 
8307190104 

83/07/15 

B3/06/13 

83/07/12 

03/07/12 

83/07/15 

30-244 

30-387 

50-237 

30-237 

30-369 

Q 

F 

P 

P 

R 


0307100183 
8307180186 
8307180168 
8307 1801 B9 
8307180192 

83071 BO 176 
8307070176 
0307 1 B01B4 
03071 00 105 
8307100105 

83/07/13 

83/06/27 

83/06/29 

03/07/01 

B3/07/01 

30-266 

50-237 

0A999 

0A999 

QA999 

0 

p 

0307190109 

8307190192 

8307190194 

8307190193 

8307190201 

0307190170 

8307190178 

8307190190 

8307190178 

8307190178 

83/07/12 

03/07/12 

03/07/15 

03/07/12 

83/07/12 

30-237 

30-237 

30-328 

30-237 

30-237 

P 

P 

F 

P 

P 


8307180196 

0307100197 

0307100199 

8307100205 

8307180206 

B3071B0190 

8307180184 

8307180195 

8307180200 

8307180201 

83/07/13 

83/06/29 

83/07/01 

83/07/13 

B3/07/14 

30-482 

0A999 

30-373 

30-266 

30-412 

0 

0 

0 

c 

B307 190208 
8307190215 
0307190216 
8307190217 
6307190220 

8307190203 

8307190213 

0307190212 

8307190213 

6307190212 

83/07/14 

83/07/08 

83/07/13 

03/07/08 

03/07/13 

30-440 

50-397 

30-443 

30-397 

30-443 

0 

A 

0 

A 

G 


8307180210 
8307180212 
8307180215 
0307100222 
9307 180229 

8307180209 

8307180203 

8307180209 

8307180203 

0307180210 

83/06/21 

93/07/13 

83/06/21 

83/07/13 

93/07/13 

QA999 

30-322 

QA999 

30-322 

30-266 

R 

R 

0 

0307190221 
B307 190224 
8307190223 
0307190231 
8307190232 

8307190219 

0307190219 

0307190212 

0307190226 

8307190227 

83/07/12 
83/07/12 
83/07/13 
83/07/ II 
03/07/15 

30-344 

30-344 

30-443 

30-289 

30-329 

P 

P 

0 

P 

G 


8307180246 

8307180251 

0307190256 

0307190268 

8307180272 

0307100244 

8307180249 

8307180254 

0307180262 

0307180269 

83/07/13 

93/06/24 

83/06/17 

83/06/27 

83/07/14 

70-113 

30-321 

40-8380 

30-269 

30-273 

F 

P 

H 

8307 190233 
8307190234 
8307190238 
0307190241 
0307190242 

8307190228 

0307190226 

0307190233 

6307190212 

8307190229 

03/07/13 

83/07/11 

83/07/14 

03/07/13 

03/07/13 

30-443 

30-289 

30-289 

30-443 

30-312 

0 

P 

P 

0 

G 


0307190274 
8307180276 
0307100278 
8307 I80286 
0307180304 

8307180269 
8307180273 
8307180261 
8307180284 
83071 B0300 

83/07/14 
83/07/ 1 1 
83/07/13 
03/07/14 
03/06/24 

30-273 

50-267 

30-482 

30-361 

50-346 

K 

P 

Q 

B 

F 

8307190244 

8307190246 

8307190247 

0307190249 

0307190234 

8307190236 

0307190236 

0307190212 

8307190243 

B307190212 

03/03/03 

83/03/03 

83/07/13 

83/06/23 

83/07/13 

71-301 

71-301 

30-443 

30-220 

30-443 

0 

R 

0 


8307180306 

9307180307 

0307180311 

9307100315 

9307180319 

8307100300 
8307180302 
8307 180302 
8307180302 
9307180314 

83/06/24 

83/07/12 

03/07/12 

03/07/12 

03/06/24 

50-346 

30-153 

30-155 

30-135 

30-348 

F 

P 

P 

P 

F 

0307190233 

B307190237 

8307190230 

9307190260 

B307190263 

8307190250 

8307190233 

0307190252 

B307I90232 

0307190239 

83/07/13 

83/07/06 

83/07/13 

03/07/13 

03/07/13 

30-483 

30-213 

30-329 

30-329 

30-320 

0 

p 

T 

T 

G 


0307100326 

0307100327 

0307100320 

0307180332 

0307100369 

8307180323 

0307180323 

8307180325 

8307180330 

8307270470 

83/06/24 

03/06/24 

83/07/02 

83/06/24 

03/07/18 

30-282 

30-282 

CONTRACT 

50-320 

30-387 

F 

F 

F 

P 

8307190271 

8307190272 

8307190273 

8307190278 

8307190279 

8307190260 

8307190269 

8307190270 

8307190274 

8307190276 

83/07/13 

83/06/21 

83/07/13 

03/07/13 

03/07/13 

30-382 

30-333 

30-244 

30-289 

30-443 

0 

P 

G 

0 

T 


8307180381 

9307180404 

830718040B 

8307180409 

8307180431 

8307270478 

8307180402 

8307180405 

8307180405 

0307180429 

83/07/18 

83/06/24 

83/06/24 

83/06/24 

83/07/05 

50-307 

50-155 

30-309 

30-309 

CONTRACT 

P 

F 

F 

F 

8307190201 

0307190203 

0307190280 

8307190299 

8307190309 

0307190276 

9307190276 

8307190283 

8307190294 

8307190184 

93/07/13 

83/07/13 

03/07/13 

03/07/13 

83/07/13 

30-443 

30-443 

30-400 

30-261 

30-369 

T 

T 

G 

G 

R 


8307180436 
8307190001 
8307190015 
0307190022 
0307 190026 

0307180434 

8307180446 

8307190011 

8307190020 

8307190024 

83/06/30 
83/06/ 15 
83/07/01 
83/07/12 
83/06/30 

CONTRACT 

50-389 

70-820 

30-280 

70-2945 

P 

P 

8307190313 
8307190339 
0307190361 
8307 190370 
8307190383 

8307190307 

8307190335 

8307190359 

8307190359 

8307190376 

93/06/10 

03/07/07 

03/06/16 

03/06/16 

03/03/03 

CONTRACT 

CONTRACT 

30-263 F 
30-263 F 
30-317 P 


0307190032 
0307 I 90039 
0307190059 
0307190060 
0307190067 

8307190030 

8307190030 

8307190057 

8307190041 

9307190062 

83/06/29 

83/06/29 

83/06/28 

83/07/15 

83/07/12 

71-3352 

71-3332 

COMMISSION 

50-338 0 

30-237 P 

9307190404 

8307190418 

8307190420 

8307190433 

8307190444 

8307190401 

0307190411 

8307190415 

8307190430 

8307190440 

03/06/29 

83/06/29 

83/07/12 

83/07/14 

03/07/00 

71-9163 

CONTRACT 

71-9010 

CONTRACT 

30-307 P 


8307190070 

0307190074 

8307190079 

0307190081 

0307190086 

8306270407 

8307190062 

8307190073 

0307190076 

0307190003 

83/07/14 

03/07/12 

83/07/11 

83/07/15 

03/07/19 

30-273 

30-237 

30-416 

30-329 

30-305 

P 

P 

P 

G 

K 

8307190449 

8307190438 

8307190481 

8307190491 

8307200003 

8307190443 

0307190433 

8307260316 

8307190489 

8307200002 

03/07/13 

83/07/07 

83/07/11 

03/07/00 

03/06/30 

XPORTLIC 

CONTRACT 

30-322 A 

30-437 A 
30-322 K 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


PRINCIPAL DATE SUBJECT 

ENCLOSURE DOCUMENT ISSUED CATEGORY 


630720000? 8307200004 03/07/13 50-219 P 

030720001 A 030 7200010 83/04/20 70-143 

0307200019 0307200010 03/04/20 70-143 

8307200025 0307200010 03/04/28 70-143 

0307200029 03O72OOO1O 63/04/20 70-143 


ACCESSION NUMBER 


PRINCIPAL DATE SUBJECT 
ENCLOSURE DOCUMENT ISSUED CATEGORY 

8307210036 0307210033 83/07/05 50-423 Q 
0307210041 8307210039 03/07/19 50-329 G 
8307210044 0307210033 83/07/15 30-358 Q 
0307210032 8307210030 83/07/13 30-263 P 
8307210036 0307210033 03/07/14 30-271 Q 


6307200032 

8307200034 

0307200035 

8307200039 

6307200042 

8307200043 

8307200049 

8307200050 

8307200031 

8307200033 

8307200056 

0307200059 

0307200039 

8307200062 

8307200049 

8307200072 

8307200073 

0307200077 

0307200080 

0307200003 

0307200084 

8307200006 

0307200091 

0307200093 

0307200096 

8307200100 

8307200103 

8307200110 

0307200116 

B307200I23 

0307200131 

0307200134 

0307200130 

8307200143 

8307200137 

8307200162 

0307200170 

B307200I77 

8307200183 

0307200193 

0307200197 

B3O72OO190 

8307200204 

8307200203 

8307200212 

8307200216 
0307200240 
8307200273 
8307200273 
0307200330 

8307200360 
0307200361 
0307200343 
8307200369 
0307200372 

0307200376 
8307200379 
8307200380 
8307200412 
0307200417 

8307200467 
8307200469 
8307200471 
8307200310 
8307200311 

8307200313 
8307200326 
8307200331 
8307200343 
8307210010 

8307210014 
8307210017 
8307210020 
8307210023 
8307210024 


B307200010 
8307200010 
8307200027 
0307200010 
8307200010 

8307200010 
8307200010 
8307270478 
0307200010 
0307200010 

8307200010 
8307200010 
0307200010 
8307200010 
0307200010 

0307200010 
0307200010 
0307200010 
8307200010 
8307200010 

8307200081 
0307200010 
8307200010 
0307200087 
0307200010 

8307200093 
0307200093 
8307200106 
B307200109 
8307200121 

8307200126 
8307200126 
8307200126 
0307200141 
8307200133 

8307200159 

0307200166 

8307200172 

0307200101 

0307200194 

8307200194 

8307200188 

8307200200 

8307200202 

0307200206 

8307200207 

0307200221 

8307200269 

8307200274 

8307200337 

9307200337 
9307200337 
0307200364 
8307200367 
8307200367 

8307200367 
8307200367 
8307200380 
8307200409 
8307200409 

8307200*66 
8307200463 
8307200463 
8307200505 
8307200303 

8307200305 
8307200323 
0307200324 
8307200338 
8307210000 

8307210007 
9307210013 
8307210013 
8307210010 
8307210023 


03/04/28 
83/04/28 
03/07/11 
83/04/28 
83/04/20 

83/04/28 
83/04/28 
B3/07/1B 
83/04/28 
03/04/28 

83/04/28 
83/04/28 
83/04/20 
83/04/28 
03/04/20 

B3/O4/20 
83/04/28 
03/04/28 
83/04/28 
83/04/28 

03/07/15 
83/04/20 
03/04/28 
03/07/10 
83/04/28 

83/07/13 
83/07/13 
03/07/13 
83/07/18 
83/07/13 

B3/07/I3 
03/07/13 
83/07/1 3 
83/06/27 
83/07/06 

83/07/03 

83/06/27 

B3/06/30 

83/07/03 

03/07/13 

83/07/13 
83/06/20 
B3/07/03 
83/07/ IB 
83/07/03 

03/07/13 

83/07/03 

03/07/14 

83/06/24 

83/06/29 

83/06/29 

03/06/29 

83/06/29 

03/06/14 

83/06/14 

03/06/14 

83/06/14 

83/07/13 

83/07/11 

83/07/11 

83/07/08 

83/07/12 

83/07/12 

83/07/11 

83/07/11 

83/07/ 11 
83/03/06 
83/06/30 
03/07/13 
83/07/19 

83/07/03 

83/07/18 

83/06/10 

83/07/06 

83/07/06 


70 

-143 

70 

-143 

50 

-73 

70 

-143 

70 

-143 

70 

-143 

70-143 

50-387 

70' 

-143 

70-143 

70-143 

70-143 

70-143 

70- 

-143 

70- 

143 

70- 

143 

70- 

143 

70- 

143 

70- 

143 

70- 

143 

50- 

275 

70- 

143 

70- 

143 


30-434 0 

70-143 

30-239 P 
30-239 p 
30-364 P 
30-434 0 

30-436 C 

30-460 C 
30-460 0 

30-460 0 

50-322 E 
CONTRACT 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
30-280 R 

30-280 R 
^CONTRACT 
30-434 0 

30-361 P 
CONTRACT 

30-237 0 

contract 

30-313 Q 
ADVCM 
30-366 p 

30-366 p 
30-366 P 
71-9111 
COMMISSION 
COMMISSION 

COMMISSION 
COMMISSION 
CONTRACT 
30-466 A 
30-466 A 

71-210 
30-302 P 

30-302 p 

30-37 p 

30-57 p 

30-37 p 

FOIA 

30-234 p 

30-410 D 

30-498 K 


50-247 Q 
30-317 K 
40-0681 
30-293 0 

30-322 Q 


B3072 10091 
83072100 34 
0307210034 
8307210034 
8307210070 


8307210061 

8307210063 

8307210069 

8307210072 

8307210073 

8307210073 

8307210078 

8307210080 

8307210081 

0307210083 

030721008? 

8307210092 

8307210093 

8307210102 

8307210106 

8307210111 

8307210113 

8307210118 

8307210126 

8307210133 

8307210140 

8307210144 

8307210149 

8307210134 

8307210161 

8307210173 

0307210181 

8307210191 

0307210200 

8307210201 

8307210202 

0307210206 

8307210210 

8307210212 

8307210213 

8307210217 

8307210219 

8307210224 

8307210226 

8307210229 

8307210233 

8307210231 

8307210233 

8307210234 

0307210261 

0307210266 

8307210271 

0307210272 

8307210274 

8307210275 

0307210296 
8307210304 
9307210307 
0307210309 
8307210313 

8307210314 
0307210321 
8307210323 
8307210323 
0307210330 

0307210331 
8307210338 
0307210339 
8307210341 
0307210347 

0307210350 
8307210373 
8307210370 
9307220002 
9307220003 

0307220004 
8307220005 
9307220006 
9307220022 
8307220024 


8307210034 
0307210070 
0307210034 
9307210077 
83072100 34 

9307210006 
9307210034 
8307210006 
8307210034 
9307210034 

8307210054 
8307210034 
8307210034 
0307210131 
8307210*21 

9307210123 
8307210125 
9307210139 
9307210147 
9307210132 

9307210167 
9307210177 
8307210103 
83072101 B3 
8307210177 

8307210192 

8307210190 

0307210200 

8307210204 

9307210213 

930721021 1 
0307210213 
8307210190 
8307210213 
9307210221 

9307210223 

8307210249 

8307210249 

0307210252 

9307210259 

8307210259 
8307210259 
8307210269 
8307210269 
8307210240 

8307210291 
8307210054 
8307210054 
8307210302 
8307210054 

0307210302 
8307210054 
8307210054 
8307210054 
9307210054 

B3072 10326 
8307210336 
0307210335 
9307210054 
9307210054 

9307210054 
9307210367 
8307210054 
9307220001 
8307220001 

8307220001 
8307220001 
8307220001 
8307220015 
8307220020 


B3/07/13 
83/03/07 
83/03/07 
83/03/07 
83/07/05 

03/03/07 
03/07/05 
03/03/07 
83/07/19 
93/03/07 

03/07/07 
03/03/07 
03/07/07 
83/03/07 
83/03/07 

83/03/07 
03/03/07 
83/03/07 
83/07/07 
83/07/07 

83/07/14 
83/07/15 
83/07/00 
03/07/06 
B3/07/IQ 

03/07/14 

B3/07/19 

83/07/15 

93/07/15 

83/07/01 

03/06/09 

83/07/14 

83/07/15 

83/07/07 

03/07/06 

83/07/19 

83/07/06 

83/07/14 

83/07/06 

03/07/05 

03/07/15 
03/07/13 
03/07/ 1 5 
83/07/20 
83/07/10 

83/07/18 
83/07/18 
83/07/13 
83/07/15 
03/07/01 

03/07/15 
03/03/07 
03/03/07 
83/07/13 
03/03/07 

03/07/13 
03/03/07 
03/03/07 
03/03/07 
83/03/07 

03/07/01 
03/07/12 
03/07/00 
03/03/07 
03/03/07 

03/03/07 
03/07/01 
©3/03/07 
©3/07/13 
©3/07/13 

©3/07/13 
©3/07/13 
©3/07/13 
©3/06/20 
©3/07/08 


50-247 0 

FOIA 
FOIA 
FOIA 

50-352 G 
FOIA 

50-332 Q 
FOIA 

50-440 K 
FOIA 

70-371 
FOIA 
70-371 
FOIA 
FOIA 

FOIA 
FOIA 
FOIA 

50-443 Q 
50-443 O 

50-293 Q 
30-329 A 
50-461 G 
30-374 Q 
50-445 K 

50-346 P 
50-416 P 
50-443 T 
50-443 T 
50-395 0 

50-443 Q 
GA999 
30-329 A 
50-300 Q 
50-412 0 

30-454 0 

50-412 Q 
QA99? 

30-412 Q 
50-482 8 

30-329 R 
50-277 0 

50-409 Q 
50-289 H 
50-329 0 

50-329 G 
50-329 0 

30-413 0 

50-413 G 
30-302 Q 

50-329 R 

FOIA 

FOIA 

50-346 P 
FOIA 

30-346 P 

FOIA 

FOIA 

FOIA 

70-378 

30-333 F 
50-34 P 
30-366 P 
70-378 
70-378 

70- 378 

71- 6350 
FOIA 

30-261 Q 
90-261 a 

30-261 Q 
50-261 G 
50-261 Q 
30-333 G 
71-37 



ACCESSION 


ENCLOSURE 


0307220031 

0307220037 

B307220034 

0307220060 

0307220061 

0307220063 

0307220063 

9307220068 

3307220070 

3307220073 

3307220073 

3307220078 

3307220003 

3307220007 

9307220071 

B307220094 

9307220079 

B3O7220102 

3307220107 

3307220100 

33072201 12 
3307220114 
6307220117 
B3O7220123 
33072201 33 

3307220134 
6307220133 
3307220140 
63072201 4 1 
0307220143 

9307220148 

9307220207 

9307220209 

9307220220 

3307220240 

6307220241 

9307220247 

B30722024B 

0307220267 

0307220273 

B307220276 

0307220203 

S307220292 

6307220290 

6307220301 

6307220307 
6307220309 
03072203 1 1 
0307220314 
0307220313 

9307220317 

9307220320 

0307220323 

9307220330 

9307220332 

9307220339 

9307220336 

0307220337 

0307220339 

9307220340 

0307220341 

9307220342 

6307220344 

9307220349 

0307220303 

9307220399 
930 7 2203 7 Q 
8307220383 
6307220387 
0307220309 

0307220392 

0307220399 

6307220397 

0307220398 

0307220400 

S307220410 

9307220411 

9307220413 

0307820419 

9307220426 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


NUMBER 


ACCESSION NUMBER 


PRINCIPAL 

DOCUMENT 

830722OOI6 

8307220028 

8307210094 

0307220099 

8307220044 

6307210094 

0307220039 

8307220039 

8307220059 

8307210094 

0307220097 

8307220039 

8307210034 

8307220083 

0307220089 

0307220009 

83072200B9 

8307210094 

8307220089 

8307210094 

8307220009 

0307220106 

8307220089 

8307210094 

8307220130 

8307220120 

8307220130 

0307220137 

8307220130 

8307220130 

8307220130 

0307220202 

0307220204 

0307220214 

8307220236 

8307220230 

0307220242 

8307220244 

8307220224 

0307220270 

8307220270 

8307220270 

8307220209 

8307220294 

8307220294 

B307220B94 

0307220306 

6307220303 

0307220310 

8307220303 

0307220294 

0307220303 

8307220303 

8307220326 

8307220326 

0307220326 

0307220333 

0307220326 

0307220326 

8307220333 

0307220326 

8307220333 

0307220333 

0307220347 

8307220394 

0307220336 

8307220376 

6307220360 

8307220380 

0307220301 

8307220301 

8307220381 

8307220393 

B3072203B1 

0307220301 

6307220403 
0307220402 
0307220380 
03072204 1 2 
8307220403 


DATE 

ISSUED 

83/07/01 

63/06/29 

83/03/07 

83/07/07 

83/05/18 

83/03/07 

83/07/14 

03/07/14 

B3/Q7/14 

83/03/07 

83/03/11 

83/07/14 

03/03/07 

83/07/20 

83/07/20 

83/03/18 

83/03/18 

63/03/07 

83/03/18 

83/03/07 

03/03/18 

83/05/06 

03/03/10 

03/03/07 

03/07/13 

63/07/05 

83/07/19 

83/03/31 

B3/07/13 

03/07/19 

03/07/13 

83/06/29 

03/02/22 

03/06/20 

03/09/20 

83/07/20 

83/07/01 

83/09/20 

03/07/01 

03/07/12 

B3/07/12 

83/07/12 

63/07/10 

83/07/13 

83/07/13 

03/07/13 

03/07/18 

03/07/13 

63/06/10 

83/07/19 

63/07/13 

83/07/19 

03/07/13 

03/07/19 

83/07/13 

63/07/15 

83/07/12 

83/07/13 

B3/07/19 

83/07/12 

03/07/19 

83/07/12 

83/07/12 

63/07/10 

03/07/19 

83/07/15 

03/07/19 

03/07/19 

83/07/19 

83/07/19 

83/07/15 

03/07/15 

63/07/14 

83/07/15 

83/07/15 

03/07/14 

83/07/11 

83/07/19 

83/07/19 

83/07/14 


SUBJECT 

CATEGORY 


XPDRTL IC 
30-389 0 

FOI A 
10CFR 

30-338 0 

FQI A 

90-393 Q 
90-393 Q 
30-395 0 

FOI A 

CONTRACT 
90-393 Q 
FOI A 

30-344 K 
90-344 K 

WASTE MOT 
WASTE MOT 
FOI A 

WASTE MOT 
FOI A 

WASTE MOT 
FOI A 

WASTE MOT 
FOI A 

30-400 0 

50-286 P 
30-400 Q 
WASTE MOT 
30-400 0 

30-400 0 

30-400 G 
30-324 0 

30-324 0 

50-33B G 
WASTE MOT 

30-277 K 
30-438 0 

WASTE MOT 
30-330 Q 
30-393 G 

90-395 G 
30-395 G 
30-490 G 
90-324 G 
30-324 G 

30-324 G 
30-249 P 
30-340 S 
30-313 P 
50-348 S 

30-324 G 
30-348 8 

90-340 S 
30-389 Q 
30-889 G 

30-389 Q 
30-400 □ 

30-309 G 
30-389 G 
30-400 G 

90-309 Q 
30-400 G 
30-400 G 
30-329 O 
50-434 O 

30-266 P 
90-293 P 
30-393 P 
30-395 P 
90-333 G 

30-333 0 

30-333 0 

50-271 G 
90-335 Q 
30-333 G 

30-316 S 
50-329 A 
30-393 P 
30-382 A 
gO-316 S 


PRINCIPAL 
ENCLOSURE DOCUMENT 

0307220441 8307220431 
8307220458 8307220445 
8307220460 8307220443 
8307220471 8307220443 
6307220473 8307220464 

8307220476 8307220463 
8307220479 8307220443 
8307220487 8307220400 
8307220493 8307220401 
0307220494 B30722048B 

0307220300 0307220491 
8307220502 8307220498 
8307220305 0307220491 
8307220307 8307220491 
8307220310 0307220491 

0307220513 0307220491 
8307220514 0307220500 
0307220316 0307220491 
8307220317 8307220312 
8307220523 8307220318 

8307220524 0307220521 
0307220326 8307220522 
0307220530 8307220320 
8307220332 8307220322 
8307220533 0307220528 

8307220334 0307220320 
0307220336 8307220522 
0307220338 8307220328 
8307220339 8307220320 
8307220340 8307220328 

8307220541 B307220522 
8307220343 0307220320 
0307220347 8307220320 
8307220349 8307220320 
8307220352 8307220348 

8307220353 8307220346 
0307220337 0307220348 
0307220339 8307220340 
8307220363 8307220348 
8307220366 8307220362 

8307220369 B307220562 
B307220371 0307220362 
0307220376 8307220362 
8307220621 8307220617 
8307230021 8307230013 

8307250023 8307230020 
0307230027 8307250020 
0307230030 8307230026 
0307230033 8307250020 
0307230038 830723002 0 

8307230040 0307230033 
0307230042 0307230033 
0307230044 0307230020 
0307230043 8307230033 
0307230047 8307230033 

8307230040 0307230041 
8307230049 8307230020 
0307230032 8307230041 
0307230034 8307230020 
8307250060 B307230020 


DATE 

ISSUED 

SUBJECT 

CATEGORY 

83/06/30 

30-369 

0 

03/07/15 

50-261 

Q 

03/07/ 13 

30-261 

a 

03/07/15 

50-261 

Q 

03/07/13 

30-393 

Q 

83/07/19 

50-237 

G 

83/07/13 

30-261 

Q 

83/07/10 

30-482 

G 

03/06/27 

30-390 

0 

03/06/20 

30-389 

G 

B3/07/11 

30-416 

G 

03/06/27 

30-416 

0 

83/07/11 

30-416 

G 

83/07/ U 

50-416 

0 

83/07/1 1 

30-416 

Q 

03/07/11 

50-416 

G 

03/07/13 

30-333 

P 

83/07/H 

30-416 

G 

83/07/18 

30-313 

Q 

03/07/13 

30-231 

R 

03/07/19 

70-2204 


03/07/12 

50-438 

a 

83/07/13 

30-348 

G 

83/07/12 

50-430 

Q 

B3/07/13 

50-259 

G 

83/07/13 

50-348 

a 

83/07/12 

30-430 

G 

83/07/13 

50-239 

0 

83/07/13 

30-348 

Q 

03/07/15 

30-239 

Q 

03/07/12 

30-438 

Q 

83/07/15 

30-259 

Q 

03/07/13 

50-239 

0 

83/07/13 

30-348 

0 

03/07/13 

30-395 

Q 

83/07/08 

90-434 

Q 

03/07/13 

50-393 

0 

03/07/13 

50-393 

a 

03/07/13 

30-393 

G 

83/07/13 

30-324 

G 

03/07/13 

50-324 

Q 

03/07/13 

30-324 

Q 

83/07/13 

30-324 

G 

03/06/13 

30-346 

P 

B3/07/14 

PR 


03/03/03 

30-334 

8 

03/03/05 

50-334 

Q 

03/07/14 

30-201 

P 

83/03/03 

50-334 

G 

83/05/05 

30-272 

P 

03/06/29 

71-9131 


03/06/29 

71-9131 


83/05/05 

50-272 

P 

83/06/29 

71-9131 


83/06/29 

71-9131 


83/07/08 

50-344 

P 

83/03/05 

30-334 

S 

83/07/0B 

30-344 

P 

03/03/03 

30-334 

3 

03/05/03 

30-334 

a 


0307230067 

0307230087 

0307230092 

8307230104 

0307230107 

0307230110 

0307230112 

8307230113 

8307230119 

8307230121 

8307230125 
8307230128 
0307250131 
B307230I 36 
0307230139 

0307250141 

8307230153 

0307230136 

0307230171 

8307250176 


0307250020 

8307230004 

8307230084 

0307230100 

8307230103 

8307230101 
8307230103 
0307250 108 
8307230113 
63072301 18 

0307230118 

8307250126 

0307250111 

8307230126 

8307230132 

0307250126 

8307250143 

8307230132 

8307250163 

8307230168 


03/03/03 

83/07/19 

03/07/19 

03/07/14 

83/07/11 

03/07/19 

03/07/11 

03/07/20 

83/07/14 

83/07/19 

03/07/19 

03/07/06 

03/07/14 

03/07/06 

03/07/19 

03/07/06 

83/07/14 

03/07/19 

03/07/14 

83/07/12 


50-272 S 
30-369 F 
50-369 F 
CONTRACT 
30-344 P 

50-269 F 
30-344 P 
30-331 P 
CONTRACT 
30-346 F 

50-346 F 
90-247 P 
CONTRACT 
50-247 P 
30-273 F 

30-247 P 
CONTRACT 
30-275 F 
CONTRACT 
30-209 P 


492 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ACCESSION NUMHER 


ENCLOSURE 

9307230200 
630723021 1 
0307230227 
8307230240 
8307230240 

0307230230 

0307230238 

8307230240 

8307230261 

8307250270 

0307230279 

8307230302 

8307230334 

6307230336 

0307230344 

8307250330 

8307230332 

0307230334 

0307230339 

0307230366 

6307230360 

0307250378 

8307230382 

8307230383 

8307230396 

6307230402 

0307230406 

6307230413 

8307230428 

8307230433 

6307230438 

6307230439 

8307230442 

6307230443 

8307230444 

8307250476 

8307230479 

6307230491 

8307230484 

8307230406 

8307230493 

8307230499 

8307230304 

8307250306 

B307230309 

6307230310 

8307230320 

0307250321 

0307230333 

9307230338 

9307230330 

0307230338 

8307230362 

0307230364 

8307230370 

8307230372 

0307230373 

0307230374 

8307230373 

8307250379 

8307230392 

8307230393 

8307230393 

8307230399 

0307230601 

6307230603 
0307230606 
830723060 9 
03072306 1 3 
8307230616 

0307230619 

0307230622 

8307230625 

0307230629 

8307230630 

8307230633 

9307230634 

8307250639 

9307230640 

8307230642 


PRINCIPAL 

DOCUMENT 

9307230194 
8307230197 
930723021 3 
0307230233 
8307250230 

8307230242 

8307230241 

8307230236 

8307230233 

8307230267 

B307230270 

8307230493 

8307230327 

8307250331 

0307230327 

0307230346 

8307230327 

0307230349 

0307230336 

0307230362 

0307250362 

8307250376 

8307250377 

0307250379 

8307250390 

8307250390 
8307250403 
B307 250403 
9307250410 
0307250434 

0307230436 

0307250437 

0307250437 

8307250440 

9307250440 

8307230474 

0307230474 

8307230478 

8307250400 

0307250402 

8307230409 

8307230489 

0307230300 

0307230302 

8307230303 

B307230300 

8307230308 

0307230514 

8307230531 

8307230331 

9307230340 

9307230331 

8307230337 

B307230351 

8307230559 

8307230331 

8307230569 

8307230331 

0307230333 

8307230551 

8307250377 
8307250331 
0307230331 
83072 303SS 
8307230331 

8307250395 

8307230531 

0307230603 

8307230331 

8307230380 

0307230331 

0307250300 

8307250620 

8307250623 

0307230627 

8307230626 

8307250500 

0307250626 

0307230623 

0307250632 


DATE 
I SSUED 

©3/07/20 

83/06/20 

63/07/20 

83/07/12 

83/07/20 

83/07/14 

03/07/14 

83/07/19 

B3/07/14 

83/07/21 

03/07/22 
03/07/2 2 
83/07/21 
03/07/20 
03/07/21 

83/07/20 

83/07/21 

03/07/19 

B3/07/21 

93/07/21 

B3/07/21 

83/07/10 

03/07/10 

93/07/20 

03/07/22 

03/07/22 

03/07/00 

93/07/00 

03/06/06 

83/07/19 

03/07/20 

83/07/08 

83/07/00 

03/07/19 

83/07/19 

83/07/12 

83/07/12 

83/06/21 

03/07/21 

83/07/15 

83/07/19 
03/07/19 
83/07/ 1 9 
83/06/13 
03/07/12 

83/07/19 
03/07/12 
03/07/14 
83/03/1 1 
83/05/11 

83/07/14 
03/03/06 
03/07/13 
03 / 05/06 
83/07 /IB 

03/03/06 

aa/07/14 

03/05/06 

03/07/14 

83/05/06 

03/07/14 

83/05/06 

03/05/06 

83/07/00 

03/05/06 

83/07/10 

03/03/06 

83/07/14 

03/05/06 

03/07/00 

03/05/06 

83/07/08 

03/07/19 

03/07/10 

03/07/18 

03/07/19 

03/07/08 

03/07/19 

83/07/18 

03/07/19 


SUBJECT 

CATEGORY 

50-286 K 
50-324 K 
50-331 P 
50-3 1 2 P 
50-333 K 

50-490 A 
CONTRACT 
50-445 A 
50-329 A 
50-333 Q 

50-322 © 

30-247 K 
50-289 Q 
50-320 P 
50-289 O 

50-400 O 
30-289 O 
40-672 
50-445 O 
50-289 0 

50-289 Q 
30-443 T 
50-447 K 
50-206 P 
50-329 G 

30-329 O 
30-320 0 

30-320 Q 
50-205 0 

30-373 Q 

50-220 Q 
50-322 a 
30-322 0 

40-86 
40-86 

50-361 S 
50-36 1 S 
50-234 0 

50-237 P 
50-313 K 

30-220 F 
50-220 F 
50-261 F 
40-8829 
CONTRACT 

50-261 F 
CONTRACT 
50-62 F 
f aiA 
FDl A 

CONTRACT 
FOI A 
71-3352 
FDIA 
71-4090 

FOI A 
71-3026 
FDIA 
71-6530 
FOI A 

71-210 
FOI A 
FQ1A 
PR 

FOIA 

71-9096 
FOI A 
71-6400 
FOI A 
FR 

FOI A 
PR 

50-413 F 

CONTRACT 

CONTRACT 

50-239 F 
PR 

50-259 F 
CONTRACT 
50-263 F 


ENCLOSURE 

S307250A43 

8307230643 

0307230647 

8307230650 

8307230656 

8307250668 

8307230673 

8307230676 

03O723O6SO 

B307230681 

0307250697 

8307250691 

0307250693 

B3O7250699 

0307250706 

8307250730 

0307250744 

8307260004 

8307260006 

6307260009 

830726001 | 
8307260014 
830726001? 
8307260021 
8307260024 

0307260028 

8307260041 

8307260046 

0307260051 

8307260064 

8307260039 

8307260113 

0307260123 

0307260130 

8307260149 

0307260150 

0307260161 

0307260164 

8307260167 

0307260169 

8307260172 
0307260182 
830726 0200 
0307260209 
8307260211 

B3072602I4 

S3O726O220 

8307260247 

8307260256 

8307260279 

0307260206 

8307260321 

8307260325 

8307260339 

0307260342 

8307260343 

0307260351 

0307260399 

0307260407 

8307260417 

0307260431 

0307260440 

0307260444 

B307260430 

8307260456 

B 307260430 
0307260463 
8307260469 
8307260477 
0307260481 

8307260482 
0307260487 
03O726O4QB 
8307260491 
S30 7260501 

0307260504 

8307260525 

8307260527 

0307260528 

0307260531 


PRINCIPAL 

DOCUMENT 

0307250637 

8307250635 

8307250623 

0307230632 

0307250631 

8307250665 

8307250667 

0307250672 

B307250672 

8307250678 

0307230693 

0307250683 

8307230690 

8307250696 

8307250702 

B30725Q717 

8307230717 

8307260002 

8307260002 

8307260002 

0307260002 

8307260002 

8307260002 

8307260002 

8307260020 

8307260020 

0307260032 

0307260039 

8307260039 

8307260058 

8307210054 

0307260101 

8307260111 

8307260111 

0307260111 

0307260151 
63072601 1 1 
8307260 1 51 
0307260111 
0307260151 

8307260166 

8307260179 

8307260202 

0307260204 

0307260202 

0307260205 

0307260219 

8307260229 

0307260229 

8307260270 

8307260280 

8307260316 

8307260318 

0307260336 

0307260336 

8307260330 

0307260346 

8307260394 

0307260403 

0307260412 

0307260272 

0307260437 

0307260442 

0307260449 

0307260452 

8307260454 

0307260461 

8307260463 

0307260474 

8307260480 

8307260478 

8307260404 

03O726O404 

0307260484 

0307260497 

0307260498 

0307260516 

0307260522 

0307260521 

8307260514 


DATE 

ISSUED 

03/07/10 

83/07/14 

83/07/18 

03/07/19 

03/07/15 

83/07/19 

83/07/08 

83/07/19 

03/07/19 

83/07/19 

03/07/19 
03/07/19 
03/07/ 1 0 
83/07/19 
03/07/13 

83/07/19 

03/07/19 

83/05/18 

83/05/18 

83/03/18 

83/05/10 

03/05/18 

03/05/18 

03/05/18 

03/07/1? 

03/07/19 

03/07/10 

83/07/12 

03/07/12 

83/06/30 

83/03/07 

03/07/20 

03/03/11 

83/03/11 

83/03/11 

83/07/21 
83/05/ 11 
83/07/21 
83 / 03/11 
03/07/21 

83/07/19 

B3/06/10 

83/07/10 

02/12/17 

03/07/10 

83/07/21 

83/07/22 

03/06/09 

03/06/09 

83/07/21 

83/07/21 

83/07/20 

83/06/03 

83/07/22 

03/07/22 

03/07/13 

03/07/15 

03/07/22 

83/07/22 

83/07/19 

83/01/10 

83/07/14 

83/07/20 

83/07/25 

03/07/19 

03/07/19 
83/07 /22 
83/07/22 
83/07/22 
03/07/20 

03/07/19 

03/07/20 

83/07/20 

83/07/20 

83/07/20 

83/07/22 

83/07/11 

83/07/20 

83/07/00 

83/06/24 


SUBJECT 

CATEGORY 

CONTRACT 
CONTRACT 
CONTRACT 
50-263 F 
XPORTLIC 

REVIEW GRP 
CONTRACT 
50-277 F 
50-277 F 
50-247 T 

CONTRACT 
CONTRACT 
CONTRACT 
50-348 F 
50-302 a 

50-269 F 
50-269 F 
50-329 0 

50-329 Q 
50-329 0 

30-329 Q 
50-329 Q 
50-329 Q 
30-329 Q 
50-237 P 

90-237 P 
90-259 P 
WASTE MOT 
WASTE MOT 
WASTE MOT 

FDIA 

MilSC 

FOIA 

FQIA 

FOIA 

GA999 
Far A 
0A999 
FOIA 
GA999 

50-293 K 
50-285 P 
50-219 P 
WASTE MOT 
50-219 P 

50^-403 Q 
GA999 
50-302 A 
50-382 A 
50-259 P 

50-290 Q 
50-346 G 
40-8550 
50-307 P 
90-307 P 

50-267 F 
50-245 P 
90-395 P 
50-529 G 
50-269 P 

WASTE MOT 
TOPREP 
50-142 G 
50-244 P 
27-48 

50-243 P 
30-395 P 
30-393 P 
30-320 P 
50-271 K 

70-1007 
50-331 Q 
30-331 Q 
50-331 0 

50—331 P 

50-324 P 
30-322 A 
30-243 P 
30- 1 42 0 

30-290 0 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8307260337 

8307260933 

83/07/21 

90-346 

0 

8307260940 

8307260916 

83/07/11 

90-322 

A 

0307260344 

8307260939 

03/07/22 

90-279 

R 

0307260343 

8307260916 

83/07/ li 

90-322 

A 

0307260963 

0307260916 

83/07/11 

90-322 

A 

B307260367 

8307260998 

03/07/14 

90-369 

S 

B30 726036? 

8307260998 

83/07/14 

90-369 

S 

8307260372 

8307260916 

83/07/11 

90-322 

A 

0307260376 

0307260973 

03/07/20 

90-293 

0 

0307260301 

8307260916 

83/07/11 

50-322 

A 

8307260394 

8307260916 

83/07/11 

50-322 

A 

8307260396 

8307260090 

03/06/30 

WASTE MOT 

8307260601 

8307260600 

83/09/18 

FQIA 


B 3072700 13 

8307270006 

83/07/22 

90-399 

P 

8307270019 

8307270017 

83/07/13 

90-320 

H 

8307270020 

8307270018 

B3/07/22 

90-395 

P 

6307270020 

Q307270023 

83/07/12 

OEM TEC 

re 

8307270030 

8307270027 

83/07/19 

90-266 

p 

8307270033 

8307270023 

83/07/12 

QEN TEC 

IB 

8307270038 

8307270039 

03/07/22 

90-321 

K 

8307270040 

0307270036 

83/07/21 

50-327 

P 

0307270042 

8307270037 

03/07/08 

90-344 

F 

0307270043 

8307270041 

03/07/19 

90-277 

F 

0307270046 

830727004 1 

83/07/19 

50-277 

F 

8307270030 

8307270047 

83/06/22 

90-267 

U 

8307270033 

8307270094 

83/07/19 

50-247 

u 

8307270060 

0307270097 

83/07/22 

50-400 

K 

8307270072 

0307270099 

83/07/11 

50-282 

8 

8307270079 

8307270073 

83/07/20 

XPORTLIC 


8307270086 

0307270073 

B3/07/20 

XPORTLIC 


0307270099 

8307270093 

83/07/20 

XPORTLIC 


0307270104 

8307270093 

83/07/2 0 

XPORTLIC 


B307270179 

8307270170 

83/07/01 

50-321 

P 

0307270100 

8307270176 

03/07/22 

90-430 

0 

0307270182 

0307270177 

B3/07/19 

90-399 

F 

B307270193 

8307270186 

03/07/19 

90-275 

F 

B307270197 

8307270192 

83/07/19 

50-334 

P 

8307270201 

B3072701B6 

83/07/19 

50-275 

F 

0307270213 

0307270207 

83/07/19 

50-341 

A 

0307270230 

8307270223 

83/02/23 

WASTE MOT 

8307270234 

8307270223 

83/02/23 

WASTE MOT 

B307270240 

8307270223 

83/02/23 

WASTE MGT 

8307270282 

8307270279 

03/06/13 

30-286 

Q 

0307270286 

0307270281 

83/07/13 

50-313 

P 

8307270296 

8307270291 

83/04/01 

WASTE MOT 

0307270297 

8307270290 

83/07/15 

90-328 

P 

0307270300 

8307270291 

83/04/01 

WASTE MOT 

0307270301 

8307270290 

83/07/19 

90-328 

P 

8307270312 

8307270306 

03/07/26 

50-213 

P 

8307270313 

8307270303 

03/07/08 

50-317 

P 

83072703 10 

0307270316 

83/07/ IB 

50-289 

K 

8307270343 

8307270339 

83/07/19 

90-289 

0 

8307270336 

8307270390 

83/06/21 

90-261 

P 

8307270378 

8307270373 

03/07/22 

90-199 

P 

8307270382 

0307260439 

83/07/18 

50-266 

K 

8307270404 

0307270398 

83/07/20 

50-237 

P 

B 307270406 

8307270402 

83/07/22 

90-272 

P 

0307270410 

8307270408 

83/01 / 13 

WABTE MOT 

8307270412 

0307270408 

B3/01/13 

WASTE MOT 

8307270416 

8307270399 

83/07/22 

90-272 

Q 

8307270418 

0307270408 

03/01/13 

WASTE MOT 

8307270420 

8307270408 

83/01/13 

WASTE MOT 

3307270429 

8307270422 

83/07/22 

TOPREP 


8307270436 

8307270434 

83/07/19 

90-195 

P 

8307270437 

8307270433 

83/07/22 

90-312 

K 

8307270440 

8307270439 

03/07/29 

90-333 

P 

8307270447 

8307270449 

83/07/18 

70-399 


0307270493 

8306270419 

03/07/22 

90-454 

G 

0307270494 

8306270419 

83/07/22 

50-494 

Q 

8307270464 

8307270462 

83/07/20 

50-272 

0 

8307270466 

8307270462 

83/07/20 

50-272 

Q 

8307270468 

8307270469 

83/07/19 

90-244 

F 

0307270471 

0307270469 

83/07/19 

50-244 

F 

0307270477 

8307270287 

83/07/13 

90-440 

0 

0307270480 

8307270409 

82/09/23 

CONTRACT 

8307270902 

8307270473 

83/07/19 

90-305 

F 

0307270906 

0307270473 

03/07/19 

50-309 

F 

8307280043 

8307280039 

03/07/27 

50-322 

© 

8307280071 

6307280069 

83/07/22 

90-346 

P 

B307280079 

0307280069 

83/07/22 

50-346 

P 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8307280081 

0307280075 

83/07/20 

50-322 

F 

B307280093 

0307280073 

83/07/22 

50-298 

K 

8307280102 

83072800B4 

83/07/22 

50-10 

Q 

8307280115 

8307280101 

83/07/15 

50-275 

F 

8307280120 

83072001 14 

03/07/12 

PROJ 


8307280122 

0307280110 

03/07/20 

50-322 

T 

8307280129 

0307280123 

03/07/15 

40-672 


8307280141 

8307280136 

83/07/19 

50-33B 

T 

8307280150 

8307280135 

83/07/13 

70-143 


0307280136 

B3O720O142 

83/07/14 

50-374 

0 

8307280160 

8307280136 

03/07/19 

50-35B 

T 

8307280166 

0307280136 

83/07/19 

50-358 

T 

8307280170 

8307280164 

83/07/11 

40-672 


8307280172 

8307280136 

83/07/19 

50-358 

T 

8307280179 

8307200168 

83/07/20 

50-243 

P 

8307200194 

8307280180 

83/07/11 

30-199 

a 

8307200196 

0307280190 

83/07/00 

50-282 

Q 

8307280200 

0307280180 

83/07/11 

50-199 

0 

8307280206 

8307280201 

83/07/22 

50-346 

K. 

B3072B0207 

8307280198 

83/07/11 

XPORTLIC 


0307280223 

8307280210 

83/07/06 

71-5592 


8307280229 

8307200211 

B3/07/20 

50-272 

Q 

83O72BO240 

8307200244 

03/07/14 

50-334 

P 

0307280253 

0307280247 

83/07/19 

50-440 

0 

8307280254 

8307200246 

83/07/25 

50-352 

0 

8307280264 

8307200247 

83/07/19 

50-440 

a 

8307200274 

0307280266 

83/07/12 

50-295 

a 

8307280279 

0307280269 

83/07/13 

30-30? 

0 

8307200200 

8307200276 

83/07/13 

50-309 

Q 

8307280282 

0307200277 

83/07/14 

50-334 

P 

B307280283 

8307200278 

83/07/13 

30-333 

a 

8307280284 

8307280269 

03/07/13 

50-309 

0 

0307280290 

0307280276 

03/07/13 

50-30? 

0 

0307280293 

8307200287 

03/07/14 

50-10 

a 

8307230295 

8307200291 

83/07/20 

30-333 

0 

8307280297 

8307200292 

B3/07/22 

30-275 

p 

0307280301 

0307280296 

03/07/22 

50-279 

R 

0307280303 

0307280298 

83/07/22 

30-334 

K 

8307280310 

0307200307 

83/07/14 

30-317 

Q 

8307280311 

8307200304 

B3/07/24 

30-286 

a 

8307280315 

8307280307 

83/07/14 

30-317 

a 

8307200316 

0307280314 

83/07/22 

30-333 

K 

030728031? 

0307200318 

83/07/20 

70-820 


8307280320 

8307280317 

83/07/20 

30-309 

p 

8307280325 

8307280321 

B3/07/26 

70-36 


8307280326 

0307200312 

03/07/19 

30-213 

Q 

0307280329 

0307200323 

03/07/19 

50-373 

Q 

8307280339 

8307200332 

83/07/12 

30-387 

0 

8307280340 

8307290336 

83/07/12 

30-387 

Q 

8307280342 

8307200334 

03/07/13 

30-334 

Q 

8307230344 

8307280341 

03/07/25 

30-313 

P 

8307280346 

8307280336 

83/07/12 

30-387 

0 

0307280349 

0307200332 

83/07/12 

50-387 

0 

8307280352 

8307200343 

B3/07/21 

30-317 

G 

8307280353 

0307280351 

03/07/26 

30-263 

G 

8307280380 

8307230384 

83/07/13 

30-341 

a 

8307280389 

0307280354 

83/07/19 

50-220 

Q 

8307200395 

0307200384 

03/07/13 

30-341 

Q 

0307280401 

8307200392 

83/07/22 

30-4B3 

a 

8307280404 

8307280399 

03/07/1? 

30-293 

R 

8307280415 

8307280409 

83/07/22 

30-369 

P 

0307280421 

8307200409 

83/07/22 

30-369 

P 

8307280423 

8307280416 

03/07/1? 

30-29 

P 

8307280423 

8307280418 

83/07/26 

50-280 

P 

8307280429 

0307280409 

83/07/22 

30-369 

P 

8307280439 

6307280431 

03/07/20 

30-21? 

0 

0307280438 

8307280431 

03/07/20 

50-219 

0 

8307280439 

0307280437 

83/07/25 

30-440 

G 

8307280442 

6307260437 

83/07/29 

30-440 

a 

8307200443 

8307280431 

83/07/20 

30-219 

a 

830728044? 

8307200444 

83/07/14 

30-293 

0 

0307200450 

8307280446 

83/07/29 

30-10 

0 

B307280454 

8307280446 

83/07/29 

30-10 

G 

8307280457 

8307280446 

83/07/29 

30-10 

Q 

8307280459 

0307280453 

03/07/18 

30-392 

G 

8307280461 

8307280453 

83/07/18 

30-332 

G 

0307280463 

8307280453 

63/07/18 

30-352 

Q 

8307280464 

0307280462 

03/07/1? 

90-29 

P 

8307280469 

830728046B 

03/07/20 

30-322 

T 

0307290014 

8307290012 

83/07/08 

50-289 

P 


493 


494 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESS 1 ON NUMBER 


ENCLOSURE 


3307290033 

0307290033 

3307290038 

9307290040 

0307290036 

8307290063 
B307290067 
8307290072 
8 3 07290 007 
8307290093 

8307290093 
B30 7290099 
6307290103 
0307290100 
B3O729OU0 

0307290120 

6307290129 

8307290139 

0307290141 

0307290143 

8307290144 

0307290147 

B3O7290135 

8307290153 

8307290139 

8307290163 
6307290164 
S307290166 
B3O7290 1 63 
B307290192 


PRINCIPAL 

DOCUMENT 

B3 07290026 
6307290026 
0307290030 
8307290026 
0307290032 

0307290060 

0307290032 

B3O7290047 

03O729OOB1 

8307290089 

8307290081 

0307290008 

8307290102 

8307290094 

8307290113 

6307290114 
8307290114 
B307290133 
8307290137 
83 07290 140 

0307290133 

8307290133 

9307290151 

8307290156 

0307290134 

8307290160 

9307290161 

8307270162 

0307290180 

□307290190 


DATE 

ISSUED 

B3/07/D8 
□3/0 7 /OS 
93/06/17 
83/07/08 
93/07/22 

83/07 /OB 
83/07/22 
83/07/21 
83/07/ It 
03/07/21 

63/07/ U 
63/07/21 
83/07/26 
B3/07/27 
63/07/22 

B3/O7/0B 

S3/07/0B 

03/07/11 

B3/06/16 

83/07/00 

03/07/11 
93/07/11 
83/07 /«?7 
33/07/19 
03/07/26 

83/07/26 

83/07/19 

63/07/22 

83/07/22 

83/07/13 


SUBJECT 

CATEGORY 

QA999 
0A999 
CONTRACT 
QA999 
30-382 O 

0A999 
50-302 G 
50-434 A 
0A999 
30-332 0 

QA999 

30-332 0 

30-454 O 
50-247 O 
30-329 A 

GA999 
QA999 
QA9 99 
50-267 Q 
70-024 

QA99 9 
QA999 
30-390 A 
CONTRACT 
30-322 G 

50-322 R 
CONTRACT 
50-315 K 
50-272 P 
50-273 P 


ACCESSION NUMBER 


ENCLOSURE 

8307290196 

0307290266 

0307290280 

8307290287 

0307290299 

8307290307 

0307290326 

0307290329 

8307290330 

0307290349 

0307290366 

8307290367 

8307290370 

0307290374- 

8307290375 

6307290377 

6307290307 

9307290401 

8307290422 

8307290434 

8307290437 

8307290469 

8307290473 

8307290473 

8307290478 

8307290409 

9307290505 

8307290513 

0307290523 

9307290530 

6307290544 

6307290350 


PRINCIPAL 

DOCUMENT 

8307290391 

8307290237 

0307290272 

0307290204 

8307290293 

B3O729029B 

8307290321 

0307290317 

0307290324 

6307290347 

B30 7290357 
6307290361 
8307290361 
B307290361 
0307290369 

0307290320 
8307290302 
8307290393 
83072904 l 1 
6307290414 

6307290430 

8307290464 

B307290454 

0307290466 

8307290467 

0307290480 

8307290494 

8307290309 

8307290314 

8307290514 

6307290539 

0307290348 


DATE 

ISSUED 

03/07/22 
03/06/15 
03/06/13 
83/06/17 
33/07/ 1 9 

83/06/13 

83/07/20 

03/06/01 

83/06/13 

03/06/29 

03/07/21 

B3/O7/O0 

S3/07/OB 

83/07/00 

03/07/12 

03/07/11 
03/07/ IB 
83/06/14 
03/07/22 
03/06/15 

03/07/20 
03/07/13 
83/07/19 
03/07/18 
03/03/ J 6 

03/07/19 

83/07/14 

B3/07/12 

03/07/19 

83/07/19 

83/07/19 

83/07/19 


SUBJECT 

CATEGORY 

50-329 A 
30-275 S 
30-304 S 
50-416 8 

50-295 F 

50-200 S 
CONTRACT 

70- 2908 

30-339 8 

WASTE MOT 

CONTRACT 

71- 6400 
71-6400 
71-6400 
71-496 

50-315 8 

30-220 P 
50-395 8 

71-3430 
30-200 S 

50-454 A 
30-266 P 
CONTRACT 
30-344 P 
FOIA 

CONTRACT 
CONTRACT 
CONTRACT 
30-321 F 
30-321 F 

50-369 F 
50-309 p 



APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission u> the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

I Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items l and 2. 

4. NRC questions, requests for additional information, and applicant responses, 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSA R). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act. etc.}. 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

IQ. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13, 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1, Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 



'■ Tli " ,s,l "" ; 'l ami acknowledgement k-iters. 

-I- (crlilicaics of service to the PSAR 

c UTILITY ENVIRONMENTAL REPORT |ERI. AMENDMENTS AND CORRESPONDENCE 

correspondence are 1 1 led ' i ' ' On ey c 1 r i o ^ a'° D " M.' p' ° I,IW c " viroi1Mlc " ,al *lt«cumeni* and 

'■ Environmental Report (HR) suhmined by the utility. 

Amendments and supplements to the HR. 

1 Transmittal and acknowledgement letters. 

4 Information on scheduling of submittal or review of HR. 

5. NRC Rueslions. r t<l „ t s„ Ib, »<ldi,i„„„l I,,,,,,,, and lscs 

Federal register notices citing the availability of items I and 2 . 

7. Correspondence relating to the review of HR. 

F-R UI " 8 ° nn0UnLenien,s ur rCp(,rls ni eeiings where the primary subject of discussion is the 

D ‘ sThlTmEn's (IMPACT) STATEMENTS <DES ANO FES), 

correspondence are hl'calTgorics A.'c! llTw R*” be '° W ' 0lhcr environmental documents and 

C Dr, I, „d Final Envl, „ mpilc „ Sluunuc,,,, , DB aiKl FES, p,c„a,od bv ,„c NRC 
- Supplements to the DES and FES. 

Correspondence relating to the DES and FES. 

4. Comments from other federal shid un ,t , i 

•eutraj. state and local government agencies. 

5. Transmittal and acknowledgement leiicis. 

6 *■» « «f KR nbmlncd I',,, p, lrpi „e s „ r 

7- Backup technical documents submitted in connection with above. 

8 ' R>dcral regisler no,i “ citing availability of items I and 2. 

9. Site visits to obtain information for f)|.S |-| <5 

DES of FES.'" 1 " 11 "' 1 ""’ ™ H ' |,UflS vhm llK ' P r| outy subjcol of discussion is (ho 


E NRC SAFETY EVALUATION REPORT ISER,. SUPPLEMENTS AND CORRESPONDENCE 

r 2 vxri: nr w si zx .,» t 
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1. Safely Evaluation Report (SER) prepared by the NR C (formerly called NRC-AEC Hazard 
Analysis Report). 

2. Supplements to SER. 

3. Correspondence relating to SER. 

4. Federal register notices citing availability of items I and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category arc individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans, 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non -antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g„ SER, FES) to the boards. 

6. Correspondence to and from intervenors. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8. 
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H. GENERAL CORRESPONDENCE 


This category includes documents with litile or no bearing on the status of the application or license. 
I terns that have no substantive technical content or meaning for the status ol the license or applica- 
tion are included. 

1. Change of address notifications. 

2. Changes in structure of organization. 

-v Changes in service lists. 

4 NRC requests to applicant for additional copies of documents. 

5. Correspondence trum the public requesting information about the facility and NRC responses, 
h. Correspondence on strictly administrative matters. 

7. Letters ol support, concern or opposition to the facility. 

8 - Correspondence regarding the Local Public Document Rooms (LPDRsJ. 

{) - Professional qualification statements not pertaining to the hearing process. 


L FINANCIAL INFORMATION 


This category contains all financial information except that submitted as part of the application 
ns amendments or relating to the imposition of civil penalties. 


or 


I. Company annual reports. 

Separately submitted financial information and related correspondence. 


J INSURANCE AND INDEMNITY INFORMATION 
I- Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3 - °' her “ rreSponder,ce "^rding indemnity and insurance matters 


K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR, AND AMENDMENTS 

“ S ' ,fc, ' V '"” l " d ,l,e ile "“ “ W«w. All related correspondence 


falls in category 


'' Hna ' &r " V AnalVS ' S R "’» rl < FSAR > P'nal Hazards Srrrnnrary Report,. 

2. Amendments and changes to the FSAR. 

3- Federal register notices citing availability of items I and 2. 

4. Transmittal and acknowledgement letters. 

5 - Certificates of service to the FSAR. 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 


This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting ol a con- 
struction permit. 

1. Limited Work Authorizations (LWA) and amendments. 

2. Correspondence pertaining to work performed under LWA s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

]. Document submitted as part of the applications for a construction permit and operating license 
entitled "information Requested by the Attorney General for Antitrust Review" 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except lor hearing transcripts, testimony and brie I - * 
ings. which are tiled in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1 . Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews, 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Conslruclion Stage (category A) file for genera! 
technical items dated from the issuance of the operating license to the application (or termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 
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3. Backup technical documents (e.g., topical reports) submitted in support of items I and 2. 

4. Federal register notices citing availability of items I and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6. All genera! technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
ol tlie operating license. 

7. Correspondence regarding codes (e.g., ASME). regulations, laws or changes in policy that may 
ailect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (STP). 

9. Results or surveys or tests conducted in accordance witli the technical specifications (not 
perjudie reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owners group meeting announcements and reports. 

12. Quality assurance information. 


13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 


16 . 

17. 

IS. 

19. 


Correspondence regarding expansion of spent fuel storage pool. 
Start-up test reports. 


Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 


Reports of site visits. 


Q. 

1. 

2 . 


fTVlfwNA. ,E BULLETINS ’ CIRCULARS AND INFORMATION NOTICES; 

CIVIL PENALTIES AND RELATED CORRESPONDENCE 

Inspection reports. 

IE Bultai", ( formerly culled Regulatory Operators <R0) Brrllelirrsl. Circulars ami Inform.lion 


3. 

4. 

5. 

6 . 

7. 

8 . 


Responses by applicant to IE correspondence. 


Applicant’s determination of proprietary nature of inspection reports. 


Letters concerning areas of noneomplianee. 


Pre-servicc and in-service inspections and procedures. 

Correspondence and orders relating to imposition and payment of civil 
Notification of Significant Enforcement Actions (ENs). 


penalties, including 


Any correspondence relating to inspection and enforcements that does 
to incidents or events as defined in category S. 


not specifically relate 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 
This category includes periodic reports ut a routine nature. 

1. Monthly, semiannual, or annual operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3 . Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents relating lo the above listed items. 


S. REPORTABLE OCCURRENCES. PNOs. PNSs AND RELATED CORRESPONDENCE 

This category contains all materials relating lo abnormal, unusual, reportable or nonroutine occur- 
rences or events. This includes. 

I All M-hour. 10-day, 30-day. interim and final Licensee Even. Reports (LERs) and follow-up 
correspondence (also called incident reports, abnormal occurrence reports and reportable 

occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.55e. 

5. Preliminary Notification of Occurrence (PNO s) and Preliminary Notification or Safeguards 
Events (PN s). 

6 Environmental Technical Specifications violation reports and Environmental Event reports. 


7. Part 21 Reports of defects and noncompliancc. 

8. Correspondence or other documents relating to items 1-7 


T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional mutters (category ). 

1. Atomic Safely and Licensing Board (AS LB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings It) the Commission. 

5. Statements and written testimony submitted at Commission mccimg or hearings. 

6. Transcripts of utility briefs to NRC stafl. 

7. Advisory Committee on Reactor Safeguards (AORS) meeting transcripts. 

8. Corrections to above items. 
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u. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 

™ subs '“'' ,t r ”'™ «■-- » 

1 ■ orr”'u“;ris r :r. c "" 6,t “ - m " 

Preparatory and backup documents for item 1. 

isr™ 1 Afc - - ■* — 


2. 

3. 


LICENSING OPERATORS AND RELATED CORRESPONDENCE 

Operate), fames .dmrMsrra.ive information bearing on licensing of operators. 
NRC examination results. 

Power plant examination summary sheet. 


W. decommissioning stage documents and correspondence 

I • Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts. 

D^mli ant ‘ 2- such as: Decommissioning Plan, 

missioning. R P ° r ' 0,1 Dlsman,ll "S’ Safety Analysis Report on Decom- 

4- Docomenls relating disposal of radioaclive rnalerial and decor, „f lhe sile 

5- Other correspondence relating to above items. 

All (lucumemalioii relaling , ht ongoing operation „f , he plan . f ormer|y n|sd a , eg(j[y p 

x. ONSITE LOW-LEVEL WASTES STORAGE 
This category contains items related to the 


onsite storage of low-level radioactive wastes generated 


onsite. 


V. INDEPENDENTSPENT euel STORAGE INSTALLATIONS (ISPSI) 

reacio, alt. L .ZImS nUmber F « '"««<>"“ °» ■ 

'' — — «» P™s power reactor spen, 

2. All related correspondence and reports to the above. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 


10CFR - Commission Meeting Records 

This allegory contains doanneniation pertaining to open and closed Commission meetings. It 
includes: 

1. Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Commission Determination Statements regarding the public disclosure of transcripts of 
Commission meetings. 

5. Verbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of I0CFR Pari c ), 
the Sunshine Act, and Commission policies. 

(>. Enclosures to released transcripts, including applicable viewgraphs, staff papers, and staff 
correspondence. 

7. Staff requirements memoranda for open meetings: memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 

ACRS - Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in 
salcly-rclaled areas. The committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 
are: 

1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. • ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generated reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 


ADVCM - NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of all NRC advisory committees, 
other than the Advisory Committee on Reactor Safeguards. The documents in this category are; 

1. Charters of each advisory committee. 

2. Verbatim transcripts of committee meetings. 


B-l 



3. Meeting announcements; description of meeting agendas. 

4. Committee generated reports, memoranda, and correspondence that are publicly available. 

5. Committee related correspondence. 


COMMISSION - NRC Commissioners 

This category contains documentation pertaining lo the daily conduct of Commission business in 
the Oil ice of i he Commissioners, including: 

I. Incoming and outgoing correspondence to and from the Commissioners relating to official 
NKC business, including reports and other enclosures. 


2. Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 

3. Weekly Information Reports (SHCY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 


NOTE: 


for 

with 


transcripts of Commission meetings, sec 10CFR category. For all other staff papers 
a SECY series designation prepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 


This category contains documentation pertaining to AKC and NRC contracts and Interagency 
Agreements, including: b 


I. 


3. 

4. 


Notifications of issuance of revest lor proposal (RFP) and invitations Ibr bid (1FIJ). 
Solicitations (RFP or IFB) issued by the NRC. 


Notifications of contract execution, specifying contract number, project 
name, conduct type, funding, and period of performance. 


title, contractor 


Contractual documents and contract modifications, if any. 


DISCLOSURE - Financial Disclosure Information 

“"' a ' nS di,dos,lre 1" wi,!, .he E.hio 


in Government 


FOIA - Freedom of Information Act Requests and Releases 
This category contains requests Ibr auenev records 

P, ™ Si °" S Ac. (FoIa,. IX,™ ' 

With the provisions of the Freedom of Inlbmwtion Act. " accor<lance 

Correspondence between the NRC •nut <i,„ 

denial or granting ol an FOIA request. < ’ t| ^ ,elevan ' ,0 ,lle Processing, appeal. 

•V Records or P o. lions of records released in response to ,,wm . 

espouse to specific requests made under FOJA. 



GEN TECH IS - Generic Technical Issues 

This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2 . Correspondence with industry and internal correspondence regarding the methodologies* 
analyses* and programmatic and technical aspects of issues. 

3, Meeting notifications and minutes. 

4, Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 


l&E - Inspection and Enforcement 

This category contains bulletins, ciieulars and information notices that are issued by the Office ol 
Inspection and Enforcement. These issuances describe particular events that occur at a facility 
that may require some follow-up action on the part of licensees. Also included in this category 
arc preliminary notifications of events (PNOs). 

I l&E Circulars, which describe an event at a licensed facility and are informational in nature. 

\ [&E Information Notices, which are similar to circulars but are preliminary in nature and 

issued shortly aflci an event has occurred. 

^ !&[■ Bulletins, which describe an event at a licensed facility and request all recipients to 

perform certain actions as a result ol this event. 

4. Preliminary Notifications of Events (PNOs). which provide updated information of an event 
of safety or public interest significance. 

NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 


MISC - Ptiblic Document Room Miscellaneous 

This category contains documents that do not fall into the scope of the other nondocketed 
categories. 


NUREG - NUREG Reports and Related Correspondence 

These documents are fumurl reports issued b, the US. Node., Regularury " 

carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 
are^ccounis of work performed either by the NRC staff or by NRC contractors. 

,. These reports arc normally final work products and are characterized by the following criteria: 

a. They are prcdecisional documents which present information to be considered in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and policy decisions. 

c. They present the results of technical research conducted for the Commission. 

2. Correspondence from industry, government and interested members of the public commenting 
on reports or requesting clarification or interpretation. 

3. Internal NRC memoranda S »mmarldn B meeriups or diacussiuns perrainlng .» dre — rf 
the reports. 
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ORC - Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC's Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue, Included are: 


I. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

C orrespondence between NRC s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility ; e.g., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 

parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. h 


NOTE: 


For Reguiatory Guides and comments to Regulatory Guides issued by tiie NRC Office 
of Standards Development, see the REGGD category. 


For petitions for rule makings filed by the public- 
regulation, see the PRM category. 


to amend, rescind or 


change an 


NRC 


PR - Proposed Rule 

Tins category contains records dealing with NRC staff n ,nnn».i 

” S “ bS,anCe ° r lhe rule o, , specification 

Text of the Proposed Rule (PR). 

of the Code* of federal 'Regulations, TitleTo. 01 areUmCn,S on lhe P ro P^d change to a part 
onhTrV™' 0,g,nl!s,tas “1 «h« parties f„ wriuer, imerpreiaiions 


PRM - Petition for Rulemaking 

•• Petitions filed by any interested person or Dartv m • 

regulation, ^ y lo issue, amend or rescind an NRC 


Federal Register cause notices of the n]il)g of {he petitjon 
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3. Coi respondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the 10CFR category. 


PROJ - Projects— Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review, Both classes are identified with a “P” 
prefix, followed by a series of numbers. 

1. “Pre-docketed" commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned il\ docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories", designated by alphabetic characters, These are 
the same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B, Utility PSAR and Amendments 

1. PSARs submitted by Lite utility, 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G, Adjudicatory Correspondence 

L Motions, briefs, orders, et al. pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 
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Q. Inspection Reports 

1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government -owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to lest reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard, 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects, 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service, The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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staff for implementing specific parts of the NRC’s regulations. They also delineate techniques used 
by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 


1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTF: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are; 

1. Project description documents. 

2. Letter reports of accomplishments and data reports: for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research' Information Letters (RILs) transmitting the documented results from com- 
pie ted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing researc in 
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defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies, 

5. Internal memoranda relating lo topics under discussion. 

RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission's regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration, Documents in this category 
include: 

1. Designations of the presiding officer and any special directions for the conduct of the hearing, 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 


This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG — State Programs 


This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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State and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes: 

1. Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations; i.e. decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State Licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP - Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management, Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRCs interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are: 

1, Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management, 
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3. Correspondence pertaining to NRC’s advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


XPORTLIC - Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are; 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration nr information, see 10CFR category. 
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